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T the world famous 
summer resort of 
Coney Island the City 
of New York has re- 
cently erected a hand- 
some and well de- 
signed and absolutely 
fire-proof bath house. 
This structure is of 
re - inforced concrete 
throughout, including 
floors, walls, parti- 
tions and roof slab; 
the roof being water- 

S proofed witn a tar, 
felt and slag covering. The bath house 
consists of three stories without base- 
ment. The building stands on a pile 
foundation and was designed by Frank 


H. Quinby, architect, and built by the 
North East Construction Co. of New 
York City. 


The floors are designed for a live load 
of 60 lbs. per sq. ft., and the roof for 
90 lbs. The plumbing work was _ in- 
stalled by the firm of Charles Mentzinger 
& Sons, of Brooklyn, N. Y., and the main 
plumbing features are as follows, all 
work, of course, being installed accord- 
ing to the N. Y. City Plumbing Code:— 

The first and second floor arrange- 
ments are similar, except that the second 
has a 9-seat range of water-closets, 6 
lavatories and 14 showers in one end 
section, a 7-seat range of water-closets 
and 3 showers in the middle section, 
and a 7-seat range of water-closets in the 
other end section. On the third floor is 
a 10-seat water-closet range, 1 range 
urinal of 11 stalls, 1 lavatory and 13 
showers in one end section, a T-seat 
water-closet range and 3 showers in the 
middle section, and a T-seat water-closet 
range, 1 urinal range of 9 stalls and 1 
lavatory in the other end section. 


HE house sewers from a _ point 

where they are connected with the 

street sewers back to the building 
line and the house drain with its 
branches below the floor are all of extra 
heavy cast-iron pipe and fittings, The 
entire vertical drainage system, com- 
prising all leader, waste and vent lines, 
is of galvanized wrought-iron pipe 144” 
and larger (excepting the vent pipes), 
having extra heavy cast-iron galvanized 
recessed drainage fittings; smaller than 
14%,” (with the exception of the vent 
pipes) have ordinary cast or malleable- 
iron water fittings. Vent pipes have 
ordinary cast or galvanized beaded mal- 
leable-iron steam and water fittings. 
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Where lead connections are, made to 
wrought-iron pipe, brass pipe soldering 
nipples of the same size as wrought- 
iron pipe are used together with wiped 
joints. The entire vertical drainage 
system is supported on the floor construc- 
tion at every story by means of galvan- 
ized wrought-iron clamp hangers. No 
pipe hooks or chains are used. All hori- 
zontal runs of the drainage system are 
supported at intervals of not over 8 ft. 
by being hung from the concrete beams 
by approved adjustable galvanized-iron 
hangers. 

Traps are placed as near the fixtures 
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iron pipe of Reading make or equal 
made from the pure muck bar, with no 
scrap in its composition. Sizes 2” and 
above are lap welded. All wrought-iron 
pipes are screwed into the recessed fit- 
tings close up to their shoulders and all 
galvanized pipe and fittings are molten 
metal dipped instead of being electro- 
plated. At the foot of all vertical soil, 
waste and vent lines there is furnished 
and connected an approved T fitting of 
the same size and material as the lines 
which it connects, fitted with an ap- 
proved brass screw plug and made ac- 
cessible. Fig. 1 shows a typical cross- 
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as practicable, so arranged as to be 
readily accessible and fitted with ap- 
proved cleaning screws corresponding in 
size to the size trap. In no instance 
does the waste from a fixture pass 
through more than one trap before en- 
tering the house drain excepting in the 
cases of water-closet ranges. The vent 
stacks and vents are dripped full size 
into the main drains, soil or waste pipe, 
and no vents are taken from the hand- 
hole of any trap. At points where the 
soil, waste and vent pipes pass through 
the roof, they are flashed with 20-0z. cop- 
per, 20 inches square and a copper tube 
of like weight 15” long, soldered to same; 
this is slipped over the pipe and a re- 
cessed coupling is screwed down over 
the copper tube. The flashing is secured 
to the roof in a neat manner and the 
soil, waste or vent pipe is continued up 
from the coupling to the required height. 

The wrought-iron pipe used is ap- 
proved galvanized guaranteed wrought- 


section of the building and how the 
various fixtures are hooked into the soil 
and vent stacks. 

The entire drainage system was tested 
by being filled with water. This causes 
the underground portion to be tight at 
a pressure equal to a column of water 
of the same height as the building. 

Roof Leaders. The rain water leaders 
are of 16-0z. copper, 4” x 6”, corrugated, 
with heavy hold-fasts, with each 8 ft. 
length securely fastened to the concrete 
walls of the building with expansion 
bolts. At the foot of each leader is a 
5-ft. length of wrought-iron pipe into 
which the copper leader is connected. 
The wrought-iron pipe connections are 
securely fastened to the concrete with 
very heavy expansion bolts and the pipe 
thoroughly coated inside and outside 
with asphaltum or similar paint. The 
roof of the portico is drained through a 
2” drain pipe carried down in one of 
the columns and connected to the drain 
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line, going to the 

The gutter outlets into leaders are 
flashed with 6-lb. sheet lead, and are 
connected to the copper leaders through 
the concrete cornice by means of a cop- 
per tube connection discharging into 
epen leader heads with a heavy copper 
wire strainer over same. All exposed 
piping under the building is painted two 
coats of asphaltum or similar paint and 
all iron surfaces of pipes and plumbing 
fixtures and fittings throughout the 
building are painted with one coat of 
red lead and two coats of white lead and 
linseed oil paint. 


HERE are floor drains for all toilet 
and shower bath compartments, 
and at other points in each floor 
throughout the building, also in spaces 
for the closet ranges. These drains are 
approved floor waste drains connected to 
the drain lines with 3” cast-iron pipes 
and cast-iron fittings and traps and have 
brass flanges and strainers operated by 
a detachable key instead of the ordinary 
wheel handle. 
Valves. The valves used are Chapman, 
Fairbanks or Kennedy gate and angle 
valves. Those 2” in diameter or less 


main sewer. 


are finished brass gates and those larger 


than 2” are iron body gates with bronze 
seat rings, composition mountings, bolted 
bonnets and screw ends. 

Covering. All exposed horizontal runs 
of cold water supply pipes, except the 
short branches to fixtures, are protected 
by a covering consisting of one layer of 
tar paper next to the pipe, 1” of the best 
standard hair felt, one layer of heavy, 
rosin-sized sheathing paper and 8-ounce 
canvas neatly sewed on, with the seams 
to the top or rear. 
painted two coats of white lead and lin- 
seed oil paint. 

Water Supply. Connections for the 
service water supply are made to the 
street main with a 2” tap and carried 
inside of building in lead pipe with a 
stop cock and box at curb line. Inside 


of the building are placed a gate valve,. 


check valve, and a 5%” compression hose 
bibb with an air chamber not less than 
12” long. 


wrought-iron pipe to the three main 2” 
supply risers. 


Hach fixture branch, and branches to 


groups of fixtures are provided with in- 
dependent valves to control them sepa- 
The size of connections to fix- 


rately. 


The covering is — 


From the check valves the 
supply main is extended in galvanized 


All fittings on the galvan- 
ized water supply lines are Y’s and 
eighth bends, tees not being permitted. 
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EVERY “NACO” BOILER SOLD 


Means a Satisfied Customer 


“Naco” Boilers Are Sold at the Same Prices as Charged for Others 


—_—_—_~+e—_—_. 


TO ARCHITECTS AND PLUMBERS EVERYWHERE 


The Jobbers of Plumbing Goods of the United States desired a Standard of Weights 
and Capacities of “Galvanized Range Boilers.” The National Committee of the Confederated 
Supply Associations thereupon appointed a committee on Standards. This committee compiled 
a standard for Range Boilers. The Standard stipulates that all Galvanized Range Boilers must 
be stamped with their actual capacity, and the materials used in the boilers must be of a specified 


thickness. On all such boilers the “Naco” label may be used. 


We Manufacture “Naco” Galvanized Range Boilers 


L. O. Koven & Bro. 


50 Cliff St, New York 
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MAKES GOOD BE csr ccscs 
EVERY TIME srsccus 


That’s the record of Mueller Colonial 
Self-closing Work—it makes good every 
lime. 


It’s because we make it good. 


Satisfaction is what you want to 
give your customer—the surest way 
when self-closing work figures on the 
job is to give him Mueller Colonial 
Self-closing work. 


It has satisfied thousands—it will 
satisfy him. 


All Mueller Colonial Self-closing work 
is tested under 200 pounds hydraulic pres- 
sure, and Unconditionally Guaranteed. 


Ask us about it 


TRACE MARK 


SeOreemud General Omiceswe 0 «| wee MRRP ee ome 8 meeercnco Eastern Division 
DECATUR, ILL., U.S.A, 


NEWYOR oN. Y.,U.S. 
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Principles 
of the 
“Niedecken 
Mixer” 
Result in a 
Natural 
Shower 


It willinterest you to 
know that a suitable 
showercontrolling de- 
vice is here. Asusual 
it’s another Hoffman 
&Billings specialty. 


The 
‘ Niedecken 
Mixer”’ 


No mixing chamber. For Institutions, 
Hotels, Gymnasiums. Tested for high pres- 
sures, "accessible for repairs, and heavily 
constructed fer continuous service 


The ‘‘ANTI-SCALDING” feature has 
demonstrated the 


“ NIEDECKEN. 
MIXERS 


superiority over all others 


We make a_ variety _ of 
Showers and other High 
Grade Brass Goods. 


Hoffmann & Billings Mfg. Co. 


MILWAUKEE, WIS. 
Canadian Distributors: 
United Brass & Lead Limited 


Toronto, Can. 


Revolving Cases 


We make 36 different styles and sizes of 
these cases 


AMERICAN BOLT AND SCREW CASE CO. 
DAYTON, OHIO 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Basins, %”; drink- 
1%”; sinks, %4”; 
%”; urinals, 2”, 


tures is as follows: 
ing water fountains, 
water-closet cisterns, 
and showers, 34”. 
Fire Protection. The three main sup- 
ply lines have 1%” connections at each 
floor for hose outlets with individual 
heavy brass nickel-plated gate valves 
with detachable key and nickel-plated 
hose racks. At each outlet is provided 
100 ft. of the best linen hose tested to 
150 lbs. pressure with nickel-plated brass 
couplings and heavy %” nickel-plated 


RECESSED COUPLING 
FOR ROOF BEASBING 
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seat and cover, copper lined oak cistern 
with nickel-plated brackets, flush pipe, 
chain, pull and brass floor flange. 

The urinals are automatic syphon 
lipped with 16” high back, trap, cistern, 
partitions and brackets and wrought- 
iron air pipes from cisterns to traps. 

The men’s showers and those on the 
ceiling of the women’s shower rooms are 
nickel-plated brass showers, 12” in 
diameter with 144” self-closing valve, 
chain and pull or push button, with six 
rows of perforations. These showers 
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DRAINAGE AND VENTING OF RANGE CLOSETS AND URINALS IN THE MUNICIPAL BATHS, 


ConEy ISLAND, 


brass nipples and extra heavy cast brass 


nozzle 11” in length. 


HE fixtures installed are briefly 
ae outlined in the following descrip- 
tions :— 

The water-closets in groups are auto- 
matic water-closet ranges with perfo- 
rated flushing pipes at the front and 
back with automatic flushing cistern 
painted white, cast-iron flush pipe and 
hinged oak seats. The traps are placed 
beneath the floor and have an air pipe 
from the cistern to the trap for syphon 
range. The tanks are hung from the 
beams, and also supported on wrought- 
iron brackets secured with expansion 
bolts against the concrete walls. The 
water closets in the employees’ toilet are 
equipped with varnish finish golden oak 
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are hung 7 ft. from the floor and have 
pipe to ceiling with flanged connections 
and expansion bolts securing same to 
the concrete construction, Separate con- 
nections are made to the supply lines 
with valves for each shower and all are 
supplied from a 2” supply line with 2” 
x %” tees for each shower. 

The women’s showers are nickel-plated 
brass rain showers, 5” in diameter with 
removable slotted face and adjustable 
ball joint for %” pipe and have self- 
closing valve, chain and ring or push 
button. These showers are arranged 5 
feet from the floor, and supplied from a 
2” cold water supply main with 2” x 4” 
tees with separate valve for each shower. 
Where ceiling showers are located in the 
women’s shower rooms they are similar 


to the showers installed for the men. 

The lavatories are of the heavy 
vitreous design with backs, oval basins 
14” x 1114”, nickel-plated overflow strain- 
ers, chain and rubber stoppers, waste 
plugs, with 114” nickel-plated brass New 
York regulation trap to each basin with 
vent and drain connections, and self-clos- 
ing nickel-plated low down faucets. 

There are installed complete three 
drinking fountains similar to the “De- 
troit” porcelain enamelediron drinking 
fountains with painted white enamel 
iron braces with expansion bolts in walls 
and supports, with nickel-plated bubbling 
cup with cock and supply pipe to wall, 
nickel-plated adjustable brass 144” trap 
with nipple to wall. 

Gas Piping. Gas lighting is extended 
throughout the entire building, supplied 
through a single meter located in the 
northeast corner, from which point the 
required lengths and sizes of wrought- 
iron pipe and fittings are connected with 
the service main supplied by the local 
gas company at outside of outer walls 
with a drip. A brass gate valve is 
placed to control the riser line and is 
of the same size as the riser pipe. All 
gas pipes are properly secured by hooks, 
straps and hangers. 

The outlets for brackets are located 7 
ft. above the floor and at ceiling outlets 
the pipe sizes are 1%” in diameter ex- 
tended 2” below ceiling and capped ready 
for fixtures. All bracket connections are 
made from either ells or tees secured 
to the wall with expansion bolts. All 
distributing pipes are placed on the top 
of the floor or roof beams; bent pipes 
are used for drops, fittings not being 
permitted. All connections of branches 
with the main or circulation lines are 
made with malleable iron right and left 
couplings. 

The gas pipe throughout is of the best 
quality wrought iron, galvanized on the 
outside only, and the fittings are heavy 
malleable-iron beaded galvanized fittings. 
Where pipes of different sizes are jointed, 
proper reducing fittings are used instead 
of bushings, which are absolutely pro- 
hibited. At all points where possible, 
Y’s and 45 degree elbows are installed 
instead of tees and 90 degree elbows. 
The pipe and fittings are put together 
with screw joints and red lead, gas fit- 
ters’ cement not being used in any case. 
At all points where gas and water pipes 
pass through the floors are installed cast- 
iron sleeves extending 2” above the floor 
and finished flush with the long side of 
ceiling, the space between the pipes and 
the sleeves being filled in with asbestos. 
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Galvanized Pipe for Salt Water 


Editor TH PLUMBERS’ TRADE JOURNAL: 
What kind of wrought pipe, 
than 3”, would have the longest life for 
salt water? This is exposed work all on 
top of ground with a pressure varying from 
70 to 140 pounds. About how long would 
such pipe last under these conditions? ; 
Fort Rosecrans, Cal. P, A. Sam 
We believe that correspondent will 
find wrought-iron pipe better suited to 
the work than steel pipe. Just how long 
its life would be under the conditions 
mentioned we are unable to tell him. 
Certainly the pipe should be galvan- 
ized, as the galvanizing affords great pr 
tection to the pipe, making its life far 
greater than it otherwise would be. ; 
As to the cost of such pipe, corre- 
spondent can easily get quotations from 
any jobber of plumbing supplies. 
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The “Si-wel-clo” 


insures satisfaction 


To recommend our 
Silent Syphon Jet Closet 
is to work in your own in- 
terest. It is the broad, easy road 
towards landing desirable contracts. 


Our expert knowledge of water closet 
construction has enabled us to perfect a 
fixture which stands “head and shoulders” 
above any closet making similar claims. 


[WEL CLO 


| In order to know that your jobber issupplying you with our noiseless 
loset, look for the above stamp under the glaze between the seat posts. 
sk for circular. 


| 


The Trenton Potteries Co. 
Trenton, New Jersey, U.S. A. 


4 os 
This 


Trademark 
on your packages of 
Traps 
Wastes and 
Overflows 
Valves 
Supply Pipes 
Floats 


and 


Plumbing Supplies 


signifies to you 


the guarantee of 


Fine Workmanship 
Best Quality 


Superior Finish 


of the 


AMERICAN 
PIN 
COMPANY 


Waterbury, Conn. 
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IG. 5 shows the design 
and size of the septic 
tank used for this house. 
The septic tank is di- 
vided into three cham- 
bers as shown, the first 
is called an intercepting 
or settling chamber, the 
second, a septic cham- 
ber, and the third, a sy- 
phon chamber having a 
5” sewage syphon which 
automatically discharges 
the contents of the cham- 
ber when reaching the 
water level as marked. 

As shown the tank is built of concrete 
with steel rods and is of rectangular 
shape. Hach chamber, however, can be 
built of brick with a domed roof or 
top, if so desired, it being a matter of 
taste and local conditions; either will 
work effectively. 

The drain from the house, which, of 
course, must enter above the water line, 
discharges into the first chamber, leay- 
ing the solid sewage on the bottom, the 
water will gradually rise and overflow 
into the.second chamber, which, when 
full, will flow through the two tees into 


THE SCIENCE OF 
MODERN PLUMBING 


By C. F. HERRINGTON ( 
CHAPTER Ill 
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a capacity of 1,000 gallons. This is 
probably a large figure, but it is safer to 
figure high in matters pertaining to 
sewage. 

Now, if you will look at the middle 
chamber you will see that it is 87-0” x 
5’-0” x 37-6”, equaling 140 cubic feet. And 
as each cubic foot equals 71%4 gallons of 
water, the settling chamber holds 1,050 
gallons or a little over a day’s supply. 
This is as it should be, for the sewage 
must be discharged while it is fresh. 

Then we will assume that the syphon 
should act twice or three times a day, 
so as to give the absorption tiles time 
to breathe between discharges; in this 
case we have designed the syphon cham- 
ber to empty as soon as 300 gallons are 
in it, so that the syphon acts three times 
a day. This enables the absorption tiles 
to have 8 hours’ rest between discharges, 
and in addition we have placed a valve 
chamber with an intercepting valve so 
that the sewage can be discharged three 
times in one day in one field and the 
next day into the other field. 

The action of the syphon is briefly as 
follows:— : 

The syphon consists of two parts, a 
discharging limb or deep seal trap and 


roe 


the syphon chamber; these tees are 
dipped below the water line so as to 
leave the scum on the top of the water 
in the first chamber. 

Each chamber has a manhole so as to be 
readily accessible for cleaning purposes; 
there will be no odors arising from the 
tank if two of the manhole covers are 
tight and one of them an open grating, 
for the air will be drawn into the tank 
and pulled back through the soil pipe 
from the house and then up through the 
soil stacks inside the house to the roof, 
where it will harmlessly dissipate. 

This is caused by the stacks inside 
the house being warm, expanding the air 
and causing it to rise, thus acting like a 
flue and drawing air from the tank; 
hence the tank will be ventilated thor- 
oughly, and its location will not be dis- 
covered on account of its odors. 

The first chamber will need cleaning 
but very seldom, as the constant flow 
from the house tends to break up the 
solid matter so it will float away with 
the water into the absorption tiles. 

There are several ways of determining 
the size of the septic tank, but the fol- 
lowing is as good as any: Assuming that 
we have 10 persons living in the house 
|and that each uses 100 gallons of water 
| per day, we will have to have a tank with 
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the intake bell, which is placed over the 
long leg of the syphon and held in place 
by its own weight. The water gradually 
rises above the edge of the bell and com- 
presses the air within the long leg of 
the syphon; the trap being filled with 
water, the air is prevented from escaping. 
As the water rises in the chamber, the 
confined air gradually forces the water 
out of the trap until a point is reached 
when the air is just about to escape un- 
der the lower bend. Since the difference 
of the levels between the two legs of the 
trap equals the difference of the bends 
between the water in the chamber and 
the water within the bell, the column in 
the short leg has practically the same 
depth as the head of water in the cham- 
ber above the level at which the water 
stands in the bell. 

The two columns of water balance 
each other at a certain fixed depth in the 
chamber, but as soon as this depth is 
increased by a further supply of water, 
however small, a portion of the air con- 
fined in the long leg is forced around the 
lower bend. By its upward rush in the 
short leg, this air carries with it a por- 
tion of water, thus destroying the equi- 
librium and the syphon is brought into 
full action drawing the water out of the 
chamber until it nearly reaches the 


bottom of the bell, when the syphonage 
is slowly broken by the admission of air 
through the small pipe. The operation — 
is then repeated. The free projection at 
the end of the short leg allows the in- 
stantaneous escape or falling away of the 
heaved-up water. If this were formed as . 
an ordinary bend, the syphon would not 
work, although the confined air rushes 
around the lower bend, for the reason 
that the heaved-up water would have no 
means of instantaneous escape, and there- 
fore the equilibrium would not be suffi- 
ciently disturbed to set the syphon in- 
operation. ; 

It will thus be seen that the action of 
the syphon depends not only on the es- 
cape of air, but also on the sudden reduc- 
tion of pressure by the counterbalancing 
column of water in the short leg. 

Fig. 3 in Chapter I of this article shows 
what is called the location plan of the 
house and surrounding grounds. The 
septic tank is shown about a 100 feet from 
the house with the absorption field about 
30 feet from the tank. 

This scheme of sewage disposal is what 
is called the “sub-surface irrigation sys- 
tem.” B 

Briefly it consists of the following:— 

The sub-surface irrigation system con- 
sists essentially of two parts, an abso- 
lutely tight receptacle or septic tank for 
the wastes and sewage; second, a net- 
work of common two-inch distribution 
drain tiles laid a few inches below the 
surface of the ground with open joints, 
so as to permit the liquid to ooze out at 
numerous points. This network of pipes 
buried in the ground constitutes the 
irrigation field. 

It is important to insure the success- 
ful working of this system, that the dis- 
charge of sewage from the septic tank 
be intermittent. That is, instead of a 
dribbling stream, there will be a power- 
ful rush of sewage in a big volume so 
as to secure an even distribution and 
filling up of pipes. 

The valve chamber is arranged so as 
to use one field for one or two days, and 
then by turning the valve, the other field 
will be used; this gives each field a 
chance to breathe or fill up with oxygen. 

The number of feet of two-inch tiles 
that must be placed in each field depends 
entirely upon the condition of the soil 
In this particular house the soil is of ¢ 
sandy or porous nature and in each fielc 
one foot of tile is installed for each 
gallon of water. 4 

If the soil were of clay, trenche: 
would have to be dug and filled wit 
loose stones or gravel, and the til 
drains placed in these trenches, as it 
absolutely necessary in a system of thi: 
kind that the air must penetrate an 
mix with the sewage which oozes ou 
between the joints. < 

For this system {is based upon th 
well-known fact that the well aerate 
layers of soil are next to the surfac 
(the sub-surface), which possesses in | 
high degree the power of destroying 01 
ganic substances buried in it, by nitrif 
cation and oxidation, aided during : 
part of the year by vegetation and as 
sisted at all times by minute organism 
or bacteria. These latter play an in 
portant part in the cycle of changes 1 


nature. i 


Don’t neglect to have a business pla 
and let all employees know it so t& 
ambitious ones can support you. 


(To be continued) 
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1 Rules and Requlations 
: in New York City i 


For Plumbing & Drainage, Water Supply, Gas Piping & Ventilation of Buildings 


CHAPTER IV 


VII 


THE HOUSE SEWER, HOUSE DRAIN, 


HOUSE TRAP AND FRESH AIR INLET 


65—Old house sewers can be used in con- 
nection with the new buildings or new 
plumbing only when they are found, on ex- 
amination by the plumbing inspector, to 
conform in all respects to the requirements 
governing new sewers. 

66—When a proper foundation consisting 
of a natural bed of earth, rock, etc., can be 
obtained, the house sewer can be of earthen- 
ware pipe. 

67—Where the ground is made or filled 
in, or where the pipes are less than three 
feet deep, or in any case where there is 
danger of settlement by frost or from any 
cause, and when cesspools are used, the 
house sewer must be of extra heavy cast- 
iron pipe, with lead caulked joints. 

68—No earthenware house-drain when 
found in a leaky or defective condition, shall 
be repaired or replaced except with heavy 
cast-iron pipe. 

69—The house drain and its branches 
must be of extra heavy cast-iron when 
underground, and of extra heavy cast-iron 
or galvanized wrought iron or steel when 
above ground. 

70—The house drain must properly con- 
nect with the house sewer at a point two 
feet outside of the outer front vault or area 
wall of the building. An arched or other 
proper opening must be provided for the 
drain in the wall to prevent damage by 
settlement. 

71—The house drain if above the cellar 
floor must be supported at intervals of ten 
feet by eight-inch brick piers or suspended 
from the floor beams, or be _ otherwise 
properly supported by proper hangers placed 
not more than 10 feet apart. 

72—No steam-exhaust, boiler blow-off or 
drip pipe shall be connected with the house 
drain. Such pipes must first discharge into 
a proper condensing tank, and from this a 
proper outlet to the house sewer outside of 
the building must be provided. In low 


pressure steam systems the condensing tank 


may be omitted, but the waste connections 
must be otherwise as above required. 

73—The house-drain and house-sewer 
must be run as direct as possible, with a 
fall of at least one-quarter inch per foot, 
all changes in direction made with proper 
fittings, and all connections made with Y 
branches and one-eighth and one-sixteenth 
bends. 

74—-The house sewer and house drain 
must be at least 4 inches in diameter when 
receiving the discharge of a water-closet. 
Where rain leaders are connected to the 
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plumbing system, the sizes of house sewer, 
house drain and leader connections shall be 
computed according to the square feet of 
area drained into them. No house-sewer 
or house-drain shall be of less diameter than 
the largest line of pipe connected thereto. 


The following ‘table is the maximum area 
allowed to drain into pipes of given di- 
ameter :— 
Pipe Fail Fall 
Diameter %Inch per Foot % Inch per Foot 
3... 1,200 square feet 1,500 square feet 
4 2,500 square feet 3,200 square feet 
5 4,500 square feet 6,000 square feet 
6 8,000 square feet 10,000 square feet 
7...12,400 square feet 15,600 square feet 
8...18,000 square feet 22,500 square feet 
9...25,000 square feet 31,500 square feet 
10...41,000 square feet 59,000 square feet 
12...69,000 square feet 98,000 square feet 

75—Full size Y and T branch fittings for 
handhole cleanouts must be provided where 
required on house drain and its branches. 
No clean-out need be larger than 6 inches in 
diameter. . 

76—An iron running trap must be placed 
in the house drain near the front wall of 
the house, and on the sewer side of all con- 
nections, except a Y fitting used to receive 
the discharge from an automatic sewage 
lift, oil separator, or a drip-pipe where one 
is used. If placed outside of the house or 
below the cellar floor, it must be made 
accessible in a brick manhole, the walls of 
which must be eight inches thick, with an 
iron or flagstone cover. When outside the 
house it must never be less than three feet 
below the surface of the ground. 

77—When the plumbing system of any 
building is altered by the addition of a new 
soil, waste or vent line, and no house trap 
and fresh air inlet or leader trap exists on 
the house drain, same shall be provided. 

78—The house trap must have two clean- 
outs, with brass screw cap ferrules calked in. 

79—A fresh-air inlet pipe must be con- 
nected with the house-drain just inside of 
the house trap and extended to the outer air, 
terminating with a return bend, with open 
end one foot from the-grade at most avail- 
able point to be determined by the Superin- 
tendent of Buildings and shown on plans. 
The fresh air inlet pipe must be of the same 
diameter as the house drain. An automatic 
device approved by the Superintendent of 
Buildings may be used, when set in a man- 
ner satisfactory to him. 

80—No curb box or similar device with 
grating placed in sidewalk will be permitted 
for fresh air inlets. 

VIiiIt 


SOIL AND WASTE LINES 

81—All main, soil, waste or vent pipes 
must be of iron, steel or brass. 

82—-When they receive the discharge of 
fixtures on any floor above the first they 
must be extended in full calibre at least one 
foot above the roof coping, and well away 
from all shafts, windows, chimneys or other 
ventilating openings. When less than four 
inches in diameter, they must be enlarged 
to four inches at a point not less than one 
foot below the roof surface by an increaser 
not less than nine (9) inches long. 

83—No caps, cowls or bends shall be 
affixed to the top of such stack. 

84—In all buildings wire baskets must be 
securely fastened into the opening of each 
pipe in an accessible position. When roofs 
are used for drying purpose or roof gar- 
dens, all pipes shall be extended to a height 
of seven feet. 

85—Necessary offsets above the highest 
fixture branch must not be made at an angle 
of less than 45 degrees to the horizontal. 

86—Soil and waste pipes must have 
proper Y or T Y branches for all connections. 

87—No connection to lead branches for 
water-closets or slop sinks will be permitted, 
except the required branch vent. 

88—Branch soil and waste pipe must have 
a fall of at least one-quarter inch per foot. 

(To be continued) 


—here’s the “‘big 


stick’’ in the 
water supply 
system business 


Progressive dealers want it on their floors to demon- 
strate its simplicity and efficiency; discriminating 
buyers want it on their premises to solve their 
water supply problems. 


The Improved 
Hoosier Pneumatic Water 


Supply System 


Operated by Direct-Connected, Automatically 
Controlled, Motor-Driven, Hoosier Power Pump 


,’ 


This is only one of our many new “big sticks’? which our dealers have 
been wielding so effectively. This outfit is so thoroughly simple, so compact, 
so efficient, and yet so inexpensive, that it is a prime favorite everywhere. 
And why not? It could be no more self-regulating if it had human intelli- 
gence. It can be used on deep or shallow wells; with a second tank and fit- 
tings, and operating on shallow wells, it could be converted into a combina- 
tion hard and soft water outfit, all with the one power pump, (Fig. 1027) and 
without mixing the water. It can be operated, if desired, with electric motor 
and belt: may be had with or without motor; it is so constructed that any 
make of motor of %, % or 1 horsepower can be fitted to it; if electric motor 
is not available, it can be driven by our new Hoosier Jr. Pumping and Util- 
ity Engine, with Fig. 1229 Hoosier Gasoline Engine Circuit Breaker; also it 
can be equipped for hand or windmill operation. 

Ask for our new catalogue showing fifteen new, big money-making improve- 


ments which, more than ever, make the Hoosier Pneumatic Water Supply 
System the dealers’ most effective “big stick.” 


Flint & Walling Mfg. Co. 


No. 671 Oak Street Kendallville, Ind. 


Star Windmills, Hoosier and Fast Mail Pumps, Hoosier Power Pumps, 
Power Working Heads and Pump Jacks, Hoosier, Jr. Pumping and 
Utility Engines, Hoosier Gasoline Engines from 1% to 15 H. P., Hoosier 
Galvanized Steel Tanks, Star Tanks and Towers. 
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Look Pleasant! 


Here’s the solution 
of your troubles 


THE HAAS 


Absolutely Frost- 
Proof Closet 


After the closet 
is refilled to the 
level of the ground. This does away 
with the old fime unsanitary pit. 

All working parts are enclosed in 
standard threaded iron pipe, making 
it easy to extend to any desired 
length. 


Requires no pit. 
is set the trench 


The valve is very simple. It can be 
repaired easily and packings can be 
remoyed without shutting off water. 
Only tools required are a screw driver 
and monkey wrench. 

The waste of this valve does not 
Operate until the closet seat is re- 
leased. It is very quick in draining 
the pipes leading to hopper and tank. 

HAAS FROST-PROOF CLOSETS have 
other good points. 

Let us fell you about them 


Philip Haas 
Company, 


| Manufacturers 


ft Dayton, Ohio | 
lt | 
itm nb 
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89—Short TY branches will be permitted 
on vertical lines only. Long one-quarter 
bends and double hubs, short roof increasers 
and common offsets, and bands and saddles 
are prohibited. 

90—The diameters of soil and waste pipes 
must not be less than those given in the fol- 
lowing table :— 


Maine SOllmstacks rca crsietonels eitecrene 4 inches 
Main soil-stacks for water-closets 
ONS DON) MOE HMOOUS..o rs) lerese stare 5 inches 


Branch soil pipes 


BS Oc roe 4 inches 
-Main waste stacks .............. 2 inches 
Main waste stacks for kitchen 
sinks on 5 or more floors...... 3 inches 
Branch wastes for slop sinks..... 3 inches 
Branch waste-pipes for laundry 
GES Sie selene voce soto cnaecenelionsns cima Mea tease 1¥% inches 
When set in ranges of three..... 2 inches 
Branch waste for kitchen sinks...2 inches 
Branch waste for urinals......... 2 inches 


Branch waste for other fixtures..14% inches 


(To be continued) 
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Profit for the Plamber 


By G. D. CRAIN, Jr. 
CHAPTER | 
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S it possible for the 
plumber to create busi- 
ness? That is to. say, 
is it not practicable to 
do more than figure on 


work that is already 
decided upon, and to 
stimulate interest in 


good plumbing before 
, the owner has decided 
to build? 

The point to be made 
is this: The average 
) plumber never hears 
about new business un- 
til the architect has 
finished the _ specifica- 
tions and asks _ for 
in the work consists of 
it will cost to put in 


bids. 
figuring out what 
the job, and doing the work if he happens 


His part 


to be awarded the contract. But should he 
not, in view of his opportunities, anticipate 
this at least one step? 

In other lines of business the retailer is 
constantly at work interesting and educat- 
ing prospective customers about what he has 
to sell. The furniture man doesn’t wait un- 
til some one walks into his store and says, 
“T want to buy a suite of mahogany dining- 
room furniture,’ to begin talking about 
high-class dining-room pieces. He has been 
telling about his stock in daily newspaper 
ads, in letters to the people on his mailing- 
list and by co-operating with the advertis- 
ing being done by the manufacturers. 

If the shoe dealers, for example, waited 
until people wore out their footgear, or rainy 
weather compelled them to give up low 
shoes, he would get just about a third of 
the business that he actually handles. He 
makes people want shoes, not as a matter 
of bare necessity, but because they are ap- 
pealed to through interesting window dis- 
plays, suggestions as to the proper shoe 
for social occasions and the last word as to 
the new models being put on the market. 
In other words, he lets his trade know what 
he has to sell. 

Ow is it with the average plumber? 
H (“Average’” is used because there 
: are occasionally notable exceptions 
to the general rule.) 

Is it not the case that his contract with 
the owner does not begin until he starts to 
work on the job? By that time the ideas 
of the builder are fixed; there can be noth- 
ing said about quality goods, or additional 
installations, because the specifications have 
been drawn up and the contract made on a 
fixed basis. As far as creative work is con- 
cerned, this is a closed book. 

Suppose, however, that the plumber had 
been doing a little agressive work on his 
own part. Suppose now and then he printed 
an advertisement in a daily newspaper 
headed, “Increasing Realty Values,” and 
then, in a sensible, straightforward little 
talk, entered into the question of sanitary 
plumbing, indicating how great the advance 
along this line has been. ‘‘When you install 
$100 worth of modern plumbing,” he could 
conclude, “you increase the value of your 
home or building $150. That’s a pretty good 
investment, isn’t it?” 

A series of advertisements could be run, 


| explaining, in detail, the need of first-class, 


high-quality material in putting in plumb- 
ing work, because of the danger to the 
health of the occupants resulting from de- 
fective installations being made; the need 
of qualified and experienced workmen in 
making such installations; and the fact that, 
the cost of the work considered, the plumber 
makes less on his efforts than dealers in 
other lines. 

All this would have the effect of stimulat- 
ing interest in plumbing; it would make the 
owner think at the right time, that is to 
say, before he had decided to build or was 
in the market for plumbing work. Then, 
when that contingency actually happened, 
he would have in mind the arguments of 
the plumber, and would not be so ready to 
say to his architect, ‘Cut down on that 
plumbing job; but don’t forget to specify 
that built-in buffet !’’ 

T present, to tell the truth, the public 
A has the plumber on the defensive, 
so that when he submits his bill 

they seem to think that it is usually with 
a sort of apologetic air, as though to say, 
“T know I’m not doing exactly right—but 
I need the money.’ No other merchant, 
either of goods or expert service, ever as- 
sumes that attitude; everybody else not only 
knows that he is a laborer worthy of his 
hire, but he has the courage of his convic- 
tions and demands what the job is worth. 

With the sort of creative advertising 
which has been suggested, the plumbers 
would no longer have to explain why and 
wherefore, but their customers would under- 
stand the situation. The current idea has 
been fostered, it is true, by the not too origi- 
nal newspaper cartoonist, who pictures the 
man in the trade as a sort of sublimated 
strong-arm guy, who lies in wait in a dark 
alley with a piece of lead pipe, waiting to 
slug the innocent “C. P.” and take his 
money away from him. A frank and inter- 
esting statement as to the cost of material 
and labor, and why good plumbing costs 
more than bad, would relieve the situation 
and place the plumber in the right attitude 
before the people with whom he does 
business. 

In most cases at present the main con- 
sideration when plumbing jobs are let is 
that which has to do with price. It does 
not need to be explained that where general 
contractors have in charge the letting of 
the detail work, the job is frequently “ped- 
dled,” so that the contractor can add the 
difference between the price of the high- 
grade workman and that of the back-alley 
concern to his profits. The owner as a rule 
doesn’t know and is therefore not in a posi- 
tion to say, “Let a reputable plumber, whom 
I know, do this work.” 

Why should he say so? 

He has never been shown that there is 
any difference in plumbing work. All plumb- 
ers look alike to him, to paraphrase the title 
of a song that used to be popular a decade 
or so ago; and, this being so, whoever does 
the work is supposed to be able to turn out 
as clean a job as the next man. And the 
trade, supinely, it would seem to many, al- 
lows the building public to maintain this 
attitude without even attempting, except in 
the limited way afforded by personal effort, 
to explain the actual facts in the case. 

Strange, isn’tit? Butitis true nevertheless. 


good deal of talk about competition, 

and the result of so many firms eager 
for business figuring on the jobs that are in > 
the market. Who’s to blame for that? Has 
the field been properly exploited? Is all the 
business that ought to be handled being 
handled ? 

On the contrary, there is a large amount 
of potential business that is seldom or never — 
developed. The reference is to new instal- — 
lations in old buildings. In any city one — 
might name there are hundreds of build- — 
ings in which plumbing installations were 
made fifteen or twenty years ago, and which 
are sadly in need of new fixtures being in-- 
stalled. This is not done until. the water © 
company increases the pressure and bursts — 
the pipes, or the health office gets wind (lit- 
erally and figuratively) of the situation and — 
condemns the work as a menace to health. | 
Those developments are infrequent enough ~ 
to require new work to be put in only in 
a few cases. 

Again, plumbers who have standing con- 
tracts with real estate firms to handle the 
repair work necessary on buildings of which 
the former have charge, constantly see cases 
where entirely new installations should be 
made, instead of a patch-work which after 
all is but a make-shift. The feeling that 
they cannot afford to run the risk of offend- 
ing their patrons usually prevents the 
plumber from making a very strong sug. 
gestion on this score, and of course it 
would never do to tell the tenant or the 
owner. So the matter remains in statu quo. 


T is the opinion of the writer that a di- 


6 hee here’s another point. There is a 


rect, definite and resultful plan of ac- 

tion could be decided upon which would 
not only arouse tenants, real estate men and — 
owners to a sense of their danger, their re- 
sponsibility and their opportunity, thus — 
creating business for the plumbers, but — 
would perform a real public service and 
make an increase in real estate values which © 
would be greatly in excess of the cost of 
doing the work. 

The tenant doesn’t understand the danger 
to himself of leaky plumbing or poor sewer — 
connections. The real estate man knows — 
the proverbial stand of his clients in the 
matter of repairs, for the average owner — 
always wears a long face when alterations — 
are suggested and expresses the conviction — 
that he could put his property in the hands 
of a firm which would bring him 8 per cent 
returns instead of 7%; so the poor “real — 
estater”’ is in a rather sad predicament, too. 

The only chance to secure action is 
through impersonal, forceful statements 
about the truth of the situation, such as 
no one is in a position to utter while per- — 
sonal issues are involved. That is to say, 
the best results would be secured if the © 
master plumbers, as an organization, were é 
to send out pamphlets, circulars and per- 
sonal letters, as well as printing occasional | 
advertisements in the daily newspapers, 
which would, in the first place, arouse in- | 
terest. Action must be preceded by con- 
viction, as any psychologist will tell you; — 
and in order to convinee the man you are é 
talking to, you must present facts that are | 
easily demonstrable and are _ thoroughly — 
cogent. . 

In this connection attention might be 
called to campaigns made by banks, mer- — 


if 


chant tailors and others who wanted to © 
create sentiment without having the an- 
nouncements come from any single indi-_ 
vidual. They ran unsigned advertisements — 
telling about the desirability of bank ac- 
counts and made-to-measure clothes, as the — 
case might be, and assumed that the bene- | 
ficial results would in due course be felt 
by everybody concerned. 7 

Where an entire interest states a case, 
backing it with its collective influence (the © 
use of unsigned ads is less direct and there- 
fore open to suspicion), the public receives © 
the statement as coming with more author- — 
ity as well as greater disinterestedness, thar 
when a single firm makes the assertion. i, 

Local associations might find it worth 
while to study this question, for there is no 
doubt that it has possibilities. Similar plans 
are being worked with effect by many other 
industries and trades to counteract unfayor- 
able influences; and the world is getting to 
the point where it is recognized that the 
man who is open, above-board and abso- 
lutely frank, provided he has a good case, 
can rely pretty safely on getting ampl 
public support. 

(To be continued) 
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Keport of President Conroy 


AT THE RECENT MEETING OF THE AMERICAN 
SOCIETY OF INSPECTORS OF PLUMBING AND SANI- 


TARY ENGINEERS, ST. 


SAA 


T gives me great pleasure to address 
today this society, which I consider 
still in its infancy, for I believe it has 

lone more to better sanitary conditions in 

his country in the past six years than all 
ther forces of a similar nature have done 

n a century. 

Why? First, because it is composed of 
rractical as well as technical men, who have 
een unselfish in the siving of their time 
nd money to advance the cause of sanita- 
ion. 

Second, it has opened its meetings to all 
vho have a desire to co-operate with the 
ociety in this great work; 

And third, but by no means the least, the 
earty co-operation of the trade press in 
alling to the attention of its sreat army 
f readers, the work being done by this 
aciety and the publication of the very able 
apers presented at these conventions. 


Membership. As charter member of this 
ciety, it has been a pleasure, as well as 
matter of pride to me, to see it grow 
‘om a small body of men, gathered together 
. Washington, D. C., to its present large 
id enthusiastic membership. However, we 
10uld at this meeting provide Ways and 
eans for increasing our membership until 
e have enrolled all those who are eligible. 


Inspectors and Sanitary Engineers. The 
ne has long since Passed when the plumb- 
g inspector need only see that all joints 
2re properly wiped and calked and that 
e job would hold air or water, for today 
must not only be able to do the above 
‘'t must be able to design a complete job, 
t only of a cottage but of a large factory, 
ll or skyscraper, as well as be able to 
oroughly explain the need of a sanitary 
stallation to those who wish honest, un- 
used information, as well as to defend it 
ym the dishonest and unscrupulous master 
umber or builder. 


rsa 


The sanitary engineer must today not 
ly be able to design a sewage or water 
stem, but must be able to fulfill the duties 
an inspector as previously defined. 


Permit me to do as my predecessors have, 
1 to the attention of the plumbing in- 
‘ctor that he must not overlook the fact 
t he is-a public Servant, and he should 
‘orce the law as he finds it and must not 
Swerved in his duty to the public, by 
ier the dishonest master or shiftless jour- 
man. 

-rogress and Publicity. 
ceedings of previous conventions have 
n distributed to quite a number of 
aries—and a number of calls for copies 
‘e been received from others—should con- 
ze us that a great deal of attention is 
ig paid to the doings of the society. 

he great amount of space given to the 
seedings in the trade press, and es- 
ally to the papers read at our con- 
‘ions, and the demand for copies carry- 
same, is additional evidence that we are 
&§ looked to as proper authorities on 
tation. 


ublic Comfort Stations. While I believe 
society has done as much to promote 
ic comfort stations as our time would 
iit—let us not stand still in this good 
t—as nothing will call favorable public 
ition to the work of this society as will 
efforts in this direction. 


nitation for the Workers. This society 
ot be too zealous in its efforts to pro- 

better sanitary conditions in the fac- 
S and work-shops, for in carrying’ on 
work we are doing a great good, not 
for society in general, but for those 
ible to demand it themselves. 


-operation. The society should Bive its 
‘YY co-operation to the good work of 
lanufacturer who is putting on the mar- 
ixtures and materials that will make a 
r job, the master plumber who wants 


The fact that the 
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A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 

It is different from ail others. 

In construction the MONITOR is as per- 

fect as the best engineering brains and 

most skilful mechanics can make it. 

Absolutely uependabie. 

MONITOR agencies offer profitable open- 

ings for progressive heating men, Our 
propositicn is liberal. Send forit. Your 

name ona post card brings it. ~f 


TAKARA RAS 


LOUIS, MO., JUNE 4-5-6 


to give his customer a good job, and the 
journeyman who does his work well and 
always welcomes you on his job. 

To all others in our particular line of 
business I dedicate the following stanza :— 
The maker and seller of junk, 

The master who depends on his bunk, 
The journeyman who on each job will flunk, 
Should in the sea of oblivion be sunk, 
So all get some lead, boys, and tie on a hunk. 


Write now. 
Code. No one will deny that the ideal condi- . 
tion would be a national code, suited to the Monitor Steam 
different climatic conditions. Therefore, I be- Generator Co. 
lieve we should encourage state codes as a 


means to that end, and I would suggest that 
members of the society living in different 
states should hold state meetings and frame 
codes to present to the next session of their 
respective legislatures, and in the states that 
now have codes, improve them. 

There should be a department of plumbing 
inspection in each state board of health 
with the next two years, but that means 
work; are you willing? 


Inspection and Testing. Nearly every city 
now has some sort of inspection on new 
work, but after careful inquiry I am sur- 
prised at the large number of cities having 
very good codes on installation, that have 
either no inspection or very loose methods 
of looking after old plumbing. We all know 
that the life of a plumbing job is very short, 
even when well done, and properly looked 
after. 


LANDISVILLE, PA, 


Water Heating 
Garbage Burner 


For Destroying Refuse 
Without Odor 


Therefore it is of the greatest importance 
that this matter be given careful considera- 


Burns the Garbage 
tion by this convention, to the end that all Destroys AA J I the Odor 
members see to it in their respective cities Heats the Water you can use 


that there is provision made for constant 
and regular inspection and testing of old 
plumbing; see to it that the inspector be 
given power to compel owners or occupants 
to maintain all plumbing in a Sanitary con- 
dition or vacate the premises. Unsanitary 
plumbing is more of a menace than none 
at all. 


Officers. I wish to thank the officers and 
members of committees for their prompt 
attention to duty and for the assistance 
given me since the last meeting. 


Conclusion. Let me say, in conclusion, 
that while we have accomplished a great 
deal in the past, when we were few in 
numbers, but unselfish and untiring, we 
have only started. Now that we have grown 
numerically, let us all do our share and 
if we each give as much of our time as a 
few have in the past, we will feel, when we 
lay down life’s burden, that we have done 
our share, 


Patented 


Send for Catalog No. 59 


KEWANEE BOILER COMPANY 


KEWANEE, ILLINOIS 
SAINT LOUIS NEW YORK 
SALT LAKE CITY 


CHICAGO 


KANSAS CITY 


WILKS 


Water Heater 


“To make this old World better place in and 
hic o live.” 
aaa Garbage Burner 
: For use in 
The Climber Apartments, 
UCK and laziness do not go together. Hospitals, 
L The man who climbs must prove Hotels, Etc. 


himself and grasp his opportuni- 
ties. Opportunity will not look him up. 
Some opportunity will come at some 
time to every man. Then it depends upon 
himself and upon what he ghall have 
made of himself what he makes of it 
and what it will make of him. 
The best advice to give a young man 
is old and simple. Get knowledge and 
understanding. Determine to make the 


Circulars with full informa- 
tion and prices mailed on 
request. 


S. WILKS MFG. GOs 
3515 Shields Av., 
CHICAGO 


most of yourself by doing to the best of 
your power such useful work as comes 
your way. There are no new recipes for 
success in life. 

The man with the big opportunity to- 
day is the man in the ranks.—James J. 
Hill. 


[ Combined Carrier and Truc 


Carries Radiators Anywhere Quickly, Easily, Safely 


Narrow crooked stairways and halls are easy for 
Bueil’s Combined Casrier and Truck. 


it is a cinch to carry the radiatorwhen necessary and a biggercinch to 
push iton the truck. Saves you 


Time, Strength, Money 
Send for booklet and prices 


BUELL BROTHERS, Fulton, N. Y, 


N designing a pres 
sure system of hot 
water heating on a 
large scale, the writer 
has in mind a system 
somewhat on the or- 
der of what is known 
AS ae DISunICtymn Ol: 
“Central” system of 
hot water heating. 
Commonly this ap- 
plies to a system 
where the water is 
heated in a central power plant and dis- 
tributed or conveyed through mains 
which supply different buildings, or 
wings of buildings, located over an area 
of several squares, more or less. 

Many small cities have systems of 
heating in connection with electric 
plants used for lighting, or power, or 
both. The exhaust steam from those 
plants is used to heat the water in the 
heating system, which is circulated 
through the mains by means of pumps, 
supplying the heating plants of the 
various buildings connected to the main 
system. Dependence for heat should not 
be placed on exhaust steam alone, be- 
cause exhaust steam is not available un- 
less the engines are running. For that 
reason, a live steam connection under 
reduced pressure is necessary, also, to 
make up for loss of steam, in case there 
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two-main system, feed and return, gives 
better results than one continuous cir- 
cuit main, the end of which has to re- 
turn anyway. 

The two-main system—feed and 
turn pipes—insures a more rapid and 
positive circulation than occurs in a 
one-main system, to which the feed and 
return are both connected. The extreme 
ends of the feed and return™ mains 
should be connected together, to make 
circulation through the mains certain. 
The mains in the street, or ground, sup- 
ply the hot water to the different build- 
ings, thus taking the place of a boiler 
in each building. The system is a 
pressure system, and has the advantage 
that smaller piping can be used than in 
a gravity system. There is, also, a 
smaller volume of water to be heated 
than would be the case if larger piping 
were used. 

High speed centrifugal pumps, which 
keep the water moving at a high speed, 
or velocity, give better results and less 
trouble than the comparatively slow- 
moving piston, or plunger type of pumps, 
and in an electric plant may be motor 
driven. If desired, they may be belt 
driven from a shaft, or driven by a 
small gasoline or gas engine, or a small 
engine, as conditions warrant. 

Assuming that the piping is well 
covered_or insulated, it is obvious that 
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Fic. 1—Circunation Pump, ExuaAust HEATER AND EXPANSION 
By-Pass A ror CiRcULATION WHEN Pump Is Nor RUNNING. 
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is not enough exhaust steam to keep 
the water up to the desired temperature 
in extremely cold weather. 

Each building has a separate system 
of its own, consisting of piping, mains, 
risers, branches, coils and radiators. A 


the less time required to circulate hot 
water through a system the smaller will 
be the loss of heat units. If the feed 
water leaves the heater at a given tem- 
perature, and returns at a lower tem- 
perature, the steam consumption re- 


Under Pressure 


By JOHN L. BENNETT 


quired to bring it up to the normal or 
required temperature of the flow or feed 
pipe of the heating system will vary 
according to the difference in tempera- 
ture between the return water entering, 
and the feed water leaving the heater. 
As hot water flows through radiators 
or exposed heating surfaces it emits 
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heat; consequently a loss of heat units 
in the water. Those heat losses are 
supposed to be compensated or made up 
when the return water passes through 
the heater, thus bringing it up to the 
required temperature before it re-enters 
the feed main to begin another circuit 
through the system. The size of the 
heaters is based on the amount of water 
to be heated. 

Any man experienced in the heating 
business must be aware of the fact that 
there is a greater diversity of opinion 
among heating engineers—recognized as 
authorities—than among engineers in al- 
most any other line connected with the 
building trades. The rules and formulas 
are, to say the least, very elastic. The 
confusion of their figures may be traced 
to the different conditions of different 


localities, climatic, etc. Then, too, dif- 
ference of construction, altitude, ex- 
posure, air currents and prevailing 


winds in winter, require consideration. 
Considering the importance of heating 
and ventilating, the heating and venti- 
lating, as a rule, command less respect 
in the opinion of the average architect 
than almost any other engineer, struc- 
tural, sanitary, electrical, eivil or me- 
chanical. As figures are subject to 
change, or revision, in different locali- 
ties according to local conditions, the 
writer does not, as a rule, discuss fig- 
ures in his different articles. He readily 
comprehends how a heating contractor 
in Detroit, Michigan, might encounter 
different conditions from one in, say, Los 
Angeles, Cal., or Nashville, Tenn. 


‘MAM AND HOT WATER FITTERS’ REVIE 


Atm osphere Vga 


Pulp Exhaust 
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A constant temperature of 70° in zerc 
weather is all very well if zero weathe1 
is available all through the winter 0 
heating season. Fluctuations of tem 
perature such as sometimes occur in th 
Central and Middle States often caus 
considerable change over night. Durin; 
the winter just passed the temperatur: 


= 
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dropped in one night, in Pittsburgh, 
from 28° above zero to 6° below. Th 
fifty-mile-an-hour zephyr from Medici 
Hat doubtless manifested its presence 
other places along its route besid 
Pittsburgh. Automatic regulation — 
heat (some systems of which work ye 
satisfactorily) are a great help in a 
respect. : ; 
Returning to our system of heati 
the heater shown in the sketch utili 
exhaust steam for heating the V t 
The size is based on the amount of 
to be heated, as well as on the an 
of exhaust steam to be used; al 
heating surface in the heater sho 
figured on a low pressure basis. 1] 
good practice to utilize any superflu 
or excess exhaust steam that may n 
required in water heater, to: uses 
the feed water heater for the boiler 
any event, the heater should have 
pressure steam connection, in ord 
supply steam to the heater whe 
engine is not running, and no 
steam is available. ‘ 
The low pressure is obtained th 
the use of a pressure regulating 
which reduces the pressure fr 
boiler pressure to the desired pr 
at the heater. The sketch (Fig. 1) 


a by-pass connection in case more 
is required, also in case ‘of pos 
pairs to the pressure reducing — 
Yt can be used as well—if desire 
tablish a circulation of steam, r 
by gravity to the boiler when thé 
sure is low, and the plant not ru 
Fig. 2 shows the connection of t 
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Do you want a Valve that 
really gives satisfaction on 
a Vapor or Atmospheric 
Heating System? 


Patented \ 
Regulating 
Valves 
DO 
control 
the 
tempera- 


The Davis Valve will 
use every heat unit. We 
don’t claim impossibili- 
ties but our Valve is a 
wonder. You can decide 
after your first trial. 


LOUIS N. DAVIS 
38 East Gay St., Westchester. Pa, 


The Dunham Trap 


is the cause for 


All Dunham Systems of 
Heating Working so Well 


Here is What it Does 


Keeps radiators drained of 
wafer of condensation 
and air without loss of 

steam and 

In performing this all im- 

portant function it does not 
clog up and lasts as long 
as the radiator 


We guarantee that the 
Dunham Trap will do the above 
things. 


A postal card that you can 
write in one minute’s time will 
bring our Catalog “B”—64 
pages. 

It’s “arth your while inves- 
tigating for it may bring dollars 
to you. Write to-day. 


Cc. A. DUNHAM Co. 


Marshalltown 
Iowa 


Chicago—343 S. Dearborn St. New York 
—1 Madison Ave. Philadelphia—18 S. 7th 
St. Fort Worth, Texas—Flatiron Bldg. 
Minneapolis—715 Temple Court. Spokane, 
Wash.—720 Realty Bldg. Indianapolis— 
512 Board of Trade Bldg. Portland, Ore.— 
Mohawk Bidg: Kansas City—207 Reliance 
Bldg. Rochester—46 Clinton Ave. N. Salt 
Lake City—210 Scott Bldg. Davenport— 
303 Security Bldg. Kalamazoo—210 8. 
Pitcher St. Los Angeles—413 So. Los An- 
Milwaukee—Room 8, Mack Bldg. 
Canadian 


geles St. 
Atlanta, Ga.—207 Grant Bldg. 
Factory—Toronto, Ont. 


turn to the feed water line of the boiler, 
at a point between the boiler and the 
pump. This, of course, presupposes the 
boiler to be at a lower level than the 
heater, permitting the condensation to 
return by gravity at low pressure. 
Starting at the heater—which repre- 
sents or takes the place of the boiler— 
the heating mains are carried out 
through the systems and the circuit 
mains for the different buildings to be 
heated are connected to them. The U 
loop or return loop works very well, 
provided the side run is long enough to 
permit of free movement of the ends 
for expansion, without straining joints. 
If the branch trench is made wide 
enough where the branch mains are 
taken off from the different buildings 
or wings of buildings, it is a compara- 
tively simple matter to carry the main 
at a right angle returning again to the 
original line of the main as shown in 
Fig. 3. An arrangement of this nature, 


Fic. 3—ARRANGEMENT OF MAINS IN TRENCH OF TUNNELS. 
VISION FOR EXPANSION AND ANCHORING 


if offset far enough, will take care of 
such expansion as may occur, without 
unduly straining the joints. This may 
be demonstrated by screwing two lengths 
of pipe into elbows a foot or so apart. 
The spring on the pipes will be enough 
to permit the ends to move freely, either 
way, for several inches, without strain- 
ing the joints. This makes a very sim- 
ple form of loop; is easily constructed; 
keeps the main in line, either level or 
pitched; is superior to, and will last 
longer than any other form of expansion 
joint. It will last as long as the rest 
of the main. Fig. 3 also shows method 
of anchoring midway between the ends. 

The writer in a recent article in THE 
PLUMBERS’ TRADE JOURNAL showed how 
air may be taken care of in the different 
buildings. 

One large expansion tank (Fig. 1) in 
the main plant is all that will be neces- 
sary. The water enters and leaves the 
tank at the bottom and expands against 
a cushion or volume of compressed air 
in the tank. The blow-off, or pressure 
release pipe, is a discharge pipe, con- 
trolled by a safety valve, which is set 
to open at a defined pressure, and dis- 
charge into an open sink or hopper in 
plain sight of the engineer, or man in 
charge of the heating system. The drain 
pipe is, of course, taken from the lowest 
point in the system and discharges also 
into an open trap or hopper at some con- 


venient point in the drainage system. 
The end of the pipe being open permits 
the observation of possible leakage. 
The return heating main is conected 
to the suction opening of the pump. 
The discharge or delivery pipe of the 
pump is connected to the bottom of the 
heater, where it flows through the tubes, 
as indicated by arrows, up into the feed 
main. The section of the heater at the 
end to which the feed and return are 
connected has a solid plate clear across, 
to deflect the flow through the lower 
tubes to the other end, where it rises 
and returns through the tubes in the 
upper half. The water is inside; the 
steam circulates'on the outside of tubes. 
The heater connections are five: Flow 
and return mains for the hot water; 
exhaust steam; low pressure steam; and 
the return pipe for condensation. The 
condensation return pipe is connected to 
the boiler feed water heater or to a re- 
ceiving tank supplying the pumps, as 
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~ear crrculorion 


E// out of top 


Anchor 
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the case may be. 

It is a good idea to by-pass the circula- 
tion pump on the heating system in some 
cases where a gravity circulation will 
not work in moderate weather. 

_ Ooo 


Phoenix Ceramic Co. Establish 
New York City Office 


HE Phoenix Ceramic Works of 

Perth Amboy, N. J., have opened 

a New York City sales department 
at 50 Church street, through which they 
are prepared to supply the wants of the 
trade to better advantage. The line of 
Phoenix solid porcelain sanitary fixtures 
has attained a point of perfection that is 
most enviable. 


—————_3-- oe —_ 
Plumbing Thieves Uncovered 


COLLISION between a street car 
A and a wagon, in Chicago, which 
caused two men to be sent to a 
hospital, cleared up a burglary two 
weeks ago. The wagon was going west 
in West 63d street, when a car crashed 
into it. The men were thrown to the 
pavement and the crew of the car sum- 
moned the Englewood police, who had 
the injured men taken to the hospital. 
Detectives learned that the plumbing 
supplies with which the wagon was 
loaded had been stolen from the concern 
of Charles R. Adams, a few hours before. 
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A SOFT 
SNAP FOR 
HARD 


Dehn’s Automatic Water Softener and Scale 
Removing Devices will positively overcome 
the accumulation of lime, magnesia and 
other encrusted minerals in Water Backs, 
Coils, Heaters, Boilers and wherever these 
difficulties are experienced, These devices 
have been on the market for more than 15 
years and are in universal use. They are 
installed for every type of installation. For 
further information, write for our Cata- 
logue, Dept. P. 


Compound Injector & Specialty Co. 


Sole Manufacturers 
DEHN’S SANITARY SPECIALTIES 
419-421 North 52nd Ave., Chicago, U.S. A. 


Long Distance Tel. Austin 543 


ROBERTS WATER FILTERS 


The filter 
with a rep- 
utation. 


It does its 
work and 
pleases the 
customer. 


No come- 
backs. 


When 
you havea 
job requir- 
ing a filter 
of any size, 
remember 
the name 
R o bertss 
and write 


ROBERTS FILTER MFG. CO. 


Darby, Philadelphia, Pa. 


LOUIS WHEELWRIGHT & BRO. 


Sales Agents 
Flatiron Bldg. New York 


THE CONTINENTAL FILTER 


THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


15 Broad St., New York 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
“THE BELL.‘ inthe future. Our 


Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


ANDREW BELL, 373-375 Market St., Newark, N. J. 
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ADGER 


Copper Boilers 


Will give you clean water. 


Will give you a boiler that can be 
cleaned out without taking down. 


Will give you a handsome fixture 
for your kitchen. 

Will give a sanitary up-to-date hot 
water supply. 


Is the iron boiler worth considering 
against these facts? 


Write for full particulars 


E. B. BADGER & SONS CO. 


63 PITT ST., BOSTON, MASS. 


PROGRESSIVE 
PLUMBER 
IS AFTER IT 


By handling the 
HORIGAN AQUA EXPANSION TANK jj 


you can line up a nice line of profitable 
business that otherwise you can’t get. 


Everyone is chasing the dollar pretty 
hard now-a-days. If you want a decided 
advantage over your competitors sell the 


HORIGAN AQUA EXPANSION TANK 


It reduces fuel bills and cost of material 
and labor. Figure it out. A hot water 


heating job costing less than steam or hot 
air. 


WRITE 


THE HORIGAN SUPPLY CO. 


240 S. 4th Street, St. Joseph, Mo. 
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Steam Heating from Engine 
Exhaust 


Editor THr PLUMBERS’ TRADE JOURNAL: 
HAVE a job of exhaust steam heating to 
I put in a factory, and I wish you would 
let me know through the Queries and 
Answers columns of THE PLUMBERS’ TRADE 
JouRNAL how and where to connect to the 
exhaust in using exhaust steam for heating. 
Please show one drawing for steam to go 
back to boiler, and one for the steam to 
exhaust from coils into the atmosphere. 
The lower part of factory, where the in- 
stallation will be used, is six feet lower than 
the floor of engine room. 
Stryker, Ohio. 


Replying to 
three sketches. 
Fig. 1 shows the exhaust pipe from 
engine and pumps, which usually stands 
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At “C” is shown an oil separator. 


“Dp” ig a pressure reducing valve, 
which reduces the high pressure of the 
boiler to the same pressure as the ex- 
haust, in the event that it is found neces- 
sary to use live steam from the boiler. 

The by-pass pipe “EH” is used only in 
cases of emergency, when it may be 
operated by a hand valve. 

When the steam has passed through 
the radiation, the return may be fitted 
with an ordinary 3% angle valve, as 
shown in Fig. 3, this valve being closed 
so that it will pass the water of conden- 
sation without allowing steam to blow 
through it. This is the least expensive 
device that can be used. The other al- 
ternative is to use some of the radiator 
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Fic. 1—Exuaust From Encinr, Back PRESSURE VALVE, BY-PASS AND OIL SEPARATOR 
NECESSARY : 


in a vertical position, and passes out 
through the roof. 

To make use of the exhaust steam, it 
is necessary to use a back-pressure valve 
the full size of the exhaust pipe. This 
valve is usually set at about 2 lbs. pres- 
sure, and as this causes a back pressure 
on the engine, it is good policy to have 
the pressure as low as possible. In other 
words—1 lb. back pressure is better than 
2, providing the piping is so arranged 
that the steam will circulate at that pres- 


return traps, of which there are a num 
ber on the market. 

If it is desired to return the water 
of condensation to the boiler, this can 
be done in the manner shown in Fig. 2. 
This apparatus consists of a receiver for 
the water of condensation, a vent pipe 
to the atmosphere to carry off any sur- 
plus air or steam, a pump regulator in 
which there is a ball valve which admits 
and shuts off the steam to the pump as 
the water rises and falls in the receiy- 
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Fia. 2—MertrHop or RETURNING CONDENSATION TO BOILER 


sure. This back-pressure valve is shown 
atecA. 

At “B” is shown a tee from which a 
portion of the exhaust may be delivered 
to heat the feed water when necessary. 


jing tank, and a double cylinder pump, 
The water of condensation is delivered 
by the pump near the top of the rea 
end of the power boiler. - 


- 


In deciding whether to waste this 
- 
2 | 
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steam or put in the necessary apparatus 
to return the water to the boiler, it may 
be well to remember that the water of 
condensation from the radiation will be 
delivered to the boiler at about 180 de- 
grees. If we place the feed water taken 
from the main at 50 degrees, sufficient 
coal must be burned to raise the tem- 
perature of the water from 50 to 180 
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1G. 3—ReETURNS DRAIN TO WASTE Con- 
NECTION 


egrees, and this amounts to just about 
2% in the fuel bill. 

One hundred horse power will in 10 
ours require about 2144 tons of coal, 
hich at $3.00 per ton is $7.50 per day; 
2% is 90 cents saved per day in fuel 
sr 100 horse power, which in one year, 
> 300 days, amounts to $270.00. 

If there is sufficient exhaust steam to 
sat the feed water and supply the ra- 
ation at the same time, then there will 
» no need of installing a receiving tank 
id pump, but in nine cases out of ten, 
is considered economy to do so. 


——o-+e—____ 
Teating Building Below Level 


of Boiler 
litor THE PLUMBERS’ TRADE JOURNAL: 


AM to install a steam heating system 
(gravity) to heat three buildings below 
boiler-house, and will use pipe coils and 

sular cast-iron radiators, 5,000 sq. ft. I 

uld thank you very much for an early 

1y to following questions :— 

Tow much steam radiation rating would 
required in a regular wrought-iron tubu- 
boiler? The buildings to be heated are 
ow boiler-house and condensation can- 


PLT TRAP 


Fig. 1—System as Insratiep Ustna Low PRESSURE Fic. 
TRAPS TO DISCHARGE CONDENSATION 


be returned to boiler by gravity. What 
est method—to use steam traps and dis- 
‘ge water into sewer, or install a pump 
pump the condensation back to boiler? 
ising traps, how much water would be 
ted every 24 hours, and what kind of 
matic water feed to boiler would you 
to feed boiler in this case? I want to 
in the most economical plant as regards 


‘anette, Pa. De Ror a 
eferring to “H. A. M.’s” inquiry, we 
ld say that 5,000 square feet of 


radiation will 
5,000 x 0.83 


direct steam require 


approximately = 5b boiler 
30 

horse-power. Increasing this 10 per cent 

to cover losses from mains, etc., will call 

for a 60 horse-power boiler. 

If a single boiler is used, the follow- 
ing dimensions are recommended: Di- 
ameter of shell, 60 inches; diameter of 
tubes, 3 inches; length of tubes, 15 feet; 
number of tubes, 72, and size of grate, 
BAG EGG 

If two boilers are used, each should 
have the following dimensions: Diame- 
ter of shell, 48 inches; diameter of tubes, 
3 inches; length of tubes, 10 feet; num- 
ber of tubes, 44, and size of grate, 
42” x 48”, 

Chimney, 28” diameter; or square fiue, 
28” x 28”; height, 60 to 70 feet. 

We should recommend, by all means, 
that the condensation be returned to the 
boilers, as the loss, assuming cold feed 


‘water to be taken in at a temperature 


of 50 degrees, will amount to the equiva- 
lent of about 45 pounds of coal per hour 
when all of the radiation is in use. 

There are two ways in which this 
water may be returned to the boiler, de- 
pending upon its elevation above the 
lowest radiator. In case this is not 
more than 10 feet, a pressure of 5 or 6 
pounds may be carried and the conden- 
sation discharged by traps (one in each 
building into a vented receiver in the 
boiler-room. From here it may be fed 
into the boiler by a return trap. This 
is the simplest arrangement, but it is 
necessary that the boiler pressure never 
fall below that necessary to raise the 
water from the traps to the receiver, 
which for distances not exceeding 200 
feet is practically 1 pound for each 2 
feet elevation. 

By placing a reducing valve in the 
heating main, set to give the necessary 
pressure for raising the water, and car- 
rying a somewhat higher pressure on 
the boiler, any reasonable fluctuation in 
boiler pressure would not affect the 
working of the system. 

If the elevation is such as to necessi- 
tate a higher pressure than desirable to 


ALCEIVER 


carry on the radiation, the best arrange- 
ment would be to have the traps dis- 
charge into a vented receiver located in 
one of the buildings, and from here pump 
it back to the boiler. A combined auto- 
matic pump and receiver should be used 
for this purpose. The boiler pressure 
will be fixed by that necessary to run 
the pump, which may be from 20 to 30 
pounds, although in ordering the 
pump the pressure should be stated and 


the cylinders proportioned accordingly. 
Steam at boiler pressure should be car- 
ried to the building containing the pump, 
and here reduced to the pressure it is 
desired to carry on the radiation (2 to 
5 pounds). 

If city pressure is not sufficient to 
force water into the boiler when in oper- 
ation, an injector should be provided, so 
that the boiler may be fed independently 
of the pump, which is in another build- 
ing. 

Both of the systems described require 
that steam be kept up to a certain pres- 
sure at all times when turned into the 
heating system. If it is desired to let 
the pressure gradually drop at night, the 
discharge from the traps may be by- 
passed to the sewer and the make-up 
water be supplied to the boiler by means 
of an automatic feeder, provided the city 
pressure is sufficient after steam pres- 
sure drops below that required to run 
the pump. This arrangement may be 
made automaticby placing the receiving 
tank of the pump well below the lowest 
radiator in the system and providing an 
overflow from the top of the tank to the 
sewer. Then, when the pump stops 
working, through lack of steam pres- 
sure, the tank will simply fill up to the 
point of overflow and the condensation 
will pass through the traps to the sewer. 
Make-up water to offset this, will, in the 
meantime, pass into the boiler through 
the action of the automatic feeder. “. 

There are a number of good automatic 
boiler feeders on the market which may 
be obtained through any good supply 
house. 

Diagrams of the two systems described 
are shown in Figs. 1 and 2. 


_—_——-- —— 
Durham vs. Soil Pipe Drainage 
Systems 


Editor THr PLUMBERS’ TRADE JOURNAL: 

I would like some information in reference 
to the Durham system. This city passed a 
plumbing ordinance a year ago calling for 
1%” or 1%” lead waste from basins, tubs 
and sinks and lead ferrules to be wiped to 
same. Recently two of our local plumbers 
found out that they could not wipe a joint 
so have persuaded the city engineer to let 
them use gas pipe for waste pipe, claiming 


2—In CASE or HIGHER PRESSURES, A Pump 
Wovutp Br REQUIRED AT THE Lower LEVELS 


this to be Durham work. I want to know 
if this is Durham work or not, and enclosed 
drawing shows some of the Sas pipe work 
now being done. 

Waupaca, Wis. CONSTANT READER. 

There is no difference in principle be- 
tween the Durham and the ordinary 
plumbing system, the distinction coming 
in the material employed. In the Dur- 
ham system, screwed pipe instead of 
caulked pipe is used. 

It cannot be said, of course, that good 
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May we Send a Catalogue? 


Williamsport Radiator 
Company, 


WILLIAMSPORT, PENNA. 


99 Beekman Street, 
NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 
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work cannot be constructed except by 


q 

Possible Air Pocket 

the use of lead pipe, but we should be ; 
, 


Editor THE PLUMBERS’ TRADE JOURNAL: 


JARECKI MFG. CO. 


BRASS WORK for STEAM GAS, entirely opposed to we use of Bas pipe, Enclosed find drawing of boiler that we 
TER and OIL. s “Constant Reader’ calls it, with ordi- have been called upon to fix. The owners — 
claim that the heater never worked satis- 


nary fittings. It certainly could not 
properly come under the name of Dur- 


MALLEABLE. and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 


Pipe Threading and Cutting Tools 


It also takes so much gas to- 
which remains hot for a 


factorily. 
heat the water, 


] h the most i : . 
NHI Ga eget ie inches for ham work. uy On the latter, nothing but short time and then quickly cools. Cleaning — 
Hand, Belt, Engine and with Electric recessed fittings are or should be used, the burner has not helped it any. Can you” 

Motor Attachment, We the feature of value in the use of these suggest anything that may be wrong? Pipes. 


cannot be changed, as they are concealed | 
except at top of boiler. The boiler is 40 gal-_ 


lons capacity. 
Johnsonburg, Pa. CM. S72 


So far as we can see, the connections 
for heating the 40-gal. boiler by the gas 
water: heater, as shown in accompanying 
illustration, are correct. If the supply 
is from the street and not from an attic 


can furnish Bolt Thread- 
ing Attachment for these 
machines. 

Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangets 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 
Kinsey & Mahler Valves 
Is it worth while to save ten cents on 
a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 

You will find our Steam Brass Goods 

just what you want. Write us 


KINSEY & MAHLER CO. 
PEORIA, ILL. 


OFFICE AND SALESROOM - - 


“THE PRIDE + NEW ENGLAND” 


HL ele 


Steam or 
Water 


Send for Catalog 


Putnam Foundry 
& Machine Co. 


Factory: Putnam, Conn. 


GILT EDGE Proposition 


The GILT EDGE Prop- 
osition which we are mak- 
ing to progressive up-to- 
date fitters means money 
in your pocket. 

GILT EDGE Heaters and Boilers are 
distinctly QUALITY products. 

Let us tell you why the GILT EDGE 
Boiler shown here has three times the heat- 
ing area found in other heaters. 


Our catalog has the complete GILT 
EDGE story. 


Send for it 


R. J. SCHWAB & SONS COMPANY 


Milwaukee, Wis. 


73 SOUTH MAIN ST., PROVIDENCE, R. 1. 
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1—“ConSTANT READER'S” SKETCH OF 
THE WORK IN QUESTION 


Fic. 


fittings being the fact that the recess 
brings the inner surface of pipe and 
fittings even, thus avoiding shoulders 
against which solid matter might col- 
lect. This latter difficulty -is encoun- 
tered in the use of ordinary fittings. 

We imagine it is such work as this 
that “Constant Reader’ objects to, and 
he is certainly justified. 

On the other hand, good work can be 
accomplished by the use of other mate- 


Fic. 2—THEe OrpINARY CONTINUOUS VENT 
APPLIED TO THE SITUATION 


rial than lead. If wrought-iron pipe is 
to be used, we would strongly urge the 
employment of continuous vents. 

In Fig. 2 we show the work mentioned 
by “Constant Reader,” and shown by him 
in Fig. 1, provided with a continuous 
vent. In this method of venting, S or 
running traps are used, and out of the 
top of the waste fitting the vent is taken. 

We believe this will give the informa- 
tion which “Constant Reader” desired. 


Os 
Woter - 
HeOor[er — 4 


Jo Basement’ 
Steak 


Fig. 1—Connecrions, So Far AS WE Cas 
Ser, Srem O. K. : 


tank, the pressure is probably sufficient J 
high to overcome any tendency of air 
lock on the hot water pipe above boiler, 
where it turns down. ' 

The boiler is of Seinerariialy larg 
capacity, and to heat it so thoroughly as 
to provide a first-class storage of hot 
water, may be too great a task for ' 
heater that is in use. 

Unless the boiler is being heated con 
stantly, it cannot be expected to provide 
an unlimited supply of water. If th 
heater is run as such heaters often are 
that is, for a short time occasionally te 
provide hot water for special purposes 
the chances are that it is allowed no rea 
opportunity to do more than heat up § 
small quantity of water. It is necessary 
of course, to provide a sediment cock fo 
draining and cleaning although this i 
not shown in the sketch. : 

—— 


Wrong Connection on Flow Pip 
Editor Tue PLUMBERS’ TRADE JOURNAL: — 
As a subscriber to THE PLUMBERS’ TRAI 
JoURNAL, we would like a little advice 0 
circulating problem and are enclosin 
sketch of a hot water job which we hay 
installed, but it does not work just righ 
The circulation is not good, and the poil 
pounds when there is a hot fire in the rané' 
We carried the pipe from the range to th 
side of the boiler, and on up to the top 
the boiler into the flow pipe, thinking 
might help it, but it made no differer 
The supply comes from a tank in the 
They cannot get hot water on lower 
without drawing off quite a little. 
Clear Lake, Towa. E 
The accompanying Fig. 1 shows — 
work that correspondent is h 
trouble with, and we believe we um 
stand the trouble and the remedy. — 
It seems to us that the difficulty 
be found in the connections of the ! 
pipe from range and furnace coil to 
boiler. When such a_ connection 
made as the range flow pipe makes 
the flow pipe from the furnace coll, 


ning 
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flow from one will be stronger than 
from the other, and the stronger flow will 
tend to hold back the weaker. It is in 
the passage of hot water from the latter 
that trouble arises. 

All of this may be easily rectified by 
changing the connections to those shown 


Furnace Coll 
ae 


Fic. 1—CoRRESPONDENT’S Jos. WE Bg- 
LIEVE CORRECTED F'LOw CONNECTION 
Witt REMEDY, TROUBLE 


in Fig. 2. If desired, the flow pipe to 
boiler, in Fig. 2, could enter at the top 
of the boiler also, as in Fig. 1, thus pro- 
viding a quick-heating connection and a 
connection for storage. 

The attempt at circulation shown in 
Fig. 1 cannot prove otherwise than a 


Fic. 2—CIirRcuLATION Pires OMITTED 


failure, and if proper circulation cannot 


be installed, it had better be omitted, as 
in Fig. 2 

In Fig. 3 we show a method of run- 
circulation which should prove 
satisfactory, branches to three of the 
fixtures dropping down from the main. 


Fic. 3—WeE BeE.LiIzvE CIRCULATION WILL BE 
SATISFACTORY IF THIS METHOD 
Is FoLLOWED 


Since this boiler is supplied from an 
uttic tank, expansion should be provided 


Dy carrying an expansion pipe from the 


iighest point up to the tank. By termi- 
ating this pipe over the tank, water due 
0 expansion may escape into the tank. 


-_———~>--——_-_—_——_ 
A Condition Much Discussed 


Regional 
fditor THE PLUMBERS’ TRADE JOURNAL: 


| I am sending in a couple of problems in 
anitation that were brought up at our last 
neeting of the master plumbers, which I 
vould like to have answered through the 
‘olumns of THE PLUMBERS’ TRADE JOURNAL. 
Ve had arguments for and against the uses 
f these fittings and all are interested in 
he opinion you may have about them. 

The accompanying diagram represents a 
” sanitary T with 2” side inlet. Is it 
‘ood practice to connect bath waste in side 
pening “A” and toilet to lead bend “B” 
nd let main stack “V” vent both bath and 
oilet, instead of taking bath vent from bath 
vaste after leaving this fitting, and carry- 


ing vent above fixture before entering stack? 
Can the flushing of the toilet syphon the 
bath trap? 

This sketch represents a sink trap con- 
nected into the 4” vent to toilet. Is it good 
practice to make such connections? Is 
such a connection unsanitary? Is it allowed 
in large cities? 

Salem, Oregon. As We 

In Figs. 1 and 2 we show the two 
problems mentioned by correspondent. 

Regarding Fig. 1, we presume that 
there are no fixtures above the bath and 
water-closet, which are shown wasting 
into this stack. If there were, then the 
pipe V would, of course, not be a vent. 


Fic. 1— No Vents REQUIRED UNLESS 
THERE ARE FIXTURES ABOVE ON 


THE SAME STACK 


With no fixtures above, we should say 
that the water-closet needs no vent, and 
that the pipe V would act as a continu- 
ous vent for the bath tub, thereby mak- 
ing the work, as shown, entirely correct 
and sanitary. 

The case is somewhat different, how- 
ever, with the work shown in Fig. 2. 
There is a rule which all first-class 
plumbing ordinances observe, prohibiting 
the connection of any waste into a vent 
pipe. In Fig. 2 the sink actually wastes 
into a vent, and we presume that in some 
instances it would be required to vent 
the lead bend. 

Our own opinion, however, is that with 
no fixtures above the sink and water- 


Fic. 2—A VIOLATION OF ORDINANCES TO 
INSTALL Work THIS Way 


closet, the sink would be totally unable 
to exert siphonic influence on the water- 
closet trap, and that therefore no vent 
would be required for the closet, the 
extension of the stack being amply suffi- 
cient as a vent. In the case of the sink 
there can be no question, for the pipe 
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“THE NEW HOFFMAN” 


STMT __s —_— 


Are you using HOFFMAN AUTO- 
MATIC WATER HEATERS? If 
not, get in line now. 

We have the most complete and 
up-to-date line of Water Heaters on 
They are the least com- 
in efficiency and 


the market. 

plicated, 

durability. 
Write us for catalogue and discounts. 


The Hoffman Heater 
Company 


General Office and Factory, 
Lorain, Ohio. 


highest 


THE MAHONY 


Sectional Water Boiler 
The Boiler with the Good Points 


Made of cast iron, so heavy that it will not corrode 
or wear out. 


Requires no brick work and can be set up complete 
in from one to two hours. 


Direct surface is so arranged as to be in a measure 
self-cleaning while its revertible flue surface is 
easily accessible for removing any accumulation 
of soot. 


Catalog for the Asking 


The Mahony Boiler & Radiator Co. 
TROY, N. Y. 


Efficient Economical Durable 


MADE IN TWO AND 
FOUR HOLE SIZES 


THE IMICO LAUNDRY 
WATER HEATER 
HEATS 


30 to 100 gallons per hour 
ALSO MANUFACTURERS OF 


MALLEABLE AND CAST IRON FIT- 
TINGS, HOUSE HEATING BOILERS 
AND THE NOKOROS PATENT UNION 


Illinois Malleable Iron Co. 


1801-25 Diversey Pkwy. Chicago, Ill. 


Write for description and prices 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 


West for the past 15 years. Easily 


cleaned and kept clean. Price 
reasonable. Sizes 500 feet to 20,000 
feet. 


Get the agency in your territory. 


Herbert Boiler Co. 
Root and La Salle Streets, Chicago, Ill. 
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‘The 
Exceptional 


Heater’”’ 


The Lawson No. 24 heater with 
cast iron jacket and triple copper 
coil brazed tu brass manitold which 
is tapped for one inch connections, 
together with extra high power 
burner, embodies all the details 
which go to make up a heater such 
as is required in large dwellings, 
apartments and wherever consider- 
able hot water is used. Has special 
adjustable gas cock. Note new 
jacket design. 


Write for our Catalog and Prices 


Lawson Manufacturing Company 
Homestead, Pa. 


KITSON 
QUALITY 


STOP 


ND 


A 
WASTE 


Manufactured by 


THE KITSON CO. 
Philadelphia, Penn. 


HIGH GRADE 
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above is in the nature of a continuous 
vent, which is certainly the very best 
form of vent. 

We believe this will cover the problems 
submitted by correspondent. 


—_——_++e—_—_ 


Hot Water Supply for Hotel 


Editor THE PLUMBERS’ TRADE JOURNAL: 


I am sending you a sketch of hot water 
supply in a hotel building. This work was 
put in some time ago and is in operation 
now. This work must be changed with as 
few alterations as possible. I wish your 
opinion on the shortest and most satisfactory 
way out of it. Please show sketch and 
note pipe sizes and long runs. 

Worthington, Minn. G. BE. L. 


Fig. 1 shows, to the best of our knowl- 
edge and ability, the work mentioned by 
correspondent. In his original sketch 
he has confused plan and elevation in 
such a manner that it is very difficult 


Fig. 1—CrrcuLaTion oF Hot WATER Ex- 
TENDS ONLY To SECOND F'LOoR 


for us to understand all features of the 
job. In fact, there are many things that 
we should know about this job that we 
do not know. We know nothing about 
the heating capacity or heater connec- 
tions, whether the boiler is sufficiently 
heated or not. An elevation would show 
whether there is trouble in the manner 
in which the supply mains are run. 

We fail to understand the connections 
“a,” “bh” and “ec,” and believe there is 
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construction of the building, its height, 
etc., we would suggest that it is very 
possible the method shown in Fig. °2 
could be used to advantage. We believe 
that such a system would give all parts 
of the system a more equal chance of 
obtaining a fair share of the hot water 
than the system of Fig. 1. We judge 
from correspondent’s sketch that the hot 
water must be carried 80 to 100 feet 
from boiler. This will need heavy heat- 
ing on the part of the tank heater, and 
whether it is being provided we have 
no way of knowing. 

One of the points that is evident 
from Fig. 1 is that the lines of circula- 
tion nearest the boiler get more than 
their share of hot water, and the con- 
nections, flow and return, we believe are 
somewhat to blame for this. 


——_~-- ee ————— 


Y and Eighth Bend Generally 
Used 


Editor THn PLUMBERS’ TRADE JOURNAL: 


I am reading some very valuable articles 
in Tur PLUMBERS’ TRADE JOURNAL, and re- 
cently I installed some of the details in a 
somewhat different manner as shown by 
you, which I am sure you will not care if 
I mention herein. In practice I have always 
placed sanitary TY’s at each floor for the 
water-closet, bath and lavatory waste con- 
nections. Sometimes a 2” side outlet in the 
side of the TY is used for the bath and 
lavatory waste. 

Mahwah, N. J. Ale \eelske, pst 


In reply to “J. V. B., Jr.’s” communi- 
cation, we desire to say that it is usually 
advocated to make connections from a 
closet into a soil stack as shown in Fig. 


1 & 2—Sreconp CoNNECTION MOorRE 
SANITARY 


Fics. 


2, because it gives a much easier flow 
and a line less liable to stoppage when 
all 90 degree bends are made by the use 
of a Y and eighth bend than when a T 
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Fic. 2—BETTER BALANCED SYSTEM WILL GIvE More DESIRABLE RESULTS 


trouble on this score. 
tions should be out of the top, and return 
connections into the side. 

The detail of the circulation work 
shown in Fig. 1 shows that circulation 
is carried only to the second floor. There 
is no wonder that the water fails to 
circulate at any of the third floor fix- 
tures, for the reason that the circulation 
ends at the floor below. 

Knowing nothing whatever about the 


The flow connec-or even TY is used. TY’s are “permitted” 


in tight places where the use of a Y and 
fitting would throw the branch so far 
down the stack as to be visible in the 
ceiling of the room below and where 
fixtures are so close to the stack as to 
make the Y impossible; but TY’s are 
“required” only in preference to the com- 
mon straight tee. 

Another thing is that many plumbers 


find it easier in the ordinary bathroomprefer the connections shown in Fig. 2. 


to secure a slight lateral adjustment of 
the closet outlet by using the scheme of 
connections as shown in Fig. 2 rather 
than=by-sJ..V.. Bvt ee hard=andadase 
connections as shown in Fig. 1. This is 
accomplished by shortening or lengthen- 
ing the piece of pipe “A” in the 45 de- 
gree run, as the longer this piece is made 
the more the closet outlet is shoved away 
from the stack, and the shorter it is 
made the nearer the closet outlet is 
brought to the stack, keeping this varia- 
tion, of course, in reasonable limits. 
While you could not secure a foot of ad- 
justment this way it should be easy to 
get 3” or more either way from the nor- 
mal location. 


sem OD 
A Peculiar Problem 


Editor THE PLUMBERS’ TRADE JOURNAL: 


Enclosed please find sketch of horiontal 
boiler which was disconnected from a range 
and connected toa gas heater, but found that 


Fics. 1 & 2—Two Connections “S. N.” 
Has Triep. Fic. 2 Mork PREFERABLE 
if I set it up either as in Fig. 1 or Fig. 2, 
the water below the side-opening would not 
get hot. 
Kindly advise me how I could connect 
boiler so as to get best results. 
Brooklyn, N. Y. Ss. N. 
In Figs. 1 and 2 we show the two 
connections that “S. N.” has tried, each 
of which is unsatisfactory owing to the 
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Fic. 3—How We SHovutp Connect THIS ~ 

BOILER eo 
fact that the water below the lower side — 
opening will, not heat. This, of course, 


is not strange. Of the two, we much — 
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With the boiler set as shown in Fig. 2, 
however, there is evidently no opening 
in the bottom, so that the cold water 
connection between range and_ boiler 
cannot be made in the usual manner. 
This makes little difference. 

In Fig. 3 we show a method that we 
would advise, and which we think could 
probably be done. This consists in put- 
ting in a bent tube as shown, which will 
supply water to the range from a point 


close to the bottom of the boiler. “S. N,”’ 
can quickly decide whether this method 
can be used. If not, we would advise 
making a special opening into the bottom 
of the boiler, and connecting the cold 
water pipe in the usual manner. The 
making of a special opening is often 
done by plumbers, and “S. N.”’ will doubt- 
less know how to go about it. This latter 
method, however, is somewhat more la- 
borious than the one first named. 


EEE EERE EER EEN SEED 


Sludico on Pressure ; 


PLANS FOR RANGE BOILER SUPPLIES 


By DENIS KEOHANE 


| “Tanks for Water Sufofoly 


CHAPTER XIill 
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HE most annoying of 
problems which the 
plumber has to solve 
are those which deal 
with irregular and 
varying pressures and 
supplies to range boil- 
ers. This trouble is 
greatest where the 
water is heated by 
means of a cast-iron 
water-back set in a 
large fire box. For 
cases like those cited above, the piping 
plans and arrangements illustrated by 
Figs. 1 and 2 are designed and are 


Fic. CONTROL FOR 


1—Usvat BAtt-Cock 
OPEN STORAGE TANKS 


positively safe for range boiler work. 
These are especially adaptable where 
there is a demand for large quantities 
of hot water needed at short notice. 
As may be inferred, these suggestions 
have to do solely with reinforcing the 
supply to hot water boilers. 

Fig. 1 illustrates a form of auxiliary 
to a supply and delivers a continuous 
flow, or large volumes at short notice. 
For an inadequate supply of this kind, 
the best installation would be a storage 
reservoir open to atmosphere and sup- 
plying the hot water boiler by gravity. 
Inasmuch as the regulation storage tank 
or cistern cannot always be used, a 
closed tank or a cylinder, or even a 


standpipe of ample dimensions, can be 
made to serve the purpose just as well 
if not better than either. The water sup- 
ply to the open class of storage vessels 
can be regulated by the usual ball-cock 
control, as indicated in Fig. 1, to which 
the following brief description refers 
only as to essential parts: 

“A” is an ordinary range boiler used 
for a storage tank and having suitable 
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Fie. 2—THE CLOSED TANK OR PRESSURE 
SYSTEM 


capacity. “B” is the kitchen range 
boiler connected to water-back the usual 
way. “C” is an ordinary closet cistern 
furnished with a ball-cock to regulate 
the storage supply. Stop-cock 1 shuts off 
water to ball-cock, and stop-cock 2 shuts 
(Continued on page 86) 


Once Upon a Time 
a Post Card Fiend 


died and went to heaven and not find- 
ing any post cards in heaven, he went 
to St. Peter and complained at the 
paucity of post cards in the good place, 
whereat St. Peter told him to go to— 
well, where he could go and find post 
cards to burn. 


When you get stung on a tool you can usually go to the same 
place so far as the average manufacturer is concerned. I guarantee 


I'm Nye, the Die Man 


my tools not only to be properly made and honestly advertised, but 
I take back any tool that is not better than other makes. 


My Specialty is Making Better 


Tools Than Other Manufacturers 


and when I get a tool that won’t keep up to this standard, I want it to 
come back, I will stop making it and make something else—something 
superior. 


I always have believed there is plenty of room in the manufacturing 
business world for tools of superior quality, better tools than others make. 
That is why I use such exceptional care in the making of my products, and 
in order that I may not be an interested judge, 1 let you say whether or 
not the tools I send you are better than others. I send you tools on a 
free trial. You make the test and have the say. 


THIS ISN’T SENDING YOU TO—well, where St. Peter sent the post card fiend, is it? 
You don’t get stung ontools from my shop. I’m right behind them backing them. If the tool 
has ‘‘NYE” on it, you can bank on a square deal and a square tool. Try it. 


NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, Ill. 


The Practical Way to P ack Specialties 
‘ CORRUGATED PAPER BOXES 


Actual facts. obtained from the firm whose 
the accompanying cut: 


name appears on 


Car of Water Closet Tanks shipped to 
Portland, Oregon 


Weight of tank packed in wood 51 lbs 
Weight of tank packed in Cor- 
rugated Paper Box 
Actual weight saved 

1,000 tanks loaded in car at 11 
lbs. each 
11,000 Ibs at $1.50 per Hdwt 
(rate to Portland) $66.00 
Price of the Corrugated Paper 
Box $146.00 per M 

Less saving in freight 66.00 
2 = =e 

Cost of packing thiscar load 80.00 


40 lbs 
a 
li lbs 


11,000 lbs 


8c each 


These figures apply in every case where wooden boxes are used. 
Send us the inside measurement of your shipping cases and let us 
show you how to cut the cost of your packing. 


GLOBE PAPER CO., = EVANSVILLE, IND. 


Fabian Patent Ball Gock 


A new departure of all the many in the market, 
no lever construction with loose motion to wear 
out. 


Patented gears that lock and shut off positively. 
Removeable parts, noiseless, no hammering. 


Prices reasonable, send for booklet. 


Have all your tanks furnished with the Fabian 
Patent Ball Cock. 


MANUFACTURED BY 


FABIAN-HOWARD CO. 


Pat, Feb. 3. 1903 
: 2130 Germantown Avenue Philadelphia, Pa. 
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The Summer Home 
Owner Wants Running Water 


popular with the summer home owner than 


the Automatic Electric fader iater System, 
Fig. 35-E illustrated above. 


@ With electric current avail- 


able, it is asimple matter with this automatic 
outfit to meet the needs of the most fastidious owner. 


@ The outfit will deliver a pressure 


of thirty to fifty p.unds day or night. The motor con- 
sumes very little current because of the round belt drive— 
ten cents per thousand gallons is a fair average cost for 
power. ; 


@ All working parts of the pump run 
in én oil bath, so that attention for oiling is needed only 
every few months. 


@ The cost is so reasonable that even 


with an attractive price to the owner you can make an 
excellent profit. We will gladly send description and 


prices. 
1D xy 
-femllex 


<=> a 


Decatur, Illinois and Owego, N. Y. 


New York City Sales Office, 15 William St. Chicago Sales Office, Monadnock Blk. 
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© Che Regulation of Credits in the 
‘Plumbing Supply Crade 


K Address of W. M. Young of Brooklyn, N. Y., Before the K 


Eastern Supply Association 


VERY objection so far suggested 
to the proposition as set forth 
in the previous articles in the 
May 15th and June ist issues 
of THE PLUMBERS’ TRADE JOUR- 
NAL has been based on a mis- 

understanding of how the new system will 
operate,’ and has been withdrawn when its 
method of working has been made clear. 
Even if all the objections thus suggested 
were valid, they would be offset many times 
over by the advantages it would confer on 
every dealer and on the industry as a whole. 

In the consideration of such objections, it 
should be kept clearly in mind that the pur- 
pose of the plan proposed is: 

To regulate credits, and nothing else. 

To eliminate from the business incompe- 
tent, dishonest and irresponsible builders. 

To put the building business of New York 
into the hands of men who are capable, 
who are honest and who have resources 
sufficient to carry their operations through 
and pay their bills. 

If the dealer objects that to give the in- 
formation required regarding all his cus- 
tomers might render him liable for damages 
or cause him trouble in cases where his 
report is unfavorable, the answer is: First, 
that if he tells the truth he cannot be liable 
for damages; and, second, that the funda- 
mental principle on which the Credit Bureau 
will gather its information is that under no 
circumstances will the source of its informa- 
tion be divulged. Reports will be furnished 
by members on blanks supplied by the asso- 
ciation, and if the member prefers, need not 
be ‘signed by him, but may be designated 
by a number assigned to him and known 
only to himself and the manager of the 
Credit Bureau. 

The credit man will not be permitted to 
give to members the details of the informa- 
tion on which he bases his decision when 
credit is denied. The case is altogether dif- 
ferent, however, when credit is approved. 
In order that he may exercise his own judg- 
ment in the matter, the member will be en- 
titled to all the information obtained by 
the Credit Bureau, and that will usually be 
in the form of a statement, signed by the 
builder, disclosing all his assets and liabili- 
ties, supplemented by a summary of the 
Credit Bureau’s investigation as to the truth 
of such statement, a report from the legal 
department as to the condition of his title, 
a report from the appraisal department as 
to the value of his real estate holdings when 
these figure in his statement, and his record 
for the past five years as shown by the 
reports of members who have done busi- 
ness with him. 

F a dealer objects to giving information 
I regarding his good customers on the 

ground that this information, acquired 
by long experience, is a part of his assets 
in much the same way as the good will of 
his business, the answer is that he does not 
hold the trade of these customers because 
he understands their financial status better 
than his competitors, and the mere fact that 
they obtain such information will not in 
itself give them any better chance than they 
have before to take his trade away. These 
good customers of his will be no more 
attractive than any other buyers in sight, 
because under the new system all buyers 
will be safe. And besides, no matter how 
long his experience or how extensive his 
business, the information he can contribute 
to the common fund at the disposal of the 
Credit Bureau is but a small percentage of 
the total contributed by all the other mem- 
bers, to the benefit of all of which his mem- 
bership in the association will entitle him. 
He obtains many times as much as he gives, 
and even as regards his own customers,: the 
Credit Bureau will be able to obtain for 


. 


CHAPTER IV 


= SSS SS 3 NS es SES ee SS Se NSE EDS 
8a Ve WS TEDL EES SED DW TT FTE LSS 


(Concluded in. this Issue) ty : 
: Wi 


him information that he does not possess — 
and could not get himself. 3 

If a dealer objects that a builder indebted — 
to him, whom he is carrying along in the — 
hope that he may finally work out, might — 
be put out of business by the Credit Bureau, — 
the answer is that the Bureau will take no 
drastic action which would work to the ~ 
detriment of its members, but will co-operate — 
with them in working out a satisfactory © 
solution of such cases as they arise. It will 
be able to obtain security for these old obli- © 
gations which the member could not him- 
self exact, and in cases where it may be | 
expedient to protect such builders from fore-— 
closure, it will have at its command re-— 
sources altogether beyond the reach of indi- 
vidual members. 

The loaning companies and the land own-— 
ers who have been fattening for years on 
the spoils that have been wrested from the — 
material men under the system which has — 
prevailed so long, will not be so quick as- 
they have been heretofore to run their steam 
rollers over hapless builders if they find it — 
means a conflict with the united power of © 
all the building material dealers in New 
York. Any one of them will be only too 
glad to adjust himself to the changed con- 
ditions when it is realized what consequences © 
might ensue. ; og 

F the dealer who does not cater to the — 
I speculative trade objects that such an 

association as is proposed will be ee 
mainly for the benefit of the dealer who 
“takes a chance,” and that he is able to_ 
take care of himself without the help of 
such an association, the answer is that the 
losses the conservative dealer does haye — 
are mainly in consequence of the injury — 
inflicted on the building industry by shoe 
string builders and indiscriminate credits; _ 
that due mainly to this, his losses are really © 
serious if considered by themselves and not — 
in comparison with the losses sustained by — 
his more venturesome: brethren; that these 
losses would be practically wiped out alto-— 
gether by the operation of such an associa- — 
tion as is proposed, and that it will cer-_ 
tainly work as much to his advantage as — 
to the advantage of dealers who have been — 
catering to the speculative trade to have 
the building business thrown into the hands — 
of the very class which constitutes his own — 
particular following. x 

If it is objected that the operation of the z 
association will cut down building and re- 
duce business, the answer is that most — 
dealers would be better off to do half the — 
business they have been doing and get paid 
for what they do; but the aggregate amount — 
of business will not be reduced. Instead of — 
the alternate building booms and slumps — 
that have cursed the industry heretofore, — . 
there will be a steady, healthy, normal busi- — 
ness all the time, adjusted to keep pace with 
the growth of population. z 

If it is objected, that to compel the pirates 7: 
who have been preying on the industry tom 
reform their ways or take themselves away 
to other fields might result in curtailing “- 
supply of money required for building opera- 
tions, the answer is that with the business 
on a safe and sane basis and in the healthy 
condition that is sure to follow, money will — 
be attracted from all directions that is not ; 
now available at all. The banks will be 
glad to handle builders’ paper instead. of 
being disposed,.as at present, to shun it, ~ 
and builders and dealers alike will find it 
easier than ever before to finance theil 
undertakings. 

If it is objected that such an associatio 
might come in conflict with the laws agains 
combinations in restraint of trade, the an: 
swer is that the law affects only combin 
tions which regulate prices, restrain compe- 
tition and promote monopoly. 
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Our efforts are to produce 
only the best, and the 
trade has long learned to regard 
KOHLER WARE as the line that meets the universal de- 
mand because of its high grade workmanship, excellent finish 
and continued satisfaction in use. 

The Andrews Hotel, Minneapolis, Minn., has KOHLER Enameled Iron Sanitary 


Plumbing fixtures installed as illustrated. 


JM.KOHLER SONS CO. 


SHEBOYGAN.WIS..U.S.A. 
NEW YORK. CHICAGO. SAN FRANCISCO. 


47 WEST 42ST. 5I4 FIRST NAT'L BANK BLOG. 100I-IO99 MONADNOCK BLD'G. 
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} Te association will do none of these 
The Mouat Vapor things, but will leave every dealer 


Heating System 


(PATENTED) 


Positive temperature control 
at each radiator. 


Heat With Hard Coal For Twelve Hours 


without attention. 


No air vents to bother with, 
no leakage, no noise, no 
odors. 


We prepare working plans. 
WRITE FOR BOOKLET 


Mouat Vapor Heating Co. 
1246-54 W. Fourth Street 
CLEVELAND, OHIO 


Plumbers 


and Fitters 
ATTENTION ! 


Dollars are awaiting you if you 
remind your customers that the 


Sharp Rotary Ash 
Receiver 


is the proper auxiliary to go with 
their old or new heating system. 


A shallow pit, flush with the 
cellar floor and covered tightly. 
Dust can’t leak out. 


Make the cellar as clean as 
the Reception Room. 


Join the progressive fitters who 


are installing the Sharp Rotary 
Ash Receiver. 


We'll tell you how. Ask us. 


W. M. SHARP CO. 
200 Park Ave. Binghamton, N.Y. 


free to conduct his business in his 
own way without any restriction whatever 
excepting only that he will not be permitted 
to make bad debts. Let any buyer who 
complains that the association refuses to 
sell to him produce the cash in advance and 
any dealer will sell him all he wants, or 
let him arrange through the Credit Bureau 
to secure his account and the association 
will give permission to its members to do 
business with him if they so desire. 

If a dealer objects that he can not put up 
to a customer whom he knows to be per- 
fectly good, especially if an old customer 
of his house, that his credit must be passed 
on by the association, the answer is that 
if his customer is as good a risk as he 
thinks he is, the Credit Bureau will be able 
to pass on him so quickly that it may not 
be necessary to ‘put the matter up to’ the 
customer at all. But, in any case, no dealer 
need hesitate to make known to the very 
best men in the building business the rules 
under which the association works. The 
better the builder, the more surely can his 
endorsement and co-operation be counted on. 
If the risk is not so exceptionally good, 
exactly what that dealer needs is to have 
the brakes put on until the Credit- Bureau 
can be satisfied that the risk is as good as 
he believes it to be. He might be greatly 
surprised at what an investigation would 
turn up. Under the present system, the sur- 
prise comes after the bad debt is made. This 
association will make its investigation at the 
right end of the transaction. 

If it is objected that new dealers will 
come crowding into the market to supply 
the trade turned down by the association, 
the answer is, LET THEM COME. How 
long can they survive? If all the dealers 
who have been selling building material in 
this city by the crazy methods now in 
vogue can be corralled into an association 
which will protect them against themselves, 
it is hardly likely, unless the inmates of 
the lunatic asylums are turned loose, that 
a corporal’s guard of gamblers can be scared 
up to go into the business of selling the 
shoe stringers and rascals who will try to 
get back into the building business. 

HE general policy of the Credit Bureau 

i will be controlled by the Advisory 

Board, made up of 
from each of the leading branches of the 
building material trade. It is not intended 
that its methods shall be so radical and 
drastic as to stir up opposition and compe- 
tition and make trouble, but that, while it 
will take and maintain a firm grip on the 
entire credit situation, protecting the inter- 
ests of its members with vigor and determi- 
nation, it shall also strive to bring into 
harmonious co-operation with its purposes 
all builders who are deserving of credit, that 
all may work together for the regeneration 
and promotion of an industry which, being 
based on real estate—the basis of all se- 
curity—may be made, as it ought to be, 
safer than any other business, instead of 
the most hazardous, as it is under the con- 
ditions which now prevail. 

If it is objected that the system proposed, 
although ideal if it would work, is imprac- 
ticable because all dealers can not be in- 
duced to go into such an association, the 
answer is: Put it up to yourself. In ex- 
change for all the benefits which the system 
proposed will confer upon you, are you will- 
ing to surrender the one precious privilege 
of gambling with your material on an opera- 
tion where the credit manager tells you that 
you are playing against loaded dice? ihe 
your answer is, as it must be, that no man 
in his senses could hesitate about which al- 
ternative to accept, then why should not 
everyone of your competitors answer in the 
same way? 

Finally, if it is objected that the members 
of the association can not be depended on 
to stand to the agreement on which it is 
based, the answer is that this feeling is 
doubtless due to repeated failures in all 
branches of the trade to hold dealers to the 
rules of their association and to agreements 
regulating prices, terms, etc. The trouble 
with all former associations is that they 
have been based on loose arrangements 
which have really left every member free 
to do just as he pleased, which he had al- 
ways proceeded to do; and former agree- 
ments have been generally or always loose 
compacts which any man could violate with 
little risk of being ‘‘caught with the goods,” 


representatives 


and which every dealer was ready to justify 
himself to his own conscience for violating 
on the ground that he believed his competi- 
tors to be doing the same thing. 

It would be just as wise for organized 
society to undertake to preserve public order 
and to protect private property by repealing~ 
all its penal laws, and have its legislatures 
pass resolutions recommending to the public 
to follow the teachings of holy writ or to 
pass around pledges to abide by the golden 
rule. It is proposed to organize this asso- 
ciation on a basis altogether different from 
anything hitherto attempted. Every dealer 
will be bound by an “iron-clad, double- 
riveted’ agreement, to be enforced by a 
heavy penalty, that he will not send ma- 
terial on an operation unless authorized to 
do so by the credit manager. That is prac- 
tically all there is to it. No dealer can 
violate this agreement without being caught 
and compelled to pay the penalty. Put it 
up to yourself. Would you run the double 


risk of breaking the agreement and of put- 
ting your material on a job that you know 
to be unsafe? You and your competitors 
alike can answer that question in only 
one way. 

It is not an impracticable proposition to 
get sane men together for their own protec- 
tion, especially on a basis where their free- 
dom of action is restricted in such slight 
degree. All that is needed is for some one 
“to get right on the job’ and bring them 
together. That is just what the writer of 
this prospectus is trying to do. He has no 
axe to grind and no interest to serve ex- 
cepting the reformation of an industry in 
which he has invested all his time and 
means; but if anything is accomplished, 
some one must take the lead. If you or 
some one else will lead off, he will gladly 
follow, but such a movement will not run 
itself, and if you won’t take the initiative, 
then fall in line and help put this project 
through for the mutual benefit of all. 
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UR merchandising is a 
very small factor in our 
business, and it might al- 
most be neglected. Per- 
haps the cheapness of 
our rent and the fact 
that we haven’t a more 
prominent location ac- 
counts for that, and 
there are perhaps many 
other reasons why we 
haven’t cultivated that, 
but have given more at- 
tention to the construct- 
ive work. Consequently 
anything that we do in- 
volves the sale of labor, 
and the selling of merchandise is only a 
concurrent part of that operation; the 
labor has to take care of the shop expense. 
We will say that a man comes to me who 
is running a factory, and his engine has 
collapsed or his boiler gone down on him, 
and he wants me to get him a new boiler. 
He asks me for a delivered price on it, they 
to do the work of setting up at the factory. 
My overhead expense is entirely cared for, 
and so on that sale of merchandise I can 
neglect any particular charge to cover, and 
establish whatever profit is satisfactory 
to. me. 
NOTHER way in which the overhead 
A cost of $1.74, at which we arrived 
in the previous article, is’ valuable 
is in figuring up the cost of operations. I 
had what was pretty close to an operation. 
I had a call to open up a sewer which was 


The Cost of Running a 
Plumbing Basiness 


Concluded in this Issue 


By GEO. ©. McDONNELL, Cedar Rapids, lowa 
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stopped up. I sent a man out, and he 
started to rod it out. He got in a little 
way, but couldn’t get clear through. He 


tried another hole with the same result. 
Fnally he found that he had to go to the 
alley for it. The sewer in the alley was 
down fourteen feet in dry sand and had to 
be curbed all the way, and I had to have 
two men on it. 

At the finish I had five days’ time to 
charge up against that job, and only about 
35 cents worth of material. Five days’ 
labor at $2.50 would be $12.50, and 35 
cents added for merchandise would be 
$12.85. If I had added fifty per cent to 
that cost, it would perhaps have been a 
fair charge. Half of $12.85 is $6.43, which 
added to $12.85 makes $19.28. But I am 
going to show you the way I would figure 
it out. Five days at $12.50, merchandise 
at 35 cents, and five times $1.74 or $8.70, 
added together make $21.50 as the cost of 
that job. The profits have to be added to 
the $21.50, and a $5.00 charge would be 
reasonable, which would make the charge 
for the job $26.50 instead of $19.28, and 
no apologies. 

I asked my bookkeeper to take the 
month’s business that we were doing (it was 
July, and business much the same as indi- 
cated on the table published in THE PLUMB- 
ERS’ TRADE JOURNAL of April 15th) and find 
out where we would arrive on that basis; 
and what do you suppose the overhead 
charge was per day’s labor for that month 
of July? I had only oné man working, and 
I don’t think he got in twenty-six days’ 
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and join the crowd of successful 
and satisfied Master Plumbers, in the 
United States and Canada, who are using 


PEERLESS COMBINATIONS 
AND 
“DON’T WORRY” SEATS 


Peerless Products have been 
designed to fill your demands, Mr. 
Plumber. Every time you have given 
us your ideas we have co-operated 
with you. 

The result has been that thousands of plumbers use 
nothing but Peerless Goods. 

Ii you have never tried Peerless specialties ask the 


man who has whether you can afford not to trade with us. 
WE HAVE A CATALOG FOR YOU. WHAT IS YOUR ADDRESS ? 


Peerless Combinations 


“Don’t Worry” Seats | A Sere Co 


THE RECOGNIZED LEADERS vans’ ND, : 


to 
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Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can he subjected to the hardest usage without being put 
out of order 


The valves are most durable and the bowls have our special 
design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


Send for Booklet 
For sale by all jobbers 


Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


THE MATTHEWS C4S MACHINE AND AUTOMATIC MIXING RECULATOR 


With Welsbach or other Incandescent 
Gas Light will produce an 80-candle 
Power Light at a cost of 


Less Than 1-4 Cent per Hour 


BSB e i 


ESS 


MATTHEWS GAS MACHINE COMPANY i 
180 N. DEARBORN ST, fe CHICAGO, ILL. By V 
Send for descriptive circular Wa rrr A: 


Re ccovceccooree® 


“STANDARD” GAS SAVING BURNERS 
Most Economical— Most Efficient 


“Standard”? Gas Saving Burners applied 

to Steam Heating Boilers, Hot Water 
Heating Boilers and Hot Air Furnaces 
make heat quicker and hotter than 
anything. 


_. We have manufactured the ‘“‘Standard” 
Burners for the last ten years. 
Write for Catalog 


STANDARD HEATING 
& RADIATOR CO. 


Manufacturers 
230 Penn Ave 
PITTSBURGH,PA. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


CHASE TRUCKS 


A repeat order. 


Selected by the Big Ones Who Know 


This is our New Model L, capacity 


3000 lbs. Combines all the great Chase truck features 


of economy, durability and simplicity. Write and 
let us tell you how to improve your delivery service. 


CHASE MOTOR TRUCK CO. 


100 West Street, 


work, and my overhead charge was $4.85! 
I realized that that was unusual, and so 
I took the average for the year, and it 
made $2.005 per day. I have been bring- 
ing it down gradually since, until I have it 
down to $1.74, and a man who is running 
a larger business can bring it lower still. 
At the time we were paying $4.00 a day 
for labor in Cedar Rapids and selling it at 
60 cents an hour. Just as soon as I had 
this showing I didn’t ask the other plumbers 
in the city anything about it, but I raised 
my price to a figure which would cover my 
shop expense, plus what I paid for labor. 


MIGHT show you an illustration on 
I shrinkage. For shrinkage, take a job 


which involves ten days of labor on the 


‘inside for doing gas fitting and putting in 


fixtures, ete., in a house; and suppose there 
were ten days of labor on the outside for 
services, sewer connection, etc, in all 
twenty days of labor. The labor cost for 
the plumbing on the inside would amount to 
$45.00, and for the outside work to $25.00, 
which would make $70.00. 

Suppose that the merchandise cost on the 
same job was $130, making a total cost of 


SYRACUSE, N. Y. 


price is not what it should be. What is 
true of Cedar Rapids may be true of every 
other place. Instead of trying to see how 
much business you can land, establish what 
your costs are, and then pay no attention 
to the other fellow; and then when he makes 
a lower price than you can, and gets a con- 
tract from a man whom you believe to be a 
friend of yours and think ought to have 
given it to you,_tell him that the other man 
made him a present of the business; that 
your cost is so much, and if you can’t se- 
cure his business at a reasonable profit 
above that cost he will have to give it to 
the other fellow, and while you are sorry, 
you will have to let it go to him. If you 
Jose a customer in that way you will get 
some one else in his place. 

N one case where I was dealing with 
men on a contract in which a few 
thousands were involved, and they were 

trying to pound me on the price that I had 
asked for the job, I went over to my office, 
got my expense sheets and showed to them, 
and asked them if they were padded. I 
said to them: “The profit that I ask be- 


yond that is the least profit that I want to . 


MAKE Your Figure CoveR SHOP HXXPENSE PLUS LABOR AND MATERIALS 


$200. From what I know of the plumb- 
ing business, almost any of you would be 
satisfied to get a profit of 25% above your 
cost, which would leave you little enough, 
when your shop cost was 15%. If you add 
25% to the cost for profit, or $50, it would 
make $250. Now, if you will figure it this 
way, on the basis of $1.74 per day for 
overhead cost, twenty times that will be 
$34.80, which has to come out of that $5.00 
that you have added, leaving you $15.20 net 
profit on the job, provided you come out 
as you figured. You can see how much 
differential there would have to be to shrink 
your profits on a $250 job to nothing, or 
even to a loss. 

I want to say that one other thing here 
that is plain and -pertinent to everybody, 
and shouldn’t need to be expressed. The 
faults that lie with the plumbing business, 
and the fact that we feel we haven’t re- 
ceived a justifiable profit in the transaction 
of that business, are solely due and charg- 
able to the plumbers, for the reason that 
they have not given sufficient attention to 
the business end of it. Without saying this 
to flatter you at all, it is a fact that the 
mentality of the plumbers as a class will 
average very well as compared with the 
brains of the ordinary man engaged in busi- 
ness in other lines; and with this fact be- 
hind them they can’t place the blame any- 
where but on themselves for failure. 

In Cedar Rapids the plumbers collectively 
make the price for work there, and they 
are likewise collectively .responsible if the 


do your business for, and if you can’t see 
it, give it to somebody else.’ I got the 
business on the strength of my statements. 
If you will go ahead and find out where 
you are yourselves, and then neglect the 
other fellow in the business and see that 
you get a profit above your own cost in 
‘everything that you do, and not make one 
operation that you do help to pay for :an- 
other operation, but save the losses on all 
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of them and turn them all into little profits, 


you will all be pretty well fixed. 


See 


OKLAHOMA DOPE. 


HE trade at Bartlesville, Okla., is 
Se looking forward to a good ‘year. 

The new Washington County Court 
House will be built there this Spring. 
This building will cost one hundred and 
fifteen thousand dollars. 


A new high school, costing more than 
$60,000, and two ward schools will be 
erected at Collinsville, Okla., this Spring. 


It is not yet known who the plumbing — 


contractors will be. 


A new $125,000 hotel is soon to be ; 
Work on 
this building will be commenced shortly. | 


erected at Bartlesville, Okla. 
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“TF YOU HAVE NEVER DEL VEN ONE UPA HILL. YOU HAVE 


ei SPORT OF MOT ORIN Gis 
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‘SPRINGEIELD, MASS. 
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“SANDS” 
SANITARY 
FIXTURES 


Special Folding Lava- 
tories for use in Attic 
Rooms not Piped for 


PLATE 5S-188A 


Folding lavatory combination, 
using our Plate §-153, size No. 1 
fitted with copper waste receiver, 
white enamel exterior, vitreous china 
pitcher, and nickel-plated brass stationary 
ring bracket. The folding lavatory is lined 
with nickel-plated copper, fitted with tooth 
brush vase and soap dish. Nickel plated 
copper basin. 

Complete as_ described: 
tered oak case, $38.50. 


Send for catalog ‘‘D” illustrating complete 
line of fixtures and specialties 


A. B. SANDS & SONS 
i849 COMPANY 1912 


Manufacturers of 


PLUMBING SPECIALTIES 
22-24 VESEY ST. NEW YORK, U.S.A. 


quar- 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue. BROOKLYN, N. Y. 
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RS. ASKET’S husband 
was dead, but during 
his lifetime he had 
been a good man and 
had thoughtfully in- 
vested their surplus in- 
come in a small brick 


block, consisting of a 
store with basement, 
and living apartments 
above. Mrs. Asket, 


, through force of cir- 
cumstances and a va- 
cancy .in the _ store, 
moved into the apart- 
ments to look after the 
property and _ incident- 
ally to reduce her living expenses. There- 
fore she was a glad woman, indeed, when 
one day a plumber came along and wanted 
to occupy the store and basement as a 
plumbing shop. Having heard of the im- 
mense profits unlawfully gained in the 
plumbing business through the highway 
robbery practiced by the plumbers in their 
charges, it took Mrs. Asket only a short 
time to decide that next to a saloon, the 
plumbing shop was a most desirable insti- 
tution to have upon the premises, and the 
bargain was quickly made. 

During the first few months that ‘Bill’ 
(you can’t be really a good plumber un- 
less your name is “Bill” or “Tom” or simi- 
lar to it) was trying to build up his trade, 
he had many idle moments when the time 
hung heavy on his hands and Mrs. Asket 
was quick to see this and often stopped in 
the store to pass a “good morning” to him, 
but after this the conversation always lag- 
ged until Mrs. Asket departed. 

One day, however, Mrs. Asket had an 
idea and decided that if ‘Bill’ couldn’t 
talk about anything else at least he must 
know about plumbing, so the next morn- 
ing she walked in and after the usual 
“Good Morning, Bill” and ‘Good Morning, 
Mum,” she galloped on with, “Bill, as I 
was coming home last night I came by a 
new house that was being built and the 
plumber was putting in the most frightful 
old rusty pipes; why, they looked like 
second-hand scrap iron, and they were quite 
large pipes too, some of them were big 
enough to stick my rolling pin _ right 
through. Now. why don’t they put in nice 
new pipes in a nice new building like that?’ 

Bill looked up rather surprised, but, being 
a plumber, it took considerable to give him 
any sort of a set-back, and so he answered 


without the least loss of nerve: “Well, you 
see, mum, those pipes you saw must have 
been soil and waste pipes, which it is 
against the law to paint, because they are 
cast iron and carry sewer gas and if there 
are any little holes in the casting anywhere 
the paint would cover them holes over mak- 
ing the pipe tight.” 


“Well,’ said Mrs. Asket, “is that just 
what you want?” 
“No,” said Bill, “because while the pipe 


may be tight for a time, after several years 
the paint may flake off or be destroyed, 
leaving the holes open to leak sewer gas 
into the house and make everybody sick.” 

“How is it then, that I have seen some 
houses built in the little town where I used 
to live in which they put pipes just like 
these, but all nice and new, and black and 
shiny?” 

“Those,” said Bill, “were coated pipes, 
the coating being to prevent their rusting 
on the outside and inside after being put up.” 

“Well, why isn’t it just as dangerous 
there as it is here?’ said Mrs. Asket. 

“Tt is,’ said Bill, ‘only in smaller places 
where there is more light, air and ventila- 
tion than in a crowded city, they are not 
so particular about such things and the 
effects are not dangerous to so great a 
number of people.” 

“Well,” said Mrs. Asket, ‘and so that it 
why you have to go and put old rusty 
pipes in a nice new house, is it?” 

“IT guess that that’s one very good rea- 
son,” said Bill. Mrs. Asket then departed 
well satisfied that she had made that close- 
mouthed Bill open up a little anyway. 

HE next time Mrs. Asket saw Bill 
she had a new one for him, but 
after his last experience Bill was 
prepared to meet the worst and die fight- 
ing. “Bill,” said Mrs. Asket, “why is it that 
when I turn off my water faucet quickly 
it makes a thump! just as though I hit it 
with a hammer?” 

“Well,” said Bill, “you see your water 
pressure here is pretty strong and when 
you open your faucet you start a long line 
of water moving toward the faucet from 
way out clear to the street main. Now, 
that column of water, if you leave your 
faucet open for a time, gets to moving at 
a pretty lively clip and when you shut 
your faucet quickly it is brought up and 
stopped short just like running a train of 
cars into a stone wall; and the thump you 
hear is the blow that the water gives the 
pipe when the flow is stopped so suddenly.” 
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JUSTs SORES ONS 


From Dinner to State President J. H. Moran, Albany, N. Y- 
January 25, 1912 
When you’re happy and contented, 


When Donohoe and Frank Lasette 
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“Does it do any harm?” inquired Mrs. 
Asket. 
“Oh, yes,” replied Bill; “you couldn’t 


stand to have any one constantly hitting 
you with a battering ram, and that is why 
the pipes in time are liable to leak, or a 
weak fitting to be cracked, by the blows.” 

Mrs. Asket thought this over some and, 
“Then my plumbing will not be likely to 
last long with this Thump! Thump!” 

“Not as long as it would without it,” re- 
plied Bill. 


“Well, what can be done to fix it,’ she 
asked. 
“Why, it wouldn’t be very much of a 


trick,’ said Bill, ‘to put on an air cushion.” 

“Oh, I have plenty of chair cushions and 
sofa pillows,’ said Mrs. Asket. 

“T don’t think those would do,” said Bill; 
“what I was speaking of is an air cushion 
and is only a little piece of 4%” pipe about 
twelve inches long which is screwed on to 
the end of the water supply pipes back of 
the sink, pointing up.’ Of course this pipe 
has no water in it when it is put in, and 
is filled only with air. Then, when the 
water is turned on, owing to the top of the 
pipe being capped, the air cannot escape 
and is driven toward the upper or capped 
end by the force of the water. Now, air is 
very elastic and not incompressible like 
water, so it forms a regular cushion or 
spring in the capped end of the pipe. When 
you open your faucet the water pressure in 
your supply pipe drops slightly and the air 
in the cushion expands. When you close 
your faucet quickly the long column of 
water uses up its force in compressing the 
air in the cushion and not in overstraining 
the piping and water hammer. The result 
is that the long column of water, instead of 
being brought suddenly to a stop, gradually 
slows down as the cushion becomes harder 


and harder to compress until the pressure - 


of the cushion equals the pressure of the 
water when it stops and backs down a lit- 
tle. It is just like stopping a train by put- 
ting on the brakes instead of running it 
into a stone wall.” 

Bill stopped, completely out of breath, as 
he wiped the perspiration away. Mrs. 
Asket’s mouth was open just a little but she 
quickly closed it, being afraid to let Bill 
see the effect of this, his longest speech. 
She knew he had it in him all the time, be- 
cause wasn’t he a plumber? 

“So, all you have to do,” she gently in- 
quired, “is to attach a little piece of up- 
right water pipe with a cap on the top?” 

“That’s all.” 

“And it wouldn’t be much of a job?” 

‘Why, no,”; said (Bill, ‘no yobs ath alla. 

“Well, when will you do it for me?” in- 
quired Mrs. Asket. 

“Right away,” said Bill. 

After Mrs. Asket had gone Bill had a 
distinct feeling of having been stung some- 
how, but he couldn’t feel quite sure of just 
where the place was. 


After Bill had installed Mrs. Asket’s air 
cushions so she could open and close her 
faucets as quickly as she pleased he had 
an idea that his troubles were over, but — 
it was only an idea. One day shortly after, 
she dropped into tell him how fine her air 
cushions were and with that little matter 
off her mind she looked around for new 


And the sky is clear and blue, 
It’s kind of nice to know there's 
Shumway, 
On the job to help you through; 
For when the little cocktails gather, 
And your tongue’s no longer straight 
It’s kind of good to know there’s 
Shumway, 


Come up here from old ‘‘Manhatt’” 
With our Andy Brown from Tarrytown 
We will know where we are at, 
And know when little troubles gather 
And the sky’s no longer fair 
It’s kind of nice to know there’s some 
one, 
Some one who is sure to care. 


AUXILIARY HEATER 
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Shum-way to divert your fate. material. Over on a shelf she spied some 
CHORUS bright and silvery objects which immedi- 
Some Tone to Mote can ae cHeeeh oe Cuorus ately. caught her notice. : Bill,” said she, 
: ; what are those bright things over there?” 

Sometimes when things go wrong, Shumway to love and cheer you “ ” A P “ 
; x ’ Oh, those, said Bill, why those are 

There’ll be good Jerry Murphy, Shum-way when things go wrong, galvanized fittings.” 
Jerry to eons your song; Ike is the boy to help you, “What are they used for?’ inquired Mrs. 
Full information mailed Gaynor, who isn’t mayor, Shumway will keep you strong, Asket. (To be continued) 
Anderson -McCutchen Co. Tom Tuomey and De Voe, Your wife will think you’re sober 
Peekskill. N. Y Creasy to greet you After the banquet’s done, SRA ae 

OAS From old New York town—just For if you talk thick It’s a wise employee that knows his 
some one. She’ll think right quick—just Shum-way Cor her) boss, or thinks he does. 
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« The Importance of Engineer- | 
ing Knowledge 4 


And the Discrimination Necessary in Designing Keating Systems N 
a By SSENISUB 
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ANY heating con- 
tractors have already 
realized the importance 
of this change in their 
business methods, but 
have made serious mis- 
takes at that. They fail 
yet, with all their past 
troubles, to realize what 
good engineering means. 
They accomplish very 
little by engaging a 
draughtsman and mak- 
ing their plans in their 
own office. The solu- 
tion, then, of course, is 
to provide the steam 
fitter with complete plans and specifications 
covering the installation of his work, and 
these plans and specifications cannot be too 
thorough and complete. 

Take for example a contractor in a city 
of 25,000 or 50,000 inhabitants. Suppose he 
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and plumbing contractor which is essential. 

It only means that, in the future, there 
is going to be a splendid field for the heat- 
ing engineer. He is going to be the special- 
ist for the heating contractor and is going 
to co-operate with him. 

How is he going to do it when the con- 
tractor can’t afford to pay him, and some- 
times wouldn’t if he could? The last ques- 
tion has already been answered and it is 
only necessary to repeat, that the con- 
tractor must soon learn that he is not 
capable, nor has he the organization, to 
do his own engineering, and that he must 
wake up to a realization that methods are 
changing, and changing,, rapidly, of a ne- 
cessity, because the public is demanding it. 

OW can the contractor afford to pay 
H the engineer a price commensurate 
with the services involved, or how 

can the latter procure a sufficiently large 
volume of work? It is where co-operation 
and the patented system comes in strong. 


Co-OPERATION BETWEEN THE HEATING CONTRACTOR AND THE DESIGNING ENGINEER IS THE 
SECRET OF SuccESSFUL HEATING INSTALLATIONS 


does have a draughtsman of his own. How 
much experience does he gain in designing 
heating plants year in and year out? How 
is it possible for the contractor to have a 
complete knowledge of plumbing, gas fitting, 
lighting, heating, water mains, sewers, 
hardware and perhaps half a dozen other 
things in which he is engaged? 

Suppose he is engaged in plumbing and 
heating only; even then, he has his hands 
full in looking after all of the affairs of his 
business, if he looks after them right. How 
can he make a specialty of heating engi- 
neering? 

Here is where ‘Necessity is the Mother of 
Invention” and where co-operation becomes 
a necessity, because specialization in heat- 
ing engineering is a menace to the business 
and salesmanship qualification of the heating 


It has been observed that during the last 
few years a number of special heating sys- 
tems have been placed upon the market— 
some called vacuum systems, vapor systems, 
vacuum-vapor systems, ete. 

Most of these at least realize the import- 
ance of good engineering, and which is com- 
bined with their business. Those which do 
not realize this fact will be as short lived 
as the old type heating contractors. 

In time a system will become known and 
favored by the character of its engineering 
services and simplicity of* its apparatus, 
rather than by its lack of engineering ser- 
vices and complicated apparatus. 

It must build up a reputation for itself 
by good installations, attention to its cus- 
tomers, etc. Each system so built up and 
increasing its business will use heating en- 


gineers in increasing numbers, as draughts- 
men, inspectors, supervisors, etc. 

These systems will be in a position, as 
they are now, to give to the contractors 
throughout the country, expert engineering 
services at a minimum cost. With their con- 
centrated organization, making thousands 
of heating plans and specifications for every 
conceivable building condition, they can fur- 
nish them to the contractor at a price that 
will warrant the expenditure. 

T stands to reason also that no matter 
I .how much knowledge the contractor or 

his engineers may possess, they can’t 
possibly keep abreast of the times as well 
as an organization which does nothing else. 
While the contractor is paying more atten- 
tion to the details of his business, he will 
refer the heating engineering to his par- 
ticular heating system or specialist, as the 
system then becomes. They both profit, as 
well as the owner or architect who buys the 
heating system. 

In all probability the special heating sys- 
tem concerns will continue to manufacture 
and sell valves and specialties which go to 
make their systems a greater success. So 
long as this material is good, honest mate- 
rial, so much the better. It increases the 
volume of business, which makes it possible 
to sell the engineering services at a mini- 
mum cost or pay the best salaries for such 
services. 

The dishonest apparatus, or apparatus 
sold as a “blind,” must, however, be dis- 
criminated against to make the development 
of the business a success. 

That the contractor and the public will 
be imposed upon, there is no question. 
Human nature doesn’t change much. It is 
up to them, however, to educate themselves 
and be able to select the right system as 
their engineers and specialists. 

They must also learn to successfully co- 
operate with their system, as without co- 
operation on their part, failure will ensue. 

The system can only do its part. The 
contractor and steam fitter must do their 
part and do it well. While each is a special- 
ist, neither is of much value without co- 
operation. 

The engineer, contractor and others inter- 
ested in heating, who are awake to the de- 
velopment which is surely coming, will do 
well to read up thoroughly on all of the 
present and coming special heating systems. 


Don’t “knock” them. They are here for 
good or evil. Select the good and honest 
ones; discard the evil ones. Do all the 


good you can for the good ones, as it is to 
your interest, and you may rest assured that 
the time is coming when you will be in some 
way or other identified with one of them, 
if you are in the heating business. 


Which Are You — Lifter or 
Leaner ? 


HERE are two 
earth today; 

Just two kinds of people, no more, 

I say. 

sinner and 

understood, 

The good are half bad and the bad are 
half good. 

Not the rich and the poor, for to rate a 
man’s wealth, 

You must first know the state of his con- 
science and health. 


kinds of people on 


Not the saint, for it’s well 


Not the humble and proud, for in 
little span, 

Who puts on vain airs is not counted a man. 

Not the happy and sad, for the swift flying 
years 

Bring each man his laughter and each man 
his tears. 

No; the two kinds of people on earth I 
mean, 

Are the people who 
who lean. 


life’s 


lift and the people 


Wherever you go, you will find the earth’s 
masses mK 

Are always divided in just these two classes. 

And oddly enough, you will find, too, I wean, 

There’s only one lifter to twenty who lean. 

In which class are you? Are you easing 
the load 

Of overtaxed lifters, who toil down the road? 

Or are you a leaner, who lets others share 

Your portion of labor, and worry and care? 

—Ella Wheeler Wilcox. 
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‘The Hottest 
Thing This Side 
of My Residence” 


The ‘‘Rapid”’ Instantaneous Bath 
Heater sure does heat a lot of water 
with a little gas - and it doesn’t re- 
quire a vent pipe, either. As one 


good plumber told us a while ago 
“You've certainly got that Model ‘C’ 
down pat 


Non-Vent Heater 
with the 
new Gas 
Re gu lating 
Device and 
the other 
impr o0ve- 
ments.”’ 


Mr. Plumber 
You can 
make more 
money with 
the ‘“‘Rapid”’ 
than any 
other typeof 
heater. 
Write for 
catalog and 
prices. 
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HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 

Send for cata- 
log and prices. 


BROS. CO. 


Manufacturers 


237 Arch St., Philadelphia, Pa. 


BOSTON 


ADJUSTA8LE 


BRACKETS 
FOR SINKS AND TRAYS 
Send for price list 
JOSEPH H. YOUNG CO., 
Boston, Mass. 

Full line of Plumbers’ Supplies 


Johnson's 
Handy Manual 


for Plumbers and Steam Fitters is a 
practical book for practical men written 
by a practical plumber and fitter. Itis a 
compact little volume neatly and strongly 
bound in stiff cloth covered board covers. 
lt is of convenient size to carry in the 
pocket for constant reference, 


It sells for one dollar a copy, and may 
be secured from THE PLUMBERS’ 
TRADE JOURNAL FUB. CO., 45 
W. 34 St., New York City. 
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@—OHIO—®) Why Cascy Joined The M. P. A. 


RADIATOR VALVES Sy BY PHILIP F. GRACE 


Angle, corner 
and back-offset UST sit down there, me bucko,” said Casey, 
types. “An’ I'll cheerfully give you me views, ee) = 5 ¢ 
For St 4 Since you’ve come from TH’ PLUMBERS’ TRADE JOURNAL, ; 
or eam an 
fforts t t plumbin ews. 
Hot Water sR hee te AGP ok aie “Twas because they’d others to coach them, 


Have a pipe!” And he passed the cigar box. 
“They’ve all gone for th’ rest of th’ day; 
So I’m glad I’ve th’ time now to tell you— 
Why I joined th’ grand old M. P. A.” 


That was told me years after, of course; 
When I gave way to genuine sorrow— 

An’ me salt tears flow’d down with remorse. 
There are all kinds of fools in creation, 


Also Radiator 
Gate Valves 
and Fibre Disc 


Lock-Shield An’ . 

n’ each fool plays an elegant part; 

Valves for Save for Casey, the office was vacant, But th’ worst fool in all th’ Kaboodle 
Cas Plumbers, helpers and sweet office boy ; 


Is th’ fool who imagines he’s smart. 


The type-writers and bookkeepers ditto— 
Went the half holiday to enjoy 
At sea side, the circus, the ball game, 
Or May budding, and nesting, perhaps ; 
Leaving Casey, the boss, by his lonely— 
*’Mongst the bath tubs, brass goods and lead traps. 


Your Jobber can supply you 


THE OHIO BRASS CO., 


Mansfield, Ohio 


“That was me an’ I never forgot it, 
For I pasted it right in me hat; 

It has caused me to always remember— 
In th’ days after where I was at. 

There are still in th’ plumbin’ some Caseys, 
Who are staying outside of th’ fold; 

It may cause them to come under cover— 
When me story’s been printed an’ told. 


J. R. S. SIMPLEX FERRULE 


Make your own lead 
ferrules from random 
pieces of lead pipe. 
Used in connecting 
lead bends, simple to 
install by inserting the 
ferrule into the lead 
and pouring the small 
spicket joints as 
shown, connections 
made without wiping 
or solder, only onefire 
used to pour both fer- 
rule and hub joints. 
Made either in brass 
oriron. Ask your job- 
ber for prices or write 
he manufacturer. 


MECHANICVILLE SPECIALTY Bes MFG. CO- 
Mechanicville, N. Y. 


“We'd been doin’ some tall estimatin’ 
And things got so bad that, be gob, 
Well, a difference of six hundred dollars— 
On a one thousand dollar small job 
Was no new thing to builders, house owners, 
An’ those who had contracts to let. 
I adopted new methods of figurin’— 
An’ went in to cut prices, you bet. 


“Two long years did I badger an’ fight them. 
To their credit, they never struck back; 

They just treated me onslaughts in silence— 
For they knew I was on th’ wrong track, 

An’ could smile at me wild crazy rantin’s, 
An’ me jeers at th’ grand M. P. A. 

All they did was to whisper that Casey— 
Would come ’round to his senses some day. 


“Yet withal I am here to acknowledge, 
That two wrongs never yet made a right; 
Still I kept on a-cuttin’ down prices— 
An’ I beat th’ rest all out of sight. 
‘ve the money,’ said I, ‘an’ I’ll do it; 
Yes, I’ll fix all their clocks, never fear; 
Tho’ me books showed an awful deficit 
At th’ end of a long hustling. year. 
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“Did I falter? No, not be a dom’d sight! 
I was in it, an’ in it Td stick ; 
Not a bit loath to tell you th’ reason— 
Just because I was stupid an’ THICK! 
While th’ others, convinced of their errors, 
Dropped out of th’ game one be one; 
Leavin’ me th’ great Smart Alleck Casey— 
All alone to enjoy th’ fine fun! 


THE KELLY » C 
WATER - CLOSET 


(With accessible valve over top of 
Earthenware) 


Will Satisfy Your Cus- 
tomers’ Every 
Requirement 


Itis absolute and efficient 
in action. 

It is a water-saver. 

It will prove a money-maker 
for you. 

Every closet guaranteed for 
ten years and will work 15 to 
20 years without repairs. 

Few concerns can conscien- 
tiously make a claim like this. 


Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT 
CHICAGO 
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“Well they started a Boss Plumbers’ Local, r AV) i 
An’ they got in some very fine men; a 
MEE 


Through th’ mails came a nice invitation— 
“ALL THE Sturr Hap to Go THERE BE WAGON, FOR THERE WASN’T A RATLROAD OR BOAT” 


To come hither an’ join there an’ then. 
Yes, me answer went back in a hurry, 
That I wouldn’t join cut throats an’ skites ; 
They could look for th’ sweet mug of Casey— 
In vain to show up meetin’ nights. 


“T’d a rattlin’ big job in th’ country, 
In a beautiful valley remote; 
All th’ stuff had to go there be wagon— 
For there wasn’t a railroad or boat. 
Within miles of th’ grand, stately mansion, 
That was built be a man of great wealth; 
Who had longed for green fields an’ seclusion— 
For pure water, fresh air an’ good health. 


“Still they kept on a-gettin’ new members, 

At each gath’rin’ th’ number increased ; 
With th’ divil a visit from Casey— 

Tho’ to watch them me eye never ceased. 
There was somethin’ mysterious about them, 

For it seemed that more rightly they planned; 
They were stickin’ an’ pullin’ together— 

In a way I could not understand. 


“Well, we started one dark April mornin’, 
With th’ stuff on a big six-horse truck; 
Seven miles from a place I’d call Nowhere— 


Y; . a; We ran into a rut an’ got stuck. 
\4 Yj J WL Mp Down, kerplunk on his head fell the driver, 
~ y ey 


An’ the helper brought up in a pond; 
hen off came a front wheel from the wagon— 
With th’ clouds growing darker beyond. 


Do away with the drinking cup. 
Substitute The Ashton Sanitary 
Bubbling Drinking Fountain. 


“Well, meself an’ th’ plumber were drivin’, 
In a buggy, a few yards behind; 

Th’ poor driver was out of commission— 
An’ th’ helper with fear was half blind. 
While th’ thunder was roarin’ like thunder, 
An’ th’ lightning was lighting th’ sky; 
Not a house nor a place to get shelter— 

For th’ divil a shelter was nigh. 


“Down th’ rain came in pitch-forks an’ torrents, 
An’ th’ horses were wild with th’ fright; 
SS While me goods were strewn over th’ roadway— 
Say, young man, ’twas a hell of a sight. © 
Th’ poor plumber was subject to asthma 
(On last Christmas he turn’d up his toes). 
“An? PLL CHEERFULLY Give You Mx Views, Since You Come From THE Piumpers’ They were pretty hard ruts for poor Casey, 
ire Far away from his friends an’ his foes. 
TRADE JOURNAL (To be continued) 


An efficient and inexpensive fountain 
THAT IS SANITARY. Can be applied to 
any faucet or basin cock in schools, fac- 


tories, hospitals and hundreds of other 
places. We have other types, too. 
Send for our catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 


Co-operative Slate Advertising 


N this issue of Tok PLuMBERS’ TRADE 
JOURNAL appears a  double-page 
“ad.,” which is the opening shot, and 

in the interests, of a campaign inaugu- 
rated by the slate quarries of Pennsyl- 
vania. Knowing the impossibility of any 


one concern carrying on a publicity cam- 
paign large enough to create the im- 
pressions necessary to make it a suc- 
cess, the owners of these different plants 
have concentrated their advertising ex- 
penditures and are pushing their product 
on the basis of “Sell your own slate if 
you can, but sell slate, anyway.” Such 


co-operation cannot fail to produce re- 
sults in our field, and probably other 
lines where trade-marked goods and 
specialties do not make it impossible. 
oo 

It’s human nature to want to profit 
by the mistakes of others rather than 
by our own. 
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It’s up to You, Mr. Plumber 


W§ have produced the perfect toilet tank at last,—the crowning achieve- 

ment of our more than twenty years of specialization in tank 
manufacture. Strength combined with extreme lightness,—capacity with 
economy of space,—silence with efficiency,—and such beauty as has never 
before been thought possible in tank design and construction,—these are 
the striking features of the new 


Made of 24 oz. pure Lake 
Copper treated with acid- 
and-alkali-proof finish. In- 
terior mechanism of solid 


brass,—the most simple, 


silent and efficient tank 


mechanism ever assembled 


The snowy white surface 
of this tank will not crack 
chip, peel, sweat or dis- 
color. It possesses every 
merit of china or enameled 
ware with none of their 


limitations. 


U copper 
Pate TANK 


The Pfau White-Copper Tank can be connected up with any type of 
bowl and will give absolute satisfaction wherever installed. The price is 
right,—the profit for the plumber is good and sales are easy to make. Any 
seat listed in the Pfau Catalog can be secured in white finish to match 


this tank. 
For Sale by all jobbers. 


THE PFAU MANUFACTURING COMPANY 


CINCINNATI, OHIO 


Guaranteed by the makers. 
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“JOSICO” 


To protect. you -and to. guarantee 
against substitution we have “coined” 


firm name the word 


JOSICO’ 


On every piece of plumbers’ ware 


[OMT Out 


that leaves our storerooms it is placed 
to assure you that the goods are as 


near perfection as can be made. 


Behind our trademark we have 
placed the entite resources ousonm 
company and OUP every clone 1.a10 
make it a safeguard to you in buying 


plumbing supplies—you can depend 
on the “JOSICO” line. 


John Simmons Co. 


Main Office 
110 Center Street 


<> 


W arehouse 


<<} 


Showroom 


A8 E. 41st Street Bush Terminal 


Colifornia State Association Ac- 


complished Much Good Work 
at Recent Convention 


r HE California Association of Mas- 
ter Plumbers, on June 24th, 25th 
and 26th, added another splendid 

meeting to their record for energetic and 

useful work. Lake Tahoe was the ren- 
dezvous of the disciples of sanitation, 
who came from all parts of the state to 
participate in the work of safeguarding 
the health of the public. The “segrega- 
tion of contracts” discussion was entered 
into by all the members, and the asso- 
ciation went on record as being unalter- 
ably opposed to the general contract sys- 
tem. President Alexander Coleman re- 
ceived the hearty congratulations and 
support from his colleagues for the cour- 
teous manner in which he laid the views 
of the association before Mayor Rolph. 

A report of the election of officers and of 

the business transacted will be given our 

readers in the next issue of THE PLUMB- 

ERS’ TRADE JOURNAL. 
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Annual Convention of the Florida 
Master Plumbers 


N Wednesday, May 238d, the annual 
event of Florida plumberdom, the 
convention, was held at Sanford, 

and was attended by a good representa- 
tion of members. 

President W. E. McAndrews opened the 
meeting, which was held in the Sanford 
House, and the proceedings of the pre- 
vious convention were read and ap- 
proved. The discussion of many im- 
portant topics occupied the attention of 
those assembled for the greater part of 
the session. After disposition had been 
made of the various subjects, the elec- 
tion of officers for the ensuing year fol- 
lowed. Those appointed were:— 

President, James Coons, Jacksonville; 
vice-president, R. T. Joughin, Tampa; 
secretary, Jos. Fowler, Jacksonville; 
treasurer, C. J. Godsey, St. Petersburg. 
The delegate to the National Convention 
is A. G. Johnson, Jacksonville, and the 
alternates, F. W. Mahoney, Jos. Fowler 
and C. J. Godsey. A. G. Johnson was 
also elected to serve as state organizer 
and has already mapped out a campaign 
which shows every indication of effect- 
ively increasing the membership of the 
state association as well as the launching 
of many local bodies. 

Jacksonville was unanimously voted 
for the scene of the next convention. 
Among those in attendance were:— 
F. W. Mahoney, A. B. Mahoney, C. H. 
Dinge and Geo. H. Fernald, Sanford; 
W. J. Rigor, R. T. Joughin, E. W. Coates, 
W. HE. McAndrews and F. R. Berry, 
Tampa; C. J. Godsey and A. T. William, 
St. Petersburg; A. G. Johnson, S. G. Bou- 
ris, James Coons, J. W. Du Bose and 
Joseph Fowler, Jacksonville, and S. A. 

Whitesell, Clearwater. 
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Continental Foundry to Locate 
at Fort Madison, Iowa 


PLANT occupying almost six acres 
A of land is to be erected for the 
Continental Foundry Corporation 
at Fort Madison, Iowa, a recent concern 
organized by F. L. Ostrander of St. 
Louis, Mo., and others. The new plant 
is located on the Burlington, Santa Fe 
and Rock Island R. R. and will manu- 
facture heating boilers and radiators. 
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Important Notice 
To the Trade: 


The manufacturers of 
the Milwaukee Heat Gene- 
rator wish to announce that 
they are now placing on 
the market 


The Improved Milwaukee 
Heat Generator 


This Generator is the last 
word in “mercury seal” 
construction. We have la- 
bored for years to make a 
device that is absolutely 
without a fault, and can 
truthfully say that we have 
the article that the fitter - 
has always looked for. 


The features of 
The Improved Milwaukee 
Heat Generator 


are these: When draining the sys- 
tem the air or water does not pass 
through ~the mercury, and when 
the Generator relieves itself of 
excess pressure it allows a loss of 
only 1-4 pound of pressure. 


It will absolutely keep the pres- 
sure on both a rising and falling 
temperature, where others have 
only pressure on a rising tempera- 
ture, and vacuum on a falling 
temperature. 


Ask your jobber for it, if he does 
not handle it write to us, giving us 
your nearest jobber’s name and 


address. 


MILWAUKEE HEAT 
GENERATOR CO. 


460 11th Ave. 
MILWAUKEE, WISCONSIN 


BEARD & BEARD, Reading, Penna, 
Eastern Representauves 


Manufactured under Shcn\l'n pat2nt and Mot 
and Edgar pavent 
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The Height of Sanitation 


THE RESULT OF 


Fifty-Three Years Experience 
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CICING 


PLATE 3008 


ARISTON COMBINATION 


Thos. Maddock’s Sons Co., 


OLDEST SANITARY POTTERS IN AMERICA 


Est. 1859 Trenton, N. J., U.S. A. 


Architectural Catalog maintained in the Building Trade Catalogs. (A. B. C. Perea 35-B; Aare 5) 
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BY THE PLUMBERS’ 
TRADE JOURNAL 
CORRESPONDENT, 
F. W. JONES 


ALT LAKE CITY, the scene 
of the coming National Con- 
vention, is one of the great- 
est agricultural and mineral 
districts in the United 
States, and the richness of 
Utah’s soil is not excelled; 
a fact which is borne out by 
the splendid crops produced. 
Salt Lake City is the great- 
est manufacturing city in 
the Intermountain States, its 
manufacturing concerns hav- 
ing paid $10,000,000 in 1911 
and the value of its annual 
output in that year was 
$50,000,000. 

The water supply for the 
city of Salt Lake is the purest and the 
coolest in the United States. Mountain 
streams furnish a maximum of 74,000,000 
gallons of water each day to one of the 
finest distributing systems which is owned 
and operated by the city. 

Salt Lake City had a population of 
92,777 in 1910, according to the census, 
showing a gain of over 87 per cent for the 
last ten years, and conservative estimates 
would show an added increase of at least 
5,000 since then. The city has an area of 
sixty-seven square miles. 

Salt Lake has many millions of dol- 
lars of improvements, including forty miles 
of paved streets; over three hundred miles 
of sidewalks, one hundred fifty miles of 
sewer and over three hundred miles of turn- 
piked and graded streets. Salt Lake’s 
school system consists of thirty-three grade 
schools and two high schools valued at 
$2,500,000, with a school population of ap- 
proximately 30,000 students between the 
ages of six and eighteen and 675 teachers, 
both male and female. 

Salt Lake is the site of the Univer- 
sity of Utah, to the maintenance of which 
the state has appropriated millions of 
dollars. 

A new administration building is to be 
built and the plans are now in course of 
preparation to cost approximately one mil- 
lion dollars. This will complete the semi- 
circle of buildings on this magnificent site, 
which is situated on the Hast bench over- 
looking the valley and immediately below 
Fort Douglas, a brigade post and one of the 
finest in the West. 


There are five other sectarian schools in a tax levy of 138 mills 


INTERIOR OF ONE OF THE MANy BrAvutTiruL CHURCHES IN 


L 


or near Salt Lake. These are the 
L. D. S. College, a Mormon institution ; 
Westminister College, Presbyterian; Roland 


and Hammond Halls, Episcopalian, and All 
Hallows College and St. Mary’s Academy, 
Catholic. There are also seventy-two 
different churches in Salt Lake City, repre- 


Salt Lake citizens receive in _ divi- 
dends from the mines of Utah, $5,000,000 
annually. 

The hotel accommodations are unexcelled 
in any city of the same size in the United 
States and the Hotel Utah is the finest 
between the city of Chicago and the Coast. 


CAFE MAXIM 


SALT LAKE _E. L. WILLIE MGR.” yy 
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AKE CITWY’S 


PROGRESS 
SUMMARIZED 


world, and by far the most interesting. 

The firm of Reeve & Pettit, Salt Lake 
City, have just secured a contract for three 
new school houses in the county, which will 
run into several thousand dollars. This is 
one of the wide-awake and hustling firms. 
They are also just completing, the plumbing 
in the New County Infirmary. : 

The contract for the plumbing in the new 
million dollar high school, Salt Lake City, 
has just been let to the firm of Davidson 
& Harris Co. The bids for the heating and 
ventilation have not been opened as yet, 
but figures have been called for and the 
plans are out for the same. 

Plans for the new one-hundred-room ad- 
dition to the L. D. S. Groves Hospital will 
soon be completed and the contract will be 
awarded in the near future. The new Keith 
O’Brien and the Auerbaugh store buildings 
are nearing completion. The plumbing and 
heating in the former is being done by the 
Green Heating & Plumbing Co., and the 
latter by the busy James & Obray Co. 


CAFE Maxim, ONE or THE Most FASHIONABLE AS WELL AS Most PorpuLAR GATHERING PLACES oF SALT LAKE CITY 


senting over a score of different denomina- 
tions. 

Two public parks and children’s play- 
grounds, one of ten acres and the other 
one hundred acres, are the recreation cen- 
ters of this progressive metropolis. 

The building permits for 1912 will be 
$3,000,00, not including the State Capitol, 
which will cost another $38,000,000, and the 
ground for this edifice, it is expected, will 
be broken this season. Salt Lake City’s 
assessed value on a basis of 30 per cent of 
its actual value is $63,000,000, and it has 
a very low, rate. 


THE CITY 


There are also a score of others, while not 
so elaborate, which are equally comfortable 
and well managed. 


TRADE GOSSIP BOILED DOWN FOR 
THE BUSY READER 


association, in company with State 

President C. J. Higson and F. G. Car- 
they, went to Bingham a short time ago to 
complete the arrangements for the sight- 
seeing trip which will be made during the 
National Convention. Bingham is one of 
the largest copper producing camps in the 


Pr escociation WILL REES, of the local 


The firm of Higson & Rossitter have just 
completed the new Hyland Telephone ex- 
change. The plumbing and heating con- 
tracts amounted to several thousand dol- 
lars. Business conditions in Salt Lake City, 
on the whole, have been good and the shops 
are all busy and see a splendid future. 


PROVO, UTAH, TRADE NEWS 


HE latest addition to the Utah State 
Master Plumbers’ Association is the 
Provo organization, who are a lively 

Provo is a thriving city of about 
inhabitants, about 40 miles to the 


bunch. 
9,000 


A GROUP OF 
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Some or Sarr LAKn’s PRINCIPAL BUILDINGS 


Pith ale 
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WATCH THIS AD FOR SOMETHING 


PLATE P6706D_ 
“Standard” Porcelain Enameled One-piece Sink Combination, supported on Concealed 
Wall Hangers and Porcelain Enameled Regular Adjustable Leg; fitted with Nickel- 


plated Fuller Adjustable Flange Stream Regulating Bibbs, Concealed Galvanized Air 
Chambers, ‘Eclipse’ strainer and 1% inch ‘‘P”’ Trap without Vent. 


Plate P 6706 D, complete as described $50.50 


are fully explained in our new Catalog ‘‘S’. Have 


you acopy? 


QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who 


has ever installed them. That’s some recommenda- 


tion. Can you beat it ? 


QUINN QUALITY CLOSETS 
will eliminate 90 per cent. of your 


worries and_ troubles. 


AL OUr 
output is stamped with our mono- 


QUIN 
(QUALITY 


gram trade mark, which is your 


absolute guarantee of first quality. 


If you haven’t our catalog, send postal for it today. 


It is catalogue ‘‘S”. 


QUINN MANUFACTURING CO. 


MFGRS. OF PLUMBING AND STEAM SUPPLIES 


DETROIT, MICHIGAN 


HE numerous 
illustrated 


and wood work. 


in detail. 


New York.......35-37 W. 31s 
BSORTOM Rey si earsnce 
CHICA SOee cleletsls se Winks teiniels take ere 
Karpen Bldg., 900 S. Michigan Ave. 
St. Louis. ..100-102 No. Fourth Street 


Philadelphia...... 1128 Walnut Street 
Washington, D.C., 200 Southern Bldg. 
Pitteburshise. Gs + es css 106 Sixth Street 


Cleveland. .648-652 Huron Road, 8S. E. 
Toronto, Can. .59 Richmond Street, EH. 


London,Eng., 


patterns 
i the 
logue “P” eliminate the necessity to use fixtures 
which offer such fouling places as crevices, joints 


of Kitchen Sinks 


new “Stardard” Cata- 


The range of prices is such as to place them 
within the reach of every builder. 


We call attention to the brass work used in 
connection with these sinks, 
Stream Regulating Bibb and Eclipse Sink Strainer 
and Coupling which are illustrated and described 


particularly the 


Standard Sanitary Mfg. Co. 


GENERAL OFFICES PITTSBURGH, PA. 
OFFICES AND SHOWROOMS 


Toledo, 2ORIO. ..0us.< 311-321 Erie Street 
Louisville. .319-323 West Main Street 
Nashville, Tenn. .315-317 10th Ave., S. 
Houston,Tex., Cor. Preston & Smith Sts. 
Fort Worth, Tex... Front & Jones Sts. 
Cincinnati, Ohio....633 Walnut Street 
New Orleans. Baronne & St. Joseph Sts. 
SanFrancisco,Cal.,MetropolisBankBldg. 

Montreal, Can..215 Coristine Building 
Hamilton, Can..20-28 Jackson St., W. 


57-60 Hosborn Viaduct,F. C. 


_—<————— a, 


“Standard 
Kitchen Sinks 


FOR EVERY REQUIREMENT 
Shown in the New “Standard* Catalogue ‘“‘P”’ 
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NEW WHICH WILL BE OF INTEREST TO THE TRADE 


QUINN QUALITY CLOSETS 
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PURITY Self-Closing 


BUBBLING DRINKING FOUNTAINS 


fitted 
witha 
reou- 
lating 
stop 
and 


non-squirting attachment. The high cage 
does not allow the lips of the user to touch 
the nozzle, which makes the PURITY the 
only fountain to insure perfect cleanliness 
when drinking. The height of the bubble pre- 
vents the face touching the ring guard. 

Many styles. Prices right. Send for catalog 


JAMES BARRETT MFG. CO. 
48-50 Pearl St. Boston, Mass. 


IT WILL PAY YOU TO INVESTIGATE THE 


INCHAM SHOWER MIXER 


Maximum Comfort, Safety and Economy. 
Write for free, illustrated descriptive booklet 
“A Good Mixer.” 


IMPERIAL BRASS MANUFACTURING COMPANY, 
1224 W. Harrison St. Dept. 184 Chicago 


GOODS TO MANUFACTURE 


Parties having saleable specialties which 
they desire to have manufactured or mar- 
keted are invited to submit particulars. 
Address No. 333, Plumbers Trade Journal, 
New York. 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 


make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 


| 


Wood. 


NOTIGE: 


always hopes to be. 


come if you call. 


New York City, June 1, 1912. 


SHWAB BROS GCO., 


811 EAST 9TH ST., NEW YORK 
Manufacturers of the “NEVER-BREAK” Seat. 


__ Our seats are constructed of four pieces mitred, the joints being held firmly together 
with a % in. dowel running into each end of joint and also two small dowels going 
through the large dowel making an absolute lock joint as ycu will notice by cut. 

The “NEVER-BREAK” Seat is made in all Styles,~ Shapes and all kinds of 
FOR SALE BY ALL JOBBERS. 

Galvanized wash tub covers, Galvanized flush pipes and everything in 
Plumbers woodwork, full line Medicine Cabinets. 


south of the famous Utah Valley, and is 
called the garden city of the West, because 
it is located at the foot of the Wasatch 
Mountains. The special official train com- 
ing to the National Convention over the 


Atchison, Topeka and Santa Fe and the’ 


Denver and Rio Grande railroads will enter 
the Utah Valley, coming over the Bench out 
of the Spanish Fork Canyon on Sunday at 
about seven A. M., July 14th. The Provo 
local body will meet them at the depot and 
if possible the train cwill be held for an 
hour to enable the members who will be 
on hand to bid the visitors welcome to the 
state of Utah with music and some refresh- 
ments of choice Utah fruit, and flowers. 
After a brief stop, the journey onward to 
the “City of the Saints” will be made, where 
the greatest convention in the history of 
the National Association will be gathered. 


BINGHAM, UTAH THE WORLD'S 
GREATEST MINING CAMP 
ELEGATES to the convention will 
D have an opportunity to view some of 
the greatest wonders of the world 
at Salt Lake City and vicinity. Among the 
trips of interest as noted in the program of 
entertainments in a previous issue of THE 
PLUMBERS’ TRADE JOURNAL, will be the one 
tq Bingham, the greatest copper mining 
camp in the world. This trip will include 
visits to the great reduction mills and 
smelters at Garfield, all within a radius of 
25 miles from Salt Lake City. 

In the past seven years the mines of 
Bingham have produced approximately 25,- 
000,000 tons. This colossal tonnage is hard 
to comprehend, amounting to 264,671,186 
cubic feet and on a basis of 13 cubic feet 
to the ton is sufficient to cover a square 
mile 10 feet deep. 

At no place in the world outside of the 
Panama Canal Zone is steam-shoveling and 
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moving of earth carried so extensively as 
at Bingham, where about twenty-fi steam- 
shovels and forty-five locomotives with 500 
ore cars are kept busy night and day. The 
tonnage moved at Bingham, day in and day 
out, is more than one-third of the tonnage 
moved at the Panama Canal in the same 
period. 

With this gigantic equipment, 
Copper Co. are literally tearing down a 
whole mountain of copper ore, and although 
this ore is of a very low grade, the com- 
pany is paying $5,000,000 annually in 
dividends. | ‘ 

On arriving at Bingham, the visitors will 
be taken up the narrow canyon along the 
sides of which the town is built, to a point 
where the entire workings of this immense 
mine can be viewed. Inspection of this mine 
will necessarily be at a safe distance, inas- 
much as the blasting operations throw up 
tons of earth at each blast. This spectacle 
is one long to be remembered by those so 
fortunate to witness the same. After ore 
is stripped from the mountain sides, and is 
carried over the Bingham & Garfield Rail- 
road, which, by the way, is said to be 
the only railroad holding two world’s rec- 
ords, one for the cost of construction and 
the other for the amount of tonnage han- 
dled to the mile daily. i 

We will follow this mountain railroad 
over trestles and fills, skirting the edge of 
the Oquirrh Mountain, around to the mills 
and smelters, which are situated on the 
shores of the Great Salt Lake. The con- 
struction of this line involved some great 
problems in railroad engineering, but these 
feats have been worked out to perfection. 

The first three miles below Bingham were 
rendered unusually costly on account of the 
deep canyons that had to be bridged and 
the steep mountain ridges that had to be 
tunneled. You will never forget this sight. 


JAMES M. HEATHERTON 
Editor The Plumbers Trade Journal 
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Delegates to Salt Lake Gity 


N accordance with it’s custom for fifteen years past, THE PLUMBERS TRADE JOURNAL 
will issue its regular DAILY edition at the 30th Annual Convention of the National Association 
of Master Plumbers, to be held at Salt Lake City, July 16th, 17th and 18th. 


This DAILY, our own original idea, was the first DAILY published at any trade convention in this 
country. It has gladdened the heart of many a delegate through its pleasantries and illustrations and has 


always conveyed the first news of the convention proceedings to all parts of thecountry. Other DAILIES 
have come and gone, but THE PLUMBERS TRADE JOURNAL DAILY is still with you and 


It is not published with the view of securing a large profit through advertising patronage, for, as a 
matter of fact, it is conducted and issued at a great but necessary expense. 
delegates and other friends throughout the country, prompt news of the convention doings, with items of 
gossip picked up by a large staff of representatives, and illustrated by our artists and photographers. 


We shall therefore look forward with pleasurable anticipation to meeting you at Salt Lake City in 
July. Our Staff's headquarters for the DAILY will be the Utah Hotel where you will be made wel-  - 


PLUMBERS’ TOOL BAGS 
Made of heavy russet 
grain leather, hot wax 
locked stitched, im- 
S, possible to rip.. Dur- 
\\ able and convenient. 
Shoulder Strap and Pad. 

Our Catalog? 


CO., Troy, N. Y. 


Water Supply without Expense 
for pumping on your coun- 
try estate is given most 
satisfactorily by automatic 
Rife Rams. ce 
Raise water 30 ft. foreach 
foot of fall—no trouble or 
pumping expense. Satis- 


faction guaranteed. Book- J 

let, plans, estimate, FREE. 
RIFE ENGINE COMPANY 

2111 Trinity Bldg. NewYork 


, 


— 


It’s purpose is to give the 


the Utah — 


EXCELSIOR BAG& MFG. — 
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By PHILIP F. GRACE. 


HE sun had gone behind 

the hills, and the air was 

beginning to feel chilly, so 

ge agreed to proceed _ to- 

wards the _ pagoda. The 
reader can guess what passed through 
my mind as we meandered home- 
ward, save the mark! Nothing new! 
Nothing new! under the sup. The same 
fakes practiced to-day on poor forlorn 
plumberdom were known two thousand 
years ago in China. Guess the thing wiil 
go on indefinitely, until some of the many 
legitimate solder makers in conjunction 
with the National Association of Master 
Plumbers and the Journeymen’s National 
Organization, aided, of course, by the 
trade papers make an effort to have a 
law passed preventing the fraud. 

I mention the Journeymen’s Union, for 
the reason that the poor devil of a jour- 
neyman is hit the hardest. His joints 
show up coarse through no fault of his, 
and unless he can manage to get a bar 
of tin or piece of beer pipe to temper 
his solder, his name is Dennis sure thing. 
The roofer is not so bad off as the plumb- 
ers, for the reason that he does no wip- 
ing, still coarse solder does not flow read- 
ily with the soldering iron and the result 
is a rough seam, more labor and a poorer 
job. Besides, if the roofer pays for tin 
he ought to get it, not lead. 

I made up my mind to investigate the 
old ruins sooner or later, and see if there 
was anything in the legend There was 
sure enough. 

“Yis ladies an gentlemin, afther he had 
brought up at th’ bottom ay th’ say he 
pult out a gum dthrop, stuck it in his 
mouth an’ began t’ warble: 


“Durkey doodle dum! Durkey , doodle 
dum! 

That waz th’ highly inthertstin song he 
sung. 


Durkey doodle dum! Durkey doodle dum! 
Sed th’ bould fisherman.” 

That was the greeting we got from her 
Highness on our arrival at the pagoda. 
She warbled the above refrain from an 
English Music Hall ditty brought over to 


this country thirty-five years ago. As I 
recognized the old musical friend I 


couldn’t help but laugh outright. 

So yez has a great day fishin, an atin’ 
an’ athinkin’. Did yez hav ever a taste 
av wather?” 

“Th’ divil a sup,’ I answered back. 

“Well then, Ging Whee telephoned he’d 
be back th’ noight; he’s coming back soon- 
er than I expected, an’ he'll give yez a 
chance at the legends in a short time.” 
“But I certainly would like to inves- 
tigate the mystery of the old ruins and 
see if there is anything in it. Ding Foo 
told me about it this afternoon, although 
IT couldn’t get him to go near the place,” 
iI said. 

“Bad luck t’ his long tongue thin! 
had very little t’ do.” 

“Why?” I asked. 

Then she suddenly burst out laughing 
and was about to make some remark 


He 


Chapter V. 


when one of the servants announced the 
arrival of an important person, so she 
left the room, pointing at some books and 
Magazines on a table and nodded to me 
to look them over. 

I turned over the pages of the books, 
glanced at the illustrations in the maga- 
zines, all the time thinking about the old 
ruins. 

An hour passed and then I heard that 
same old laugh. 

In came her Highness, this time ac- 
companied by Ding Foo and Ging Whee, 
who had come back sooner than expected. 
The high official whoever he was, had 
gone. I was glad to see Ging Whee, for 
I had taken a peculiar liking to him, 
although I found Dang Foo an entertain- 
ing fellow. 

Although she came in laughing, she 
had left her Irish brogue behind her for 
the reason that she spoke softly as she 
said, “We have been holding a council of 
war. I told them that you had refused 
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Quickly Pays 
for Itself in 
. the Saving of 
\\ Lead, Time 
and Labor 


Because of its flexibility and 
adaptable shape, J-M Asbes- 
tos Lead Joint Runner covers 
the pipe joint snugly, pre- 
venting leakage of lead. 


One-fourth of the time re- 
quired by other methods is 
all that is needed to place 
the J-M Asbestos Lead Joint 
Runner in position for use. 
One movement of the clamp 
instantly locks it, making a 
considerable saving of labor. 


The saving in lead alone will quickly 


yay for the cost of a J-M Asl 
Lead Joint Runner. we : rere 


Being made of Asbestos, it cannot char nor burn from contact with 


: C } hot 
metal. It is practically indestructible. 


Write nearest Branch for Descriptive Booklet 


H. W. JOHNS-MANVILLE CoO. 
Mfrs. of Asbestos and ASBESTOS: 


Magnesia Products 


Asbestos Roofings, Packings. 
Electrical Supplies, Ete. 


Baltimore Cleveland Kansas City New Orleans Pittsburgh 
Boston Dallas Los Angeles New York San Francisco 
Buffalo Detroit _ Milwaukee Omaha Seattle ; 
Chicago Indianapo’is Minneapolis Philadelphia St. Louis 

For Canada:- THE CANADIAN H. W. JOHNS-MANVILLE CO., LIMITED 1688 


Toronto Ont. Montreal, Que. Winnipeg, Man. Vancouver, B.C. 


iM 
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“IT Totp THem You Hap Rerusep A Suit 
OF CLOTHES” 
a suit of clothes from me, and gave the 
reasons therefor. Now then, speaking ser- 
iously for the first time, you must not 
under any consideration leave here. My 
candid opinion is that you are what you 
claim to be, a homeless, wandering plumb- 
er, with no aim or object in view save 
to drift, just drift, until the end comes.” 

“On the other hand, I may as well tell 
you that China is on the eve of a great 
struggle; whether the present dynasty 
shall last, or be overthrown, and a re- 
publican form of government take its 
place. Those opposed to the present dy- 
nasty have their headquarters in different 
parts of the world, but America, and es- 
pecially New York, is the hot bed of the 
opposition. You got here well enough, 
but it will not be so easy as you think 
to get back. 

“Again, all sorts of soldiers of fortune 
are coming to China in the interests of 
the opposition, and their disguises are 
many. ‘They may be stranded English. 


is a warm, 


evenly heat- 
ed home day 
in and day 
out. This is 
always in- 
sured with 
the installa- 
tion of 


UNITED STATES RADIATORS AND BOILERS 


Every Steamfitter—Every Plumber who recom- 
mends the installation of United States Radiators 
and Boilers secures a satisfied customer, because 
with reasonable care they last a lifetime. The 
sterling reliability of this Corporation’s heating 
systems is your strongest asset. There are seldom 
“come-backs.” 


Write for our valuable hand-book, 
THE COMPLETE LINE 


“NITED STATES FPADIATOR (ORPORATION 


General Offices—DETROIT, MICH. 
Branch Offices—All Important Cities 
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Let Us 
Mail You 
This Brand 
New Catalog 


It’s not like any boiler catalog we ever published—or anybody else. 
It’s a get-away from the dry as dust kind—in fact it’s almost in- 
teresting. Beyond a doubt it’s convincing. 

Drop us a postal saying you want it. 


Lord & Burnham Co. 
Irvington, N. Y. 


Boston—819 Tremont Bldg. 


mham 


Chicago-—Davies Supply Co. ilers 
Providence—Allen & Reed, Inc. Minneapolis—Roberts Hamilton Co, S 
Philadelphia—Haynes-Thompson Co. Johnstown, Pa.—Union Rad. Co, 

Troy, N. Y.—Aird-Don Co. 


In judging apparatus for heating water, many building 
owners are apt to consider convenience alone. It remains 
for you to explain that cheap hot water can be had just 


as easily with the 


Pierce 
LITTLE GIANT 


Water Boiler and Tank Heater 


as expensive hot water can 
be had by other 
that the Little 
pot holds enough fuel for 


means— 
Giant’s fire- 


all day and that its great 


heating surface and rapid 


circulation give highest efh- 
ciency. 


full 
ticulars we shall 
be glad to send 
them. 


haven’t 


If you par- 


Pierce, Butler & Pierce Mfg. Co., Syracuse, N. Y. 


ror Wash Bowls, Sinks, Baths and Wash Tubs 


S, 4S, “”S, R.B. CLEVELAND - - OHIO 


SUBSCRIBERS 


Will Please Mention This Journal 
when Writing to Advertisers 
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French, American, or Irish even, and it 
behooves us to be on the qui vive. What 
I was laughing about was if you would 
not accept the suit 1 offered you, well 
then there is nothing to do but compel 
you to accept a Chinese costume, which 
you can, meanwhile sojourning with us. 
You will find it easy to wear and as the 
old saying goes, ‘Cool in summer, warm 
in winter.’ ” 

“Well,” I answered, “I see I am in 
your hands. I have committed many 
crimes in my life, mostly of omission, but 
I would hate to break a solemn oath I 
made to never again take coat, vest or 
pants from any one person whomsoever. 
But I never included in the oath, that I 
would refuse the costly raiment of a Chi- 
nese Mandarin, and I have often been 
called a Turk and had to take and swal- 
low the left-handed compliment. I would 
rather be a Chinaman any time than be 
a Turk.” 

“Well said,’ she answered, go with 
Ging Whee and Ding Foo. I went up to 
the gorgeous bath room and all of my 
clothing was removed. Then I donned 
or they put on me rather the costume of 
the Mandarin. A servant then gave me 
a good shave. 

I expected to hear more of her soft 
words when I came down with Ging 
Whee and Ding Foo, but instead she al- 
most jumped off her feet as she laughed 
loudly at me in costume. 

“Well, be th’ piper that played afor 
Moses yer th’ divil’s half brother himself. 
If ye got t’ th’ ould ruin th’ night ye’ll 
frighten the sodther spook out avy th’ 
place an he’ll niver come back again so 
he won't.” 

“T thought you had an objection to me 
going to the ruins,” said I. 

“Th’ devil an objection I have thin 
only I thought it wud be too lonesome for 
yez. However, put it off for a few days 
bekase I expect company t’ noight an’ 
we'll have t’ entertain thim. What th’ 
divil will we christen him onyhow Ging 
Whee? Let me see if I can’t find a name 
for him. Yis, I have it, Fing Fong. Dy’e 
know what that manes in Chinese?” 

“No, I do not.” 

“Well, it manes bird of passage an’ I 
do be thinkin’ that it fits you very well 
ould Beeswax.” Again she laughed, and 
T couldn’t help smiling myself at her well 
chosen name. ; 

Said I, “I’m glad you didn’t christen 
me, Ping Pong.” 

“Well, Ping means a small sphere and 
Pong means the sphere in motion, hence 
the name of the once popular game,” she 
answered softly again eliminating the 
brogue. Then suddenly resuming her 
brogue, she asked, ‘“‘Wouldn’t yer Seren- 
ity like a little hooker jist t’ wet yer 
new title?” 

“Yes, if it please your Highness.” 

In came the decanter, and she poured 
out a more than generous one for me, 
Ging Whee and Ding Foo helped them- 
selves, but sparingly. She also poured 
a few drops into a glass, and filled it up 
with some sort of nectar on a side table. 
Then came another surprise, when one of 
the servants came in with something on 
a tray and walked right towards me. On 
a beautiful multi-colored paper napkin 
were my worldly assets. in toto They con- 
sisted of seven dollars in American 
money, an English shilling pocket piece, 
pipe, plug of tobacco, maitch box, pocket 
comb, bandana kercheif, six horseshoe 
nails, and, well a little square flat tin 
box labled ATCO and underneath the 


word,—cigarettes. The box was open, 
and in it was a verse of a newspaper — 
clipping. 
No, I don’t smoke cigarettes, but I 
found the box on the road side. The clip- — 
ping was the last verse of a poem called, a 
“No Post Office Address,” and I carried 
the box to preserve the clipping. One — 
night down in North Carolina about six — 
years ago, I camped in an empty house. 
On the walls were pasted numerous pa- 4 
pers, daily and weekly. In one of the © 
weekly papers, I could not see the name, } 
as it was pasted over, was the poem at- — 
tributed to one Alvin J. Mercer. I looked 
at it and smiled, then tried to cut it out 
with my knife, but it wouldn’t tear off. 
Next I went out to the brook nearby and : 
filled a small tin can that I found, with — 
water. I would take a mouthful out of © 
the ean and squirt it against the wall, © z 
but I only succeeded in getting off the last 
verse. I had two reasons in trying to get — 
the poem from the wall. One of them . 


v2 


was ithat I wanted to memorize it and 


the other that I had the little tin cigar- 
ette case and I could carry it handily. 
Four years before that episode, the poem Li 
appeared in THe PLUMBERS’ TRADE JOUR- ‘ 
NAL over my signature. I kept no copy — 
of it, and soon forgot I wrote it. The z 
Brooklyn plumbers used to quote it in — 
my absence, and often tried to reach me 
by mail. They finally gave it up. i 
I nodded my thanks to the servant and 
left the other things on the tray. I tried . 
to find a place for the tin box in my new © 
uniform, but couldn’t. , 
“What th’ divil’ is it, ony how! 
I luk at it?” 
“Not the slightest objection,” I said. 
“What is it about,” she asked softly; 
“there is only one verse of a nensel 
clipping. a 
“Just a little bit of dogrel that I have © 
carried around with me in my numerous — 
jaunts. It amuses me sometimes.” : 


May . 


“Sometimes in my wand’rings I sit down 
to rest, 
And take forth a shiny wee curl; ; 
What sweet recollections it brings back — 
to me, 
’Tis a lock from my bonnie dead girl. j 
But I must not linger; get up and move 
on. - 
To my lips the sweet treasure I press, 
And I think of the days that forever 
are gone, E 
When I had a Post Office Address” 


Drifting into Johnstown a year later, 
I learned that what I predicted uncon- 
sciously in THe PLUMBERS’ TRADE JOURNAL 
came true literally—my bonnie girl w 
dead. I know now the reason she didn’ 
want me to go to the ruins, and w 
she sent me fishing with Ding Foo. 
might have been a spy so they diplomat- 
ically took my duds from me. On finding 
that I was all right things changed m 
terially. I had carte blanche to, do a 
pleased. The hilarity in the sub-emba: 
was for a purpose. The government s 
its attaches there for a short rest up 
der the guidance of her Highness. M 
of them knew they were standing on the 
top of a crater and the storm would, 
sooner or later, break, and they were pre 
pared for it. Their motto was: Live to- 
day ; to-morrow we die. 

(To be continued) 
tt i qa 

A jury is a body of men that swells 
the head of one lawyer and shrinks th 
head of another in the law courts 
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THE SQUARE DEAL} 


BY A. M. MINNICK 


In Radiation, House Organ of the United States Radiator Corporation 


se ae 


6 USINESS is poor’—said a 
steam fitter the other day. 
This statement was in di- 
rect contrast ‘to one made 
by Morrison, a steam fitter 
a few blocks away. ‘Why, business is 
bully”’—said Morrison. “I’ve got more 
than I can take care of. Say, do you 
know where I can get an experienced 
steam fitter? I need another good man 
right away.” 

Now, this is not a rare case by any 
means. You could probably find in- 
stances like this in some line of busi- 
ness in every town. The success of Mor- 
rison may be largely attributed to his 
ability in handling men. By handling 
men is not meant driving them ten 
hours a day on meagre pay—on, quite 
the reverse. In a word, it is the appli- 
cation of the “square deal.’ Treating 
your men squarely—looking after their 
interests as well as your own—not only 
pays in dollars and cents, but, what is 
more, gives you real satisfaction. This 
would be a cold, dreary world if we 
were all looking out for Number One, 
first, last and always. 

Morrison had applied the “square 
deal” to his business. He bettered the 
condition of his shop. He had it well 
lighted and ventilated—not because of 
the fact that it meant dollars and cents 
to him, but because it also gave greater 
comfort to his men. Morrison bought 
good tools. He made this investment, 
not only because it meant added effi- 
ciency in work, but also because it 
sweetened the temper of his employees. 
Nothing is so aggravating as to pick up 
a worthless tool and try to perform a 
satisfactory job: 

In sending his men on a job, Morrison 
had all the material ready for delivery 
before the workmen arrived. It was de- 
livered in a systematic way. There was 
no loss of motion. The workmen arrived 
on the job in a happy frame of mind. 
They found everything ready—kits of 


tools complete—and each tool perfect. 
_ The result was efficient work. They soon 
_ learned that the boss’s interest was their 


interest. They were conscientious in 


their work. They gave their employer 


the best they had in them. 


The inevitable followed. Every job 


_ installed by Morrison gave complete satis- 


mum space of time. 


faction, and was installed in the mini- 
Morrison with the 
same number of employees as his com- 
petitor down the street could take care 
of a quarter more work. 

Every employee in Morrison’s shop 
was out rooting hard for the boss. Each 


employee had his little circle of friends. 


Many of them built homes and installed 
modern heating plants. This work came 
to Morrison. 

The man who is losing money and 
says, “Times are hard,’ is the man who 
should apply the “square deal” to his 
business. Create among your men a 
feeling of satisfaction—get them working 
for your interest because of the fact that 


your interest is their interest, and you 
are on the road to business success. 


National Pipe and Supplies As- 
sociation Appoint Officers 


; HEN the merging of the National 
Association of Plumbing Sup- 
plies and National Association of 

Wrought Pipe and Fittings took piace at 
the joint meeting of the two organiza- 
tions at Atlantic City, April 23d, 24th 
and 25th, it was voted to delay the elec- 
tion of officers until arrangements had 
been made. Recently the election was 
taken up, which resulted in the installing 
of the following:— 

President, J. P. Hartnett, L. M. Rum- 
sey Mfg. Co., St. Louis, Mo.; first vice- 
president, R. L. Scott, Pacific Hardware 
and Steel Co., San Francisco, Cal.; sec- 
ond vice-president, Oscar J. Saxe, Dalton- 
Ingersoll Co., Boston, Mass.; treasurer, 
C. J. Cornell, Jr., Cornell & Underhill Co., 
New York City; secretary, George D. 
McIlvaine, Pittsburgh, Pa. 

Executive Committee: George H. Bai- 
ley, Bailey-Farrell Mfg. Co., Pittsburgh, 
Pa.; W. T. Todd, Somers, Fitler & Todd, 


Pittsburgh; F. M. Sheldon, Braman, 
Dow & Co., Boston; A. A. Tomlinson, 
Virginia-Carolina Supply Co., Norfolk, 


Va.; A. A. Merkel, Merkel Bros., Cincin- 
nati, Ohio; George V. Denny, Georgia 
Supply Co., Savannah, Ga.; W. M. Pat- 
tison, W. M. Pattison Supply Co., Cleve- 
land, Ohio, and J. B. Bahm, United 
States Supply Co., Omaha, Neb. 

Advisory Board: C. V. Kellogg, Kel- 
logg-Mackay Co., Chicago, ill; A. E. 
Ford, Ford & Kendig, Philadelphia, and 
Chas. H. Simmons, John Simmons Co., 
New York City. 


Se pe 


Boiler and Radiator Association 
Meet and Elect Officers 


HE members of the Boiler and 

Radiator Manufacturers’ Associa- 

tion gathered at Hotel Astor, New 
York City, June 10th, and a general dis- 
cussion of topics connected with the 
business showed that the outlook for the 
coming year seems satisfactory. The 
volume of business transacted in the past 
year exceeded that of any other and pre- 
dictions of even a better year for 1912 
were made. The conditions in the heat- 
ing trade were also reported upon, after 
which the election of officers was 
taken up. 

The following gentlemen were ap- 
pointed :— 

President P. M. Beecher, Syracuse, N. 
Y.; vice-president, H. T. Cole, Detroit, 
Mich.; secretary-treasurer, William Rit- 
chie, New York City. Directors: Chas. 
K. Foster, Chicago; F. H. Moore, Utica, 
N. Y.; D. Rait Richardson, New York 
City; R. D. Reed, Westfield, Mass.; John 
H. Waters, Johnstown, Pa. 

_-_3-—_______ 

Don’t omit to plan and carry on your 

business with military precision—it pays. 


Made in all sizes with iron or brass tops. 


CRAMPTON-FARLEY BRASS CO. 
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AND 
No Outside Joints 


Are Features of 


Sansealo Drains 


SANSEALO DRAINS have no equal for Efficiency and Durability. 


Extra large water seal. 
SEND FOR CIRCULAR. 


Kansas City, Mo. 


May We Present You 
With This Folder? 


lt Will Convince You 


That 


SPLIT’ 


Is An Absolutely Sanitary Closet Seat 


er 


This folder describes in detail the examination, under a powerful 
microscope, of an Ordinary Closet Seat, which had been in service. 
The examination disclosed 42,900 living, squirming, germs in a space 
Jess than one-half inch square, where the sections of the seat were joined. 


Sree NEVER SPLIT” CLOSET SEATS are germ proof, 


absolutely sanitary and built to withstand the wear and tear of 
hard usage. teNEVER SPLIT” is backed by our five year guar- 
antee thatit will not split or come apart at the joints. 


the NEVER SPLIT" Closet Seats are used 


not only in the best Hotels, Office Buildings, 
Schools, Public Buildings and Homes but in fact 
wherever a Closet Seat is used not because it is 
the cheapest seat but because it is the most sani- 
tary, durable, attractive and comfortable. 


. a 
Have you data upon it? RY 
(0) S 
6 SS 
> r Ss 
es e 


23 
VILLE. IND., U 0. %@ KU 
ANS S.A. y CIOS 
<? . 
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Where are Jetector Closets Used? 


Above Are Only a Few of the Buildings’ 


People’s Gas Bldg., Chicago Woodmen of the World, Omaha, Neb. Karpen Bldg., Chicago McCormick Annex, Chicago 
‘ Warren M. Crosby Co's. Store, Topeka, Kan. Iten Biscuit Co., Omaha 
Griswold Hotel Detroit Blish, Mize & Silliman Hdw. Co. Warehouse Gary Hospital, Gary, Ind. 
Sabetha Hospital (Nurses Home) Northwestern University Gymnasium, Bronx Park Public Comfort Station 
Sabetha, Kan. Evanston, Ill. New York 


oR ROS EE 
Wall 


Stock Yards Exchange, S. Omaha 


Jetector closets are installed in over one hundred first class build- 
ings, and have more than made good. ‘The ones shown above were 
selected to show the wide range of buildings to which these closets 
are adapted. 


Our list of installations includes Hotels, Factories, Office 
Buildings, Hospitals, Public Comfort Stations, Schools, 
Gymnasiums and large Apartment Buildings. 


The Jetector closet cannot stop up out of easy reach. It saves from 
one-half to two-thirds on water bills. It leaves the floor clean 
and sanitary. 


It represents the greatest advance in plumbing goods and installation 


made in fifteen years. Let us tell you al! about it. 
Outlet Type 


F ederal-Huber. Co. Chicago 


For Country and City 
Homes, Clubs, Public 
Institutlons. Apart- 
ment Houses and Bath 
Room Water Supply. 


bs 
Rosertsow’ on PLUMBING FIXTURES anp 


“STERLING” on SILVER Mean one and the same thing, 


QUALITY 


Sr ep 


THE James Robertson Manufacturing Co. 


106-108 Hopkins Place BALTIMORE, MD. 


Manufactured by 


The Dayton 
Pump & Mfg. 


Company 
6 Norwood Avenue 
Dayton, Ohio 


Studies On Pressure Tanks 
(Continued from page 17) 


off water to range boiler. Stop-cock 3 
empties the combination through drain 
pipe 4, the upper part of which is used 
as an overflow. 

It will be noticed that the side con- 
nection of storage tank is used as the 
feed pipe connection to range boiler, and 
that directly above this connection, an- 
other outlet is provided. This pipe is 
extended up and its end left open above 
cistern. This provides a relief pipe to 
prevent the boiler from becoming air- 
bound. The bottom of such a storage 
reservoir should be as high as possible 


Ark ye 


above the hot water branch 5, and what- ~ 


ever be its capacity the ball-cock should 
be at the top of the tank. Riser 6 is 
the relief pipe from hot water boiler. 
Fig. 1 is merely for the purpose of il- 
lustrating the principle of replenishing 
an excessive demand upon a range boiler. 
It is evident to practical mechanics, that 
the cistern can be set in any vacant 
space. 

Fig. 2 illustrates another method of 
pipe connections. The only difference is 
in storing a reserve quantity. In this 
case it is by the pressure tank receiver. 
The details of the other part of this 
diagram are practically the same in 
principle as those in Fig. 1. 

The practical merit of these methods 
for reinforcing water supplies does not 
need to be enlarged upon nor does the 
plumber need to commit himself to 
either. Although one may be favorably 
inclined toward the pressure tank stor- 
age system, where its results might 
be doubtful, it would not be unwise to 
use the open storage tank. 

For work of unusual requirements, a 
combination of both methods is sug- 
gested. It must be observed that when 
considering the atmospheric storage 
tank, one must note the facilities at 
hand as well as whether it is feasible 
of attachment as an auxiliary. 

The object of these illustrations is to 
show the correct principles of pipe work 
for range boilers. When the water is 
held in air-tight tanks, check valves 
must be omitted from the expansion 
lines. As observed in Figs. 1 and 2, 
the most unfavorable features are those 
of the low water head above the hot 


water branch. The circulation of such © 


connections will be positive. 


SLATE AND ITS USES 


N the mountains of Eastern Penn- 
sylvania is found a deposit of 
hardened clay, which for years 
has been used in the plumbing 
field under the name of slate. 

It is quarried in blocks which in turn 
are split into sheets and made _ into 
shapes which are _ suitable for the 


plumber’s work. It requires no other — 


treatment than surfacing and cutting to 
size to make it ready for shipment. 


Geologists claim this material to be a 
deposit of the glacial days when there — 


were deposited different layers of silt 


which make up the present deposit as — 


found. 
Its most meritorious point that par- 
ticularly adapts slate to the plumber’s 


use, is that it is absolutely impervious to — 


moisture, and will not crack or split. 
Where harsh or rough treatment is re- 
ceived, such as in public stations, railroad 


Witla Sin 
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depots, etc., the use of slate is almost 
a necessity. Marble in time disinte- 
grates, discolors and cracks, owing to ex- 
pansion; but slate has none of these 
faults, and there are some places where 
after an exposure to hard treatment for 


_£ Compare the Simplicity & 
ES eer Say | Efficiency of the “Superior” 


riums, refrigerators and cooling rooms : : - » 
it is unequalled because of its smooth e With Any Other Heater of This Type— 
surfaces and does not hold the dirt and ; 3 e 


ee cated: Where you will be convinced that the “Superior” is the most 
upsed for floor tiling os as treads, risers 


ee ee eiectiral work: it tur: : ae. efficient, economical and simplest in operation of any 
nishes all the requirements of the law 4 other heater yet produced. 


as to fire-proofing, as well as all other 4 : 
demands of building construction. GAs You will be convinc2d that: 


The Federal government has been one 4 ‘ Warer HEATER 
of the largest buyers of slate during the 
past few years for use where the require- 


—the “Superior” is the only combination gas water heater having a 
GIANGE BOILER water spreader absolutely free from flat surfaces, pockets or dead ends. 


ments were heavy and where the build- 2 os —the “Superior” burner represents a new principle in gas combustion 

ing was constructed to last a life time, ' and is the most powerful and economical burner made. 

for when slate has been well erected it | LR aag ee Si . ind oad ; - 

will stand as long as the building. én —the Superior’ needle controlling and adjusting valves are models of simplicity 
One of the great advantages of slate ——— and are easily and quickly regu- 


for the plumber is the ease with which 
it can be handled and worked. It is 
lighter than most of the products used 
for toilet works, bathrooms, etc., and has 
as well the ability to be easily handled 
in refitting and boring. 

The plumber of a generation ago was 
fully conversant with the use of slate, 
and there, are many places where the 4 < your Customers. 


Jated to suit any kind of gas (nat- 


ural or manufactured.) Sectional 


vs ‘ . ¢ 3 ; 

—the “Superior” is the gas water vA | | IP View of 
; : Valves 

heater for you to install, because it 

means increased business, increased 


Heim 


N 


profits and increased satisfaction to 


present generation can avail themselves (Patented) re : : 
} . postal card will bring our 
of the use of this material. The low : hates estmlapue fullyiliastating SAK aD yy 
cost is an important one and the service- { ; and describing the ‘‘Superior.” VOLT ella WEE 
ability is not equaled. Front View of Mindly. sy cius thesia of your 7 WM = 
The quarry owners of Eastern Penn- . % Valves jobber a 
sylvania have built mills especially to | ti Be. The illustration to the left shows Ss 
manufacture slate for plumbing and : GS the front view of the valves with air 
structural trade and carry in stock ready | a> pis mixer attached. The two needle GAS-COCK 
to cut to size, blocks split and surfaced > we controlling valves are made integral, : ; 
of all dimensions. gee both within easy control of operator. The above sectional view shows very clearly 
Slate is quarried in sizes that are only ET cil The two feed valves with caps are the simplicity of the needle controlling and ad- 
limited by the ability of the hoisting pier” ‘e just below the controlling valves. justing valves. The needle controlling valve is 
machinery to lift the blocks quarried. ‘oe 4 , They are of the needle adjusting  %° arranged that it cannot be pulled out, thus 


The blocks are raised from the pits by i : type and easily regulated. making a perfectly safe and efficient gas control. 
the overhead cables, split by hand into 
the different thicknesses, then placed on 
much Che atte manner aa timber Ss BASTIAN-MORLEY CO 
much the same manner as timber is e 
squared. The blocks then pass to the x : 
planer, where the roughness caused by r) 
the splitting is removed. Following this, Sc HILLER BLDG Cc H ICAGO, ILL. 
the rubbing bed, where sand and water 
on a cast-iron revolving plate, finishes 
an absolutely flat surface. 

The demand for slate is steadily in- 
creasing ad as its properties are better 


understood by the plumbing trade, will . @ 
again become one of the prominent fac- ac Ines 
tors in that field. @ @ 


———_»¢-e—___—_ 
New Manufacturing Concern In- | are designed for those who want a dependable, 
corporated | a. always-ready pipe machine. They have all the 
A FIRM ‘lately incorporated to en- oo features any pipe machine should have—all need- 
Bee in the =manufacture _ of Par a Je less frills left off. They have the PEERLESS die- 
plumbing supplies in New York a ef a1 \ a * ‘i E | 
er toe bcaineas under the name A a Te wo a . head—efhcient, reliable and simple. No trouble. 
New York Faucet Co. Robert J. Horner ae Ok oe No uncertainty. They meet the demand of the 


and Joseph G. F. Squires, New York, and : + Pat ~ 
, , man to whom good threads (tight joints) are a 
Chas. F. Holcomb, Bridgeport, Conn., are s = J ) 


fhe incorporators. pe. < _ . necessity. Not a toy, but the kind to stand up 
| _ = under hard usage and abuse. 
New Chicago Concern to Manu- Teel 150 in one city 

facture Heating Specialties 

se eo 4 

COMPANY has been incorporated B ]] Q, K J Mf: ( O 

A by Drury F. Livesay, Fred. W. igna ee er S- . 
Lorenz and Maurice J. Golan and 


. 
will engage in the manufacture of heat- Edwardsville, Ill. 
ing specialties in Chicago, Ill. The capi- 
tal of the concern is $200,000. 
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sarily endorse the contributed articles. Practical and literary efforts ave presented for what 
good may be derived from them and at all times for comment and criticism. We invite corre- 
spondence and solicit practical articles from our readers. 


The General Contractor vs. (he Individual Contractor 
N unchecked evil develops momentum with the years, and naturally becomes 
more difficult of eradication, the longer unopposed. Therefore, at the first 
appearance of a questionable business, or trade innovation, every interest 
liable to be injuriously affected, in whole, or in part, should take notice, 
with a view to averting, if not entirely obliterating every harmful influence. 

Some years ago the plumbing and heating trades were confronted with the 
birth of the general contractor. He was not necessarily a practical man, and very 
frequently proved to be merely a commercialist, an assembler of estimates, for the 
various branches of the building art, converting the knowledge and experience of 
practical artisans, mostly, if not entirely, for his own emolument. He was quite 
often a genius with little or no capital. His first appearance in the building arena 
was apparently unnoticed; so, imperceptibly and gradually, he gained a footing and 
in due course of time became a factor to be seriously reckoned with. 

Some there were among the master plumbers and master steam and hot water 
fitters, who early discerned the many evils associated with general contracting, and 
absolutely refused to obliterate their standing and identity as business men, by 
becoming sub-contractors, and, as it were, burying their personality, for the glorifica- 
tion and private gain of these assemblers of bids, to-say nothing of loaning their 
capital for an indefinite period with no assurance of security, and courting, what 
has proven the unfortunate experience of many sub-contractors, financial difficulties, 
if not absolute ruin. 

—————»$ +e—_——— 


Pass State Laws to Abolish Sub-Contracting 
T is a hopeful sign, that there is an awakening on the part of master plumbers, 
and master steam and hot water fitters’ associations, to the widespread 
effects of this evil. Determined efforts must be made throughout the country 
towards its abolishment. Already we have the example of New York State, 
which recently, as heretofore published, enacted a law which sounds the death knell 
of general contracting, in so far as state, county and municipal work is concerned. 
The law provides, among other things, that plumbing, gas fitting, ventilating appa- 
ratus, and steam and hot water heating, shall be separately specified and separate 
contracts awarded individual contractors for aforesaid branches, in all work let out 
by the state, its counties and municipalities. This law will prove not only a boon 
to these interests, but likewise to the public, in the procurement of better and less 
costly service, because of the commissions heretofore claimed by a needless third 
party, the general contractor. 

What the New York state association of master plumbers has achieved can be 
accomplished, without doubt, by other state associations. It may mean, as it did 
in New York State, a long contest, but with patience and co-operative effort on the 
part of all interested, success will be the ultimate reward. As regards work, other 
than that of a public nature, however, even such a law will not help any. There yet 
remains the task of overcoming the system is so far as private work is concerned, 
and this calls for the best judgment of the men of the trade, particularly those 


officially connected, in whose hands destiny has placed the solution of this para- 
mount issue, as well as all other questions of vital importance to the trade. 


—_———_3+-e———— 


Early Struggles Against Sub-Contracting 
NDIVIDUAL opposition against the evil took early root, but as usual, made 
little encouraging progress, save as disseminating the seed of thought in 
productive soil, and bearing fruitage in the widely accepted and generally 
recognized fact, that a real, vital trade problem existed which had to be 
sooner, or later combatted for the self-preservation of the crafts involved. 

The matter finally found its way to the trade organizations of the affected 
interests, which in the interim had been growing in membership and strength, local, 
state and national, and the need of co-operative action soon became apparent. In 
the meantime, THe PLUMBERS’ TRADE JOURNAL, true to its long established policy, 
gave wide publicity to every phase of the movement, and time and time again treated 
the subject editorially. 

———_$—- o ————— 


The Specialist Should Always be the Contractor 
UNICIPAL and state authorities have been appealed to for their assistance 
in correcting the evil, in so far as public work is concerned, but with only 
a measure of success. Indeed, public officials as a rule seem to favor the 
system of general contracting, as against individual contracting, yet they 
do not advance any valid reason to uphold them in this attitude. Assuredly the 
best service would be rendered by the individual contractor, a specialtist in his 
line and possessed with a pride for turning out only high-grade work. Such a man 
has a reputation to sustain. On the other hand, the general contractor is not 
necessarily an expert in any one of the several branches of building, nor does he 
make a practice of seeking figures from experts, but rather from those who are in 
the habit of submitting low bids. Cheapness,,rather than quality of workmanship, 
is what he is after, much to the disadvantage of the general public, who mean well 
but do not understand. Nor is it generally known, that the general contractor exacts 
large fees from the public, in the way of profits, without rendering any other service 
in return, save the procurement of bids and looking wise; the actual work, being 
performed by the sub-contractors who are the unfortunate victims of his unparalleled 
ingenuity. 
—_———__2———____—_ 


The Master Plumber is a Sanitary Engineer 
O other caption can so thoroughly and fittingly describe the master plumber 
as the title “Sanitary Engineer” and it remained for the Canadian Society 
of Domestic Sanitary and Heating Engineers of Ontario, to set a precedent 
in engineering circles by adopting this term for all those who are engaged 
in the profession of sanitary engineering. The following resolution was favorably 
voted upon:— : 

Whereas, We fully recognize that the public health and sanitary conditions of our 
country depend largely on the proper design and construction of sanitary fixtures and 
systems, whose engineering requirements demand the highest possible knowledge to maintain 
the present efficient sanitary standard reached through ages of practise and experience; and 

Whereas, The installation of heating and ventilation systems also demands technical 
and engineering knowledge of a very high degree; and 

Whereas, We are often called upon for advice by owners, architects, engineers and 
boards of health; and 

Whereas, The term “plumber” implies a, worker in lead, the use of which is rapidly 
passing out of use in sanitary systems, we therefore believe that the term “sanitary and 
heating engineer” as applied to our calling describes it more accurately. 

JoHN WATSON, Sec. C. S. of S. and H. E. 

The recognition of the importance of the master plumber in the highest engi- 
neering circles has been brought about through his careful study of hygiene and 
sanitation, and to him Only can the great advantages of modern sanitary science be 
attributed. The plagues of olden times would today be just as prevalent if not more 
so were it not for the plumber and our sanitary regulations. 


The honorable profession of “worker in lead” has become elevated to the same = 


high plane as that of electrical, civil, or mechanical engineer. 


Broadmindedness, Charity and Goodwill, Trade Mottoes 
“The thinker and the toiler are both in God’s great plan 
And each He makes dependent upon the other man.” 

HAT quotation is simply a reminder that both locally and nationally you are 
richly blessed with “Thinkers” and “Toilers.” Men who conceive and men : 
who act; men capable of carrying any initiative through to a conclusion 
and practical usage. Eulogizing everything connected with the industry is 

hypocrisy. Apply criticism where it is needed, probe the trade conscience, give it 
cause to reflect on some very unsatisfactory conditions existing below the polish j 
and veneer. We are not all brains and probity, and the sooner we realize that, the 
quicker will we set to work to evolve character rather than dream it. 

Be loyal in all things. Be a booster in most things. Frown on the pessimist 
and the “knocker.” ‘The poor clouded creatures who sometimes make us feel that — 
even if the lowly Nazarene again appeared in our midst, they would consider Him 
a fakir, would cast stones upon Him, and eventually crucify Him just as their 4 
ancestors did two thousand years ago. ; 

Be big and broad. The men who differ with you today may be induced to side 
with you tomorrow. Because a man differs with you, it does not follow that his 
criticism is not honest or his motives unworthy. A Quaker once said, “Everyone — 
is a little queer, except thee and me, and sometimes thee is a little queer.” By and — 
by you will recognize it as a sign of a narrow and deficient nature to continually — 
perceive our brother’s weakness, and not his virtues, Cultivate civility and good 
nature under all circumstances—the one is expressive of the kindly heart that is — 
always welcome—the other is the saving grace that makes even of defeat a victory. — 
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B. HALLETT, hailing from Con- 

e shohocken, Pa. while in New 
York last week calling on the supply 
house trade strolled in one warm after- 
noon to the editorial sanctum of THE 
PLUMBERS’ TRADE JouRNAL. Athough our 
doors are six feet one inch in height, 
“Burt” had to bend down several inches 
in order to pass safely under them, but 
he managed to wriggle inside and into 
one of the editorial armchairs, which, by 
the way, we have since had repaired, 
and spent a few minutes with our Editor. 

Mr. Hallett is one of those cheerful fel- 
lows always predicting prosperity, very 
happy at all times, and quite contented 
with the manner in which his new ven- 
ture is meeting with the trade’s con- 
sideration. 

After a short conversation, our talk 
naturally drifted into the political line 
of chin music, and before the chair gave 
way, Mr. Hallett placed in nomination for 
the highest office in the great American 
nation, the name of William Jennings 
Br At this moment the chair en- 
tirely gave way, and the nomination was 
suspended until the next issue of THE 
PLUMBERS’ TRADE JOURNAL. 


W®* present herewith a picture of 
J. H. Johnson and W. P. Yooss, 
the two sporty vice-presidents of the 
Federal-Huber Company of Chicago, IIl. 
It shows a few of the black bass and 
pike which they caught during a fishing 
trip in the wilds of Minnesota. They 
were gone five days and between them 
averaged fifty fish a day. We might add 
here that casual remarks about the size 
of the net used are not well received. 
They are insisting that they- actually 
caught the fish with hook and line. Re- 
ports state that one big fish started to 
get away, but Pete jumped in and choked 
it to death. He got so tired doing it he 
hasn’t been able to stand much ever 
since, which accounts for his lying down 
in the picture. As exhibit “A’ we pre- 
sent a picture of Pete lying about the 
fish he caught. You can see that John- 
son is more upright about it. There are 
about sixty fish in the picture, but a 
number of them are hidden because Pete 
wouldn’t hold up his end of the string. 
Of course, “George” not being handy, he 


Anp Just Tuinxk, “IT Was Att DONE 
Wir A Hook AND LINE” 


let “Dad” do it. Big eats at the Federal- 
Huber Company these days. If you like 
fish, better write to Pete, and he will 
send you a picture of them. 


Rae: from a recent photo- 
graph and shown on this page is 
an excellent likeness of John J. Ryan, 
of the well-known firm of J. J. Ryan & 
Company, brass manufacturers of Chi- 
cago. A brief sketch of Mr. Ryan’s 
career is just the plain story of an 
everyday, ordinary, successful business 


man. He is a product of Chicago, being 
porn in that city in 1854. He attended 
school and was graduated from Christian 
Brothers Academy. 

With his present partner, John J. 
Hayes, he embarked in the brass manu- 
facturing business in 1883, under the 
name of J. J. Ryan & Company, in the 
same neighborhood where the present 
plant of the firm is located. Their start, 
like the proverbial mustard seed, was 
very small, there being besides the two 
partners only four men employea. Under 
able management, however, the firm 
grew and prospered anc in normal times 
they now employ 200 men. Originally 
they dealt in babbitt metals and manu- 
factured brass castings, their brass foun- 


ufacturer and jobber. He is held in high 
esteem by his business associates. His 
firm is a member of the Brass Manufac- 
turers’ Association and the Central Sup- 
ply Association. He is president of the 
National Committee of the Confederated 
Supply Associations and in testimony of 
his fitness and ability is now serving his 
fourth consecutive term in that respons- 
ible postion. 


HARLES A. DETWEILER, the ge- 
nial secretary of the Pittsburgh 
Water Heater Company, Pittsburgh, Pa., 
has announced that he will relinquish 
his official connection with the executive 
branch, which he has held since the re- 
incorporation of the same, five years ago. 


Preswent J. J. RYAN, or THE NATIONAL COMMITTEE CONFEDERATED 
SuppLy ASSOCIATIONS 


dry and business in this branch at one 
time being one of the largest in Chicago 
and is equipped to handle big castings, 
some as heavy as 3,000 pounds. 

The firm now occupies a modern build- 
ing at 104 S. Jefferson street. The firm 
also does special work in the manufac- 
ture of “Faultless” soda fountains, which 
represent perhaps the most highly fin- 
ished part of their business, as these are 
“ornamental and silver plated. Early in 
the firm’s career, with the same fore- 
thought to which must be attributed part 
of his success as a manufacturer, Mr. 
Ryan considered there would always be 
a steady and increasing demand for 
plumbing goods and their manufacture 
strongly appealed to him. 

Consequently, the main product of the 
firm and their principal business, as is 
well known by the trade, is the manufac- 
ture and sale of plumbers’ brass goods. 
They manufacture a high-grade line, and 
their trade is country wide. They are 
also represented on both coasts, New 
York and San Francisco. 

Personally, Mr. Ryan is a very modest, 
unassuming gentleman. He has always 
been active in organization work and 
believes in co-operation between the man. 


Mr. Detweiler will locate in San Fran- 
cisco as special representative for the 
Pacific Slope for his firm and will also 
be associated with the Joseph Thieben 
Company of San Francisco in the ca- 
pacity of manager of their extensive 
water heater sales department. This 
change will come as a complete surprise 
to Mr. Detweiler’s many friends among 
the plumbing fraternity, who wish him 
every success and continued prosperity 
in his new field. 
HE city of Everett, Washington, is 
to be congratulated on having such 
efficient men in charge of her affairs as 
Cc. A. Healy, five-year president of the 
local association. Eleven years ago, Mr. 
Healy left Alpena, Mich., and associated 
himself with the Everett Gas Co., as 
construction engineer. The lure of his 
profession was too great to resist, how- 
ever, so after a few years he made his 
debut in Washington plumberdom. Since 
that time, prosperity has been his silent 
partner and much of the high-grade 
plumbing installations in the state are 
engineered from the desk of our good 
friend. 
When Mr. Healy is resting from his 


39 


labors over the estimate book, he devote: 
his hours to the local and state organ 
izations, both of which he has servec 
officially with distinction and honor 
At the recent state convention at Spo 
kane, the vice-presidency was conferrec 


STATE VICE-PRESIDENT C. A. HEALY, EVER 
ETT, WASHINGTON 


upon Mr. Healy. For the past four year 
he has been one of the National Boar 
of Directors. 

The splendid record of the Everet 
body in advancing the laws of sanitatio 
is directly traceable to the untiring an 
indomitable efforts of Mr. Healy and hi 
colleagues. 


‘7 — are pleased to note that L. | 
Bannon, master plumber of King 

ton, N. Y., and former treasurer of tl 
New York State Association of Mast 
Plumbers, has recovered from a sligl 
indisposition, and is again able to git 
his personal attention to business, whic 
he reports as very good. Mr. Bannon 
one of the active and popular membe 
of the state and national organization 


S we go to press, we are happy 
announce to those of our reade 
who have met Mr. Chester W. Fell, of t! 
plumbing house of Case & Son, Buffal 
N. Y., that he is rapidly recovering fro 
a serious surgical operation of la 
month. He hopes to be at his desk | 
fore very long. 


J J. WADE, ex-national recording si 
e retary and one of the veterans 
the plumbing trade, left Chicago, Ju 
Jith, for Lorne Park on Lake Ontar 
the beautiful summer home of his daus 
ter, Mrs. Thos. Mulvey. It is Mr. Wad 
intention to follow his usual custom 

the past few years and spend the great 
part of the summer enjoying himself 
his Canadian home. In addition to d 
porting himself in the waters of La 
Ontario and communing with nature 
the primitive forests, we understand 
will be part of our distinguished frien 
duty to hobnob with royalty. His dau: 
ter is a favorite with Princess Patri 
and Jim will no doubt swap stories W 
“Caughnot” himself. We expect when 
gets back to Chicago it will be noth 
put “me and the Duke.” Mr. Wade 
certainly entitled to a well deser’ 
yearly vacation for his long and act 
connection with the National Asso 
tion. One of the “old stand-bys,” he 

been responsible for much of the g 
accomplished by that body in a 
ing it the strongest trade organiza 
in this or any other country to 
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SANITARY SLATE 


INTERIOR FINISH 


OF BUILDINGS Neither nature nor man has— 


Steps Urinals : : 
sees ee adapted to the various requi 
Platforms Bath-room Partitions aS SANITARY SLATE 
Floor Tile Morgue Slabs 

Wainscoting Operating Tables : ; 
Vestibule Panels Laboratory Slabs It is non-combustible— 
Base Germ-proof Flooring and will not discolor. It is 
Hearths Mausoleums ; 

Bake as rr tions where rough treatment 
Window Sills Grave Covers 

Coping Grave Markers There’s a Pls 
Tiling Cistern Covers 

Mantels Feec and Water on Every J 
Fire Boards Troughs 


Y NOT USE ¢ 


Alpha Slate Co. The firms named are the 


Bangor, Pa. 


Crown Sa SANITARY SLATE. 7 
er ee and finish to size any © 


Hammann Structural and 


Roofing Slate Co. may have. Wi 


Bangor, Pa. 
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> any other material so well 
nts of the Plumber’s field 


-absorbent—durable—clean 
deal Fixture for Public Sta- 
ceived. 


for SLATE 
You Have 


ANITARY SLAT 


eading manufacturers of 
1ey quarry and ship, cut 
ssible requirement you 
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Vats and Tanks of all 
kinds for Dye Works 

Chemical Works 

Dairies 

Bottling Establishments 

Canneries 

Soda Fountains 

Slaughterhouses 

Bakeries 

Florists 

Tanneries 

Electric Switch Boards 

Refrigerator Linings 

Aquarium Bottoms, Etc. 


e them for prices. 


HOUSEHOLD 


Cupboard Shelves 
Pantry Shelves 
Refrigerator Shelves 
Shelving of all kinds 
Pastry Boards 

Table Tops 

Kitchen Sinks 
Laundry Tubs 

Sink Tops 

Lavatory Tops 


EDUCATIONAL 


Blackboards 
Bulletin Boards 


Phoenix Slate Co. 
Windgap, Pa, 
Slate Products Co. 


of America 
Bangor, Pa. 


M. L. Tinsman & Co. Inc. 


Pen Argl, Pa. 
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Pneumatic Ratchet Double-Acting 
Pump With Air Cylinder 


is the best and most powerful 
pump made for use with Pneu- 
matic Water Supply Systems. The 
leverage being compounded, a 
pressure of 100 pounds can be eas- 
ily obtained. It is so constructed 
the air does not enter the water 
eylinder preventing ‘‘Water 
Pockets.”’ Write for circulars and 
special prices. 


Barnes’ 


The Barnes Manufacturing Company, 


Department P 
Mansfield, - - Ohio 
Manufacturers 
of over three hun- 
dred styles and sizes 
of pumps for 

: all 


purposes 
also 
Sanitary 
Enam 
eled 
Ware. 


Thousand 
Island 
House 


ST. LAWRENCE RIVER, 
ALEXANDRIA BAY, N. Y. 


©. G. Staples, Proprietor 


A most attractive summer 
home in the midst of America’s 
Venice—the famous Thousand 
Islands. Write for terms. 


The 
Herschler 
Faultless 
Ball Cock 


"Tis the sim- 
plest and most 
durable _ ball 
cock made, 
and a plunger 
that can't 
stick and leak 
through. This 
is absolutely 
Guaranteed 


- of i 4 | Manufactured by 


= A. D. HERSCHLER, 
— Ashland, O. 


VACATION SEASON 
Is near at hand, when 
) repair work is 
Why not look to your 
stock of Fire Pots and 
Torches? It pays to be 
fore-handed. Why ex- 
periment with a chesp 
Fire Pot or Torch? THE 
BEST IS ALWAYS THE 
CHEAPEST, as they 
Save time and fuel. Your 
nearest jobber will sup- 
ply our line at factory 
price, or we will ship 
direct if cash accompan- 
ies the order. Send for 
booklet—it's free. 
CLAYTON & LAMBERT 
MFG, CO. 
Detroit, Mich., U.S. A. 


No. 32 Torch 
Price each $4.00 Net 
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ORE than 100 mem- 
bers, accompanied by 
their wives and sweet- 


hearts, were present at 
the opening session of 
the annual convention 
of the Georgia Master 
Plumbers’ Association, 
which met at Savan- 
nah, June 10th and 
11th. 


F. W. Campos, of 
Savannah, was elected 
president, and consider- 
able other important 
business was trans- 


acted. Those who at- 
tended the convention 
say that it was the 


best in the history of the association and 
that it exceeded the fine meeting that was 
held in Macon in 1911. 

The association convened in a short ses- 
sion at Pulaski House on Monday morning, 
June 10th, at nine o’clock. There being a 
number of delegates who had not reached 
the city, the first official business was trans- 
acted at two o’clock, Monday afternoon, 
when the convention met at Tybee Hotel, 
on Tybee Island, sixteen miles from Sa- 
vannah. 

The morning was taken up in visiting the 


PRESIDENT W. F. Lortis or THE ATLANTA 
ASSOCIATION 


plumbers’ supply houses of Savannah and 
the visiting plumbers were delighted with 
the entertainment provided in their honor at 
the several establishments of the city. The 
stock carried by the local dealers was said 
to be the best, most modern and complete of 
any city in the state. Several enjoyable 
little features were carried out for the enter- 
tainment of the visitors. 

On account of the absence of the former 
president, the afternoon meeting was pre- 
sided over by Vice-President H. A. Van 
Borssum, An open session was held for 
one hour, at the end of which the doors 
were closed and the convention was in 
executive session until six o’clock. During 
the session, the election of officers for the 
ensuing year and considerable important 
business was carried on. 

Following are the officers elected: Frank 
W. Campos, Savannah, president; vice- 
president, W. S. Loftis, Atlanta; secretary, 


RETIRING PRESIDENT A. M. SmitTH, GEORGIA 
STATE ASSOCIATION 


H. A. Van Borssum, Savannah; treasurer, 
B. B. Van Houten, Macon. 

M. O. Seckinger, of Savannah, was elected 
delegate to the National Convention, which 
meets at Salt Lake City, Utah, in July. J. 
E. Belcher, of Atlanta, was elected alternate. 

Important among the matters discussed at 
the meeting was the matter of the practice 
of a number of plumbers in the towns and 
cities of the state, plying their trade without 
the proper credentials and not being able to 
hold up the high standard of the plumbing 
trade. Following a general discussion in 
which remarks were heard from a number 
of the members present, a resolution was 
submitted and unanimously adopted provid- 
ing for the appointing of a committee by 
the President to draft a law to be submitted 
to the next legislature of Georgia, establish- 
ing a state board of plumbing inspectors. 
The duty of the proposed body shall be to 
earefully supervise all plumbing with re- 
gards to sanitation, etc. The bill shall also 
provide for the examination of all plumbers 
who conduct their business in Georgia. This 


Joun H. Lyncow, ATLANTA, DELEGATE TO 
NATIONAL CONVENTION 
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plumbers of the state. G 
pace in this regard, as none of the other 
Southern States have adopted such resolu- 
tions. ‘ 

Another resolution passed at the meeting 
was that urging up6n the public the im- 
portance of dealing with the plumber direct 
instead of the contractor. It was urged that 
this will eliminate the installation of in- 
ferior goods by contractors who impose 
upon the public. 

A delightful feature of the first day’s 
session was the automobile ride tendered by 
the Committee on Entertainment to the 
ladies of the party.. They were taken for 
an automobile ride over the Grand Prize 
race course and afterwards entertained at 
a luncheon at Bannon Lodge. In the after- 
noon, the women joined their escorts at 
Tybee, and at seven o’clock the annual ban- 
quet of the organization was held. 

After a delightful supper had been served, 
President-Elect Campos announced that Dr. 
Craig Barrow, who had been announced as 
one of the speakers, would not be able to 
appear. <A. M. Smith, of Atlanta, former 
president of the association, was introduced. 
He spoke briefly of the hospitality aflorded 
by Savannah and praised the members of 
the association in their selection of Savan- 
nah as their meeting place. 


L. J. MELSON, VICE-PRESIDENT ATLANTA 
ASSOCIATION 


He extended the thanks of the master 
plumbers to the people of the city for the 
royal entertainment, and stated that Savan- 
nah was truly a real convention city of the 
first order. : 

One of the most enjoyable and interesting 
addresses of the convention was that made 
by D. J. Mahoney, a master plumber of 
Savannah, who spoke upon the subject, ‘‘The 
Plumber as a Business Man.” Mr. Maho- 
ney’s address was able and practical and 
made a lasting impression on his hearers. 
He spoke at length of the importance of 
business system in the conducting of the 
modern plumbing establishment and de- 
clared that the idea that the plumber is 
nothing more than an automatom in the 
hands of the contractor is far wrong. 

So fine was the address and so well 
pleased were the plumbers with his talk 
that they insisted that he continue. Mr. 
Mahoney was followed by L. B. Fowler, who 
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used as his subject, “The Relation of the 
Plumber to the Supply House.” Brief 
speeches were made by B. B. Van Houten, 
of Macon, and J. Jennings, of Atlanta. 

Taking the ten-thirty o’clock train to Sa- 
vannah, they retired early that they might 
be in trim for taking the sea trip in the 
morning to Thunderbolt. 

June 11th was a day long to be remem- 


J. G. STEWART, ATLANTA DELEGATE TO TUE 
SaLtt LAKE City CONVENTION 


bered by the Georgia master plumbers. The 
sea voyage of that one day, they declare 
was the best of their lives. Like ‘Steve 
Brody” of old, the Georgia Master Plumbers’ 
Association “took a chance,’ and never will 
they regret it. 

In winding up the program of the annual 
convention, a boat trip to Beaufort had been 
planned and the boat Clevedon chartered 
for that purpose. Some doubt was ex- 
pressed regarding the carrying out of the 
plan, because of the high winds that blew 
throughout the preceding day,*but every one 
was ready to enjoy the spice of a little dan- 


Royal, Beaufort and also at Fort Fremont. 

At seven-fifteen in the evening of June 
11th, the Clevedon docked at Savannah, and 
the convention terminated. Many of the 
delegates from out of town, the majority of 
them, left on the ten o’clock train. The 
place of meeting for the 1913 convention 
was not named though it seems safe to say 
that it will be at Augusta. 

Among those in attendance at the conven- 
tion were: W. F. Loftis, J. E. Belcher, C. R. 
Bennett, J. B. Bowen, J. C. Flournoy, M. E. 
Ford, J. B. Grant, J. H. Lynch, C. S. Shep- 
pard, B. F. Stockton, O. Wingate, D. W. 
Yarborough, S. A. Sheppard, A. M. Smith, 
T. R. Stephenson, Otis Terrill, Joseph Stew- 
art, B. F. Stockman, John Mell, George 
Kickman, W. R. Gresham, L. J. Melson, 
James Ferrill, all of Atlanta. 

Ieee unin blo VW. Albright, Ei.” Hi 
Albright, G. W. W. Cooper, G. N. Fee, C. A. 
Jones, of Columbus. 

L. R. Abel, F. X. Daly, W. J. Brown, C. 
A. Burge, B. B. Van Houten, of Macon. 

Henry Hutt and Mr. Morris, of Augusta; 
A. Y. Everson, Winder; C. E. Davis, Col- 
lege Park; J. W. Tumlin, Covington; J. E. 
Bradshaw, Covington; J. F. Bell, East 
Point; G. P. Barnett, Madison; F. E. A. 
Schilling, Marietta; M. S. Lanier and D. T. 
Beggs, Rome, and J. B. Camp, Sandersville. 
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Aftermath of the New Jersey State 
Convention 


HE Bachelor Club of the Jersey 
City Association held their meet- 
ing previous to the convention at 
the “Hotel Highbrow.” Brother John 
Anderson was leading in prayer when 
Chas. Werner broke up the meeting and 
was almost mobbed. Mr. Werner ex- 
plained that he was misinformed by the 
chief of police, Joe Sprouls, who told 
him that a dog-fight was in progress. 
Val. Ringle then pleaded for him and 
President A. E. Becker decided that he 
was guilty, but suspended sentence. 
The commotion caused by John Corco- 
ran sounding the fire alarm had the boys 


MEMBERS OF THE GEORGIA STATE ASSOCIATION OF MASTER PLUMBERS AND THEIR GUESTS 
AT SAVANNAH 


ger. Despite the weather, the plumbers 
boarded the Clevedon for the Beaufort trip 
in the morning and steamed away on pleas- 
ure bent. 

Nothing serious came up to mar the day’s 
pleasure, and over and back the party of 
150 master plumbers, their wives and friends 
enjoyed themselves as only a bunch of con- 
ventionists can, who are out for a good 
time and pleasure. No rough or unpleasant 
weather was encountered, and despite the 
many predictions that it would be a sick- 
looking party that returned, not one of the 
party felt even the slightest qualms of sea- 
sickness during the entire trip. 

There was plenty to eat and drink on the 
trip and every one made merry. A brass 
band was pressed into service and music 
added to the pleasure of the outing. Danc- 
ing on the decks of the steamer proved one 
of the enjoyable features. The scheduled 
stops were made at Parid Island, Port 


up at an early hour. Aubrey Harris be- 
came excited in looking for the Fire 
Chief, but we won’t tell what happened 
to him. Next time, get the right room. 
Owing to a mix-up of ropes, H. Parle 
slipped on a rug and fell through the 
door of “Hen.” Cohendet’s room, and 
Oh! My! What a noise! “Dick” Ent- 
wistle, going to the aid of the survivors, 
used the fire hose with good effect, nearly 
drowning the boys in their morning 
glory clothes. Through the efforts of 
John Coppinger, with the assistance of 
“Bill” Barclay, peace was somewhat re- 
stored and all remained quiet for at least 
two minutes. 

James Joans said, “Never again!” He 
will now remain a bachelor. 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


Bubbling With Coolness 


that comes from the well 
Pure Spring Water from your own well at uniform pressure 


An Ideal 
Sanitary 
System 
for 
Factories, 
Mills, 
Hotels, 
Shops, 
Schools, 
Public 
Buildings, 
Etc. 


Working model and system now on exhibition 
at Fulton St. End of Concourse, Hudson Term- 
inal Building, New York City. Inspection in- 
vited. 


Booklet and information free upon request to 
Weber Subterranean Pump Company, 
Main Office—90 West Street 


Display Room—The Concourse, Hudson Terminal 
Building, Fulton Street End, NEW YORK CITY 
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KON'S PIPE-JOINT COMPOUND 


By using Dixon’s Pipe Joint Compound on 
joints. No damage to tools or fittings 


Spare Your Tool then when you want to open joints. 


JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 


ANOTHER “CLARKE” 


BATH TRAP 


POSITIVELY NON-SYPHONING 
LOOKS Good. IS Good. 
DRAWN Lead, not CAST 


“THAT’S WHY” 


Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn St., Brooklyn, N. Y. 


PLUMBERS 


Gas and Water Companies © 
APPRECIATE THE 


“Snow” 
Quick Repair Stop Box Cover 


So thoroughly that many of the biggest and most 
economical ones have unconditionally adopted it. 


Do you use it? Write for Circular 


Modern Iron Works, Dept.G Quincy, Il. 


Eastern Representative, Henry Stein, 48 Cliff Street, New York City 


Ts‘ented 


STANDARD TANKS 


For Any Purpose 


Water-Air-Oil-Gas 


We carry in stock 


PNEUMATIC STEEL TANKS 
OIL STORAGE TANKS 
AIR RECEIVERS 


PROMPT DELIVERIES SEND FOR LISTS 


Standard Steel Tank @ Mfg. Co. 


General Offices, PITTSBURGH, PA.—Works, GIRARD, OHIO 


TUDOR TANKS 


For Air Receivers, Hot Water and Pneumatic Water Systems 


THE TUDOR BOILER MFG. CO. Cincinnati, Ohio 


Send for List B 20 


MOTOR DRIVEN PUMPS 


For Water Systems 
Hand and Power Pumps for all uses 
Combined Air and Water Pumps 


Compression Tank Pumps 
Cylinders, Etc. 


THE DEMING COMPANY 
SALEM, OHIO 


Agencies—Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburg 
Ralph B. Carter Co., New York 


Range Boilers and Tanks 


For Every Requirement 


Steel Storage Tanks 
Rivetless Boilers Air Tanks 
Pneumatic Water Tanks 
Riveted Boilers Gasoline Tanks 
Expansion Tanks 
Brazed Boilers Coil Boilers 
Gasoline Storage Outfits 


110 Years Old 


Founded 1802 


Wm. B. Scaife and Son Co. 


Pittsburgh, Penna. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


XTENSIVE alterations 
have been made to the 
Allegheny General MHos- 
pital, located on the 
North Side of Pittsburgh, 
Pas The plumbing has 
been awarded to Ira A. 
Mann, 17 W. Park Way, 
N:._S.,. and “the steam 
heating to the Iron City 
Heating Co., 843 Jackson 
street, N. S. 

Tes ie Maginn Co. 
Pittshurgh, Pa., are in- 
stalling a complete steam 
heating system in the 
new apartment building 
located at the corner of 
Fifth avenue and DeSoto 
street. 


Erie, Pa., is plumbing the 


Fred J. Miller, 
ten new residences for the Lawrence Park 
Building Association of that city. 

Geo. W. Whitehill, of 318 S. Main street, 
Butler, Pa., is doing the plumbing in a can- 
ning factory for C. M. Hilliard & Co. 


Carson & White, of 1827 Perrysville ave- 
nue, Pittsburgh, Pa. have the plumbing 
in the new store building at 210 Federal 
street. 


Temple & Son, of Greensburg, Pa., are 
doing the plumbing and steam heating on 
new store and office building at 204 W. Ot- 
terman street. 

The West Virginia Sanitary Plumbing Co. 
of Huntington, W. Va., are installing com- 
plete steam heating system in the Masonic 
Temple in that city. 


The Stinson-Kennedy Co., Pittsburgh, Pa., 
are plumbing the new $54,000 Parochial 
School of St. Luke’s Church, at Third ave- 
nue and 4th street, Carnegie, Pa. 


John M. Tate of 126 Second avenue, 
Pittsburgh, Pa., has the plumbing in the new 
manufacturing plant for the Standard Un- 
derground Cable Co., on 10th street. 


Carson & White, of 1827 Perrysville ave- 
nue, Pittsburgh, Pa., are plumbing a new 
church for the Evangelical Congregational- 
ists, corner of Crucible and Lorenze avenues. 


The Knoxville Plumbing Co., Pittsburgh, 
Pa., are doing the plumbing on the new ad- 
dition to the office building of the Union 
Switch and Signal Company, at Swiss- 
vale, Pa. 


Geo. H. Soffel Co., of 425 Second avenue, 
Pittsburgh, Pa., are installing modern plumb- 
ing in the new First National Bank of East 
Pittsburgh, located at the corner of Brad- 
dock and Able avenues. 


The Lyford Plumbing Co., of 701 Fifth 
avenue, Pittsburgh, Pa., are installing com- 
plete bathroom, kitchen and laundry equip- 
ments in four new residences for M. G. 
Thaw on Gettysburg street, near Wm. Pitt 
Boulevard. 


McGinness-Smith Co., 2d and Smallman 
streets, Pittsburgh, Pa., are installing a com- 
plete heating system in the new fire-proof 
school for the Borough of Oakmont. This 
building is considered one of the finest sub- 
urban buildings in this section of the coun- 
try and was erected at a cost of $100,000. 
This company is also installing heating and 
plumbing in a modern arcade building, lo- 
cated in East Liverpool, Ohio. 


The Jas. H. Mathews Co., Pittsburgh, Pa., 
one of the oldest manufacturers of dies and 
stamps in this country, have broken ground 
for their new factory and office building to 
be located at the corner of Forbes street 
and Pennant Way, opposite the Hotel Schen- 
ley. This building will be located right in 
the heart of the educational section of the 
city and the character of the construction 
used will conform with that of buildings 
near it, such as The Soldiers’ Memorial, 
Carnegie Institute, University of Pittsburgh, 


Carnegie Technical Schools and Forbes Field, 
the home of the Pittsburgh Base Ball Club. 
All plumbing work will be installed by John 
M. Tate of 126 Second avenue. 
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Letter to Delegates to the Na- 
tional Convention from North 
Pacific Coast Points 


ATIONAL President A. C. Hynon 
N has addressed the following let- 
ter to members of the National 
Association from North Pacific Coast 
points who will attend the Salt Lake City 
convention in July:— 

To Delegates attending Salt 
City Convention from 
Pacific Coast Points.” 

GENTLEMEN : 

We are in receipt of a letter from 
the Chairman of the Trans-Conti- 
nental Passenger Association, to the 
effect that they will sell round-trip 
tickets from “North Pacific Coast 
Points,” to Salt Lake City, for a 
fare and one-third. 

Dates of sale are July 13th and 
14th, with a fifteen days’ return limit. 
No stop-overs going, but stop-overs 
are allowed on return trip at all 
points within final limit. ’ 

Ask your local railroad agents for 
particulars. 

Trusting this reduction will enable 
you to send your full quota of dele- 
gates, I am 

Yours very truly, 
A. C. EYNON, 
President. 


Lake 
“North 


June 12; 1912. 
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Important Business Consummated 
at the Meeting of National As- 
sociation of Brass Manu- 
facturers 


S reported in the June 15th edition 
A of Tur PiuMpBERS’ TRADE JouR- 
NAL, The National Association of 
Brass Manufacturers held one of the 
most successful meetings it has ever held 
at the Ponchartrain Hotel, Detroit, 
Mich., on Tuesday and Wednesday, June 
11th and 12th, both from point of at- 
tendance and accomplishments. 

Among other important business 
which received the attention of the dele- 
gates, following the election of new 
members, was the adoption of a uniform 
standard of basin cock shanks of 214”; 
the discussion of the new eight-hour law 
passed by the United States Government, 
and the discussion of the labor situa- 
tion in general. 

The organization reaffirmed its pas. 
position in reference to stamping goods 
and adjourned to meet in Toronto, Can- 
ada, on September 10th and 11th. 


—_——~-o—_—_— 


Rundle Mfg. Co., Outgrows Pre- 
sent Quarters 


HE Rundle Manufacturing Co., Mil- 

waukee, WwWis., manufacturers of 

plumbers’ supplies, will erect a 
three-story addition to their plant in 
Layton Park. It will be fireproof and 
cost about $15,000. EF. M. Emerson is 
engineer of the construction. 


JULY 18ST, 1912 


Western Trade Golf Association 
Ho'd Opening Tournament 
HE members of the Western Trade 

Golf Association met at the Whea- 
ton Golf Club Course at Wheaton, 

Ill., on Thursday, June 13th, where the 

opening tournament was played before 

an enthusiastic gathering. 

Dinner was served at the Club House 
in the evening, at which time prizes were 
awarded and the annual election of offi- 
cers took place, which resulted as fol- 
lows: D. BE. McCabe, president; J. F. 
Tuttle, vice-president; H. M. Sedgwick, 
secretary; F. J. Douglass, treasurer; J. P. 
Dugger, handicapper, and Paul Blatch- 
ford, captain. 

By a vote of the Association, it was de- 
cided to put some of the surplus money 
into a handsome cup, which will be 
played for at later tournaments, and will 
be the permanent property of a member 
after winning same three times. 

The members of the club are mostly 
connected with the plumbing and heating 
trades in and about Chicago. 

The secretary of the association, H. 
M. Sedgewick, of the S. Wilks Mfg. Co., 
3519 Shields avenue, Chicago, will be glad 
to furnish particulars to those who desire 
to become affiliated. 
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To Officers and Members of the 
Local Associations of Mas- 
ter Plumbers 


OTICE to the effect that the fiscal 

N year of the national as well as 

local associations ended June 

30th, is contained in a circular letter be- 

ing received from the headquarters of 

the National Association. We publish 
same herewith:— 


To Local Associations, 
Officers and Members. 
GREETING : 

This fiscal year of the National Associa- 
tion ends June 30, 1912. 

The active business season of local asso- 
ciations practically ends with the closing of 
the fiscal year. Summer weather stimulates 
building operations and our attention is 
given to trade; to business in hand; to out- 
of-door pleasures; to vacations and summer 
travel. All take up our spare time from 
July to September and we have a suspen- 
sion of association activity in most of our 
local associations during the heated season. 

With our fiscal year almost ended, are 
you satisfied with the business transacted 
by your local association? 

Have you fulfilled your obligation to the 
State and to the National Associations in a 
way that pleases yourselves? 

Have you endeavored to comply with re- 
quests made by the state and national 
officers? 

Have you made your best effort to secure 
eligible master plumbers to join your local? 

Have you paid your dues to the state 
association, and sent in a complete list of 
your members with addresses, so that your 
state secretary may transfer them to the 
national office for publication in the July 
Red Book? 

Have you elected delegates to the Na- 
tional Convention, and forwarded their 
names to the National Secretary, and in- 
structed them to attend the Convention for 
direct benefit to your local? 

Have you prepared future business for 
local advancement and progress; to a better 
understanding of what the National Asso- 
ciation of Master Plumbers means and why 
you have a local association, and the real 
reason you have identified yourselves with 
us, and say: “I’m a member of the Master 
Plumbers’ Association’? 

Have you thought why you are a mem- 
ber? If the answer is not forthcoming with- 
out hesitation, insist that your delegates 
attend the National Convention in Salt Lake 
City, and bring back the answer in con- 
crete form; then settle down to business to 


the credit of yourselves, and to the help of 
all master plumbers in this great common- 
wealth of ours. 

Have you decided how you will go to the 
Convention? To the locals whose delegates 
and members travel via Chicago, St. Louis, 
Kansas City, to Salt Lake City, we want 
them mindful to join the “Official Master 
Plumbers’ Train,’ Chicago to Pueblo, via 
Santa Fe System; Pueblo to Salt Lake City, 
via Denver & Rio Grande Scenic Railway. 

This letter being the last appeal to locals, 
which means the combined membership of 
our wonderful organization, I take this op- 
portunity to thank each local and every 
officer who has so loyally contributed to the 
success of this administration. 

Our highest hopes and the attainment of 
certain desires may not have been practi- 
eally obtained. We have, however, made 
giant strides toward the goal of our ambi- 
tions during the year. 

My sincere desire is that your association 
be represented by delegates at the Annual 
Convention, July 16-18, 1912, at Salt Lake 
City. 

“A flesh and blocd” representation at the 
convention with a detailed report therefrom, 
should be the best and only practical way 
for the individual member to thoroughly un- 
derstand why he is a member of the greatest 
and most active association of tradesmen in 
the world; legally constituted as such for 
the benefit of humanity—being above any 
selfish interest. 

Again I thank you for the courtesy you 
have shown me, your President, during my 
administration, and the loyalty of member- 
ship expressed by the associated master 
plumbers from Maine to California and 
from the Gulf of Mexico to the Canadian 
borderland. 

Fraternally yours, 
A, C. EYNON, 
President. 
June 15, 1912. 
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Change in the Manufacture of 
“B” Specialties 

HE right to manufacture and mar- 
T ket the well-known “B” heating 

specialties formerly made by the 
Bottum Valve Co., North Dearborn 
street, Chicago, Ill., has been transferred 
to the National Steam Generator Co., 8 
and 10 S. Clinton street, of that city. 
The new concern will have entire con- 
trol of the business of the Bottum Co. 
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Moving into Larger Plant 


HE increasing demands for the 

well-known Pasteur - Uhamberland 

filters has caused the manufac- 
turers to seek larger quarters in Dayton, 
Ohio, at 1818 to 1820 Monument avenue. 
It will be interesting to note that the 
new quarters are more than three times 
the size of the old ones just vacated. 


————_§- 


Building Operations Good in 
Toledo, Ohio’ 


MONG some new plumbing pros- 
A pects in Toledo, Ohio, is the new 
home for the Market Savings 
Bank. The structure will be one of the 
most beautiful business blocks in the 
city and modern improvements of the 
highest order will be found in this mag- 
nificent new edifice. 

Another new building of more shan or- 
dinary importance is the building to be 
erected on Madison avenue, and will be 
of the most modern type. The building 
will have a floor space of 6,000 square 
feet and the first floor will be one large 
room, with no pillars, posts or walls. 
The second floor will be supported by 
overhung steel work. The lighting will 
be by innumerable sky-lights and from 
three sides. Contracts for the plumbing 
in these buildings will be awarded later. 


The Radiator Valve controls 
the heat in each radiator 


with the 


bothers. 


DID YOU ADD TO YOUR 


PROFITS 


or multiply your costs on 
that last heating contract ? 


Contractors who are 
installing heating plants in 
homes and buildings realize 
that usually they incur un- 
calculated expense in meet- 
ing the contract require- 
ments. There are usually big 


chances of mistakes, of expensive changes. These 
are items that eat into the profits on the job. Items 
that few contractors know the importance of, or 
how big they can grow. 


You take no chances 


Broomell Vapor 
System of Heating 


The installation of the Broomell Vapor System 
of Heating results always in a satisfied customer; 
and a contractor who can look back at the job and 
see clean, sure profits all the way through. Its 
appeal to the customer is because of the strictest 
economy in fuel consumption, the slight attention 
needed to firing and the perfect control of temper- 
atures all through the house. 


The Automatic Boiler Regulation increases the fire or 
checks it as more or less heat is required. This is an 
open system, using the natural circulation of heated vapor. 
No pressure in pipes or radiators—no noise—no leaks. All 
the advantages of steam and hot water without their 


AND, the Vapor Heating Company assumes all respon- 
sibility for the working of the Broomell Vapor System of 
Heating, if properly installed, according to its plans and 
specifications. They are ready to co-operate in every way 
with the contractor and work for, and in his interests. 


Write today for booklets and information as to 
our way of doing business. 
all about this most modern system of heating 
by sending your name and address to 


You can find out 


Vapor Heating Company 


551 North American Building 


PHILADELPHIA 


46 


You Cannot 
Afford 


to overlook the banner proposi- 
tion we are making on 


Vitreous Lavatories 
and 
Vitreous Tanks 


The Goods Are Right 
The Prices Are Right 


You save money by consulting us, 
Get Our Prices 


Thos J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 
1006 Filbert St. Philadelphia, Pa, 


CALORIC 


Pumping Engines 


are the most durable engines, as 
there are no valves or other com- 
plicated parts to wear out or get out 
of order. 
With ordinary care, they will last a 
| fe-time, 


Write for Catalog ‘‘D”’ 
Manufactured by 


The Bremen Mfg. Co. 


Bremen, Ohio 


EORGE B. GREY, 
Philadelphia, Pa., has re- 
cently been awarded the 
following. contracts: 
Apartment house at 46th 
and Walnut. streets; 
apartment house at 41st 
and Walnut _ streets; 
Eighth National Bank, 
2d street and Girard ave- 
nue; theatre building, 
41st street and Lancaster 
avenue; ‘garage on N. 
Broad street; office at 
44th and Thompson 
streets; residence at 
Chestnut Hill; store 
buildings at 8th and Chestnut streets, and 
9th and Market streets. 


Wm. Bryan, 322 N. 6th street, Philadel- 
phia, Pa. is installing plumbing in the 
building 1212 Poplar street. 


N. Connolly, 1704 Poplar street, Philadel- 
phia, Pa. has started the plumbing work 
in the row of new houses on Walnut street. 


Frank Boyle, 2143 Pierce street, Phila- 
delphia, Pa., is making changes to the 
plumbing at 1410-12 S. Clarion street. 


James D. Brooker, 114 HE. Washington 
Lane, Germantown, Philadelphia, Pa., has 
the contract for plumbing a number of new 
houses. 


H. W. Meier, 523 N. 4th street, Philadel- 
phia, Pa., is installing plumbing in the build- 
ing at 6th street and Lehigh avenue, for 
the City. 


The plumbing in twenty new dwellings 
on S. 57th street is being installed by 
Thomas H. Beamer, 5701 Pine street, Phila- 
delphia, Pa. 

The contract for the plumbing in six new 
houses on Stiles street was awarded to Geo. 
Cc. Allen of 3007 Livingston street, Phila- 
delphia, Pa. 


Geo. S. O’Connor, 4464 Richmond street, 
Philadelphia, Pa., has the contract for the 
plumbing in the new building at Orthodox 
and Pierce streets. 


Geo. W. England, 253 S. 5th street, Phil- 
adelphia, Pa., is introducing plumbing and 
drainage in the six buildings 1402-4-8-10- 
12-14 Hanson street. 

Wm. V. Hadfield, 825 Cambria _ street, 
Philadelphia, Pa., is installing the plumbing 
in ‘ten new houses at Westmoreland and 
Germantown avenues. 


L. J. Craig, 328 Queen street, German- 
town, Philadelphia, Pa., has the contract 
for the plumbing of the building at Broad 
and Louden streets. 


Walters, Purks & Mellon, 1835 Ludlow 
streets, Philadelphia, Pa., are completing the 
plumbing in four new residences on Lincoln 
Drive at Westview street. 


Wm. J. Robinson, Jr., 6102 Ridge avenue, 
Roxborough, Philadelphia, Pa., has recently 
secured the contract for plumbing in the 
two new dwellings on Walnut Lane. 


Frederick Speth, 3531 N. 5th street, Phil- 
adelphia, in addition to other contracts, is 
fitting up the plumbing in twenty-nine new 
houses at Pike and Darien streets. 

Andrew Wanner, of 3743 N. Bouvier 
street, Philadelphia, has secured the con- 
tract for the plumbing of the twenty-five 
dwellings at Judson and Cambria streets. 


The plumbing contracts for the three new 
residences on Lincoln Drive and Arbutus 
street were awarded to Wm. J. McCuliff of 
5940 Haverford avenue, Philadelphia, Pa. 


Jacob Zimmerman, 1524 Sansom street, 
Philadelphia, Pa., is fitting up plumbing in 
the station at Wayne Junction, Pa., for the 
Philadelphia & Reading Railway Company. 


Jas. P. Maloney, 2125 Christian street, 
Philadelphia, Pa., is making alterations and 
additions to the plumbing of the buildings 
2024-2036 Manton street, 2216 Wharton 
street, and 1818 N. 12th street. 


The contracts for the plumbing in the 
new houses at 6528-30-32 Gross street and 
also in 5385-37-39 N. 64th street, were 
awarded to E. H. Worley, 7 S. 52d street, 
Philadelphia, Pa. 

John A. Quinn, 1613 Unity street, Frank- 
ford, Philadelphia, Pa., one of the well- 
known plumbers of that suburb, is fitting up 
the plumbing in the houses at Wakeling 
and Leifer streets. 


F. Farris, 2101 S. Simpson street, Phila- 
delphia, Pa., is busy with the plumbing of 
three new houses at Mt. Moriah and King- 
sessing avenues, and six new houses on 
Kingsessing avenue. 


Frank Joy, 4361 Germantown avenue, 
Philadelphia, Pa., has the contract for the 
plumbing of two new houses at Olney and 
Mascher streets, and four new houses at 
15th and Louden streets. 


Wm. H. McLain, 5922 Girard avenue, 
Philadelphia, Pa., was awarded the contract 
for the installation of the plumbing in 
twenty-seven new houses on Fitzwater 
street, Osage avenue and 55th street. 


———_9-e——_—_. 
Prizes and Diplomas Awarded at 
the Philadelphia Trade School 


Commencement 
N Wednesday evening, June bth, 
The Alumni Association of the 


Philadelphia Trades School ten- 
dered a reception to the graduating 
classes of the day and evening courses. 
The principal address was made by 
Prof. Calvin O. Althouse, head of the De- 
partment of Commerce, Central High 
School. Addresses were also made by 
Prof. Wm. C. Ash, of the Trades School, 
and John L. Bross, inspector of plumb- 
ing and secretary of the Board of Plumb- 
ers’ Examiners. 

The graduating classes and other 
guests were then served with refresh- 
ments, after which the evening was 
spent in fraternal fellowship. 

The commencement exercises were 
held in the auditorium of the Wm. Penn 
High School, at 15th and Wallace streets. 
The diplomas were presented to the 
graduates by Colonel Shallcross of the 
Board of Education. The endowment 
prizes were awarded by Geo. Morrison. 

Harry Slater of the plumbing class 
received second prize and Wm. Wain- 
right of the plumbing class received 
third prize. These were beautiful solid 
gold watch fobs with the school motto 


and the letters “P. T. S.” on a back- 
ground of school colors. 
The master plumbers’ prize, consist- 


ing of a gold watch, was awarded by 
President Edward F. Roberts to Harry 
Slater, the plumbing graduate receiving 
the highest average. The prize offered 
by R. H. Watson to the plumbing class 
was awarded by S. Louis Barnes, secre- 
tary of the Master Plumbers’ Associa- 
tion, to Frederick W. Naye. 

Many of the students were recipients 
of flowers and other gifts from their 
friends. Musical selections were ren- 
dered by an excellent orchestra during 
the evening. 

The graduates in the plumbing class 
have organized an alumni association 
and have named it the “Pioneers,” since 
this ‘is the first class of the kind to 
graduate from the school. 


Now Made 
In Two Sizes 


RUUD 
Cottage Heater 


114-24 gals. Capacity 


While the No. 2 1-2 Cot- 
tage Heater filled a long felt 
want and opened a new vista 
for increased sales, yet there 
still existed a strong demand 
for a safe, reliable small auto- 
matic heater of less capacity 
which we now offer in the 
new 1 1-2 Cottage Heater. 


The 11-2 like the 21-2 
Cottage Heater possesses 
every feature of the larger 
Ruud Standard Instantaneous 
Heater and is the only small 
automatic water heater on the 
market having a combination 
water valve and heat regula- 
tor, precluding any possibility 
of steaming or overheating of 
water and insuring absolute 
safety in operation. 


Mr. Plumber, in addition to 
small dwellings, cottages and 
bungalows, there are several 
other likely prospects in your 
town—barber shops, candy, 
kitchens,drug stores or where- 
ever hot water is used in 
limited quantities. Just send 
a postal today for complete 
descriptive literature. 


All Large Cities 


Ruud Mfg. -_ 
PITTSBURGH 
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PAPERS FORK THE TRADE 


Legitimate, Official and Otherwise 
By W. A. DECKER 


RACTICALLY all im- 
portant lines of business 
have trade publications 
devoted to their particu- 
lar line of trade, which 
fill the position of the 
link between the maker 
and dealer and act as a 
moniter on progress and 
current interest. 

The purpose of the 
publisher is to make his 
paper as strong and as 
indispensable a link as 
possible, and, to do this, 
it is necessary that it 
be practically non-parti- 
san and _ non-sectarian, 
and that it contains 
plenty of good live mat- 
ter pertaining to the 
trade, to make it of the greatest possible 
value and interest to the subscriber. 

As the field of a trade paper is limited 
to the people engaged in the line of busi- 
ness that the paper represents, its success, 
efficiency, and value are determined by the 
number of paid subscribers it can secure 
and hold. 

To get and hold the subscribers it must 
be high grade in every respect, and in 
order to be able to finance and keep up a 
high-grade paper, it must have the number 
of subscribers to make it a first-class ad- 
vertising medium. 

In the plumbing business today we have 
an over-abundance of trade literature which 
ean safely be classed as good, bad, and 
indifferent, open to much fair criticism, and 
also much commendation, when viewed 
from different angles, viewpoints and in- 
terests. 

We have several classes of trade publi- 
cations best classified as: “Commercial,” 
“House Owned,” “Association Owned,” and 
“Union Owned.” Each is intended and sup- 
posed to properly fill its particular place or 
niche in the best possible manner. 

To thoroughly present all the possible 
potent arguments, in a short article, is im- 
possible, but a few pertinent points can be 
considered without harm and possibly with 
some benefit. 


THE HOUSE ORGAN 


Organs,” are inspired by the dual 

purpose of economy and direct ad- 
vertising or individualism, and the question 
naturally is, to what extent is the effort 
successful and the purpose accomplished? 
The only way in which they can possibly 
prove economical, would be in largely in- 
creased results, thus equalizing or possibly 
minimizing what would otherwise be an 
excessive expenditure for the result sought 
and obtained. 

Do these house owned publications get the 
attention that they are supposed to get? 
Do the trade in general read the adver- 
tisements and look them over for announce- 
ments of new inventions and improvements 
in styles and quality to the same degree 
that they do the columns of the regular 
papers? 

Do most of them go to the waste basket 
unread, after the first few editions, and if 
they do, is it because of the limited amount 
of reading matter, and the sameness or 
stereotyped conditions of both the reading 
matter and advertising contained in them, 
owing to the decidedly limited conditions 
under which they are produced? 

Do they not suffer from the lack of di- 
versity and variety, and the one-man or 
self-interest condition of the contents, like 
the advertisement that uses one-half or two- 
thirds of the space with the photograph of 
the advertiser, leading one to think that he 
is offering. himself for sale instead of 


Hoss owned publications or ‘House 
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IT THREADS UP TO INCH INCLUSIVe 


Wie 


THE STOCK 
THAT LOCKS 


TRY A HANDY DIE STOCK 


THE HANDY MFG. CO. 
200 Cannon St. 
Bridgeport, Conn. 


vex 


TAN TANIVON 


the wares of his company’s manufacture? 

The foregoing questions apply also to both 
the “House Owned” and “Group Owned” 
papers, issued by supply men, usually job- 
bers who are only assemblers, and brokers, 
and in this day and age, quite dispensable. 


THE ORGANS OF ASSOCIATIONS 


SELF QUICK 
LOCKING RELEASING 


RGANIZATION owned publications, 

O issued by either local, state or| A 

national associations, are also sub- 
ject to many of the same very pertinent 
questions and subject to many honest criti- 
cisms, if all the interested parties will con- 
sider the question without malice or preju- 
dice. 

The object sought in an association pub- 
lication is, DIRECT CONTROL, and almost 
unlimited scope and privilege in printing 
what they please, and the thought and desire 
to reach the readers (who are members 
only) in an official manner, thus giving the 
matter the stamp of direct-from-headquar- 
ters-inside-confidential information, 100% 
pure. 

Can a publication of this kind be made 
confidential? What sane person prints con- 
fidential matter or information, except 
mine and oil well promoters of “Gold Brick” 
and “Green Goods” dealers? 

What private or personal matter can be 
printed in an association paper, that could 
not consistently be inserted in a regular 
commercial “Trade Paper” with as good or 
better results? 

The association paper must either be 
financed by direct subscription, which is no 
doubt better named if called donation, or 
like a regularly conducted paper, by the 
income from the sale of advertising space 
sold. 

The latter is the method claimed and 
which is supposed to be the case, but is this 
strictly true? Should not this also be placed 
in the donation column if honestly classi- 
fied where it belongs? 

The subscribers, who in this case are also 
the owners, managers and publishers, in 
most cases represent about 75 to 80 per 
cent of the men engaged in the business in 
the section in which the association organ is 
circulated and from 90 to 95 per cent of the 
desirable element in the trade in that sec- 
tion. 

When advertising is solicited for that 
paper, is the advertiser a free agent and 
can he consistently turn it down if he feels 
so inclined, or does he take a certain amount 
of space because he feels obliged to? 

Do the number of subscribers and the 
possible returns on the investment based on 
the usual law of averages, enter into the 
bargain, as it does when he is buying ad- 
vertising space, as a free agent where the 
sole consideration is the question of the best 
medium to get the most benefit for the 
amount expended? 

To be perfectly honest in the matter, I 
think we must admit that he takes the space 
because he has to do it, as he cannot afford 
to refuse, owing to the fact, that these peo- 
ple are his customers or about his only 
prospective customers and he does not feel 
that he dare offend them. 

The question of whether he will get ade- 
quate returns or any returns at all, is en- 
tirely secondary, and receives little or no 
consideration. He does what he thinks is 
policy, buys the space, and swears sweetly. 

The entire proposition is therefore sup- 
ported on income from what might be 
properly classed as “Graft” or a “Forced- 
put,” and, as I view it, stultifies every one 
connected with it, as well as the man who 
lacks the back-bone to refuse as he should 
this and other requests for donations for 
“Association” balls, picnics, outings, etc., 
which are about the “Smallest” propositions 
imaginable. 

Association papers find their most enthu- 


post card will bring a set for a fourteen days trial 


The Popular Pipe 
Machine 


Saunders No. 5 
The SAUNDERS NO. 5 


is the machine you want. It com- 
bines the latest up-to-date time and 
labor-saving features. 

The SAUNDERS NO. 5 
is the favorite among progressive fit- 
ters. The Die Head slides in ways on 
front of cutting head. Large wear- 
ing and bearing surfaces. Ample 
power for hard and continuous ser- 


vice. The SAUNDERS NO. 5 


Send for circulars 


- ll oat trem “4 

0. SAUNDER {Wye I r cl at ioe 
Ni 1 { ' 

10} wu 


D. Saunders Sons, Inc. 
Yonkers, New York 


PLE NACINES, 


Steel Tanks for Compressed Air 
and Water Systems 


Every AIR-TIGHT ‘Tank is guaranteed not 


to leak under pressure specified. 


NILA 


The seams and heads are “brazed”, making 
the tank one solid piece of steel. 


We have been building AIR-TIGHT tanks 
for 20 YEARS with never one returned. 


Send for prices 


Air-tight Steel Tank Co., 


Pittsburgh, Pa. 


FUNUUOUCUIUUUTLLUUVUULOULE ATU 


TUVALU SELL 


u 


PRENTISS VISES 


MADE RIGHT FOR 35 YEARS 
Ask Your Jobber 


PRENTISS VISE CO. 
106-110 Lafayette Street - = 


NEW YORK 
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AND 


HOTEL CHAMPLAIN = oofttcss 


ON LAKE CHAMPLAIN, CLINTON CO., N. Y. 
Opened June 15 
CONDUCTED ON THE AMERICAN AND EUROPEAN PLAN 


Both Hotels new 
and of Absolutely 
Fireproof Construc- 
tion, Affording 
Guests Every Com- 
venienceand Safety. 


Situated 509 feet above 
the lake in a natural park 
of nearly 700 ieres. Newly 
const-ucted 18 Hole Golf 
C urseand attractive Club 
House. Boating, Bathing, 
Tennis, Ete. New Con- 
crete Garage, separate en- 
trance to Automobile Foy- 
er on ground floor.Private 
Dressing Rooms for Auto- 
mobile Parties. 

Modern in all their 
Equipment. kooms Singly 
or En suite, with Private 
Baths. 


FORT WILLIAM HENRY HOTEL 


AKE GEORGE, N, J. 
Conducted on European Plan Only 


OPEN ALL YEAR 


New Concrete Garage 


Every Facility For the 
Automobilist 


Both Hotels reached via the Dela- 
ware & Hudson R. R. Fast Express 
Trains with Through Pullman Ser- 
vice. 


Both Hotels Located on “‘Adiron- 
dack Trail” and “Iroquois Trail” 
of the Empire Tours. 

For Information 
address 


Mortimer M. Kelly 
MANAGER 


389 FIFTH AVE. 


and Booklets 


NEW YORK 


IF YOU ARE GOING 


TO THE 


Convention of the National Asso- 
ciation of Master Plumbers 


AT SALT LAKE CITY IN JULY 


Make sure you get the most out of yourtrip. Arrange to leave 
Union Depot, Chicago, at 11 P. M., July 12, on the 


CHICAGO MASTER PLUMBERS ASSOCIATION 


SPECIAL TRAIN DE LUXE 


VIA THE 


Burlington Route and Denver & Rio Grande 


Go with your friends—spend the time pleasantly on their magnifi- 
cently equipped train—partake of the royal entertainment and 
special features which will be provided enroute. 


Go via Denver, Colorado Springs, the Pikes Peak Region; see the 
Regal Rockies in day-light; go through Royai Gorge and the famous 
Canyon of the Grand River—and Glenwood Springs. 


‘By using this train, you can remain at home until the last minute 
and reach Salt Lake City in time for a good night’s rest before 
the opening of the big convention. 


Make your reservations early. For information address. 


Te A. J. PUHL 
Burlington Gen’l, Agt., Pass, Dept., Burlington Route 


Route 141 So, Clark St., Chicago 


siastic supporters among ‘“Ex-trade Union- 
ists,’ who do not seem to realize or properly 
appreciate their changed position or the 
dignity they should show toward it, in order 
to be entitled to, and receive the proper 
respect. 


THE UNION OR LABOR ORGAN 


HE Union paper or Journal is in 

; quite a different class and is not 

open to the criticisms previously men- 
tioned, is in a field by itself, is published 
and paid for out of the funds of the Union, 
raised by per capita tax and is therefore 
privately owned, paid for, distributed and 
read. 

As a Union mouthpiece and circulator of 
news and information of interest to Union 
men, it is without question the best and 
most economical method they could possibly 
adopt, while, on the other hand, as a gen- 
eral trade advertising medium, it has little 
or no value. 

A commercially operated Union paper 
would therefore be a poor investment, in- 
deed, as the best possible subscription rate 
would not pay much more than the mailing 
expense, and with little or no advertising 
income, the publisher would be liable to 
arrest for vagrancy by not having any vis- 
ible means of support. 


THE LEGITIMATE OR REGULAR TRADE 
PAPER 


a HE regular commercial trade paper 
is really the only correct method of 
accomplishing the purposes for which 

“Trade Papers” are published, and for 
properly covering the field in the reasonably 
free and open manner in which it should 
be done. It stands on its own merits and 
depends entirely upon its own ability and 
judgment for success—and succeeds or fails 
accordingly. 

Their subscribers pay for and read the 
paper because they want it, and in propor- 
tion to the net value that it actually is to 
them, and only continue so long as it is of 
value to them. When they cease to value 
it sufficiently to pay for it, the subscription 
is cancelled by the publisher and the name 
removed from the mailing list. The trade 
therefore do not continue to receive them 
whether they care for them or not, as in 
other cases. 

From the advertiser’s standpoint they are 
the best medium because they reach prac- 
tically all the people that the others reach 
and the many that the others do not, and 
that is what constitutes the value and fixes 
the price of space according. 

The advertiser also gets. material benefit 
by having his ads. appear in the company 
of other ads. from houses with established 


reputations, which gives the whole the 
proper tone of responsibility and respect- 
ability. 


The advertiser does not buy space to curry 
favor with publisher, to be a good fellow, 
or because he fears to refuse owing to 
any possible danger of offending some cus- 
tomer or because if he refuses he may get 
a carefully worded liner that hurts. 

He buys it because he wants it, thinks it 
is a good thing, takes as much or as little 
as he wants or can afford and feels that he 
is free to buy or not to buy as the spirit 
moves him, or his judgment prompts. 

From the reader’s standpoint, the ‘“‘Com- 
mercial Trade Paper” is by far the best 
medium, as it has the advantages of wider 
scope, editorial and news gathering ability. 
Through its being non-partisan, both sides 
of questions are presented, and readers are 
thus enabled to pass fair judgment and 
make deductions. 

The “Trade Papers” in the plumbing field, 
our “Trade Papers,’ are only too glad to 
give space and print the views and ideas of 
readers and advertisers, the only exception 
being the printing of arguments in per- 
sonal quarrels or matter that is personal, 
libelous, ridiculous or that lacks merit. 

To those who differ with me in part ar 
whole, in the foregoing arguments, I would 
suggest as one possible test to prove or 
disprove the arguments as to which is best, 
to see how many old copies or files of the 
different publications are kept as_ refer- 
ences, and which is saved and which is 
thrown in the waste basket. 

This will tell the tale better than anything 
I ean think of, and will prove or disprove 
the points in question, beyond doubt. 

You may say, and truly so, that we sel- 
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dom refer to old papers; but the test is 
pertinent, it portrays a human trait, because 
when we read something that pleases or 
interests us, we just naturally feel a little 
reverence toward it, and instinctively lay it 
away, while the other class goes to the 
waste basket just as instinctively. 


REDUCE THE NUMBER OF TRADE 
PUBLICATIONS 


good thing if we could get away from 

at least a part of this vast multiplicity 
of trade literature and be saved the time 
and trouble of reading a dozen publications 
to get what we value in them, when we 
could get the same result out of two or 
three. 

To advertisers I should also think this 
would be advantageous as all the prospects 
could be reached by well placed ad’s, in 
two or three instead of a dozen, at a ma- 
terial reduction in expense incurred, more 
especially as the advertising field is not a 
large one. 

Also think of what would be the result 
and saving in expense if these private print 
shops were dispensed with, and these edi- 
torial staffs, association fund solicitors, ete., 
and their combined energies were diverted 
to inventing noiseless closet valves, and 
odorless hoppers, or a_ secret process to 
make “Attar of Roses’ out of sewerage, 
non-chipping and non-crazing enameled 
ware, or non-corroding nickel plate and the 
thousand and one things we need. 

The makers of paper, printers’ 
etc., will hardly agree with us, in these 
views, but I honestly believe that if the 
journalistic ability of our trade was com- 
bined in two or three good commercial 
“Trade Papers” we would be better served 
than under the present multitudinous sys- 
tem, that is killing our mail carriers and 
taxing beyond the limit the advertising 
appropriations of manufacturers of and 
dealers in plumbing and steam specialties 
and supplies. 
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The Dayton Pump and Mfs. Co. 
A Factor in the Growth of 
Their City 
6 Be progress that has been accom- 


T would seem to me that it would be a 


supplies, 


plished by Dayton, Ohio, has been 

upon the scale of grandest magni- 
tude and results achieved are of the most 
gratifying and substantial character, re- 
flecting the utmost credit upon the en- 
terprising and public-spirited citizens. 
Taken as a whole, Dayton presents a 
Magnificent exhibit of thrift and enter- 
prise, while viewed in detail will be seen 
that the individual industries are what 
makes it great. 

A concern that has helped make Day- 
ton a great manufacturing and distribut- 
ing center, is that of The Dayton Pump 
and Manufacturing Company. 

This busin Ys was established in 1907 
and the concern manufactures power 
pumps and equipment for independent 
water supply. They occupy a modern 
factory with 15,000 square feet of floor 
space. The products of the company are 
sold throughout the United States and 
Canada. Six traveling salesmen repre- 
sent the house to the trade in this ter- 
ritory. Branches are maintained at New 
York and Philadelphia. The style of the 
firm was changed in March, 1911, from 
The Sanitary Pump Company to The 
Dayton Pump and Manufacturing Com- 
pany, but there was no change in the 
ownership or management. 

The officers of the company gre: F. 
M. Tait, president; Chas. Wuichet, treas- 
urer; Wm. T. Hatmaker, genera] man- 
ager. These gentlemen are firm hglievers 
in Greater Dayton and are doing much 
to make it the manufacturing and dis- 
tributing center for a vast territgry. 
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Experience 


and 
Profitable 


and a 
Guarantee 


The BELKNAP is a First Aid to the Hot 
Water System that is Overworked 


The BELKNAP GENERATOR is made of the best of steam metal, no iron 
used anywhere. A neat nickeled device—easy to install. No installation, new | 
or old, that the BELKNAP will not improve. 


The BELKNAP HOT WATER CIRCULATING COUPLING is designed to save 
LABOR and MATERIAL besides giving a more efficient circulation, and overcom- 
ing the many drawbacks often experienced IN THE INSTALLATION of hot water. 


Send for our booklet ‘‘THE BELKNAP SYSTEM OF HOT WATER HEATING.”’ 


Hot Water Heating 9 


Completely Controlled 


Comparison can scarcely be made between old style, large pipe, slow circulating, uncon- 
trolled hot water of the ordinary type, and hot water heating made entirely automatic by 
Honeywell Equipment and Methods. 

In the former, the large body of water heats and circulates slowly, often failing to heat ra- 
diators most distant from boiler. The circulation is very feeble at low water temperature, and 
boils freely at 212°. The large size piping is unsightly and costs more to install. “The radia- 
tors must necessarily be of maximum footage. Two end radiator connections means cutting 
and weakening floors and joists and the fire and dampers need frequent attention. 


With the completely controlled Honeywell System the owner does nothing but coal the 
fire and remove the ashes once or twice per day, even during coldest weather. The rooms 
are automatically kept at any desired temperature day and night, with absolutely no attention 


to drafts or dampers. 
Water Cannot Boil 


The water can be heated in a Honeywell System to a temperature as high as 240°, yet 
it cannot be made to boil. The complete control and regulation of both room and water tem- 
peratures makes this possible, and is a feature that will be greatly appreciated by those having 
experience with ordinary hot water plants. 

The one end radiator tapping. . The small size piping and valves. The broad range of 
temperature. The continuous circulation of water through all piping, whether radiators be 
turned off or on, and the absolutely automatic control makes the Honeywell System far super- 
ior to all other heating systems. 

Notwithstanding all of these unparalled features, the Complete Honeywell System of Con- 
trolled Hot Water Heating costs no more—often less—to install than common old style hot water. 


Our new booklets tell all about it. They will be mailed for the asking. 


Honeywell Heating Specialty Co. 
Wabash, Ind. 
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It BURNS the SMOKE 
We have built a Boiler 


especially designed for 
burning soft coal. 


It has coking chambers in 
which the coal is coked as it 
feeds into the fire. 


It burns coke all the time. 


It is made in 16 sizes for 


both Steam and Hot Water. 


Illustrated catalog describing 
our full line of both hard and 
soft coal boilers is yours for 
the asking. 


Shall we send you a copy? 


GORTON & LIDGERWOOD CO. 
96 Liberty St., NEW YORK 


BOSTON: 182 High St. CH!CAGO: Fisher Bldg. 


The WILSON HOTEL 


SALT LAKE CITY, UTAH 


2% blocks from Convention Headquarters. 
300 rooms without bath 75 cts. to $1.50 a day; 
150 rooms with bath, $1.50 to $2.00a day. 
Popular priced restaurant. Send for 
Pamphlet P, 


Plumbers’ 
Slate 


We have two large factories 
and produce more than a 
carload of milled slate daily. 


Our reputation for execut- 
ing Plum ers’ detail work 
carefully ad accurately has 
been well earned. 


We will appreciate the 
favor if permitted to quote 
you prices when you are in 
the market. 


Urinals, Shower Stalls, 
Water Closets, Base, 
Wainscot, Drain 


Boards 


The Phoenix Slate Co. 


Penn Building 
WIND GAP, PA. 


ICHARD B. FINN, ac- 
companied by his wife, 
left Chicago, June 6th, 
for an extended vaca- 
tion trip to the Pacific 
Coast. They will visit 
Los Angeles, San Fran- 
cisco, Portland, Seattle 
and other Western 
cities and intend to ar- 
rive in Salt Lake City 
about the middle of 
July in time to take in 
the National Conven- 
tion: Dick is a delegate 
from the Chicago local 
association. 


D. F. DeWar, an old-time Chicago plumber, 
has recently re-engaged in business at 5108 
Calumet avenue. He was in business at 
the Isthmus of Panama, and Venezuela, in 
South America. 


F. J. Richmann has moved his plumbing 
business from the West to the North Side, 
Chicago, Ill. He was formerly located at 
919 W. 12th street, but is now established 
in nice ‘headquarters at 1257 Wells street. 


John Glotzbach, formerly located on 
Fifth avenue, near Madison street, Chicago, 
Ill., has recently moved to new quarters at 
321 W. Washington street, where he has 
larger and more attractive quarters. 

Wm. Jones, foreman for B. J. Farwell, 
Chicago, Ill., has lately gone into the plumb- 
ing business. He has formed a partnership 
with Wm. Moston, 145 S. Fifth avenue. The 
firm, it is understood, will be known as 
Jones and Moston. 


Wm. Fehrenkamp, formerly located at 
2940 92d street, Chicago, Ill. now has his 
plumbing shop at 8929 Commercial avenue. 


B. J. Farwell has the contract for the 
plumbing of the ten-story addition now be- 
ing built to the Boston Store at Madison 
and Dearborn, streets, Chicago, Ill. 


Frank P. Schuster recently returned with 
his wife from a two weeks’ vacation trip to 
West Baden, Ind. Although busy with a 
large number of plumbing jobs, Frank has 
had time to have plans drawn for the 


erection of a handsome three-flat building, - 


which he intends to put up. 


R. P. Burton, the Chicago manager of the 
Magee Furnace Company, left, June 8th, 
for a trip to Salt Lake City. He also in- 
tends to call upon the trade in Denver, 
Omaha and intervening towns. Mr. Burton 
states that it is quite possible he may go 
out again to Salt Lake City to attend the 
National Convention, and accompany the 
Chicago delegation. 


The firm of Heintz & Rassmussen, 1127 
Argyle street, Chicago, Ill., has considerable 
plumbing and heating work. They have 
recently started work on the new hotel on 
Evanston avenue. This is a fire-proof 
structure and will have 100 bathrooms. 
This firm also has the contract for the 
plumbing and heating of several large 
apartment buildings on the North Side. 


Frank Farwell, until lately plumbing 
supply salesman for the Western Plumbing 
Supply Company, 119 N. Desplaines street, 
Chicago, Ill., has recently started in the 
heating business for himself. He has es- 
tablished headquarters in the Rialto Build- 
ing. He is a brother of B. J. Farwell and 
was with the latter for about five years, so 
that he is not without experience in the 
heating line. 


Gottlieb Thumm, of the well-known plumb- 
ing and heating firm of Noble & Thumm, 
2313 Lincoln avenue, Chicago, IIll., has lately 
retired from business. He has bought a 
place near Buchanan, Mich., and for the 
greater part of the year will make his home 
there, enjoying a well-earned rest from act- 
ive business life. Mr. Thumm, however, will 
retain his interest in the firm. Messrs. No- 


ble and Thumm have been eminently suc- 
cessful in both the plumbing and heating 
lines. In addition to a prosperous business, 
the firm has large real estate interests in 
Chicago and owns several large apartment 
buildings on the North Side. 

Two large plumbing contracts have been 
let within the past two weeks in Chi- 
cago: The Continental Commercial National 
Bank, and the grocery of Sears, Roebuck & 
Company. The plumbing of the Continen- 
tal Commercial National Bank has been 
awarded to M. J. Corboy Company, 178 W. 
Randolph street, and the contract for the 
plumbing of the Sears, Roebuck addition, to 
Carl J. Stein, 853 S. State street. 

B. W. Dreyer of Harvey, Ill., has lately 
returned from a _ several weeks’ stay at 
White Lake, Mich., where until lately he 
owned a one hundred acre farm. Mr. Dreyer 
has also lately sold his property interest at 
Harvey, where he has been engaged in the 
plumbing business for the past two years. 
He formerly conducted a shop in Chicago 
at 69th and Halsted streets; but is not fully 
decided whether he will re-engage in the 
plumbing business. 


The master plumbers of Chicago will un- 
doubtedly be glad to learn that the Sewer 
Permit Office is to remain on the fourth 
floor of the City Hall. In a reply received 
by E. J. Benning, president of the local as- 
sociation, from L. E. MeGann, commissioner 
of public works, the latter states that there 
is no intention of moving the Sewer Depart- 
ment from its present quarters. There was 
some rumor that this department was to be 
moved to the tenth floor of the City Hall. 


W. T. Hagemann, a former. Chicago 
plumber, who has been away from the city 
for the past six years, has recently returned 
and formed a partnership with Jas. Dough- 
erty, under the name of Dougherty and 
Hagemann, 4531 E. Ravenswood Pk., to 
whom he sold out when he left Chicago some 
years ago. During his absence from the 
city, Mr. Hagemann was engaged in the 
plumbing business in Landis, Wyoming, but 
found it necessary to return to Chicago on 
account of his wife’s health. 


Se 
To Manufacture and Sell Heating 


Specialties 


HE Laue Manufacturing Company 

of Chicago Heights, Ill., has been 

incorporated with a capital of 
$6,000 to manufacture and sell machin- 
ery, steam specialties, etc. The incorpo- 
rators are Henry Bandenius, John A. 
Russell and Wm. H. Laue. 


—_——_sro——— 


South Side Chicago Master 
Plumbers Install New Club 


President 


HE South Side Chicago Master 

Plumbers’ Business and Social Club 

has taken a new lease of life as 
was evidenced at an enthusiastic meeting 
in their hall, 47th and Halsted streets, 
on Tuesday evening, June 11th. John 
Delehant was duly installed as president 
of the club to sueceed Jos. Killeen, who 
has given up the plumbing. business. 
Frank Gerke was installed as vice-presi- 
dent. A great many of the members who 
lately resigned have returned to the fold 
and will continue their membership 
under the new administration. The total 
membership at the present time is 
about 150. J. H. Curtin is the secretary. 


; 
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Two New Lines. 


We desire to inform 
the Trade, and our old 
customers in particular, 
that we have added 
two new lines. 


We can now supply 
your wants for Electric 
Water Lifts, and Hy- 
draulic Power Wash- 
ers. 


The goods we have 
to offer are high grade 
and will give absolute 
satisfaction. 


Write for Circulars, Prices and Full Information 


The Ohio Pump & 


Brass Co. 
COLUMBUS, O. 


BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

Catalog on request 


eg nant TTT 
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Western Plumbing 
Y Supply Co. 
/) 117-119 No. Desplaines St. 


Ny CHICAGO, ILL. 


To order A. D. M. Co's 
up-to-date, Strictly Sanitary, 
High Grade Wastes and Traps. 
Vhe Quality Line that AL- 
WAYS PLEASES PARTICU- 
LAR PEOPLE. They save 
you time and money, Your 
nearest jobber will supply at 
factory price, or we will ship 
direct if cash accompanies the 
order. Send for Catalog and 
Master Plumbers Discount 
hes eo will save you dol- 
ars. 


A. D. Manufacturing 
Co. 
Detroit, Mich., 


U.S.A. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe.- 


The A. & J. Manufacturing Co. § 


559 West Lake St. 
Chicago, Ill. 
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i Wodern Methods of 
| Mater Suppl 


BY CLEM 


HERB is still another method 
of water supply that utilizes 
the air-tight steel tank in which 
to compress a quantity of air, 
which is used as the motive 
power to operate a submerged 
pump, thereby supplying water as fast as 
the pump in the well will operate. No water 
is stored, and the capacity of the pump (not 
the quantity of water under pressure) con- 
trols the available supply. An engine or 
motor must be used to operate a power air 
compressor, from which the air is piped to 
the tank. The air pressure from the tank 
is exerted through a line of pipe to the 
pump submerged in the well, which operates 
as the faucet is turned on at house or barn. 

We will now take up the hydro-pneumatic 
water supply system. The principle that is 
used in operating this system is very old, 
having been used by scientists and chemists 
in connection with apparatus for laboratory 
work for years. Several today lay claim to 
priority in adapting the principle to water 
supply, but you may travel in many parts 
of the country and receive an invitation to 
inspect a pressure water tank that was in- 
stalled by a local plumber or machinist fif- 
teen or twenty years ago, with a claim of 
being the originator. It is a hard matter 
to say who adapted the principle first, as 
several conceived the idea about the same 
time. 

Hydro-pneumatic water systems may be 
operated by hand power, gasoline engine, 
hot air engine, steam engine, electric motor, 
or hydraulic ram. 


N practice a steel tank or container that 
I is absolutely air-tight, with an inlet 
and outlet both near the bottom, is used 
to store and force the water where needed. 
By closing the outlet to the tank, and pump- 
ing water in at the bottom, the water gradu- 
ally rises in the tank, but without displac- 
ing any of the air, which has no way of 
escape, since the water is held in the tank 
by a valve. Starting with no pressure, but 
with the tank full of atmospheric air, the 
pumping of water into the bottom of the 
tank gradually compresses the air. When 
water is pumped in and occupies half the 
tank capacity, the compressed air in the 
upper part exerts a pressure against the 
water of fifteen pounds. When two-thirds 
full of water, the pressure will be thirty 
pounds, enough to supply water to any part 
of a two-story house with ample force. By 
pumping more water into the tank, a pres- 
sure of fifty to sixty pounds is secured with- 
out difficulty. 

This, in brief, is the idea of the hydro- 
pneumatic water system of the present day. 
Many improvements have been made since 
it was originated, all of them providing for 
the easier operation of this essential prin- 
ciple. 

One of the principles was to produce as 
nearly as possible the sanitary conditions 
of a cased deep well. The heavy air-tight 
steel tank represented the steel casing of 
the well, the opening through which water 
was pumped in at the bottom represented 
the source of supply, and the air compressed 
in the tank being the power used to dis- 
charge the water as needed. No outside air 
ean come in contact with the water and as 
water is constantly being pumped in and 
used out, there is no possibility for it to 
become stale or stagnant. 

By placing the tank in the basement or 
in a suitable pit, the water is kept practi- 
cally as cool as in the well or cistern,as 
well as protected from frost. No expense 
is necessary to keep the tank in order, no 
tower to build, no painting or other repairs, 
and in fact it becomes a real flowing arte- 
sian well, delivering water with ample pres- 


(Concluded in this issue) 


ERISMAN 


sure at the turn of a faucet handle. 


N order to deliver all of the water from 
I a hydro-pneumatic tank to the first or 
second floor of a building, it is neces- 
sary to have a small excess air pressure 
in addition to atmospheric air already con- 
tained in the tank. This excess air can be 
pumped into the tank by a separate air 
pump or compressor, but in practice it is 
found advisable to mount on the hand or 
power pump a small compressor operated 
by the same piston rod. This compressor 
pumps a small amount of air at each 
stroke, and delivers it into the tank with 
the water. In this way the air is mixed 
with the water and bubbles up through it 
in the tank, which aerates and purifies it. 
Some air is absorbed by the water as it 
flows from the tank into the water pipes, 
and this method of replacing it is found to 
work most satisfactorily and with the least 
attention. 

There always will be a large demand for 
hydro-penumatie water systems operated by 
hand, because of their comparatively small 
expense. A great many small suburban 
homes now use these hand outfits with a 
tank that will deliver an average of one 
hundred gallons or more at one pumping. 
The pump used is a double acting force 
pump with both gate and check valves 
placed between it and the tank. A water 
gauge on the front of the tank shows the 
height of water within and a pressure gauge 
is used to indicate the force behind the 
water. In many homes one tank is used 
for hard water and another for cistern or 
soft water, utilizing the same pump by in- 
stalling the necessary additional piping and 
valves, 

Recent improvements in hand power out- 
fits provide a pump mounted onto the side 
of the tank, which makes the cost of 
material and installation somewhat less; by 
using a cog gear handle the leverage in 
pumping is increased, thereby reducing the 
exertion necessary to operate pump. 

Hand power water systems are not so well 
adapted for farm use on account of water- 
ing stock, etc. The many uses for water 
require larger equipments to give the best 


results. For that reason I will suggest the 
power outfits as especially adapted for 
farm use. 


The gasoline engine has come into general 
use and is such a real necessity on the up- 
to-date farm that its power for operating 
pumps is very popular. With a gas engine 
already on the farm, it is a relatively sim- 
ple matter to utilize this power to operate 
a water supply system. 

I want to say a few words about gasoline 
engines—this is a day of specializing—and 
it applies to manufacturers of gasoline en- 
gines perhaps as much as to any other line. 


HERE are hundreds, you might say 
thousands, of different makes of gas 
and gasoline engines on the market, 
and while you will find the majority are 
commercial or general purpose engines, you 
will also find engines being built for special 
purposes to operate certain classes or styles 
of machinery—for instance you can secure 
@& gas engine so governed that it will operate 
a low voltage dynamo for direct electric 
lighting without a perceptable variation in 
the current, built for this particular use. 
Gasoline engines are also built and specially 
designed for operating supply equipments. 
The development of the hydro-pneumatic 
system of water supply has necessitated in 
many cases a complete reversal of pump 
practice, the result of which has been many 
new and improved types that are particu- 
larly adapted for this work. 
As to whether the pump is to be operated 
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INSTALL THE“KEENAN KIND” 


Sanitary 
Slate 
Fixtures 


in Shower 
and _ Toilet 


Rooms, 


Laundry 
and Kitchen 


and insure satisfaction to your customer 
and prompt settlement of your bills. 


B5% 


Our Genuine Bangor Certificate Slate is absolutely Sanitary, Durable, 
Non-Absorbent, Non-Combustible, therefore is fast supplanting the use of marble. 


Cuts shown herewith are butafew taken 
from our large illustrated Catalog B which 


is yours for the asking. 
We furnish 


fixtures com- 
plete with brass 
work required 
to erect and all 
are set up in 
factory before 
shipment is 
made. 


Keenan Structural Slate Co. 


12 Washington Street 
BANGOR, PA. 


It is easy to quote low, but mak- 
ing good is the reputation 


The Penn’a Structural Slate 
Company, 


makers of Sanitary Structural Slate 
and Natural Slate Blackboards 


The Penn’a Structural Slate Co. 
Pell Bldg., Easton, Pa. 


WHEN IN SALT LAKE 
\STOPAT rHeK ENYO 
Long Life Greater Adjustment as 


This WATSON adjustable roof flashing is made of ie ae at 
heavy copper. It is practically indestructible. : 


There are NO SEAMS and NO SOLDER at the roof 


line. You can set itin two minutes. When once set 
it STAYS PUT. 


Send for complete particulars 


Davis-Watson Mfg. Co., Inc. 
Nashua, New Hampshire 


* 


Plan ie 


To Plumbers and Master Fitters 


HE above slogan, which appears in our July regular advertising, will be 
read by millions of property owners. Are you ready to meet the demand 
for the Underfeed? An exclusive sales agency isa bonanza because of the 

exclusive money-saving advantages of the Underfeed. You can prove by fac- 
simile letters of hundreds that Coal Bills are cut 1-2 to 2-3 by the installation of 


WILLIAMSON 
UNDERFEED BOILERS 


Many an Underfeed Agency which began with a one boiler or- 
der is now buying in carload lots. Every Underfeed Boiler which 
you install means a persistent, enthusiastic, all-time booster for 
you. Here’sa characteristic sales-promoting letter from Howard 
Weiss, Seigfried, Pa., Ist Vice Pres’t of Pennsylvania Ass’n of 
Postmasters, written April 19, 1912: 


“Last winter, my two Underfeed Boilers saved me $122 
in coal cost.”’ 


Let us tell you of our special offer to put an Underfeed Sample 
Boiler on your floor NOW. It will prove a most convincing silent 
Salesman. 


Our continuous national advertising creates big business and to 
get YOUR share write TODAY for FREE Catalog and Sales 
Agency Proposition. Services of our Engineering corps FREE, 


The Williamson Foundry Co, 
438 West Fifth Ave. Cincinnati, O. 


WATROUS 


Bracket Drinking Fountain 


Made of One 
Piece Heavy 
Vitreous 
Ware with 
Vitreous 
Ware Bub- 
bling Cup 


“‘Unquestioned 
Superiority ”’ 


Here’s Just the Fountain You’ve Wanted 


The Watrous is the latest and most approved Bracket Drinking Fountain. 
The supply and waste pipe connections can be easily made back of the wall. 


The bubbling drinking cup can be operated by means of a self-closing 
valve, or with loose key stop when a continuous flow of water is desired. 


_ Our new automatic regulator furnished with this fountain controls the 
height of water flowing from drinking cup, regardless of varying 
water pressure. 


Watrous Bubbling Drinking Fountains and Faucets are designed to meet 
every requirement. Write for illustrated descriptive matter. Glad to send it. 


The Watrous Co. 1675 Fisher Bldg.  Chigago, Ill. 


(NOT INC.) 
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by belt from a line shaft, or direct from years, as well as to the manufacturers of | 


the engine, is a matter depending upon many 
things, the location of the well, the size of 
the engine, the question of freezing, etc. 
Each case is different and the one who sells 
the plant should be given an opportunity to 
suggest the arrrangement and style of out- 
fit to obtain maximum results. 

A modern type of gasoline driven outfit 
consists of a combined engine and pump, 
the engine being geared to the pump so that 
it avoids the use of belts. This makes a 
most compact outfit, and utilizes the full 
power of the engine direct on the pump. 
The engine used in this service can be 
readily disconnected from the pump gearing 
and be used for driving other machinery 
by belt. 

So far has the gasoline driven outfit been 
perfected that by an ingenious little device 
the engine is automatically stopped when, 
say, fifty pounds pressure has been de- 
veloped in the tank, so that it is not even 
necessary for the operator to remain with 
the outfit to stop it, 

HE operation by steam engine natur- 

4 ally resolves itself into a belted drive 

from line shaft to pump, or direct 
from engine to pump. Quite a few steam 
actuated pumps are used in connection with 
hydro-pneumatic water supply, but are 
seldom seen upon the farm. 

The hot air engine has proven its worth 
in many cases, especially where all kinds of 
fuel can be used for heating the air. The 
expansion of the air in the cylinder as it is 
being heated, causes the piston to operate 
and the drive wheel to revolve. 

Electricity is coming to play an important 
part in the development of water supply 
systems. The power of the motor is util- 
ized in a number of ways, one familiar type 
of electric rig being operated by a belt from 
the motor to a pulley on the pump. Motors 
as small as one-eighth horse power and up 
to the largest are utilized. 

Motors of slow speed geared to the main 
shaft of a pump head are in quite general 
use. In some cases a silent chain drive is 
preferred, although the principle is much the 
same as the belt drive. 

The worm gear type of drive obviates the 
necessity for belts and has the advantage 
of compactness and automatic oiling. 

All these types of electric outfits are sus- 
ceptible of automatic control, an electric 
controller being available that without the 
attention of the operator will stop the motor 
when the pressure in the tank has reached, 
say, sixty pounds, and will start it up again 
when the pressure has decreased to, say, 
forty pounds. This variation can be changed 
to suit the conditions. All the attention 
needed in such a case is occasional oiling. 

believe that before many years electricity 
I for power and lighting will be in gen- 

eral use practically everywhere. Even 
now in our state there are several central 
producing plants that are stringing their 
wires from one small town to another, fur- 
nishing electric energy for operating motors 
and lighting. They do not overlook the 
farmer as they go along, but want his pat- 
ronage if not too far away from their wires. 
The extension of their service will gradu- 
ally intersect the state. 

The trend of farm- practice nowadays is 
not to cultivate more acres, but to cultivate 
fewer acres more intensively. Labor cost 
is actual expense—that which reduces the 
need for hired labor is the thing that makes 
for added profits—more convenience—better 
living. 

And after all, what is our object in this 
life? Do slavish methods get us happiness? 
Does the acquiring of money make life more 
worth the living? Don’t these modern sani- 
tary conveniences add to our happiness 
without decreasing our usefulness to our- 
selves and our fellow men? 

After reviewing what I have read to you, 
what is left to be done? The facts are,— 
the country water supply business is in its 
infancy. Stop for a moment and think of 
the field that remains untouched. Each one 
of you can probably bring to mind at least 
twenty acquaintances who have no modern 
sanitary equipments in their homes, and 
what is true in the territory where you are 
acquainted, is pretty largely true all over 
North America. 

HOSE of you who are attending this 

f great school of learning are in a 

position to gather a great deal of in- 
formation that will be of use to you in later 


modern equipment. You have here every 
facility for experimenting and testing new 
apparatus and I am sure there is not an 
up-to-date manufacturer in the state who 
will not gladly co-operate with you to the 
extent of loaning his machine for this ex- 
perimental work in exchange for the nae 
ideas that might be brought out as a resul 
of the thought and experiments worked out 
here. &, 

It has been but a few years since your 
fathers, who made this great university pos: 
sible, were endeavoring to work out a plan 
whereby they could dispose of the water 
which during some seasons of the year 
would spread over their entire propery. 
This problem has been worked out and that 
land, as a result of draining, has increased 
in value tenfold;. but much of this great 
work would not have been done were it not 
for legislation, which said to some of the 
landowners, “You must do your share to- 
wards placing this land in a more tillable 
condition.” 3 

I therefore suggest that you encourage 
legislation along the line of modern sanitary 
appliances for school-houses, churches, and 
all villages; in fact, every place where there 
is or will be at certain times an assembly 
of people. 


a pet 


An Authority on Acetylene Gas 
Machines and Lighting 4 


HIS is the genial phiz of Francis B. 

: Ray, Acetylene Ray, as he is some- 
times called, not because of unusual 
brightness, but because he has been an 
acetylene generator salesman for lo these 
many years. During all of these years he 


has sought to do : 
a 


business with 
plumbers’ with 
indifferent suc- 
cess. He has 
found them a 
very industrious 
set of people, so 
much so that it 
has been difficult 
to interest them 
inthe sale of 
acetylene gene- 
rators, the usual 
response being, 
“People are 
afraid of them, % 
whether justly or FRANCIS B. RAY, 
not, we do _ not Macoms, ILL. 
know, but we 4 
can’t afford to spend our time in trying to 
overcome the prejudice which makes them 
so hard to sell.” 5 
Mr. Ray is an old soldier and opposition 
only excites his determination to overcome | 
it; he has therefore brought out a generator 
of his own invention which he claims can 
be sold more readily because of his new 
principle of non-venting; which means, ad- 
mitting no air; which means, no dangerous 
mixture in any part at any time; assur-— 
ing absolute safety from internal explo-- 
sion. He has rented a small corner in our 
“apartments” on purpose to get the ear of 
plumbers and gas fitters who constitute ou 
family, and will be heard from at least 
once a month for the next year or more. 
His generator is called “The Original No 
Venting Acetylene Generator’; his firm, 
Ray & Lawrence, Macomb, Illinois. 


THE QUITTER 


HAT, beaten you say? You’re stil 
breathing, 7 


And talking and walking’ aroun 
If you’re dead, sure, you ought to be leavi 
For your place is under the ground. 


There’s no room on the earth for a quitter 
There’s work to be done every day; 
And a man who admits he is beaten 
Is only around in the way. 


The way that you travel’s a hard one? 

Have you tried to improve it at all? 
Ever picked up a stone? You don’t answer, 
And you dare complain when you fall. _ 


Run along, I’ve no time for a quitter; 
I have troubles enough and to spare; 
And the prizes of life only go to the man 
Who is ready to do and to dare. = 
By Auburn. No. 31117. q 
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SPEGIAL 
NOTIGES 


PARRA AREA ae 
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of two cents a word. 


WANTED — FIRST-CLASS COMBINA- 
tion plumber and steam fitter. Open shop. 
Apply to Tholen Bros., Leavenworth, Kans. 

WANTED — PLUMBING ESTIMATOR 
for first-class shop. State ability and salary 
wanted. Apply, Hayward & Dods, Victoria, 
Bis 

PLUMBING SCHOOL—WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today, Stout Institute, Menomonee, Wis. 

WANTED — TO BUY FIRST-CLASS 
plumbing business in town of from 10,000 to 
30,000 population. No dead one. Address 
172, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—PLUMBING BUSINESS IN 
the best town in Idaho. Stock will invoice 
$5,000. Population, 6,000. Business, good, 
but owner wishes to retire. Address P. O. 
Box 687, Idaho Falls, Idaho. 

WANTED — A PLUMBER — MUST BE 
married, must have his own tools, plumber 
and steam fitter. Must have year’s expe- 
rience at the business. Address 162,. c/o 
THE PLUMBERS’ TRADE JOURNAL. 

“PLUMBERS’ PROBLEMS” IN SELL- 
ing and collecting are helpfully solved by a 
series of six letters issued to the trade at 
25 cents for the set, by W. H. Cook, 170 
Broadway, New York City. 

WANTED — SALESMEN, EVERY- 
where, on commission, to sell plumbers’ cast 


less will be charged for insertions under these headings. Additional words at the rate 
Cash or stamps must accompany order. 


Help Wanted, Business Opportunities, 
Situations Wanted, Salesmen Wanted, 
Exchanges and Miscellaneous Notices. 


A uniform Rate of 50 cents for 25 words or 


IN FINE RESIDENCE DISTRICT—GO- 
ing plumbing shop with well established job- 


bing trade. Excellent opportunity for right 
party. For particulars inquire Chicago Mas- 
ter Plumbers’ Ass’n, 718 Schiller Bldg., Chi- 
cago, Ill. 


FOR SALE—MY PLUMBING, HEATING 
and sheet metal business in the shoe city of 
Brockton, Mass. Highest paid operatives in 
the world. All trades unionized. Never have 
labor troubles. V. R. Donovan, 727 N. Main 
street, Brockton, Mass. 


I MAKE A SPECIALTY OF FIGURING 
on all sorts of brass and iron valves, special 
fittings—and other small products—and can 
save you money if given an opportunity to 
quote you on your wants. Box 170, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


PARTY IN THE MARKET FOR FULL 
line of plumbers’ brass goods, valves and 
fittings, plumber’s rubber’ goods, tools, 
specialties and sundries. Will be pleased to 
hear from manufacturers and agents. Other 
similar lines also considered. Box 169, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


SALESMEN WANTED — WE DESIRE 
the services of several good salesmen to 
cover territories east, south and west, to 
market our well-known line of water-closet 
combinations. Excellent opportunity for ex- 
perienced salesmen. Applicants must state 
age and past experience, and be prepared to 


The 


Does All the Work Him- 
self in His Own Shop 


Successful Plumber 
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There are few times 
when it pays to sub-let or 
“farm-out’’ work, such as 
pipe threading. 


To get the best work, to 
get it on time, and to know 
that its cost is the lowest, 
you should operate your 
own pipe threading ma- 
chine. 


Any man can operate the 
Merrell and do good work. 
Nothing complicated’ or 
complex about MERRELL 
PIPE THREADING MACHINES. 


They have large capacity; 
thread steelor wrought pipe 
equally well with same 
dies; have improved quick 
cutting off tools and they 
are accurate to a hair. 


There are a dozen points of Merrell Supremacy you should know. The 


catalogue tells them. 


Write for it; It’s free. 


Address 


THE MERRELL MFG. CO. 20 Curtis St., Toledo, 0. 


Eastern Office—Real Estate Trust Building, Philadelphia, Pa. 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on the 


Stop! Read! and Consider!! 


Which is the better off, the man who 
has a good trade, or he who belongs 
to the vast army of unskilled workers? 


iron enameled ware to plumbers in limited Pacific Coast 
territory, same as jobber’s salesmen as a 


side line. Address 166, c/o THE PLUMBERS’ 


furnish references. All correspondence 


treated confidentially. Address Cooper Sani- Vente oe ended iP 


1881, and endowed, provides practical 


POSTAL 
TELEGRAPH 


tary Mfg. Co., 17th and Cuthbert streets, 
EAE ed Cn Philadelphia, Pa. _ BUILDING SAN FRANCISCO CAL. instruction in various trades for young 
F ete eS TR Ga ee . Full day courses $25 to $45; 
plumbing and heating business in city of I HAVE BEEN IDENTIFIED A EN- ae 3 ? 
500,000. Owner has other business requir- eral salesmanager for New York Gee an MECHANIC’S LIENS evening classes, $12 to $16. Mlustrated 
ing entire time. Splendid opportunity for New England States for the past fifteen filed and foreclosed. Collections every- catalogue, showing trades taught and 
hustler. Address 161, c/o THE PLUMBERS’ years, selling to the jobbing trade of plumb- where. Breach of contract cases. Bank- giving full particulars, mailed free on 


ruptcy and other legal matters. Satisfactory 
terms. References, New York and out 
of townparties. JACOBFRIEDMAN, Attor- 
ney and Counselor at Law, 302 Broadway, 
New York. Telephone 1676 Worth 


TRADE JOURNAL. 

WANTED—COPIES OF THE PLUMBERS’ 
TRADE JOURNAL for September 15, 1908, and 
December 15, 1908. Parties having these 
numbers will kindly address Box 171, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


ers’ supplies, and am seeking to represent 
manufacturers in this territory with line of 
enamel iron ware, malleable iron fittings, 
brass goods, or in fact any line that the job- 
bers of plumbing supplies handle. Address 
164, c/o THE PLUMBERS’ TRADE JOURNAL. 


The Forbes 


Has the Valuable Self- 
Contained Feature 


Turn on the Switch and 
It’s Ready For Use 


- The high working efficiency of the 
Forbes” Motor Driven Pipe Cutting and 
Threading machine is our advance agent 
for every sale. 


application. Address, 
NEW YORK TRADE SCHOOL, 
1254 First Avenue, New York City. 


Plumbers ana Steam Fillers Library 


“s bas 
PIPE WORK 
“STEAM 
HOT-WATER 
AND CENTRAL 


STATION 
HEATING 


iemmeneer = 
ee nell a 


DRAINAGE ‘PES g-prTtiX 
SEWERAGE BOILERS 
, YATE SUPPLY eee of 
\ PLUMBING PLANS SEATING AI” 
Anpayspectio’ VENTILATION 


GAS ‘SUPPL! 
PLUMB) 


ae Most Practical 
In the World 


HEATING. 
When there’s an opening crear 
for a machine ofthis type, 
the “Forbes” is specified 
because of its many satis- 
fied users. 


—— 
i cco ene 


This Library consists of 5 Volumes selected from the 111 Volumes 
of the International Library of Technology that cost over $1,500,000 
in its original preparation. It contains knowledge obtained through 
years of experience by the greatest industrial institutions in the world. 
The matter has been written by the foremost technical experts and 
illustrated by a staff of artists and draftsmen. In these Volumes are to 
be found the latest and best methods of work. This Library is the 
only practical technical Library in existence for those having no knowl- 
edge of the higher mathematics. 


The motor application is 
a feature that makes the 
“Forbes” different even in 
this part of its make-up. 


Note how compact and yet 
how convenient every ad- 
justing lever is located. 


The cabinet base protects 
motor from oil and chips, 
also from breakage which 
would resultfrom dropping 
heavy lengths of pipe and 
ittings. 


This Plumbers and Steam Fitters’ Library is a storehouse of the world’s best 
thought and practice. The Volumes are durably and handsomely bound in 
three-fourths red morocco, stamped and numbered in gold. The books are 
printed on a high-grade book paper, and the type is large and easy to read. 
Each Volume is 6 by 9 inches in size. 


While the “Forbes” is 
sturdy enough for all the 
big jobs, itis also light 


poonen oe epee tle a BOO CO OO OOO SITS TI A 
over the shop, bei : : 
necessary to attach the feed If you will mark and mail the ¢  |NTERNATIONAL TEXTBOOK COMPANY * 
wires, turn on the switch, attached coupon, we willsendtoyoua ¢ Box 972, S ton, P. . 
and you are’ ready for circular containing a full synopsis of ?~ win ig Mie Saeco tang : 
wherever you wantit, all the Volumes of the International  § 4, .iif2"a regard to the International Library of Tech: ° 
Library of Technology. Mailing the @ nology, with special reference to the Library of Picking ° 
. ; ‘ coupon will cost you only postage and + "esting andiVen-saLicn. ‘ 
We'll send literature for further investigation if you'll write will place you under no obligation. 3 : 
Every man engaged in the work of ¥ Name ‘ 
° e i i d ntilation ¢ 

plumbing, heating and ve 4 
The Curtis & Curtis Company should know about this Library. ; ake 7 

oes . 
e . 
65 Garden Street Bridgeport, Conn., U.S. A. Mark and Mail the Coupon NOW! ; ‘ 
© City. State : 
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Plumbers Appreciate 


in any position 


because it will operate 


THE PENNIE 
Back Water and Sewer Gas 


VALVE 


Inclined, Vertical or Horizontal, it makes 
no difference, the Pennie Back Water and 
Sewer Gas Valve always works right. This 
is a feature not possessed by other similar 
devices. 


CATALOGUE ON REQUEST 


THEKENNEDY VALVE MFG.CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA N. Y. 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 

Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL,, Monadnock Bldg., SAN 

) FRANCISCO, CAL. 


Ma COAST LINE 


MACKINAS 


cS 
oe 2. 
P29 


TOLEDO 
PT. HURON 
BUFFALO GODERICH 

NIAGARA FALLS ALPENA ST.IGNACE 
BSSSSS SSS SSS SSSA 
14 THE CHARMS OF SUMMER SEAS () 


Spend yourvacationontheGreatLakesthemost 
economical and enjoyable outing in America. 

Daily service is operated between Detroit and 
Cleveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way ports; daily service between Toledo, 
Cleveland and Put-in-Bay. 

A Cleveland to Mackinac special steamer will 

operated two trips weekly from June |5th to 
September 10th, stopping only at Detroit every 
trip and Goderich, Ont., every other trip.—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
Steamers. 


CLEVELAND 


FRADE : 
HOT BLAST, 
Mart 


Made for gaso- 
line. Has auto- 
matic BrassPump 
in Tank. 

Has “Old Reli- 
able’’style of Bur- 
ner. Heats pair 
of soldering cop- 
persand melts pot 
of metal at the 
same time. 

Top section can 
be removed and 
the furnace used 
as a blow torch. 
Our new Non- 
Leaking Filler 
Plug is furnished 
with the No. 112. 
Consumption—one 


No. 112 Turner 
COMBINATION 
FURNACE 


in 


| 
ms 


7 
Price $4.50 each 
Capacity—3 quarts. 
pint per hour. 
All jobbers sell at factory prices. 
Send for eatalog of the complete Turner 
line. Itis yours for the asking. 


The Turner Brass Works 


SYCAMORE, ILL. 


Griffin’s Patent 


J. H. GRIFFIN 
- 506 W. 26th St., New York City 
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Twenty-Fourth Annaal Convention of 
the National Association of Master 
Steam and Hot Water Fitters at 
Atlantic City, N. J., Jane 10-11-12 


AND H. S. ASHMUN 
Looxine ‘“’EM”’ OVER ON THE 
BOARDWALK 


W. G. LE CoMPTE 


HE twenty-fourth an- 
f nual convention of the 
National Association 
of Master Steam and 
PHot Water Fitters at 
Hotel St. Charles, At- 
lantic City, N. J., was 
one of the best at- 
tended meetings since 
the organization of 
that body. Repre- 
sentatives of manu- 
facturers as well as 
delegates from all sec- 
tions of the country 
were gathered at the 
daily sessions and the 
transaction of import- 
ant business was the principal topic through- 
out the three days, June 10th, 11th and 12th. 


THE PITTSBURGH DELEGATION, MESSRS. P. 
F. Maginn, C.. B. Kennepy, L. R. 
MEcHLING, SAMUEL SLOAN, C. 
F. Morrow Anp J. LANGDON 


President Edward B. Denny, in his open- 
ing address, welcomed the members and 
thanked them for the enthusiasm displayed 
by evidence of the goodly number present. 
Mr. Denny, among other things, spoke of 
the vast improvement in the conditions of 
affairs in the trade and said it gave him 
much gratification to know that he was as- 
sisted in office by such a _ representative 
body of men, who were ever willing to aid 
the organization for the good of that body, 
casting aside any personal or selfish con- 
sideration. 

The ladies accompanying the members 
added just that little tone necessary to make 


the occasion one of the pleasantest ever 
attended by the members. Entertainments 
were thoughtfully provided by a far-seeing 
committee who spared no energy to see that 
the “fair-sex’”’ possessed every comfort while 
the ‘“men-folks’” sat in convention. 

The reports of the Standardization Com- 
mittee and the Committee on Trade Rela- 
tions were the first business transacted at 
the opening session on Monday morning, 
after the report of President Denny had 
been read and received. The voluminous 
and lengthy reports of the Secretary and 
the above committees had been reprinted 
and distributed to the members during the 
sessions. 

Before taking recess, an invitation from 
the Atlantic City Country Club, extending 
the use of their links for the scheduled golf 
tournaments, was read and expressions of 
thanks were voted the club for _ their 
courtesy. 

Upon reconvening in the afternoon, a 
meeting of the Board of Directors was 
called, and the members later visited the 
golf links to see the match played. The 


scores and the names of the winners fol- 
low :— 
18 Hole Medal Play, ‘‘Morning”’ 
Out In Hand’p Net 
Ry Se ERT terrence eee 52 47 18 81 
HH Ce Molbyane eee 49 48 12 85 
A. S. Armagnac...... 48 50 12 86 
J. 2B. Garfieldea.y. 41 42 0 83 
Go Ee. Chasmersi.ics. 54 43 6 91 
Hon Ceuvicizain, merece 47 48 14 81 
Jai CneParrye, wiekacinrrcce 48 48 7 89 
Jet MSE. nicctnste ele 43 50 9 82 
Mm, (Ce Ehickfeldt. can. 55 56 36 75 
B.. He -Gilesis. Gens ee 53 54 25 82 
BS (Ca -Cooperncnecie 55 51 30 76 
Cx ISS WiGOd swactteeiciel 57 51 30 78 
CeO Mowleriacccrte ce 57 56 18 91 
HSH. | Piersoneraaseste 65 65 30 100 
Wied.  Culbertisrccrnr. 52 49 16 85 
J. €@. -Maulkners... «<1 73 Bik 36 114 
Dede (BYvitehie, hea weg 4 64 36 120 
Je Az Donnellyzcpreies 72 80 36 112 
G: (Gy -Schmidt-jreacas 101 80 36 146 
The winners of this contest were: F. C. 
Eckfeldt, first prize; F. C. Cooper, second 
prize; C. S. Wood, third prize; F. C. Mc- 
Lain, fourth prize, and R. B. Hunt, fifth 
prize; special prizes being awarded by the 


Manufacturers and Salesmen’s Association. 
A foursome best ball contest was played 
over the course later in the afternoon with 
the scores herewith :— 


Out In H’d’p Net 
Molby2&) Elunteemse tn 45 42 12 15 
McLain & Armagnac..... 42 41 9 74 
Cooper & Wood.......... 51 47 it) 79 
Garfield & Chasmer...... 43 41 3 81 
Kine & GParry cies 42 40 nl 75 
Giles & Eckfeldt......... 51 56 25 82 
Pearson & Fowler....... 48 53 21 80 
Faulkner & Culbert...... 48 51 19 80 


Donnelly & Denny, Jr....65 58 ale 96 


The first prize of 12 golf balls was won 
by F. C. McLain and A. S. Armagnac; the 
second prize of 8 golf balls was won by 
J. M. Kipe and J. C. Parry, and the third 
prize of 4 golf balls was won by E. C. Molby 
and R. B. Hunt. J. B. Garfield of the East- 
ern Trade Golf Association won the special 
prize awarded against bogey. 

Monday night the Green Room of the St. 
Charles Hotel was resplendent with flowers 
and decorations and the audience were en- 
tertained with many delightful selections by 
a string orchestra. 

The first general session was opened on 
Tuesday morning before a host of members, 
guests and ladies, with an address of wel- 
come by the Mayor of Atlantic City, who 
in a brief talk thanked the association for 
selecting his city as the scene of their meet- 
ing and hoped that every one would be 
pleased with his stay at the resort. 

The Committee on Credentials submitted 
their report, when President Denny ap- 


F. M. Mecuriine anp C. F. Morrow, 
THE Novetty IRON WoRKS, CAN- 
TON, OHIO 


pointed the following bodies: 
Constitution and By-Laws, Appeals an 
Grievances, Ways and Means, Auditin 
Distribution of Reports and Reception, aft 
which recess was voted until two-thirty P.M 

When the association again met lat 
William H. Oakes, chairman of the Boar 
of Directors; Noble F. Bishop, chairman of 
the Committee on Trade Relations; William 
J. Baldwin, chairman of the Committee on 
Standardization ; Treasurer Juan A. Almirall 
and the Secretary, submitted their re- 
ports, which were received as read. The 
several committees afterward met in the 
convention hall. 

A rifle match was shot that night between 
the Master Steam and Hot Water Fitters 
and the Supply Men’s Association, in which 
the former came out victorious. 

The Master Fitters’ team was composed of 


Nominating, 


D. Rarr RicHARDSON AND E. F. Gurorm, 
RICHARDSON & BoyNTON’s AGGRES- 
SIVE REPRESENTATIVES = 

J. A. Almirall, P. F. Maginn, W. C. Miall 
and Captain W. J. Baldwin, Jr. { 2 
The Supply Men’s team was composed of 


G. H. Chasmer, H. S. Ashmun, R. B. Hunt, 
David Boies and Captain W. G. LeCompte. 


JULY 18T, 1912 


Wednesday morning the convention com- 
mittees reported, after which followed a 
liscussion and the taking up of new business. 

The open meeting was then resumed with 
1ddresses and discussions by the members 
and guests. Everybody was welcome and 
the topics embraced were of decided value 
-o those fortunate enough to have attended. 
The report of the Nominating Committee 
was then presented and the election of offi- 
sers taken up. This resulted in the re- 
slection of the entire staff of officers, a 
festimonial of the regard and honor in which 
that energetic body of men were held. 

Edw. B. Denny, president; John T. Brad- 
ley, vice-president; Juan A. Almirall, treas- 
urer, and the Secretary, compose the able 
staff under whom the affairs of the associa- 
tion have so prospered. 

The bowling match on Wednesday even- 
ing, between the old enemies, the Master 
Steam and Hot Water Fitters and the Sup- 
ply Men’s Association, again met when the 
supply men reversed the victory sustained 
at the previous rifle match and took the 
scalp of the master fitters. 

Messrs. McCormick, 
Ritter and Molby 
poker set, stick pin, 


Cosgrove, Wood 
won as. prizes a 
pocket-book, clothes 


hanger and cardcase, respectively. 
The vanquished were Messrs. 
yordon, Joy and Baldwin. 
The feature of the evening, however, was 


Chapman, 


Mr. M. J. CArLAHAN, Mrs. CALLAHAN, Mr. J. D. Rick, Mrs. GEoGHEGAN, Miss A. RICE 


business was disposed of and the announce- 
ment made of the shore dinner at the Inlet 
Hotel, after the sight-seeing jaunt by rail 
and water to the various places of interest 
in the vicinity of the city. A most enjoy- 
able trip was taken by trolley trains to 
Ocean City, passing Pleasantville and Lin- 
wood, and thence to the Somer’s Point. The 
return trip was by steamer, embarking at 
Ocean City, to Longport via Great Egg 
Harbor Bay. Here the 150 members re- 
turned to the electric cars and were whizzed 
back to the Inlet Hotel, where every known 
delicacy had been prepared for the pleasure 
of the diners. It can be truthfully said that 
not the slightest detail had been omitted 
from the menu, and the many commendatory 
expressions were a fitting tribute to the 
efforts of the Entertainment Committee. 


QUIBS ABOUT THOSE PRESENT 


T was a “Young” hat, fresh from the store, 
I that adorned the head of H. G. Issertell 
when he reached the shore. Those two, 
only too fast days, the hat was the admira- 
tion of every one who met the ‘Phoebe- 
Snow” boy on his morning, noon and even- 
ing and a few-between rides along the beach. 
It was a proud hat right up to the finish, 
but in its wanderings at the Inlet was 
cruelly assaulted with a piece of Limburger 
cheese. “Issy’’ poured over its crown the 
contents of the perfumery counter at the 


THE New ENGLAND DELEGATES UNDER THE SHELTERING WING oF “Por” NATHAN MILLER 
or FALL River, Mass. 


AND C. A. GEOGHEGAN AFTER “THAT” Hat EpIsopE 


the bowling match which took place between 
the ladies. During the evening the prizes 
which had been won by the ladies were dis- 
tributed by Mr. Le Compte at The Isles- 
worth, where a bounteous and_ splendid 
banquet had been arranged. The fair sex 
who participated and were adjudged win- 
ners were :— 


Mrs. E. C. Molby, center piece; Mrs. J. 
C. Parry, lace collar and cuffs; Miss Gillette, 
Japanese kimono; Mrs. A. S. Armagnac, 
hand bag; Mrs. Wm. Curtin, embroidered 
bag; Miss Rutzler, ivory picture frame ; 
Mrs. L. Moore, lace parasol; Miss Collins, 
serving tray; Mrs. Homer Addams, tea set; 
Miss A. Rice, umbrella, and Mrs. M. Calla- 
han, a Navajo Indian blanket. 

The last session of the convention was 
held on Thursday morning, when unfinished 


leading drugstore, but he was a forlorn hope, 
as “Bill” Shakespeare says: “You may pour 
over me all the scent that you will, but the 
odor of Lomburger hangs round me still.” 
Issy sat alone on the way back to Broad- 
way. 

A comedy, which at first appeared to be 
a tragedy, occurred at the Islesworth din- 
ner. At a whistle from some one in the 
hall, the waiters marched out, claiming that 
some of the steam fitters present had not 
joined the union. The toastmaster, feeling 
that the dinner was doomed to be a failure, 
called for volunteers to serve what had al- 
ready been prepared. All the able-bodied 
men formed in line and reached the kitchen 
only to find the waiters lined up with filled 
trays ready to continue the service. The 
entire affair was staged by Mr. Le Compte. 


JoHN J. GREENE AND FRANK R. AUSTIN, 
Tue JOHNS-MANVILLE Co.’s As- 
BESTOS TWINS 


Some of the boys thought a sea trip would 
make a pleasant way to spend the morning, 
so they hired a sea-going taxi at the Inlet. 

With sails squared away, rudder holding 
her straight for Gay Paree, and the phono- 
graph playing “Crossing the Bar,” they left 
the wharf with the sun shining everywhere 
and fearing nothing from danger. That 
crossing the bar business made all the 
trouble. The pilot missed the channel en- 
tirely and they landed high and dry on the 
shoals with the water pouring in mountains 
over the boat. As most of them had but 
one suit of clothes with them, they went 
to bed for the rest of the day while their 
trousers were being pressed. 


Geo. E. Downe, vice-president of the 
Novelty Iron Co. of Canton, Ohio, who for 
the past year has been in poor health, sur- 
prised his many friends among the trade by 
his great improvement. Mr. Downe en- 
joyed his visit at the beach and carried 
away with him the best wishes of all for 
his speedy recovery. Mr. Downe was ac- 
companied by F. M. Mechling and C. F. 


Morrow, who are his associates in the 
Novelty Iron Co. 

Harry Hellermann of the Penn Eng. 
Co. of Philadelphia, Pa., ran over in the 


morning expecting(?) to go home again 
that evening. Harry intended to get home 
in time to milk the cow, feed the chickens 
and put out the cat; but the last train al- 
ways leaves the beach too early. 


As soon as the guests were seated at 
the shore dinner at the Inlet Hotel, Mrs. 
Chas. Geoghegan rose from her chair and 
with words that brought near-tears to the 
eyes of a few—mighty few—of the members, 
reviewed briefly the years that had passed 


Mr. AND Mrs. L. H. QUACKENBOSS AND J. 
D. Stites at THE St. CHARLES 
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Approved by the Philadelphia Board of Health 
aaa 


The Improved 


“TXL” 


eee ae ore as ee ie 
Plate 4 I. X. L.—Patent Applied for 
Anti- Freezing, Automatic, Low 
Down Closet Combination 
with galvanized tank and lid fittings. 


Guaranteed against freezing if properly set. 


Simple. No flush pipe. No washers. No 
fittings inside of tank. Complete drainage 
of all water surfaces.. Quickly adjusted. 
Fasten tank against wall, ready for use. The 
FIRST low down anti-freezing closet. 


TRADE MARK I. X. L. 


“TXL’”? PUMP & MFG. CO. 


Patentees and Makers 


957 to61 N.9th St. 958 to 62.N. Darien St. 
Philadelphia, Pa. 


THIS IS AN AGE 
OF STEEL 


Steel has taken the place of almost 
everything used in all kinds of construction. 


At last we have the closetseat made of 
steel. It is 


“The McCord” 


(Patents 1018721 and 1018722) 


Steel is the most sensible, most logical 
and most sanitary material of which to 
make closet seats. 


“The McCord” 


is made in white porcelain or in imitation 
of any wood. 


“The McCord”’ patented hinge automatic- 
ally adjusts itself to fit any closet bowl. 


INDESTRUCTIBLE. NON-ABSORBENT. WILL 
SS SE 
LAST A LIFETIME. EASILY KEPT CLEAN 
SS SS 
CAN'T CRACK OR SPLIT. 


Costs no more than wood. 
Send for circulars. 
Metallic Specialty Mfg. Co. 


22 and 24 S. Spring Ave. 
ST. LOUIS, MO. 
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WILHELMI and MODERN 


Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 


INTERIOR HEAVILY TINNED 
Guaranteed Against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO., Makers 


PATERSON, NEW JERSEY 


> 


, . 


On a Water System is all the 
Plumber Need Specify To Be 
Sure of a Satisfied Customer 


MX 


ur new Dealer’s Catalogue containing many new 
Gasoline and Electric Pumping Combinations will 
be sent upon request. 
he new outfits added to our large line make it the most 
complete of any Water Supply house. All conven- 
jiently listed in one cover. 
AG outfits carefully tested before shipping. 
furnished for installing power outfits. 


LUNT-MOSS COMPANY - BOSTON, MASS. 
New York—372Z Warren Street. 


— ~ 


Blue prints 


| 
‘i 
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Costs Less Than 5¢ Per Month 


: to pump all the soft water 
< required in the average 
residence with the 


“V & K” 
Electric 
Motor Pump 


Age 
(Se 


(SISSISILSSSIASINASSA DADA A SA 


= 


Sold on approval. Write 


us today. 


THE VAILE- 
KIMES CO. 
41 So. St. Clair St. 

j : ; DAYTON, OHIO 

An Electric ‘‘Water Lift?’ 
VeppcpStSS LAL ALS aL SLL SASSI ISASLSSSASADASADALDAAAASASASASAADASDADSA AS ASS 


~ METAL BACK MEDICINE CABINETS 
FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 
cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to instal). 

Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 
plate glass Shelves. Beveled French Plate Glass 
Mirror, and Lock and Key. 


Price is right. 


CILPLASSASAAASSSASSLS SSAA AAA A 


Send for catalog. 


Frank H. Graf Mfg. Co. 
New York City 


THE WADE IRON SANITARY COQ. 


Back Water Gate Valves, Cleanout House 
Drainage Fittings, Iron Catch Basins 


7, 


Cast Iron Covers, etc. 
Send for catalog 


18 E. Harrison Street, Chicago, Ill. 


THE “BISON” VISITORS. 
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since she became the wife of her “friend- 
faster as she told the story of his past life 
and as a token of appreciation presented 
him with a new “Knox” hat. “Wriend- 
husband,” taken entirely by surprise, was 
speechless. He could only stand, looking 
fondly at the hat and wonder whence it 
husband.” It was a scene that made the 
hearts of their many friends present beat 
came, from the 5c or 10c counter or the 
Knox store. 
AMONG THE MANUFACTURERS 
N the exhibition hall, the A. Y. Wyckoff 
i & Sons Company of Elmira, N..Y., had 
an exhibition which consisted of the 
well-known Cypress wood pipe and also their 
special pipe covering. This firm has been 
very successful with their 


specialties and 


not new to Mr. Ellis, because for the past 
few years he had been in charge of their 
Chicago branch. Mr. Ellis is a type of a 
typical hustler, and the trade can expect to 
see some rapid action in behalf of The 
Johnson Regulator. H. D. Bristol, manager — 
of the New York branch of this firm, ac- 
companied Mr. Pllis. 


The United States Radiator Corporation 
of Detroit, Mich., had three able ambassa- 
dors on the Boardwalk in the persons of 
E. E. McNair, the new sales-manager of 
Detroit; T. H. Johnson, New York manager, 
and G. W. Barr, manager of the Philadel- 
phia headquarters. 

A list of the 
present :— 

W. G. LeCompte, Mr. and Mrs. C. A. Geo- 


members and guests” 


A. F. Sawyer, W. P. DAveNpPoR?T, oF THE Boston AND NEW YorK OFFICES oF THE W. Ha 
Pacr Borter Co., Mr. McCres, Boston, Mr. HueHEs, New York 


has secured a large share of the business in 
the field. 


Among the other exhibitors were The Fed- 
eral Engineering Company and The Ameri- 
can Radiator Company. 


The H. & H. Bender & Hanger Company, 
550-552 West 25th street, New York City, 
were showing their pipe hanger bender. 
This machine is a very simple but compact 
one, and any steam fitter can make and 
bend a pipe hanger to any length required. 

The Warren-Webster Co., Camden, N. J., 
was ably represented during the week by 
Messrs. Webster, Quackenboss, Eagen and 
Lanning. Mr. Webster motored from his 
summer home on the coast of Barnegat Bay 
to spend the week with the steam fitters at 
their convention. 


Prominent among the manufacturers, and 
who attended his first convention was H. W. 
Ellis, president and general manager of the 
Johnson Service Company, Milwaukee, Wis. 
Mr. Ellis has just been elected to his present 
position to fill the vacancy caused by the 


death of Mr. Johnson, founder of the firm 
which bears his name. The business of their 
patented system of heating regulators is 


Mr. and Mrs. J. F. Buerkel, Miss 
M. J. Birge, Mr. and Mrs. V. G. Scollay, 
and Miss. J. Scollay, Wm. Baldwin, Jr., 
Mr. and Mrs. W. J. Olvaney, Mr. and Mrs. 
J. O’Brien, A. S. Armagnac, Mr. and Mrs. 
J. E. Rutzler, Miss C. Rutzler, Mr. and Mrs. 
L. H. Quackenboss, D. Rait Richardson, D. J. 
Rice and Miss A. Rice, G@. E. Stewart, J. E. 
Lally, Mr. and Mrs. Juan A. Almirall and 
son, Daniel Kennedy, F. R. Austin, J. Barton 
Garfield, Mr. and Mrs. M. J. Callahan, 
R.. J. Sovereign, Miss A. Poole, Conway 
Kiewitz, Arthur Ritter, H. G. Issertell, T. 
Howell Johnson, Paul B. Heiland, E. T. 
Curry, T. H. Huddleston, A. B. Marshall, 
Jos. A. Donnelly, J. D. Esterman, G L. 
Fitz, Mr. and Mrs. L. Moore, W. S. Ran- 
som, H. S. Ashmun, Mr. and Mrs. BE. CG - 
O’Malley, Mr. and Mrs. Franklin Williams, 
Mr. and Mrs. John C. Williams, F. W. 
Burdick, Mr. and Mrs. J. Corry, Dan W. 
Moon, C. E. Lawrence, C. A. Miller, J. F. 
O’Keefe, Mr. and Mrs. R. B. Hunt, William 
Ritchie, John D. Brady, H. D. Bristol, Mr. 
and Mrs. W. P. Davenport, Mrs. R. Ash-— 
mun, Miss M. Huschburg, Mr. and Mrs. 
Wm. Gordon, Miss Ruth Gordon, Miss Sul- | 
livan, C. P. McKnight, Wm. M. Mackay, 


7; 


ghegan, 


we 


Mr. AND Mrs. CAInES, Mr. AND MRS. GEIGER, Mr. AND Mrs. — 
KNeEpPER, Mr. AND Miss WRIGHT 
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F. F. Powderly, Miss Heath, Geo. G. 
Schmidt, A. M. Chambers, L. R. Hoff, 
Mr. and Mrs. E. T. Child, Mr. and Mrs. 
H. W. Chapman, C. R. Cummins and H. O. 
Ramsay, J. D. Erskine, Wm. M. Cosgrove, 
E. B. Denny, Jr., Wm. Dougherty, Mr. and 
Mrs. G. C. Faulkner, Mr. and Mrs. E. C. 
Molby, Frank J. Corbett, F. S. King, W. G. 
McCormick, W. J. Marshall, Chas. M. Beard, 
Jos. Graham, E. A. Scott, J. H. Robel, and 
Frank M. Norton, W. R. Watters and A. A. 
Du Mond (of THE PLUMBERS’ TRADE JOUR- 
NAL), New York City. 

J. F. Allen, Mr. and Mrs. W. H. Curtin 
and Misses Carrie C. and Mildred C. Cur- 
tin, Mr. and Mrs. William S. Phillips, Miss 
M. Parks, Wm. Scollay, Brooklyn, N. Y. 

Mrs. Bowman, Miss Hoyt, Mt. Vernon, 
N. ¥.; J. H. Knepper, Mr. and Mrs. L. 
Huckly, Mr. and’ Mrs. John B. Ruckel, Mr. 
and Mrs. Walter H. Caines, Mr. and Mrs. 
Chas. Geiger, Mr. Samuel Wright and Miss 
Katherine Wright, Buffalo, N. Y.; Mr. and 
Mrs. Wm. Dougherty, Mr. and Mrs. Edw. F. 
Joy, Syracuse, N. Y.; Mr. and Mrs. J. T. 
Sheehan and son, Schenectady, N. Y.; W. J. 
Greer, W. B. Armstrong and F. G. Sullivan, 
Albany, N. Y.; Mr. and Mrs. P. O. Sulphen 
and J. P. Sadler, Elmira, N. Y. 

Mr. and Mrs. M. G. Sellers, Mr. and Mrs. 
W. J. Sellers, J. C. HE. Trachsel, E. H. 
Trachsel, Mr. and Mrs. R. J. Haben, Theo- 
dore F. Humphreys, G. H. Chasmer, J. 
Klingler, Jr.. and Harry A. Walther, F. T. 
Ray, E. C. Glore, H. C. Hoff, J. C. Adams, 
J. W. Breen, F. Gormly, Harry G. Black, 
L. M. Lewis, Mr. and Mrs. G. W. Barr, 
Miss B. C. Kryder, Mr. and Mrs. W. J. 
Ballinger, Mr. and Mrs. Homer Addams, G. 
D. Steele, I. C. Eckfeldt, G. K. Anderson, 
H. H. Hellerman, Thos. J. S. Nicely, David 
Burnie eke oe. Ol Mr: and Mrs; -H:* D, 
Kellogg, Mr. and Mrs. Stewart A. Jellett, 
Miss Theodora Jellett, K. Duff, W. P. 
Thompson, C. C. Moran, Chas. H. Speak- 
man, A. W. Proctor, L. P. De Groot, G. K. 
Anderson, M. C. Gillett, Miss N. D. Barn- 
hurst, A. W. Stewart, Wm. B. Herbert, E. 
B. Steinmetz, A. S. Royal, Henry H. Mur- 
phy and J. F. Mullen, Philadelphia, Pa. 

J. V. Klingelhofer, Mr. and Mrs. J. D. 
Stiles, P. F. Maginn, L. R. Mechling, C. F. 
Morrow, C. B. Kennedy, J. A. Langdon, S. J. 
Sloan, F. E. Brice, Pittsburgh, Pa.; Mr. and 
Mrs. F. K. North, Pottstown, Pa.; W. C. 
Miall, Wilkesbarre, Pa.; J. Young, Allen- 
town; David Bries, Scranton; J. T. Farnden, 
Chester, Pa.; John H. Waters, H. A. Lewis 
and A. F. Sheehan, Johnstown, Pa. 

Mirenana Mrs. Win... EL. Oakes, W. ¥F. 
Stearns, T. W. Letter, Boston, Mass.; Mr. 
and Mrs, G. H. McLean, Misses Esther and 
Norma McLean, S. H. Howland, Mr. and 
Mrs. H. E. Howland, Springfield; Alfred 
E. Kendrick, Brookline; Mr. and Mrs. H. 
E. Jennison, W. H. Dolan, Mr. and Mrs. 
Wm. Douglas, Fitchburg; Mr. and Mrs. 
W. R. Park, Jr., Taunton; C. P. Alwood, 
Salem; Nathan Miller, Fall River; Mr. and 
Mrs. Chas. H. Hobson, Lowell; Mr. and 
Mrs. J. H. Bride, Mr. and Mrs. C. G. Grimes, 
Lawrence; R. D. Reed, Westfield, Mass. 

E. W. Leonard, Chas. K. Foster, E. E. 
McNair, H. T. Call, Chicago, Il. 

E. B. Denny, T. B. Cryer, J. G. KeHer, 
Harry Geiser, W. A. Lamson, John L. Earl, 
Newark, New Jersey; J. A. Boyce, George 
Turner, Asbury Park; Richard R. Alber- 
hue, J. Young, Atlantic City; John Geiger, 
Hackensack; C. S. Wood, Montclair; Floyd 
F. Cooper, Westfield; B. J. Newell and W. 
O. Warner, Trenton; E. D. Smith, Harry 
Schmarder, Elizabeth; A. H. Green, J. D. 
Calloday, E. Kessler Webster, E. K. Lan- 
ning, Warren Webster, Camden, N. J. 

G. H. Zellers, Washington, D. C.; E. 
Grassler; F. H. Meadows, C. J. Fox, H. W. 
Ellis, Milwaukee, Wis. 

Geo. F, Kirkhoff, Fred W. Smith, Indian- 
apolis, Ind. 

“Mr. and Mrs. Wm. P. Kirk, Mrs. J. 
Reynolds, C. S. Eames, Bridgeport, Conn. ; 
Mr. and Mrs. N. P. Bishop, Mrs. T. L. Scott, 
New Haven, Conn. 

C. J. Turner, Providence, R. I.; H. L. 
Pyle, Wilmington, Del.; J. T. Brady, J. J. 
Collins and Miss Collins, St. Louis, Mo.; 
H. I. Ford, Detroit, Mich.; Geo. E. Downe, 
Canton, Ohio. 


The following is a list of the manufac- 
turers and their ambassadors who were 
greeted by THE PLUMBERS’ TRADE JOURNAL 
representatives :— 


Union Radiator Co., Johnstown, Pa.; H. 


A. Lewis, A. F. Sheehan; H. B. Smith Co., 
Westfield, Mass.; R. D. Reed, C. A. Miller, 
Harry A. Walther, John Klingler, Jr., G. C. 
Faulkner, P. F. Humphreys, G. H. Chas- 
mer; United States Radiator Corpora- 
tion, Detroit, Mich, E. E. McNair, sales- 
manager, and T. H. Johnson and G. W. 
Barr; Detroit Lubricator Co., Detroit, Mich., 
H. F. Call and H. I. Ford; Bishop-Babcock- 
Becker Co., Cleveland, Ohio; W. S. Ransom, 
G. L. Fitz and F. G. Sullivan; Handy Mfg. 
Co., Bridgeport, Conn., H. S. Ashmun; 
Shirley Radiator and Foundry Co., Indian- 
apolis, Ind., Fred. W. Smith; Sims Co., Erie, 
Pa., G. D. Steele. 

National Tube Co., Pittsburgh, Pa., C. R. 
Cummins and H. O. Ramsay, New York 
City; Kieley & Mueller, New York City, 
F. F. Powderly; Spencer Heater Co., Scran- 
ton, Pa. David Boies, M. C. Gillett; 
Johns-Manville Co., New York City, L. R. 
Hoff, J. C. Adams, Frank R. Austin, A. S. 
Royal, John J. Greene and E. C. Glore; 
Warren-Webster Co., Camden, N. J., E. 
Kessler Webster, Warren Webster, L. H. 
Quackenboss and E. K. Lanning; Wm. H. 
Page Boiler Co., W. P. Davenport, New 
York, City; H. C. Moran, Phila., Pa.; Key- 
stone Supply & Mfg. Co., Phila., Pa., C. H. 
Speakman; Isaac A. Sheppard & Co., 
Phila., Pa. A. W. Proctor; American 
Foundry & Mfg. Co., St. Louis, Mo., J. V. 
Klingelhofer. 

Jenkins Bros., New York City, W. G. Le 
Compte and J. D. Stiles; Dexter Eng. Co., 
Dan W. Moon; Novelty Iron Works, Can- 
ton, Ohio, Geo. E. Downe, F. M. Mechling, 
C. F. Morrow; American Radiator Co., 
C. K. Foster, vice-president, J. D. Erskine, 
T. H. Huddleston, W. F. Stearns, W. M. 
Cosgrove, A. B. Marshall and J. B. Garfield ; 
Boynton Furnace Co., New York City, Wm. 
Ritchie; Richardson & Boynton Co., New 
York City, D. Rait Richardson. 

United Brass Mfg. Co., Cleveland, Ohio, 
E. T. Curry; Thatcher Furnace Co., New 
York City, E. T. Barto; Mackay Mfg. Co., 
New York City, W. M. Mackay; Gurney 
Heater Mfg. Co., Boston, Mass., R. B. Hunt; 
Pierce, Butler & Pierce Mfg. Co., Syracuse, 
N. Y., E. C. Molby; McCrum-Howell Co., 
New York City, H. T. Gates, W. G. Culbert, 
J. D. Brady and T. E. Price; Kewanee 
Boiler Co., Kewanee, Ill., H. Addams. 

Federal Engineering Co., Wilmington, 
Del., H. L. Pyle; G. D. C. Valve Co., New 
York City, R. J. Sovereign; American 
Blower Co., Detroit, Mich., Arthur Ritter; 
Sprague Elec. Co., New York City, H. G. 
Issertell and G. E. Stewart; Freed Heater 
Co., Collegeville, Pa., A. H. Pearson; Ash- 
ton Valve Co., Boston, Mass., Frank J. 
Corbett. 

H. & H. Bender & Hanger Co., New 
York City, Paul R. Heiland; Massachusetts 
Fan Co., Watertown, Mass., Chas. E. Law- 
rence, The Positive Differential System Co., 
New York City, Jas. A. Donnelly and Geo. 
G. Schmidt; National Radiator Co., Johns- 
town, Pa.; J. H. Waters and Chas. N. Tull; 
Keasbey & Mattison, New York City, Chas. 
I. Wood, Floyd F. Cooper; Kennedy Valve 
Co., Elmira, N. Y., Daniel Kennedy; Lawler 
Regulating Co., New York City, Chas. H. 
Hobson; J. H. McLain Co., Canton, Ohio, 
J. H. McLain; Crane Co., Chicago, ewes 
E. Lally. 


re IN ee ee 


Rider-Ericcson Engine Co. Change 
Prices 


HE Rider-Ericecson Engine Co. have 
T notified the trade that since June 

15th a change of prices had been 
made in the “Reeco” hot air pumping 
engine, and “Reeco” electric pumping 
apparatus. The trade have been taking 
advantage of the new list price already 
to considerable extent. Literature show- 
ing the above apparatus will be mailed 
to those who request same of the Rider- 
Ericcson Engine Co., New York City, 
mentioning THk PLumpBers’ TRADE Jour- 
NAL. 

————_—_+-e—_____—_ 


“Borrow money, not trouble,” ad- 
vertises a local loan shark. “Well, 
what’s the difference?” asks a victim. 
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In Your Garden 


HAVE YOU PLENTY OF WATER 
In Your House In Your Stable 
For Your Lawn In Your Factory ? 


If not, write to our nearest office and let us tell you the cost * of a water supply ready for use. 
We have had seventy years experience in building pumps, and make a specialty of installing 
complete water supply systems. 


The “REECO” Water System 


is simple and safe in operation, durable and dependable. The Reeco Engines are operated by 
hot air with coal, wood or oilfor fuel. Nearly 50,000 are in use throughout the world. 
Our ‘‘Reeco”’ Electric Pumps also give satisfaction wherever electricity is available. 


* Important reduction in prices 
Write nearest office for Catalogue B& 


Rider-Ericsson Engine Co. New York Boston Philadelphia Montreal,P.Q. Sydney,Australia 


Joints Caulked From The Inside 
BRAYMAN 


Water-tight 


DRAIN 


is absolutely water-tight 
and non-freezable. 


The Brayman will solve 
all your floor drain prob- 
lems. 


Joints can be caulked 
from the inside after the 
drain is set. 


Have you our catalog? It tells of new features you have always wanted 
but which are only found in the 


BRAYMAN WATER-TIGHT: DRAIN 
JIFFY FIRE HOSE RACK CO. 


725 7th Avenue New York City 


Ask Your Supply House or 
‘Specialty Salesman for 


EDTEX or — BlAckro(k 


TRADE MARK TRADE MARK 


Rubber Elbows 
Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 

1% in. Extra Long | 

1% in. Pipe Con. x 1% in. Flush Fittings 
Ain, * s 


1% in. Short 


“ “ 


“c “ 


Canfield Rubber Co. 


Railroad Ave. & Garden St. 


4 Bridgeport, Conn. 


14%” Extra Long Elbow 


Plumbers’ Rubber Elbows 


MEANS 
Complete Satisfaction 


THE 


H. O. Canfield Co. 
Bridgeport Rubber Works 


Bridgeport, 
Conn. 


WHAT A PLUMBER’S WIFE * 
CAN GET 


Our large exclusive line of Popular Priced 
HOSIERY, HANDKERCHIEFS and ART 
JEWELRY is now offered Directto You, by 
mail ata saving of 30 per cent to 40 per cent, 


SV Dee Set No, 577J.—14 Karat Gold 
Eee Filled 2 inch Bar Pin with 

two handy beauty pins to 
match, in Rose, English or 
Green Gold finish, the 
set - - 75¢ 

Set No. 810J.—14 Karat Gold 

Plated 3 inch Sash or Belt 

Pin, set with either Ruby @ 

Emerald, Sapphire, Topaz Wr 

or Amethyst, Cut Stone, in 

Roman, Rose or Green 

Gold or in Oxidized 

silver - 50c 

Satisfaction Guaranteed 


Write for particulars of SPECIAL OUTFITS at 
$1.70, $2.00, $2.75, $3.00, $3.75. and our new 


Free Catalog. Agents wanted. 


C. M. Reynolds & Co., Dept. C 
156 5th Ave. 


New York 


LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of plac- 
ing before your clients the latest and 
best in sanitary fixtures? If so you must 
not overlook the one best bet 


The Emery Self-Raising Seat 


You owe it to yourselves and the suf- 
fering public to investigate this most 
sanitary fixture at once. 


Write 


for 
EMERY 
Self Raising Catalog 


Seat ; and 
Pat. 1908-9 Prices 


You 
Will be 
Interested 


Here are a Few Pointers. Do 
They Interest You? 


These hinges have automatic stop that 
prevents the seatfrom swinging back too 
far and denting flush pipe or front of 
Low Down Tank. 

They can be adjusted to raise the seat 
to any desired angle. 

They eliminate unsightly iron balls or 
weights, and the breaking of closets and 
denting walls by them. 

You can rough-in closer than with any 
other seat. 

This seat and hinges are uncondition- 
ally guaranteed by me. 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured by 
me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Specialty 


WM. S. EMERY 


74-78 Cliff St. 45-49 Ferry St. 
NEW YORK CITY 


MAKE BIG PAY DRILLING WATER WELLS 
i Our Free Driller Book, 
with catalog of Keystone 
_ Drills, tells how. Many 
9 sizes; traction and porta- 
ble. Easy terms. These ma- 
chines make good any- 

where. 

Keystone Artesian Drill Co. 

Beaver Falls, Pa. 


I, 


actstsF-ancies 
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P. MORRELL of 116 West 


164th street, Manhattan, 
New York City, has com- 
pleted the plumbing con- 


® tract in the new apartment 

pbuilding at 150 East 35th 

street. The plumbing fixtures and the ac- 

cessories in this apartment are of ‘the mest 
up-to-date pattern. 

We show in this page an excellent like- 
ness of one of the busy men of the trade 
in New York City, John Bowen, who is 
manager for A. Wilson, 101 East 13th street. 


JoHN BOWEN, OF THE FIRM OF A. WILSON, 
New YorkK CIty 

Tur PLUMBERS’ TRADE JOURNAL representa- 
tive happened along just in time to snap- 
shot: Mr. Bowen in an attitude of restful 
repose. We might say here that Mr. Bowen 
sets the shirtwaist fashions at the photo- 
graph herewith shows. 


AMONG THE NEW YO! 
JOBBERS 


S S. GLAUBER, Inc., of 242 East 79th 
e 


street, Manhattan, New York City, 

jobbers of plumbers’ supplies of every 
description, are one of the houses where one 
always finds exactly what he wants and a 
very courteous manager to show him the 
stock. Besides a very attractive show- 
room where they display all the latest 
products of the manufacturers of sanitary 
appliances, their store-room is stocked with 
such specialties as are known to the plumb- 
ers, gas and steam fitters. This company is 
busy supplying. material for the plumbing, 
steam and gas fitting in a number of large 
apartment houses and other buildings. 

We are grieved to learn that Mr. Glaubers 
is in ill health and sincerely hope that his 
trip to the West will do him a world of 
good, and restore him to his many friends 
feeling like his old self. 


The representative of THE PLUMBERS’ 
TRADE JOURNAL called upon the Harlem Sup- 
ply: Co., of 121 HE. 124th street, Manhattan, 
New York City, and, as is always the case 
when one visits this well-known ioncern, 
found every one busy ant hard at work. 
This company is one of the oldest supply 
houses in New York City. Mr. Norton, the 
senior member of the company, is an old- 
time plumber and the knowledge he gained 
through his connection with the trade has 
stood him in good need in providing for the 


wants of the craft. Here will be found one 
of the most up-to-date store-rooms display- 
ing a full line of the latest sanitary acces- 
sories. They report that at this time of 
the year they are having their share of the 
business, 

J. Simmons Co., 48 East 41st street, Man- 
hattan, New York City, jobbers of plumb- 
ers’ supplies, are supplying the sanitary ap- 
pliances for a number of large operations. 
This well-known house are also manufac- 
turers of several lines used in the construc- 
tion of modern buildings. Their line of 
“Josico” fire equipment specialties may be 
seen in some of the largest buildings in this 
and other cities. 


Mayer & Malbin, jobbers of plumbing and 
heating supplies, 922 Third avenue, Man- 
hattan, New York City, do not make a par- 
ticular specialty in carrying any one line 
but display every conceivable accessory 
known to the plumber. ‘They are supplying 
at this time all the material for the plumb- 
ing, heating and gas fitting for six large 
apartment houses in the Bronx, and two 
blocks of apartments in Brooklyn. 


Blue & Queripel Company, Ine., of 119 
and 121 East 124th street, Manhattan, New 
York City, are getting their share of the 
business in and about the city. This com- 
pany is one of the most conservative in the 
business and have supplied the goods for 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 
the proper price by 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


a 


o. 


Save Two Hours’ Time 
-ona Day’s Work 


For a pipe to flatten, or a kink when 
bent, the sides must expand. Therefore, 
if prevented from expanding the heel 
must bend by wedging in 


The L. 6. M. Pipe Bender 


This device does away with the necessity 
of filling pipe with sand, and the carrying ~ 
of springs and sand plugs. If interested, 
write for prices and descriptive matter. 


L. C. McGUIRE 
414 37th St., Brooklyn, N. Y. 


Tile your Bathroom 


and kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


CULE TILING 


Cost only one-fifth. Lasts lifetime. Germ, 
. Fire, Waterproof. Ask dealer for booklet, 
H or write the manufacturers, NORTHROP, 
COBURN, DODGE CO., , 3] Cherry St., N.Y. 


REGULATING VALVES 
For Water or Steam 


ROSS VALVE MFG. CO. 
TROY Ney. 


LAWLESS FORCE PUMP 


For Water Mains 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N.J. 


| MATERIALS 
; FOR 
| CASFITTERS 


AND DR IUC Ec 


| TINSMITHS 


ling 


Energy E 
Economy 
Despatch 


Our specialty is giv-_ 
ing you just’ exactly 
what you want, just 
exactly when and 
where you want it. ; 


Our Materials and 
Prices are Right 


Walsh & Hartwig 
Inc. Fs 

215-219 East 58th St. 
New York City 

Tel. Plaza 1656 


PIPE 
FITTINGS 
VALVES 
OILS AND 

TOOLS 
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some of the largest building operations. 
They tell us that, in their opinion, the fall 
trade will show a decided improvement in 
sales in comparison with the corresponding 
period of last year. 


The H. P. Read Lead Works, jobbers of 
plumbing and gas fitting supplies, at 160- 
162 East 56th street, Manhattan, New York 
City, are one of the supply houses that 
seems to be busy at all seasons of the year. 
Among the many operations for which they 
are supplying the fixtures are the five office 
and loft buildings now being erected on 
28th street, Manhattan. The Geo. E. Gib- 
son Co., of this city, have the plumbing con- 
tracts. 

THE PLUMBERS’ TRADE JOURNAL repre- 
sentative called upon Ronalds & Johnson 
Co., at their office in Brooklyn, N. Y., and 
found every one busy and on the go. This 
is not other than could have been expected 
from this progressive supply firm. Besides 
being jobbers of everything used by the 
trade, both the heating and plumbing lines, 
they are manufacturers of several well- 
known accessories used by ~~ the trade, 
namely lead traps, bands, pipe and block 
lead. 

Berth & Reilly Company of 2471-2475 
Third avenue, Manhattan, New York City, 
jobbers in plumbing, steam and mill sup- 
plies, have numerous contracts which they 
are filling for the complete equipments in a 
number of buildings and apartments in the 
Bronx. This company carries an extensive 
stock of everything that is needed for the 
trade. Their business has so increased in 
the past few months that it has been neces- 
sary for the addition of another motor 
truck to facilitate the prompt deliveries. 


—_\——— + 0 


NEW YORK STATE NEWS 


OHN R. SHEEHAN, Schenectady, N. Y., 
member of the Executive Committee 
of the New York State Association of 

Master Plumbers and secretary of the local 
association, was preparing to depart with 
Mrs. Sheehan for the recent 24th annual 
convention of the National Association of 
Master Steam and Hot Water Fitters, at 
Atlantic City, N. J., when THE PLUMBERS’ 
TRADE JOURNAL representative called. Among 
other work, Mr. Sheehan is engaged on the 
heating and ventilating work of the new Sche- 
nectady County Court House, now under con- 
struction, on State street, and has just re- 
ceived another nice order for an extension of 
the heating. Thomas F. MacGregor has the 
contract for the plumbing of the same 
structure. 

The contract for the plumbing wo1k of 

the new Schenectady Jail has been awarded 
to Donlon & Moore of Amsterdam, N. Y. 


Barnd & Geiger, No. 11 E. Mohawk street, 
Buffalo, N. Y., have the contract for plumb- 
ing in the $10,000 summer home being built 
by Ralph Sidway on Grand Island. 


THE PLUMBERS’ TRADE JOURNAL repre- 
sentative found George Alway, 93 E. Utica 
street, Buffalo, N. Y., rearranging his dis- 
play room and fixing up an apparent dis- 
order. George explained that the last few 
weeks he had been accommodating a neigh- 
boring barber with some floor space, the 
barber having had to move, because of sale 
of place he rented. George will not lose 
anything by this act of courtesy. 

James E. Dooney has recently moved into 
his new store at No. 551 Liberty street, 
Schenectady, N. Y., having outgrown his 
former place at No. 40 Lafayette street. 


Levi Case & Co., of Warren street, Sche- 
nectady, N. Y., have the plumbing work of 
the new government building and _ post- 
office, corner of Jay and Liberty streets, 
now well under way. 


Albion J. Eckert Co., of Albany, N. Y., 
have been awarded the contract for the 
plumbing of the new terminal building, for 
the Schenectady Railway Coa., to be erected 
on the site of the present structure. 


James J. Bresnahan, No. 462 Elk street, 
Buffalo, N. Y., has changed his store room 
around completely. This change with the 
sort of fixtures used, looks very nifty and 
attractive. It also makes his office very 
convenient. 


The contract for plumbing in the new fire- 
house to be built at the corner of Amherst 
and Grant streets, Buffalo, N. Y., has been 
let to Wm. Shaddock, No. 364 Elk street. 


Mr. Shaddock reports quite a lot of new 
work and also a fair amount of jobbing. 
The contract for steam heating in the 
same building has been let to Otto G. 
-Waldow, No. 215 Fillmore avenue. Mr. Wal- 
dow is very busy at the present time with 
new work and jobbing. 


J. F. Waldow, Buffalo, N. Y., has moved 
into No. 1487 Elk street, one door east of 
his old place of business. he new store is 
much more convenient and attractive, and 
gives an oportunity for a nice display of 
fixtures. The firm name is now J. F. Wal- 
dow instead of Waldow & Taylor, Mr. Tay- 
lor having retired from the business. 


A combination consisting of lots of out- 
side work and running a hardware store 
between times, keeps Frank Talty, No. 
1236 Seneca street, Buffalo, N. Y., very busy. 


E. C. Guthrie, No. 702 Swan street, Buf- 
falo, N. Y., reports business as rather dull 
for this season of the year. 


James H. Pangburn, Schenectady, N. Y., 
is finishing up the plumbing and heating of 
Proctor’s new theatre. He had a large force 
of men engaged on the work from start to 
finish, it being one of those instances, when 
there is much to do and very little time at 
one’s disposal. 


Roy Wilson of the Wilson Plumbing Com- 
pany, 282 Grant street, Buffalo,-N. Y., is 
skipping around town in a neat little Ford 
runabout. Mr. Wilson reports business very 
rushing and denies that the runabout was 
bought for pleasure, but became necessary 
because of increase in business. 


—_———s- oe 


Plumbing Supplies for China 


[From Consul General Samuel 8S. Knab- 
enshue, Tientsin | 


NQUIRY is made as to the possibili- 
ties of selling plumbing supplies in 
Tientsin, as well as other Chinese 

cities. The market for such supplies is 
so far limited to Tientsin and Peking; 
and in these chiefly to the residences of 
foreigners, to the leading hotels, business 
houses, public offices, etc. The vast mass 
of Chinese structures have no plumbing 
at all. Peking and Tientsin are the only 
cities of North China which have water- 
works. In the native city of Tientsin 
there are public hydrants at even dis- 
tances along the streets, and the people 
carry their supplies from these in pails. 
The same is true of Peking. Few Chinese 
residences have plumbing arrangements 
as yet. 

The above is not said in a spirit of 
discouragement, but rather to show how 
enormous the field will be for plumbing 
supplies when the business is properly 
pushed. What is needed is some Ameri- 
can house to send out a man to act as 
a missionary in this business. There 
are houses here in Tientsin which im- 
port plumbing materials, but they keep 
hardly any stock on hand. I think that 
possibly there are on sale at present, in 
the foreign settlements of Tientsin, not 
over a half dozen heaters for water for 
stationary bath tubs, etc. Anything more 
elaborate is ordered from Europe or from 
the United States. 


—_——_~+-o—__ —__—_ 
Examining Board Ordinance 
Passed in Toledo 


HE ordinance providing for the ex- 

amination and licensing of plumb- 

ers, which has been bitterly op- 
posed by the master plumbers of Toledo, 
Ohio, was passed by City Council at a re- 
cent meeting. Under the provisions of 
the ordinance the examining board will 
consist of a master plumber, a journey- 
man plumber, the health officer, building 
inspector and superintendent of the 
water works department of the city. 


SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. Nothing more simple or compact 


Installed in the Municipal Lodging House, N. Y. C. 


No Springs, diaphragms or delicate moving parts in the ‘‘Sms’’. Our Automatic @CME Valve 
is’ Perfection”. Ejectors for buildings,steamships and yachts in various types. Catalog on request 


SANITARY MECHANICAL SPECIALTY COMPANY 


. THOS. J. TUOMEY, Pres. J. J. WALSH, Sec. and Treas. 
NICHOLAS J. HAYES, Vice Pres. WM. MecCLINTOCK, Engineer 


152 East. 72nd Street, New York 


Boston Agents—Dalton-Ingersoll Mfg. Co., 171 High St. 
San Francisco, Cal. Agents E. A. Keithly, Metropolis Bank Building 


Sailing 
Open-Air 
Gymnasium 


Chicken 


Dinner 


Boating 
Out-door 
Sports 
Shore 


Dinner] 


Telephone 
185 Babylon 


‘ TAKE A DAY’S REST 
from the worries and cares of business, forget them for a while, and get out into the open, near 
to nature; enjoy the sunshine and breathe the pure bracing air ofthe country. It will makea 
new man of you. Such a day may be spent 
AT THE MAC LEVY FARM 

on the famous Merrick Road, at Babylon, Long Island, 37 miles from New York, opposite the 
Great South Bay. 

Automobile leaves New York 8.00 A. M., returning 9.90 P. M., and the entire day is spent out of 
doors, in all kinds of sports, boating, bathing, sailing ete. 

The trip is under the personal direction of Mr. Mac Levy, the well known Physical Trainer, 
and Leader of Men in Athletics, which insures its complete success. 


IF YOU ARE TIRED 


but can’t spare the time to take a vacation, send for leaflet describing the days trip in detail. 
You will be delighted with the plan. 


MAC LEVY, Babylon, Long Islan# 


You will sleep like a top 


The e:<. lik 
that night he r:cxt day feel like 


ahew man 


When in need call Orchard 4878 7 
EICHENBAUM BROS. 
Plumbers, Steam and Gas Fitters Supplies 
97 East 3rd Street - = ~ NEW YORK CITY, N. Y. 


THE ACKERMANN CORPORATION 
Sales Office: 1216 Brook Avenue, NEW YORK Telephone 2919 Melrose 


MANUFACTURERS AND IMPORTERS OF 
BRONZE POWDERS, GOLD, ALUMINUM & SPECIAL PAINTS 
Bath Tub Enamel and Special Liquids for Radiator Bronzing 
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Of Assurance 


Valcan’’ 


(IMPROVED PATTERN) 


Chain Pipe Wrench 


service is made absolutely dependable without additional 
cost but the service is worth more to you than the full 
cost of tool. 


To insure proper service, each Flat Link Chain is 
“proof-tested”’ in astandard tension machine up to 
two-thirds ofits breaking strain listed in table. 
Each Chain, so tested, is stamped O (circle) on the drop- 
forged swinging link, thus absolutely establishing the 
safety-factor and reliability of every wrench. 


Catalogue Free 


Sant: WILLIAMS & CO. 
Superior Drop-Forgings 
75 Richards St. Brookiyn, N. Y. 


“Get in the Game” 


That’s the cry everywhere—be it baseball or plumbing. 
Every baseball player knows that if he is to remain a regular he 
must not permit his batting to “fall off” or his fielding become 
“ragged”. 

The Progressive Plumber knows that he too must play “right 
up to the handle’”—that he must “go after” everything that 
looks like more profit. 


Get in the Water Heater Game—it’s a sure “homer” for the 
Profitville boys. 


al 


te : ) 
iD {Ove 
OME 


Install a “Pittsburg” in your Display Room and show your 
customers how water is obtained “‘at the turn of the faucet”— 
then watch your business and profits increase. 


Plumbers all over the United States and Canada are increas- 
ing their “batting averages” this way. Don’t sit on the bench 
all your life —“Get in the Game’— write for prices and details 
to-day. 


Pittsburg Water Heater Company 


Pittsburg, Pennsylvania 
BRANCHES IN ALL LARGE. CITIES 


CROATIAN 


RITCHARD BROS. 
CO., Memphis, Tenn., 
announce that they 
will immediately de- 
molish the building at 
433 Madison avenue, 
and erect a new home 
thereon. The new build- 
ing will be of fireproof 
construction, three sto- 
ries in height and mod- 
ern in every respect. 

The Postlewaite 
Plumbing & Machine 
Cols Ata Paris, eLenn., 
has purchased the busi- 
ness of Roe and Gilbert. W. B. Postle- 
waite is manager of the company. 

J. F. McCabe & Son, at Ripley, Tenn., 
have entered the plumbing and heating 
business in that town. 

Al Dott, Louisville, Ky., has the con- 
tract for plumbing for H. T. Jefferson, 
243 W. Market street. 

C. F. W. Lasch, 943 S. 3d street, Louis- 
ville, Ky., is doing the plumbing for the 
Caldwell Estate, 932 2d street. 

Haller & Zehnder are plumbing the 
dwelling for Frank McGrath, 802 South 
Seventh street, Louisville, Ky. 

Rosen & Hegan, 308 3d street, Louis- 
ville, Ky., are plumbing the Detention 
Home at 243 EH. Walnut street. 

J. H. Burwinkle, 2223 S. Brook street, 
Louisville, Ky., is doing the plumbing 
for John Gutman, 653 Mix street. 


The plumbing in the building of the 
Galt House, Louisville, Ky., is being 
done by P. H. Meyer, 640 S. Preston 
street. 


B. B. Watts, 217 S. 5th street, Louis- 
ville, Ky., “has the plumbing for the 
Weikel Realty Co., Preston and Lee 
streets. 


J. Isaacs Plumbing Co., 101 College 
street, Louisville, Ky., was the successful 
bidder for the Tyler Estate, 444 Fourth 
avenue. 


R. M. Nevin, Louisville, Ky., is doing 
the plumbing for J. Hayes, Everett and 
Long streets, also for Wm. Walker, 617 
4th street. 


The plumbing at 2624 and 2710 3d 
street, Louisville, Ky., is being installed 
by C. W. Bawer & Son, 3d and Ken- 
tucky streets. 


H. Koehler, 226 EH. Ormsby avenue, 
Louisville, Ky., has the contract for 
plumbing in 1304 Floyd street, 1403 Pres- 
ton street and 229 EH. Ormsby avenue. 


H. I. Davis, Louisville, Ky., has se- 
cured the plumbing for the Corey Schaf- 
fel Lumber Co., 1509 Preston street, and 
for F. Bender, Boyle and Charles streets. 

M. M. Coulson Co., 116 S. 7th street, 
Paducah, Ky., has the contract for the 
plumbing and heating on the new Wil- 
cox Apartments, that city. 

Manager Wayne Warden, of the 
Ahrens and Ott Mfg. Co., Nashville, 


Tenn., now has his new motor-boat, © 


The Manager, ready for service. New 
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PEC CECELERE LE LER 


engines have been installed, and he in. 
tends to take his friends on many Pleas. 
ure rides on the Cumberland River. 

I. S. Schardein & Son, Louisville, Ky,, 
were the successful bidders for the plumb- 
ing for J. H. Brand, 512 Belgravio avenue, 
and for Ernest Brinke, 1252 Everett 
avenue. 

L. Rosenfield, 8th and W. Jefferson 
streets, Louisville, Ky., is doing the 
plumbing for D. Wolff, 936 1st street 
also for J. C. Kokomor, Floyd and Mag 
nolia streets. 


Miller & Sauer, 743 E. Jefferson street 
Louisville, Ky., have secured the plumb 
ing contracts at 1033 EH. Breckenridgs 
street, 1400 Highland street and 713 W 
Green street. 


Leo. P. Spies was the successful bid 
der for the plumbing for the Bourlor 
Stock Yards Co., Louisville, Ky., and fo 
dwelling house of Mrs. Lena Cafoni, 64: 
E. Jefferson street. 


BE. Schardein, 129 S. 6th street, Louis 
ville, Ky., has secured the contracts fo! 
plumbing for the Kindergarten Society 
715 W. Jefferson street; for the Blau 
Gas Co.; Union National Bank Build 
ing, and for W. B. Trumbo, 624 > W 
Broadway. 


A. B. Nichols, at Union City, Tenn 
who recently moved into a new concret 
building, has had some trouble from th 
high waters that have prevailed in tha 
section of the state and which, for : 
little while, ascended into his shop. Hi 
is not very far from Reelfoot Lake. 


———_——_2@+-—___——_ 


Plumbing and Building Divisio 
Consolidated at Washington, 
Dee: : 


ECENTLY, the plumbing and buili 
R ing divisions of the Engineerin 
Department of the District « 
Columbia were consolidated and place 
under the direction of Building Inspectc 
Morris Hacker. i 
When the plumbing inspection depar 
ment was organized some _ twenty-s! 
years ago, it was under the jurisdictic 
of the Health Department, but sever 
years later was divorced from that d 
partment and made an _ independel 
branch of the Engineering Division. 
was not many years later, however, thi 
the Sewer Division was given contr 
over that Plumbing Bureau, and for 
number of years the two offices work 
in conjunction with each other. Thi 
however, was finally found tu’ be unsati 
factory, and the divisions were aga 
divorced, and remained so up to # 
present consolidation. 

It was during the latter part of t 
term of Henry B. Davis as chief i 
spector of plumbing, that the architec 
builders, and a few of the master plum 
ers, began to agitate the consolidatio 
in order to facilitate the filing of pla 
and work in the different branches; D 
the matter was not brought to a defini 
decision until recently. This is a mo 
in the right direction. Congratulation 
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Annual Meeting of a 
New England Associ- 
ation of Inspectors 
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HE New England As- 
sociation of Plumbing 
Inspectors held their 
annual dinner in the 
State Mutual Build- 
ing, Worcester, Mass., 
Thursday, June 138th. 

The inspectors from 
Maine, Rhode Island, 
Massachusetts, Con- 
necticut and New 
Hampshire, met in the 
plumbing inspectors’ room, City Hall, at 
noon, and were welcomed and made to 
feel at home by the big three of Worces- 


PRESIDENT O. J. CULLINGTON, 
MASs. 


LAWRENCE, 


ter, the three Johns, Hurley, McCartney 
and Pattison. 

The members, escorted by their 
Worcester brethren, left for the State 
Mutual Building, where they partook of 


the splendid repast prepared for them. 


spection ordinances in recent years. 

It was also voted to adopt a proposed 
amendment to the constitution, changing 
the date of the annual meeting from June 
to January, so that the annual meetings 
will hereafter be held in the winter in- 
stead of in the summer. It was also 
moved and seconded that the officers 
elected in Worcester last June, will con- 
tinue in office until the next January 
meeting. 

The association also adopted an 
amendment providing for an honorary 
membership. This is intended to make 
it possible for past plumbing inspectors 
to remain members of the association. 

During the luncheon the members were 
entertained by the famous double quar- 
tet known everywhere as the ‘Rrubarb 
Hight.”” The members are Messrs. Por- 
ter, Salter, Glennon, Clayton, Collins, 
Godfrey, White and Wilson. They ren- 
dered many of the popular songs to the 
great delight of every one present. 

The following members were met by 


H. H. Wiicox, TREASURER J. H. MALLONEY, 
PRESIDENT O. J. CULLINGTON, SECRE- 
TARY E. G. BATES AND D. W. HypDE 


M. Porter, Westfield; Henry H. 
Frank I. Winslow, Chel- 


ford; Wm. 
Wilcox, Taunton ; 


sea, and Henry J. Clayton, Dennis H. Col- 
lins, Robert W. Godfrey, Wm. P. Glennon, 
Richard A. Lynch, Joseph F. Salter, William 
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Michigan Stove Concern Insures 
All Its Employees 

T a cost of several thousand dol- 

A lars yearly, the Michigan Stove 

Company, Detroit, Mich., 

tracted for the insurance of 


has con- 
its em- 


ployees, the corporation assuming all 
expense. The “group policy,” as it is 
called, which has been issued by the 


Iquitable Life Assurance Society, covers 
every one of the 1,500 persons employed 
by the company. As such expense as 
medical examination and _ the like, 
necessary to individual insurance, is dis- 
pensed with under the group plan, the 
beneficiaries are put to no cost what- 
ever. This is only one of the ways in 
which the Michigan Stove Co. looks after 
the interests of its employees. 


REPRESENTATIVES F'RoM Four STATES 
R. S. Bemis, RHODE ISLAND; 


ANOTHER GROUP OF SANITARIANS, J. F. BRESNAHAN, J. H. Lyncn, A. R. Brown, 
C. M. HoLtyanp, M. Dineen, J. F. Hurtry anp L. E. 


CLAYTON, 


THE FAMOUS RHUBARB SoNGSTERS, Messrs W. M. Porter, J. F. SApTLER, W. P. GLEN- 


NON, H. J. CLAYTON, 


After dinner the inspectors were taken 
to the roof of the building and were 
invited to view the city from all sides, 
which they greatly enjoyed. 

The meeting was called to order by 
the President, and the officers submitted 
their reports for the year, after which 
there was a general discussion on the 
legislation that has been secured and 
changes that have come shout in the in- 


D. H. Cottins, R. W. Goprrey AnD C. A. WHITE 


A. D. Campbell, 
of THE PLUMBERS’ 


the representative 
TRADE JOURNAL:— 
President O. J. Cullington, Lawrence; 


E. G. Bates, and Frank W. Tower, Spring- 
field; John F. Bresnahan, Fitchburg; Albert 


R. Brown, Southbridge: Maurice Dineen, 
Woburn; John F. Hurley, and John F. Mc- 
Cartney, Worcester; Douglas W. Hyde, 


North Adams; James H. Lynch, Fall River; 
Fred W. Herrick, Beverly; A. Lincoln 
Moody, Waltham; Leslie E. Morrison, Med- 


ile Ae 
MORRISON 


A. Wheater, Chas. A. White, John H. Mul- 
loney, and Thomas M. Wilson, Boston, Mass. 
C. O. Seaman, Manchester, and C. E. 
Palmer, Concord, New Hampshire. 
R. S. Bemis, Providence, Rhode Island. 
G. G. Conron, Stamford, Conn. 


Officers, 1911-1912: President, O. J. Cul- 
lington; 1st vice-president, H. H. Wilcox; 


2d vice-president, R. S. Bemis; 3d vice-presi- 
dent, C. O. Morton; 4th vice-president, C. A. 
Seaman; 5th vice-president, J. R. Walker; 
secretary, E. G. Bates, and treasurer, J. H. 
Mulloney. 


The standing committees for the en- 
suing year are composed of the following 


gentlemen :— 

Ways and Means: J. FEF. 
chairman; A. R. Brown, W. M. 
Duffley and C. A. White. 

Legislative: T. M. Wilson, chairman, 
100 Summer street, Boston; J. F. MecCart- 
ney, J. F. Bresnahan, M. B. Coleman, J. H. 
Lynch, D. W. Hyde, M. Connors, A. J. 
Burnett, D. H. Collins, and J. J. Kenily. 

Scientific: M. B. Coleman, chairman; 
S. J. Garrity, R. S. Bemis, L. E. Millea and 
F. W. Tower. 


McCartney, 
Porter, M. 


eee 


Don’t hire a man because he “is not 
afraid of work’; such can doze peace- 
fully beside the most exacting duty. 


, Messrs. G. G. CONRON, 
AND VICE-PRESIDENT C., 


Conn.; D. W. Hype, MAss.; 
A, SEAMAN, VERMONT 


The Michigan Stove Company is the 
first in Michigan to adopt this plan of 
insuring the families and relatives of 
its workmen against the exigencies of 
death, and the second in the United 
States. The first policy of the kind to 
be issued was in favor of Montgomery, 
Ward & Co., of Chicago. 

Under the plan the life of each mar- 
ried man in the employ of the Michigan 
Stove Company is insured for $500, while 
that of each single man or boy is insured 
for $250, the policy being payable imme- 
diately upon death. 

The policy includes every employee of 
the company and is operative so long as 
he remains on the company payroll. In 
the event of an employee leaving the ser- 
vice of the company the policy on his life 
automatically ceases to exist the moment 
his name goes off the payroll, and be- 
comes operative in the case of the work- 
man who assumes his vacated place. 


WM. AFFEC 


“OLD RHUBARB” 


M. Porter, WESTFIELD, 
TIONATELY CALLED 


MASS., 


Brass 
Cesspools 


Plain cr with hinged Diameter 
cover and strainer. oY 


2' opening 
3’ opening 


Kokomo Brass Works, 
Kokomo, Ind. 


Fig. 14% 
9’ 3° opening 


Soil Pipe, Earthenware and Enamel Ware 
We Specialize On 


Our customers derive the benefit of our system. If you are in a position to pay cash for 
your goods, write to the nearest house for prices and see how much money we can save you. 


|New England We Pay 
| Plumbing Cash 
Supply Co., 


| Davis Bk. 396-398 Bridge St. 
Springfield, Mass. 


Not in any trust or combination for prices. 

See how much lower our prices are for cash. 
Cambridge Plumbing Supply Co. 39-49 Harvard St., Cambridgeport, Mass. 
Davis-Boston Lead Co. Successors to Holyoke Lead Pipe Co, 132 Broadway, Cambridge, Mass. 
All our sales positively spot cash. Prices quoted to Master Plumbers only. 


New England Business Only Solicited 


For All Our 


Purchases 


PLEASE 
DON'T IMITATE 


“GENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN, GIBERSON & HILANDS, INC., NEW YORK AND BUFFALO. 
OTHER SALES OFFICES AT; CHICAGO, ST. LOUIS. SAN FRANCISCO, NEW ORLEANS. MINNEAPOLIS, 
DENVER, SALT LAKE CITY, CLEVELAND. LOUISVILLE AND CLARKSBURG, W. VA. 


STACHS IN IT—EVERYBODY’S DOIN’ IT” 


Taking advantage of that ten day trial. The No. 1 v’se and nipple cutter has 
madea hit from the first. The only fellow who doesn't have this tool, hasn’t seen 
our “ad.” A single tool threading long or short nipples, iron or brass. Any com- 
mon square die and no bushings. Price $6.00. You can send it back, but will you? 
NEW ENGLAND AUTO PARTS MFG. CO. 
18 Tremont Street, Boston, Mass. 
Pacific Coast Rep.—W. B. Biggar, Portland, Ore. 


“DERFECT CURB BOX” 


Affords Perfect Protection to the Service Cock 


Mr. Plumber: 


‘Thereby insur- 


ing You can re- 
immediate commend the 
Accessi- “Perfect Curb 


Box” with the 
full 
that 


bility 
Write for Cat- 
alogue and 


Deal- 


ers Discount 


assurance 


you are 


doing your 
Customer a 
favor. 


Special 


Ex - : 3 Se ene 


Model No. 1. Style 1 Lead & Iron Pipe Model No. 3 Open Style 1 Iron Pipe Model No. 3 Closed Lead & Iron Pipe 


The S. E. T. Valve & Hydrant Go. 50 Church St. New York City 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 
make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 
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We acactacos 
——— 


UDGE & FRANCIS, 
New Bedford, Mass., 
have dissolved part- 


nership. W. H. Mudge 
has purchased the in- 
terest of his former 
partner and will con- 
tinue the business at 
the. olds ..stand.., = vir: 


_., lishment at Mattapoi- 

S|, sett, Mass. 

CEN 

Robert Robertson Co., Beverly, Mass., 
has just secured the contract for plumb- 
ing in the new library in that place. 

Messrs. Hirschfield & Mayer of Boston, 
Mass., have just returned from a ten- 
day business trip to Pittsburgh, Cleve- 
land and Detroit. 

The Schaffner Marsh Co. of Hartford, 
Conn., have been awarded the contract 
for plumbing in The New Municipal 
Building, that city. 

David Taggert of Wakefield, Mass., one 
of the leading plumbers in that thriving 
suburb of Boston, has been appointed 
plumbing inspector for that district. 

John G. Murray; Milton, Mass., in- 
formed THE PLUMBERS’ TRADE JOURNAL 
representative that he has considerable 
work on hand that will keep him busy 
for some months. 

Mr. Foster, for a long time connected 
with J. Edward Swan, Milton, Mass., has 
severed his connection with that con- 
cern and is now with The F. W. Webb 
Mfg. Co. of Boston. Mr. Young, for- 
merly plumbing inspector of Milton, has 
taken Mr. Foster’s former position. 

J. Moyahan, Cambridgeport, Mass., 
has recently sold his plumbing, heating 
and sheet metal business to two of his 
old employees, J. W. Matheson and A. L. 
Clark. The business will be continued 
under the firm name of the Moyahan 
Co., at the old stand. 


Farrell & Conaton, Lowell, Mass., have 
just secured the contract for plumbing 
in The St. Peter’s Orphanage. The H. 
R. Barber Mfg. Co., Lowell, Mass., have 
been awarded the contract for plumbing 
in The St. Peter’s Parochial School. 

Joe Meany, formerly with The E. T. 
Shaw Co., Lowell, Mass., has accepted 
a position with The F. W. Webb Mfg. 
Co., Boston, Mass., as traveling salesman 
in Eastern Massachusetts and Southern 
New Hampshire and Vermont. 


Alfred Cator, who for a number of 
years was employed by The Gregory 
Plumbing Co. and later manager for The 
Langboins & Auther Co. of New Bedford, 
Mass., has opened a plumbing business 
on Sawyer street. Langboins & Auther 
Co. having gone out of business, Mr. 
Cator will take over considerable of 
their work. 


John Sherman and P. McQuillen have 


(UU Ce, 


—— ; 


assumed control of the business of the — 
late E. M. Hatch on Purchase street, — 
New Bedford, Mass., and will continue 
at this stand under the name of Sher- 
man & McQuillen. Mr. McQuillen was 
for a number of years with H. H. 
Gregory, and Mr. Sherman was foreman 
for E. M. Hatch. : 


The firm of Sawyer & Hall, Lynn, 
Mass., dissolved partnership a_ short 
time ago, Mr. Sawyer continuing at the 
old stand under the firm name of F. W. 
Sawyer & Co. Mr. Hall has established 
himself with Mr. Chamberlain, who has 
been in the heating line for a great 
many years, under the firm name of 
Hall, Chamberlain & Co. ; 


Rae ‘ 
Large Boiler Foundry Erected at 
Boston, Mass. 


NE of the largest buildings de 
YO voted exclusively to the manu- 
facture of copper boilers, expan- 

sion joints and all sorts of special cop- 
per work has been erected by the firm of 
Gerstein Bros. & Cooper, at 143 West 
3d street, Boston, Mass. This firm has 
enjoyed an increasing volume of busi- 
ness since the modest start of a few 
years ago at 31 West ist street, South 
Boston, Mass. 


“GRIT” 


(Poem by “Pop”? Middlebrook, of Middle- 
brook & Goulden, Bridgeport, Ct. r 
A S Spring bedecks the Earth with 


flowers, 
May it bring fresh joys to us all. 
We come into this world all naked and bare’ 
We laugh and we weep, and have trouble 
and care; ee 
And sometimes, although we are heavily hit, 
We can overcome all by having just “grit” 


Grin and hold on, no matter what they say, 
Hold on, and with your grit things will come 
your way. 5 
Sitting down and whining doesn’t help a bit. 
Smile in place of danger, and rely upon 
your grit. P 


We meet in state convention and our banner 

we unfurl, BA 
For the boys that use the solder pot 
Are the boys that rule the world. 


ih hig 


You speak of independence, 
There is-no such thing on earth, , 
We depend upon each other 
From the very day of birth. 


Ree ag aay 


Give us sparkling water instead of aging 


wine, = 
For with a clear conscience and a closed 
mouth, ; 


We will all get there in time. : 
There is surely no one perfect—Adam and 
Eve were not, a 
For they raised Cain, who slew his brother 
By a base-hit on the spot. . 


Boys, just remember that a little head anc 
wit i 

Can put it over on the one who is without! 
a bit. = 


i 
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“MAKING” OF THE 
British “PLUMBER. 
The breadth of mean- 
‘ing involved in_ the 
word “making” appeals 
to the writer somewhat 
forcibly when attempt- 
ing a dissertation on 
the subject stated at 
the head of this para- 
graph. 

All educated 
ers of high standing 
are agreed that the 
essential part of the 
“making”? is born with 


oneneeeat NOU 


plumb- 


the individual, and that human agency can 


only mould, direct and train the natural 
bent to best fit it to successfully assume the 
“role” of the plumber. 

Few if any professions or trades call for 
greater skill and ingenuity, or embrace such 
widely diversified subjects as that of the 
qualified plumber. From the simple art of 
joint wiping to the advanced science of 
water supply, heating, ventilating and waste 
removal problems, is involved a wide field 
of knowledge which he who would be a suc- 
cessful craftsman must possess. The har- 
mony of hand and brain must be perfect 
and the far-seeing practical eye must be 


_ controlled by a well chosen store of proved 


| 


theoretical knowledge, to enable him to solve 
with avidity the knotty problems’ with 


which he is brought into daily contact. 


indentured 


Generally speaking, there are two chief 
modes by which the British plumber gains 
his practical and business training, namely: 


The “apprenticeship” system: and _ the 
“mate” system. 
The operation of the latter is confined 


chiefly to London and its immediate envi- 


ronment, whereas, the former principle is 
adopted generally in the provinces. The 
“mate” is usually engaged at the age of 


18 years, or thereabouts, to assist the 
plumber in the manual and menial parts of 
his work. If he shows an aptitude for the 
craft he is admitted to the stage of partly 
trained, and finally becomes a journeyman 
or full-fledged plumber after from six to ten 
years of service. Instances are commonly 
met with in connection with the successful 
issues from the use of this system, but the 
writer has had several experiences of its 
disadvantages. 


N the whole, the apprenticeship sys- 

O tem produces the larger percentage 

of well trained and capable men. 

Youths of from 14 to 16 years of age are 
taken direct from school and apprenticed to 
masters who may or may not insist on an 
service duly attested by the 
youth’s parents or guardian, and binding 
him to serve the master for a term of from 
five to seven years. 

In most cases, however, indentures are not 
insisted upon, and the employer and em- 
ployee may at any time, either mutually or 
individually, sever their connection. 

_ In cases where indentures are compacted 

without due regard to mutual compatibility 

| of temperament and the natural fitness and 

-aptitude of the individual for the duties of 

a plumber, many inferior craftsmen are pro- 

duced, greatly to the detriment of the trade. 

On the other hand, the level-headed master 
who is fortunate in securing the indentured 
services of bright intelligent youths, will 
take a lively interest in their welfare, and 
with due regard to economy, will give them 
every opportunity of obtaining a thorough 
knowledge of the trade. The certainty of 
employment for the stated period tends 
toward settled working conditions which are 
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conducive to an agreeable mutual regard. 

Where no indenture exists, the appren- 
tice is at the mercy of the master, who, if 
he be unscrupulous, will get the maximum 
of. manual labor from the youth without 
Siving him “quid pro quo” in business train- 
ing, and when work is wanting, will imme- 
diately discharge him. Thrown on his own 
resources and lacking sufficient knowledge 
to enable him to enter the ranks as a fully 
qualified plumber, he is compelled to take 
to laboring work or to accept employment 
from property agents, ferry plumbers and 
the like, who do cheap and nasty work and 
thereby bring the craft into disrepute. 

N former years it was the master’s duty 
I to teach his apprentices the whole of 

the various branches of the craft, but 
since the introduction and extension of the 
principles of technical training in all cities 
and towns, the theoretical and a portion of 
the practical side of the trade are taught 
in the technical schools. In consequence, the 
master .is relieved of some of these tasks. 
Nevertheless, the master is bound by the 
terms of the usual indenture to suitably 
train his apprentice in the various parts of 
the craft, and in the event of failure to keep 
the compact an apprentice may sue his em- 
ployer for breach of contract, and if he 
proves to the satisfaction of the court that 
there has been culpable negligence on the 
master’s part, damages are likely to be 
awarded against the latter. On the other 
hand, if the apprentice fails to comply with 
his part of the contract, he, or his parents 
or guardian, is actionable. 

Although litigation between the subjects 
named is rare, there are instances on record 
of apprentices who, having left their em- 
ployers before completing their term of ser- 
vice, have been compelled by order of the 
court to fulfill their contract according to 
the indenture. 

Technical Education. The whole of this 
portion of the plumber’s training is under 
the control of the Board of Education, which 
is a government office presided over by a 
minister of cabinet rank. Under the direc- 
tion of the Board, evening classes are or- 
ganized in all cities and towns, and in the 
case of sparsely populated districts where 
no classes are held, desirable students re- 
ceive assistance out of the rates of their 
particular district to enable them to attend 
classes at larger centers. 

Although there has been some attempt 
made to standardize the teaching of the sub- 
ject, it is at once obvious that the plumbers 
of cities and the larger towns have a great 
advantage over their brethren in country 
districts. They come almost daily in con- 
tact with a larger variety and a better class 
of work and have all the facilities of highly 
equipped technical institutions. In such 
centers as Manchester, London, ete., con- 
siderable sums of money have been spent 
in the equipment of workshops and labora- 
tories to enable the student to get the 
maximum benefit during his tutorical period. 

HE Department of Sanitary Engineer- 

ing and Plumbing of the Manchester 

Technical School is reputed to be one 
of the best of its kind. It has a very com- 
plete suite of lecture rooms, laboratory and 
workshop, specially designed and laid out 
for the training of Sanitary engineers and 
plumbers. (The writer will submit a detailed 
account of the organization with photos at 
a later date.) 

As the result of a considerable amount of 
investigation into the peculiar 
requirements of the plumbing 
Board of Education 
ance of 


educational 
trade, the 
insist on the attend- 
students at classes comprising 
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Lict Price $47.25 


The DEVORQ Syphon Jet Bow! with 3% inch round Segee Vent. This 


combination has WAVELINE vitreous China Tank, with China operating lever 
and seat in oak or imitation mahogany. 


The Sanitary Closet 


The DEVORO Jet, located at the bottom of the 
up-leg (see cut below) forces the water over the 
dam. There is no choke or reduction in area be- 
fore the water reaches the final outlet. By an im- 
proved construction cf the suction, or down-leg, very 
little of the flushing water is-diverted from the bowl 
proper to secure syphon jet action. 


The DEVORO Closet meets 
all the requirements of per- 
fect sanitation. Promptdis- 
charge of the bowl contents 
is assured. The discharge 
passage is of large calibre to 
pass freely a 244 inch ball. 
DEVORO has a large water 
surface and a deep seal, and 
is economical and soundless 
in Operation. 


The Great Western Pottery Company 


TIFFIN, O KOKOMO, IND. 


MANUFACTURERS OF VITREOUS CHINA LAVATORIES AND 
SPECIAL CLOSETS OF ALL KINDS. WRITE FOR CATALOG 


Sectional view of DEVORO 
Jet Bowl, showing structure 


of Jnkgtr vent and syphon 


passage of large calibre. 
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The highest pinnacle 
in closet manufacture 
has been attained by the 


SCHUREMAN 
Patented Seat 


Operating Fixtures 


Known to the 
Trade as the 


“Challenger” 


They are different 
from all other makes. 

These fixtures are the 
kind that you can sell 
easily. Your customer 
appreciates their merits. 

Mr. Plumber, they 
hold a good profit for 
you. Remember the 
name 


“Challenger”’ 


Seat Operating Fixtures 


Mr. Jobber, you can 
buy this hardware and 
assemble your own seat 
action outfits fromstand- 
ardtanks,bowlsandseats, 


No Springs, Cup-Leathers 
or Packing Boxes 


Here are the specifications for our No. 
44 Combination: 


Plain Oak Solid Bent Low- 
Down Tank, Piano Finish, 
Copper Lined, with Trim- 
mings for seat Operating, 
with Offset or elbow Closet 
Connection. Can furnish 
Round Corner Tank if wanted. 


Detail description fur- 
nished on application. 
Send for Catalogue 


and Prices. 


HAAN 
Findeisen & Kropf Mfg. Co. 


2100 S. Rockwell Street 
Chicago, Ill. \ 
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THE PLUMBERS’ 


“Group Courses.” These consist in the first 
year, of mensuration, geometry and ele- 
mentary science, including mechanics, chem- 
istry and physics. In the second year, ad- 
vanced mensuration, practical plumbing and 
lectures on elementary plumbing are taken, 
with building construction as an optional 
subject. The third year course consists of 
lectures and practical work of an advanced 
type, also drawing. The fourth year work 
embodies the advanced subjects connected 
with plumbing, including lectures, drawing 
and workshop practice. A fifth year course 
is devised for competent students who are 
then expected to undertake original work 
in the laboratory and workshop under the 
supervision of an instructor. 

Owing to the stress imposed on students 
who, after doing a hard day’s work, attend 
a class in the evening, and that for three 
nights per week extending over a session of 
thirty weeks in the year, a movement was 
started several years ago that had for its 
object the organization of special day classes 
for apprentices. 

The Manchester Education Committee were 
the pioneers of such classes. Monday in 
each week for forty weeks in the year is 
devoted to technical instruction. It can- 
not be said, however, that the experiment 
has proved an unqualified success. There 
appear to be some difficulties in the way, 
a remedy for which has not yet been dis- 
covered. 


URING the period of technical in- 
D struction and at its completion, the 
student is expected to sit at. the 
several examinations held by the chief ex- 
amining bodies, and if successful will receive 
certificates issued by these bodies. 

The chief examining authorities are :— 

The City and Guilds of London Institute 
(whose functions are taken over by The 
Board of Education). 

The Institute of Plumbers. 

The Worshipful Company of Plumbers. 

Recently, attempts have been made to 
unify the requirements of the various ex- 
amining bodies. The certificate of the City 
and Guilds is accepted by the other insti- 
tutes as an equivalent qualification and 
endorsed with their respective stamps. The 
Board of Education have, however, devised 
a scheme whereby all important teaching 
centers will organize and hold their own 
examinations and the certificates awarded 
will be endorsed by the Board. 

This is undoubtedly a step in the right 
direction, as it will tend towards the elimi- 
nation of faddist questions and permit the 
students to devote their energies to the im- 
provement of their thinking and originating 
powers instead of spending valuable time 
cramming for examinations. 

The various knotty points in trade mat- 
ters are carefully watched by separate or- 
ganizations of master plumbers. 

In addition to the many independent local 
organizations of masters which deal with 
subjects of a purely local color, there are 
several national bodies, chief of which are: 
The Institute of Plumbing, and The Master 
Plumbers’ Association. The former is the 
newer and probably the more representative 
of the two and is an exceedingly strong 
body. By the recent adoption of a pro- 
gressive policy, a number of operatives have 
been included in the council of the Institute. 
Such procedure must eventually lead to a 
closer and _ better understanding between 
employer and employee. 
le scope of the Master Plumbers’ As- 

sociation is confined chiefly to Lon- 
don and its environments. 

The trade interests of the men are con- 
trolled and directed by the United Operative 
Plumbers’ Association—a strongly placed 
body of operatives governed by an elected 
executive, which also provides out-of-work 
and sick pay, super-annuation and death 
premiums. All disputes between employed 
and employer are referred to this body. In 
the hands of a reasonably balanced execu- 
tive, this organization does solid work in 
obtaining improved working conditions for 
its members, and in preventing encroach- 
ment upon its legitimate preserves by the 
allied trades. 

The supervision and control of the work 
of the plumber is in the hands of a number 
of inspectors who act “under the direction 
of the local governing body. 

The building inspector is responsible for 
the proper fulfilling of the sanitary require- 
ments of new property. The sanitary in- 
spector controls the alterations and repairs 


of defective work which has been discovered 
by him during his usual house-to-house in- 
spection. On the other hand, all water fit- 
ting is controlled by the inspectors of the 
waterworks department or company, as the 
case may be. 

Many amusing and yet deplorable in- 
stances are on record of new work that has 
been passed by the building inspector having 
to be altered and reconstructed within a 
comparatively short time after completion, 
by order of the sanitary committee. gain, 


OSEPH WHELAN 
has purchased the in- 
terest of his partner, 
Samuel Simmons, in 
the plumbing  busi- 
ness of Whelan & 
Simmons, at New 
York avenue, North- 
west, Washington, D. 
C., and will continue 
the business for the 
time being under the 
firm name. The firm 
was organized about a year ago and has 
done considerable work during its first 
year. Mr. Whelan, prior to entering 
business was an assistant inspector of 
plumbing for the District of Columbia. 
Mr. Simmons has not as yet made any 
definite plans. 


The work of installing the plumbing 
in two rows of houses, one on South 
Carolina avenue, Washington, D. C., and 
another around the corner on Third 
street, Southeast, is being done by 
Abram B. Clemmer. 


Isadore Freund, of 1315 7th street, 
Northwest, Washington, D. C., has re- 
ceived the award of the plumbing con- 
tract for eighteen houses on Lexington 
street, Northeast; 402 H street, North- 
east, and 1202 Water street. 


The health regulations of the District 
of Columbia may be amended to more 
clearly define the liability of owners 
and occupants of houses with respect to 
leaky and obstructed sewers. The pro- 
posed amendment makes it an offense 
punishable by a fine, for an owner or 
occupant of a house to allow any drain 
pipe to leak, or to permit any pipe to 
become obstructed. 


Daniel Shea, a prominent member of 
the trade at Jacksonville, Florida, was 
in Washington, D. C., for several days 
recently on important business with the 
Navy Department. It is not given out 
as to the outcome of the interview, but 
some day perhaps the name of “Daniel 
Shea” may be as widely known as that 
of the most famous inventor in the 
world. Who knows? THE PLUMBERS’ 
Trape JouRNAL, however, wishes Mr. 
Shea every success with his new ideas. 


Thomas Kelly of Thos. Kelly & Bros., 
of Chicago, dropped in on the District 


Bit 
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the respective by-laws of the different local 
authorities are-in no way uniform. In cer- 
tain districts they are of a stringent char- 
acter and in keeping with modern require- 
ments, while in others they are exceedingly 
lax and out of date. There is now a move- 
ment on foot for the standardization and 
unification of all by-laws relating to build- 
ing and sanitary matters. The pioneers of 
progress and reform are sanguine that a 
marked improvement will be effected in the © 
near future. (Zo be continued) 


of Columbia master plumbers (a few of 
them) while in the Hast, and also took 
the occasion to renew his friendship 
with Inspector of Plumbing Alfred R. 
McGonegal at the local plumbing de- 
partment. Mr. Kelly is looking younger 
than -ever and expressed himself as 
having enjoyed his meeting with the 
many plumbers and others on this two- 
month trip. Our Washington corre 
spondent had quite a little talk with 
Mr. Kelly. ; 


The latest entrant into the business 
of plumbing and gas fitting in the Dis- 
trict of Columbia is A. Bellmore, who 
has just taken out a license. Mr. Bell- 


more had been working at plumbing for 
many years in Philadelphia, New York, 
Columbus, Ohio, and the District of Co- 

He has located at 1934 
Northwest, 


14th 
and has already a 


lumbia. 
street, 


A. BrttMorn, 1934 14TH St. N. W. 


WASHINGTON, D. C. 


number of nice dwelling contracts 01 
hand. He informs the Washington rep 
resentative of Tur PrumsBers’ TRAD! 
JourRNAL that he is anxious to receiv 
catalogs, trade discount sheets, etc. 
The contract for the plumbing install 
tion in fifteen houses on Potomac avé 
nue, Southeast, Washington, D. C., ha 
been awarded to Louis Conradis, aggT 
gating over three thousand dollars. 
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NE of the most vexing prob- 

lems the architect must face 

is the location of radiators. 

Most architects are perfectly 

capable of choosing the right 

ocations, for: they are entirely familiar 
vith what is required in the way of 


space, but somehow the placing of radi- 
itors is sometimes neglected. There are 
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Fic. 2—CoNcEALED RADIATOR WITH RADIA- 


TION SLOTS 


so many details in connection with draw- 
ing the plans that radiators have to be 
put on the plans hurriedly, frequently 
resulting in poor locations. 

Every radiator on the job should be 
shown in the plans—indeed, when a 
building is first designed, radiators should 
be considered and wall space arranged 
accordingly. No matter how proficient 
a steam fitter may be he cannot squeeze 
a 75-foot radiator in space provided for 
a 50-foot. When heating has not been 
considered from the start and_ the 
location of radiators is left to a hit-or- 


re. 1—No Great Loss or EFFICIENCY 
With THis INSTALLATION 


miss calculation after the building has 
yeen started, nine times out of ten 
chere is trouble with the heating plant. 


A: Where to Place 8 
|! RADIATORS | 
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One very good method employed by 
some architects is to have a condensed 
schedule of the standard sizes of radiators 
included in the kit of the draftsman 
whose duty it is to take care of radiation. 
With this schedule always before him 
there is no reason why radiators should 
not be properly planned from the begin- 
ning. Such a schedule is readily made 
by clipping from a catalog the sizes 
and styles most used, pasting them 
upon a piece of cardboard, and noting 
the size taken up by each radiator, 
from center to center of valves. The 
ordinary patterns of single-column, 
double-column, three-column, four - 
column and five-column radiators, 
with heights from 20 to 44 inches, 
will provide for the majority of cases. 
In fact, the requirements of most 
architects are contained in fewer 
sizes than these, for the majority 
of radiators are 38 inch, three- 
column (for wall locations), and 
20 inch, five-column, for window 
radiators. 

Architects have discovered that 
the closer they stick to the sizes 


most used, the easier it is to 
get what they want, and get it 
promptly. Manufacturers natur- 


ally carry the largest stock of or- 

dinary sizes, so standard sizes can 
usually be obtained without delay. 
When it comes to sizes little used, 
time consumed sending in a special 
order to the factory and getting the 
goods on the job is frequently a 
source of considerable annoyance to 
the owner, who cannot understand 
why it takes so long to get his radi- 
ators. Often ordinary sizes might 
have been used and they would have 
been just as satisfactory, with the 
added advantage that they could have 
been found right in stock. 

Steam’ fitters should work with 
architects when it comes to locating 
radiators. Nothing annoys an archi- 
tect more than having his building 
torn to pieces to provide spaces for 
radiators. The time for architect and 
steam fitter to get together for the com- 
mon good of the job, is when the plans 
are being made. Most any architect can 
step to a telephone and get a steam 
fitter over to his office at a moment’s 
notice. Steam fitters of the right sort 
are always glad to give heating infor- 
mation to any one, at any time, gratis, 
and many architects, before their plans 
are inked in, send for a steam fitter to 
discuss with him the layout for the 
heating system. 

When an architect consults with a 
steam fitter he should be made to under- 
stand that the latter considers it a favor 
to be consulted. The steam fitter should 
make it plain to the architect that he is 
glad at all times to give any help he can, 
whether he finally “gets the job” or 
not. I think more architects would avail 
themselves of the help of steam fitters 


if they felt sure the service was given 
freely and good naturedly. Of course, 
architects should do the right thing and 
give obliging steam fitters a “square 
deal.” I have known instances where 
an architect got all the information he 
could out of one steam fitter for the 
express purpose of taking advantage of 
his superior experience. Then he turned 
around and handed the job to a com- 
petitor—one who was entirely incom- 
petent and should not have been em- 
ployed at any cost. 

The hasty- location of radiators is one 
of the chief causes of future trouble on 
the job. No part of the work contrib- 
utes more directly to the comfort or 
discomfort of the owner than the heating 
system. If anything is wrong with it 
he is put to more annoyance than with 
almost anything that can happen. When 
a house is cold and no amount of stoking 
can keep down the chill, the owner knows 
something is wrong though he may be 
anything but an expert in heating. 
Naturally he turns to his architect for 
relief, though only too often the trouble 
is almost beyond correction owing to 


faulty location of radiators, or unscien- 
tific piping. 

Perhaps the trouble really lies at the 
door of the architect himself, who, way 
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back on the job when plans were first 
made, did not give sufficient considera- 
tion to heating matters. When the 
steam fitter came along he found no 
practical place provided in which to run 
his pipes or place his radiators. On the 
other hand, the steam fitter in his zeal 
to get the job may have allowed for too 
little radiation. Whatever the reason, 
the result is an angry, dissatisfied owner 
who is in a proper frame of mind to 
roast his architect as well as his heating 
contractor, for he regards the former as 
his technical adviser and naturally holds 
him responsible for the result. 

What are the best locations for radi- 
ators? No two men will agree precisely 
on this point. Steam fitters want radi- 
ators put where they will be the most 
effective, regardless of appearances, and 
architects are sometimes inclined to tuck 
them away in corners where they will be 
inconspicuous, regardless of efficiency. 
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The members 
of the 


National 
Association 
Master 


Plumbers 


and their friends will find 
that the special train to the 


30th Annual 


Meeting 


Salt Lake City 
Utah 


July 16 to 18, 1912 


is beyond question the finest 
train ever sent out for such 
an event. 


The Santa Fe 
national reputation for hand- 
This 


reputation was one of the 


has a 


ling special parties. 


prime reasons for naming it 


The Official Route 


other reasons were double 
track line, block safeguards, 
Fred Harvey meals. 


Send in your reservation 
for Pullman space. 


Do it today. 


Address 


G. T. Gunnip, Genl. Agt. 
64 W. Adams Street 
Chicago 
or 
G. W. Hagenbush, Genl. Agt. 
905 Main Street, 
Kansas City, Mo. 
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GREENWOOD MFG. CO. 
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PLUMBERS SUPPLIES 


Gas Drip and Service Cleaniti; 
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umps, Proving Pumps and Me. 


cury Gauges, Beer and Air Pumps, 
Air and Water Regulators, Beer 
and Air Cocks, Faucets, Beer Bungs 


and Tubes, Tile Gutter Strainers, § 


Block Tin Pipe, and Air Hose. 
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27-629 Arch St., Philadelphia, Pa. 


Between these two diametrically oppo- 
site points of view the poor owner stands. 
Though he is the party most vitally 
interested there doesn’t seem to be much 
of a chance for him to assert himself. 

It is safe to say that the most efficient 
location foraradiator is under a window. 
No matter how well built a house is, 
and no matter how carefully windows 
are fitted with window strips, consider- 
able cold air is in evidence at or near 
a window. Window radiators are now 
used on all the best jobs, though many 
housekeepers object to this location, 
claiming that window curtains are 
ruined by dust rising from the radi- 
ator. This is in a measure true— 
Curtains do get dusty, but the dis- 
advantage of washing curtains fre- 
quently is more than offset by the 
greater comfort in a room warmed 
by radiators located under windows. 
Besides this, radiators so placed are 
very much less in the way than when 
occupying valuable wall space else- 
where. 

An ideal arrangement for window 
radiators is shown in Fig. 1. A niche 
for receiving the radiator is left in 
the wall directly under a window. 
Above, the wide window sill extends 
out over the radiator, though it 
should be kept high enough above the 
latter to permit free circulation of air 
between the radiator and under side of 
the sill. 

Many architects have come to adopt 
this method of installing window radi- 
ators as it gets them out of the way and 
at the same time does not decrease their 


efficiency. In building hollow tile houses, 
several firms of New York architects 


provide for radiator niches under win- 
dows the same way, a practice which 
has proved very satisfactory. It is a 
good idea to cover the bottom of the 
projecting window sill with tin, to pro- 
tect it from the heat of the radiator. 

All walls are not thick enough to per- 
mit of a niche deep enough for a radiator, 
but thin walls can be utilized in the same 
way by furring out a pilaster on each 
side of the window, thus increasing the 
depth of the niche by the projection of 
the pilaster. Fig. 2 shows one very good 
method of doing this. Under a group 
of casement windows the radiator is 
placed in a niche made by building a 
pilaster on each end. Pilasters are of 
plaster, trimmed on the corners with 
casing, and a plaster screen is built in 
front of the radiator to conceal it from 
view. 

In locating a radiator behind a screen 
in this way, the latter should be built 
off the floor at least 4 inches (to permit 
circulation of air), and a slot should be 
left open at the top through which hot 
air from the radiator can rise. Circula- 
tion is maintained when cold air, drawn 
through the space at the floor, becomes 
warmed by the radiator and is dis- 
charged into the room through the open 
space at the top. 

Concealed radiators are not so effi- 
cient as radiators entirely exposed (for 
complete radiation is obstructed by the 
screen, either compo-board or wire grill- 
work), therefore concealed radiators 
should be made larger than ordinary 
radiators. The screen in front of the 
radiator can be removable, so the latter 
may be reached for repairs. Valves 
should be located where they can be 
conveniently reached, either through the 
opening at the floor or at the top. Ina 


Fic. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIE 


room where walls are decorated with 
wall paper, radiator screens are often 
made of compo-board (or similar wall 
board or wire erill-work with openings 
for valves). 

Another good place for a radiator is 
under a seat, when it is possible to make 
the radiator large enough to compensate 
for its efficiency (owing to the obstruc- 
tion to. circulation offered by a seat). 
Many architects have learned the con- 
venience of locating ordinary radiators 
under seats, but their unfortunate ex- 


PANTRY RADIATOR 


4—IMPROVED PANTRY RADIATOR AND 


PLATE WARMER 


periences have taught them that heating 
efficiency is greatly reduced when a 
radiator is so placed. Anything that 
interrupts the free circulation of air to 
and from a radiator lowers its efficiency, 
be it nothing more than a plank over 
the radiator. For this reason seat radi- 
ators, very desirable from the stand- 
point of appearance, should always be 
increased in size. Fig. 3 shows a good 
method practiced in the office of a 
Chicago architect. The seat is left en- 
tirely open in front, the seat top being 
supported by a thick cleat. At the back 
of the seat a slot is left to permit heat 
to rise from the radiator. Usually a 
sheet of tin is furred down under the 
seat to prevent excessive heat from 
shrinking the lumber. 

Of course, only the driest of kiln- 
dried lumber should be permitted in 
a place of this kind. Not only is it 
necessary to see that the lumber is 
dry when sent from the mill, but it 
must be kept dry after it reaches the 
building. Otherwise the woodwork, 
being damp, will dry out and shrink. 

It is doubtful if a radiator should 
be built under a seat unless the seat 
is made in such a way that it can be 
readily removed in case repairs are 
necessary. This may be done by 
having the top on hinges. In one 
house I know of the owner left his 
bedroom window wide open one win- 
ter’s night, after turning off the 
radiator (under the seat). The 
weather turned very cold during the 
night and the radiator (hot water) 
froze, bursting a section. AS long as 
the radiator was frozen there was no 
evidence of a break. In the morning 
the owner rose hastily, shivering, 
closed the window and went into a 
warm room to dress. A little later, 
while at the breakfast table, a drop 
of water went, splash, on his plate. 
He looked up and was amazed to 
see the ceiling saturated with water. 
Rushing upstairs, he looked into the 
room. Water was spurting from under 
the seat, not in a very large stream as 
yet because the radiator was still 


somewhat frozen. Seizing the seat, he I 
attempted to get it out of the way re 
order to reach the radiator, but there 
was nothing doing. The carpenters who 
put it in, built it to stay—and stay it did, 
in spite of the most vigorous wrenching. 
Finally the owner realized what had 
happened and with presence of mind he ~ 
opened the window again. In a few 
minutes the leak stopped. = 
When the steam fitters arrived it was 
a pretty ticklish operation drawing the 
fire from the heater, thawing out the 
radiator and lowering the water down 
below the broken section. The seat had 
to be broken to pieces to get at the 
radiator. 4 
In a pantry it is now considered best 
practice in the offices of many architects — 
to put in a regular pantry radiator under — 
one of the cabinets (Fig. 4). Curiously 
enough it was an architect who first con- 
ceived the idea of using two wall radi- 
ators in a horizontal position for a com: 
bination plate warmer and radiator. He 
installed such a radiator on one of his © 
jobs, using two wall radiators held at 
the proper distance apart by short legs | 
of pipe. The radiator worked out so 
well as a plate warmer that it attracted — 
considerable attention. Other architects _ 
and heating contractors copied the idea 
until now the pantry radiator has come 
to be a standard fixture. ¢ 
When a pantry radiator is put under 
a cabinet, the woodwork above should — 
be protected by a sheet of tin or galvan- 
ized iron attached to strips, in order to. 
provide air space between the radiator 
and the woodwork. Doors on the locker 
containing such a radiator usually have 
panels of screen wire, so that heat from 
the radiator can be utilized to warm the 
pantry, and no further radiator in the 
pantry is required. i 
Wall radiators have come to be used 
quite extensively in narrow corridors — 
where space will not permit larger 
radiators, and they will be found efficient 
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BATHROOMS og 


and practical. A new place for the wall 
radiator is in small bathrooms wher 
space is restricted. In such a on 
some architects specify wall radiators 
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attached to the wall just over one end 
of the.tub (the latter being placed under 
a window). Locating a tub under the 
bathroom window seems to be the least 
wasteful of space and for this reason in 


small bathrooms architects frequently 
locate tubs in this manner. When the 
wash bowl and stool are in_ place 


there is frequently no space left for the 
radiator, hence the growing practice of 
using wall radiators. Located over one 
end of the tub near the window where 
cold air enters, wall radiators are en- 
tirely practical. 

Single column radiators are convenient 
in a narrow hall where wider radiators 
would be impossible. Several architects 
have succeeded in concealing wall radi- 
ators behind a screen or grille, by taking 
for them some of the space from a closet 
built adjacent to the hall. 


One of the best places for a vestibule 
radiator is behind an open bronze or 
wood grille, permitting free radiation of 
heat and at the same time partially 
concealing the radiator. This develop- 
ment of the vestibule radiator has really 
been brought about by the method 
usually employed in the vestibules of 
office buildings. Architects, noting the 
neat way in which such radiators are 
concealed in buildings, have discovered 
that the same method is effective in 
houses. 

Another good place for the hall or 
vestibule radiator is under the floor— 
indirect, with a register above. Indirect 
radiators are also ideal in a living-room 
or dining-room; they are comparatively 
easy to install in any room on the 
first floor, for the reason that ducts 
and connections are concealed below. 
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ILLIAM E. SMITH of 
Shipley street, Wil- 
mington, Del. was 
very busy when THE 


PLUMBERS’ TRADE 
JoURNAL  representa- 
tive called. Among 


the important  con- 
tracts which now en- 
gage his attention is 
the plumbing of the 
new maternity ward 
of the Delaware State 
Hospital at 14th and 
Washington streets. 

Gawthorp & Bros. Co., of 104 W. 4th 
street, Wilmington, Del., have one of the 
large establishments among the trade of 
the city. Their manager reports that 
they have their share of the present 
business rush. 


R. J. Fidance of 1801 W. 7th street, 
Wilmington, Del., is also a very busy 
man, but can always spare the necessary 
time to attend his local’s outings; and 
knows how to enjoy them. He was a 
close second to Officer Wharry, being 
Patrolman No. 2. If the city authorities 
ever saw-how nice he looked in his out- 
ing attire, they would not be long in 
naming him chief of police, over all the 
city. : 


J. J. O'Connor, of Pleasant Place and 
Harrison street, Wilmington, Del., re- 
ports that he has considerable jobbing 
and alteration work under way. He has 
the plumbing work of fourteen dwellings 
. about completed and is making prepara- 
tions to start work on thirteen new 
houses which will engage his attention 
for some time. Mr. O’Connor seems to 
be one of the young hustlers of the city 
and is evidently getting a share of the 
business under way. 


John C. Brison of 103 W. 7th street, 
Wilmington, Del., is also among the 
busy master plumbers. He has a plenty 
to do at all times, lots of alteration work 
work and jobbing. Among the important 
contracts he has now under way is the 
plumbing and heating of a large apart- 
ment house. Mr. Brison is treasurer of 
the celebrated Idle Hour Club, at Grubbs 
Landing, Delaware River, the club which 


SE 
Echoes from Wilmington 
Delaware 


il 


owns that clock whose hour-hand always 
points to 13. When away from _ busi- 
ness he is known as the “Commodore,” 
which title they say he has honestly 
earned by careful management of his 
steamboat,’ which plies the Delaware. 
The Commodore is one of those whole- 
souled fellows whom it is a delight to 
meet. And, believe us, what he does 
not know about shad bakes is not worth 
knowing. As supervisor of the bake, he 
won universal praise from the members 
and guests who were present at the 
recent annual bake. 

Isaiah N. Eaton of 413 Shipley street, 
national vice-president, was interviewed 
at his store. He reports that his busi- 
ness last year was the best within his 
recollection, though he manages to keep 
very busy most of the time, inasmuch as 
he has a good jobbing and alteration 
patronage. . Mr. Eaton is a man who 
gives some thought to the problems 
which confront the trade. He has been 
at the business many years and has ob- 
served the methods of conducting the 
business materially change. He spoke of 
the difficulty of obtaining sufficient com- 
petent men during the rush periods, as 
the larger cities naturally attracted 
many. He referred to the apprentice 
question and the need of careful atten- 
tion to this subject, on the part of the 
master plumbers and other topics of like 
interest. 

————<— 00 ___ 


PUN IN LAST LINE 


HEN hoops were worn by women, a 
nuisance they were found; 
One ran against them everywhere— 

those hoops were always ’round. 

And they retarded, it was clear, the rise of 
womankind, ; 

For by the fashion of her sphere each lady 
was confined. 

The bustle, also, saw its day, though to it 
they adhered— : 

And when at last it passed away that cling- 
ing gown appeared! 

And, as it suited old and young, ’twas worn 
without demur— 

To fashion woman long had clung—now 
fashion clung to her! 

And thus the years new fashions bring, 
which flourish and decay— 

The corset is the only thing that ever came 
to stay. 

—Cleveland Plain Dealer. 
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No SET SCREW to BREAK 


REGAR EXTENSION 
FLANGED BIBBS 


Make a tight true job 
SAME IN FULLER 


MANUFACTURERS OF 
COMPRESSION WORK 
FULLER WORK 
CROUND KEY WORK 


Sleeve | 
Conceals 
Adjustment 


THE REGAR COMPANY 


CLEVELAND, OHIO 


ABSOLUTELY 
GUARANTEED 


Send For Prices 


BRONZE & BRASS WORKS 


CLEVELAND, OHIO 


| Fuller 
Bath Cocks sold last year 


You know the reason. 


NORTHERN BRASS MFG. CO. 
Waukegan, Ill 


HOT TALK 


It’s not what we say that counts, its what you say, Mr. Consumer, 
that puts us to the good. We confess we like to hear praises for our 


Clean Sweep Traps 


from worthy users. The hearty remark by a good 
plumber, ‘‘I know they are good, and the best in fact 
because I have used them” talk, is what puts the 
goose flesh all over one. The enthusiasm of the re- 
mark just makes the nerves twitch. In Brass and 
Lead. In use by the Government. 


Detroit Sanitary Supply Co. 
Sole Manufacturers 
Antoinette St. and Second Ave., 
Detroit, Mich. 
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An Up-to-the-Minute Line of 
Brass Goods 


High-grade brass specialties are those 
turned out by the Kokomo Brass Works. 
The fine design and lasting quality of this 
line has justified the 
growing demand from 
plumbers in all parts 
of the country. One 
of the drum _ traps 
with adjustable floor 
flange is shown here. 
» This type has female 
screw pipe connec- 
tions, but other 
models are made for 
flange or screw un- 
ions. They are made 
' in four styles, 114” 
and 2”. The Kokomo 
Brass Works, 345 
Smith street, Kokomo, 
Ind., make a complete 
ferrules, solder nipples 
Mention THE PLUMBERS’ 


Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlingtoa, N. J., U.S. A. 


line of trap screws, 
Write for catalog. 
TRADE JOURNAL. 
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Making The [Bathroom Attractive 


There is nothing, that brightens up or 
improves the appearance of a bathroom so 
much as the Celluvarno White covered fur- 
nishings such as closet seats, tanks, stools, 
towel bars, racks and medicine cabinets. 
The bathroom though furnished in white, 


“Kretschmer” 
Sanitary Bubbling Cup 


will not have that tone of cleanliness if the 
and trimmings are not 


woodwork “Cellu- 


Has been installed in hundreds of schools 
public parks; hotels, theatres ang in many 
homes and factories. 
Universal Satisfaction 
Absolutely Sanitary 
Easily Attached 
Perfect Adjustment 


Simple Economical 


Kretschmer Mfe. Go: varno” covered. Acids, hot or cold waters 
and slops will not affect ‘‘Celluvarno”’ fix- 

Dubuque, Iowa tures. Soap and water make the _ best 
cleanser and it takes but a few seconds to 


brighten up the surface. “Celluvarno” is 
impervious, it will not peel or craze, doesn’t 
become yellow after years in service and is 
cuaranteed absolutely sanitary. Show- 
rooms fitted up with these articles invari- 
ably attract attention. The Celluvarno 
Co., Inc, 44 Hast Kinney street, Newark, 
N. J., will mail descriptive matter to the 
trade who write mentioning THE PLUMBERS’ 
TRADE JOURNAL. 
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Claim Underfeed Method a Great 
Saving 


A saving of one-half to two-thirds in 
fuel consumption is claimed not impossible 
but rather an ordinary incident in the in- 


RADIATOR VALVES 


STEAM—HOT WATER 
GATE—UNION ELLS 


Our valves are all tested before they leave 
the factory. 

Every valve before it leaves the factory is in- 
spected by a staff of competent men. 

That means that you get a valve that is right, 


and you know that when you buy our valves 
your troubles are eliminated. 


OUR MOTTO: 
“High Grade Goods, 
Moderate Prices.” 


i 


Detroit Brass Works 


Detroit, Michigan | \ 


stallation of Williamson underfeed boilers. 
This underfeed idea is claimed by the Will- 
iamson Foundry Co., 4388 West Fifth avenue, 
Cincinnati, Ohio, to be the clinching argu- 
ment used by the progressive heating man 
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in securing his contract. He knows that 
the factory is behind him with a guarantee 
that binds, and every new installation is but 
a booster for others to follow. The first 
question the prospective purchaser asks is 
in reference to his coal bills. A well de- 
signed job, even though slightly higher in 
cost, pays for itself within a short while 
and this item seldom escapes the eye of the 
prospect. When the contractor can show 
his customer that he can actually save 
money, the contract is practically his. The 
Williamson Foundry Co. are ever ready to 
co-operate with the contractor in making 
sales and maintain an engineering corps 
whose services are free. Additional infor- 
mation in the form of catalogs will be for- 
warded to those who write, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


a 
Adding Machines are Time Savers 


The adding machine has now arrived in 
a conspicuous place within the list of office 
equipment for the busy plumber or heating 
man. The low 
price of the de- 
vice has only 
been brought 
about by the in- 
troduction of ex- 
pensive machin- 
ery which has 
simplified the 
cost of manufac- 
ture; (so; as to 
bring the ‘“ Gem” 
all. For estimating, 


reach of 
bookkeep- 


within the 
ealculating, 
ing, general office use, and hundreds of other 


opportunities, the “Gem” has proved itself 
of inestimable value. It saves time, money, 
brainwork; avoids mistakes and suits every 
need which is only met in machines costing 
ten times as much. The manufacturers 
offer to refund the full price if any of the 
“Gems” fail to make good, knowing that 
such incidents rarely occur. Address A. G. 


Gancher, «/o The Automatic Adding Ma- — 


New York City, 
Men- 


chine Co:, 319 Broadway, 
for latest literature and proposition. 
tion THE PLUMBERS’ TRADE JOURNAL. 


Tight Joints Under Closets 


It is claimed by the manufacturers that 
the connection between flange and_ soil 
pipe that would expand or contract with 
the line to which it was connected, was 
not satisfactorily solved until the ‘‘Hlasto” 
flexible lead fitting was placed on the mar- 
ket. With the ‘Elasto” flexible lead con- 


nection between closet flange and fitting, a 
movement of more than one inch may easily 
be obtained, before any perceptible change 


appears in the lead pipe. Every building is 
known to settle, no matter how slightly, so 
ample provision should be made in installa- 
tions against tearing away of closet connec- 
tions. This is also an opportunity for the 
escape of sewer gas into the building with 
the accompanying danger to health. Write 
the Cosgrove-Cosgrove Co., Philadelphia, 
Pa., for circulars showing the advantages 
of the ‘“Elasto.”” Mention THr PLUMBERS’ 
TRADE JOURNAL. 


—— 


White Enameled Finish is Sani- 
tary and Attractive 


“Wyco,’’ the name of the white finished 
articles which are now to be found in every 
up-to-date bathroom equipment, are the 
product of the Wyman & Co., 561% Main 
street, Springfield, Mass. This handsome 
and durable white glaze is applied by special 
processes to metal and wood objects such as 
tanks, seats, stools, cabinets, 
towel racks, ete., and is impervious to 
stains, infection and germs. The gloss white 


is cleaned with plain soap and water, a sim-. 


ple process, and will not bleach yellow, 


bath seats, © 


oi 
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crack or peel. These are merits to be con- 
sidered when looking into such specialties. 
Brass pipe and fittings can be covered as 
well, making it possible to have a complete 
white bathroom. It can truthfully be said 
that every housewife takes utmost pride in 
a “showy” bathroom. Every master plumber 
should have his show-room display of 
“Wyco” accessories in a prominent place. 
They sell themselves, and are an economic 
investment for they last a life time unless 
purposely abused. Write for catalog show- 
ing this line. Mention THE PLUMBERS’ 
TRADE JOURNAL. 
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An Excellent Line of Ground 
Key Work 


Quality is an important point in the 
brass goods manufacture, particularly in 
ground key stop and wastes. “Barrett’s” 
reversible lever handle stop and waste 
cocks will hold up under any conditions 
imposed. Red brass and first-class work- 
manship only go into the Cleveland Bronze 
& Brass Works specialties. The ‘Barrett’ 
ground key work is tested under hydraulic 


for closet and urinal stalls, bases, wall 
wainscot, sink drainboards and many other 
items. Slate is sanitary, impervious, not 
likely to be damaged except by abuse, and 
does not show scratches. 

The Alpha Slate Co. solicit your business 
and will be glad to figure on your needs. 
Write them at 39 Broadway, Bangor, Pa 
Please mention THr PLUMBERS’ TRADE 
JOURNAL. : 
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Traps With a Record 


A positive seal against sewer gas as well 
as the protection against syphonage have 
been two of the concerning points in sani- 
tary work. “Cudell’s” traps are said by 
the maker to be in a class by themselves. 
Even though the contents of the “Cudell’”’ 
traps evaporate, the seal is maintained by 
a floating ball which settles in a_ socket 
closing the outlet. The feature of acces- 
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pressure. These stops can be made right or 
left hand at will or used as a plain stop. 
T handles are furnished if wanted for ser- 
vice cock work. Extra heavy bodies, large 
hexagon wrench-holds and long deep taper 
threads combine to make the “Barrett” stop 
cocks leaders in the line. Write for circu- 
lars to the manufacturers, Cleveland, Ohio. 
Mention THrE PLUMBERS’ TRADE JOURNAL. 
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Every Device for Pipe Fastening 


Berger Bros. Co., 237 Arch street, Phila- 
delphia, Pa., make a specialty of supplying 
all kinds of hooks and straps for pipe sup- 
ports in malleable and 
wrought iron. Their 
stamped pipe straps, so 
the manufacturers _ tell 
us, are uniform and 
made from the best ma- 
terial obtainable. These 
straps, as well as the 
screw holes, are strength- 
ened* by swedged _ sur- 


faces, which makes them much_ stronger 
than the plain flat style. This concern is 
headquarters for quality accessories such 
as are used by our trade. Your copy of 
the latest complete catalog will be forth- 
coming, by asking for same and mentioning 
THE PLUMBERS’ TRADE JOURNAL. 
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The Alpha Slate Products 


The Alpha Slate Co. mills slate to specifi- 
cations and no job is too difficult for them 
to estimate. They manufacture slate slabs 


sibility has received the consideration of 
the manufacturers as will be noted in the 
large cleanout openings. These traps are 
made of composition which is free from 
flaws. The government has used quite a 
number of ‘‘Cudell’s’” traps in many notable 
buildings. F. E. Cudell, Cleveland, Ohio, 
will send catalog to the trade who write for 
same. Mention THE PLUMBERS’ TRADE 
JOURNAL. 
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The Benefits of Theoretical as 
Well as Practical Training 


Often the mechanic is seriously handi- 
capped because of his lack of theoretical 
training in connection with his daily prac- 


PEDIA. CYCLOPEDIA 
HEATING HEATING HEATING HEAT 


‘YCLOPEDIA CYCLOPEDIA, CYCLOBEDh 


tical knowledge. Now oppor- 
tunities aie offered at little 
cost, whereby the helper, 
journeyman, in fact, master, 
architect and others may add 
to the fund of information by 
devoting a few hours a week 
to the study of the American 
School of Correspondence Li- 
brary. These volumes treat 
on the subjects of heating 
and sanitation in an entirely 
simple method avoiding all 
technical terms as much as 
possible and yet expounding 
the various problems in a 
concise course. Knowledge 
means advancement and at 
the insignificant cost at which this may be 
procured, does it not show that the indus- 
trious man can better himself both in posi- 
tion and salary by the application of his 
book learning? Write the American School 
of Correspondence, Chicago, mentioning THE 
PLUMBERS’ TRADE JOURNAL, and full data 
and information will be mailed without cost. 
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A Seat that Extraordinary Abuse 
Does not Affect 


Plumbers can be assured that for quality 
there is not a better seat on the market, 
regardless of price, than the ‘Never-Break” 
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The New Model Beler 
Automatic Water Heater 


Simple 
Reliable 
Efficient 


———_ 


erenter 


Without 
Trouble 


86 Per Cent 
Efficient 
By Test 


Nearly 
100-Less 
Parts 


The new model Beler Automatic Water Heater represents the sum total of 
all water heater achievement —past and present. It contains new and funda- 
mental improvements that no other water heater has ever had. These 
improvements are the latest contributions to water heater progress and they 
are Beler contributions—every one. Send for literature. 


Beler Water Heater Co. 


PITTSBURGH, PA. 


New York Display Rooms, 509 Fifth Avenue, near Forty-second Street 


‘““ROBERTS”’ 
Electric Driven 


Water Lifts— 


Arranged for Automatic 
WATER PRESSURE 
SYSTEMS 


Made in sizes to pump 
from 3 to 10 gallons a 
minute. 


Please write for prices and 
full information 


FULLY GUARANTEED BY 


The Geo. J. Roberts Co. 
Dayton, Ohio 


Gasoline Engines 


Pumping Water 


This engraving shows our deep 
well pumping outfit, which we 
make in many styles and sizes. We make shallow 


well pumping outfits of any capacity from 1 H. P. 
up. e can supply a complete plant for private 
house or public service. We prefer to sell our 
oods through the regular trade channels. We 
elp the plumber and contractor get trade. We 


are not your competitors. If you have use for 
pumping engines or gasoline engines for any pur- 
pose our catalog will interest you. Send for'same. 
It is free. 


Waterloo Gasoline Engine Works 
No. 137 Liberty Street New York City 
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the literature of this concern should writal 


for same, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 


made by Schwab Bros. Co., 811 East 9th 
street, New York. After four carefully 
selected pieces of wood have been finished 
to conform with the shape of the seat, the 
corners are mitred, tongued and grooved 
and then forced tcgether under great strain 
and fastened. These processes of manufac- 
ture are followed carefully and all defects 
are culled out and destroyed. The dowels 
are doubly secured, that is, two smaller 
dowels pin each large one so that there can 
be no give. The strength of the “Never- 


“EVERYBODY’S DOING IT ow!’—ORDERING 
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“Southern Beauty” Ware Decidedly 
Popular 


Alert to the needs of the public for a fix- — 
ture which would remove the unsanitary 
and repugnant features of rinsing and 
brushing the teeth over the lavatory, the 
Cahill Iron Works, Chattanooga, Tenn, 


Automatic 
CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


ist. All parts, except the float are above wuter, no slime 
or corrosion. 
2nd. A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
inallthe pipes, so that it is always primed ready 
to start instantly. 
3rd. Weighs not over % that of others and requiring 
less space. 
4th. The operating valves open and close instantly by 
action of the water pressure. 
5th. Node washers used, leather dries and causes 
: leaks. 
< ab 6th. It costs less than many other drairers not as efficient. 
~~ = , é ° e . 
PENBERTHY INJECTOR CO. Sculyanteress Detroit, Michigan 


THE BRAENDER AUTOMATIC 


CELLAR DRAINER 


MNECMARGE PIPE 


“Bdid JOUVHISIG 


"Idd AlddN, 
2 SUCTIO N PIPE 


PATENTED 


Fe 
/\~ 
OPERATED BY WATER PRESSURE 


It is the best; therefore the cheapest. It is used in Municipal and 
U.S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed to do what is claimed for it. Write for Circular. 
PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St, New York. 

SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Patented 
BILGE SYPHON 
Operated by steam 
pressure 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 
sign. We have what is conceded to be one of the most 

attractive Compression Bath Cocks on the market. Made of 


High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 


Send for Machine Co. 


Catalog 
A-1 TRENTON, N. J. 


New York Office, 5 and 7 East 42nd Street 


Break” seats has astonished architects, 
plumbers and the public and the increasing 
demand is evidence of their high quality. 
Schwab Bros. also make a comprehensive 
line of high-grade plumbers’ woodwork, 
wash tub covers, medicine cabinets, drain 
boards, etc., .and also galvanized covers, 
flush pipes and fittings. Write for catalog. 
Mention THE PLUMBERS’ TRADE JOURNAL. 
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The Advantage of Good Tools 


The progressive and alert plumbing and 
heating contractors when shown that some 
tool or device can save them time or money, 
are not slow to adopt same. This has been 
shown in the increasing demand each year 
for the well-known “Beaver” die stocks. 
The Borden Co., Warren, Ohio, assert that 
they have the largest threading machine 
plant in the world devoting their interests 
in the making of high-grade tools. ‘‘Beaver”’ 
stocks and dies and also power driven ma- 
chines are equipped with the easy cutting, 


narrow receding dies. In competitive tests 
the “Beaver” tools have proved marvels for 
accuracy, speed and easy working. These 
facts should be borne in mind by those who 
look for results in pipe threading. A catalog 
showing the full line of “Beavers” will be 
mailed to readers of THE PLUMBERS’ TRADE 
JouRNAL who address the manufacturers, 
and mentioning this publication. 
—_o-e————_ 


Tanks for Water, Gas, Air or Oil 


Prompt deliveries and particular care in 
the selection of material as well as work- 
manship are factors in the production of 


reliable pressure tanks 
by the Airtight Steel 
Tank Co., Pittsburgh, 


Pa. There are absolutely 
no rivets in the construc- 
tion of Airtight tanks, 
every seam and joint be- 
ing welded by a special 
process. The manufac- 
turers claim that by the 
“Airtight” method, de- 
fective tanks are seldom 
encountered since there 
is no weakening and 
straining of the sheet 
steel as in the process 
of punching the _ rivet 
holes in. tanks of the 
riveted type. This seems 
to be a reasonable claim 
as the testimonials of 
those who have installed “Airtight” tanks 
will show. The trade who have not received 


well known as the manufacturers of the ex- 
clusive and up-to-date ‘Southern Beauty” 
enameled iron plumbing fixtures, have again 
achieved new laurels in the introduction of 


eee 


the fixture shown herewith. Plate G 194 
represents the new combination lavatory and 
dental basin, an innovation in modern sani- 
tation. From the reports ,of the manufac- 
turers the success of this fixture is assured. 
The handsome and graceful design of ‘Ca- 
hill” enameled ware has always been promi- 
nent among goods of this character. Sales 
departments in many large centers are 
maintained for the convenience of the trade 
and customers. Catalogs and name of 
nearest agent will be sent readers who write 
mentioning THE PLUMBERS’ TRADE JOURNAL, 


—_—_s-o—————- 


An Emergency Repair Ball Cock 


Almost two dozen various connections for 
ball-cock couplings have been adapted to 
the “Try-Me” ball-cock thereby making an 
emergency repair of extraordinary merits. 
The Universal Tool Co., 54 Taylor street, 
Springfield, Mass., claim that the “Try-Me” 
ball-cock is the only ball-cock on the market 
that can be used with equal success on top 
or bottom supply. The “Try-Me” is prac 


‘ 


tical, easy to repair and has a removable 
seat that can be replaced at a cost of a 


few cents. There are no packings or wash- 
ers in this specialty which cannot be ex 
amined in an instant. Compound leverage 
prevents all whistling and disagreeable 
hammerings. The best of materials and ex- 
pert workmanship have been used in the con- 
struction of the “Try-Me” cocks. Write for 
interesting data to the manufacturers, men- 
tioning THE PLUMBERS’ TRADE JOURNAL. es 


——_3+--e——__——_ ‘ 
Hot Water Heating Simplified 
Since the accelerated system of hot water 
heating has come so much into popularity, 
many devices for generating pressure have 
been placed on the market. The manufac- 
turers of the “Belknap” generator are proud 


of the distinctive recognition of their product 


= 
i, 
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in the heating field. Of cast steam metal 
and few parts, the “Belknap” generator is 
perhaps the most compact apparatus made. 
An unvarying pressure of ten pounds is at 
all times on the system, instantly adjusting 
itself to suit changed conditions in the sys- 


tem through expansion and contraction. A 
catalog giving full details may be obtained 
from the Belknap Mfg. Co., Bridgeport, Conn. 
In writing for copies please mention THE 
PLUMBERS’ TRADE JOURNAL. 
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A New Removable Seat Union 


The trade will be pleased to know that 
to the already popular line of Illinois Mal- 
leable Iron Co.’s specialties, there has just 


been added an air-furnace malleable iron 
union with removable brass ground joint 
disc. This union is guaranteed to hold 


steam or water pressure and is made extra 
heavy. It will be observed from the cut 
of the union herewith that the bearing sur- 
faces of the union are concaved to receive 
the brass ring, so that when the two parts 
are drawn together, this ring is tightly com- 
pressed. The collapse or distorting of the 
ring is impossible, since a flange is provided 
which holds it in position. Circulars of the 
compression dise patent union and other 
heating and plumbimg accessories will be 
mailed to readers of THE PLUMBERS’ TRADE 
JoURNAL who write the Illinois Malleable 
Iron Co., 1801-1825 Diversay Parkway, Chi- 
eago, Ill., mentioning THE PLUMBERS’ TRADE 
JOURNAL. 
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Two New Automatic Devices for 
Power Driven Water Systems 


Flint & Walling Mfg. Co., of Kendallville, 
Ind., manufacturers of ‘Hoosier’? pneumatic 
water supply systems, are sending out to the 
trade a new catalog in which they show a 
number of new improvements which give 
promise of adding materially to the reputa- 
tion of their already popular systems. Two 
of these improvements, their new “Hoosier” 
automatic pressure regulator, Fig. 1228, and 
their new “Hoosier” gasoline engine circuit 
breaker, Fig. 1229, are to make electrically 
driven and engine driven pneumatic outfits 
as automatic in their self-control as it is 
possible for them to be. 

Flint & Walling have corrected a fault 
common with many pressure regulators and 
circuit breakers—undue pressure on the dia- 
phragm rubber to prevent the diaphragm 
plunger from tearing through the rubber. 
A distinct feature of both their devices is 
that at no time does the diaphragm plunger 
travel more than % of an inch to do its 
work. There is no more strain on the dia- 
phragm rubber at 75 pounds than at 15 
pounds. Its adjustment has nothing to do 
with the plunger travel. It can readily be 
seen, therefore, why these two devices have 
met with such popular favor. 
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Fig. 1228, ‘Hoosier’ pressure regulator 
for electric outfits, could be no more self- 
regulating if it had human _ intelligence, 
starting, stopping the motor as the occa- 
sion demands. It can be adjusted for 
any pressure up to 75 pounds, and for a 
variation of 15 pounds or more. The varia- 
tion is regulated by tightening the screws on 
the bumper casting, and whatever pressure 
is desired, is regulated by shifting the dia- 
phragm weight. 

Fig. 1228 will control any 236. FP: 
direct current motor or any 5 H. P. alter- 
nating current motor 110, 220 or 440 volts. 
It can be used on one, two or three phase 
motors. All contact points are placed on 
non-conducting fiber plates and asbestos 
wood plates. It can be attached to service 
pipe; it can be set off side on wall brackets 
or it can be suspended from the ceiling. 
Notwithstanding its many advantages and 
its splendid efficiency, it is sold to the trade 
at a very reasonable price. In the next 
issue of THE PLUMBERS’ TRADE JOURNAL We 
will describe the ‘Hoosier’ gasoline air 
breaker for gas engine driven outfits. 

Our readers should write Flint & Walling, 
for their new catalog and handsome wall 
posters in four colors. Mention THE PLUMB- 
ERS’ TRADE JOURNAL. 


MAKE YOUR SPARE TIME EARN MONEY 


To EVERY PLUMBER who installs “ 
heating or water systems for the farmers, 


here is an opportunity to make some 
REAL PROFITS. 


NINE-TENTHS of al! the new houses 
erected by farmers nowadays are modern 
in every respect, including an up-to-date 


ACETYLENE LIGHTING SYSTEM 


SELLING ILLINOIS GENERA- 
TORS will not interfere with your re- 
gular work, in fact it just works hand in 
hand with your line. 


Monmouth Acetylene Electric Mfg. Co. 


Dept. “B” Monmouth, Hl. 


CHICAGO SKYSCRAPER SETTLES 


Chicago, Feb. 24,—The Masonic Temple, one of the highest buildings in the city, isreported to have 
sagged eight inches in the last six months. The tenants are said to fear for their safety when a 
high wind is blowing—Philadelphiu North American. 
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Two Excellent Specialties 


The Fabian-Howard Co., 2130 German- 
town avenue, Philadelphia, Pa., have re- 
cently placed on the market a hopper valve 
and also a ball-cock, both of which represent 
new and improved ideas in their classes. 
The ball-cock is constructed on a new prin- 
ciple which operates without unnecessary 
friction and wear. One or two floats may 
be used if desired. The simplicity of the 
ball-cock is also apparent by the facility 
with which repairs are made. A new washer 
may be substituted without removing the 
ball-cock from tank. 

The Fabian hopper valve, so the manu- 
facturers tell us, has fewest parts, works 
without noise or hammering, regardless of 


NORMAL BENT COLLAPSED STRETCHED 


That is nothing new. Every building erected settles, sags and shrinks, and unless provision is 
made for this settlement, closets are liable to be held above the floor, or rain leaders and closet con- 
nections torn apart. 

ELASTO flexible fittings compensate for the various movemets of pipes, walls and floors, due to 
shrinkage, settlement or temperature changes, and in addition to preventing damage, actually de- 
crease the cost. Order now from your jobber. 


COSGROVE-COSGROVE MFG. CO., 


Philadelphia, Pa. 


Just What the Plumber Has been Looking For 


> Combination Sink and Pump Frame 


angle iron which fastens to the 
wall by clips, securely screwed to 
the studding, doing away with 
nailing boards on the wall to bold 
the brackets. Sink simply rests 
in the frame. No drilling of 
holes in the rim is necessary. 


! The frame is made of % inch 
i] 
' 


The “SANITARY” has an ad- 
justment of 3 inches in width to 
accommodate all widths of sinks. 
Also has notches in back to allow 
the use of exposed water pipes. 


Try one on your next job. 


i Send for Circular 
| 


l 
Co. Hastings, Mich. 


Install the S & K Shower Heads and all 
the troubles with shower heads end. 
We have overcome it. The remedy: 


The “S & K” C-937. All parts Heavy Cast Brass, 
with removable face, with Air Valve, made to stand 
up under any pressure, even steam. Face has fine 
perforations giving that desirable stinging effect of 
the rain bath, easily cleaned having removable 
face. Made in two sizes. 

6% inch face, % or % inch I. P. Size Thread 

8 inch face, % or %inch I. P. Size Thread 
¥%, inch I. P. Size threads sent unless otherwise 

ordered. 
WRITE FOR PRICES 


Street & Kent Mfg. Co. 


549 Fulton St. Chicago, III, 


and 
soon as the fixture is out of use. 
no cotton packing necessary in the Fabian 


pressure, instantly drains all pipes as 


There is 


valve and no leaking at the stem. In de- 
signing this specialty the manufacturer’s 
aim has been to overcome the objectionable 
features frequently met with in hopper 
valves. Red brass only is used in both the 
ball-cock and the hopper valve and each is 
subjected to a rigid test before leaving the 
factory. Those of the trade who are not 
yet familiar with these high-grade fittings 
should write for descriptive literature. Men- 
tion THr PLUMBERS’ TRADE JOURNAL in 
your inquiry, to The Fabian-Howard Co. 
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TRIMO PIPE WRENCH 


1. They are made sostrong 
that but few repairs are 
required. 

2. The inserted jaw in the 
Trimo Pipe Wrench, when 
the teeth are worn, can be 
readily replaced,thus adding 
50 per cent. to thelife of the 
tool. 


Three Reasons Why 
TRIMO TOOLS 


are the best for a mechanic 


HANDLE PIECE 


TRIMO PIPE CUTTER 


3g. Every part of every Trimo Tool is interchangeable, and can be replaced at small cost. 


Send for Catalog No. 100 
MADE BY 


TRIMONT MANUFACTURING CO. 


55-71 Amory Street 


V Jaws be- 
tween its 
regular jaws 
for beads on 
fittings, 
valves, 

flanges ete. 


Roxbury, Mass. 


Regular 
jaws for 
pipe, bars, 
ete; Has 
many other 
time - saving 
features. 


Made in four sizes, 2 ft. 3 ft. 4 ft. 


and 5 ft. 


Buy direct from your jobber or dealer 


Kroeschell Bros. Co. Mfrs. 


444 W. Erie St., Chicago. 


GREATEST TONG ON EARTH 
“The GE ALY” It’s new—It’s different 


Positive Grip—Instant-self- 
Release—Will not crush 
Pipe. 

For over head work—in 
corners and tight places, 
IT IS PERFECT. 

Try “THE GEALY” and 
be convinced. 

Write for 
proposition. 


The Gealy Wrench & Mfg. Co. 


data and _ trial 


LOEW VICTOR 
PIPE MACHINE 


For 
Genuine 


the Slot 


Loosly- 
Mounted 
Jaws 


New 
Cam-Lever 
Principle 


For Sale by 
Leading Jobbers 


Service 


% to 8 inches 


Belt, Motor and Gas Engine Driven, also Hand 


Operated. May we send you catalog of 
line? 


complete 


The Loew Manufacturing Co., 


9100 Madison Ave, = a 


- Cleveland, Ohio 


A Quickly Inserted Test Plug 


The latest addition to the line of special- 
ties made by the Blake Specialty Co., 1600 
Mill street, Rock Island, Ill., is the “Light- 
ning” test-plug. As the name implies, the 
“Lightning” plug can be inserted in a few 
seconds, and is especially desirable for test- 
ing out portions of drainage lines without 


the entire system filled each time. 
The manner of using the “Lightning” will 
be observed in the cut. The tool has be- 
come so popular that several different styles 
are made, namely: Double, for straight tees 
and Y’s; and double curved, for the side of 
Y’s and eighth bends. Catalog ‘“‘D” shows 
a most complete line of plumbing accesso- 
ries. A copy will be sent to those writing 
the manufacturers, mentioning THE PLUMB- 
ERS’ TRADE JOURNAL. 


——E—————————EE 
Barthel’s Blast Furnace 


Barthel’s blast furnaces are claimed by 
the manufacturers to heat a pot of lead in 
less time than any other and will operate 
under all conditions where 
others fail. The parts of 
the Barthel furnace are of 
bronze and brass, where 
other makers usually use 
iron, thereby making a tool 
of longer life and conse- 
quently with few repairs. 
They are economical in us- 
ing kerosene and absolutely 
safe. The tanks are all 
tested before they leave the 
factory. The Globe Gas 
Light Co. also make fire 
pots and torches for gaso- 
line and kerosene. Many 
sizes and capacities offer a 
broad selection, and the full line is shown 
in the latest catalog of the makers, which 
will gladly be sent to those who have not 
received a _ copy. Please mention THE 
PLUMBERS’ TRADE JOURNAL in your request 
to the Globe Light Co., 25 Union street, 
Boston, Mass. 

— 


‘Efficiency of the Mahony 
Boilers 


manufacture of cast iron boilers 
largely of castings put together 
least possible expense and sold 
the satisfaction of 


having 


The 
consists 
with the 
with little regard for 


the user. Unlike these, the Mahony cast 
iron boilers are constructed with care and 
the matter of fuel economy has not been 
neglected as a glance at the interior con- 
struction and the large amount of heating 
surface, proper arrangement of flues and 
other improvements, | indicates. Principal 
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among the special features in the Mahony 
boiler and not found in any other make, is 
the peculiar self-cleaning smoke channels. 
These are diagonally pitched above the fire- 
pot in such a manner as to throw off all 
soot and dust. A complete catalog will be 
promptly mailed to interested parties who 
write The Mahony Boiler & Radiator Co. 
Troy, N. Y. Mention THz PLUMBERS’ TRADE 
JOURNAL. EM 
Drawn Lead Non-Siphoning Traps 

All of the traps made by Robert Clarke, 
100 Schermerhorn street, Brooklyn, N. Y., 
are of drawn and not cast lead composition. 
In the “Clarke” traps will be found a line 
of non-siphoning seals which are positively 
guaranteed to hold against any test. This 
trap has been tested by over fifty plumbing 


and health boards in the past six months. 
The smooth exterior or interior offers no 
obstruction as in the case of mold-fins on 
the cast traps, and if the traps must be 
exposed, as is frequently the case, a far 
more pleasing tone is added to the fixture 
by the smooth appearance. The manufac- 
turer will be glad to send catalog ‘D” 
showing all styles and sizes. In writing 
please mention THE PLUMBERS’ TRADE 
JOURNAL. Z 


An Anti- Freezing Low Down 
Closet Tank Combination __ 


The I. X. L. anti-freezing, automatic, 
low down closet combination is a guaran- 
teed cold weather outfit that cannot be put 


il, 


is galvanized and 
furnished with a 
cover, but the 
moving parts of 
the valve are pro- 


if properly set. 
tected underground. 


The cast iron tank 

The perfect sim- ) ri 
plicity of the en- [2 A 
tire outfit is one of : 

the many reasons 
for its adoption by 
up-to-date plumb- 
ers. The tank is 
completely drained 
as are all water 
surfaces and there 
is no long flush 
pipe to offer =a 
large freezing area. [EEN S Nw 
The 12 x. Lancom- er ed s 
bination must be seen to be appreciated. 
Write the I. X. L. Pump & Mfg. Co., 957-61 
North 9th street, Philadelphia, Pa., for com- 


plete description. Mention THE PLUMBERS’ 
TRADE JOURNAL. 
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Heating with Ounces Instead of 
Pounds of Steam Pressure 


A few years ago the announcement that 
good results in steam heating were being 
obtained by the Mouat Vapor Heating 
Co., Cleveland, Ohio, with steam heating 
installations using ounces instead of pounds 
pressure, was doubted by the skeptical heat- 
ing men who had never witnessed the tests 
of the Mouat vapor heating system. The 
convincing of these was but the matter of 
a short time, so quickly had the reputation 
been verified by competent authorities who 
pronounced it one of the most satisfactory 
methods of heating in use. Now, hundreds 
an hundreds of satisfied customers are the 
best advertisements for Mouat’s system. No 
complicated or expensive mechanical pump 
and air exhausters are needed; the job be- 
ing practically at atmospheric pressure, 
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ere is less strain on system than with 
ther steam or hot water. Those who have 
ot already looked into this matter of vapor 
2ating should do so at once. The Mouat 
apor Heating Co.’s complete catalog will 


» yours for the asking if you mention THE 
LUMBERS’ TRADE JOURNAL. Every con- 
actor should be conversant with the in- 
resting facts therein for the trade, archi- 
ct and owner. 


—_——_3+e—___— 
An Efficient Garbage Burning 
Heater 
The ‘“Herbert” garbage-burning water 
ater has many advantages, a few of 
hich are: Garbage does not actually rest 
on the fire thus 
causing it to dead- 
en same, but is 


retained on a shelf 
directly above, 
about which all 
gases and flames 
must pass before 
escaping into the 
chimney. All gases 
are carried into 
the flue. The fuel 
and garbage are 
both put into the 
“ Herbert ” water 
heater through 
separate doors. It 
is claimed by the 
makers that a 
more efficient and 
economical way of 
heating water has 
never been design- 
ed. The “Herbert” 
heater is of heavy 
cast iron, the most 
tisfactory material where acids of garbage 
e encountreed. The Herbert Boiler Co. are 
so the manufacturers of the well-known 
ioke-burning wrought steel steam and 
iter boilers. These are built in sizes from 
0 to 25,000 sq. ft. of radiation. As a 
ofitable investment for the house owner, 
ferbert” boilers have no parallel, the 
oke consuming feature being an exclusive 
‘rbert invention. Recently this firm have 
liled interesting wall hangers showing 
sir full line and extolling some of the 
re prominent facts in their construction. 
ese make useful selling helps and will be 
liled to the trade who request same, ad- 
essing their correspondence to Root and 
| Salle streets, Chicago, Ill. Kindly men- 
n THE PLUMBERS’ TRADE JOURNAL. 


—_—_———)- 
Complete Line of Fuller and 
Compression Work 


[The unequalled success which has been 
» Regar Co.’s, Cleveland, Ohio, indicates 
: position which their Fuller and compres- 
n work holds in the trade. Not only has 
+ Regar Co. established a standard, but 
‘y have also combined in Regar goods 
re valuable ideas in design than will be 
served in usual goods of this character. 
r instance, the loose flange Fuller bibbs 
ve received the full approbation of the 
ire trade. Think of the difference be- 
>en the old set screw fastened flange and 


“Regar” scheme. This is undoubtedly a 
factor of great importance which archi- 
tects and plumbers have been quick to recog- 
nize. All adjustment is concealed. Nothing 
to protrude which would mar the exterior 


view of the bibb, catch in cleaning cloths, 
etc. Write for catalog of this and other 
high-grade brass goods to The Regar Co., 
Cleveland, Ohio. Mention THr PLUMBERS’ 
TRADE JOURNAL. 
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Economical Pumping Apparatus 


It is claimed by the Bremen Mfg. Co., 
Bremen, Ohio, that hot-air machinery is 
the least expensive means of elevating 
water known. 
No doubt the 
success of the 
Bremen ‘‘Calo- 
ric’ pumping 
plants justified 
them in mak- 
ing this asser- 
tion. They say 
that in compar- 
ison to other 
outfits the su- 
periority of the 
“Caloric” was 
attested in 
many direc- 
tions, first, ex- 
treme simplicity 
using common 
oils for fuel 
and the _ fact 
that they can 
be set in mo- 
tion by any one 
who can light 
the burner; sec- 
ond, free from 
trappy mechan- 
ism which usu- 
ally causes trouble, and third, the cheapness 
with which a water system can be installed 
and operated. Two sized outfits handle deep 
or shallow wells. Write for catalog ‘“D.” 
Kindly mention THe PLUMBERS’ TRADE 
JOURNAL. ; 


—_———s-o 
Handling Radiators Without Effort 


The problem of handling radiators no 
longer discourages the heating contractor 
who uses the “Buell” radiator carrier and 
truck. The largest radiators can be moved 
with ease without the marking of finished 
floors, ete. Practical men emphatically sup- 
port the claim of the makers, that no stair- 
Way or narrow hall is too difficult to nego- 


tiate. As a time saver, as well as a great 
relief from strained backs of the workmen, 
the “Buell” carrier and truck cannot be 
over-estimated. Our readers can obtain fur- 
ther information and prices by addressing 
Buell Bros., Fulton, N. Y. You are kindly 
requested to mention THr PLUMBERS’ TRADE 
JOURNAL in writing to advertisers. 


Will 


Furnish 


Complete 


Fountains 


or Special 
Parts Only 


for transforming old style fountains, sinks or lavatories 


into sanitary fountains. Made in form to suit conditions. 
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Watch this space for new ones. 


Approved under latest laws. 


Rundle-Spence Mfg. Co. 


Milwaukee, Wisconsin Ze 


Cs 
[sD 


ml 


ie 
nt 


D 


Soom 


mg 
) 


) 


i 


Sy 
Oye 
= 


KS 


Twentieth 


Century 


Bubbling 
Fountains 


This bubbling stream 
is not for a_bird’s 
mouth but fora human 
being’s. 

We make them to fit 
all conditions at rea- 


sonable prices. Me- 
chanically built for 
hard usage. Reversi- 


ble at will. 


Patented 


With or without Por- 
celain Tops. 


With or without Re- 
ceptors. 


Non squirting. 


‘Write for prices and 
catalogs. 


Patented 


Belleville, Ill. 


M. H. Foundry & Mfg. Co. 
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Increase Your ANNUAL PROFITS 
from $1,000 to $5,000 


Every Month You Can 


Install a Few 


SUNLIGHT 
OMEGA GAS 


Machines 
YOUR CUSTOMER wants 


up-to-date gas light in his coun- 
try house and has the money 
to pay forit. ‘‘Sunlight’’ Acet- 


ylene is brighter than Electric- 


ity, cheaper than Oil, safer than 
Candles. 


If you are in business to make money, you cannot afford to over-look the 
increasing demand of our Automatic Generators. Write for catalogue and 


dealers’ prices, and get your share of the business. 


The Sunlight Gas Machine Co. 
41 Warren Street, New York 


Here It Is 


the only radical improvement in valve 
construction in over 20 years. It is 


The YOUNG FLUSH VALVE 


The YOUNG FLUSH 
VALVE gives a per- 
fect flush and is abso- 
lutely tight under all 


conditions. 


lhe YOUNG FLUSH 


VALVE is fully cov- 
ered by patents. 


Guaranteed for 5 years 


Send for Circular 
BUCKEYE TANK & SEAT CO., 


Canton, Ohio 


and Lead, Limited, Toronto, Can. 


United Brass 


Canadian Distributors: 


Dayton Pumping Plants Complete 
in Every Detail 


The rapid increase in the number of 
“Dayton” water supply systems each year 
is due to the fact that no expert engineers 
are required to install same nor to operate 
and keep same in perfect running order. 

Substantial improvements have been made 
in the “Dayton” pumps and complete equip- 
ments from time to time as experience has 


«tia 


oe 
Are AREY 


& 
o 
oy 


dictated, and in offering the line this year 
they feel satisfied that they have the best 
made and best designed line of pumping 
machinery ever offered to the trade for do- 
mestic water supply service. : 

One of the new features this year will be 
the deep well power heads with air com- 
pressor attached, which is shown herewith. 
The manufacturers are also making up these 


power heads direct connected to electric 
motors. 
“Dayton” outfits are made in so many 


varied combinations, hand, and power pneu- 
matic systems, that no trouble is experienced 


in finding just the apparatus suitable for the 
installation, no matter whether it be for a 
humble residence or @ palace. Farmers, 
florists, suburban dwellers, depend on an 
unfailing water supply, for without it little 
of the comforts of the modern country home 
remote from all central sources of water and 
power, would be enjoyed. The advantages 
of the “Dayton” water systems are set forth 
in an instructive and interesting catalog 
showing all of the “Dayton” machinery. 
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hol 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


This will be gladly forwarded to any one 
addressing the Dayton Pump & Mfg. Co, 
Dayton, Ohio, and mentioning THE PLUMp- 
ERS’ TRADE JOURNAL. j 


——_s-o————_ 


A Comprehensive Line of Fit- 
tings 

The “D” line of malleable fittings are well 
and favorably known in all civilized and 
even semi-civilized countries of the Zlobe. 
The quality of the material, style and finish 
of the goods, has created a demand for, them, 
The great variety and assortment of that 
brand for almost every purpose—gas, water, 
steam, railing, awning and many othe: 
special purposes—are made by the Thomas 
Devlin Mfg. Co., 3d street and Lehigh aye 


nue, Philadelphia, Pa., and Burlington, N. . 
Some idea of the immense demand for th 
“D” goods can be obtained when it is know 
that the entire output of a large foundr 
in Burlington, N. J., is devoted entirely 1 
the manufacture of these fittings, in additic 
to their plant in Philadelphia. Perhaps or 
of the most prominent of the “—” produc 
is the removable copper seat malleable irc 
union which has proven decidedly of vali 
for oil, air, gas, water and steam. It hi 
many advantages over the ordinary groul 
joint union. Write for data, mentioni! 
THE PLUMBERS’ TRADE JOURNAL. 


—_—_—_———__§.- oe : 


Pneumatic Water Supply Syste 


The ‘engraving herewith shows t 
Waterloo pneumatic water system as su 
plied for country homes, suburban estat 
farms, etc, making an ideal outfit f 
supplying water to the house, barn ai 
out-buildings. No matter where the loc 


tion of the water supply is, a Water! 
pneumatic water supply system can 
supplied for the work. The engravil 


shows an outfit with a Waterloo gasoli 
engine, pneumatic tank and pump all 
the basement. You will § 
here connected the usual pul 
apparatus with water for ea 
floor as well as water | 
sprinkling the lawn and - st 
plying water for the stock 
the barn. The pump is so % 
ranged in this case that it ¢ 
be either operated by eng 
or hand, making an extrem 
desirable and compact lit 
outfit. 

The Waterloo Company 5! 
ply engines from 1% HP. 
200 H. P., pumps from 300 
10,000 gallons per hour, < 
pneumat 
tanks f! 
150 to 10, 
gallons ¢a 
city, mak 
an outfit 
any pul 
from t 
Esmallest S$ 
urban ! 
adence toW 
works | 

Plumbers 


and villages. 
others who wish to add a profitable 
would do well to correspond with the mé 


cities, towns, 


facturers, and even plumbers who | 
never handled gasoline engines before 
now handle the installation, as the Wate 
Company have a complete organization 
can supply mechanics to set up engines 
to do as much or as little work as 
plumber requires. The Waterloo Com! 
carry a complete line of the above in | 


oe 


‘st 
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write addressing their inquiry to 137 
berty street, New York City, for catalog 
1d full information on these outfits. Kindly 
ention THE PLUMBERS’ TRADE JOURNAL. 


eee 


A Reliable Roof Flange 


A roof of any pitch can be made water- 
sht at the point where soil pipes come 
rough, by the installation of the Bullard 
ijustable roof flange, “The flange without 
flaw.” This flange is stamped from heavy 
ulvanized iron or copper and is made in 
-veral sizes. The advantage of having a 
ock flange which will be always ready for 


se will be appreciated by all plumbers. The 
nique and effective method of flashing 
round the pipe is one of the strongest pull- 
rs for the “Bullard.” The Bullard Specialty 
'o., Tiffin, Ohio, will send instructive litera- 
ure to our readers who write mentioning 
'HE PLUMBERS’ TRADE JOURNAL. 


ee 


Penberthy Automatic 


Drainers 


The Penberthy automatic cellar drainer 
3 a Penberthy water pressure ejector of 
igh capacity, automatically operated by a 
loat-controlled, quick - opening - and - closing 


Cellar 


ralve C. This valve is never partially 
pened—it cannot leak, and allows’ the 
jector to give its greatest efficiency by 


vorking to full capacity. The float arms 
re slotted at A, where they connect to the 
ralve lever C—this prevents the ejector from 
yperating until the water has raised the 
loat up to the highest point, and, as the 
vater is ejected, they travel down the 
ensth of these slots before the weight of 
he float affects the valve. This allows the 


OK 
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machine to work for longer periods and not 
30 often, thus preventing considerable wear 
and the leakage and dribbling of water, as 
is common in the majority of drainers. 

To enable the installation of this drainer 
m small holes, or sumps, it is made 
4S compact as possible. The float instead 
of being round, is flat on the top; it has 
more buoyancy and occupies less space than 
a round float of the same diameter. The 
makers have economized on space by build- 
Ing the float around the suction pipe B. 
This patented feature has the added advan- 
tage of being rigid and overcomes all the 
trouble of the common loose float. The bal- 
ance of the drainer is built directly above 
the float; this not only keeps the whole 


“ regulated for any water pressure. 


machine in as small a ®pace as possible, but 
also keeps all working parts, with the ex- 
ception of the strainer and float, above the 
water, thus preventing corrosion or the ex- 
terior parts becoming clogged up by deposits 
of slime, dirt, or sediment. The interior 
parts are prevented from coming in contact 
with any foreign particles by the special 
strainer H, which is so constructed that in- 
stead of the water being drawn directly up- 
ward, it is taken in at the sides, allowing all 
sediment to collect under the strainer with- 
out being disturbed by the force of the suc- 
tion. There is also a foot valve inside 
the strainer, which closes the instant the 
drainer ceases operating, holding all water 
in the pipes, all primed for starting in- 
stantly, at the next filling of the sump. 

The Penberthy automatic cellar drainei 
is particularly adapted for use in pits, 
sumps, cellars, tanks, settling basins, or 
wherever it is desired to keep water or other 
liquids from going above a certain level. 
It is more efficient, takes up less room, will 
last much longer, and sells at a lower price 
than asked for many drainers not as effi- 
cient. They are made of best bronze metal, 
except the float, which is copper—can be 
Particu 
lars can be obtained from the Penberthy 
Injector Co., Detroit, Mich. Please men- 
tion THE PLUMBERS’ TRADE JOURNAL. 
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Water Meter with Few Parts 


American and New Niagara water meters 
have many salient features, among which 
may be noted: Jewel bearings for interme- 
diate gears, thus guaranteeing exceptionally 
long service with little repairs; pressure 
adjustment whereby irregular and excessive 
pressures are controlled without damage to 
the mechanism ; heavy discs for strength and 


accuracy in registering and the small num- 
ber of moving parts. In view of these merits 
it seems to verify the claims of the Buffalo 
Meter Co., manufacturers, that the ‘‘Buffalo”’ 
and “‘New Niagara” meters represent an ad- 
vanced step in water meter manufacture. 
These meters are largely used by water com- 
panies and individuals and the trade can 
find a desirable source of profit from the 
installation. Write the Buffalo Meter Co., 
290 Terrace street, Buffalo, N. Y., for cata- 
log. Please mention THE PLUMBERS’ TRADE 
JOURNAL. 
—_——_¢-——__— 


Three Splendid Compounds 


The Wm. Connors Paint Mfg. Co., Troy, 
N. Y., are the makers of the ‘American 
Seal” graphite pipe joint paste, asbestos 
furnace cement 
and elastic oil roof 
cement. Each of 
these preparations 
is claimed by the 
makers to be the 
best of their re- 
spective classes. 
The graphite pipe 
joint paste is said 
to be far superior 
to lead and oil and 
is also much more economical. 


“Americar 
Seal” furnace cement will adhere to iror 
castings in furnace and boiler work anc 


holds tightly, expanding and _ contractin; 
with the iron itself. ‘American Seal’ elas 
tic oil roof cement never dries up and peel 
away from the roofing. The heat of sum 
mer and the cold of winter do not affec 
its elasticity. Write for booklet of fact 
which you should know about “America 
Seal” goods. Kindly mention THr PLUMB 
ERS’ TRADE JOURNAL in writing. 


L6erc’°Lz0 
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The above is all there is to the 


: Sisson Insertable Joint 


Yet itsaves hundreds and hundreds 
of dollars every year. 


WRITE US 


R. ESTABROOK’S SONS 


204 FIRST STREET BOSTON, MASS. 


MEDICINE 


This Trade Mark ‘Q\nirary 


ona toilet room cabinet or medicine CABINET 
case is an assurance of the finest on the market. 


The HESS Sanitary 
Medicine Cabinets 


are made of solid steel enameled through- 
out with everlasting, snow-white, baked 
enamel. 


Germ and dust proof and easily cleaned. 


Nickel-plated solid brass hinges. Ad- 
justable enameled steel or plate glass 
shelves. Best quality plate glass mirror. 


Two styles, 4 sizes, to recess in wall. 
Two styles, 2 sizes, to attach on face of 


wall. 


Cost less than wood. An _ excellent 


profit in it for you. 


CIRCULAR 
Sty'e H SEND FOR CU 


Hess Warming & Ventilating Co., 


952 Tacoma Bldg. CHICAGO 
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The STAR 
Mercury 
TESTING 

GAUG 


(Patented) 


You will agree, 
after inspection, 
that the 


Star Mercury 
Testing Gauge 
is the most simply 
constructed test- 
ing gauge ever 
offered the trade. 

Ten cents worth 
of mercury will 
last you for a year 
or longer. 

Fill the line to 
be tested with air. 
Let itestand, of 
the mercury in the 
column lowers, 
there is a Jeak. 

Nothing to 
break— nothing to 
get out of order. 

Made of _ best 
material with best 
. workmanship. 
Nicely finished 
and nickel-plated. 

Every Star 
Gauge is tested 
and warranted to 
be asrepresented. 

The price is 
right. Send for 
pamphlet. 


KEYSTONE BRASS CO. 


Established 1887 


1017-19 Peach St., Erie, Pa. 


We Guarantee 
THE 
BEILMAN-SEAMANS’ 


Improved Automatic 
Water Heater 
to supply more hot water to any 
given temperature, and use less 
gas than will any other Water 
Heater on the market. 


H 
Only 
inch. supply 


one half 
‘is 
required for 
natural gas and 
three-quarter 
inch. for 
manufactured on 
all sizes from 30 
up to 120 


gallons. 


ae 


Write for 
Catalog and 
Discounts 


EI LMAN 


Department B 
BUFFALO, N, Y. 


W. 
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COMMON SENSE 


HAT if ‘they did,” and supposing 
W they do, 
What are your neighbor's shortcom- 
ings to you? 
Your faults (you think hidden) perhaps may 
stand out 

As plain as the scandal you're talking about, 

And your peccadHloes may look just as black 
And set people talking of you *hind your back. 


If you’ve not been wronged or in any way 
hurt 

By your poor neighbor’s errors, why delve in 
the dirt 

And tarnish the purity of your own soul 

By gazing on wrongs that you cannot control? 

Better study the beautiful, good and the true, 

For you don’t know what folks may be saying 
of you. 

—Cora M. W. Greenleus, in Portland Telegram. 


Domestic Santlalion 


By A. HERR!NG-SHAW 


—— 
—o 


IG. 73 shows a view of Oates 
and Green’s lavatory, which 
possesses a vertical open chan- 
nel in the place of the ordi- 
nary waste pipe. The advantage 
claimed for this arrangement is easy 
cleaning of the conduits which convey 
foul water to the channels, thereby pre- 
venting the accumulation of decompos- 
able substances in all parts of the waste 


Fic. 73—OaTES AND GREEN’S OPEN WASTE 
LAVATORY 


arrangements fixed inside the building. 

The channel outlet in the case of a 
basement or ground floor apartment con- 
gists of a four-inch pipe, which dis- 
charges over a trapped channel to the 
drain outside the building; but for apart- 
ments above the ground floor, the chan- 
nel will discharge into a trap fixed as 
near to the wall as possible; the outlet 
of the trap is connected to the cast-iron 
waste pipe, and it should be properly 
ventilated, as shown by Fig. 74. The 
spigot formed on the discharging end of 
the channel is connected to a cast-iron 


Sectional Elevation on 
AB 


Fic. 74—PLAN AND SECTION OF TRAP AND 
CHANNEL OUTLET 


AS APPLIED TO EXISTING METHODS IN GREAT 
BRITAIN 
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CHAPTER XIV 


trap, which is provided with a vent 
socket; a lead anti-siphon pipe connects 
the trap with the main anti-siphon pipe 
fixed on the external face of the wall. 
The trap outlet is connected to a cast- 
jron access junction, which permits of 
access to the trap outlet in the case of a 
stoppage occurring at that point. 

In private houses the bath and lava- 
tory are usually fixed in one apartment, 
and the waste-pipe arrangement does not 
offer any difficult features. The main 
waste pipe is two inches diameter, and 
is generally fixed on the outside face of 


directly through the wall, and join the | 
main waste pipe at a point above the 
highest branch, by means of an inverted 
junction, or it may be continued through 
the bathroom and through the roof as a 
separate pipe. The diameter of a bath 
waste should not be less than 2 inches, 
and would be better two and one-half 
inches diameter, provided that the clear 
way through the bath outlet is at least 
equal in area to the cross section of the 
two and one-half inch pipe. The concen- 
trated discharge of the contents of a 
bath will prove a valuable accessory to 
the means adopted for periodically scour- 
ing the drains. In a number of instances 
this is the only means available for the 
purpose, therefore care should be taken 
to obtain the greatest possible effect, by 
having a large outlet on the bath and 
using a correspondingly large waste pipe. 
Fig. 75 shows a plan and an elevation 
of the waste-pipe arrangements in con- 
nection with two or more tiers of baths 
in the sanitary block of a hotel. There 
are two baths on each floor. The vertical 
waste pipe is three inches diameter and 
the principal branches are three inches 
diameter; the waste pipes from the bath 
are two and one-half inches diameter, 
and the main vent and anti-siphonage 
pipe is two inches diameter with one 
and one-fourth inch branches. The main 
waste is of one-fourth inch thick cast- 


Elevation 


Fic. TOmPLAN, SECTIONAL ELEVATION, AND Exevation or Two Barus, WitH WAST 


PIPES 


the wall, and the anti-siphonage pipe 
may be run parallel with the waste pipe, 
or it may be fixed on the internal face 
of the wall. The lavatory should be fixed 
wherever possible against the external 
wall, to reduce the length of inside waste 
pipe; the outlet of the bath also should 
be near the external wall, for the same 
reason. If lead pipe be used for the 
branches, it should be strong and of 
minimum length; all the joints to traps 
and ferrules should be of the plumbers’ 
wiped type; the ferrules should be joined 
to the cast-iron junctions by means of 
good Portland cement and gaskin joints. 

The anti-siphonage pipe may be taken 


iron pipe with circular junctions, al\ 
the whole of the anti-siphonage arrangé 
ments are carried out by means of lea 
pipes. The total length of lead pip 
which conveys hot and cold water is r¢ 
duced to a minimum, and if extra cos 
be not considered, light copper pipe 
may be substituted for the lead pipes 
Provision is made for access to the mai 
branches, and all the joints on the cas 
iron pipe are made with gaskin an 
Portland cement. The waste and ant 
siphonage pipes are terminated severe 
feet above the eaves, and are surmounte 
by copper cowls. 

(To be continued) 
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is placed on every piece of Iron City Ware to 
protect you. It is a guarantee of the best enam- 
eled ware manufactured. 


[ron City is the Quality Line 


When you install Iron City Ware you are assured of 


satisfaction. Every piece is thoroughly inspected 
and carefully crated before shipping. 


ee PO re re ere 1 
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IRON CITY SANITARY MEG. CO. 
Pittsburgh, Pa. 
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Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Water Meters 


Frost-proof 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO., 
290 Terrace, Buffalo, N. Y. 


Established in 1892 


The Original Cellar and 


Backwater Trap 
With a Floating Ball Seal 


We have sold it on its merits 
for years—others have tried to 
copy the old reliable ‘Miller 
Trap’. Weare selling more than 
ever, because itis the best and 


cheapestonthe market. Let us 
convince you by sending you a 
sample order. Or ask your Job- 
ber to supply you. 


The Miller F’d’y. & Specialty Co. 
Dept. A 


North Tonawanda, N. Y. 
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Just Out WE 
Mi ls a dala al alae 


Fleck Bros. Co., Philadelphia, Pa., in com- 
piling their latest “Catalog H” of 448 pages, 
have included almost every known device 
and fixture used in both the plumbing and 
heating trades. This book is 9” 
size and is attractively printed on the finest 
of papers. Solid porcelain and enameled 
iron fixtures, baths, closets, lavatories and 
drinking fountains; accessories of every 
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soit, bone china, brass, and glass; medicine 
cabinets and articles of glossy white finish; 
a complete line of gas water heating appara- 
tus; steam and hot water boilers and radi- 
ators, and brass and iron specialties such 
as are seldom grouped in one catalog, are 
indexed and arranged for auick reference. 
As the expense of preparing such a volume 
is necessarily great and the edition limited, 
applications should be sent in promptly. 
Mention THE PLUMBERS’ TRADE JOURNAL. 


Twenty-one different types of plumbing 
machinery are illustrated in the large folder 
just issued by The Dayton Pump & Mfg. Co., 
Dayton, Ohio. The general excellence and 
design of the improved “Dayton” apparatus 
have been carefully brought out in this 
folder. The manufacturers tell us that ap- 
plications for their new catalog of water 
supply systems, are being received. This 
edition is now ready and is a complete 
treatise on this branch of the business. 
Every contractor in the trade should have 
this catalog and also the above folder. 


Those who write mentioning THE PLUMBERS’ 
TRADE JOURNAL will be placed on the mail- 
ing list. 


The latest Burnham “Catalog Number 54” 
has been received from the printers and is 
being mailed to the trade by the Lord & 
Burnham Co., Irvington, N. Y. At the first 
glance it will be noticed that a decided 
departure from the regular “cut-and-dried”’ 
method of catalog-making has been followed. 
Some of the novelties in illustrating the 
many talking points of this popular heating 
apparatus are well worth perusing. A new 
series of square sectional heating boilers, 
replacing the 24” model, shows many im- 
provements. The illustrations are skill- 
fully reproduced in colors. Heating con- 
tractors will also find interesting data for 
estimating. In writing for your copy, please 
mention THE PLUMBERS’ TRADE JOURNAL. 


AT IT 25 YEARS 


\ 


The Fort Pitt Supply Co., Pittsburgh, Pa., 
have just distributed to the trade one of 
the handsomest publications ever received by 
THE PLUMBERS’ TRADE JOURNAL. The 70 
pages are given entirely to the description 
of the “Fort Pitt’ closet combinations, 
flushometers, stall urinals, solid porcelain 
lavatories and sinks and a full line of 
artistically designed drinking fountains and 
The volume is a typographi- 


accessories. 

cal gem—the cover reproduced in colors 
with the excellent printing of the text 
pages makes the edition an important 


reference for the trade. Copies will be 
gladly sent to readers of THE PLUMBERS’ 
TRapE JOURNAL who write for same. 


“Catalog B,” a splendid 24-page edition 
of the Phillips Lead & Supply Co., Provi- 
dence, R. I., shows the new “ Philco ” 
oil-regulated valve for flushing closets and 
urinals. The many advantages of. this 
specialty are enumerated in a manner that 
can not fail to impress the user of flush 
valves&. The trade who have not received 
this literature should write for same to the 
manufacturers. Mention THE PLUMBERS’ 
TRADE JOURNAL. 


Some of the most perfectly equipped dis- 
plays of sanitary fixtures and heating 
specialties are reproduced in a delightful 
little pamphlet just issued by Samuel Sloan 
& Co., 67-69-71 Exchange street, Rochester, 
N. Y. The purpose of this 8-page edition is 
to show the complete exhibit of sanitary 
products to architects and plumbers, at the 
same time it bears a cordial invitation to 
call with prospective customers, to whom 
every attention will be shown. 


The functions and application of the 
“Weber” subterranean pump are carefully 
explained and illustrated in the recent pub- 
lication of the Weber 
Subterranean Pump 
Co., 90 West street, 
New York City. The 
interesting booklet 
is nicely printed in 
colors and the half- 
tone cuts give to the 
reader an excellent 
idea of the useful- 
ness of the “Weber” 
subterranean pump. 
The information on 
the use Of COMPFeSS- | qesen sueTERRANEAR PUMP COMPANY 
ed air for the eleva- | aumencwW YORK RV: 
tion of water should 
be read by every contractor. Copies will 
be sent to those who ask for same, men- 
tioning THE PLUMBERS’ TRADE JOURNAL. 


The Neversplit Seat Co., Evansville, Ind., 
have sent a unique booklet to the trade in 
the form of an open closet seat realistic- 
ally printed and 
through which the 
extensive plant of 
that concern may 
be seen. A_ brief 
explanation of the 
making of Never- 
split seats is ex- 
ceedingly interest- 
ing. This novelty 
will be mailed to 
write the Neverspit WO:; 
PLUMBERS’ TRADE JOURNAL. 


any of the trade who 
mentioning THE 


The ‘Adsco” heating specialties are 
shown and the principle of the American 
District Steam heating apparatus explained 
in the charming little Booklet G issued by 
the American District Steam Co., North 
Tonawanda, N. Y. Facts not generally 
known among the heating trade concerning 
atmospheric heating, are most interestingly 
revealed. If you have not received a copy 
for your files, write at once, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 


_ BEST BY TEST 
152 CHAMBERS ST,., N. Y. CITY 


Ask what Carter Service means to you 


' or squirt can. 


SMOOTH- ON 


> —__ 


Positively stop all leaks 
of steam, water, fire or oil; 
in iron, steel or corcrete. 

They are easy to apply, 
harden quickly and make 
permanent repairs; proved 
by years in use. 


Every Plumber and Steamfitter should 
have a copy of our instruction book 


SMOOTH-ON* 
Manufacturing Go. 
JERSEY CITY, N. J. 


231 N. Jefferson St. 
CHICAGO 


36 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
E. C. 
LONDON 


Profit for Plumbers 
In this Lighting System 


Plumbers and Gas Fitters are mak- 

ing large profits selling the Detroit 

Combination Gas Machine. There 

is a good profit on the Sale, and 

another profit on the Installation 

and the Gas Appliances. 

If you are not already selling this machine, 

you should start at once. It makes— 
Gas for Illuminating. 
Gas for Cooking. 

Gas for Laundry Purposes. 

Gas for all other uses com- 

mon to city coal gas at just 

b, as cheap or cheaper cost 


Ol! combination 
Gas Machine 


The standard for over 40 years. More 
than 15,000 in use in Residences, 
Stores, Factories, Churches, Schools, 
Colleges and Hospitals. It will pay 
you to investigate. Write today for 
complete information and dei 
terms. 


Detroit Heating & Lighting Co., 
442 Wight Street,  Getrait, Michigan. 
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YEP! PLUMBERS INSIST 
ON ALLEN SOLDERING SALTS ~ 
All you Plumbers who want a liquid soldering f 
will use Allen Soldering Salts, sooner or later. ' 
ularform you just add water and apply with bri 


i It makes the strongest joints li 
flash; is clean and harmless to use, will not sputl 
will save your time and money. Specified in 
Government contracts. Send 20 cents ane 


, dealer's name for sample and free book 


Dealers! Write for dis- 
counts and selling helps. 


L B. ALLEN CO., Inc., 
4519 No. Lincoln St. 
Chicago 
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Self-Flushing 
Cuspidors 


Are the latest necessity required by all 
first class hotels, depots,banks, bars, etc. 


This oneis absolutely sanitary. It is 
ornamental. Sells readily. 


A handsome profit for you. 
Write us. 


McDermont & Mory, 
5 W. 2nd St. Dayton, O., U.S.A. 


DELAWARE “82. 
HUDSON CO, 


ADVANTAGES 
OF AN 
INDUSTRIAL LOCATION 


This railroad extends from the coal fields 
of Pennsylvania to connections with all 
the great railroads of Canada and the 
Eastern trunk lines; provides a fast 
freight service to the East, West, North 
and South, and parallels the upper Hud- 
son River, also the new two-thousand 
ton barge canal connecting the river with 
Lake Champlain, now being built by the 
state. An establishment located in this 
territory receives the benefit of cheap 
fuel, electric power and low freight rates. 

Its Industrial Department will aid in 
the establishment of industries, develop 
side track questions and give complete 
information. 


JRA H. SHOEMAKER 


ALBANY, N. Y. INDUSTRIAL AGENT 


ALWAYS ON DUTY 


Works While You Sleep 
Thoroughly Reliable Most Efficient 


Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Operated by 
water, steam or compressed air. 

Fully Guaranteed 


The C. M. KEMP MFG. CO. 
BALTIMORE, MD. 
Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet 
Stocks and Plumbers’s Specialties 
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BACKWARD SHASON 
“Hubby, you promised me a handsome 
spring dress,’ reminded the master plumb- 
er’s wife. 
“T know I did, but first let’s see if we 
are going to have a spring,” said her wise 
husband. 


—— +0 
WOULDN’T NEED ANY HOME 


“Selling your home to buy an automobile. 
What will you do without a home?” asked 
the builder of the supply man. 

“Won't need any after I get the auto- 
mobile; would never be there, anyhow,” 
answered the supply man who traveled a 
good bit. 

ee Oy 9 
NO QUITTER 


First Hepes (urging his chum on)— 
Don’t be a quitter! Go on and lick him. 
SECOND HELPER—I won't neither. I've got 
two black eyes now an’ that’s enough. 
First HELPER—Well, wat’s de matter wid 
yer? Go on in; he can’t give yer any more, 
can he? 


—> $+ 0 
ISN’T IT SO? 


“Suppose coal is $6 a ton, and you gave 
your dealer $30, how many tons would he 
send you?” asked the heating man. 

“Three,” answered the owner. 

“Oh, that’s wrong,” corrected the heating 
man. 

“T know it’s wrong, but that’s what he 
did,” replied the helpless owner. 
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= PLUMBERDOM 


Ids BY THE PLUMBER-CARTOONIST 


THE PLUMBERS’ TRADE JOURNAL takes 
great pleasure in introducing HANK, the 
famous helper, in a new phase of activity 
—taking a bath. We do not mean to 
suggest that this form of recreation is so 
unusual in the rank of plumbers’ helpers 
that the occasion deserves special mention, 
but we are so delighted at the opportunity 
at hand to present to the reader’s gaze the 
graceful and voluptuous form of your friend 
HANK, that we cannot resist publishing 
the picture. We beg to call special atten- 
tion to the soft curves, a study for the 
etherial painter, let alone the matter-of-fact 
plumber. 

In discussing with HANK the question 
concerning the propriety of submitting his 
figure unadorned to the critical public 
scrutiny, HANK remarked: “Go ahead and 
print it, I ain’t ashamed of my shape. I 
don’t claim to be no Annette Kellerman, 
or anything like that, but there’s lots worse 
figgers than mine. The lady of the house 
raised the roof because I took that bath in 
her bathroom. I don’t blame her, as I was 
only supposed to fix the wash-basin, but 
I couldn’t resist the temptation. She 
pounded on the door and insisted upon 
coming in, but I yelled out to her that all 
she was after was a chanst to tie knots in 
my clothes, and I wasn’t a goin’ to bite, so 
I let her cuss. I don’t often get the chanst 
to take a bath. No bath tub at my house, 


BASEBALL INFORMATION 


MASTER PLUMBER—I tell you, that office 
boy of mine is a dandy. He knows just 
what to do. 

INSPECTOR—Don’t you ever have to send 
him out to look at the score board? 

MASTER PLUMBER—Not by a long shot: 
he’s always there. 


HURRY UP AN' BRING ME 
THAT WATER. WHO EVER 


| 


—S|SSS 
= —SJ 
SSH 


=Yypy wi 


A LADIES’ TAILOR FOR PRESIDENT 


SUPPLY MAN—Do you want your wife to 
vote? 

THE PLUMBING INSPECTOR—I don’t mind. 
But I hope they don’t make election day 
costumes too expensive. 
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and I have to hunt up a public bath-house 
and pay a quarter. I get paid always on 
Mondays, and when Saturday night comes 
around I haven’t money enough left to buy 
a bath for a canary bird, so I have to let 
the ‘cleanliness is next to godliness’ axiom 
slip by.” 

We have talked long enough for this issue, 


one cook , WILL 4) = 
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we fear, so after crediting the HANK saying 
used in the sketch this time to T. A. Bever- 
idge, Southern representative of Richardson 
& Boynton Co., Philadelphia, Pa., and ex- 


tending to him THE PLUMrERS’ TRADE 
JOURNAL’S warm thanks for the opportu- 
nity of publishing an example of his wit, 
we will say GOOD NIGHT to our readers. 
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this trap, It has been in hun- 
dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 


See the deep seal 
and very large 
water body? See 
the way itis made? 
There you have 
the reasons. 


Jan. SSvus 


2 Send for paii‘icu 
MCAULIFFE'S |e 
PATENT |. 


McAuliffe Non-Siphoning Trap Co. 
51-53 Pearl St. Chelsea, Mass. 


The “NO-SOL” Solderless Copper Floats 
Made to Last The Only Real Float Made 
Always Gives Satisfaction 


5 in. Round 


The secret of our success-with the ““NO-SOL” 
Float is the little rubber washer that is used 
in the seam, without this no float wouJd be 
tight, and the longer the rubber washer isin 
contact with the copper the more tight it 
gets as the rubber vulcanizes to both sides 
of the float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time, Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. All weaskis that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number of floats shipped each day 
2,500. We can ship more, send us your order 
and find out. 


Beware of Infringements 


Manufactured by The Ayling & Reichert Co., 
Toledo, Ohio 


YOU ARE LOSING 
BY NOT USING 


3 


Plumbers’ Contract Forms 
1doz. postpaid 40 cts. 100 postpaid $2.50. 


Plumbers’ Estimate Book 


100 Complete Estimates. Postpaid $1.50 


Duplicate Order Books 


75 order blanks and 75 duplicates in each 
book. Single book postwvaid 25c. 
1 doz. books $2.40 


Discount Table (22 in. x 28 ia.) 


Every discount a plumber needs. Large 
figures. Tack it on the wall in frowt of 
your desk. Postpaid $1.00. 


TIME CARDS 


2 kinds—For Contract Work—For Jol,bing. 
$3.00 per 1000. 

Write us for our Special Offer for March 

on Time Cards. 


Samples Free 
Send for Tool and Publication Catalogs 


R. M. Starbuck & Sons 


HARTFORD, CT, 
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Ball Cock Cups 


Bibb Washers 


Packings of Every Description 
For the Plumbing Trade 


Hydrant Leathers 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL 


Auburn Leather Goods Co., 
AUBURN, N. Y 


FULLER’S RATCHET DIE STOCK 


Can be used in trenches, corners and 
between pipes where you can not work with 
any other stock. Working space 2% inches 
to centre and 2 inches over all. Uses all 
standard No.1 dies. Order from your dealer 
or send direct. Correspondence solicited. 


American Equipment Co. 
GRAND RAPIDS, MICHIGAN 


PHOENIX 
SELF HEATING 
SOLDERING IRON 


THE WONDER OF THE AGE! 


Just stop and think what 
this means. No coke fire 
to bother with. No burn- 
ing of the irons, aconstant 
and steady pressure with 
2500 degrees of heat. Will 
last for years and at a 
price within reach of all. 
For further particulars 
address the 


DECKER MFG. CO. 


251 to 253 Elm St. 
Newark, N. J. 


COMMONWEALTH HOTEL 
Opposite State ee Boston, Mass. 


Offers rooms with hot and cold water for 
$1.00 per day and up which includes free use 
of public shower baths. 


Nothing to Equal This in New 
England 


Rooms with private baths for $1.50 per day 
and up; suites of two rooms and bath for $4.00 
per day and up. 

Dining Room and Cafe First-Class European 


plan. 
ABSOLUTELY FIREPROOF 


Stone floors, nothing wood but the doors. 

Equipped with its own Sanitary Vacuum 
Cleaning Plant. 

Long distance telephone in every room. 


Strictly a Temperance Hotel 
SEND FOR BOOKLET 


STORER E. CRAFTS, Gen. Mer. 
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Among the Plumbers and 
Gas Fitters 
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Sellers, Ricketts & Co., 606 S. Ohio street, 
Sedalia, Mo., have a large and up-to-date 
display. This firm has been in business for 
two years and has been very successful. 


The Chisholm Heating and Plumbing Co., 
of Johnstown, Pa., have been awarded the 
contract for the plumbing and heating in 
the new school building being erected at 
East Conemaugh, Pa. 


TUN.) Bacon: of 1223 >) uiberty street, 
Franklin, Pa., reports a good year in the 
plumbing line. He has been more than for- 
tunate in securing a good share of the work 
during the winter just passed. 


John G. Kimder of Main street, Irwin, 
Pa., has secured the plumbing contract for 
a new residence on Pennsylvania avenue. 
Mr. Kimder’s show-rooms are one of the 
delights of this prosperous town and natur- 
ally bring him a good share of business. 


Messrs. Gordon & Spaven, No. 11 Calle 
Cristo, San Juan, P. R., report that at 
present they are extremely busy. They have 
several important contracts for plumbing in- 
stallations, such as a Y. M. C. A. building, 
eight-story telephone central, and twelve 
residences. THE PLUMBERS’ TRADE JOURNAL 
wishes them continued success. 


Furman & Oles of Market Square, Lewis- 
ton, Pa., have just been awarded the con- 
tract for the heating and plumbing in the 
new Young Men’s’ Christian Association 
Building at Burnham, Pa. Another contract 
secured by this firm is the plumbing and 
gas fitting contract for the new building 
that the I. O. O. F. are erecting at Lewis- 
ton. They are also busy on the numerous 
repair and jobbing contracts. 

The Vapor-Vacuum Heating Co., 985 
Drexel Building, Philadelphia, Pa., announce 
the completion of Kriebel systems of vapor- 
vacuum heating in the following :— 

Gray & Dormer, 1927 Columbia avenue, 
Philadelphia, Pa., in the residence of Louis 
F. Paret, Noble, Pa.; W. H. Zimmerman, 
Lansdale, Pa., in seven houses being erected 
by the Old York Road Development Co., 
Jenkintown, Pa.; Harry Hammann, Martins- 
burg, W. Va., in the residence of Paul H. 
Martin, Martinsburg, W. Va.; W. F. Shea- 
han, Topeka, Kans., in the residence of W. 
H. Johnson; Ellison & Co., 211 N. 126th 
street, New York City, in the Columbia 
Brass Foundry, Freeport, L. I.; G. S. Clark, 
Washington, D. C., in the modern apartment 
house of Howard Etchison; and Frederick 
J. Wolfel, New Canaan, Conn., in the resi- 
dence of Frederick Weaverson, West Ches- 
ter Co., N. Y. 

J. lL. Patterson, 1509 Seventh avenue, 
Beaver Falls, Pa., is, as usual, busy at his 
trade. Besides the numerous plumbing re- 


pair jobs that come his way, he is at this 
time engaged upon the following new con- 
tracts: Installing the plumbing in the River 
Falls High School of Beaver Falls, and also 
in the 11th Street School of Beaver Falls. 


New Shops and Business 


Changes 


Messrs. Ashilman and Lesley have dis- 
solved partnership, and Mr. Ashilman will 
continue the business at the old stand on 
12th street, Salem, Oregon. 


J. C. Mundt has opened a plumbing and 
tinning shop at Bayfield, Wis. He has an 
exceptionally fine stock, and is well known 
in Bayfield. His success seems assured. 


Eldo E. Jones, Bremen, Ohio, has opened 
an up-to-date heating and plumbing shop 
and has received some nice contracts. He 
would be pleased to receive catalogs and 
discount sheets from the trade. 


Charles F. Grant, formerly located at 384 
Palisade avenue, Jersey City, N. J., has 
removed to larger quarters at 412 Palisade 
avenue, the same city. Mr. Grant reports 
that business prospects are very bright. 


Richard McGhee and Isaac Ward have 
engaged in the plumbing business at 1809 
Knox avenue, Spokane, Wash. They report 
an encouraging outlook for the future except 
that material in the West seems hard to 
get. Manufacturers and dealers are re- 
quested to mail catalogs and discount sheets. 


Tallman & Smith is the name of the new 
firm who has bought the plumbing, heating 
and sheet metal business or Barrett Ce On; 
of Dolgeville, N. Y. The members of the 
new firm are Clark Tallman and Grover (5 
Smith of Little Falls, N. Y. They desire 
catalogs and descriptive matter from the 
trade. 


Adolph Dahm, the well-known contractor 
at Waupau, Wis., has moved to new and 
larger quarters, which was necessary on ac- 
count of greatly increased business. In the 
new location he has splendid display space 
on Main street. His display floor and offices 
are attractively arranged. 

Chas. Smith, J. Cinq-Mars, and Jack 
Barrett have engaged in the plumbing and 
heating business at 813 Somerset street, 
Ottawa, Canada. Although having been in 
the business but a month, this enterprising 
trio have landed some exceptionally large 
contracts. Canadian firms are requested to 
forward literature and catalogs. 


A new plumbing shop has been established 
at Cumberland, Wis., by Victor H. Nedvidek 
and Hans Peters. They have leased the 
Comstock Building on Main street and will 
immediately put in a large stock of fixtures. 
Both are experienced plumbers and have a 
wide acquaintance not only in Cumberland 
but the surrounding country, so the success 
of the venture is practically assured. 


The first plumbing shop on the “North 
Side’ at LaCrosse, Wis., has just been es- 
tablished by James Smith, who has been 
engaged in business in LaCrosse for many 
years. The North Side is really a large 
city by itself and has had everything but 
a plumbing shop up to this time. The shop 
is located at 912 Caledonia street, in a fine 
building and Mr. Smith already has more 
contracts than he can take care of. 


[1 |_ate Patents Issued to Our Trade EI 


WATER-CLOSET. Horace §&. 
Filed Nov. 25, 


1,013,316. 
Rumsey, St. Louis, Mo. 
1910. Serial No. 594,007. 

1,019,452. WATER-HEATER, ALIcE M. GIrR- 
TANNER and FREDERICK GIRTANNER, St. 


Louis, Mo. Filed Feb. 23, 1911. Serial 
No. 610,324. (Cl. 126—360.) 
1,024,949. EXPANSION BOLT. HERBERT 


W. Munarr, New York, N. Y. Filed Apr. 


12, 1911. Serial No. 620,599. (Cl. 85— 
2.4.) 
1,024,521. STEAM-GENERATOR. VIRGIL 


H. Mitts and Joun H. T. MixLus, Hub- 
bard, Tex. Filed Oct. 5, 1910. Serial No. 
585,415. (Cl. 122—10.) 

1,024,907. WRENCH. Martti PIETILAINEN, 
Pittsburgh, Pa. Filed Aug. 17, 1910, 
Serial No. 577,556. Renewed Mar. 14, 
1912. Serial No. 683,706. (Cl. 81—161.) 

1,024,741. WATER-MBETER. Luwis Hat- 
Lock Nas#H, South Norwalk, Conn. Filed 


July 23, 1910. Serial No. 573,368. (Cl. 
73—sllo) 
1,025,079. WATER AND SEWAGE LIFT. 


ARTHUR C. WELLS, Amityville, N. Y. Filed 


July 25, 1910, Serial No. 573,623.  Re- 
newed Mar. 14, 1912. Serial No. 683,703. 
(Cl. 103—8.) 

1,024,751. GLOBE - VALVE. WILLIAM 


Srewart, Providence, R. L., assignor of 
one-half to Joseph J. Schofield, Provi- 
dence, R. I. Filed May 7, 1910. Serial 
No. 560,059. (Cl. 137—4.) 

1,024,660. HOT - WATER OR STEAM 
HEATER. WittiAM A. WIEDEBUSCH, 
Fairmont, W. Va. Filed Mar. 20, 191k. 
Serial No. 615,513. (Cl. 122—225.) 

1,025,298. STEAM-TRAP. GEORGE W. NIS- 
TLE, Muskegon, Mich., assignor to Mllinois 
Engineering Company, Chicago, Tl eee 
Corporation of Illinois. Filed May 4, 
1911. Serial No. 625,042. (Cl. 236—10.) 


Attention! 


Plumbers and Architects 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Eureka Adjustable Flange” 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Descriptive circulars and full in- 
formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 


Just long enough to read 
thisad. You will find it a 
good investment. 


Here are business pointers 
you cau use: 


The PARMELEE Pipe Wrench Grip 


is not exerted at two or three points, as” 
with a jaw wrench, but is distributed 
equally around the pipe. a5 


The PARMELEE has no teeth to be re- 


sharpened or jaws to be replaced. It fits 
the rounded surface of the pipe. ; 


The PARMELEE cannot crush the pipe; 
but will save its cost many times over in 
handling old pipe. 


PERFECTLY ADJUSTABLE AUTO- 
MATICALLY. Can be operated with 
one hand and in narrow angles. 


Send for Circulars 


PARMELEE WRENCH CO., 
2516 West Monroe St. CHICAGO, ILL. 
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ASTER plumbers, 
helpers, wives, and 
the people at large 
who use plumbers’ 
commodities, and who 
chance to scan these 
pages of THe PLUMB- 
ERS’ TRADE JOURNAL, 
on its far reaching 
errand of enlighten- 
ment, will no doubt 
—be interested in an 
undertaking that 
seemingly eclipses and 
causes such works as 


the construction of the “Pyramids of 
Gizeh” and the silent Sphinx of 
Egypt, or even a Leviathan of the 


“Briny” to appear by comparison like the 
achievements of the Lilliputians. 

People in and about New York or who 
live within “Forty-five Minutes of 
Broadway” are accustomed to all things, 
be they great or small. They will pause 
and upset traffic regulations to watch a 
small speck of humanity paint a flag-pole 
aloft, or to watch a street fakir sell 
toothpicks at five cents the pick in order 
to palm off a new brand of soap that 
would not’ dissolve in quick lime, or be 
sold in any other manner. 

It is not to these busy folk of 
“Gotham” alone that this description is 
dedicated, but to our country cousins 
who delight in something new and stu- 
pendous, and others who are reached 
through these columns, from Bering 
Sea to Melbourne, and from the High- 
lands of Thibet to the International Date 
Line in Mid Pacific. 

You will allow that broad daylight 
and free elbow movement is a very de- 
cided advantage to the contractor, and 
when it comes’ to tunneling under a 
river from opposite directions and abso- 
lutely know beforehand that the .meet- 
‘ing will be such that a sheet of writing 
paper stood on edge would not mark the 
divergence, it is then that the truth is 
brought home to us that modern engi- 
neering feats are not miracles or mere 
mythology. 


NEW YORK CITY’S POPULATION 
‘CREASES AT THE RATE OF 
125,000 YEARLY 


IN- 


HE city of New York is growing 
ale at such a rapid pace, that every 

two years it takes unto itself as 
many people as all of Jersey City has to- 
day. Wach year it annexes an Albany, a 
Bridgeport, a New Haven, or a Grand 
Rapids. Every five years it gains in size 
the equivalent of a Boston, a Cleveland 
or a Baltimore. 

To keep pace with this enormous 
growth of approximately 125,000 people 
per year, it was long ago recognized 
that addition to the city’s water supply 
system would be inevitable some day. 
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CATSKILL AQUEDUCT — TYPICAL 


The Board of Water Supply set about 
and submitted for approval to the 
Board of Estimates and Apportionment, 
a plan for obtaining from the Hsopus, 
Roundout, Schoharie and Catskill Creeks, 
a supply of not less than 500,000,000 gal- 
lons of water, daily, at an estimated cost 
of $161,857,000. 

These plans were eventually ap- 
proved by the Commission and in less 
than six months the first construction 
contract was let for eleven miles of aque- 
duct. 

This plan for the delivery of water 
to all of the boroughs of the city in- 
creased the estimated cost by $15,000,000. 


CATSKILL AQuEDUCT— RoNnDOUT PRESSURE TUNNEL, 


CutT-AND-COVER IN OPEN CUT 


The former plans having included no de- 
livery of water to Manhattan, Queens and 
the Bronx. 

It is a far cry from the Ashokan Reser- 
voir, situated in the foothills of the 
Catskill Mountains, to the Borough of 
Richmond, surrounded by tidal waters at 
the lower end of New York Bay. This 
distance of 127 miles must be traversed 
by an aqueduct through mountains, un- 
der deep rivers and valleys, and also by 
pipe line in order that delivery be made 
effective. 

The greatest part of this undertaking 
and the most hazardous, is the tunnel- 
ing under New York City for this 
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- different boroughs, 
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mighty underground river. It is this 
fact alone that makes it a tremendous 
achievement. 

It is necessary to go down to an 
enormous depth to avoid interference 
with streets, subways, buildings, sewers 
and pipe lines. These depths are neces- 
sary, also, to secure a substantial rock 
to withstand the bursting pressure, and 
the depths in the city limits vary from 
200 to 750 feet beneath the sidewalk, 
the highest point being at shaft No. 18, 
24th street and Broadway and the great- 
est depth at shaft No. 20, Delancey and 
Eldridge streets, it being 740 feet deep at 
this point—over one-eighth of a mile. 
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The plumbers about New York should 
look forward to and make arrangements 


to secure some of this new work of con- 
necting. 

It will necessitate a complete new sys- 
tem of connections to tap the main tun- 
nel and its subsidiary pipe lines in the 
and a little fore 
thought along these lines may mean big. 
business for the contracting plumber, or 
the small jobber alike. “A word to the 
~rise is sufficient.” 


AN IDEA OF THE SIZE OF THE 


UNDERTAKING 


O convey a faint idea of what an 
Ty enormous project this is, we will 
quote a few features and figures:— 
Capacity of the Ashokan Reservoir 
when completed will be 130,000,000,000 
gallons. The water surface will cover 
13 square miles, or 8,180 acres; the ele- 
vation of water, full reservoir, is 590 feet 
above tide. The elevation of tops of dams 
is 610 feet above tide. The length of reser- 
voir is 12 miles and the length of shore 
line, 40 miles; the depth of reservoir is 
190 feet maximum, with 50 feet average. 
The number of villages which will be 
submerged totals seven with about 2,000 
population in each. Cemeteries removed, 
32, and bodies reinterred, 2,800. Hleren 
miles of railroad are being relocated. 
Sixty-four miles of highways will be dis- 
continued, and 35 miles rebuilt. The 
project will require that ten pridges be 
built. The amount of earth and rock to 
be excavated approximates 2,468,009 cubic 
yards. The embankment to be placed 
will equal 8,025,000 cubic yards, while 
the masonry will total 820,000 cubic 
yards. More than 160,000 barrels of ce- 
ment will be needed for the completion 
of the work and 3,000 men are working 
in eight-hour shifts, full twenty-four 
hours, so that there is no rest in the 
operations going on far below the earth’s 
surface. a 
There are four distinct types of aque 
ducts—cut and cover, grade tunnel, pres 
sure tunnel, and _ steel-pipe siphon— 
north of the city line. 
The cut and cover type will furnish 
55 miles of the aqueduct, and will be 
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WATCH THIS AD FOR SOMETHING NEW WHICH WILL BE OF INTEREST TO THE TRADE 


—— QUINN QUALITY CLOSETS 


are fully explained in our new Catalog ‘‘S”. Have 
you acopy P 


QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who 
has ever installed them. That’s some recommenda- 


tion. Can you beat it ? 
QUINN QUALITY CLOSETS 
will eliminate 90 per cent. of your 

Quin 

(QUALITY 
If you haven’t our catalog, send postal for it today. 
It is catalogue “S”. 


worries and troubles.’ All our 


Output is stamped with our mono- 
gram trade mark, which is your 


absolute guarantee of first quality. 


QUINN MANUFACTURING Co. 


MFGRS. OF PLUMBING AND STEAM SUPPLIES 


DETROIT, MICHIGAN 


de in a 


The Adoption of ae 
the Mueller Fitsemall 


Means that you have a supply pipe which will 
“Fit any cock you have in Stock.” 


This is a great convenience—it is a time saver and 
a money saver. The little cone is made of a 
special composition—it conforms exactly to the 
opening in the bath cock, making a non-leaking 
joint not affected by hot water, and it can be con- 
nected any number of times. 


Made in both bath and basin supplies. Uncondition- 
ally Guaranteed. Write us for prices. 


| patterns 
Offset 


i — 


“Fits Any Cock You Have in Stock.” | 


Taaon mann D 25048 D25047 


Saray "rape eter 
~~ USA: W YORK,N.Y.,U.S. A, 
Metal Gols H. MUELLER MFC. co. Bteed pchCoascrcance 
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Principles 
of the 

“Niedecken 
Mixer” 

| Result in a 

Natural 

Shower 


It will interest you to 
know that a suitable 
showercontrolling de- 
vice is here. Asusual 
it’s another Hoffman 
& Billings specialty. 


The 
‘* Niedecken 
Mixer’”’ 


No mixing chamber. For Institutions, 
Hotels, Gymnasiums. Tested for high pres- 


sures, accessible for repairs, and heavily 
constructed for continuous service 


: The “ANTISCALDING” feature has 
« NIEDECKEN 
MIXERS ”’ 
superiority over all others 
We make a_ variety of 


Showers and other High 
Grade Brass Goods. 


Hoffmann & Billings Mfg. Co. 
MILWAUKEE, WIS. 


Canadian Distributors: 
United Brass & Lead Limited 


Toronto, Can. 


ALWAYS ON DUTY 
Works While You Sleep 
Thoroughly Reliable Most Efficient 
Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Operated by 
water, steam or compresséd air. 

Fully Guaranteed 
The C. M. KEMP MFG. CO. 
BALTIMORE, MD. 

Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet 
Stocks and Plumbers’s Specialties 


= 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


of horse-shoe shape 17 feet high, 17 feet 
6 inches wide inside, construction of 
concrete and covered by an earth em- 
bankment. This is the least expensive 
type, and is used wherever the elevation 
and nature of the land permit. 

Where hills or mountains cross the - 
line and it would be impractical to 
circumvent them, tunnels at the natu- 
ral elevation of the aqueduct are 
driven through them. There are twenty- 
four of these grade tunnels, aggregating 
14 miles. 

Where deep and broad valleys must be 
crossed and there is suitable rock be- 
neath, circular tunnels are driven deep 
in the rock and lined with concrete. 
There are seven pressure tunnels, total- 
ing 17 miles, with a diameter of about 
14 feet. A shaft at each extremity con- 
nects each pressure tunnel with the ad- 
jacent portions of the aqueduct. 

Steel-pipe siphons are used in valleys 
where the rock is not sound, or where 
for other reasons pressure tunnels would 
be impractical. These steel pipes are 
made of plates riveted together from 
7/16 to 3/4 inches in thickness, and are 
nine feet and eleven inches in diameter. 
They will be lined with two inches of 
cement mortar, embedded in concrete 
and covered with an earth embankment. 
There are fourteen of these siphons, ag- 
eregating six miles. Three pipes are 
required in each siphon for the full ca- 
pacity of the aqueduct, but only one is 
now being laid. 


EMERGENCY AND STORAGE RESER- 
View reservoir is in 


VOIRS 
HE Hill 
Yonkers, at the city line. Its 


function will be to equalize the 
difference between the use of water in 
Greater New York City as it varies from 
hour to hour, and to steady the flow in 
the aqueduct. It will also furnish large 
quantities of water upon immediate de- 
mand, as in a great conflagration. Its 
capacity will be 900,000,000 gallons. 

From the Hill View reservoir, Catskill 
water will be delivered to the five bor- 
oughs by a circular tunnel in solid rock 
reducing in diameter from 15 to ie aly. 
12 and 11 feet. From two terminal shafts 
in Brooklyn, steel and iron pipe-lines 
will extend into Queens and Richmond. 
A cast-iron pipe, resting on the bottom 
of the harbor, will cross the Narrows to 
the Silver Lake reservoir on Staten 
Island, holding 400,000,000 gallons. 

In Brooklyn, beyond shaft 23 tne 
supply system will include pipe in trench 
mainly along Sixth avenue, Fifth ave- 
nue and 79th street. 

Through Eastern Brooklyn and into 
Queens, the pipe-line in trench from 
shaft 24 will be carried along Willoughby 
avenue, Troutman street, and Flushing 
and Fisk avenues to Queens Boulevard. 

The main tunnel under New York City 
is being constructed from 24 shafts about 
4,000 feet apart, located in parks and 
other places where they interfere little 
with traffic. Through these shafts, also, 
the water will be delivered into existing 
pipes. These tunnels and shafts will 
be lined with concrete. 

The only parts of the city tunnel 
work visible to the pedestrian will be 
at the shafts. These shafts are causing, 
at the present time, great speculation 
as to their existence and functions, and 
there are comparatively few people who 
know that far below them, as they hurry 
about the city, there is an incessant tap, 


tap, tap, of.the drills in their labor for 
humanity. ‘ 


AN ARMY OF WORKMEN PROVIDED 
SANITARY AND COMFORTABLE 
SURROUNDINGS 


HE work on the Ashokan Dam 
ep employs an army of 3,000 men who 

live, many of them with their 
families, in a camp built by the con- 
tractor near the work. The camp is di- 
vided into Italian and negro sections, 
while the Americans live separately. 
There have been provided good sanita- 
tion, good dwellings, well laid out 
streets, electric lights, telephones, sav- 


ings bank, hospital, general store, bak- 


390 feet long and 85 feet high, compres- 
sor plants, stone crushers, concrete, mix- 
ers, etc., etc., Quarries have been opened 
in the nearby hills to obtain stone, and 
several hills of clay earth are being dug 
away to build the earth dams. 

In conclusion, the accomplishment of 
the results set out to be attained by the 
Board of Water Supply is now clearly 
in sight. All of the engineering, legal 
and other difficulties and problems have 
been met and overcome. Work is act- 
ively in progress along about 110 miles 
of the line and the possibility of the de- 
livery of water into Croton Lake, the 
storage reservoir for New York City, 
now seems to be less than twelve months 


CATSKILL AQUEDUCT—ERECTING STEEL-PIPE ON CONCRETE CRADLES PREVIOUSLY PLACE 
j 


ery, police regulations, fire protection, 
kindergarten, and school for children. 
An evening school for men is one of the 
features of the camp. The eight-hour 
day gives plenty of spare time to attend 
the school, where the elements of the 
English language and of national, state 
and city governments are taught; all 
in an effort toward good citizenship and 
promoting efficiency in the workmen. 
These schools were instituted by the 
Commissioners personally and have been 
supported by private subscription with 
the assistance of the contractors. 
Upwards of 150 contracts have been 
let for the various divisions and sub- 
divisions of the work and among some 
of the equipment are: Thirty miles of 
railroad, 33 locomotives, 579 cars, 60 
derricks, 7 cable ways, 16 steam rollers, 
19 steam shovels, a steel trestle bridge 


distant. Total time consumed in th 
work will be about seven years. 

Once again permit us to impress up? 
the minds of the New York City plum 
ers, the importance of following uP tl 
construction work and securing an 4 
vantage at the proper time, to get the 
share of the necessary changes to | 
made. 

————_++ eo ——_—_—- 


Gas Water Heater Compan) 
Organized in Brooklyn, N. Y.. 


COMPANY capitalized at $200.0 
has recently been organized 
manufacture gas water heati) 

appliances. The new firm will do bu 
ness under the name Brooklyn Wal 
Heater Co., Brooklyn, N. Y. F. Sau) 
Jersey City; R. H. James and W. 
Groesbeck are the incorporators. — 
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WNW DIED Beas 


“The Hottest 
Thing This Side 
of My Residence” 


The ‘Rapid’ Instantaneous Bath 
Heater sure does heat a lot of water 
with a little gas —and it doesn’t re- 
quire a vent pipe, either. As one 
good plumber told us a while ago 
“You've certainly got that Model ‘C’ 
Non-Vent Heater down pat now 
with the 
new Gas 
Regulating 
Device and 
the other 
impr ove- 
ments.”’ 


Mr. Plumber 
You can 
make more 
money with 
the ‘“‘Rapid”’ 
than any 
other typeof 
heater. 
Write for 
catalog and 
prices. ; 


INCORPORATED) 


HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 

Send for cata- 
log and prices. 


Manufacturers 


237 Arch St., Philadelphia, Pa. 


BOSTON 


ADJUSTAS8LE 


BRACKETS 


FOR SINKS AND TRAYS 


Send for price list 
JOSEPH H. YOUNG CO., 
Boston, Mass. 

Full line of Plumbers’. Supplies 


Johnson's 
Handy Manual 


for Plumbers and Steam Fitters is a 
practical book for practical men written 
by a practical plumber and fitter. Itis a 
compact little volume neatly and strongly 
bound in stiff cloth covered board covers. 
lt is of convenient size to carry in the 
pocket for constant reference. 


It sells for one dollar a copy, and may 
be secured from THE PLUMBERS’ 
TRADE JOURNAL POB. CO., 45 
W. 34 St., New York City. 
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The Filtration of Water 
for Domestic Uses 


By LOUIS J. PLACH 


FRACTAL BBB BEATE 


HE water used for drinking 

and cooking purposes, to be 

healthful, should be clear and 

pleasant to taste. These are 

the conditions which must be 

carefully considered if a house, farm, 

village or town is to be supplied with 
water. 

In many cases farms and villages, as 

well as large communities, are not so 

favorably located as to have an abundant 


OVERFLOW 


FILTER CYLINDER 


OUTLET FOR FILTERED WATER 


1—Fuirrer Ustne DeENsE BISCUIT 
PorcELAIN AS MEDIUM 


Fic. 


water supply from a well or spring 
which is sufficient for direct use, and to 
fulfill the conditions which are men- 
tioned above. In most cases, especially 
when a great quantity of water is 
needed, communities are forced to use 
surface water, i. e., water from brooks, 


As intimated above, surface water is 
usually turbid and polluted, at least by 
the surface washing of rain water, and 
it is necessary to purify such water. 
This can be accomplished by passing the 
water through a filter. The kinds of 
filter materials which may be used for 
the purpose are so numerous that it 
would fill books to describe them. We 
shall, therefore, only give the descrip- 
tion of a few filters which have found 
the most general favor and which have 
given most satisfactory results. 


THE PROCESS OF FILTRATION 


HE process of filtration is more 
or less a mechanical process of 


straining out the microbe and 


mineral particles to render the water 
clear. 
One of the first materials used for 


SETTLING BASIN 


a 


as water supply for large estates, farms, 
villages or towns, it has been found that 
sand filters give the best and most eco 
nomical results, providing the layout is 
of large enough capacity. 


GRAVITATION SAND FILTERS 


GOOD sand filter should consist of 
A a sand bed of at least 3’ 6” to 4 
thickness, which is distributec 
upon a layer of about 6” of fine gravel 
Supporting the gravel there should be 
about two or three rows of bricks, s 
laid as to prevent the clogging and fill 
ing of the bottom of the filter basin 
These bricks have to be laid so as t 
allow the water to pass freely throug] 
the joints. Vitrified bricks are the bes 
for this purpose and are to be recom 
mended. Instead of bricks, often time 
perforated pipes are laid on: the botton 
of the filter and covered with the grave 
which allows the filtered water to ente 
the perforations and carry the water int 
the filtered water reservoirs. 

The bottom of the basin can be mad 
of concrete and covered with a layer ¢ 
asphalt. e 

The water which is to be filtere 
should be so supplied or distributed thi 
it will not disturb the surface of tt 
sand which forms the filter-bed. TI 
sand in the filter is used as a strain 
and on its surface the impurities co 


filtering water was charcoal, which has 
also the power of softening hard water 
to some extent. Blocks of carbon (pow- 
dered charcoal with oil) have been used 
and the water made to pass through 
these blocks by gravitation or pressure. 
This method, however, proved to be a 
very expensive process when used on a 
large scale. 

Another kind of filter is shown in 
Fig. 1. The filtering material used in 
this case is dense biscuit porcelain. This 
filter consists of a porcelain vessel of 
circular form in which a smaller cyl- 
inder is placed, made of biscuit porcelain. 
The vessel is glazed. The inner cylinder 
is unglazed to allow the water to pass 
through it. The impure water is fed 
into the vessel at a high point, fills the 
vessel, passes through the pores of the 
cylinder by gravity. A discharge pipe 
located at the bottom of the vessel leads 


rivers or lakes. This is often turbid or from the central cylinder. This filter 
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Fic. 2—PxLan or SAND FILTER 


polluted and has to be purified before it 
can be safely used. 

This article will deal with the means 
generally employed to remove the impu- 
rities, or other objectionable features, 
from the water, by means of filtration. 


ARRANGEMENT ON A LARGE SCALE 


arrests the organisms by a purely me- 
chanical action and if the filter receives 
proper attention and frequent steriliza- 
tion, it will give satisfactory results for 
domestic purposes. 

For filtration on a larger scale, such 


hk] WATER MAY 
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In Fic. 2 


tained in the water settle. This se 
ment forms a gelatinous film on top 
the sand and this film really constitu 
the filtration medium, which is st 
ported by the sand bed. It is, therefo: 
very important not to disturb this fi 
when introducing the water to the filt 
Before the water is to be filtered it 
necessary for it to pass through settli 
basins, which are an important adju! 
to almost all filters. One day is usua 
sufficient for settling purposes, Wh! 
eliminates a large proportion of § 
pended matter. All the coarser mat 
is removed in that time. ; 


COAGULATING AGENTS NECESSA 
OCCASIONALLY 


S stated previously, the impurii 
A and the suspended matter in | 
water form a ‘film on the 82 
which is the filtration medium. It: 
therefore, in some cases, advisable | 
add to the water a coagulant, whieh ° 
the effect of curdling this matter 
gether, so that the smaller particles | 
together forming larger particles, wh 
settle on top of the filter-bed and D! 
up the filter film. It is not neces! 
in many instances to use this coagul) 
but it is advisable to feed the coagu! 
for a short time before using the f 
or after the filter-bed is cleaned, scr! 
or renewed. z 
Dissolved sulphate of alumina is ° 
erally used with good results to nl 
this coagulated film in filters. 


| 
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If a sand filter is used about 10 to 15 
days, depending, of course, on the 
amount and the condition of the water 
filtered, and the surface of the filter-bed, 
it is necessary to remove the gelatinous 
film on top of the sand-bed. This is done 
by scraping off about two or three inches 
from the top of the filter. It is there- 
fore advisable to make the sand-bed deep 
enough so that it will not be necessary 
to renew the complete filtering material 
too often, as the sand layer should be 
always maintained at least 3’ 6” thick. 
It is also advisable to have two filter- 
beds arranged in parallel, so that either 
may be used while the other one is be- 
ing scraped. 


TYPICAL ARRANGEMENT OF A 
LARGE FILTER 


IG. 2 shows the plan and Fig. 3 the 
section of a sand filter arrange- 
ment on a large scale. The water 
which comes from a lake, brook or river, 
is allowed to settle in the settling basins 
and is fed to the filters through channels 
which allow an even distribution with- 
out disturbing the surface of the filtering 
body. After leaving the filter, the water 
is stored in two large reservoirs from 
which it can be carried to its destination. 
To determine the size of the settling 
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material in this type of filters is kept 
continually clean, fresh and _ aerated. 
The filtering material is composed of 
fine sand laid upon gravel as in the filter 
previously described. 

A few inches above the sand-bed, near 
the top of the tank is placed a circular 
gutter which is arranged to distribute the 
unfiltered water coming from the coagu- 
lating tanks, and which is also used to 
carry off waste and wash water when the 
filter is cleaned. This filter is used in 
many localities and has proven very sat- 
isfactory. It may be used to advantage 
when a moderate water supply is needed 
or these filters may be arranged in bat- 
teries, should a large supply of water be 
desired. Fig. 4 shows a cross section of 
the above style of filter. 

The filters described in the foregoing 
are classified as gravitation filters. 


PRESSURE FILTERS 


HE following description will deal 
with pressure filters, so called be- 
cause they are usually connected 
to a water main or pump, which forces 
the water through the filtering medium. 
The material used in this style of filter 
is of a different origin. In most cases 
stone (a conglomerate of fine quartz), 
charcoal or sand is used. These filters 
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Fic. 4—Cross Section or Gravitation SAND FILTER WiTH ARRANGEMENT FOR CLEAN- 
ING AND AERATING 


tank and of the filter, we will give fol- 
lowing approximate data: — 

The settling tank should be able to 
hold the amount of water needed for at 
least 24 hours, which allows the proper 
settling of the coarser matter contained 
in the water. 

A good filter is able to filter about 500 
to 600 gallons per sq. ft. of surface in 
24 hours, depending on the condition of 
the water. The filtered water reservoir 
should also be made large enough to 
10ld at least a 24-hour supply. 

These figures are compiled from long 
experience in this line and are used gen- 
rally for the calculation of filter layouts. 

The following describes a gravitation 
sand filter, which is based on the same 
srinciple as the one just described, but 
itted with an arrangement to clean the 
ilter and to aerate the filter-bed. This 
ilter consists of a wood or steel tank, 
t the bottom of which there is a strainer 
ystem so arranged that it will carry the 
tered water to the storage tanks, or 
0 equally distribute the water when the 
Iter-bed is to be washed. 

There are also air jets provided at the. 
ottom of the tank, which are supplied 
nder pressure by a rotary blower. The 
ompressed air is used to agitate the 
Iter-bed when washing, and it can be 
sed either alternately with the wash 
‘ater or at the same time. The filtering 


are almost unlimited as to size and are 
furnished by manufacturers to comply 
with any condition or requirement which 
may be desired. 

Fig. 5 illustrates a small stone filter 
for domestic purposes. These small fil- 
ters may be attached to any convenient 
faucet and have a capacity, according to 
pressure, of 3 to 10 gallons per hour. 
As filter material is used a natural for- 
mation of stone which allows the water 
to pass through its fine pores and to be 
forced by the pressure of the supply to 
the central cavity in the stone where 
it is conveyed through a perforated tube 
to the nozzle. The impurities in the 
water are deposited on the extreme outer 
surface of the filtering material. 

These filters are easily cleaned, as it 
is a simple matter to remove the stone 
by means of a thumb-screw, as shown in 
cut, and clean the surface with a stiff 
brush or a cleaning stone. This brush 
or stone gradually wears it away until 
after a long period in use the filtering 
cylinder must be replaced. 


SELF-CLEANING FILTERS 


STONE filter of larger capacity is 
A shown in Fig. 6, which is equip- 
ped with a self-cleaning attach- 

ment. This filter May be used to ad- 
vantage in connection with the water 
supply for private residences, restaurants 
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For the Hospital Water Supply 


or that of the County Farm, Graded School, Hotel, 
Country Club, and the hundreds of other isolated 
buildings, there are available complete pneumatic 


@ These institution jobs require not 
only the highest type of equipment, but the engineering 
Service that we are prepared 
to give is in itself a valuable 


safeguard. 


@ Practically all 


such installations must be 
specially designed, after all 
facts regarding the source of 
supply and the requirements 


have been established. 


@ Our successful 


experience for many years in 


designing complete equip- 


Portion of electric pumping plant of 
St. Vincent’s Hospital, Green Bay, Wis. 


ments should be of substantial 
is : “ Complete fader JYiito. System, 


value to you. 


@ On the very next contract of this 
character, get in touch with our nearest office, and secure 


our estimate on material for the complete plant. 


Decatur, III. 


and 


Owego, N.Y. 


New York City Office, 
15 William St. 


Chicago Office, 


Outfit Fig. 175-E—one type of plant for large 
- Ate eh .' Monadnock Block 


institution work, using deep well. 
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PA 
This 


Trademark 
on your packages of 
Traps 
Wastes and 
Overflows 
Valves 
Supply Pipes 
Floats 


and 


Plumbing Supplies 


signifies to you 


the guarantee of 


Fine Workmanship 
Best Quality 


Superior Finish 


of the 


AMERICAN 
PIN 
COMPANY 


Waterbury, Conn. 
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or small hotels. The capacity of this 
style of filter will care for 60 gallons 
per hour, depending on the size of the 
apparatus and the pressure under which 
it is operated. The water enters the fil- 
ter at inlet A and leaves at the filtered 
water outlet B, which may be connected 
to the water supply system or filtered 
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STONE FILTER FOR DOMESTIC PURPOSES 


water storage tank. The system of fil- 
tration is the same as that of the smaller 
stone filter. To clean the filter it is only 
necessary to close the filtered water 
supply valve at B and open flush valve 
located at C. This operation does not 
force any water through the filter cyl- 
inder but washes the outer surface of 
the stone. By turning the hand-wheel 
at the top of the filter, the cleaning 
stones, which are placed around the fil- 
ter cylinder and are pressed by means 
of springs against the surface of the 
stone, revolve and clean the surface. 
The impurities are carried away by the 
water flowing to the waste. 

Another style of pressure filter shown 
in Fig. 7 is generally used in apart- 
ment houses and hotels. The cylinder 
and the base of this apparatus are made 
of cast iron. It is equipped with a me- 
chanical rake, which can be turned by 
hand, in order to break up the sand-bed 
during the washing process. As filter 
material is used a mixture of pure sili- 
cate sand, marble and gravel, which has 
been carefully screened, washed and 
sterilized before putting into the filter. 

A The bottom of 
the filter is fitted 
with screens or 
sand valves, which 
are arranged so 
as to. insure an 
equal distribution 
of the water 
when the filter is 


J ft 
Fic. 7 — PRESSURE 
FILTER WITH 
AUTOMATIC COAG- 
ULANT FEED TANK 


STONE 
WITH 
SELF-CLEANER 
washed. The apparatus is also equipped 
with an automatic coagulant feed tank 
which may be regulated according to the 


PACITY 
FILTER 


requirements. As we have already men- 
tioned when describing gravity sand fil- 
ters, the use of the coagulant is advis- 
able for about half an hour after the 
filter has been thoroughly washed. 


SAND FILTERS FOR HOTELS AND 
OTHER LARGE BUILDINGS 


HE operation of this filter is as 
a8 follows: The water enters the fil- 

ter under pressure at the top, 
passes through the sand-bed, thence 
through the screens at the bottom of the 
filter and is conducted to its destination 
as filtered water. 

To clean the filter, the flow of the 
water is reversed and the water enters 
the filter through the screens at the 
bottom and passes out at the top and 
into the sewer carrying all deposits. 


The coagulant is applied to the raw 
water by an automatic device, which is 
attached to the filter and can be regu- 
lated as needed. The capacity of these 
filters is about two gallons of water per 
minute per square foot of surface, de- 
pending on the condition of the water 
and the pressure of the supply. 

As the subject of filtration of water 
for domestic use covers such a large 
field there are many variations from 
standard practice. This article has only 
dealt with the most popular systems 
and those most generally used where 
good water is the primary requisite, 
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THE SCIENCE OF 
MODERN PLUMBING 


By 


Cc. F. HERINGTON 


CHAPTER Ill 


7)S regards first, the 
preparation of the sub- 
surface of the field, 
this is accomplished as 


follows: Common two- 
inch porous. agricul- 
}tural tiles, one foot 
long, are laid about 
eight or ten inches below the sur- 
face on continuous boards, or,  bet- 
ter, in gutters of earthenware, laid 


accurately in the trenches at the re- 
quired grade. Should the tiles ever 
clog up, it is easy to take them up, to 
clean them, and to re-lay them in the 
gutters—an operation easily performed 
by a common laborer. It is important 
that the tiles should have at each joint 
a space of about one-quarter inch to 
facilitate the oozing out of the sewage. 
Small earthen caps are placed over each 
joint to protect it from dirt or earth 
falling from above. 

It is not necessary to give to the ab- 
sorption tiles a greater fall than about 
two or three inches per hundred feet; 
for, if laid at too steep a grade, the 
sewage will rush to the lowest level 
and saturate that part of the irrigation 
field. It should be noted that much of 
the success of the system depends upon 
the accuracy with which the distribution 
tiles are laid. If practicable, the tiles 
should be laid in parallel lines about five 
feet apart. They should branch out 
from the bottom of the main carrying 
conduit, with special T or Y branches 
which are manufactured for this pur- 
pose. The main drain should be laid at 
least two feet deep, and the two-inch 
branches should be cemented until they 
strike the proper depth of eight or ten 
inches. The main drain conducting the 
sewage from the flush tank to the irriga- 
tion field should be four inches in diame- 
ter, and can be laid with as much fall 
as the lay of the land will permit, but 
where it approaches the absorption field, 
its fall should be limited to four or six 
inches in one hundred feet, to prevent 
the sewage from running to the lower 
part of the field, overcharging the lower 
line of drains. 5 

Some of the objections against sub- 
surface irrigation are that it is feared 
that the land into which the sewage 
is continually poured will become satu- 


rated with sewage, its surface rendered 
wet or swampy, and the whole irrigation 
field converted into a large cesspool 
spread out laterally instead of downward 

There is, however, absolutely no rea 
son to apprehend such trouble. Whereve 
the soil is not porous, under-drainage i: 
essential and must be provided for. I 
properly carried out, all superfiuou 
moisture in the ground will be removed 
Aeration is another essential condition 
and wherever it is neglected the soi 
may become saturated with sewag 
matters. By arranging for an _ intel 
mittent discharge, with intervals of a 
least twenty-four hours between cor 
secutive emptyings of the flush-tank, th 
soil is given ample opportunity fo 
aeration. This secured, oxidation an 
nitrification, and the destruction of th 
organic particles attaching to the eart 
will follow with regularity. 

Much apprehension is often felt les 
such a system will not work properly i 
winter time, and fear is expressed thi 
the ground about the absorption til 
may freeze. Experience with the syste! 
in the coldest parts of the New Englan 
States, where the system has been } 
continuous use for many years, has ful 
removed any doubts on this point. 
is found by practical experience that tl 
warmth of the sewage is sufficient — 
keep the ground at the disposal fie 
from freezing. 

It is often objected to, that the inté 
cepting chamber is in reality a cesspo' 
This is to a slight extent true, D 
nevertheless it is always advisable 
build it, using due precaution in } 
construction to make it perfectly tig] 
It should be remembered that the liqu 
sewage in the intercepting chamber ) 
constantly changed, a large volume | 
water passing through it every day. + 
though it retains organic waste matt 
partially putrefied, the amount is not) 
be compared in quantity with that in! 
cesspool. Some of the solid matter 3 
reduced by maceration and being 4 
solved passes into the liquid chamb, 
being discharged by the syphon into i 
absorption drains. 

By cleaning the intercepting cham! 
once a month, the amount of solid put! 
matter may be kept down to a minimv) 
consequently there will be little exhé 
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tion of gases, and as the water level re- 
mains constant, the gases are not forced 
out as in the case of ordinary cesspools. 
By proper ventilation the intercepting 
chamber can be kept quite free from 
offense. 

It should be mentioned here, that, ow- 
ing to these objections, attempts have 
several times been made to do away with 
the intercepting chamber. But in all 
sases where water-closets are used and 
heir contents discharged into the tanks, 
it becomes imperative to prevent the 
solid portions of the sewage from clog- 
zing the syphon or the tiles. 

Owners of country residences may find 
in objection to the system in the neces- 
ity of emptying the intercepting cham- 
er, claiming that this causes a nuisance. 
in answer to this objection might be 
hat of the two evils of cleaning out a 
arge, ordinary, open cesspool and the 
ittle intercepting chamber, the latter 
s far preferable from every point of 
jew. But then it is forgotten that the 
ame people who raise this objection 
vould probably never see to it that their 
arge cesspool was cleaned, paying no 
ttention to it as long as the sewage ran 
ff and was out of sight. 

It is objected that sometimes the 
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tiles choke and must be taken up and 
relaid. There is a possibility of such 
an occurrence, but this is only neces- 
sary about every three years on the 
average. Supposing even for a moment 
that the tiles must be cleaned and re- 
laid each year, what a little amount of 
laber, trouble and expense is involved in 
doing so, owing to their being laid in 


A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 


permanent gutters, and close to the sur- ak sae a aT Market 
face! Compare this with the trouble and OB: a) om ae Do. ee Th 
annoyance of having to empty and clean ‘ : fe 


a disgusting overflowing cesspool at fre- 
quent intervals and the further disposal 
of the material afterwards. 

The ground where the tiles are buried 
cannot be plowed, nor can heavy wagons 
drive over it without the risk of break- 
ing or displacing the pipes. This may 
or may not be a serious matter, depend- 
ing on various locations of the field. 

In conclusion, it might be said that 
this system can be extended to a number 
of houses on the same principle or re- 
duced in size to take care of small houses 
on a small plot of ground, with one bath- 
room only; and it is not new at all as 
the first one was built about thirty years 
ago and thousands of them are built and 
are being built giving perfect satisfac- 
tion in almost every instance. 


Monitor Boiler 


is unquestionably the leader in its line. 
It is different from ail others. 
In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechanies can make it. 
Absolutely dependabie. 
MONITOR agencies offer profitable open- 
ings for progressive heating men. Our 
propositicn is liberal. Send forit. Your 
name ona post card brings it. 

Write now. 


Monitor Steam 
Generat-or Co. 
LANDISVILLE, PA. 
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Kinks for The 
Plumber and Fitter 2 


BY B G PBARL 
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low to Start an Over Packed cr How to Utilize a Broken Hack- 
Damaged Packing Nut saw Blade 


; HEN a packing nut on a valve has O not get angry because the blade 
VV been over packed, or when the D snapped, just when you must use it, 

threads are damaged or worn so and it’s the only one you have with 
at the nut will not start, do not go to you on the job. It’s a habit hack-saw blades 
e trouble of removing some of the packing have. If more than half of it is left in one 
piece, take that piece, file a notch in it 
about half an inch from the broken end, 
as in a; use a piece of strong wire, as shown 


Nop wy, 


Broken End b Wire 
4 


c 


in b; put the blade back in the frame c, and 
§0 on with your work. This will take a few 
minutes and your blade, while not as long 
as it was, is practically just as useful. 


————--e—____ 
M. Winandy Co., Chicago In- 
corporated 
ICHOLAS Vv. FISCHER, Michael 
Koch and Thos. McEnerny have 
organized a concern to manufac- 


ture heating apparatus. The new firm 
will be known as M. Winandy Co., Chi- 


filing new threads. Simply open the 
ve all the way, cut a small block of 
)d to fit between the packing nut and cago, Til. 
valve wheel, grasp the nut and the block 

wood with one hand and turn them, and ° 
the same time turn the valve wheel with Steam Heating Apparatus Con- 
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other hand, This will force the nut a j 
m and cause it to start on the threads. Hy Organized 


' illustration will give the idea of how Vien SANDERS, Ed. L. McCleary, 
is done. Karl F. Deal, Elwood C. Bayer and 


Joseph Meyer of Dayton, Ohio, will 
nd many a man gets so mean that engage in the manufacture of cast iron 


actually doesn’t care what people steam and _ hot water heating boilers 
ik about him or his ways. under the name, National Heater Co. 
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CHICAGO 
KANSAS CITY 


Water Heating 
Garbage Burner 


For Destroying Refuse 
Without Odor 
Burns the Garbage 
Destroy$ ALL the Odor 
Heats the Water you can use 


Patented 


Send for Catalog No. 59 


KEWANEE BOILER COMPANY 


KEWANEE, ILLINOIS 
SAINT LOUIS NEW YORK 
SALT LAKE CITY 


THE MAHONY 


Sectional Water Boiler 
The Boiler with the Good Points 


Made of cast iron, so heavy that it will not corrode 
or wear out. 


Requires no brick work and can be set up complete 
in from one to two hours. 


Direct surface is so arranged as to bein a measure 
self-cleaning while its revertible flue surface is 
easily accessible for removing any accumulation 
of soot. 


Catalog for the Asking 


The Mahony Boiler & Radiator Co. 
TROY, N. Y. 


ZA 


Carries Radiators Anywhere Quickly, Easily, Safely 
Narrow crooked stairways and halls are easy for 
Buell’s Combined Carrier and Truck. 


it is a cinch to carry the radiatorwhen necessary and a bigger cinch to 
2ush it on the truck. Saves you 


Time, Strength, Money 
Send for booklet and prices 


BUELL BROTHERS, Fulton, N. Y. 
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HE steam fitter is 
sometimes called on 
to furnish apparatus 
for heating private 
automobile garages— 
usually detached 
buildings, separate 
from the house or 
residence of the 
owner. Many of those 
garages are well con- 
structed little build- 
ings. Most are fire- 
proof, being constructed of brick, stone 
or concrete. They generally have cement 
floors and metallic or tile roofs. 

They are required to be fireproof, as 
much as possible, on account of gasoline 
and oil being used in the cars, and some- 
times greasy waste or other inflammable 
material is in evidence. Greasy or oily 
waste and rags, it may be remarked, are 
somewhat prolific causes of spontaneous 
combustion. 

There are several reasons why heat in 
a garage is desirable. One is to avoid 
the necessity of draining the water from 
the radiator, and water spaces of the 
engine or motor in cold or freezing 
weather. A cold car’ sometimes causes 
trouble in starting until it is warmed 
up a little. The third reason is that the 
average automobile owner, driver, or 
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HEATING A GARAGE 


BY HOT 


WATER 


By JOHN L. BENNETT 


room or be located directly above it. 
Garages in most cases being detached 
buildings, the heating of them, in accord- 
ance with the desires of the owners, is 
not always quite so easy as it looks. 
Some property owners apparently con- 
sider it to be as easy to connect a heat- 
ing system in a separate or detached 


and glibly as if it were, “My hat and 
gloves, Chauncey,” or something like 
that. He expects his orders to be carried 
out as he has given them. All the heat- 
ing man has to do is to make good. 
“Nothing to do but work.” 

Fig. 1 shows a method used in attempt- 
ing to heat a garage, a method which 
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Fic. 1—MrrHop or ATTremptTine TO HEAT A GARAGE 


Arrows indicate Srrechion of 
SLY ond pitch 


35 Freer From HOUvsE. ay 


PROVED A F'AILURE 


building to the heating system in the 
house, and make it work satisfactorily, as 
it would be to connect a speaking tube 
or telephone. 
IVEN; A heating system working 
G to the satisfaction of the owner, 
in his house, or residence. Owner 
desires to heat his garage, a separate 
building more or less distant from the 
house. He calls in his plumber and re- 
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Fic. 2—Merrnop SuccessruLLy APPLIED TO ESTABLISH CIRCULATION. 
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Frow PIPE CAR- 


RIED TO ATTIC OF RESIDENCE AND VENTED 


crank puts in a lot of time tinkering 
around his car, doing or trying to do 
something to it when it is in the garage. 

Some private garages have a room or 
two for the chauffeur or driver—a sleep- 
{ng room and possibly a sitting or loaf- 
ing room. These may adjoin the car 


marks in a matter-of-fact way: “I want 
a coil or radiator, or several,” as the 
case may be, “in that garage. Enough 
to heat it properly in cold weather; and 
I want it heated from the system in the 
house.” 

He gives this little order as readily 


proved to be a failure. There was a nice, 
neatly built, continuous coil, hung on 
the wall of the garage and the feed re- 
turn pipes had a pitch, back to the house, 
85 feet away. The only trouble with this 
connection was that the flow pipe lacked 
a head of water of sufficient altitude to 
cause a circulation, consequently no cir- 
culation. 

Fig. 2 shows method successfully ap- 
plied to establish circulation. The flow 
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pipe was carried up to the attic of the 
residence, and vented; then carried down 
again and connected as shown to the 
feed pipe running to the garage. Fig. 
2 shows a manifold or branch tee circu- 
lation coil, which is better than a con- 
tinuous coil, as there is better distribu- 
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tion of the flow with less friction and 
naturally better circulation. An %-inch 
galvanized air line, run from the top of 
the risers to the expansion tank close by, 
permitted the risers to vent automati- 
cally. 


CONNECTIONS TO THE SYSTEM 


HE return from the garage was 
abs connected into the side of a tee 
between the boiler and the drop 
leg or vertical pipe, between the boiler 
and the end of the return main. The 
flow through the main house return as- 
sisted, or accelerated, the flow of the 
return water from the garage to the 
boiler. At the time the connection was 
made, a Y fitting was not readily avail- 
able and it was inconvenient to wait for 
one, otherwise a Y would have been used 
instead of a tee as shown in the sketch. 
A Y used as shown would render the 
flow of the garage return to be practi- 
cally positive. 
Fig. 3 shows a coil heated by means 
of a small tank heater. The coil proper 
consisted of 72 feet of 14-inch pipe. 
The flow and return pipes consisted of 
86 feet of l-inch pipe with %-inch con: 
nections at the heater. The heater Wat 
a No. 1 “Lawson” heater with thermo 
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static valve control for natural &' 
Any other similar type of heater i 
the same heating capacity would ans\ 
quite as well for the same purpose. Ts 
job heated rapidly, and gave perfect ! 
isfaction, as the thermostat took eare!! 
the gas consumption and produced e 
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0. K. 


That’s the comment from the owner 
when he sees 
Davis Patent Regulating Valve 
as part of his Atmospheric Heating 
System. 
He knows that he can’t 


get AS GOOD, Archi- 


tects, Engineers and 
Contractors insist on 
Davis Patent Regulat- 
ing Valve. There must 


be some reason. 


Are you interested enough to write 
us? Our catalog at your call. 


LOUIS N. DAVIS 
38 E. Gay St., Westchester, Pa. 


The Dunham Trap 


is the cause for 
All Dunham Systems of 
Heating Working so Well 
Here is What it Does 


Keeps radiators drained of 
wafer of condensation 
and air without loss of 

steam and 

In performing this all im- 

portant function it does not 
clog up and lasts as long 
as the radiator 


We guarantee that the 


Dunham Trap will do the above 
things. 


A postal card that you can 
write in one minute’s time eet 
wring our Catalog “B”— 
yages. 


It’s “arth your while inves- 


igating for it may bring dollars 
o you. Write to-day. 


4. A. DUNHAM Co, 


Marshalltown 
Iowa 


Jhicago—343 S, Dearborn St. New York 
. Madison Ave. Philadelphia—18 S. 7th 

Fort Worth, Texas—Flatiron Bldg. 
oneapolis—715 Temple Court. Spokane, 
ish.—720 Realty Bldg. Indianapolis— 


Board of Trade Bldg. Portland, Ore.— | 


hawk Bidg. Kansas City—207 Reliance 
\g. Roechester—46 Clinton Ave. N. Salt 
te City—210 Scott Bldg. Davenport— 

Security Bldg. Kalamazoo—210 8. 
cher St. Los Angeles—413 So. Los An- 
as St. Milwaukee—Room 8, Mack Bldg. 
anta, Ga.—207 Grant Bldg. Canadian 
\:'tory—Toronto, Ont. 


results. The expansion tank was nine 
feet above the heater at the top of the 
feed pipe and automatically relieved the 
system of air. 

Fig. 4 shows a pressure system for the 
garage using a tank heater, minus a 
storage tank, though two fixtures are 
shown. A sink is located in the garage 
downstairs and a lavatory in the room 
‘in floor above. A safety valve is shown, 
but its use is necessary only in the 
case that the valve or stop on the cold 
water supply becomes accidentally shut 
off. The expansion or increase in vol- 
ume caused by expansion is supposed to 
back out into the main as in an ordinary 
domestic hot water supply system. The 
overhead main system is shown, as on 
account of altitude, it ordinarily gives 
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Fic. 4—Pressure System DESCRIBED FOR HEATING A GARAGE WITH A SMALL GaAs 
TANK HEATER 


the best results. The %-inch air vent 
from the highest point of the main, with 
the valye within easy reach, will permit 
of venting the entire system at one point. 


SELECTING THE PLACE FOR THE 
HEATER 


ASOLINE and some grades of oil 
emanate a dangerous sort of in- 
: flammable gas at times, in close 
places. Close places, in this connection, 
mean confined spaces where the yentila- 
tion is imperfect, and there is a poor cir- 
culation of air, obviously a rather poor 
place for a fire or flame. In such case 
it may be advisable, desirable, or com- 
pulsory to locate the heater outside of 
the garage. This is simple. A small 
room of brick or concrete, large enough 
to contain the heater, may be built on 
the outside, above or below ground, thus 
eliminating exposure or contact from 
fire or flame inside of the garage. The 
pipes, flow and return, can be run 
through the wall and connected to flow 
and return inside, 

It is not absolutely necessary to con- 
vey the feed to a high point, but the 
greater the altitude or pressure, the 
better it will be for the circulation. 

The reason for eliminating a storage 
tank is that there is no real necessity for 
one unless a large amount of hot water 
is required; also on the demonstrable 
theory proven in practice, that the less 
volume of water to be heated, the smaller 
will be the fuel consumption. 


CYA “y Neoser a 


With gas under thermostatic regula- 
tion the system will be practically auto- 
matic in operation, as a small pilot light 
will ordinarily take care of the flame, 
except in case of complete or total loss 
of pressure of gas. 

Small heater systems like this are 
comparatively inexpensive and can be 
adapted for other uses such as heating 
large incubators, ete. 
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A New Brass Corporation for 
Rochester, N. Y. 


HE Forbes Brass Company, 54 A\I- 
len street, Rochester, N. Y., have 
recently been incorporated for the 
purpose of manufacturing and selling 
plumbers’ brass goods. The officers are: 


Oo Eup WPOWSIO 15 OP OFS PLESSUTE 
. WIPE 17921085 as With TENGE bo//ers 

gigas bovler or Storage tovk wrnec- 
ESSOrY:- 


Alvah F. Stahl, president; F. W. Reiden- 
bach, vice-president; George R. Coates, 
treasurer, and BH. J. Forbes, secretary 
and general manager. These men are 
all prominent business men ‘of the 
“Flower City,” and the new concern 
starts off under the most auspicious con- 
ditions. With “Ted” Forbes, who has 
had more than fifteen years’ experience 
in this line, as general manager, and 
who is so well known among the trade, 
we can only predict a bright and suc- 
cessful future for them. 

They will manufacture a general line 
of brass goods and specialties, and with 
the slogan, “The best for the money and 
a square deal to every one,” orders will 
keep their plant humming. 

ern te 
Splendid Showrooms Opened Up 


by C. A. Allbe Co. 

N June 22d, the C. A. Allbe Plumb- 
ing Co. opened their splendid new 
warerooms at 22-24 Willow street, 

Springfield, Mass., amidst surroundings 
of the most enjoyable character. An 
orchestra on hand discoursed sweet music 
between the hours of two and six P. M. 
The guests were unanimous in their ap- 
preciation of the splendid display of 
sanitary fixtures which this firm ex- 
hibited in a most attractive manner. 
aaa aEEEIEnCEanChaeemeeenen 

The main difference between vice and 
indiscretion is usually the size of one’s 
bank account or social position. 
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“PEERLESS” 
Floor Drains 
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These and our one Rained or more other styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN’S SANITARY 
SAFE GUARDS No. 16 contains many new and 
improved fixtures. Write today forfull information. 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 


419-421 North 52nd Ave., CHICAGO, U.S. A. 
Long Distance Tel. Austin 543 


ROBERTS WATER FILTERS 


The filter 
with a rep- 
utation, 


It does its 
work and 
pleases the 
customer, 


No come- 
backs. 


When 
you havea 
job requir- 
ing a filter 
of any size, 
remember 
the name 
Roberts 


and write 


ROBERTS FILTER MFG. CO, 


Darby, Philadelphia, Pa. 


LOUIS WHEELWRIGHT & BRO, 


Sales Agents 
Flatiron Bldg. New York 


THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


15 Broad St., New York 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 

THE BELL.” in the future. Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


ANDREW BELL, 373-375 Market St., Newark, N. J. 


THE PLUMBERS’ 


Mail You 
This Brand 
New Catalog 


It’s not like any boiler catalog we ever published—or anybody else. 
It’s a get-away from the dry as dust kind—in fact it’s almost in- 
teresting. Beyond a douttit’s convincing. 

Drop us a postal saying you want it. 


Lord & Burnham Co. 


Irvington, N. Y. 


Chicago--Davies Supply Co. 

Providence—Allen & Reed, Inc. Minneapolis Roberts Hamilton Co, 

Philadelphia—Haynes-Thompson Co. Johnstown, Pa.—Union Rad. Co, 
Troy, N. Y.—Aird-Don Co. 


Boston—819 Tremont Bldg. 
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One of the best services you can render is to keep your 
customers from making costly mistakes, and one of your 
best opportunities for rendering this service profitably is in 


the selection of hot water supply. Explain that the efficient 


Pierce 
LITTLE GIANT 


Water Boiler and Tank Heater 


—with its large firepot and 
ereat heating surface—will 
furnish hot water at small 


cost and just as easily as it 


can be furnished by the 
expensive method. If you 
are not fully informed 
we shall be 


glad to send 


full details. 
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Pierce Mark 


Pierce, Butler & Pierce Mfg. Co., Syracuse, Ney 
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q| WITHOUT WATER F. E. CUDELL’S 


yO Ric pat. SEWER-GAS and BACK WATER TRAP 6 


For Wash Bowls, Sinks, Baths and Wash Tubs 
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Heating Brooder Houses 


Editor THE PLUMBERS’ TRADE JOURNAL: 


BRS’ TRADE JOURNAL for some years, and 

have always read its columns with in- 
terest. I have recently been working on a 
steam job heating brooder houses for small 
chicks. The installation was planned by 
the owner, but the job did not work at all 
satisfactorily. I will endeavor to show in 
a rough way its construction. The steam 
comes from top of boiler under the ground, 
thence up grade in a box in trench to house, 
thence to ceiling of kitchen where a reduc- 
ing valve is placed. The steam in the boiler 
being 50 or 60 lbs. I was advised to place 


Wt tlow lo Breeder 
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Drip to Sewe > hep Trop 
Fig. 1—TrRAP TO RAISE CONDENSATION TO 
BOILER 
return drip where shown. I did not do this, 
owing to the fact that steam is taken to 
twelve chicken houses; fed to each one 
through a coil of %4” pipe and each house is 
dripped through a pet cock to the air or 
surface. This method is consequently wast- 
ing of steam and requires feeding the boiler 
continually. Can this plant be made into a 
hot water plant? Could I shut off the hot 
water, and convert it into high pressure 

steam plant? 
East Downington, Pa. Wades: 


The sketch submitted by this cor- 
respondent indicates a rather crude 
method of using steam for the warming 
of chicken brooders. When the steam is 
brought below the water line of the 
boiler and then rises to the higher point, 
a trap is formed which must be kept 
clear of water, and this can best be done 
by means of a trap, which we show in 
our sketch No. 1. 

If it is desired to use water heating 
and utilize the present high-pressure 
steam boiler, the best and cheapest way 


Je ot 
GESeder House 


Péturn from Brooder 
Mosse 


Fic. 2—CALORIFERE CONNECTED To Hor 
WateR Heating MAINS 


is to use what is known as a calorifere, 
which consists of an iron tank in which 
is placed a coil of pipe made of brass. 
The steam from the boiler passing 
through this brass pipe heats the water 
without waste, and after the steam has 
condensed in the brass pipe it is returned 
again to the boiler under the steam 
pressure. 

If a trap is placed to take care of the 
drip in the pocket formed by the pipe 
shown in sketch No. 1, the only loss 
then will be the condensation in the 
steam pipe. 

Since this correspondent did not give 
dimensions, or distances, or quantities, 
we are unable to give him as much in- 
formation as we might otherwise. 


_ perature in the water. 


We have shown the calorifere on the 
ground level of the brooders, but to work 
successfully, it must be below the heat- 


ing surface of the brooders. In sketch 
No. 2 we show the steam pipe dropping 
down to the brass coil in the calorifere 
and thence directly to the boiler. If this 
arrangement can be used, there will be 
no waste of steam whatever, as all the 
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Fic. 3—A MeruHop or INDUCED Hor WATE: 
CIRCULATION 


condensation will return to the boiler 
after being condensed in the brass coi 
in the tank. 

In sketch No. 3 we show a method 0 
induced circulation and increased tem 
To do this, : 
shed just large enough to hold the expan 
sion tank and pipe should be erectet 
alongside of the brooder houses, all 
made 20 or 25 feet in height. By placin: 
the expansion tank in the top of this 
the pipe from the calorifere is carrie 
to a point underneath the tank, an 
thence drops back to the coils in th 
brooders. 

By the use of the ball and lever satet 
valve, which must have a rubber disc, 
pressure of 25 pounds may be safel 
carried on the tank. This will give 
temperature of about 265, and a probab! 
mean temperature of 230 in the broode 
coils. By this means of increasing th 
circulation and temperature, the presel 
pipe may be used. 

In calculating the quantities require 
allow one square foot of brass pipe | 
the tank to heat 180 square feet of pil 
coil in the brooder houses. All the pi 
ing between the tank and brooder coi 
must be counted as heating surface. — 
there are 12 brooders, and each brood 
contains 100 square feet of heating pil 
there will be 1,200 square feet of pi 
to provide heat for, in addition to t 
surface pipes, which will bring it uD | 
say, 1,400 square feet. If we divide 14 
by 180, we find that 8 square feet | 
brass coil are required in the tank. TI 
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is equal to 16 lineal feet of 144” br 
pipe, iron pipe size. a: || 

If we knew the distances and locat 
of the various brooders, we could sugt 
the proper sizes of pipe for convey 
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ie heat to the coils, but being without 
‘is information, we have not shown any 
pe sizes. 

If it is possible to place the calorifere 
ose to the brooder houses, the general 
ating effect will be better, and the loss 
heat will be at the minimum. The 
lorifere or heating tank, however, 
ust be below the heating coils in the 
ooder houses, otherwise it will not 
ork satisfactorily. 

In sketch No. 1, if we assume 100 feet 
tween the boiler and the tank, the 
2am supply may be 114”. 

If an attempt is made to utilize the 
esent boiler to heat the brooders by 
iter circulation, much skill in the ad- 
stment and sizing of pipes will be neces- 
ry to prevent total failure. Providing 
could be made to work, what would 
® brooders do for heat when the boiler 
is used to generate power? If some 
ch arrangement as we show in Fig. 4 
followed, the boiler can supply heat for 
2 brooders and power at the same time. 
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Heating a Brick Dwelling 


itor THE PLUMBERS’ TRADE JOURNAL: 
BING a subscriber to THE PLUMBERS’ 
4 TRADE JOURNAL for the past few years, 
may I be permitted to ask for the fol- 
‘ing information? I am sending you 
ler separate cover the blueprints of a 
ok veneered cottage. It is well built in 


as a 


1—BASEMENT PLAN oF COoRRESPOND- 
ENT’S Hous—E SHow1ne LocaTIoNn oF 
BorLer 


'y respect and supplied with storm doors 
windows. This house is facing south 
is exposed on all sides except the east 

I would like you to give me the exact 
iber of feet of radiation it will take to 

. this house to 70 deg. of heat, when 
temperature is 20 deg. below zero. 
have heated a house in every respect 
same as this one, with one pipe system 
team, and it is giving good satisfaction. 


SSE — 
ee st 


| oom 
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2—First Fioor PLan AND APPROXt- 
MATE RADIATION REQUIRED 


ommended the same for this house, but 
had a vacuum steam plant installed, 
during the past winter they could not 
the required heat. I claim that my 


friend has not radiation enough, and that 
is where his trouble lies, since I believe he 
has sufficient boiler capacity. He claims he 


zero weather with practically no pres- 
sure of steam at the boiler. 


has more than is generally allowed. 
you kindly mark the required radiation? 
Ottawa. A.A. 


The steam radiation for the residence 
referred to by correspondent should, for 
a good job to be able to maintain 70° 
inside temperature when the temperature 
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BUILDING 


outside is 20° below zero, be placed ac- 
cording to the following schedule: 

Ground floor plan: Room No. 1—56 sq. 
ft.; 2—52 sq. ft.; 3—56 sq. ft.; 4—40 sq. 
ft.; hall—24 sq. ft. 

First floor plan: Room No. 5—40 sq. 
ft.; 6—44 sq. ft.; 7—32 sq. ft.; 8—28 sq. 
ft.; bathroom—16 sq. ft.; toilet—9 sq. ft. 

Attic floor plan: Room No. 9—32 sq. 
ft.; 10—86 sq. ft.; 11—82 sq. ft.; 12—24 
sq. ft., making a total of 521 sq. ft. of 
radiation. 

The amount of radiation required for 
a vacuum heating apparatus depends 
quite a little upon the nature of the 
vacuum apparatus used. If the appara- 
tus is designed as a vapor vacuum appa- 
ratus with the intention of using vapor 
largely in heating the residence, it might 


L 


Fig. 


J 


4—TuHIRD FiLoor PLAN 
BUILDING 


be well if it was intended to use vapor 
in excessive cold weather to increase the 
amount of radiation figured by from 10 
to 20%. 

If, on the contrary, the intention is to 
use a straight vacuum steam job simply 
using the vacuum system to keep the 
radiating surfaces free from air and to 
assist in the circulation of the steam, the 
amount of radiation estimated above will 
be found entirely adequate. 

Actual conditions as might be deter- 
mined by an engineer on the ground 
might reduce the amount of radiation 
somewhat, but unless every condition 
was known we should say that the total 
radiation above estimated should be 
installed, and provided a good system of 
piping is installed it should be possible 
to comfortably warm this residence in 
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Vacuum Heating Data and Pipe 


Sizes 
Editor THz PLUMBERS’ TRADE JOURNAL: 


OME time back I purchased one of your 
S books, “House Heating by Steam & 
Water.” It certainly 

of helpful hints. 
I am using with excellent success smaller 
pipes in hot water heating than you advo- 


is chuck full 


Fic. 1—MeruHop or ConnectiInG RETURN 
AT ENp or MAIN 


eate, but in steam work have always used 
the “guess system.” Your book suggests 
much reduction in this work and I hope the 
time is near at hand when even smaller 
pipes than those you mention can be used. 
If the condensation from a 40-foot radiator 
is so small, why use a 144” valve and riser 
to supply it? It seems to me a 1” valve 
would be amply large. Yet I have 
had the nerve to try it. 

I know it is a rule to use one size larger 
branch than riser, but the condensation is 


never 


Fic. 2—RETURNING CONDENSATION From 
Line “B” 


so small, I really don’t see why it shoulda 
make any difference, and since reading your 
books have come to the belief that possibly 
it is one of the old-time, impracticable 
theories. I want to use smaller pipes in 
steam heating, and herewith submit to you 
a plan of a residence in which a domestic 
vacuum system is to be installed. I will use 
only vacuum radiator valves and vacuum 
air vents on this job. 

Would like to have your answer in the 
columns of THr PLUMBERS’ TRADE JOURNAL 
with any suggestions. Are my reductions 
so great as to prevent the successful opera- 
tion of this system on a vacuum plan? 

Fountain City, Ind. Se EAT ce 


As to steam radiator connections and 
risers, a 1144” valve and riser are used 
for the 40’ radiator because the steam 
is going in one direction and the water 
in another; and if the riser is too small, 


Fic. 3 — Connection oF RETURNS TO 


BOoILeR 


the velocity of the steam becomes so 
high that it will churn the water of con- 
densation back and forth, causing an un- 
pleasant sound. 

If the orifice into the radiator is too 
small, and there is but one pipe, or one 
valve through which the steam must 
enter and the water return, the velocity 
of the steam will prevent the water leay- 
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May we Send a Catalogue? 


Williamsport Radiator 
Company, 


WILLIAMSPORT, PENNA. 


99 Beekman Street, 
NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 
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JARECKI MFG. CO. 
ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pfpe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 

Motor Attachment, We 
can furnish Bolt Thread- 
ing Attachment for these 
machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 
Kinsey & Mahler Valves 


Is it worth while to save ten cents on 
a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 
You will find our Steam Brass Goods 
just what you want. Write us 


KINSEY & MAHLER CO. 


DUINAM 


Piaitess 


Steam or 
- Water 


Send for Catalog 


Putnam Foundry 
& Machine Co. — 


Factory: Putnam, Conn. 


OFFICE AND SALESROOM - - 73 SOUTH MAIN ST., PROVIDENCE, R. L 


| The 
GILT EDGE Proposition 


The GILT EDGE Prop- 
osition which we are mak- 
ing to progressive up-to- 
date fitters means money 
in your pocket. 


GILT EDGE Heaters and Boilers are 
distinctly QUALITY products. 


Let us tell you why the GILT EDGE 
Boiler shown here has three times the heat- 
ing area found in other heaters. 


Our catalog has the complete GILT 
EDGE story. 
Send for it 


a. J, SCHWAB & SONS COMPANY 


Milwaukee, Wis. 


ing the radiator until it accumulates 
head, and this will cause it to run down 
the pipe in large quantities and cause 
water hammer. 


With very few exceptions, the standard 


tappings for one-pipe steam radiation are 
about right. 


In all probability the 1” riser and 


valve might be applied to as much as 
40 square feet of radiation providing the 
conditions were favorable, and 114” pipe 
might be extended up to include 100 
square feet of radiation. 


: 


There is no need to make the hori 


zontal branch any larger than the riser 
or the valve which connects to the radia- 
tor. 
adopted and is supposed to represent the 
highest type of pipe fitting, but it is 
money thrown away, and the only place 
where it might be necessary to increase 
the branch is where the branches are 
very long—say 10, 12 or 15 feet in length. 
Where they do not exceed 4 or 5 feet, 
they may be made the same size as the 
riser with perfect safety, but there must 
not be any trap at the foot of the riser. 


It is true that this custom has been 


The pitch should be just enough to drain 
the pipes of water. That is all that is 
necessary in the way of alignment. 
Where overhead work is done, and the 
steam drops to the radiator instead of 
rising, the supply pipe can be made 
much smaller; and if it is a two-pipe 
system, a %4” inlet to the radiator is 
large enough for at least 200 square feet. 


Bor/er- 


OprENINGS SHOULD BE 
USED 


Fic. 4-BotH 4” 


If, however, it is a one-pipe system, the 
valve or inlet must be large enough to 
admit the steam and allow the water to 
pass out freely. 

The standard tapping list for two-pipe 
steam is entirely too large. It is per- 
fectly feasible, as has been proven re- 
peatedly by practice in recent years, to 
make all radiator connections in two-pipe 
steam work 34” feed and 14” return. It 
is not, however, always good policy to 
run a %” riser to a second floor and 
connect to 100 feet of radiation, because 
the same thing applies that is mentioned 
in the foregoing—that the velocity of 
steam will churn the condensation in the 
riser. Of course, in this case the only con- 
densation will be that formed by the pipe 
itself, and amounts to but a few drops, 
but still it is better not to go below the 
1” pipe in size. 

It has also been found better to use 
water radiation for two-pipe steam, and 
make the steam connection at the top. 
This prevents any possibility of the con- 
densation from the radiator dropping 
into the supply pipe. An intelligent and 
experienced heating man may make 
effective use of small piping in water 
heating apparatus, but the sizes to use, 
and how to apply them, can only be 
learned by experience. A few general 
hints may be given, but there is no defi- 
nite rule to go by. In steam heating, 
however, exact rules can be furnished 
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which will show the proper size of piping 
that will produce pre-determined re- 
sults. It is possible to take the instal- 
lation, such as is shown by the sketch 
furnished by “C. C. F.,” and pre-determine 
the velocity in the pipe, and the pres- 
sure drop at the end of the line. With 
such a chart before the heating man, 
nothing is left for guesswork. If the 
situation is such that a half-pound pres- 
sure drop is the most that be allowed, 
the piping is designed accordingly. 

Referring to the piping sketch—we 
have no criticism, except that line “B,” 
which carries 190 feet, might well be 
14%,” pipe instead of 11%”. The pipe 
marked 2” to bottom of boiler is super- 
fluous, providing that at least two of 
the 4” tappings in the boiler are used 
to connect into the main supply. This is 
shown in Fig. 4. 

The termination of line “A,” and the 
method of connecting the %4” return at 
that point, is shown in Fig. 1; and ar. 
rangement at the end of line “B” is 
shown in Fig. 2. ; 

There is no need of any drop or ail 
vent until the returns reach the boiler, 
when the connections may be made as 
shown in Fig. 3. 

Branches Nos. 6, 7, 9 and 11 may be 
1” from the main to the radiator 
Branches Nos. 2 and 4 may be 114”. 

There is nothing in the plan, so fa 
as we can see, that will prevent it fron 
being a successful working apparatus 
provided that you make your joints tight 
The best way to do this is to, first, ge 
good, well tapped fittings, then use g00 
new dies for cutting pipe threads, bein: 
careful to ream the interior of the pip 
after using the pipe cutter. Make th 
joints up with oil and nothing else 
When ready to test, run the steam pre 
sure up to about 15 pounds, and whe 
ever there is a leak, fix it permanentl) 
either by caulking or putting in a ne’ 
piece. After everything is tight, allo) 
the steam to subside and produce a 
strong a vacuum as possible on the sy! 
tem, and while the vacuum maintain 
paint the joints with a thin asphaltun 
The vacuum will draw the thin pail 
into the pores, where the heat will bak 
it hard, and this will make a perm 
nently tight apparatus. 
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Referring to Heating Trouble ‘ 
“A. G. W.,” Norwood, Ohio 


Editor Tur PLuMBrERS’ TRADE JOURNAL: 


JourRNAL of April ist, I noticed t 
query of “A. G. W.,” of Norwood, Oh 

It seems to me that the best way for hi 
to remedy his trouble is to lower his boi’ 
if possible, thereby getting the main abc 
water line, or else raise the main where | 
goes through tile, and bleed his trapped mi 
by gravity. My idea is that when the hot: 
and church are heated together, eno 
water passes out of boiler to lower } 
water-line sufficiently to give the steam: 
free way through the main riser. Then 
would never stop hammering. 1 suggest th 
thinking it may probably help “A. G. v 
and would like to know if I am right. | 
Williamsburg, Ky. Vv. M. B 
Answering “V. M. H.,” we would i 
that according to sketch submitted | 
“A. G W.,” with his inquiry, the m! 
under the church is 4 ft. 6 in. above t! 
line running through the tile, supply! 
the parsonage. The return from 
parsonage is run through the same | 
It would hardly be feasible to lo® 


i 


the boiler, as the water line would bl 
to be lowered approximately 4 ft. 6” 


T glancing over THE PLUMBERS’ TRA 
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plus 14 in. (the distance end of return 
should be above the water line), making 
approximately 5 ft. 8 in., the boiler 
should be lowered to make a gravity job. 

If “V. M. H.” will note our reply to 
“A. G. W.,” we state that the whole plan 
of installation is wrong, and the proper 
method would have been to keep the 
apparatus in the parsonage separate 
from that in the church, by using two 
boilers, one in each building. 

The question of hammering in the 
pipes, which stops after the job is heat- 
ing up, may be due to the fact that as 
soon as there is sufficient condensation 
to flood the trap, the hammering will 
stop. Or again, it may be due to the 
equalizing of pressures on the return 
and on the main. We do not believe the 
water line is lowered as correspondent 
suggests. 

———~9+e—_—___ 


Finding the Lensth of Offsets 


Editor THE PLUMBERS’ TRADE JOURNAL: 

WOULD like some information through 
I the Queries and Answers columns of 

THE PLUMBERS’ TRADE JOURNAL. What 

do you consider the simplest way to figure 
a 45° angle, that is in putting in steam pipe 
work? I know there are several methods 
for figuring 45° measurements, but would 
thank you for simple formula for getting 
quick measurements. 

Noblesville, Indiana. Wis E.. :C: 


From our illustration we believe that 
we can give correspondent the informa- 
tion which he desires. 

The distance A, between the centers of 
the two parallel lines of pipe, is known. 
It is the length B that is required, that 


DIAGRAM SHOWING PLAN FOR FIGURING 
OFFSETS 


is, the length of pipe necessary to con- 
nect the two lines at an angle of 45 
degrees. 

For offsets that are not greater than 
three feet, the following is a good rule, 
but is not close enough for long offsets: 
Add to the distance A 5 inches for each 
foot of such distance, and at the same 
rate for fractional parts of a foot. This 
would mean the addition of 5/12 in. for 
each inch. To be more exact, add 13/32 
in. for each inch of distance between the 
centers of the two lines of pipe. The 
correct method is to multiply the dis- 
tance A by 1.414. The latter is the pref- 
erable computation for long offsets. 

Kroeschell Bros., 444 W. Erie street, 
Chicago, Ill., makers of the “Ideal” chain 
wrenches are distributors to the trade 
of a pocket chart giving quick and accu- 
rate rules for obtaining 45° offsets. They 
will gladly send you a copy if you ad- 
dress them, mentioning Tar PruMmsers’ 
TRADE JOURNAL. 

—_——_+-o—————— 


Heating a Frame Building 


Editor THr PLUMBERS’ TRADE JOURNAL: 


HAND you herewith a problem to which 

I would like to have your answer 
through the Queries and Answers 
columns of THE PLUMBERS’ TRADE JOURNAL. 
It is desired to heat a building of 35 ft. 
x 40 ft., two stories high, glass front, first 
floor; six windows, second floor. It is a 
frame building and a very cold one at 
that. I wish to use a high pressure power 
boiler. How large a boiler (H. P.) will be 
required to heat this building, making al- 
lowance for increase of 50 per cent of heat- 


ing capacity? Figure upon an ample size 
boiler. 

Would it be best to use the high pressure 
steam or low pressure from this. boiler? 
What would be the greatest amount of bi- 
tuminous coal that such a boiler will con- 
sume in ten hours? How large should the 
steam distributing pipe line be? It is 10 
degrees below zero sometimes here in 
winter. 


Bainbridge, N. Y. BAINBRIDGE R, 


The data given in this letter is hardly 
sufficient to enable us to give accurate 
answers to the questions asked. By as- 
suming certain factors regarding the 
building we may, however, determine 
with sufficient accuracy what will be re- 
quired to satisfactorily warm the build- 
ing. 

Heights of ceilings are not given, and 
we assume that of the first floor to be 


11 ft, and that of the second floor. 


LOSE 

Sizes of windows and doors (glass ex- 
posure) are not given, and therefore in 
estimating we assume the width of the 
building to be 35 ft., and for the first 
floor count as glass surface the entire 
width of the building or 35 « 11 — 385 
sq. ft. of glass; for the second floor we 
assume the windows to be 8 x 6 ft. or 
18 X 6 = 108 sq. ft. 

In considering the exposed wall sur- 
face we assume that the building stands 
alone—that is—exposed on all four sides. 

Based upon these assumptions the first 
floor will require 350 sq. ft. of radiation 
and the second floor 260 sq. ft. or a total 
of 610 sq. ft. of radiation. 

Roughly speaking, each 100 sq. ft. of 
radiation requires 1 H. P. of boiler ca- 
pacity, and as an excess of 50 per cent is 
desired the size of boiler required 
would be: 

610 + 50% = 915 -+ 100 — 9.15 or 
practically a 10 H. P. boiler. 

As to high or low pressure, we recom- 
mend the use of a_ pressure reducing 
valve on the heating main reducing the 
pressure to about 5 Ibs. 

The size of the heating main under 
these conditions should be 3 inches for 
the best service, although the size is con- 
ditioned somewhat by the style of piping 
system employed. Under certain condi- 
tions a 24-inch main would be _ suffi- 
cient. 

The question of coal consumption can- 
not be so accurately answered as there 
are SO many conditions which must be 
considered that we can only approximate 
the fuel requirements of a job of this 
size. 

The size and height of the chimney 
flue, the proximity of the boiler to this 
flue or the length of smoke pipe, manner 
of firing the boiler, that is, whether an 
active fire with rapid combustion or a 
still fire with slow combustion, all bear 
upon the question of fuel consumption. 

There are from 12,000 to 14,000 B.t.u. 
(British thermal units) in one pound of 
good coal and under conditions of per- 
fect combustion but 10,000 of these heat 
units are available for heating and 8,000 
is nearer the average. 

One square foot of radiation gives off 
approximately 250 B.t.u. per hour under 
ordinary conditions with the rooms at 
70 degrees Fahr., and considering that 
we have 600 sq. ft. of radiation we find, 
600 x 250 = 150,000 B.t.u. per hour. 
150,000 x 10 = 1,500,000 B.t.u. for the 


ten hour period mentioned in correspond-- 


ent’s letter; therefor 1,500,000 ~ 8,000 
= 187.5 Ibs. of coal for a ten hour period. 

Another method of determining prob- 
able consumption is found in consider- 
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The Original Non-Venting 
Acetylene Generator 


Listed by the Consulting Engineers of the National 
Board of Fire Underwriters 


This Generator is Non-Venting 


Do you realize what that means ? 
It means Admitting No Air. 

It means No Dangerous Mixture 
of Gas and Air in the Generator 
at any time. 

It means Absolute Safety from 
Internal Explosion. 


Write us at once for our new booklet 
which fully explains this very important im- 
provement in Acetylene Generators. 


We still have some valuable territory open 
for live, hustling agents, 


WRITE AT ONCE—YOU CAN SELL IT 


RAY & LAWRENCE 


Sole Manufacturers 


Macomb, III. 
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7 “LUNT-MOSS 


On a Water System is all the 
Plumber Need Specify To Be 
Sure of a Satisfied Customer 


ur new Dealer’s Catalogue containing many new 
Gasoline and Electric Pumping Combinations will 
be sent upon request. 
he new outfits added to our large line make it the most 
complete of any Water Supply house. All conven- 
iently listed in one cover. 
ll outfits carefully tested before shipping. 
furnished for installing power outfits. 


LUNT-MOSS COMPANY - BOSTON, MASS. 


AA 
New York—3?¢ Warren Street. G | 


Blue prints 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 
West for the past 15 years. ,Easily 
cleaned and kept clean. Price 
pececnaale: Sizes 500 feet to 20,000 
eet. 


Get the agency in your territory. 


Herbert Boiler Co. 
Root and La Salle Streets, Chicago, Il. 


RELIABLE TANKS 


FOR STORAGE OF GASOLINE 
Pneumatic Water Supply Tanks, Hot Water Tanks, Smoke 


Stacks, Plate Steel and Sheet Iron Work of every description, 


L. O. KOVEN & BRO., 


50 CLIFF STREET, - - NEW YORK 
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The No. 20 
Double Coil 
for 30 to 50 gal. boilers 


af 


In this No. 20 a considerable length 


nuts which hold the coil rigidly and 
securely in position. 

Every part of the heater is readily 
accessible. Cast Iron Jacket Mixer 
may be swung in any direction, 
which makes it convenient in making 
gas connection. 


Send for catalog 


| Lawson Mfg. Co., 
Homestead, Pa. 


| | unions and these are fitted with lock 


WNW 


of coil is placed in comparatively 
small compass. 
The coil ends are brazed into brass 


KITSON 
QUALITY 


HIGH GRADE 
s TOP 


AND 
WASTE 
Manufactured hy 


THE KITSON CO. 
Philadelphia, Penn. 


| 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


ing the work of one pound of fuel per 
hour. 1 sq. ft. of radiation gives off 
250 B.t.u. per hour. 8,000 (available 
B.t.u. per lb. of coal) -=- 250 = 32 sq. ft. 
of radiation supplied per pound per hour. 
600 (sq. ft. of radiation required) + 32 
== US Le ee 108 (0 Shour period) 
187 pounds. 


A Quick Circulating Method— 
Auxiliary Hot Water for use 
in Warm Weather 


Editor THE PLUMBERS’ TRADE JOURNAL: 
Kindly let me know through the Queries 
and Answers column of THE PLUMBERS’ 
TRADE JOURNAL what is the best way to con- 
nect a small tank heater to a range boiler? 


The boiler is to be on floor above and con- 
nected to range. This heater is to be run in 
summer so as to have hot water at all times. 
At present the hot water is run up and con- 


nected to the hot water pipe ccming from 
top of boiler, same as a gas heater connec- 
tion. Will this connection store as much 


hot water as if connected in side of boiler? 
The heater is tapped 1”. Is it better to run 
1” or is 84” large onough? 

Little Falls, N. Y. (OBC ae 

In Fig. 1 we show the way in which 
the boiler is connected to range and 
tank heater, as described by correspond- 
ent. We see no reason why these con- 
nections should not work satisfactorily. 
It would not matter which heater was 
connected to the top of the boiler in this 
case, it being advisable, however, to give 
this quick heating connection to that 
heater which will render the greatest 
service under such conditions. 
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Tank Heoter. 
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SIN PREFER- 


Fic. Fie. 2—FLow PIpr 
ABLE CONNECTION Coutp JUST AS 
IF Quick Heat- WELL ENTER 

| SING sis] avon DE- THE SIDE OF BoIt- 

| SIRED. ER AS AT Top. 


| If quick heating is not an essential fea- 
ture, we believe we should prefer to 
enter the flow pipe into the side of the 
boiler, rather than at the top, as the 
storage is fully as satisfactory when so 
connected. : 

In Fig. 2 we show another excellent 
method of connecting this work, and 
while we show the flow pipe connected at 
the top of the boiler, it might just as 
properly be connected into the side. 
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Ventilation of Toilet Rooms by 


Mechanical and Natural Meoens 


Editor THr PLUMBERS’ TRADE JOURNAL: 

Will you please let me know how to make 
a forced circulation job of the hot water sup- 
; ply to fixtures shown on sketch herewith? 
What is the best method for figuring venti- 
lation, that is, natural draft ventilation? 

Auburn, Nebr. Goode? PD: 


We judge from what correspondent 
has written relative to his first question, 
|that he wishes principally to know how 
to provide first-class ventilation for the 
toilet rooms in the school which he de- 


scribes in his communication. From 
the latter we see that the flue is located 
at the centre of the building, and from 
a rough elevation submitted, we judge 
that the toilet rooms must be not far dis- 
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Fic. 1—ELEVATION OF CLOSETS AND URI- 
NALS WITH VENT Ducts 


tant from it. In Fig. 1 we show an 
elevation of water-closets and urinals in 
one of the toilet rooms and in connec- 
tion with same a system of ventilation 
that is the best for this sort of work 
that we know of. The _ water-closets 
used are of the raised rear vent pattern, 
and this vent is connected into the 


Distance 70 Barn Fixtures 
— 96! 
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i yo 


Fic. 2—Tuis Jos WouLtp NEVER CIRCULATE 
SATISFACTORILY 


main vent line, the latter being con- 
nected back of the line of water-closets, 
and generally concealed in the wall or 
partition forming the back for the 
water-closet compartments. This vent 
line may be a chamber formed of 
matched boards or it may be a galvan- 
ized iron duct. This main line of vent 
duct is connected, as shown, into the 
vertical vent stack run inside the chim- 
ney, or, under some conditions, into the 
chimney itself. 

If desired, the urinals may be vented 
also. This can be done in many dif- 
ferent ways, depending largely on how 
the urinals are trapped. Often, how- 
ever, local vents from the urinals ter- 
minate in a chamber built at the rear 
of the urinals, and from this chamber 
a vent pipe connects into the vent 
stack. The flue should be always heated, 


Both Fioom 
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Fie 3—PropPER CIRCULATING CONNECTIONS 
For Hor WATER SUPPLY 


and with a good draught thus created, 
ventilation through the fixtures will be 
sufficiently strong to ventilate the toilet 
rooms perfectly, and many times neigh- 
boring rooms will be much benefited also. 
Correspondent will find that an exhaust- 
ive series of articles by R. M. Starbuck, 


on this subject, appeared several months 
ago in Tur PLuMBeERS’ TRADE JOUBNAL, 
which he will do well to refer to. 

In Fig. 2 we show correspondent’s sec- 
ond problem. He alludes to it as forced 
circulation. It is not forced, however, 
but a common case of circulation. In 
Fig. 3 we show how in theory, at least, 
the bathrooms 96 ft. distant from the 
boiler may be supplied with circulation. 
When the lines can be run overhead as 
shown in Fig. 3 in connection with the 
supply to the sink, it is better to so run 
them than as shown in Fig. 2, where the 
water has to be raised from below the 
floor. 

We know nothing of the size of the 
boiler or range, but would say that 96 
ft. is a long distance unless there is con- 
siderable power behind the hot water. 
We would suggest using 1 inch pipe to 
supply the distant bathroom, as the 
larger body of water in same would hold 
its heat longer than in a smaller pipe, 
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Circulation Between Range 
Boiler 
Editor THE PLUMBERS’ TRADE JOURNAL: 


I would like a little information about a 
boiler which I have changed. Sketch No, 1 
shows how I found it, and No. 2 shows the 


and 


Fic. 1—A VeEry BAp INSTALLATION 


way I have connected it. Would you please 
publish in your next issue a sketch and 
give opinion as to what you think of it? 
Is it best to run pipe as shown by dotted 
lines? 

Chicago, Ill. “CURLEY.” 

The problem which “Curley” presents 
in Fig. 1, that of range and boiler lo- 
cated on opposite sides of a door, is not 


: 


Fig. 2—A DercipED IMPROVEMENT 
Fie. 1 


a new one, although if its proper solu 
tion is not known, it is a difficult thing 
to handle. 7 

We should judge from Fig. 2, that 
“Curley” proposes to solve the difficulty 
by removing the boiler to the floor above. 


Over 


5 
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We do not see any objection to this. 
The work of Fig. 1 is certainly very 
bad, and that of Fig. 2 is a big improve- 
ment. However, we see no reason why 
the difficulty cannot be overcome with- 
out changing the location of the boiler, 


Fic. 3—THr Most DeEstRasLteE METHOD 


and with only slight changes in the pip- 
ing. 

Fig. 3 will show clearly the proper 
method to follow, and there is no reason 
why it should not work O. K. 

Referring to Fig. 2, we should prefer 
running the pipe according to the dotted 
lines, simply because that method will 
save pipe. 

oe 


Too Near Water Line of Steam 
Boiler 


Editor TH PLUMBERS’ TRADE JOURNAL: 


We have the following problem to solve 
and of which we cannot quite see the why 
and wherefore. 

You will notice by sketch enclosed that a 
boiler is used to heat the water in a flat 
building using a 7 ft. x 3 ft. storage tank. 
This system has been in use eight or ten 
years giving thorough satisfaction, but 
lately the water of condensation from copper 
coil in tank refuses to return to boiler and 
completely fills up horizontal return pipe, 
marked A on sketch, and blows out of 
air vent, which you will notice is placed 10” 
above return pipe A. We conceived the 
idea that there was an obstruction in re- 
turn pipe somewhere, but this is not the 
case, aS we have cleaned and flushed out 
return pipe and coil in both directions. The 


4 Pibe ti Horizontal 4 
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— Owing Check 


Fic. 1—Onty Tren INcHES HEIGHT BE- 
TWEEN COIL AND WATER LINE 


check valve was not absolutely tight so we 
replaced same with a new one, also thought 
that coil in tank might be settled and out of 
level, so drained tank and tried same with 
level and found same O. K., but still have 
had no success by these operations. The 
coil is only about 10” higher than water 
level in boiler, but the fact that same 
worked all right up until lately shows that 
this height, although rather small, should 
continue to work, since it worked before. 
If you can enlighten us on this proposi- 
tion kindly publish same in your next issue 
of THr PLUMBERS’ TRADE JOURNAL. 
Davenport, Iowa. W. W. Sz 


In Fig. 1 we show the job that is caus- 
ing trouble. It seems to us that the 
trouble with this job is due largely to 
the small height above the water line 
that the storage tank with coil is set. 
As far as we can judge, the principal 
trouble is in the large return piping 
from the coil. There is not sufficient 
weight of water to operate the 1%-in. 
swing check valve. 

We would suggest changing the return 
piping in accordance with Fig. 2. Note 


that the 114-in. return piping drops to a 
level with the return opening of the 
boiler, and here it should reduce to 1 in. 
with a 1l-in. check valve. The clapper 
of this check should be removed and 
filed or ground away, and lightened just 
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Fic. 2— Loop CONNECTION TO PREVENT 

WATER RUSHING OUT oF AIR VALVE 
as much as possible, and it should work 
easily and freely. 

To vent the coil and prevent rush of 
water through the air valve, we would 
suggest a loop connection such as shown 
in Fig. 2. We do not think there is any 
obstruction, unless it were possible that 
there is an obstruction inside the boiler 
at the return, and this we doubt. 
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A Domestic Hot Water Supply 


Problem 
Editor THm PLUMBERS’ TRADE JOURNAL: 


Enclosed find sketch of a circulating job 
which I have encountered and remedied. I 
would like to know how many different ways 
there are of connecting this work and which 
you consider most practical. I want the 
hottest water at the steam table. I made 
three changes before I finally located the 
most satisfactory connections. 

San Mateo, Cal. fife 13 Reis 


In Fig. 1 we show the problem as pre- 
sented in correspondent’s sketch. 
He does not go into detail concerning 


‘the matter, but we presume that a range 


boiler is to be supplied from the barrel, 
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Fic. 1—CorrEsPonDENT’s SKETCH 
and that in addition to supplying hot 
water to fixtures, hot water is to be 
provided for warming a table by means 
of a coil under the food receptacles. 


Fig. 2—SaTISFAcTORY SOLUTION OF THE 
PROBLEM 

Fig. 2 shows connections which we be- 

lieve will work satisfactorily. It would 

be interesting if correspondent would 

show us what his experience has been 
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Once Upon a Time 
a Post Card Fiend 


died and went to heaven and not find- 
ing any post cards in heaven, he went 
to St. Peter and complained at the 
paucity of post cards in the good place, 
whereat St. Peter told him to go to— 
well, where he could go and find post 
cards to burn. 


When you get stung on a tool you can usually go to the same 
place so far as the average manufacturer is concerned. | guarantee 


I'm Nye, the Die Man 


my tools not only to be properly made and honestly advertised, but 
I take back any tool that is not better than other makes. 


My Specialty is Making Better 


Tools Than Other Manufacturers 


and when I get a tool that won't keep up to this standard, I want it to 
come back, I will stop making it and make something else—something 
superior. 


I always have believed there is plenty of room in the manufacturing 
business world for tools of superior quality, better tools than others make. 
That is why I use such exceptional care in the making of my products, and 
in order that I may not be an interested judge, 1 let you say whether or 
not the tools I send you are better than others. I send you tools on a 
free trial. You make the test and have the say. 

THIS ISN’T SENDING YOU TO—well, where St. Peter sent the post card fiend, is it? 


You don’t get stung ontoolsfrom my shop. I’m right behind them backing them. If the tool 
has “NYE” on it, you can bank on a square deal and a square tool. Try it. 


NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, Il. 


Try Me Ball Cocks 


Have 


Compound leverage of the ball rod, Magazine of 
Packings, Revolving Plunger, Special Metals for 
Wearing Parts, Absence of Sand Pockets. 

Ease of adjustment to High or Low Pressure, 
Regulation of water in Tank. 

Renewal of bottom and top seats without disturb- 
ing the Plumbing, or the use of tools. Last but not 
least—the using of the same valve for Top, Bottom 
and End Connections. 


Universal Tool Co., 
Springfield, Mass. 


VOGEL 


Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can he subjected to the hardest usage without being put 
out of order 


The valves are most durable and the bowls have our special 
design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


Send for Booklet 
For sale by all jobbers 


Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


@) 


MOOOGOWOWODQOQOQOOQOQOQOQOOVSDQOGDOPTOOGODOOODOWOODOOQOQOQOQOQOQOQOOO 


@) 
0) 
@) 
€ 
(@ 


GOOODOQGOOOHDHHOSOD®SHOOGOOOQODOQGDODE OFOODHDOOO®ODHOOOO 


98 


PCOOOQODODODOODODODOODOGDOOOWOGDOGDOWODWODWODODODODOSHOGOGDOGOGDOS®) 


you need this new en- 


cyclopedia of water supply 


systems 


DOODOWDOODOOOODQOOOSCODOSOOQOOO 
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Especially, do you need it if you intend to keep ahead of your hustling 
competitor. It shows our complete line of Hoosier Pneumatic Water Supply 
Systems, the system that is built to fit the individual requirements of your 
customers. It shows our fine, new line of electric power pumps, automatic 
circuit breaker, automatic motor controller and a dozen other new and im- 
portant improvements which have done so much to place in popular favor our 


Hoosier 
Pneumatic Water Supply 
Systems 


This new No. 78 catalogue is yours for the asking. Let us send it together 
with our new discount sheet. You will be surprised to know how attractively a 
thoroughly high class system can be quoted. Ask for our new wall hanger, 
a Printed in four colors. It’s a beauty and will serve as YOUR “inquiry 
producer’’. 


Flint & Walling Mfg. Co. 


No. 671 Oak Street Kendallville, Ind. 


Star Windmills, Hoosier and Fast Mail Pumps, Hoosier Power Pumps, Power Working 
Heads and Pump Jacks, Hoosier Jr. Pumping and Utility Engines, Hoosier Gasoline 
Engines in the larger sizes, Hoosier Galvanized Steel Tanks, Star Tanks and Towers 
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with this job, and how the problem was 
finally solved in a satisfactory manner. 
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Heating a Radiator from Water 
Back in Range 
Editor THE PLUMBERS’ TRADE JOURNAL: 


Please publish in the Queries and Answers 
columns of THE PLUMBERS’ TRADE JOURNAL 
your opinion of the job shown in the sketch. 
There seems to be diversity of opinion as 
to whether satisfactory results would be ob- 
tained from this job. We wish to use a 
radiator in connection with the hot water 
supply system. Would the circulation in 
the radiator be sluggish or rapid? 

Jee Alpe les 


We can get but little information from 
“Pp. J. P.’s” letter, and do not really know 
whether the heating of radiation shown 
in accompanying illustration has actu- 
ally been accomplished successfully or 
not. If it has been tried and has proved 


y 


Hot to Fixtures — 


ReEtuRN SHovutD Br Mane AxBove FLooR 
LINE 


successful, we of course have nothing 
to say, but we are not at all optimistic 
concerning its success. 


We think the circulation would be. 


improved if the return from radiator 
to boiler were carried above the floor. 

We do not know how much radiation 
the two coils represent, but should ques- 
tion whether the system could supply 
even the 100-ft. radiation properly and 
at the same time deliver a satisfactory 
amount of hot water at the fixtures. We 
base this criticism on the fact that it 
is generally estimated that a coil or 
water front under satisfactory conditions 
will heat twice as many square feet of 
radiation as it will heat gallons of water 
in a boiler. 
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Seat of Bibb would Collapse 


Editor THw PLUMBERS’ TRADE JOURNAL: 

Has there ever been a test made of the 
pressure required to crush the washer of a 
compression bibb? Would the seat formed 
for the washer give way first? The washer 
referred to is made of red fibre. 

We do not believe there has been a 
test made on the pressure required to 
crush red fibre bibb washers. It is our 
belief, however, that with a direct pres- 
sure, the seat of the bibb would give 
way before the washer would, the washer 
and seat being practically one so far as 
a direct pressure is concerned. 


ea 
Heating Three Range Boilers from 
One Heater 


Editor THE PLUMBERS’ TRADE JOURNAL: 


I have become somewhat interested in the 
arrangement of three range boilers, located 
one above the other, as illustrated on page 
128, THe PLUMBERS’ TRADE JOURNAL, Janu- 
ary 15, 1912. 

Possibly I am somewhat late in giving 
my views and experience in this particular 
case, but, thinking it might be of advantage 
and interest to some one later, would ask 
the Editor to kindly give me space for rough 
sketch, and a few remarks I have to make, 
which will be confined wholly to the sketch 
enclosed, From a mechanical standpoint 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


this sketch is exactly as the work was in- 
stalled. / 

In 1909 one of our customers changed a 
three-apartment house into a rooming 
house and asked that the three range boilers 
be connected to one heater, as shown in 
sketch, maintaining a separate supply for 
each boiler. The boilers were located in 
the three bathrooms, one above the other. 
This system has worked perfectly satisfac- 
torily since it was installed. 

Fig. 1 is the hot water supply to bath- 
rooms; ‘A’, cold water stop cocks; “B”, 
stop cocks on flow from heater; “C’’, stop 
cocks on return from boilers to heater; 
“D”, sediment cocks, and “N’’, stop cocks 
on flow and return. By this connection any 
one of the three boilers may be disconnected 
and taken out for repairs, or for any other 
purpose; the two upper ones being furnished 
with separate’ stop cocks for both flow, re- 
turn, cold water supply and sediment cocks. 

You will note, however, that the connec- 
tions at the lower boiler are very different, 
there being no stop cocks on this boiler, 
except on the cold water supply. Should it 
become necessary to take this boiler out for 
repairs, the stop cocks at “N” may be closed. 
the boiler disconnected, openings plugged 
and water turned on. This, however, would 


“C. D.” Osrarins Goop RESULTS F'x0om THIS 
INSTALLATION 


place a great deal of responsibility on the 
plumber who did the work. This should not 
be done without removing the handles on 
the stop cocks at “N”, thus avoiding the 
liability of any one closing them. 

The cold water supply is furnished 
through %4” galvanized iron pipe. The flow 
and return to heater are %” iron size brass 
from heater to boilers. 

As the hot water would naturally go to 
the highest point first, we found it neces- 
sary to partly close the stop cocks at “C”, 
so that there was no difficulty in heating the 
three boilers practically the same. After 
these stop cocks were adjusted the handles 


were taken off, and they have not been 


moved since. 

These boilers are on about 100 pounds di- 
rect pressure. We also have two boilers 
connected up in the same way, the only 
difference being that they are on cistern 


pressure. They have also proven very 
satisfactory. 
Fitchburg, Mass. Cc, BD 
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Only the brave deserve the fair, but th 
rich get them. i 
If you don’t advertise your business 
the sheriff may. 
It’s all right to think good thoughts, 
but it’s more so to do good deeds. 
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Every piece of ron City Ware installed is a 
standing advertisement for the plumber. Beauty 
of design and perfection in finish make every 
job one to which you can refer with pride. 


Iron City Sanitary Mfg. Co., | = 


Pittsburg, Pa. 
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Reduce Your Pipe Joint 
Cement Gost 75 Per Gent. 


When you use H-O Pipe Joint Cement you reduce your cement bills 
75 per cent., because you get 4 pounds of H-O at the cost of one pound of 
the ‘‘ready fie kind. This is because H-O comes in powdered form, 
and when mixed with water or linseed oil it multiplies in quantity 
four times. 


H-0 Pipe Joint Cement 


can be mixed when needed, so there is no waste from deterioration. 
won’t stain marble or tiling; is non-poisonous, and will not taint cece 
H-O expands after the joint is made up, thus making a permanently tight 
joint. It does not dry out like white or red lead, so joints can easily be 
uncoupled at any time. 


Write nearest House for Sample and Booklet 


H. W. JOHNS-MANVILLE CO. 
Mfrs. of Asbestos ASBESTOS: Asbestos Roofings. 


and Magnesia Packings, Electrical 
Products Supplies, Ete. 


Albany Cincinnati Kansas City Pittsburgh 
Baltimore Cleveland Los Angeles NewOrleans San Francisco 
Boston Dallas Louisville New York Seattle 
Buffalo Detroit Milwaukee Omaha St. Louis 
Chicago Indianapolis Minneapolis Philadelphia Syracuse 


For Canada 
THE CANADIAN H. W. JOHNS- MANVILLE CO., LIMITED 
Toronto, Ont. Montreal, Que. Winnipeg, Man. Vancouver, B.C. 


. We owas place at 

your complete disposal our whole 
department of heating engineers and draftsmen 

in planning and designing each heating system you 
install, figuring out the radiation for you on a scientific 
basis and furnishing you with blue prints and specifications, 
if you put in the 


MOLINE GY SYSTEM 
HEATING 


\S/ECTOR 


This is a service that will be 
worth more to you than the 
amount we charge for the whole 
Moline System, and will be of 
equal value in small jobs and 
bigones. Our plans enable 
your fitters to 
work from them without loss of time or mistake, saving 2 
you money and giving you a reputation for good jobs. 
The Moline System of Vacuum-Vapor Heating is 
the product of 20 years perfecting, and today is ac- 
knowledged as the highest development in modern 
heating systems. It is now installed and giving eminent 
satisfaction in over 3,000 buildings, including some of 
the finest and largest structures in the United States. 
The whole equipment consists of Air Trap and 
Vacuum Valve, Supply and Return Valves and an 
Ejector. Any good boiler and radiators may be Free 
ae eS and not water systems may be remodeled 
into the Moline cheaply and easily 
® Letus explain it to you in aerated postal will Booklet 


bring our catalog and full information. ' | 
| 


CONDENSER RADIATOR 


MOLINE VACUUM-VAPOR Our 1911 contractor’s catalog 


HEATING COMPANY oY gives, besides full description of 
Dept. A, Moline, Ill. the Moline System, a number of | 


valuable pointers on the correct instal- 
lation of a heating system. Write for it now 
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PLANS FOR RANGE BOILER SUPPLIES 


CHAPTER XIV 
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HE diagrams shown in Figs. 
1 and 2 illustrate another 
idea for an auxiliary water 
supply in connection with a 
pressure system. 

Fig. 1 shows a design suitable for con- 
ditions where space is limited and where 
an extra supply must be added but en- 
tirely separate from the original instal- 
lation. The piping lay-out for this job 
is practical and simple. The distribution 
header is set horizontally and supplied 
with water from both ends as shown. 


a Compact ARRANGEMENT OF 
SToRAGE TANKS 


Two supplies tend to equalize the volume 
of flow to the manifold. A _ pressure 
gauge can be placed near the header as 
shown. 

When tanks “A” and “B” are in use 
at the same time, the stop cocks 1 and 2 
are open. Stop cock 3 is the main house 
shut-off. The check valve indicated to 
the right prevents the water from either 
“A” or “B” from escaping back into the 
street main. Stop cock 4 empties cyl- 
inder “A” and stop cock 5 empties cyl- 
inder “B.” Stop cocks 6 and 7 are square 
head cocks for the glass water gauge. 
The stop cock 8 is the air inlet. Valve 
9 is the shut-off for hydraulic pressure 
gauge so the latter can be removed if 


necessary. Stop cocks 10 and 11 con- 
trol glass tube “A.” Pet cock 12 drains 
the water glass. These connections 


shown here are all inexpensive and may 
be procured from any supply house. 
The chamber “A” performs the same 
service as “B” and has equal capacity. 
Air enters “A” only through the small 
drain cock 12. To empty the chamber “A”’ 
close stop cock 1 and open stop cock 
4. To permit a rapid emptying, air 
must enter “A” to displace the water. 


By opening square head stop cock 11 
and drip cock 12 the entrance of air 
takes place. Figure 2 is an example of 
a method which is somewhat different 
from the regular house control. This 
diagram shows a pair of water cylinders 
united so as to operate with or with- 
out the circuit principle. The branch 
pipe 1 goes to, or comes from house con- 
trol and public service main, which may 
be above or below the level of the stor- 
age system. Stop cock 2 is the drain for 
cylinders and also from the glass water 
gauge. Stop cock 3 shuts off water to 
or from cylinder “A”; stop cock 4 shuts 
off water to or from cylinder “B.” Stop 
cocks 5 and 6 respectively empty “B” 
and “A.” Note in this storage system 
one glass water gauge is used and also 
that when stop cocks 7 and 8 are open, 
chambers “A” and “B” operate on the 
circuit system, and that when this is 
the case stop cock 9 must remain closed. 


—— 


Fic. 2—Two RESERVOIRS OPERATING To 


GETHER OR SEPARATELY 


Stop cocks 10 and 11 admit air to ay | 
inders “A” and “B.” To empty ey 
inder “B,” close stop cocks 4, 9 and 8 
and open stop cocks 2, 5 and 10. Pres- 
sure cylinder “A” is emptied when stop 
cocks 7, 9 and 8 are closed; and stop 
cocks 11, 6 and 2 are opened. 

To observe the correct water level in| 
cylinder “A,” close stop cock 2 and open 
stop cocks 9, 6 and 7. In reading the 
contents of “B,” close stop cock 2 and 
open stop cocks 8, 5 and 9. In these ob- 
servations, should the circuit be open, 
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What weare 
: dona toassist 


e Healing 
Contractor 


We are sending this hand- 
some, interesting and instruc- 
tive booklet into thousands of 
homes. It conveys, convincingly, to the minds of 
each home owner the importance of such 
modern heating apparatus as 


Square Pot Boilers 


It is important to every Heating Contractor to know that we create such demand for Square Pot 
Boilers and Furnaces as are manifest in every quarter of the land. It is relatively more import- 
ant to you to investigate the merits of Square Pot Construction. A postal brings all information. 


WHY NOT INVESTIGATE? 
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THE WATROUS 
Duojet Wall Outlet Closet 


WITH WATROUS WATOMETER ATTACHED 


This is acombination that is hard 
to beat. Here the unequalled ad- 
vantages of the new Watrous Duojet 
Principle—Efficiency, Economy, sav- 
ing of space, etc.—are combined 
with the acknowledged superior 
“Control and Operation’ of the 
Watrous Watometer Valve. 


All the objections to the old 
syphon type closet have been over- 
come with the Duojet and many 
improvements added. 


Our wall closet is connected 
directly to the soil pipe and sup- 
ported by three heavy bolts. 
It is solid as a rock and will stand 
many times the weight required in 
actual service. 


The superior construction of 

the Watrous Watometer Flushing 

Valve prevents all corrosion of 

piston chamber, eliminates al) danger of water hammer and perfectly equalizes the pressure 

and governs the flow of water. No other valve will do this. The Watrous Valve is best 
and we can prove it. 


Every Architect, Contractor and Builder should investigate our line of Duojet Closet 
Combinations, designed to meet all conditions and requirements. 


Write us for full illustrated booklet, gladly sent FREE on request. 


The Watrous Co. 


(NOT INC.) 


1675 Fisher Bldg. Chicago, Ill. 


The “Golden Gem’? ADDING MACHINE 

For Your Personal or General Office Use. Only 

We have been making adding machines for ten years, and 

have sold over 30,000. ‘The Proof’ on request. We have 

spent thousands of dollars in special tools and machinery to produce a 
machine within reach of all. We have succeeded. The “Golden Gem” is 
the result. It saves brainwork—avoids mistakes—it suits the average 
man’s needs as wellas high-priced machines. It is supplied in a pebbled 
morocco leather case for only $10. Send your remittance today—Your 
money back within ten days—if the machine does not make good. Address 
A. G. GANCHER. Automatic Adding Machine Co., 319 Broadway, New York 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard’”’ Gas Saving Burners applied 

to Steam_ Heating Boilers, Hot Water 
Heating Boilers and Hot Air Furnaces 
make heat quicker and hotter than 
anything. 


_. We have manufactured the “Standard” 
Burners for the last ten years. 


Write for Catalog 


STANDARD HEATING 
& RADIATOR CO. 


Manufacturers 
230 Penn Ave 
PITTSBURGH,PA. 


A repeat order. 


let us tell you how to improve your delivery service. 


CHASE MOTOR TRUCK CO. 
100 West Street, 


stop cock 7 is closed for “B” and and 
stop cock 8 for “A.” Since the equalizing 
of the contents of both reservoirs is ef- 
fected through verticals 3 and 4, stop 
cocks 5 and 6 remain neutral. 


CHASE TRUCKS 
Selected by the Big Ones Who Know 


This is our New Model L, capacity 
3000 lbs. Combines all the great Chase truck features 
of economy, durability and simplicity. Write and 
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Tank ‘A’ can be placed beneath as well 
as above vessel “B” or in fact “A” can 
be set anywhere that is found convenient, 
as distance will not affect its utility. 
The main thing to observe is that the 


In Fig. 1, cylinder “A” is situated abovebeprinciple of the connections is followed so 
cylinder “B” but this is not necessary. 


that the reservoirs operate satisfactorily. 


HE judiciary committee 
of the common council 
of Madison, the capital 
city of Wisconsin, has 
voted to recommend the 
ordinance relating to the 
inspection of plumbing 
and to the creating of 
a plumbing inspector. 
The matter has _ been 
under consideration in 
Madison for a long 
time and plumbers are 
glad to see that favor- 
able action is to be taken 
at last. 


The contract for the 
heating system for the 
new Milwaukee County School of Agricul- 
ture and Domestic Economy, at Wauwatosa, 
has been awarded to the Downey Heating 
and Supply Company. 


The city of Appleton, Wis., will have its 
municipal water works system extended fif- 
teen miles. 


The Janesville Electric Company, of 
Janesville, Wis., has decided to discontinue 
its central heating service and is now dis- 
mantling the system. 


The sewerage system of the city of Ash- 
land, Wis., is to be improved and the con- 
tract for the work was awarded to E. R. 
Harding & Co., Racine, Wis. 


R. G. Lowell, an enterprising plumber of 


Rhinelander, Wis., has been awarded the 
contract for installing the plumbing and 
fixtures in the new Soo Line depot at 


Rhinelander. 


A fine was imposed upon a man at Racine, 
Wis., recently, on the charge of doing 
plumbing work without a license. Plumbing 
Inspector Nick Owens swore out the war- 
rant which resulted in the prosecution. 


A Mouat vapor heating system will be 
installed in the new Elks’ club house at 
Appleton, Wis. The excellent results which 
this system has been giving in that dis- 
trict have been the means of introducing 
these in many important installations. 


The common council of Fond du Lae, 
Wis., recently passed an ordinance relating 
to the examination of plumbers and the 
creating of an inspector of plumbing. J. E. 
Hennen, architect, has been appointed to 
the office of inspector by the council. There 
is no fixed salary, but fifty cents for every 


fixture installed, with a minimum of $2, per 
job, and $1.25 for every extra visit, will be 
paid to the inspector. The board of ex- 
aminers will soon hold an examination for 
all plumbers, who must pass in order to be 
qualified to do work in that city. 


Zimmerman & Osborn, of Beloit, Wis., 
have secured the contract for installing a 
heating system in the new Ayer Hotel at 
Harvard, Ill. The job will require a 4,500 
foot boiler with steam heating equipment 
for sixty rooms. 


Contracts have been let for the plumbing 
and heating work on the new Calumet 
County Court House at Chilton, Wis, G. H. 
Kallis, of Manitowoc, has secured the heat- 
ing, and the plumbing was awarded to 
Riess & Holdbrook, New Holstein. i 


Carl Marquart, of Oshkosh, Wis., has 
become connected with the D. H. Burnham 
Company. He will have charge of a crew 
of plumbers working on a $3,000,000 build- 
ing in Boston. Mr. Marquart had been in 
the plumbing business in Oshkosh for about 
seven years. a 

Plans have been completed by the de- 
partment of engineering of the city of 
Wausau, Wis., for the installing of sewers 
in various streets. The total length of the 
extensions is about 3,500 feet, and the size 
of the pipes used will include eight, ten and | 
twelve inch pipe. = 


The village of East Milwaukee, Wis., is | 
taking bids for the construction of 8,000 feet | 
of six and eight inch water mains in vari- | 
ous streets of the city. Ten separate con- 
tracts are called for. The Watertown board | 
of education has called for bids for install- 
ing water-closets and shower baths in the | 
Webster school building. 


City Engineer Caldwell, of Beloit, Wis. | 
has begun operation on the new Beloit sep- 
tic sewage disposal plant, which is to be j 
placed in Carnegie avenue. The tank is to i 
be 110 feet long, 22 feet wide and 12 feet 
deep. It will be located in the extension of | 
sewer district B, and all sewage of the city i 
will pass through it and be drained into | 
Turtle Creek. | 

The board of public works, at Oshkosh, ! 
Wis., is receiving bids for doing plumbins — 
work in the building at 62 Algoma street. 
Contractors who wish to bid for the plumb: | 
ing and heating system for the new county | 
court house in Racine, can now inspect the 
plans, which have been completed and are- 
on file in the office of the county clerk. 
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SANITARY 
FIXTURES 


Closets For Below the Sewer Level. We 
Make a Large Variety to Suit All Conditions 


PLATE S-86 


The“ special Knockabout” Pump 
Water Closet, with round, Vitro 
Adamant _flusning rim bowl, com- 
position foot valve, oak seat and 
cover and nickel-plated brass post hinges. 

Pump rough with finished trim- 
mings, $52.00 

This fixture is light and compact, 
especially designed foruse in small 
places and guaranteed to work 
pacisiactorily on a lift up to ten 
eet. 


Dimensions; 14 in. front to back; 18 in. 
wide over all; 14in. high. 


Approximate shippin weight: 
75 \|bs. Hheagt 4 


Send for catalog “D” Illustrating complete 
line of fixtures and speciaities 


A. B. SANDS & SONS 
i949 COMPANY i912 


Manufacturers of 


PLUMBING SPECIALTIES 
22-24 VESEY ST. NEW YORK, U.S.A. 


You Save 


TIME and MONEY 


Cc. & L. Fire Pots and 
Torches will soon save 
the user their cost in the 
saving of fuel alone. RE- 
MEMBER, YOU BUY 
GASOLINE OFTEN, buta 
FIRE POT or TORCH 
ONLY OCCASIONALLY. 
All Leading Jobbers will 
supply our line at factory 
price, or we will ship 
direct if cash accompan- 
ies the order, Send for 
booklet—it’s free. 


CLAYTON & LAMBERT 
MFG. CO. 
Detroit, Mich., U.S. A. 


No. 20 Fire Pot 
Price each $4.00 each 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY : 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
WORKS 


986-1016 Met-ropolit-an Ave. 
Send for Catalogue. BROOKLYN, N. Y. 


Full information mailed 


Anderson-McCutchen Co. 
Peekskill, N. Y. 
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Chapter II. 


HE first thought 
that occurred to Bill 
when Mrs. Asket 
asked him about the 
galvanized fittings 
was that she would 
soon cease her 
eross - examination 
and leave him in 
peace, so he decided 
to answer her ques- 


tion with good 
grace. 
“Now those are 


for joining pipes together and going around 
corners,” said Bill. 

“Now you know that isn’t what I mean,” 
she said. “I want to know why you use 
galvanized fittings.” 

“Well,” answered Bill, “most pipe is of 
iron or steel and rusts very quickly, es- 
pecially water pipe which is wet on one 
side and liable to sweat on the other. So 
the pipe and fittings are eoated with zinc 
or ‘galvanized’ as it is called, to prevent 
rusting as far as possible.” 

“Why do they call it galvanizing?” in- 
quired Mrs. Asket. 

“Because the zinc is usually applied by 
the use of electricity although I understand 
that dipping in the molten metal gives better 
results.” 

Sis) rall 
Asket. 

“Oh, no,” said Bill, “almost all pipe used 
in steam heating and gas piping is plain 
black iron, although on gas piping in many 
places you are forced to use galvanized 
fittings.” 

“Why do they force you to do that?’ 
inquired Mrs. Asket. 


pipe galvanized?” asked Mrs. 


“Tt is considered that any sand holes or - 


imperfections in the fittings will be closed 
up by the zine used in the galvanizing and 
the fitting thus made absolutely tight.” 

“Why, the other day you told me that 
that was the very reason that soil and 
waste pipes should be uncoated because the 
holes would be stopped up and imperfect 
pipe might thus be Puts ups 

“That is very true,” said Bill, “but you 
must remember that a small leak, in a 
water fitting will close itself up with its 
own rust in a short time, and a slight leak 
in a gas pipe is not dangerous to health 
anyway near as much as sewer sas. Be- 
sides this, steel or wrought iron water pipe 
will rust away more quickly than cast 
iron soil pipe unless it is protected in some 
such manner. You know, too, that the 
zinc, being a metal, is not as perishable 
and lasts much longer than paint so that 
good galvanizing should last almost as long 
as the pipe.” 

“Suppose some of the galvanizing got 
scraped off, what would happen?” 

“Why, the pipe would rust through just 
as though it had never been galvanized.” 

“Then common pipe does not resist rust 
at all and galvanized resists it only while 
the zinc coating lasts?” 

“That’s about the size of it,’ said Bill; 
“that’s what keeps us plumbers busy. Not 
the new work so much as overhauling and 
repairing somebody else’s old work and 
telling the customer what a poor job the 
first man did. But brass pipe gives good 
satisfaction where people can afford to pay 
for it, and is much used on the larger hot 
water supply systems and sometimes on the 
cold water also.” 

“You can get either tubing, or pipe ex- 
actly the same size and thickness or iron 
pipe. The tubing is too thin for any prac- 
tical use but the brass pipe gives perfect 
satisfaction. Then around the fixtures in 
the bathrooms or other places where things 


want to look nice they use the brass pipe 
both polished and nickel plated. But the 
nickel plating is not permanent when the 
pipe is polished much and it soon wears 
through and shows the brass below. Some 
firms, to prevent this, manufacture special 
fittings and pipe for such places of solid 
white metal which have not got the faults 
of nickel plating or brass.’ And poor Bill 
looked around for an avenue of escape only 
to hear the gentle voice again inquiring: 

“Are those white fittings as cheap as the 
black ones?” 

Bill recovered from his attack of heart 
failure and answered with a_ perfectly 
straight face: ‘Why, I believe the white 
metal fittings are the more expensive of 
the two.” Mrs. Asket then made her de- 
parture having, as she thought, let Bill 
off easily. Bill was about halfway between 
the notions that she was either stuck on 
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through constantly; from this sewage rises 
odors and gases very dangerous to health 
and what you have probably heard spoken 
of as sewer-gas. This gas fills the whole 
sewer and works up into the laterals lead- 
ing into the sewer from the different build- 
ings. 

“Unless this gas is stopped in some way 
it will get up through the drainage pipes 
into the house and start an epidemic of 
sickness. To prevent this the trap has been 
found to be the best means though it is far 
from being perfect. To make a trap, a 
piece of pipe or similar shape is so bent 
that the bottom of the discharge end is 
higher than the top of the bend.’ Bill here 
drew a little sketch on a paper. 

“Now,” said Bill, “I will mark the inlet 
‘A’; the bend, ‘B’; the discharge, ‘C’; and 
a straight line, ‘D-D’, across it level with 
the bottom of the discharge end, and an- 


Britt Drew A SKETCH OF A TRAP FOR Mrs. ASKET TO EXPLAIN THE PURPOSE OF THE 
WATER SEAL THEREIN 


him or that she was just trying to get 
his goat. 


HEN Mrs. Asket dropped in to see 

W Bill another morning she found 

him getting busy on his first job 
that really amounted to anything and he 
was feeling fine with himself and with the 
world in general. Otherwise there might 
have been trouble. 

“Bill,” said Mrs. Asket, “I just gave my 
head an awful bang on that bent piece of 
pipe when I was. scrubbing under by 
kitchen sink, and I think that such a thing 
is a botheration.” 

“I presume,” said Bill, “that you mean 
the trap.” ; 

“Yes, I believe that’s what I’ve heard 
them called,” said Mrs. Asket, “but I don’t 
see where the trap part comes in for all 
it ever seems to catch is my head when I 
have to clean under there. Can’t it be put 
somewhere else or taken out altogether?” 

“Why,” said Bill, “a trap is the most 
necessary part of all plumbing systems and 
I will tell you why. You see, all the waste 
and discharge water from every building 
that connects with the sewer takes some 
time to pass through sewer and almost all 


sewers have a stream of this sewage going 


other line, ‘E-E’, level with the top of the 
bend. When you use your sink, for in- 
stance, the water runs directly from the 
sink into this trap and is caught and held 
at the bottom of the bend ‘B’. As more 
water comes down the inlet it pushes down 
froin the inlet side on the water in the 
bend forcing it up on the outlet side of the 
bend to balance the other pressure. When 
the water in the outlet side has been forced 
up to the bottom of the discharge (or line | 
‘D-D’) by the piling up of the water on > 
the inlet side it begins to run off through 
the discharge so that the water in the trap — 
will never stand higher than the line ‘D-D’, | 
and it is not necessary or needful that it | 
should. | 

“Now, you can readily see, Mrs. Asket, 
that after this trap is once filled with water 
no sewer gas can pass through it without | 
driving the water in front of it, which | 
would take considerable force to do. Sup- 
posing that on account of a high wind, or — 
a lot of hot water suddenly run into the 
sewer and expanding the air by heating it, |. 
or from any other cause, that a slight pres- 
sure should be made which tended to drive 
the sewer gas back through the trap. — 
Then”—here Bill drew a second sketch— 
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“the water would be forced back on the out- 
let side from the point ‘D-D’ where it 
originally was, to some point below ‘D-D’. 
This would in turn push the water up on 
the inlet side a similar distance to some 
point above ‘D-D’. Then the vertical column 
of water in the inlet would be higher than 
the vertical column in the outlet and will 
push against the sewer gas with a force 
equal to the difference in height between the 
two columns. 

“Now, if the push of the sewer gas is 
strong enough to press the water on the 
outlet side down to the line ‘E-EH’, the gas 
will then escape under the bend and rise 
up in bubbles through the water on the 
inlet side. This is called ‘breaking the seal’ 
and the distance from ‘D-D’ to ‘E-E’ is 
called the amount of water seal. You can 
easily see, Mrs. Asket, that the farther it 
is from ‘D-D’ to ‘E-E’, why the stronger 
trap you have; but owing to the difficulty 
of forcing any of the greasy or solid sub- 
stances around through a very deep trap 
they are made only as deep as safety really 


demands usually about three to four inches. 

Bill was feeling fine and talked on without 
hesitation, ‘You probably know, Mrs. Asket, 
that water is a very heavy substance, a 
portion the size of a box 12” wide and 12” 
high weighing about 62 lbs. and from this 
it is readily obtained that when piled up 
in a column it weighs about 42/100 or 
2/5 of a lb. per sq. inch for every 12” the 
column is high. This may be reduced down 
to about 6% oz. to every 12” in height or 
roughly % oz. per inch. If the distance 
from ‘D-D’ down to ‘E-E’ were, say, 2”, 
the water in the outlet of the trap (before 
it will break the seal) must be forced down 
2”, which will raise the column on the inlet 
side the same amount, or 2” more. Then 
the difference between the heights of the 
two columns will be 4” and by this I know 
that it would take about 2 oz. of pressure 
on the sewer gas to break such a seal as 
I have described.” Here Mrs. Asket de- 
parted, promising to again visit Bill in a 
few days. So Bill was not gurprised to 
see her three days afterward. 


(To be continued) 


URING the past 
fifteen years’ the 
copper tub, the 
marble lavatory, 
and the wooden 
high tank have 
been supplanted by 
the vitreous china 
or enameled iron 
ware. In fact, there 
has been a marked 
improvement in all 
materials and methods used by the trade. 

In estimating, we would no more think of 
figuring a copper tub or boxed in sink, but 
as we fill in the estimate sheet, here for 
pipe and fittings, there for labor and so 
forth, we soon come to a word at the bot- 
tom, Profit. Let us pause a moment before 
filling that in and see if that word can be 
analyzed so as to leave a reasonable share 
with the bidder. 

Has the profit enlarged itself in propor- 
tion to the advancement of modern fixtures 
and methods? No! It has not, in fact, it 
has gone the other way and instead of 
more, there is less profit. 

Now if this is the case, it is high time 
the business was dissected, the trouble parts 
found and removed and profit parts put in 
their place. 

First close up the knife and bury it, deep, 
so that there will be no more cut-throat 
cases. We are far too jealous of one an- 
other. Rather than see a contract let with 
a reasonable profit, we slash and cut it down 
to bed rock. 


R. CONTRACTOR enters your store 

M and says, “Mr. Plumber, I would 

like to give you that duplex, but 

you are too high. You have been doing 

my work and I don’t like to change, but I 

cannot afford to pay you twenty-five dollars 
more than another bid which I have.” 

The plumber refers to his estimate book: 
Cost, $510.00; bid, $587.00. He thinks, 
“Maybe I figured that labor a little high, 
and fifty dollars will cover that sewer where 
I figured sixty.” 

“Well, Mr. Contractor, I have always 
done your work and will cut my bid ten 
dollars.” 

“No, Mr. Plumber; this other bidder is 
also a good plumber and I have seen some 
of his work which looks all right. I am 
giving you the preference and you will have 
to underbid him or lose the contract. Be- 
sides, I am going to build a four-apartment 
flat just as soon as this is completed.” 

Mr. Plumber plunges and cuts twenty-six 
dollars, thinking that if the other plumber 
can do it that cheap so can he. 

What a great mistake to cut the profit 
down to a bare ten per cent upon which 
margin he cannot exist, and the four flat, 
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when it comes up, will be worked on the 
same method as that just described. 

The contractor may not have had the 
other bid twenty-five dollars lower at all, but 
knew he had the plumber bluffed. 

If this plumber had been firm and said, 
“Mr. Contractor, I cannot cut my bid one 
cent, and do a good job. I figured to give 
you just what you wanted, not a skin job. 
You know the class of work I do, and I have 
figured a reasonable profit on your job, 
which I must have. If I cut, I cut that 
profit. I cannot do work for nothing, 
neither can you, so if you feel that your 
other bidder will give you what I would, 
give it to him. I can’t touch it at that 
figure.” 

Far better to lose a contract with no 
profit than to take one with a chance to 
owe yourself money at its completion. 


A CONTRACTOR called up the other 


day and wanted to buy a heating 

boiler only. He was quoted a price, 
allowing a fair profit. The conversation 
over the wires continued for a few minutes 
and ended in the loss of the sale, as the 
contractor claimed he could buy that par- 
ticular boiler ten dollars cheaper. The other 
party quoting was firm, stating that he had 
given him his best price. About thirty 
minutes later the ’phone rang, and it was 
the same contractor, who said: “Send that 
boiler out to the Building.” 

Passing along in your automobile, you 
see a new house being built. Jumping out, 
you find the builder on the job, who says: 
“Well, you can figure it if you want to, 
but I have just about made up my mind 
to let it to a certain bidder today.” 

For goodness’ sake say good-bye and 
drive away. Don’t get out that cutting pen- 
cil and try to underbid your brother crafts- 
man. If your bid was lower he would prob- 
ably use it as a lever on the other fellow. 
There are lots of jobs for you to figure 
Where you have a chance. 

Be honest with the contractor and with 
yourself, know what materials cost you, be 
careful in estimating and when you arrive 
at a figure you can do a contract for, stick 
to it! 

Don’t try to cheat yourself; there are 
others trying to do that. Keep a record of 
what it costs you to do your contracts and 
see how you are coming out. When a job is 
completed be able to tell exactly what your 
labor, sewer, water, ete., cost and not de- 
ceive yourself by thinking, well, I guess I 
came out all right on that job. It will 
help you wonderfully in estimating. 

E honest with the men in your employ. 
B When they have done good work 
don’t be afraid to tell them so; a lit- 

tle praise goes a long way with a man, and 
don’t chop his head off every time you talk 


to him. But be firm, insist on things being 
done the way you want them. Show them 
that you know what you are talking about 
and they will respect you. 

Be honest with your customers. Give 
them just what you agreed to, no more. Give 
them a job that you will feel proud of. This 
is your best advertisement and it doesn’t 
cost a cent, just honesty. Put in your bids, 
payments to be made fifty per cent when 
roughing-in is done, balance when completed. 
You are entitled to it. It is necessary to 
keep your head well above water, for your 
payroll and wholesale bill become due often. 
A good collector in this business is an ab- 
solute necessity, and by getting after your 
accounts while they are still fresh, saves 
many of them from being charged to loss. 

Above all, be honest with your jobbers, as 
you want them to be honest with you. If 
material becomes damaged, and other things 
80 wrong on the job and it is not the job- 
ber’s fault, don’t always put it up to him. 
If a jobber finds that you are a man of 
your word, square, and that he can depend 
upon you, your credits will come through 
in better shape. The jobber is anxious to 
obtain your business and will extend any 
favor that he can. 

We all want the protection of the jobber 
and if we find he is not fair we should re- 
fuse to patronize him. 


IVE the wholesale house a little time 
G to get material on a job, for sending 
a man to a job in the morning, 
knowing that he has but a half a day’s work 
there is risky work. Deliveries are an un- 
certainty, but your man’s time is not; it 
runs on just the same, while he is waiting 
for material you should have had on the job 
before he went near it. 

When new masters enter into the field, 
they do not realize what it costs them to 
do business, with the result that there are 
lost accounts and many other obstacles. 
Anxious to get started, they figure wages 
and tack on five or ten dollars here and 
there for profit. The result is that they 
will become loaded with debts. Point out 
to them where their mistakes lie and show 
them how to conduct their business on a 
profitable basis. 

Sell anything that you have or can obtain, 
except your family and honor. If a man 
enters your store and wishes to purchase a 
bath tub and have it installed, sell it to 
him, but know what it costs you, and add 
your profit; but first look the job over be- 
fore you make your price. 

Make a resolution to pay more attention 
to profit and decide absolutely not to take 
a contract unless you get your figure, no 
matter what your competitor is doing. Don’t 
worry because you think the fellow who 
underbid you is going to realize a big profit. 


— i fe eee 


Newark, N. J., Steam Fitters 
Elect Officers 


HE regular election of officers 

which took place at the recent 

| meeting of the Newark Master 

Steam and Hot Water Fitters’ Associa- 

tion resulted in the election of the fol- 
lowing officers: — 

Walter A. Lawson, president; Louis 
W. Butterfield, vice-president; Harry 
Geiser, secretary; W. M. Whitlock, treas- 
urer. Executive Committee: Robert 
Berla and Edward B. Denny. Sergeant- 
at-Arms: John L. Earl. 


——_——4+e—_—___— 


To Take Over Business of the 
Buckeye Brass & Pattern Co. 


HE business formerly conducted by 

the Buckeye Brass & Pattern Co., 

1805 Columbus Road, Cleveland, 
Ohio, has been taken over and will in 
the future be carried on by the Buckeye 
Brass & Mfg. Co. The incorporators are 
Geo. J. Almendinger, David M. Strauss, 
B. J. Sawyer, Henry Sulker and A. 
Sterns. Brass goods and specialties for 
plumbers will be manufactured. 
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Important Notice to 
the Trade: 


The manufacturers of the Milwaukee Heat 
Generator wish to announce that they are 
now placing on the market 


The Improved Milwaukee 
Heat Generator 


This Generator 
is the last word in 
“mercury seal’ 
construction. We 
have labored for 
years to make a 
device that is ab- 
solutely without a 
fault, and ean 
truthfully say that 
we have the article 
the fitter has al- 
ways looked for. 


The features of 


The Improved 
Milwaukee Heat 


Generator 


are these: When 
draining the sys- 
tem the air or wa- 
ter does not pass 
through the mer- 
ecury, and when 
the Generator re- 
lieves itself of ex- 
cess pressure it 
allows a loss of 
only % pound of 
pressure. 


It will absolutely keep the pressure on 
botha rising and falling temperature, where 
others have only pressure on a rising tem- 
perature, and vacuum on a falling 
temperature. 

Ask your jobber for it, if he does not 
handle it write to us, giving us your nearest 
jobber’s name and address. 


MILWAUKEE HEAT GENE- 
RATOR CO. 
460 11th Ave,, Milwaukee, Wisconsin 


Beard & Beard, Reading, Penn. 
Eastern Representatives 
Manufactured under Shanklin patent and Mott 
and Edgar patent 


The Masterpiece 


The Watson 
Heat Generator 


For Hot Water 
Heating Plants 


Length 
10 inches 


Red Metal 
Finish 
Nickel 
Cut No.1 
shows the 
outlet pas- 
sage open 
for the es- 
cape of the 
expanded 
water into 
the expan- 
sion tank, 
and the in- 
let passage }{§ 
closed. : 
Cut No. 2 
shows the 
outlet pas- 
sage closed 
and the in- 
let passage 
open, al- 
lowing the 
water to 
again re- 
turn to the 
boiler. 


Write for prices and a copy 
of the beautiful picture 
‘“The Masterpiece’’ 


The Watson 
Specialty Co. 
Terre Haute, Ind. 
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PU Ree 
Self Closing 


Bubbling Drinking 
Fountains 


Are installed in the Follow- 
ing Schools: 


Boston, Mass. 


Chelsea, 
Mass. 


Lawrence, 
Mass. 


Milton, Mass. 


Newburyport, 
Mass. 


Peabody, 
M 


Saugus, 
Mass. 
Stoughton, 
Mass. 
Watertown, 
Mass. 
Webster, Mass. 
Worcester, 
Mass. 
Portland, Me.; Hotchkiss School, 
Lakeville, Conn.; Phillips Andover 
Academy, Andover, Mass., and 
Massachusetts General Hospital. 


SEND FOR CATALOG 


JAMES BARRETT MFG. CO. 


48-50 Pearl St. BOSTON, MASS. 


j.R.S. VENT CAPS 


allow the full 
area of the 
pipe opening. 
Dirt cannot 
enter pipe. 


Cobwebs can’t 
obstruct. 


Send for par. 
ticulars. 


Mechanicville Specialty Supply Mfg. Co., . 
Mechanicville, N. Y. 


WAKE UP! 


Big Profits for Plumber 


You certainly have a_ prospect for the 
ORIGINAL WALTHER IMPROVED 
GAS MACHINE (Cold-Process) the gas 
and light of the age for country homes. 
A postal will bring our catalog and liberal 
discounts, 


FIVE PROFITS FOR YOU 


On Gas 
Machines 


On Gas 
Fixtures 

On Gas 
Ranges 

On Gas 
Piping 

On In- 
stallation 


£ MACHINE CO~ 


Walther-Vogler 


Gas Machine Company 
711-715 Harrison St., Davenport, la., U.S.A. 
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Why Casey Joined The M. P. A. 


(Concluded in this issue) 


66 HEN down th’ road sped a closed carriage, 
It passed, stopped, an’ then turned about, 
Then th’ driver reined up an’ dismounted, 
x An’ two fine lookin’ fellows jumped out. 
7 ‘Me poor man, you have met with misfortune, 
So we turn’d back to lend you a hand 
To get your stuff back on th’ wagon, 
Though we’re strangers as yet, understand.’ 


“<«T’m obliged! but ye’ll all get a soakin’, 
An’ like me, you’ll be wet to th’ skin.’ 
‘Bah! we don’t mind th’ wet an’ th’ soakin’.’ 
So they pitched off their coats, an’ jump’d in. 
They soon got th’ wheel onto th’ wagon; 
Then we all pushed it out of th’ rut. 
The axle we found was uninjured ; 
Th’ whole cause was an untightened nut. 


“Then we gather’d th’ scatter’d material 
An’ reloaded it back in its place. 
I gave me driver a big hooker of whiskey, 
An’ a bright smile came over his face; 
An’ th’ plumber who staid in the buggy 
Got another for pains in his chest; 
They declined with deep thanks to take any, 
So I fell to an’ punished th’ rest. 


“Th’ coach driver had calmed down th’ horses, 
An’ stood by them throughout th’ fierce storm ; 

So me feelin’s for him an’ th’ strangers 
You can bet were most unduly warm, 

As I pull’d out me check book to pay them 
For th’ kindness to me they had done, 

Th’ rain ceas’d; th’ dark storm clouds parted ; 
An’ out came th’ bright April sun. 


““Me good friend, kindly close up your check book ; 
We’re not lookin’ for pay or for thanks; 
As we pass’d we saw you were a plumber— 
An’ surmised that you march’d in our ranks. 
We are both wooly, wild Western plumbers, 
An’ th’ time spent we could well afford ; 
We came East an’ are due at next meeting— 
Of The National Executive Board. 


“We had heard of the beautiful valley 
Nestled yonder behind those green hills; 
So we rode in the inn keeper’s carriage— 
Out to gaze on its nooks an’ its rills. 
We’d th’ time an’ of course inclination 
To dwell on th’ magnificent sight; 
Now we'll stay toe an’ visit your Local— 
An’ of course meet you next Thursday night!” 
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BY PHILIP F. GRACE 
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““T would join them provided they’d let me; 
If I tried, they might all yell out: “ScatT!”’’ 
‘Do not fear, friend, we’ll give you our promise 
There will be little danger of that. 
We will cheerfully visit th’ members, 
An’ we'll tell them what happen’d today: 
That our friend Mister Casey’s desirous— 
Of joining th’ grand M. P. A." 


“So we parted: They drove to the city, 
While we went along th’ pike road; 
An’ arrived without trouble near evenin’, 
With nothin’ amiss with our load. 
It was only th’ stuff for th’ rough work, 
Just some waste pipe got kink’d an’ that’s all, 
Or a hub or two broke on th’ soil pipe, 
An’ th’ loss of just one copper ball. 


“Well, I stayed over night in th’ valley, 
An’ next mornin’ I drove into town; 

Found me new friends an’ asked them to dinne 
An’ I said Thursday night I’d go down. 

An’, young man, they sure gave me a welcome; 
I was happy an’ hardly could speak; 

Me right arm was so sore from hand-shakin’— 
I could not bless meself for a week. 


“Then elected, next initiated. 
Yes, a big lump rose up in me throat 

When they all yell’d out: ‘Three Cheers For Casey!’ 
As I rode ’round th’ Lodge on th’ Goat. 

‘Make a Speech!’ ‘You will have to say something!’ 
I was nervous, an’ all I could say 

Was: ‘Thank God I at last am a member 
Of th’ Glorious Grand M. P. A.!’ 


“It is just seven years since it happen’d, 
An’ I’ve tried to pull up for lost time— 
Doin’ all that I can for me Local— 
An’ repentin’ each day for me crime. 
Me sweet mug’s seen at all th’ Conventions, 
Let me tell you, young man, it is great; 
Just to sit in th’ big crowd an’ listen— 
To th’ grand old time plumbers orate. 


“I’m not married; I never knew th’ pleasure 
Of me havin’ a dear little wife; 

Make me home with one sister—a widow, | 
An’ her daughter’s th’ joy of me life. 

At our glorious convention last summer 
I just felt it way down in me boots; 

She fell in with a young Southern plumber— 
An’ I knew they’d be partin’ Cahoots. 


“She writes letters, an’ gets a great many; 
So one mornin’ says I: ‘Nell, what’s this? 
Then she, answerin’ back: ‘Don’t ask me, uncle’ 
As she gave me a great big kiss. 
Yes, her mother an’ she are preparin’. 
You can gamble they’re both in fine joy; _ 
An’ ere long we will be flyin’ Westward— 
To th’ National Convention in July. 


“When in turn it is held South in Dixie, 


Where fought brave Lee, Jackson an’ Bragg, 

We go down from th’ land of Old Glory— 
To th’ land of th’ Bonnie Blue Flag. 

Neither section nor creed can divide us, 
There’s no North, there’s no South, East or ¥ 

‘For Th’ Craft! For Th’ Craft!’ is th’ watchwe. 
For Th’ Craft! ev’ry man does his best. 


\ 
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“Tory ALL YELLED OuT: ‘THREE CHEERS FOR CASEY’ AS I RopE ’ROUND TH’ LODGE ON “Well, I’ve finish’d me story,” said Casey, 


THE GOAT” 


““My Local! Good God! I’m No Member! 
It’s an Outlaw! A Scab! that you’ve help’d.’ 
As th’ tears down me cheeks were a-streamin’— 
Well, I know that I bark’d an’ I yelp’d. 
‘Never mind, friend, we see you’re a plumber, 
An’ a plumber you know always wins; 
Please remember when one is a plumber— 
That it covers a whole raft of sins!’ 


“Yes, that soft answer did th’ whole business, 
An’ they saw right away how I felt, 
As we all lean’d against an old rail fence— 
Each one dryin’ his clothes an’ his pelt, } 
They referr’d to th’ beautiful maxims, : 
That it’s never too late to repent; : : 
An’ th’ one who came late to th’ vineyard— so 
Was paid off like th’ rest with a cent. 


“An’ I know I’ve not made it too strong; 
An’ I hope in TH’ PLumMBrRS’ TRADE JOURNAL— 
They won’t think I’ve made it too long. 
It might be that some derelict Casey 
Will peruse it, consider, an’ say: 
‘With th’ Lord’s help I’ll do like me nemedie | 
Join th’ Glorious, Grand M. P. A.’” p 
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PLATE NO.11D PLATE NO. 15 


‘“‘Riverside’”’ “Porceliron”’ 
Vitreous China Porcelain Enameled Ware 


Wheeling Sanitary Mfg. Co. 
Wheeling, W. Va. 
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FIRE 
PROTECTION 


The SIMMONS LINE of Fire 
Equipment Specialties embraces 
everything designed for the pro- 
tection of lite and property. 


“Made in either brass or iron with 
special heavy checks and finished 
trimmings, highly efficient and 
fully guaranteed.” 


q By installing such depend- 
able specialties as are herein 
shown you offer your custo- 
mers absolute protection a- 
gainst appalling losses by fire, 
and a certain decrease in the 
cost of insurance. 


“Josico” Fire Extinguisher 
Entirely new in design and ex- 
ceedingly higher in efficiercy. 
Overcomes objectionable features 
found in usual types. 


@ Fully 75% of heavy losses 
by fire—daily chronicalled in 
the newspapers—are due to 
negligence. Shouldthe build- 
ing be properly equipped 
with the “SIMMONS” Spec- 
ialties thousands of dollars 
and many lives would be 
saved. 


“Star” Swinging Hose Reel 


Improved design made in iron, 
bronzed, japanned or electroplat- 
ed. Madeto harmonize with any 
furnishings. Best reel made. 


q Master Plumbers should 
have our handsome new cat- 
alog containing full line. Sent 
on request. 


“Siamese” Stand Pipe 


with single check, plugs and 
chain. Guaranteed test 300 Ibs. 
Made in brass. 


JOHN 
SIMMONS CO. 


110 CENTER ST. 


New York 
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HE mere mention of 
the name Acetylene 
a few years ago was 
a signal for a gen- 
eral protest from in- 
dividuals who _ be- 
lived it to be in 
about the same 
class as gun cotton 
and dynamite, and 
that it should not 
be handled within 
ao radi ws: (of 100 
miles of any human 
habitation more or less. 

In the United States today more than 
210,000 acetylene gas plants are lighting 
homes, stores, churches, hotels, in fact, 


Acetylene Gas, Its : 
Production and Use § 
6 


BY J. T. WILLIAMS 
President Sunlight Gas Machine Co., New York City 
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other civilized country that has not 
seen its penetrating rays in some coun- 
try home or public building. There is 
hardly an automobile but what is equip- 
ped with two or more acetylene head- 
lights which make the road as light as 
day for 10 or 20 rods in front of them 
on the darkest night. 4 

Possibly there is nothing that is in- 
teresting the iron and steel industries 
more at the present time, than the new 
process of welding with acetylene and 
oxygen. It is destined to revolutionize 
the working of metals. Achievements 
that were heretofore considered impos. 
sible, can now be accomplished with the 
use of the oxy-acetylene welding torch. 
These torches or blow-pipes are com- 
prised of two channels conducting the 
gases to an accurately proportioned mix- 
. ing chamber; thence through a peculiarly 
constructed welding tip or nozzle. The 
ignition of these two gases forms a tem 
perature of 6,300 degrees Fahrenheit,— 
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ONE OF THE POPULAR ACETYLENE GAS GEN ERATING PLANTS ON THE MARKET 


every sort of building where a good light 
is required; also upward of 400 towns 
and villages. This gas can be carried 
in pipes underground for any number of 
miles the same as natural or city gas; 
it is, however, more extensively used in 
the country and suburbs (beyond the 
city limits) by owners of homes and in- 
stitutions who feel that it is as import- 
ant to have modern conveniences in the 
country, full as much as if they were 
living in the city. 

A few years ago, the brilliancy of 
acetylene light was generally unknown, 
but today there is hardly a man, woman 
or child in the United States or in any 


the hottest flame known to modern 
science. With it every metal almost in) 
stantly yields under its intensity and 
becomes a molten mass. The uniting o! 
metals is accomplished by melting them 
together, much the same as two pieces 
of solder might be joined with the ust 
of a common soldering iron. This i 
known as the autogenous process o 
welding. Not only may metals of th’ 
same kind be united, but cast iron, cop 
per, brass or steel may he perfectl) 
welded, one metal to the other, Brokel 
parts of aluminum may also be joinel 
together, but the knack of doing alum! 
num work requires more skill to success 
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Bridging a Span of Fifty-Three Years 


The Thos. Maddock’s Sons Co. have maintained the reputation for making the highest quality of sanitary 
pottery that is offered in the trade. 


Mr. Thomas Maddock 


Quality was the first essential required by Mr. Maddock when he founded our business and it has been 
to the adherence to the principles which he considered vital to success that the steady growth of the Thos. 
Maddock’s Sons Co. can be credited. The Anchor is your safeguard. 


Architectural Catalog maintained in the Building 
Trade Calalog (A. B. C. System—Section 35-B; Catalog 5) 


Thos. Maddock’s Sons Co. 


The Oldest Sanitary Potters in America 
Trenton, N. J., U.S. A. 
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Sansealo 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass séatand no 
outside’ oints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SANSEALO DRAINS are unequalled for Efficiency 


and Durability. Send for circular 


Crampton-Farley Brass Co. Kansas City, Mo. 


The Seat 


with a reputation 


with a construction 
with a finish 
with a guarantee 


is 


‘the NEVER SPLIT” 


» made from specially selected quartered lumber bolted 
together at four joints with strong steel bolts, washers 
and nuts. The grain runs around the hole. 

Our “Construction Model’’ which we send gratis, will 
convince you. 


Send for one today 


a Mine LLE. IND., 


fully accomplish, than does the working 
of other metals. 

T is not necessary in this article to 
I enumerate and classify the large 

variety of uses acetylene may be 
put to, but to point out particularly the 
value of the acetylene generator as a 
source of profit to the plumber and hard- 
ware dealer throughout this country. 

It seems like a long jump as we think 
of the primitive man with his blazing 
pine knot torch, to the brilliancy and 
beauty of this artificial sunlight, Acety- 
lene. Consider for a moment the stages 
the human race have pursued to solve 
the problem of providing light during 
the dark and dreariness of night. The 
eave dweller discarded the glowing em- 
ber for a vessel of grease or oil into 
which some inflammable substance was 
thrust. 

This was the first step in imitation of 
Nature’s sunlight, and while it was de- 
cidedly better than its predecessors, yet 
the progress of the age demanded some- 
thing still better, and the candle soon 
appeared to usurp its place. These were 
not the uniform machine-made candles 
which now may be purchased anywhere 
for a penny, but great lumps of tallow 
through which a wick was run. 

(To be continued) 
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Presentation of Testimonials To 
Former New York State Pres- 
ident Moran, and Secretary 
Doody 

MOST pleasant social evening was 
A enjoyed by the Master Plumbers’ 
Association of Albany, N. Y., on 
Wednesday, June 26th, which was par- 
ticipated in by not only the local mem- 
bers, but by a number of men prominent 
in the State Association, who journeyed 
from their homes to assist in doing honor 
to Past State President John H. Moran 


land Past State Secretary James H. 


Doody. The affair was something of a 
surprise to the latter gentlemen, it havy- 
ing been advertised, in advance, as a 
gathering for the purpose of greeting 
State President Frank B. Lasette and his 
secretary, John J. Hannegan, of New 
York City, who presumably were passing 
through the city. 

A special meeting had been called at 
the Association’s headquarters in the Van 
Vechten Building, which was presided 
over by Mr. Moran, in the absence of 
President Thomas F. Nolan, who was 
detained because of the sudden death of 
his father. Among the out-of-town guests 
present, in addition to the State Presi- 
dent and State Secretary, were former 
State President B. Joseph O’Donnell of 
Syracuse, N. Y.; John C. Sheehan of Sche- 
nectady, and John F. Knaupp of Troy, 
N. Y., both of the latter being members 
of the State Executive Committee. 

Several hours were devoted to the con- 
sideration of matters which are engaging 
the attention of the state and local asso- 
ciations, and the approaching National 
Convention. State President Frank B. 
Lasette addressed the meeting at length 
and was listened to with close attention. 
He gave a detailed account of the work 
which his office has accomplished and 
presented many interesting facts. Other 
speakers who were likewise accorded 
every attention were State Secretary 
John J. Hannegan, former State Presi- 
dents B. Joseph O’Donnell, Horace F. 
Westcott and John EB. Dugan, and Messrs. 
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John C. Sheehan and John F. Knaupp. 
A rising vote of thanks was extended the 
visiting state officers for their presence 
and interesting remarks, after which 
Chairman John H. Moran invited the 
guests and members to adjourn to Kee- 
ler’s Hotel, for a few hours of refresh- 
ment and sociability. 

Arriving at the hotel, no time was lost 
in taking possession of the “Dutch” ban- 
quet hall, where the entire party were 
turned over to the tender mercies of that 
distinguished frater and fixer, Frank F. 
Schimpf, toastmaster for the occasion, 
who saw that every one was comfort- 
ably seated at the waiting individual 
tables. It is needless to say that full 
justice was done to the good things 
which followed and with the lighting 
up of the cigars began the real surprises 
and fun of the evening. Speeches and 
stories abounded, apropos of the occa- 
sion. The Toastmaster refused to per- 
mit an idle moment, so that amusement 
continued throughout. Among those 
who contributed to the merriment of 
the evening, besides the before men- 
tioned state officers, were James H. 
Doody, John J. Britt, Albion J. Eckert, 
Jacob Noord, John H. Moran, Jr., Her- 
man Shoor, Joseph O. Stapf, William 5. 
Dugan and Jeremiah Kieley, members 
of the Albany local. 

‘The real surprises came when, along 
about one o’clock in the morning, and 
the gathering was about to break up, 
President Lasette, who to all appearances 
(on purpose) had forgotten to relieve 
his mental system of all its good ideas, 
again arose and began another speech, 
in which he found numerous openings to 
mention Mr. Moran’s name, and the 
many achievements of the latter’s ad- 
ministration during his term as state 
president. Before Johnny could recover 
his composure, or surmise what it was 
about, the eloquent speaker handed the 
former president a very pretty and valu 
able scarf pin, circular in form, with an 
emerald centre and a ring of diamonds, 
in behalf of the New York State 
Association as a testimonial for faith- 
ful and competent service. Mr. Moran 
upon recovering his latitude and longi- 
tude — figuratively speaking — gracefully 
thanked President Lasette and the State 
Association for the token, which he said 
he would wear with pleasure, and, that it 
would ever remind him of the many 
good friends he had made during his 
business lifetime in what he considered 
one of the greatest fraternities, the 
Master Plumbers’ Association. Loud 
applause greeted the speaker as he con 
cluded. One of the members, Mr. Doody, 
was so vociferous that Committeeman 
Knauff of Troy was impelled to arise and 
handle him very severely, but confessed 
that much should be overlooked in Mr. 
Doody’s case, as he had also performed 
invaluable service for the State ASSO — 
ciation, as its secretary, during Mr. 
Moran’s administration, and concluded 
by presenting the gentleman with a dia- 
mond pin, very much like the one given | 
Mr. Moran, except that the centre stone 
was a ruby. Mr. Doody was so surprised — 
that he was windless for a time. He _ 
thanked the state officers and the ass | 
ciation for the unexpected gift and as | 
sured them that it would be a constant 
reminder of the occasion and what it | 
represented. The ceremonies of the — 
event being over, the gatherinz broke uP 
sine die, all voting that another pleasant 
party had passed into history. 
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"Some advertising reminds me of a man throwing kisses to his girl in the 


dark, he knows what he is doing but she doesn't.” 
Wm. Jennings Bryan, 


DO YOU KNOW WHAT OUR CO-OPERATIVE SALES POLICY IS DOING FOR PROGRESSIVE 
PLUMBERS EVERYWHERE? 
DO YOU APPRECIATE THAT WE SHALL MARKET NO LESS THAN SEVENTY THOUSAND (70,000) 
GAS WATER HEATERS, OF VARIOUS TYPES, THIS YEAR? 
IF YOU ARE NOT SATISFIED WITH YOUR WATER HEATER REVENUE -~ WRITE US TODAY, 
PITTSBURG WATER HEATER COMPANY 
Pittsburgh. Pennsylvania, 
=- BRANCHES IN ALL LARGE CITIES - 
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: KOHLER 
ea PORCELAIN ENAMELED IRON SANITARY 
oD PEDESTAL LAVATORIES 
aa are made in a large variety of attractive 
si designs. 
vy The “Findlay” is a new pattern we are 
- now prepared to furnish. It is made 
3 with roomy basin, deep apron, new improved flared waste 
é outlet which greatly reduces the danger of the enamel 
ao chipping off at this point and also is an important sanitary 
nea improvement. 
oF The shell or pedestal top goes well up under the apron 
& giving the whole fixture a One-Piece appearance. On 
Hise account of its compactness it is a very appropriate fixture 
Ay for fine bath rooms and apartments where economy of 
space is required. 
Sas Quality le guaranteed by our MAROON and GOLD Trade Mark Label. 

a Send for folder for distribution among your trade. 

a JT KOHLER SONS CO. 
e A Ri LE SHEBOYGAN.WIS..U.S.A. 
os BASIN == =. 12 X 15 INCHES NEW YORK. CHICAGO. SAN FRANCISCO. 
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MOVEMENT is on 
foot in San Francisco 
to form all of the 
specialty contractors 
into a central body 
for the purpose of 
protecting and _  ad- 
vancing their inter- 
ests. State President 
Frank J. Klimm of 
the San Francisco 
Master Plumbers’ As- 
sociation is a mem- 
ber of the committee 
arranging for form- 
ing the organization. 

Building operations in San Francisco 
are quite active now, and plumbing con- 
tracts are quite numerous. Some of the 
contracts which have been secured re- 
cently by leading plumbers are the fol- 
lowing: The John G. Sutton Company, 
to install the plumbing, gas fitting and 
steam heating in a four-story building 
at Pine and Polk streets; Mangrum & 
Otter, to install steam heating and ven- 
tilating apparatus for The First Church 
of Christ Scientist, at Franklin and Cali- 
fornia streets; Alex. Coleman, to install 
the plumbing in a house on Clay street, 
near Kearny; Frank J. Klimm, to install 
plumbing in a store and apartment build- 
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ing at Post and Larkin streets, and 
Henry Ernst & Sons, plumbing for the 
Bersaglieri Building and Hall Associa- 
tion, at Stockton and Union streets. 


Thomas J. Young, a prominent 
plumber of Mobile, Ala., and a former 
member of the National Executive 
Board, was in San Francisco recently on 
a pleasure trip and was entertained and 
shown the leading attractions of the city 
by local plumbers. 

Mayor James Rolph of San Francisco 
has directed that rigid investigations be 
made of alleged violations of the sani- 
tary plumbing law. In one case it was 
found that a builder, instead of having 
an outlet sewer for each house erected 
by him, was making one drain do the 
service, usually requiring the installa- 
tion of six. 

ence 


A Bath is a Bath 


T was pretty tight times out Seattle 
way only a short time ago because 
of scarcity of water in the city pipes. 

The City Council passed a very stringent 
law making it a felony for any person to 
take a bath, no matter whether the per- 
son toted—as they call it down in South- 
land—the water from a distance and 
threw it into the bath tub for a bath it 
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This DAILY, our own original idea, was the first DAILY published at any trade convention in this 
It has gladdened the heart of many a delegate through its pleasantries and illustrations and has 


always conveyed the first news of the convention proceedings to all parts of the country. Other DAILIES 
have come and gone, but THE PLUMBERS TRADE JOURNAL DAILY is still with you and 


country. 


always hopes to be. 


It is not published with the view of securing a large profit through advertising patronage, for, as a 
matter of fact, it is conducted and issued at a great but necessary expense. It’s purpose is to give the 
delegates and other friends throughout the country, prompt news of the convention doings, with items of 
gossip picked up by a large staff of representatives, and illustrated by our artists and photographers. 


We shall therefore look forward with pleasurable anticipation to eee you at Salt Lake City in 
Our Staff's headquarters for the DAILY will be the Utah Hotel where you will be made wel- 


July. 


come if you call. 


New York City, June 1, 1912. 
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would be a felony just the same, for the 
new law made it plain that any one 
taking a bath would have to suffer. A 
festive traveling man from one of the 
large plumbing supply houses in Chicago 
blew into Seattle recently and the situ- 
ation annoyed him and put him out of 
sorts. He wanted a shave, and a bath, 
as he was tired and needed refreshing. 

At last he got his thinking cap on and 
ordered a pint bottle of Champagne 
mixed it up with his shaving soap and 
the stunt was done. Then he felt so good 
that he ordered ten gallons of milk 
dumped it in the bath tub and proceeded 
to enjoy himself. But the alert gum shoe 
Inspector of the Water Department sta- 
tioned in the hotel became suspicious. 
He listened outside with bated breath 
and demanded entrance telling who he 
was. The traveling man opened the door 
and stood before the majesty of the law 
of the City Council and gleefully pointed 
to the milk which still remained in the 
tub. 

Did the plumbing or water inspector 
look stupid and apologize abjectly and 
humbly? If he did the despatches don’t 
tell us. But the despatches do tell us 
that he told the Traveling man that a 
bath was a bath no matter what sort of 
liquid was used and that wound up in one 
way the little ball of yarn of the man 
from Chicago. . 

Another way it was wound up was by 
the Inspector taking a quart bottle of the 
milk to the City Chemist for analysis. 
He well knew the reputation of the aver- 
age Seattle milk man and knew his little 
book as well. As might be expected the 
milk “assayed” nine parts of aqua to one 
part of the lacteal so the man from Chi- 
eago found himself on the meshes of the 
law. By order of Counsel he pleaded guil- 
ty to involuntary breaking a Canon law 
of the town and that was the only thing 
that saved him from the penitentiary 
for a long term. He was let off with a 
reprimand and a fine of $500.00 and con- 
sidered himself mighty lucky at that. 


Delegates to Salt Lake Gity 


N accordance with it’s custom for fifteen years past, THE PLUMBERS TRADE JOURNAL 
will issue its regular DAILY edition at the 30th Annual Convention of the National Association 
of Master Plumbers, to be held at Salt Lake City, July 16th, 17th and 1 8th. 


JAMES M. HEATHERTON 
Editor The Plumbers Trade Journal 


Mechanics’ Lien Declared Un- 
constitutional 


RECENT decision of the San 
Francisco Superior Court has de- — 
clared that the mechanics’ lien 

law, as passed by the Legislature, ig eae. 
unconstitutional. This matter is of vital 
interest to master plumbers who have 
been working for years through their a 
organizations to secure better protection 
than formerly. The case which brought 
about the decision was that of a plumb- 
ing supply house against the owner and _ 
the general contractors, and a plumbing — 4 
construction company, sub-contractors. z 
The defendant was employed by the con- 
tracting firm to do the plumbing work 
on a building. The plumbing concern — 
purchased its supplies from the claimant pl 
and although paid in full by the chief - 
contractors, did not pay the bill of the = 
plumbing supply house. Suit was — = 
brought by the latter against the owner , 
and general contractors, named as co- 
defendants, although they had paid all 3 
obligations. Under the new California — 
law a contractor for labor or materials — 
may recover from the value of the build- 
ing, while formerly a claimant could re- — 
cover only from the money owed by the 
owner to the contractor. 
The California Building Law Associ 
tion has decided to make an appeal to : 
the State Supreme Court from the de- 3 
cision of the superior judge. The posi- 
tion will be taken that under the State 2 
Constitution direct liens against the or a 
and building are explicitly authorized 
and that it is a matter of legislative dis: 
cretion whether the lien claimant should 
look to the fund in the hands of the i: 
owner due to the contractor or to the E 
credit of the building in question, — a 
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“One trouble wif human nature,” said Uncle — 
Eben, ‘‘is illustrated by de fact dat a man i a 
allus prouder of winnin’ a turkey in a raffle be a 
dan he is of doin’ a day’s work fur de price.” 
—Washington Star. 
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SANITARY SLA 


Clean and will not discolor. It is the BEST and CHEAPEST for Plumbers’ 


Fixtures. Where rough treatment is received, it is a necessity. 


Install Slate and the work will last a lifetime. 


There is a Place for Some Slate 
On Every Job You Have 


These firms are the largest shippers of Slate. Write them for prices 


Alpha Slate Co., Bangor, Pa. Crown Slate Co., Pen Argl, Pa. Excelsior Slate Co., Pen Argl, Pa. 
Hammann Structural and Roofing Slate Co., Bangor, Pa. Phoenix Slate Co., Windgap, Pa. 


Slate Products Co. of America, Bangor, Pa. M. L. Tinsman & Co., Inc., Pen Argl, Pa. 
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Chicago North and West Side 
Club Celebrate 


CHILLER GROVE, Kolze, Ill, which 
for a number of years has been the 


rendezvous of the plumbers, 
was again the scene of the annual basket 
pienic of the North and West Side Master 
Plumbers‘ Pleasure Club, on Saturday, June 
22d. Perfect weather greeted our friends 
and prevailed throughout the day. Evidenc- 
ing the change of the times and to some 
extent the piospe1ity of the trade, instead of 
the old horse and buggy being used 
as a conveyance, the majority of the club 
members brought their families to the grove 
in handsome touring cars, motor trucks of 
some of the members being used to bring 
some of the guests from the end of the car 
line. Most of the master plumbers arrived 
at the grounds before noon and kept strag- 
gling in until two o’clock, when the South 
Side contingent made its appearance. The 
luncheon was not a course banquet. The 
members brought their lunch in the family 
hamper, and with the hot coffee boiled on 
some plumbers’ furnace brought along by 
some thoughtful plumber’s wife, enjoyed a 
meal that was fit for the king himself. 
Luncheon over, the party proceeded to en- 
joy themselves. The dancing pavilion, for 
which an orchestra had been engaged, was 
patronized by some of the younger folks, 
while others found recreation in the ball 
park or renewing acquaintances with their 
friends in the trade. An interesting event 
of the afternoon was a baseball game _ be- 
tween the Austin and Oak Park master 
plumbers and their brethren of the North 
and West Side. The contest, which was a 
five-inning affair and was exciting while it 
lasted, was won, if we remember correctly, 
by the Austin and Oak Park chaps by a 
score of 14 to 9. John Cepican of the 
South Side plumbers acted as umpire. Fea- 
tures of the game were a home run by John- 
nie Goodbrand and a double somersault by 
Frank Pearson trying to tag a man out at 
second base. Ernie Wagner stuck a rusty 
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refreshments 


nail in his foot and was unable to play with and 
otherwise the score might 
During the day, cigars 


his home team, 


have been different. ladies. 


Tur LApres or THE NortH AND WEST SIDE CHICAGO MASTER PLUMBERS’ 
Crup AT SCHILLER GROVE 


los 
THEIR 


FAMILIES AT 


OUTING AT 


were available for the 
men, and ice-cream and lemonade for the 
The outing in point of attendance 


PRESIDENT HENRY BREYER, AND CHAIRMAN GEO. FRANKLIN AND SOME OF 
THE COMMITTEE 


a. 


and enthusiasm was eminently successful 
and one of the most enjoyable ever given 
by the club. Some of those and their fami- 
lies in attendance were :— 

North and West Side—President Henry 
Breyer and Chairman of Entertainment Com- 
mittee Geo. Franklin, Lewis Nelson, E. C. 
Wagener, A. W. and Wm. F. Bahn, Chas. C. 
Breyer, J. A. Slater, Wm. J. Lang, Carl J. 
Stein, W. F. J. Lutz, C. H. Jespersen, L. 
Christianson, Paul Jacoby, Lake Keefe, 
Theo. Eckart, Edw. Federle, Robt. Liss, 
W. G. Wood, Chas. Mundt. 

South Side—F. J. Dillenburg, John Kle- 
ker, John Cepican, I. Euphrat, J. Kuby, J. A. 
Goodbrand and J. H. Curtin (secretary of 
South Side Club). 

Austin and Oak Park—D. J. Barry, Wm. 
Gawne, Geo. Lillig, Walter Peck, Wm. 
Hulton. 

Supply Representatives—Richard Paul of 
Federal-Huber Co.; Harry Snow, Peerless 
Selling Co.; Harry Troup, E. W. Blatchford 
& Company; Clans Loges of L. Wolff, and 
W. Regan of Quinn Supply Company. 
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gChicago Master Plumbers Play 


EDNESDAY, June 26th, was a 
W holiday for the plumbing trade of 

Chicago. This was the. date se- 
lected by the Chicago Master Plumbers’ 
Association for its annual picnic. Fol- 
lowing its custom of the past few years, 
the outing was in the form of a lake ex- 
cursion to Michigan City on the good ship 
Theodore Roosevelt. The day was an ideal 
one for a lake trip. The bright sun was 
tempered with just enough coolness in the 
air to invigorate. Between four and five 
hundred master plumbers, their families and 
friends, together with a large number of 
salesmen—nearly every supply house in the 
city being represented—gathered in honor 
of the day. Carrying with it a large and 
happy family of our trade friends, the 
steamer left its dock at ten o’clock in the 
morning. Plenty of amusement was found 
aboard for every one. The children romped 
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the decks, the young folks danced to music 
furnished by an excellent orchestra and the 
old folks chatted and renewed the acquaint- 
ance of friends they had not seen since last 
year’s excursion. 

After a very enjoyable trip through a calm 
sea—no one though of getting sick on the 
way over—the party arrived at Michigan 


for the tallies. The salesmen came right 
back with two runs in their half, three wild 
pitches and a couple of base hits figuring in 
the count. In their second inning, Will 
Boyd for the plumbers made a three bag- 
ger and J. Curtin brought him home with 
a base hit. For the salesmen, Bill Hanra- 
han made a corking two base hit to center 


Tue DEFEATED SALESMEN’S 


City shortly after noon. It was now time 
for lunch and the majority of the picnickers 
distributed themselves in family groups in 
Lake Front Park to enjoy the delicacies they 
had brought with them, while the others 
patronized the restaurants and hotels for 
their noon day meal. 

The feature of the afternoon program was 
an interesting baseball game, which had 
been arranged between the South Side 
master plumbers and the plumbing supply 
salesmen, and which was won by the for- 
mer by a score of 11 to 7. Bill Lang um- 
pired the game, while Ernie Wagner kept 
score. Bill Hanrahan aligned himself with 


TEAM AT 


THE CHICAGO PICNIC 


field, but by a pre-arranged play between 
the pitcher and Cepican, was caught. Bill 
was certainly sound asleep at the switch 
being twelve feet away from second when 
Cepican put the ball on him. The plumbers 
got three more runs in the third, four in the 
fourth and one in the fifth. In the fourth 
inning Flavin slackened speed and gave the 
salesmen a chance to hit the ball, which they 
proceeded to do for five runs. In the fifth 
and last inning, he shut them out, however, 
striking out the first three up, thus ending 
a contest that was hugely enjoyed by the 
spectators. 

The party left for home on the steamer 


GeTTING READY FoR THE HoME Trip At MICHIGAN CITY 


the salesmen and was captain of their team, 
J. H. Curtin acting in a similar capacity for 
the plumbers. J. J. Flavin, an all around 
ball player, did the pitching for the South 
Siders and was in command of the situation 
at all times, although his opponent, T. R. 
Seebrook, of the salesmen, did yeoman ser- 
vice, striking out twelve men. The plumb- 


ers first at bat scored two runs in the initial 
inning, two base hits by Charlie Taffe and 
respectively, 


Jack Flavin, being responsible 


THE Victorious MAsTER PLUMBERS’ 


at four-thirty P. M. and got back to Chi- 
cago at seven o’clock. A few of the ladies 
and children’ and some of the men were 
sea sick on the way back, but outside of 
that every one had a royal good time. The 
committee in charge of the arrangements 
was as follows: Frank Kiesgen, F. J. Dil- 
lenburg, J .I. Elliott, B. E. Lynam, L. Nel- 
son, Wm. F. Bahn, John Kleker, L. A. Clau- 
sen, Fred Grosch, D. J. Barry, Carl J. Stein, 
Peter Feltmann, Jos. Cannon, C. F. Taffe, 
x. 


BASEBALL TEAM AT MICHIGAN CITY 
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Plan for an Underfeed NOW 


‘GET READY TO 


Cut Your Coal Bills 
Yyrry 


To Plumbers and Master Fitters 


HE above slogan, which appears in our July regular advertising, will be 
read by millions of property owners. Are you ready to meet the demand 
for the Underfeed? An exclusive sales agency is a bonanza because of the 

exclusive money-saving advantages of the Underfeed. You can prove by fac- 


simile letters of hundreds that Coal Bills are cut 1-2 to 2-3 by the installation of 


WILLIAMSON 
UNDERFEED BOILERS 


Many an Underfeed Agency which began with a one boiler or- 
der is now buying in carload lots. Every Underfeed Boiler which 
you install means a persistent, enthusiastic, all-time booster for 
you. Here's a characteristic sales-promoting letter from Howard 
Weiss, Seigfried, Pa., 1st Vice Pres’t of Pennsylvania Ass’n of 
Postmasters, written April 19, 1912: 


“Last winter, my two Underfeed Boilers saved me $122 
in coal cost.” 


Let us tell you of our special offer to put an Underfeed Sample 
Boiler on your floor NOW, It will prove a most convincing Silent 
Salesman. 


Our continuous national advertising creates big business and to 
get YOUR share write TODAY for FREE Catalog and Sales 
Agency Proposition. Services of our Engineering corps FREE. 


The Williamson Foundry Co, 
438 West Fifth Ave. Cincinnati, O. 


This Truck 


A 
Wa $1,546.12 
Sf ; . 
ina Single Year 
The purchase price of this four-ton truck owned and operated by the Howard 


Company of New Haven, Conn., plus interest, depreciation, overhauling, fuel and 
driver’s salary for one year amounted to $5,921 88. 


It replaced three double trucking teams. The cost of the horses, wagons and 
harness, plus interest, maintenance and drivers’ salaries for one year amounted 
to $7,468.00. A balance in favor of the truck of $1,546.12—the first year. 


KISSELKAR TRUCKS 


0 


A KisselKar Truck is your logical selection because it is the truck of surest 
economy and slowest depreciation. Itis strong, simple and silent. It carries 
50 per cent overload, without harm. It consumes the least fuel. It rides easiest. 


_ At the disposal of KisselKar owners is the unrivaled KisselKar service, con- 
sisting of conipletely equipped service buildings at leading centers, where the 
mechanical end of motor trucks is taken off your hands. 


Your copy of the new catalog is ready. Send for it. 
KISSEL MOTOR CAR CO. 512 Kissel Ave., Hartford, Wis. 


Branches in New York St. Louis Minneapolis Chicago Milwaukee 
Los Angeles Boston St. Paul Kansas City Dallas 


KisselKar Service Stations and Agencies at 


over 200 leading points throughout United States 
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THE NEW 1912 CATALOGUE 


ISSUED BY 


THE PRATT & CADY CO. 


Contains Information Required 
the Plumber, Engineer, Architect, 
Contractor and Jobber in 
Mill Supplies 


COPY SENT ON REQUEST 


By 


THE PRATT & CADY CO. 
Hartford, Conn. 


Please Mention THr PLUMBERS’ TRADE JoURNAL 


By using Dixon’s Pipe Joint Compound on 


TONS PIPE-JOINT COMP 
LaF 
Spare Your Tools ie ere octet 


JOSEFH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 


make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 
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12 INCH DIAMETER 


WASTE CAN BE USED FOR 11-4 IRON OR LEAD 


Each 
Cast Iron with Aluminum Bronze Finish $ .95 List 
Cast Iron Galvanized ae 1.10 List 


ORDER DIRECT 


Worns & Kemp, Mfers. 287 W. 127th St., New York City 


Samuel Erman, J. C. Naughton, Chas. D. 
Harris, C. A. Dreier, and E. C. Wagner 


(chairman). 
0 9 


Buffalo Master Plumbers Make 
Merry 


HE Buffalo Master Plumbers’ Asso- 

j ciation held their annual picnic June 
25th, as per schedule, and everything 
moved off in a splendid way. The day was 
fine and the boys enjoyed themselves from 
morning until night. The steamer Henry 
Koerber and the barge Lottie Koerber were 
boarded at the foot of Amherst street, about 
ten A. M., and the run made to Edge Water. 


“RUBE” FELTMAN BEING LED 
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PUTTING SHOT: ist prize, cigar case— 
J. D. Clucas; and 2d prize, pocket-book— 
E. S. Franke. 

BASEBALL GAME (East Sides vs. West 
Sides, score 13-8); Prize, box of cigars— 
East Side (winners). E 


ib 0+ 0 ee 
Pittsburgh Plumbers’ Business 
Association Hold Frolic at 
Nadine Park 


HE annual cut-up of the Pittsburgh 
Master Plumbers’ Business Associa- 


tion, this year was held at Nadine 
Park, the 


scene of last year’s function. 


AstrRAW BY Harry Troup anp Harry SNow 


AT THE CHICAGO OUTING 


At Edge Water the party landed and amused 
themselves in various ways, while the expert 
bowlers pulled off the bowling match. Din- 
ner was served on the boat while going from 
Edge Water to Electric Beach. At Electric 
Beach the party landed and the games were 
indulged in with lots of enthusiasm and fun. 
The party landed at the foot of Amherst 
street, at night fall, and according to all 
reports the day was one well spent and the 
members who attended formed new acquaint- 
ances and strengthened old friendships. 

The record of the games and prizes, and 
prize winners. follows. THE PLUMBERS’ 
TRADE JOURNAL representative saw _ the 
prizes and they are very fine. The winners 
are to be congratulated. 

BOWLING MATCH: 1st prize, automobile 
gloves—Fred Yuhl; and 2d prize, automobile 
gloves—Wm. F. Waldow. 

BEER RACE: ist prize, stein—E. W. 
Rogers; and 2d prize, automobile gloves— 
F,. L. Beyer. 

TICKET PRIZE (DRAWING): 
umbrella—Fred Yuhl (ticket No. 11). 


Prize, 


Bright and early on the morning of June 
22d, the entire body assembled at the car 
terminus, all beaming with smiles at the 
pleasant anticipation of the day’s outing. 
Two big auto trucks of the Bailey Farrell 


Mfg. Co. and the Standard Mfg. Co. carried — 


the “feed” to the grounds and after the 
multitude were fed, there were twelve bas- 
kets (just baskets) left. 

Fred. Scheib, the big noise, was ably as- 
sisted in the making of arrangements by 
Mack Snively and Bob Henderson. Sports 
and other entertainment features had been 
arranged for the day. Some of the artists 
who kindly consented to give exhibitions 
were: Geo. W. Rodgers, C. L. Ruffing, Billy 
Elkins, Dave McBride, J. B. Paul and Claude 
List. Their numbers were well received. 
The master plumbers “bumped” the inspec- 
tors’ baseball team with such promising big 
leaguers as Geo. B. Stewart, J. D. Stan- 
ton and Mack Snively in the battery. Four 
committeemen, Jim Hanley, Jack Reynolds, 
Billy Boyd and Charles Allman, ministered 
unto the wants of the Pilgrims, handing out 


Tuer BurraLo MASTER PLUMBERS AND THEIR GUESTS AT ELECTRIC BEACH ON JuLy 25TH 


HOP-STEP-JUMP: ist prize, stick pin— 
Leo Smith; and 2d prize, cigar holder—J. B. 
Tellak. 

SHOE RACE: Ist prize, cuff links— J. L. 
Wilson; and 2d prize, watch fob—E. C. 
Ruchte. 

RUNNING BACKWARD RACE: Ist prize, 
shaving mug and brush—L. Schultz; and 
2d prize, stick pin—J. J. Bresnahan. 


“Fidos” and Milwaukee’s famous product, 

Almost every member served on one com- 
mittee or another during the event. The 
following are the names of those who la- 
bored to make the affair the great success 
that it was :— 


Fred. Scheib, F. J. Hanley, J. B. Paul, 


W. P. Reardon, F. A. De Simone, G. W. 
(Continued on page 128A) 
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By PHILIP F. GRACE. 


HE company of which she 

had spoken came all right. 

Prince Wang Dang, he of the 

glass eye, and with him were 

Captains Arthur-Selwyn Mac- 
Leod of the 40th Highlanders, Compte 
De Bieneu, attached to the French Lega- 
tion; a little Japanese personage named 
Asioki, and several more. The band came 
in and the fun was on. Did I do any 
stunts? I certainly did, for the sole rea- 
son that I had to. In theatrical parlance, 
they all did their bit. The Compte sang 
a French song they all. save myself, un- 
derstood. The Jap sang a sort of a sing- 
song ditty with no turn to the tune. The 
liquid refreshments came fast and furi- 


PLUMBER® 


CHINA 


Chapter VI. 


The band improvised an accompaniment 
and the others took up the strain. But 
walking on the table not.. Well, they all 
say so, and the majority rules. Yes, I 
forgot that Wang Dang gave a splendid 
buck and wing dance so the curtain again 
falls 

My awaking the second morning, was 
but a repetition of the first, only I had 
the satisfaction of meeting Captain Mc- 
Leod, who had not gone. He concluded 
to stay another day in fact. Ging Whee 
and Ding Foo had both departed on some 
mission or other. I was in no humor to 
hear of anything that transpired the night 
before, but Her Highness as I ‘will now 
call her entered and glancing at me said, 


I Sane A ScotcH JINGLE or My Own ENTITLED WHITE HEATHER 


ous. I pleaded guilty to marching around 

the room on the arm of her Highness and 

singing: 

Fare you well Quinn Killen, fare you well 
for a while. 

It’s all ’round th’ borthers av Erin’s green 


Isle. 

An’ whin th’ war is over we'll return in 
full bloom, 

May th’ good Lord be wid ze Inniskillins 
Dragoons. : 


assisted by the whole company. But when 
they told me the next morning that Cap- 
tain Arthur-Selwyn McLeod and I march- 
ed up and down on top of the long dining 
table from which the things had been 
removed and sang, 
Scots wha hai wi Wallace bled, 
Scots whain Bruce has often led,— 
Welcome to your Gary bed— 

Chains and Slavery! 

Why, I thought the place was a pretty 
hot one. And this in China! 

I have an indistinct remembrance of 
the company singing “The Star Spangled 
Banner,” “God Save the King” and being, 
well I will call it hugged, by Capt. Ar- 
thur-Selwyn McLeod and applauded by 
the company when I sang a Scotch jun- 
gle of my own entitled, “White Heather” 
after William Black’s novel: 

Dear White heather, sweet white heather, 
Sent me ‘by my little queen 

Bonnie bunch O’ sweet white heather 
Frae th’ Rose o’ Aberdeen. 


“Well, Captain, what do 
him anyhow?” 

The captain laughed as he answered, 
“Well, I live in a glass house, and I won’t 
cast a stone at him.” 

“I ‘won’t either begorra, for I can’t. 
I feel this mornin’ as tho’ I lived in a 
whole row av glass houses wid glass 
dures an chimleys on them, but we had 
fun an’ lots ay it. What th’ divil iver 
put it into yer hed t’ begin the Innskillen 
Dragoons?’ she asked me, “that’s what 
started us all off. Th’ band tuk it up 
an’ I got th’ slipout av th’ thing an’ 
marched around the ould house wid me 
lainin’ on yer arm ould Fing Fong. An’ 
then ould Wang Dang geve his buck an 
wing dance, which he says th’ nagurs 
av America are so good at an next ye two 
gossoons pit th’ Kibosh on it all, he walk- 
in’ on top av th’ table singin’ “Scots Wha 
Hae.” j 

I hardly remember the last part of the 
performance, and I am sorry, very sorry 
that I took any part in it. I answered 
meekly. 

“Sorry th’ divil!” Sure it waz meself 
an’ Wang Dang that boosted yez both up 
on th’ table, an I had all I could do t’ 
keep th’ rest from following yez up t’ 
take part in the grand finale Wow!” 

“T feel as though I acted my part like 
a real good artist,” said the Captain, 
“and that more than reassured me, bring- 
ing more vividly to my mind the old 
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axiom, “that well-bred persons will sel- 
dom if ever say anything to wound you; 
that cads and upstarts cannot—they only 
try.” 

She suggested that the Captain and I 
take a walk around Fin Chow after break- 
fast, saying she had a deal of official bus- 
iness to attend to, and would have to 
be excused. 

This I readily consented to, as I was 
beginning to learn that it was better to 
obey orders, and wait for something, Me- 
cauber like, to turn up in order that I 
could visit the old ruips, and get a look 
at the ancient documents in the pagoda 
relating to our craft. 

I found the Captain had been up two 
hours before my advent, and had been 
talking to her Highness about me He 
was an old friend of hers, and told how 
some years back he was a young attache 
of the British embassay in Pekin. He 
was always a welcome guest to her hos- 
pitable abode, to her receptions and lit- 
tle luncheons. He spoke with gratitude, 
how she always had the band play Scotch 
airs at her receptions, knowing they 
would tend to please and add much to 
the enjoyment of a home-sick young sol- 
dier, far away from Caledonia. 

“Her, assertion that she came to China 
to cook for Sir Thomas Hart is but a bit 
of blarney to show her humility. She 
was his accountant and right-hand man, 
if the term can be used. She is diplomatic 
down to her finger ends, and though she 
took your clothes from you as a matter of 
diplomacy, still the fact that you are a 
plumber and knew her brother and, well 
I will say sweetheart years ago operates 
to your advantage. Take my advice and 
stay here till she bids you go. If she did 
not want you to stay, she would soon find 
some means to send you away. She prac- 
tically, during Sir Thomas Hart’s return 
home to his native lands, holds the purse 
of the Chinese government,’’ said he. 

We had reached a small park, and both 
sat down on a rustic bench for a rest, as 
it were. He began to tell me more things 
about China, how little the country was 
understood, by even those foreigners who 


had been living in it for years. I was 
listening intently when suddenly a tall 


black figure seemed to emerge from no- 
where, right out of the earth, it looked 
like, and taking off his hat said, “ ‘Scuse 
me yo Honahs’ 0’ Mahjesties, ef I 
keeps right on this heah road what I’m 
travelin’ doant steer to 


you 


a on now, al’ 
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nuther the right nur the lef’ you’uns 
reckon I’ll come some whar near O’ Rich- 
mon Vahginny?” 

This sure was United States for fair. 
The Captain looked at me to answer the 
absurd question and I had all I could do 
to keep from laughing outright. I looked 
up into his tired looking face and an- 
swered slowly in as gruff.a voice as I 
could, “My man you are a long way from 
Richmond, Virginia.” 

‘Dats what I reckon suah enough, yo’ 


Honah. But I’se mighty glad such enough 
Rorfoegecgoeger! Poerestoetortertortertesteatea testes toe ros roe les lone. 
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me to a friendly vacant cabin, as night 
was coming on in Southland, and I would 
not have found those places of refuge, 
had it not been for their assistance. But 
I had no money as I left it at the pa- 
goda. I forgot my plug of tobacco even. 

The situation was relieve: by the Cap- 
tain, ‘who said, “Sit down my good man, 
you look fagged out. You must have 
travelled some miles to-day.” 

“T suah did yo’ Honah. I done guess 
I trabel ’bout 30 mile since mawnin’ an’ 
ise powahful petered out. Pleas’ Sah, 
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matter. And if you were the governor 
of the state, and condescended to have a 
few moments conversation with him, he 
would before dismissal, ask you for a lil’ 
piece ’backer. It is his nature. 

The Captain did not chew, and I had 
none, but the Captain happened to have 
some cigars in his case, and he handed 
one to the darkey who bit it in halves, 
put one part in his capacious maw, and 
stuck the other, much to the astonishment 
of the Captain in his old coat pocket. 
The Captain also remembered that I had 
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dat I’se come cross some one in this heah 
Kentry, what speak the languige o’ mah 
natiy’ lan’. ” 

If a weary, lonely traveller accosts you 
and asks you the way to such and such a 
place, do not answer: his question by ask- 
ing another or a dozen as to where he 
came from, what he came for, why did 
he want to go, where he was going, and 
what was he going to do when he got 
there, and so on. Even though he was 
black, I felt like saying to him, “Well. 
Jack, old boy, you are up against it hard, 
but never mind, things will come out all 
right. I am now and have been indebted 
to many a southern darkey for directing 
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gimme a little piece you-all’s backer.” 

Any one who knows the southern 
darkey is aware of the fact that he has 
little idea of distance, or time for that 


* 


rier The Delegates of the Oklahoma” 


0. 0. 0, 0. OO. ©. O. . %. Ho. OO 0. HOO, OOO, 0, 0. OO, DO, 
“ PAPA OOH ee OOOH OU OU OU OH OU OH OU OU OOO OU OH OU OU OU ee PP OV erd 


none of the weed, and handed me a cigar 
which I gladly accepted. 

“So you are from America, my good 
man?” “Yes, sah.” 

And you are trying to get back to where 


* you belong, believing there is no place 


like home sweet home, eh? 
“You don hit th’ nail on th’ head suah 
enuff yo’ Honah.”’ 
“Hungry I presume?’ 
“Mussiful Gawd! yo Honah. I jes 
could eat a stone dog suah enough.” 
(To be continued) 
—_———__- a ——__—_ 
It takes constant exercise to keep one’s 
virtue in good condition. 
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“The ew” Plumber-Qe Moral 


BYaRaVESSEY 


ILL GRADY thought the plumbing game was just the biz for him, 
So he saved his dimes and dollars and proceeded to start in. 


Says he: 


“Be jabers all I need is a chance at one fat job, 


And I’ll show these ginks around this town, some class, I will, be gob!” 


ONE afternoon Artemis Jones, 


the skinner of the town, 


Came smilingly to Grady’s shop with plans and laid them down. 
“Young man, I’ve brought these plans to you, a big job, boy,” said he, 
“So sharpen up your pencil, for it’s price that counts with me.” 


OLp Jones was sure a slick gazabe—he’d put it on them all, 

And Bill was no exception—for that stuff he sure did fall. 

The old-time plumbers round the burg knew Jones from H to Heck, 
But Grady was a greenie, so he didn’t get his check. 


WELL, Bill he got the job all right, his figures were so low; 
And now his store is up “For Rent’’—he’s where the cheap skates go. 
Some new guys think, like Grady, if they only land a job 
They can show these old-time plumbers “some class, they can, be gob!” 
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Cin Unacled Tragedy 


By Philip *. Grace 
 PUEEEEEEEEEEEEEEEE PRES EE EEH 


HS, this is truly the 
tale of an unacted 
tragedy, a sort of a 
drama that never was 
written, a poem that 
was never printed, read 
or recited. The prime 
factors or actors in this 
unwritten tragedy were 
two young men of the 
very best character, 
who worked as plumb- 
ers’ helpers in different 
parts of the big town, 
yet became close 
friends, and remained 
SO. 

Their acquaintance began at the meetings 
of the Plumbers’ Helpers’ Association, or- 
ganized at two different epochs by the Jour- 
neymen’s Union, for what might be termed 
a “good and sufficient purpose.” 

Elmer Bohnett’s grandfather came to this 
land of freedom in the days when Alsace 
and Lorraine were French possessions, and 
prospered materially. That is, by thrift and 
industry, he managed to leave his only son, 
Elmer, the modest fortune of thirty-five 
thousand __ dollars, he had accumulated 
through years of toil. 

In turn, Elmer the second married, and 
the good Lord sent him a boy for the first 
child, who was also christened Elmer, one 
of those of whom this unacted tragedy is 
written. His father, Elmer the second, was 
a surveyor and civil engineer of some note, 
and naturally wanted his son to take up the 
profession, but he, when arriving at the 
age of seventeen, preferred the plumbing 
profession. So it was a case of take his 


fling, and he took it with a vengeance. 
Clint Berghaus was German in name 
only; his ancestors came over as far back 


as 1812, and the good old name of Berg- 
haus was handed down from generation to 
genération. His father was a prosperous 
wholesale grocer, and there was lots of 
room for Earl, but his bent was also for 
the plumbing profession. He hearkened to 
and fell a willing victim to the lure of the 
ladle, the cloth, the solder pot. 

Each of them worked in a good _ shop, 
with good men, and gave promise of making 
good, and make good they did so far as 
ability was concerned in after days. Many 
a boss plumber today doing business in a 
certain little old town still on the map, can 
tell of the high merry jinks cut up at the 
meetings of the helpers in the first epoch. 
It got to be so at last that no hall or lodge 
owner would let his place to them, for the 
reason that their unearthly noises, squab- 
bles and fist fights annoyed the whole neigh- 
borhood. The bosses and journeymen of the 
first epoch waited for the appearance of 
the helpers on Thursday mornings after the 
Wednesday night meetings, and watched to 
see the effects of organization on the future 
journeymen and bosses. One would come 
along with a limp, another with a tin ear, 
the next fellow would have an elegant 
shanty over one or both eyes, still another 
with the bridge of his nose in a crutch, and 
so on. 

A good subject for the fool killer is the 
fellow who is always reiterating the old fool 
saw that a man who minds his own business 
can get along anywhere. The writer on one 
memorable occasion while sitting in one of 
the dark corners of a Pennsylvania road- 
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house studying the deaf and dumb alphabet, 
was picked up by a great big six foot wood 
hick, or lumber jack, from Clearfield County, 
and thrown twenty feet across the road. 
The only excuse was, that the lumber jack 
thought the writer was a big stick of wood 
sitting there so quiet, and he needed him 
as a back log for the fire in his shanty near 
by. Another time in little old New York, 
on West street, a Spanish cop hit him upon 
the bee-hive where his insects swarm, and 
sent him to clover. The excuse or explana- 
tion of the Spanish cop was: “I thought, 
begorra, yez waz Kinahan th’ ’long shore- 
man that I’ve been afther fur a week or 
more. Be domd glad yez ain’t, bekase I’d 
hav’ yer block off be this time. There is a 
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It was Shorty’s own plumber, Bill Web- 
ster, who marshalled the other helpers to- 
gether, and put them wise to the fact that 
Shorty’s lips had never met the lips of the 
mystical or mythical plumber’s daughter, 
in osculatory goo goos, as it were, and they 
laid their plans accordingly. A big two 
quart can of soil, with lots of glue in it was 
cooked up, and watered to taste, if the ex- 
pression may be used. One of the helpers 
whose brother was a druggist, got a small 
package of cowage, or cow itch as some 
called it, and that was thrown in as a sort 
of invigorator for Shorty, and according to 
what we will call competent authorities, 
Shory needed invigorating. 


Well, don’t you know Saturday came, and 


“Ou, HELLO TERRY, WHAT'S WRONG?” ASKED THE Boss AS THE EX-HELPER Cop CAME IN 


silver lining to every cloud, and the silver 
lining was thanks for not being Kinahan, 
all right. 


EITHER Clint nor Elmer took any 
N part in the orgies or scraps that 
always prevailed at the _ helpers’ 
meetings, but there were other ways to 
entangle them and entangled they got event- 
ually, by trying to preserve their self- 
respect. Shorty McKillop worked in the 
same shop with Clint, and noised it around 
that Clint had never been initiated. The 
old jiggers like the writer called it by an- 
other name, which was “Kissing The 
Plumber’s Daughter.” As the land lubber 
is initiated by the old salts on crossing the 
Equator, so the green helper was initiated 
or made to kiss the plumber’s daughter. 
The method of kissing was short, sweet 
and to the point. A big pot of soft soil 
was cooked up on the sly, and laid away 


until Saturday afternoon, when all hands 
came to the shop for their pay. The un- 
suspecting victim was_ seized suddenly, 


thrown on the bench, a hand was placed 
over his mouth to prevent “hollering” the 
soil the black limpid sticky soil poured over 
his human estate, and the trick was done, 
that is the first stage of it. 

The second stage of course was in getting 
the lamp black and glue off one’s carcass, 
when he arrived home, which was no easy 
task unless he had a sympthetic brother or 
good old dad to help. 

Three successive washings, and about 
eight different soakings or rinsings by a 
tired but loving mother, generally got his 
duds back in something like clean or nor- 
mal shape. Like the toothache or rheuma- 
tism, no one had words or pity for the one 
who had been initiated, not even the boss, 
for he had been there in his time. 

Well, they soiled Clint, and he made the 
best of it and took his gruel as the saying 
goes “like an Albany chicken,” what ever 
in Sam Hill that means. In the shop he 
was well liked by the plumbers and fitters, 
and most of the helpers when in their nor- 
mal conditions, which were during working 
hours. 

At the meetings things were different. 
Each helper came there to fight at the drop 
of the hat, and there were lots of hats in 
the crowd ready to be dropped. Yet, up 
to a certain time, Clint and Earl always 
managed to keep out of the many scraps. 
Shorty McKillop told how they had soiled 
Clint, and put the helpers in the shop where 
Earl worked on to him, and he got his dose 
to the great gratification of Shorty. Too 
much of one thing is no good, as the cat 
said when she fell in the cream, so they 
soon got tired of listening to Shorty telling 
and blathering how they put it all over Clint. 


all were in the back shop waiting to be 
called out for their pay envelopes. Shorty 
edged in among the plumbers and fitters, 
and began to shoot off some of his old guff, 
when his’ plumber, Billy Webster, said 
sharply, “‘You go over where you belong; 
get now.” So Shorty got, as he found it 
mighty bad business on three or four occa- 
sions in the not happy past to attempt to 
masticate the fabric or chew the rag with 
Billy. 

Shorty got in the centre of the 
helpers when suddenly they all 
low voices: “One! Two! Three! Bounce!” 
Up went Shorty on the bench in jig time, 
and a strong hand was soon placed over his 
mouth. The trick with some extra trim- 
mings was soon turned, and Shorty had been 
put through the mill as he had helped to 
put others. The extra trimmings were that 
one of the helpers hooked a painter’s dust 
brush in the buildings and used it full of 
soil to rub it on or in where it would do 
the most good. The other extra was in 
pouring about a pint of the ebony liquid 
down Shorty’s back, as he sat up on the 
bench foaming with rage. Did Shorty 
squeal? Boys, oh, boys! He sure did. He 
put up a holler that would shame three 
pigs under a gate. 

In came the boss asking, ‘What in thun- 
der are you fellows doing, anyway? This 
is not an insane asylum. Just for your own 
sakes and for the quiet of the neighborhood, 
desist for a few minutes longer until we 
get your envelopes ready. Oh, hello Terry, 
what’s wrong?” he asked as Terry Nugent 
the cop, who was an ex-helper, came in. 

“Gee whiz,’ answered Terry, “I thought 
some one was gettin’ slaughtered, so I made 
it me business to look in. What have they 
been doin’ to you, mister?’ he asked with 
a grin, looking at Shorty. 

Shorty wanted to have the whole ka- 
boodle, plumbers and all, sent to the police 
station in the new hurry-up wagon, and 
failing in that swore not only to get hunk, 
but to vow eternal vengeance on those who 
had a finger in the pie. As might be ex- 
pected, there was a hot old time at the next 
meeting or the helpers. Shorty hadn’t many 
friends; in fact, no one really had, in that 
festive crowd. The fellow who was friendly 
to you in one minute would be a thumpin’ 
of your head the very next. Every member 
of that never-to-be-forgotten blessed _ or- 
ganization of the past with just one or two 
exceptions, went to the meeting for scrap, 
plain scrap, or any other kind of scrap. 

He hadn’t the remotest idea who was a 
goin’ to lick him or help to lick him, or the 
faintest knowledge of who he was a goin’ 
to lick, or help to lick. Paddy’s advice to 
the stranger whom he brought to Donybrook 
Fair and loaned him one of his very best 


crowd of 
spoke in 
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shilelahs was, “Whin th’ foight begins, hit 
a head where iver ye sees it. That will 
about half fill the bill.” 

HE row began when Shorty made a 

motion to fine Clint, Mickey Davis, 

Dody Griggs, Jeff Stanley, Itchy 
O’Connell, Blindey Halligan, Punk Mitchell, 
Jumbo Schwab, and other helpers ten dol- — 
lars each for “Salt an’ battery’? on him last — 
Saturday. 

A yell that would xaise a roof, that is, any 
ordinary roof, a preliminary war dance, 
more than very short, and the scrap was on 
in all its gory glory. Clint and Earl took 
part for the reason that they had to. On 
certain nights they went to a gymnasium run 
by an amateur boxer, and took lessons in 
the manly art, and both did well. But the 
manly art availed less than little in a rough 
and tumble scrap, the participants in which 
were strong, well fed beef eating plumbers’ 
helpers. They kept well together, did Earl 
and Clint, and gave more than they got for 
a while, then they went down in the com- 
bined rush made upon them by the others. 

The hall owner and his help, aided by 
three or four cops, after a bit of a tussel, 
ended the scrap. The members were put out 
and the lights ditto. The members were 
warned to never come back, and they didn’t. 
It was a fine assortment sure enough of 
game legs, tin ears, shanties, bumps, sprains, 
spavins, toothless jaws, waterbury noses, 
cracked nuts, skinned knuckles, that was 
distributed the next morning in the many 
plumbing shops of the old town. Clint was 
decorated beautifully, and his chum Earl 
was laid up for repairs. Shorty had been 
in it, too, for the reason that they had been 


Where are Jetector Closets Used? 


Above Are Only a Few of the Buildings in it with Shorty. He got good measure for 

his old weakness of squealing and noise mak- 

People’s Gas Bldg., Chicago Woodmen of the World, Omaha, Neb. Karpen Bldg., Chicago McCormick Annex, Chicago ing. The jigger who monkeyed the second 

: Warren M. Crosby Co's. Store, Topeka, Kan. Iten Biscuit Co., Omaha time with the buzz saw only played second 
Griswold Hotel Detroit Blish, Mize & Silliman Hdw. Co. Warehouse Gary Hospital, Gary, Ind. Addlen tou Siortyiadecoraniens 
Sabetha Hospital (Nurses Home) Northwestern University Gymnasium, Bronx Park Public Comfort Station y ‘ 

Sabetha, Kan. Evanston, Ill. New York It was many moons before the helpers 

Stock Yards Exchange, S. Omaha again met, as their fame became known to 

hall proprietors who generally refused to 

Jetector closets are installed in over one hundred first class build- open up for them. The following Saturday 


when all were in the shop and no helpers to — 
initiate, the scrap at the last meeting was 
the talk on the carpet in the interim of 


ings, and have more than made good. ‘The ones shown above were 
selected to show the wide range of buildings to which these closets 


are adapted. waiting for the pay envelopes. 

; “I’m takin’ what they gimme all right, 
Our list of installations includes Hotels, Factories, Office ‘cause our side got the best of the other 
Buildings, Hospitals, Public Comfort Stations, Schools, side an’ was. ahead of. ths Sa] 


cops came in. I didn’t lose no sleep over 
me cracked nut, or tin ear, because we put 
it all over the Bonehead and Bughouse 
The Jetector closet cannot stop up out of easy reach. It saves from crowd.” 
one-half to two-thirds on water bills. It leaves the floor clean There was a loud laugh at this sally, 
and sanitary. plumbers and all joining in; even Clint 
laughed at the unconscious humor of Shorty. 
The names had a sort of lugubrious euphony, 
coupled together, and they struck many as 
being funny, very funny. So from that re- 
mark of Shorty was born the sobriquet of 
Clint Bughouse. Earl soon became known 


F ederal-Huber Co. Chicago ‘as Harl Bonehead, and took it as a matter 


of fact joke on his name. 
| Bae went on. Those very helpers had 


Gymnasiums and large Apartment Buildings. 


It represents the greatest advance in plumbing goods and installation 
made in fifteen years. Let us tell you all about it. 


Wall Outlet Type 


been taken into the union as im- 
provers, and most all had made good 

as embryo plumbers. Time again went on, — 
and we find these self same once scrappy 
helpers full flledged plumbers, officers and 
members of the union, doing good work for 
the organization. Again we find many of 
those very plumbers asking for withdrawal 
cafds, preparatory to entering the business. 
In all cases were withdrawal cards granted 
with a right fervent, ‘‘Wish you well.” 

It was no secret that Clint and Earl were 
to go in together and a brilliant future was 
predicted, but it was all to be upset by 
Shorty. Oh, yes, even if Shorty was a 
squealer and put up a holler in his helper 
days, he made good as a plumber, don’t for- 
get, and became a hard working member for 
the union. He never forgot the soiling 
though, and at the next meeting remarked — 
that he would rather go on the hog than 
be found dead workin’ for a firm by th — 
name of Bonehead and Bughouse. i 

Again was the laugh engendered at the | 
expense of Clint and Harl. Shorty was 
blamed for getting out bogus business cards hi 
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Rossrrsoy” on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 


QUALITY 


esl baer 


THE James Robertson Manufacturing Co. 
106-108 Hopkins Place BALTIMORE, MD. 


Manufactured by with the inscription, “Bonehead and Bus- 

For Country and City h house, Practical Plumbers, 65 Bismarck : 
Homes, Clubs, Public T e Dayton avenue, Pickelville.” There was no Bis- | 
institutions. Apart- : Pump & Mfg. marck avenue in that part of the old town j 
Com an called Pickelville, but many, very many, a 

ment Houses and Bath pany knew it not, i 


6 Norwood Avenue Cards were mailed to every one connected 
Room Water Supply. meres ag gh Dayton, Ohio with the plumbing, even the dealers being 
\ - aware of the birth or advent of the new 
firm. The climax, the heart breaking ell- 
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max, came when the sweetheart of each got 
a card with “Compliments of a friend of your 
best fellow.” All plumberdom waited for 
the new firm of Bonehead and Bughouse to 
get off paper into a tangible shape—a plumb- 
ing establishment—but waited in vain. 

The cards had no effect on the sweet- 
hearts of Clint and Earl, for a double wed- 
ding soon followed. Then came a short 
council of war between their dads and new 
made benedicts. Better, far better induce- 
ments were offered than the risky business 
life of contracting plumbers with its mani- 
fold downs and scant ups and the die was 
cast. Each had a trade on his fingers which 
was no burden to carry, that could be put to 
use in any emergency. But no use was ever 
made by either, in the days that came after. 
Days of sunshine, days of thanksgiving to 
Him who sent them little- ones to brighten 
and cheer, days of quaint reminiscence of the 
scraps, the shop, the union, the other help- 
ers, now polished business men many of 
them. 

In their stepping down and out from the 
ranks of plumberdom, the local master 
plumbers lost a Lyons, a Read, a Cummings, 
a Lewis, a Muir, or a Brown perhaps. The 
state association lost a Moran, a Tobin, a 
Haucheet, a Hannegan. The national asso- 
ciation lost a McCoach, an Eynon, a Young, 
a Wade, a Tierney. As there were two 
of them, Clint and Farl, each name men- 
tioned here will be kindly multiplied by 
two and that will be an easy way out. 

This is the tale of an unacted tragedy, 
drama that was never written, poem never 
printed or recited. 


Happenings in Minnesota 


HE plumbing in the 
Shop Building at 
the Minnesota Agri- 
cultural School, St. 
Paul, was installed 
by Geo. Worthing- 
ham & Co., of Min- 
neapolis, Minn. One 
feature of the work 
is eighty-three 
forges, which are so 
connected that the 
water supply pipe 
leading to the re- 
volving tanks of each is to also be the waste 
pipe. 

The Western Heating Co., of Minneapolis, 
Minn., have finished overhauling the plumb- 
ing in the Vendome Hotel. 


The plumbing in the Mechanical Arts 
Building at the Minnesota Agricultural 
School was installed by Healy & Co., of St. 
Paul. 


J. M. Rinner, Alexandria, Minn., has 
installed a hot water heating plant under 
the Honeywell System in his place of 
business. 


Al. J. Potts & Co., St. Peter, Minn., has 
completed the contract for the steam heat- 
ing and plumbing in the new Armory 
Building of that city. 


Mr. Herold has purchased the interest of 
his partner, Mr. Harty, in the firm of 
Herold & Harty, Owatonna, Minn., and will 
continue the business. 


Chas. Wilkins & Co., Minneapolis, Minn., 
have completed the contract for remodeling 
the plumbing in the Dakota County Court 
House at Hastings, Minn. 


Geo. F. Schwartz, who for some time was 
connected with P. J. Gallagher of Fair- 
bault, Minn., has prospered nicely since en- 
gaging in business for himself. 

Al. J. Potts & Co. of St. Peter, Mian. 
have completed the contract for the plumb- 

| img and heating in the new City Hall at 
Waseca, Minn. 


A new sanitarlum has been built at 
Jordan, Minn. J. H. Stratton of Belle 
_ Plaine, Minn., has completed the heating, 
which is a steam system with a battery of 
cast-iron sectional boilers; and Chas. Wil- 
kins & Co., Minn., has finished the plumbing. 


The General Engineering Co., of Fargo, 
N. D., have completed two nice contracts, 
one being the plumbing and heating in the 
State Science School of Wahpeton, N. D., 
and the other, the plumbing and heating in 
the new hotel at Thief River Falls, Minn. 
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The gas water heater that is strictly a plumbing fixture. 


The gas water heater that gives satisfaction to your customers and enables you to step in and 
secure your share of the gas water heater business. 
2 <9 . . . » . . 
Investigate now the “Superior.” It is easily installed—no expensive return trips—no great 


outlay of capital required. 


A study of the parts shows they are vastly different from those found in any other heater and ex- 
plains why every Plumber, Jobber and Architect is enthusiastically in favor of the “Superior.” 


The catalogue fully describes the three vital 
parts of any gas water heater, the Burner, the 
Spreader and the Valves. 

The “Superior” Burner represents a new 
principle in gas combustion, and is the most 
powerful and economical burner made. 

The “‘Superior”’ is the only combination gas 
water heater having a water spreader absolutely 
free from flat surfaces, pockets or dead ends. 

The ‘Superior’ needle controlling and ad- 
justing valves are models of simplicity and are 
easily and quickly regulated to suit any kind of 
gas (natural or manufactured). 


Write today for catalogue No. A-12, it means money to 
you. Give us the name of your jobber when writing. 


This Catalog— 
Fully Illustrates & Describes 


Catalog No. A 12— 


It Means Increased Business 
and Increased Profits— 
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Gas 


Warer Heater 
& IPANGE BOWLER 


The ‘Superior’’ is fitted with a large fire 
door thus affording easy access to the burner. 

The “Superior” pays for itself in a short 
time in the gas it saves. 

The ‘Superior’? consumes less gas for the 
work it performs. 

The ‘Superior’? makes more hot water. 

The ‘Superior’? makes water hot quicker 
than any other hot water heater on the market. 

The ‘Superior’ is suitable for residences, 
hotels, apartments, restaurants, hairdressing 
and manicuring parlors, barber shops, and 
wherever a suppy of hot water is wanted. 


(Patented) 


BASTIAN-MORLEY Co. 


SCHILLER BLDG 


CHICAGO, ILL. 


SACETETATEEEEEE CET UAEAAOEAEELECCEESOGOOUOUHEOUOUEOOUECCUEHEREOCUUEUREOASQQUOOUOUNQOOOOCOOONOCOCCOMECCS AUOUEUOONESOSEIEOOOUCHSOUUOOOUOOOUOUOEOOEEAUCEOECCCOCUEOUOEEQUEEEUUD 


are designed for those who want a dependable, 
always-ready pipe machine. They have all the 
features any pipe machine should have—all need- 
less frills left off. They have the PEERLESS die- 
head—efficient, reliable and simple. No trouble. 
No uncertainty. They meet the demand of the 


man to whom good threads (tight joints) are a 
necessity. Not a toy, but the kind to stand up 
under hard usage and abuse. 


150 in one city 


Bignall @ Heeler Mfg. Co. 
Edwardsville, III. 
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Every Plumber 
Should Have This New 
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Official Organ of an Association or Associations. It is a free and independent paper, established in the 
interest of the plumbing and heating trades as a whole, given to the publication of news and practical 
material on the trades it represents. 


The Salt Lake Convention This Week 
T Salt Lake City, Utah, this week, The 30th Annual Convention of the National 
Association of Master Plumbers of the United States, will probably be one 
of the most important meetings ever held by that great trade organization. 
Delegates will attend from all parts of the Union, and it is safe to say that 
nearly every state will be represented by its full quota. President A. C. Eynon 
and his associate officers will render an accounting of their stewardship and anyone 
who has carefully followed the movements of these officials during the past year, 
and their many activities and accomplishments, will know to a certainty that there 
is an unusual treat in store, for those so fortunate as to be present. 

A more faithful, interested and capable executive officer, than President Hynon 
would be hard to find anywhere, and the National Association of Master Plumbers, 
may justly congratulate itself on the sound judgement expressed at the Galveston 
convention, one year ago, which culminated in the advancement of such a progres- 
sive official. A man of high ideals, a gentleman by nature, ever courteous, true, 
universally esteemed by his fellow-craftsmen, and by none more so than by those 
of his own local association, of Canton, Ohio; a master mechanic in the vocation 
of his adoption, and an organizer of pronounced and recognized ability, we find 
it easy to predict, that he will give a good account of himself and demonstrate 
beyond question of doubt, that the important trust reposed in him has been pre- 
served inviolable and that the future problems of the National Association will be 
more easily faced and solved because of his guiding influence and achievements. 


ee Oe 
The Capable and Energetic Board of Directors 

GAIN, President Eynon is to be congratulated on the directors and commit- 

teemen he named to assist him in conducting the work of the year, and we 

are certain that their reports will more than prove the wisdom of his choice. 

We understand that a great deal of hard work has been done by these 

officers and committeemen, it being evident that with the growth of the organization 

and the increasing years, new conditions arise which demand solution, and this 

reminds us that time ceaselessly penetrates the future. Every day is the door to 

a new beginning, so, in the onward march of time, we see change written on the 

face of all things. Nothing remains stationary, or intact, and, it is well that this 

is so, for progress is the aim and mission of evolution, and a higher state of civi- 

lization, the goal of mankind. Nature abhors a condition of rest, all is activity. 


The Onward Progressive March of the Times 


USINESS life has not escaped this inevitable and unchangeable law. We have 

all, in the few years of our sojourn here, observed the great changes con- 

stantly transpiring in commercial and industrial pursuits. Indeed, it is a 
common by-word among business men, that “times are not what they used 

to be.’ Sure enough they are not, and the plumbing industry is no exception. In 
fact, it is doubtful if any other line of trade can measure up to the phenomenal 
changes that have occurred in the past quarter of a century, in this field. Take a 
casual glance backward and then compare the mental picture with present day 
conditions, and we are astounded at the revolution that has taken place, in this 
brief period. Now what of the future? What will be the changes in the years to come? 
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All changes introduce different conditions and new problems. The solved issues 
are of the past, and except as a lesson, or guide for the future, demand little or 
none of our consideration. The National Association of Master Plumbers has solved 
many trade problems, and the efforts of the men who brought about the solutions, 
deserve everlasting appreciation. Their praises cannot be too long, or too loudly 
sung, at all times and under all circumstances, but new difficulties must be faced; 
the present and the future demand our best and undivided attention. 


Matters for the Trade’s Consideration 
F we have correctly interpreted the results of the many state conventions we 
have observed that the trade is cognizant of the many problems which ery 
out for adjustment. Evils that have crept into the business must be eradi- 
cated. Insanitary conditions, price cutting, sub-contracting, lack of uni- 
formity in plumbing laws where such exist, or lack of such laws altogether in so 
many places, the apprenticeship question, the great need of system in the conducting 
of business and many other topics, invite careful consideration on the part of the 
leading minds of the trade. 

Altogether likely the National Convention will bring up some of these ques- 
tions for discussion and disposition, and it behooves every delegate, upon his return 
home, to see that the members of his local are made fully acquainted with every 
feature of the convention proceedings. As ever the trade press will also be found 
ready with its columns, to spread the information broadcast, but this will not relieve 
the delegates of their responsibility. We anticipate that some excellent reports will 
be laid before the convention by the standing committees, with reference to sanita- 
tion and legislation, and as usual, some instructive essays of trade interest, all of 
moment to the master plumbers. When the 30th annual convention shall have passed 
into history, we fsel that the net result of its deliberations will spell a brighter 
future than ever for the National Association of Master Plumbers. 
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Should the Customer fix the Prices for Plumbing? 

E know that the master plumbers have much to contend with, on the part 
of their customers. It is seldom, however, that we run up against an 
instance where the latter dictate prices and actually make out, or rather 
revise a master plumber’s bill. Were it a common practice, not only would 

bookkeepers be a drug on the market, but plumbing shops would be a lost art; 
even free rent could not preserve them from annihilation. But to the story. 

A prominent master plumber of Wilmington, Delaware, rendered a bill for 
some work. It was not a very large job and the prices charged were well within 
ihe zone of living profit. Anyone familiar with a plumber’s bill knows what that 
means. Those unfamiliar have only to search the world and we are willing to 
gamble that not a single Rockefeller will be discovered among the thousands in the 
business. 

On request, we are omitting the names of the parties involved. Two days aften 
rendering the bill, the master plumber received the following interesting communi- 
cation from his client, enclosed with which was a rectified bill, made out by the 
said client in accordance with his ideal of what a plumber’s bill ought to look 
like. The whole thing is such an interesting curiosity, that we deem it worthy 
of being handed down to posterity. Here it is: 


Dear Sir:—yYour bill of June 8th for connecting water heater and fixing rail 
received. 3 

I desire to notify you that this bill is entirely wrong and make the following 
explanation. In the first place your plumber was at my residence something over 
six hours and the same may be said of your laborer. The prices which you have 
charged for your material are all out of proportion and very exhorbitant. 

You will, therefore, kindly correct your bill according to the enclosed memo- 
randum. I have taken prices on the material which you have supplied and have 
been informed that this can be secured for $2.19. You also informed me that you 
paid forty cents per hour to your plumbers and twenty cents to your helpers and 
I have made the charge accordingly. The profit on this work which I have 
allowed is 10%, which will make your total bill $6.37. 

If this is satisfactory to you kindly return the same and I will send you a 
check at once. If you care to do any more work for me, you will refrain from 
sending bills on the basis of the one which you have just sent me. 

Yours very truly, 


THE ENCLOSED BILL 
Wilmington, Del., June 10, 19— 


Mr. 
To Dr. 
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To 6: hrs. helpers. at $0:20 sccceco essa. cagrosia ol crcl iscshe echt eeqecetde are keueae inte see ea 1.20 — 
$5.79 
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A Plumber is Certainly Worthy of His Hire 


T is our pleasure to be able to report that the master plumber refused to 
accept his client’s conception of figuring out profits, which as a matter of © 
fact actually means a loss, for what he terms a 10% profit, fails to meet — 
the cost of doing business, or overhead charges. In other words, the client | 

wants his plumbing work done below cost. If he knows this, he is unjust; if he- 
knows it not, he has much to learn and we hope our master plumber friend will 
lose no time in bringing him to light, peaceably if possible, forcibly if he must. i 
The dignity of the trade should ever be upheld, and such incidents afford oppor — 
tunities which should not be permitted to go by default. 3 

There are many abuses which ought to be corrected, but the time should never i 
arise, when a customer could hope to fix the price of the plumbing work he orders, _ 
and which is ordered not necessarily because he loves the proprietor of the estab- | 
lishment, but rather because it is a necessity; and one, which is essential to the 
life, health and happiness of himself and family. People order plumbing work i 
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because they need and must have it, and if they hope to have plumbers, they must, 
unless they are very ignorant, pay a living profit for the services rendered. No 
man will engage in any business unless he can be assured of at least a living, and 
that cannot be assured if he must accept as much below cost for his service as 
his clients deem proper. A moral question is involved in this transaction which 
should not be lightly overlooked. If plumbing is to continue as one of the vital 
necessities of our homes and public buildings, those engaged therein must be justly 
remunerated. 

We believe it is here to stay and progress, and, that the many evils which 
afflict the profession are going to be solved and solved right. The National Asso- 
ciation of Master Plumbers at its last convention, held at Galveston, Texas, June 
13, 14 and 15, 1911, discussed at some length the matter of plumbing prices, par- 
ticularly the cost items of conducting a business; and, all during the year the sub- 
ject has undergone considerable consideration by state and local associations, as 
well as by the trade press. It is one of the live questions yet to be solved, and the 
Wilmington incident brings the absolute necessity of a proper solution right 
home. Such an incident may not often happen, and again it may be more common 
than we have any idea of. At any rate the solution rests with the master plumbers 
themselves. It is only necessary that they hold together and insist upon having 
their rights, at all times and under all circumstances. Other evils have been cor- 
rected in the past and we have every reason to believe that the future officials of 
the National Association will discover a way to overcome short-comings of every 
description as they arise, as have their predecessors in office. New times introduce 
new conditions and no obstacle created by man is so secure as to withstand his 
onslaught, backed by justice. 

—_— oO 


ls there a Remedy for Sub-Contracting?. 


N evil of no mean proportion, and one which confronts the contracting plumber, 

and steam and hot water heating engineer, is that of the general contractor. 

Just how to solve the problem is not easily guessed, but the great need of 

solution is none the less excusable. It is a theme for the united and best 
thought of those most affected. 

Just why a general contractor should profit on the experience and dearly-earned 

knowledge of others, is not clear to us. A good beginning, though not final solu- 

tion, would be to refuse submitting estimates to any one, other than an owner, or 


his architect. 
ee 


Decreasing Profits in the Plumbing and Heating Business 


F conditions in the plumbing and heating business throughout the country 
do so prevail, as is expressed by many of those engaged therein, 
and in most instances by men of long and varied experience, that the margin 
of profit is not commensurate with the value of the service rendered, it 

would seem an opportune time for the best minds of the several crafts to seek the 
cause, or causes, and formulate some remedial plan. No business can hope to 
long survive, much less prosper, without a just profit. It is a matter that should 
engage prompt and careful consideration. 
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Organization and Uplift 
N observation worthy of mcre than passing notice, and apparent to those who 
have regularly attended the conventions of the recent master plumbers’ 
associations of the different states, is the steady advancement and uplift of 
the trade. No better conventions are held by any organization, either from 
a useful, intellectual, or ethical view-point, and to say this result has been largely 
achieved through organization is not claiming too much. Who can deny that the 
early fathers, “Builded better than they knew’’? 
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Separate Specifications and Bids for State and Municipal Work 
ECENTLY when Governor Dix of New York State attached his signature to 
Senator Sullivan’s bill, which provides for separate specifications for plumb- 

ing, gas fitting, steam heating, hot water heating and ventilating, in all 

state and municipal contracts to be hereafter let, the New York State Asso- 

ciation of Master Plumbers attained a signal and decisive victory, not only for the 
eallings involved, but for the public at large, as against the monopolizing influences 
of the general contractor. For years, in New York State, it has been impossible for 
master plumbers, or master steam and hot water fitters, to submit bids upon their 
respective work, either for the state, or the municipalities, except through the 
general contractor. This was an injustice to the tradesmen noted, and, as well, an 
imposition on the public. It limited competition to the few who would furnish 
estimates for the general contractor, thus denying the public the advantages of free 


and open competitive bidding, on the part of many responsible plumbing and heat- 


ing firms, who otherwise would have submitted bids. It has been shown time and 
again, that where separate bids have been invited, there was a great saving in the 
total individual estimates, over the general contractor’s bid, for the entire work. 
We showed in a recent editorial where as much as $25,000 was saved to the city of 
Albany, in bids received for a new high school. Without doubt, this result will be 
generally achieved, by the state and municipalities, now that there has been placed 
upon the statute books a law requiring separate specifications and bids. The New 
York State Association of Master Plumbers is to be congratulated on attaining, after 
years and years of agitation and expense, so worthy a success. The public owes the 
Association a debt of gratitude, to say the least. Similar work should be taken up 
by every association of the craft in the Union, and followed to a successful issue. 


NE of the greatest of the “would be 
greats” when it comes to golfing, a 

man who has more amateur records and 
cups to his credit than anybody we know 
of in the trade, Captain J. Barton Gar- 
field, leads the list. “Captain” Garfield 
whose heroic figure is shown in the il- 
lustration attached, is not a hero of 
Bunker Hill, San Juan, or of either of 
the late Chicago or Baltimore battle 
grounds. He won his spurs leading into 
action and prominence the Eastern Trade 
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CAPTAIN J. GARFIELD, 
Golf Association. By virtue of his hard 
and energetic work in “putting” the balls 
both high and low, over the golf course 
and in the golf club, he has made himself 
avery popular man. 

J. Barton G. is associated. with the 
New York office of the American Radiator 
Co., a western concern which makes boil- 
ers and some radiators, we are told. He 
also numbers among his intimate frends 
Colonel Bogey, with whom he is fre- 
quently seen in company at all trade golf 
tournaments. 


ALTER R. DARROW, one of the 

old regulars in the supply game, 

will henceforth exert his order-taking 
hypnotism upon the trade in the territory 
centered about Buffalo. Gentle reader, 
pray do not think that Walter gets his 
orders through any kind of “hocus po- 
cus.” No Siree! His honest face, great 
faculty for making fast friends, coupled 
with the high quality of the D-C. Mfg. 
Co.’s_ line of specialties are all the 
persuasive powers he uses to keep the 
shipping crew out in Canton, Ohio, on 
the jump. We might incidentally add, 
that this right hand man of the Buffalo 
sales department has a fund of witty 
stories at his fingers’ ends that makes 
the late Mark Twain look like a plugged 
nickel in the collection plate. A host of 
friends in and out of plumberdom wish 
W. R. all kinds of good luck. 
EAVENS! Can it be possible? John 

J. Geoghegan detained at Black- 
well’s Island? Were they trying to 
blame the overthrow of the third-term 


candidate on Jack, or is it a case of mis- 


taken identity? We are glad to report 
that neither of these events has come 
to pass. He was just on a little pleasure 
jaunt to the island to look over a very 
classy installation of slate in the nurses’ 
dormitory at the Metropolitan Hospital 
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there. He came down from his estate at 
Wind Gap, Pa., where he is manager of 
the Phoenix Slate Co., and we had the 
pleasure of showing him about our mod- 
est little city. John wanted to buy a 
pair of smoked goggles so the glare of 
the lights of Broadway would not dazzle 
him. We finally dissuaded him from his 
purpose by telling him that only the 
union of taxi cab bandits wore this state 
regalia. After our trip through the wet, 
that is, the voyage on the ferry, we pro- 
ceeded to the Waldorf. Jack would make 
a most valuable acquisition to the Ameri- 
can team of champions at the Olympic 
games. Records fell that eventful night, 
and as the moon rose, with the other 
things, the poor THe PLuMBERS’ TRADE 
JOURNAL scribe bade his host good night 
and wended his weary way homeward 
filled with the joyous spirit of the even- 
ing. 


ILLIAM R. PERTAK, that innova- 

tor of business boosting policies 
for The Haydenville Co., of Haydenville, 
Mass., has just come across with a new 
one. At their New York office, 150 Nas- 
sau street, his ‘Service’ campaign is 
already running smoothly. This idea of 
an “intermediary” between the factors 


. of the building trades is bound to be for 


the mutual good of all in our allied 
crafts—incidentally, of course, not for- 
getting those Haydenville brass special- 
ties. 


E believe in starting the “little 

cusses” in when they are only 
knee-high to a _ duck. The Pilgrim 
fathers in the trade all Know that the 
goodly part of the cub’s training is ac- 
quired in the “college of hard knocks,” 
Master Kenneth Brimmer has the very 
first essential needed in this business of 
big work and little profits, that is a smil- 
ing countenance. It also looks to us 


MASTER KENNETH, SON oF M. BRIMMER, 
SILVER CREEK, N. Y. 


like Master Kenneth is going to “get in 
bad” with his mama for Brussels carpet 
and mahogany pianos are not the proper 
surroundings in which to delve into the 
wonderful mysteries of the wiping cloth 
and metal. Mark C. Brimmer, or “Pop,” 
as he is called, has mapped out a course 
of training for this future national presi- 
dent, that we'll warrant will make Mas- 
(Continued on page 128) 
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Built on lines of efficiency 


Other people can talk all they want to about their quiet 
acting closets but the SIWELCLO COMBINATION is the 
only closet and tank ever built, made with that one purpose in 
mind. : 


Other such claims are based upon the chance discovery of a 
closet seeming to operate a little less noisy than its prototypes. 
The SIWELCO, on the other hand contains features to make 
it quiet. That’s why it stands “head and shoulders” above all 
other water closets. 


The Si-wel-clo is carried by many jobbers in stock. Any 
supply house can furnish it if you ask them. Circular matter 
and roughings furnished free upon application. 


The Trenton Potteries Company 
Trenton, New Jersey, U.S. A. 
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The line for you. 


Because of our sincere endeavor to give the plumbing trade 
the best line of sanitary pottery ware, to model it into the most 
handsome and practical designs,—to finish it so as to make it the 
most beautiful,—to fire it so as to render it most durable and 
then,—to stamp it with our trade mark so as to stand back 
of it— 


Because of our endeavors to do all this well, we feel entitled 
to your confidence and your specification of our goods. 


The Trenton Potteries Co. 


One feature of many 


Everybody acknowledges the superiority of Solid Porcelain 
and Vitreous China over other and cheaper materials. There 
can be no question on that score, 


The matter of price however, for competition work has been 
a troublesome one. Here we show a new lavatory (our Plate 
175), made of “Ideal” Porcelain. It compares favorably in 
price with supposedly cheaper materials. Your jobber will 
give you the price. Its size is 18 x 20 inches, just the thing 
for competitive work. 


This is but one of many features our line embraces. 


The Trenton Potteries Company 
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EVERAL years before I went 
into the steam fitting busi- 
ness for myself I began to 
see that my trade offered me 
something far better than a 

mere mechanic’s job. I lived in a city 

of nine thousand people, with a populous 
and well-to-do farming district about it, 
and a good many factories. The town 
was growing, and, altogether, the oppor- 
tunity appealed to me despite the com- 
plaining I heard continually from men 
then engaged in the business. But the 
real impulse to embark in the calling of 

a master steam fitter did not take hold 

of me until I had been away from home 

and gained quite a different viewpoint 
on the problem of business success.” 

The man who thus began his story is 
today the head of a highly successful 
heating firm in this same city, the popu: 
lation of which has nearly doubled. 
How he commenced, and how he pushed 
his business upward, step by step, will 
perhaps illumine the way for other men 
who have quit the ‘trade of the journey- 
man for the bigger and more hazardous 
field of the contractor and dealer. The 
vein of philosophy which runs through 
this man’s narrative shows the broad 
viewpoint usually found in men who 
have come up against strong resistance 
A-narrow conception of business is what 
does more than anything else to keep 
men down. 

“T had taken up plumbing and steam 
fitting at the age of sixteen,’ he went on. 
“In our town the two trades were com- 
bined, the unions not having become a 
factor. There were plenty of firms in the 
field, most of them doing an indifferent 
business. To this class belonged the con- 
cern that took me on as a shop boy. 

Without being taught by any definite 
methods, I learned the names of fittings 
and valves, how to cut pipe to sketch, 
and the like. Yet I wasn’t half trained. 
I see many mechanics today posing as 
journeymen who received just the sort 
of training I got in those early years. It 
is no wonder so many master fitters fail 
when they don’t realize the necessity of 
constantly recruiting and training young 
men properly. 

“Gradually I took up the work of a 
helper, and when I was twenty-one I was 
regarded as a fairly good journeyman. 
But I was unable to earn more than two 
and a half dollars a day, so I went down 
to New York, a few hundred miles from 
my home. Here I soon discovered that 
I was not the good workman I supposed 
myself to be. I ran up against different 
standards and all sorts of new problems. 
However, workmen were not plentiful in 
New York, and I got work at three to 
four dollars a day. Under the direction of 
competent foremen, I steadily improved 
in workmanship, until I held a foreman’s 
job myself. In this capacity I was 
thrown into intimate contact with engi- 
neers and technical men generally, and 
gained glimpses of knowledge of which I 
hadn’t even dreamed. This spurred me 
to spend many of my evenings in the 
libraries, studying heating subjects. 

“T didn’t like New York, however, 
and finally, after three years, I deter- 
mined to go back home. This resolution 
was clinched by the advice of a promi- 
nent heating engineer. ‘If I were a 
young man,’ he said to me, ‘I’d get out 
into some smaller community and go 
into business. Steam fitting offers a fine 
opportunity to the right sort of man. 
There are five million houses in the 
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The Kise of a Master Fitter 


By Epwarp Motrr WooLLeY 


ett 
United States that might profitably be 
heated by steam or hot water. 

“T took my savings, a thousand dollars 
in cash, home with me; but I was afraid 
this wasn’t enough, so I went to work at 
my trade for a while. I had almost 
made up my mind to postpone going into 
business so that I might take up a tech- 
nical course, but I fell in love and was 


Tue BarHroom DispLtaAy SCENE 


married. Thus ended my dream of writ- 
ing a degree after my name. But you 
know that degrees, after all, don’t make 
men successful. And don’t think that you 
are barred from acquiring techinical 
knowledge because you don’t go to 
college. 

“While I worked as a foreman for a 
local concern I undertook a correspond- 
ence course in heating engineering, and 
at the end of another year I decided to 
start out for myself. There wasn’t a 
concern in our town that made a spe- 
cialty of heating. It was the universal 
opinion that there wasn’t opportunity 
enough in that branch of the business. 
Most of our local fitters made plumbing 
their chief occupation. I determined, 
nevertheless, to strike out as a heating 
expert exclusively. Having lived in New 
York, I couldn’t get quite back to the 
temperatures of country dwellings in 
winter. I saw the average family endur- 
ing hardships of the most flagrant sort. 
Most of them accepted the situation as 
a matter of fact; they didn’t know that 
modern inventions offered them any- 
thing better—at least, anything within 
their reach. Here, I felt, was my chance. 
I announced myself in the field as a con- 
tractor. 

“My shop was a small affair, located 
in a frame building just off a business 
street. In the rear I had shed facilities 
for pipe. At the start I made no attempt 
to have a store, though I hit on a plan for 
window displays. This window idea 
ultimately proved one of the best selling 


By Courtesy *’Radiation’’ House oe of the United States Radiator Corporation 


schemes I ever invented. My little frame 
shanty had been used as a fruit stand, 
and the window, although only five feet 
wide, was big enough for the primitive 
exhibits with which I began. 

“The first thing I did was to build a 
platform inside the window. On this I 
put a rusty little stove, a rug, and a 
couple of chairs. Then I took some of 
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the woman in a light dress. The imita- 
tion thermometer showed a temperature 
of seventy degrees. 

“This display, crude as it was, caused 
quite a stirs Many people congregated 
about it, and the children gathered in 
herds after school. You know that the 
average steam fitter’s window is only a 
junk heap. It’s singular how dealers 
neglect one of the best business-pulling 
opportunities they possess. Plumbers 
and fitters might easily get thousands of 
dollars of new business if they devoted 
some initiative to their show windows. 

“My next display showed a bathroom, 
I got an old tin bathtub and filled it with 
water; then I hired a young girl to stay 
in the window several hours a day for a 
week and play the part of a nurse giving 
a child a bath. A large rubber doll 
answered for the child. The thermom- 
eter showed the temperature of the room 
to be in the forties, while a series of 
printed placards, hung about the bath- 
tub, were supposed to voice the protests 
of the child. ‘I’m cold!’ ‘Oh, take me 
out, quick!’ ‘Ym freezing!’ These 
were some of the unlucky youngster’s 
cries. A larger placard bore the an- 
nouncement: ‘This Bathroom Will Be 
Fitted With Hot-Water Heat Next 
Week. Don’t Fail to See It.’ E 

“The succeeding display, of “course, 
showed just the reverse of the freezing 
scene. During the ensuing summer I had 
at least one display a week, none of them 
much more elaborate than the ones | 


“THis DISPLAY CAUSED QUITE A STIR” 


my old clothes and some of my wife’s 
garments and made up a dummy man 
and woman, stuffed with hay. I put 
these dummies in the chairs and huddled 
them close to the stove. The man had 
his coat collar turned up and the woman 
a heavy shawl about her. On a strip of 
board I painted an imitation thermome- 
ter and hung it up conspicuously, the 
temperature standing at fifty-two. Then 
I went to a printer and had a large 
placard made, something like this: ‘Life 
Is Short. What’s the Use Spending 
Your Evenings In a Living Room That’s 
Like the Arctic Regions? Come Around 
Here Next Week and See Some Genuine 
Comfort.’ 

“The following week I changed the 
display. Instead of the stove, I used a 
neatly gilded radiator. I put the dummy 
man in his shirt sleeves and slippers, and 


have described, but all unique enough to 
earn me a distinctive reputation. 
“Meanwhile I got out in person after 
business. I landed two or three small] 
residence jobs, but things came slowly. 
My publicity required time. I now saw 
that my capital would be insufficient un- 
less I could get hold of some quick jobs 
that would return me profits of reason- 


able size. Just then there was only one 
important job in town—a new bank 
building. Several New York concerns 


were bidding on this, as well as most — 
of the local fitters, and it seemed very — 
improbable that I would stand any 
chance whatever. But after a lot of care 
ful figuring I made a bid of four thou — 
sand dollars or thereabouts, which al — 
lowed for a profit of several hung? | 


‘dollars. 


“There were a number of local bids 
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under me, but all of the New York bids 
were higher. These large companies 
argued that their higher prices meant 
technical layout and supervision, satis- 
factory materials, and so on. This, of 
course, was a legitimate argument, and 
on the strength of it the contract seemed 
on the point of going to a certain promi- 
nent Manhattan house. 

“But I needed that job, and knew I 
was competent to take it. I put before 
the architect, in documentary form, all 
the facts of my experience, and I proved 
through personal letters that not a single 
job on which I had worked as foreman, 
either in New York or at home, had been 
unsatisfactory. I got the bank job, 
despite my small capital. That I was 
able to swing the thing was due largely 
to the enterprise I had shown with my 
window displays. The radiator company 
that furnished the principal equipment 
for the job recognized in me a man worth 
cultivating. 

“Reputation, you see, means a great 
deal. I want to urge on the struggling 
fitter the absolute necessity of square 
dealing, competence, and initiative. Poor 
workmanship or indifference of any sort 
today will crop up next year at some 
inopportune moment. A contractor who 
has never shown any enterprise is not 
likely to command respect when he needs 
it; the fitter who blunders or does a poor 
job can’t conceal it by keeping his name- 
plate off the boiler. 

“T was busy all summer with this and 
some smaller jobs I got on the strength 
of it, and had little time to go after 
outside business; but in the fall things 
suddenly went flat. There was nothing 
in sight, and once more it looked as if I’d 
have to fall back on plumbing. 

“T was living at this time in a small 
rented house, heated by stoves. Now 
this was an illogical situation, and I felt 
that my salesmanship would have a bad 
flavor if I had to confess this state of 
affairs. Therefore I proposed to my 
landlord that I install a hot-water heat- 
ing plant in my house at cost, charging 
nothing for my labor. By offering a rent 
high enough to pay fair interest on the 
investment, I obtained his consent. 

“The winter came on bitterly cold. 
In the same block with us was the church 
my wife and I attended—a dismal old 
building heated with an ancient furnace. 
One night a church sociable was given 
when the mercury stood ten below pero. 
My wife and I went; we found the 
building like the Arctic regions. Sud- 
denly a selling idea flashed across me 
and I invited the whole sociable, re- 
freshments and all, to my house. It was 
like going from Maine to Florida in 
January. Next day the local papers gave 
me half a column of valuable publicity. 
You see, there’s nothing like having the 
real goods. There’s no flam-flam game 
that ever works like the real thing. 

“T spent that whole winter canvassing 
for business. I felt sure the opportunity 
lay before me, if only I could dig it out. 
I might have made a living thawing out 
frozen pipes, but the bigger chance ap- 
pealed to me more. First I made up a 
list, from personal observation, of all 
buildings that looked like possible pros- 
pects. The number of them almost stag- 
gered me. From the occupants I secured 
the names of the owners of all rented 
property. I asked the privilege of mak- 
ing estimates, and I used every selling 
argument I could formulate. 

“It was a campaign of education. I 


talked health, comfort, and economy. 
I showed how the net returns on prop- 
erty could be increased by equipping it 
with modern heating systems. I studied 
the subject of coal consumption, and 
tabulated my _ statistics. I explained 
why some heating jobs were unsatisfac- 
tory. In all this work I was materially 
assisted by the big dealers in the cities 
who had seen in me a promising sales- 
man. They furnished me with attractive 
literature, and gave me much practical 
information, many selling schemes, and 
so on. 

“If I hadn’t come to see the thing 
from a broad standpoint, I’m afraid I 
should have quit before the winter was 
over. It was slow work, and it often 
looked thankless. My cash was pretty 
well used up for living expenses, and my 
competitors called me a fool. I was 
tempted continually to fall back on 
plumbing. But I had concentrated on 
the other angle of the game; that was 
where I saw my big opportunity. This 
might not be the case in some communi- 
ties, but it undoubtedly was in mine. 

“Aside from jobbing, I got mighty 
little actual work that winter, but I had 
the satisfaction of showing the heating 
system in my house to dozens of people. 
It proved an irresistable argument. The 
winter was exceptionally cold, and the 
comfort of my house was the best selling 
talk I had. In our modest way, my wife 
and I entertained our friends a good deal 
that winter, while the church societies 
met there regularly. My little home 
became a sort o oasis in a district where 
most of the houses were like cold-storage 
plants. 

“When there is a real opportunity, 
and a salesman hammers away continu- 
ally with the right product, something is 
bound to happen. . Along toward spring 
I received three unexpected rush orders. 
The owners of old houses, influenced by 
my arguments and example, and by the 
window displays I had kept going pretty 
steadily, had decided to install heating 
plants so that their property could be 
leased to better advantage. A fourth 
owner had a cottage he wanted to sell, 
and he determined to equip it with a 
heating system in order to make it more 
attractive and bring a higher price. 

“That was the real beginning of my 
success. I had to send out of town for 
more workmen, and from that time for- 
ward I had plenty to do. I paid no at- 
tention to the prices made by my com- 
petitors, but figured only on first-class 
work and added a fair percentage of 
profit. My bank job had stood the test 
of a severe winter, and that was my 
monument. Quite a number of owners 
turned away from me because _ they 
thought my figures high, but I was will- 
ing to let them go if I could not convince 
them of the disadvantages that lay in 
cheap contracting. 

“During the summer I moved my shop 
to a better location, where I fitted up a 
store along original lines. In addition to 
showing boilers and radiators in an 
attractive manner, I always had a unique 
display of some sort in the store and 
another in the window. These displays 
simply elaborated the scheme I had used 
in the frame shanty. 

“For example, I showed a sick room in 
which the temperature was away down. 
The patient, a dummy child, lay in a bed 
heaped with blankets. The dummy 
mother was huddled in wraps and the 
dummy doctor wore his ulster. A pla- 
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GET A 


HANDY 
DIE STOCK 


THE STOCK THAT LOCKS 


SELF LOCKING 


Fourteen days’ trial 
Send for a set today 


QUICK RELEASING 


HANDY MANUFACTURING CO. 


200 Cannon St. 
Bridgeport, Conn. 


Lever Gripping Chuck 
ONE MOVEMENT 


on this Saunders No.2 A Pipe 
Threading, Cutting and Nipple 
Machine brings all Gripping Jaws 
to the Centre. 


Adjustable Expanding Die 
Head 


is movable, allowing the pipe to 
pass through the cutting head— 
without going through the Die 
Head, with resultant injury to 
the chasers by drawing pipe over 


them. 


SEND FOR CATALOG 


D. Saunders Sons, Inc. 
YONKERS, N.Y, 
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Steel Tanks for Gomipressed Air 
and Water Systems 


Every AIR-TIGHT Tank is guaranfeed not 


to leak under pressure specified. 


The seams and heads are “brazed”, making 
the tank one solid piece of steel. 


We have been building AIR-TIGHT tanks 
for 20 YEARS with never one returned. 


Air-tight Steel Tank Co., 


MUN UTNE 


Send for prices 


Pittsburgh, Pa. 
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PRENTISS VISES 


MADE RIGHT FOR 35 YEARS 
Ask Your Jobber 


PRENTISS VISE CO. 
106-110 Lafayette Street 


PLUMBERS 


Gas and Water Companies 
APPRECIATE THE 


“Snow” 
Quick Repair Stop Box Cover 


So thoroughly that many of the biggest and most 
economical ones have unconditionally adopted it. 


Do you use it? Write for Circular 


Modern Iron Works, Dept.G Quincy, Ill. 


Eastern Representative, Henry Stein, 48 Cliff Street, New York City 


ES icon ai 
BAT SNOW 1905 


Patented 


STANDARD TANKS 


For Any Purpose 


Water-Air-Oil-Gas 


We carry in stock 


PNEUMATIC STEEL TANKS 
OIL STORAGE TANKS 
AIR RECEIVERS 


PROMPT DELIVERIES SEND FOR LISTS 


Standard Steel Tank @ Mfg. Co. 


General Offices, PITTSBURGH, PA.—Works, GIRARD, OHIO 


MOTOR DRIVEN PUMPS 


For Water Systems 


Hand and Power Pumps for all uses 
Combined Air and Water Pumps 
Compression Tank Pumps 
Cylinders, Etc. 
THE DEMING COMPANY 
SALEM, OHIO 
Dp, Agencies—Henion & Hubbell, Chicago 


Harris Pump & Supply Co., Pittsburg 
Ralph B. Carter Co., New York 


ANOTHER “CLARKE” 


BATH TRAP 


POSITIVELY NON-SYPHONING 


LOOKS Good. IS Good. 
DRAWN Lead, not CAST 


“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn St., Brooklyn, N. Y. 


The Compression Disc 
—— Patent Union 


Heavy Pattern, Air Furnace 
Malleable Iron with Brass 
Valve Seated Disc. 


Also Manufacturers of 


Malleable and Cast 
Iron Fittings and 
House Heating 
Boilers 


Write for Catalogue 


1801-25 Diversey Parkway, 
CHICAGO, ILL. 
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card bore this inscription: ‘The Mother 
Will Be the Next Patient. Why Not 
Equip Your House With Modern Com- 
forts? Life Is Short Enough At the 
Best. Keep Your Family Warm and 
You Are Not So Apt To Need Doctors 
and Undertakers.’ 

“Another display showed a nursery 
heated by radiators, with make-believe 
children playing about the floor in evi- 
dent comfort and all the fittings indi- 
cating warmth. Jn place of my original 
crude dummies I now use forms designed 
for display purposes, and I give con- 
siderable attention to artistic effects. 
Most of my displays are fitted chiefly 
with furnishings from my own house. 
Some of them require special screens, 
partitions, and touches of one sort or 
another, but these are not expensive. 
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Today I follow the window plan just as 
persistently as ever. As an educational 
selling idea I find it productive of splen- 
did results. I will never be persuaded to 
give it up. 

“My business is established and every- 
body for miles around knows me. Toa 
considerable extent trade comes my way 
of its own impulse. But never for a day 
have I abandoned my plan of going out 
after it. That, I believe, is the one great 
secret of my larger success. I get hold 
of markets that otherwise never would 
come to anybody. I reach out into every 
corner of the town, into the country, and 
into adjacent towns. There are still 
millions of buildings in the United States 
that ought to be heated by steam or hot 
water. In fact, I believe there are more 


millions now than ever before.” 


ERRMANN 
BROS. 7388 E. 
Broadway, 
Louisville, Ky., 
have been 
awarded the con- 
tracts for plumb- 
ing in premises 
at 822 Fair ave- 
nue; Ideal 
Amusement Co., 
233 and Market 
streets; 1105 W. 
Walnut street, 
and 437 Ellison 
avenue. 

The plumbing 
in the building at 
250 E. Walnut 
street, also 608 Green street, was done by 
Miller & Sauer, 743 E. Jefferson street, 
Louisville, Ky. 

H. C. Delph, Louisville, Ky., is installing 
the plumbing at 2321-2322 St. Louis avenue. 

H. C. Degan, Louisville, Ky., is installing 
the plumbing for K. Radenbush, 1420 15th 
street. 

M. Nevin, Louisville, Ky., was recently 
awarded the plumbing for L. Davis, Herp 
avenue. 

H. J. Hack, Louisville, Ky., is plumbing 
the residence of Fred Knauer, 1717 Rose- 
wood avenue. 

J. J. Boremer, Louisville, Ky., has finished 
the plumbing for Mrs. K. Brockman, 715 
First street. 

The contract for the Jewish Hospital, 
Louisville, Ky., was awarded to the J. Isaacs 
Plumbing Co. 

J. G. Kratz, Louisville, Ky., is installing 
the plumbing for A. W. Vogeder, on Chi- 
chester avenue. 

B. B. Watts, Louisville, Ky., is installing 
the plumbing for Chas. Neworth, Lee and 
Preston streets. 

B. B. Watts, Louisville, Ky., is installing 
the plumbing at 2228 W. Walnut street for 
Mr. Mueller. 

J. H. Burwinkle, 2223 S. Brook street, 
Louisville, Ky., is installing the plumbing 
for G. E. Bauer. 

H. L. Albus, Louisville, Ky., was awarded 
the plumbing contract for the building at 
1126 S. 26th street. 


The dwelling of Ambrose Bruner, Marion 
Court, is being plumbed by L. Koellner, 628 
S. 2d street, Louisville, Ky. 

Bywater Bros., 512 S. 6th street, Louis- 
ville, Ky., are installing the plumbing for 
J. J. Kaien, Roberta avenue. 

L. J. Rosenfield, Louisville, Ky., has closed 
the contracts for plumbing for Thomas & 
Whitton, 718 W. Chestnut street, and for 
Mr. Mann, 1809 Cedar street. 


J. B. Sticker, 417 W. Walnut street, Louis- 
ville, Ky., has secured the plumbing for W. 
Lebergute, 2315 Cedar street. 


A. Ramsay, Louisville, Ky., is doing the 
plumbing in the dwelling house of J. Haw- 
kins, 1062 E. Caldwell street. 


H. Bonkofsky, Louisville, Ky., has se- 
cured the contract for plumbing for N. G. 
Ogle, 2619 W. Jefferson street. 


David Welsh & Co., Louisville, Ky., is 
doing the plumbing at 2234 W. Market 
street for the Fidelity Trust Co. 


The plumbing in the residence of Miss 
Hammond, 2539 Duncan street, was secured 
by Thos. Huxley, Louisville, Ky. 


Gerard Moon Co., Louisville, Ky., have 
secured the contracts for plumbing at 2416 
Elliott and 1821 West Hill streets. 


The plumbing at the home of Mrs. Lipps, 
1133 W. Market street, Louisville, Ky., is 
being done by F. S. Schardein & Son. 


The building at 210 S. 8d street, Louis- 
ville, Ky., belonging to the Pabst. Brewing 
Co., is being plumbed by G. N. Vetter. 

The plumbing in the structure for House, 


Tawton & Preston is being installed by 
M. E. Burke, 981 S. 8d street, Louisville, Ky. 


The plumbing contract in the premises 
for F. Tillman on 815 E. Gray street was 


secured by Haller & Zehnder, Louisville, Ky. 


H. Koehler, 226 E. Ormsby avenue, Louis- 
ville, Ky., is installing the plumbing in the 


residence of E. Gernert, 1515 Preston street. 


The plumbing contract for A. L. Hendry, 
northwest corner of First and Barbee 


_ streets, Louisville, Ky., was secured by H. AE 


Davis. ; 


The contract for plumbing for C. C. Bbe- 


len, East Parkway, Louisville, Ky., was 
awarded to R. C. Shaw, Jackson street and 
Broadway. <e 


The thirteen flat apartment house at 1605 


3d street, Louisville, Ky., for J. T. Brown, 


is being plumbed by C. J. Lynn, 817 E. Mar- 
ket street. 

J. E. Gray, 1327 S. 22d street, Louisville, 
Ky., has recently completed the installation 
of plumbing for Chas. Inman, 2727 W. 
Main street. f 

L. Nevin, 308 S. 24 street, Louisville, Ky. 
was awarded the contracts for plumbing for 
the residence of W. Heyburn, 549 Fourth 
avenue, and the Shiboleth Lodge, Baxter and 
Christy streets. : 


J. F. Leanhart, 706 W. Jefferson street, 
Louisville, Ky., has received the contracts 


for installing plumbing at the Watterson — 
Hotel and for G. Filerman, 611 Baxter 


avenue. ¢ 


J. Brady, 1186 S. 7th street, Louisville, 
Ky., is doing the plumbing for F. McGrath, | 


southwest corner of 7th and York streets; 
also for Mr. Hummel, 1567 S. 7th street. 
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EO. HABGOOD, 5014 
Hawthorne street, 
Frankford, Philadel- 
phia, has secured the 
contract for the 
plumbing of eight 
new houses in Oak- 
land street. 

The plumbing con- 
tract for the new 
building at Wayne 
and Walnut Lane, 
Germantown, Phila- 
delphia, was awarded 
to F. J. Dowling of 5650 Boyer street. 

John McCann, 210 W. Dauphin street, 
Philadelphia, is installing plumbing in 
twenty-three new houses on N. 5th street 
for J. Loughran & Sons. 

Louis Kraus, 4943 N. 5th street, Phila- 
delphia, is fitting up the plumbing in a 
number of buildings on 4th street. 

R. F. McHugh, 7105 Woodland avenue, 
Philadelphia, has the contract for plumb- 
ing in the buildings at 8519-21-25-27 Hast- 
wick street. 

J. Morgan, 1421 N. 59th street, Phila- 
delphia, has the contract for installing 
plumbing in eleven new houses at 5ist 
and Haverford avenue. 

C. G. Shotts, Jr., 1622 Passayunk ave- 
nue, Philadelphia, is fitting up the 
plumbing in the building at Grays Ferry 
avenue and Magazine Lane. 

Wm. D. Jackson, 1116 McKean street, 
Philadelphia, is making alterations and 


ing in the building at 5336-43838 Paul 
street, Frankford, Philadelphia. 

Wm. W. Moore, 5240 Ceda: avenue, 
Philadelphia, Pa., has been awarded the 
contract for the plumbing of nine new 
dwelling houses at 1828 to 1844 Moun- 
tain street. 


Probably one of the most pleasant and 


energetic lady bookkeepers in the plumb- 


ing business in Philadelphia is Miss 


Pcstectectectectectectectectectectectes’ +, 


Murphy, who has charge of the office 
work for D. F. Durkin, Jr., 1613 Pine 
street. She renders valuable assistance 
in the affairs of the Labor Bureau of the 
Philadelphia Master Plumbers’ Associa- 
tion, which are conducted at the above 
address. Her pleasing manner has 
gained for her many friends. 


Master 
Weds 


EORGE W. RODDY, one of the 
G active plumbers in West Philadel- 
phia, was wedded to Miss Loretta 
Connor on Wednesday, June 26th. Mr. 
and Mrs. Roddy are on their wedding 
tour. THE PLUMBERS’ TRADE JOURNAL 
takes this opportunity to wish the young 
couple much joy and many children. 


Philadelphia Plumber 
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An Auto Truck with Lifting 
Attachment 


AVING solved the problem of 
quick, convenient transportation 
of freight by the use of motor 

trucks, many commercial vehicle owners 
are now turning their attention to the 
matter of more rapid loading facilities. 

“The most effective device yet per- 
fected for this purpose is the power 
driven winch, says Chas. F. Barrett, 
advertising manager of the Knox Auto- 
mobile Company. “On horse trucks a 
winch is not of much assistance, as the 
operation by hand is too slow and any 
arrangement using horse power is so 
clumsy as to be intolerable except in a 
few special instances. With the motor 
truck, however, the winch can be made 
of invaluable assistance in the loading 
of heavy freight on account of its ease 
of manipulation and the fact that it 
derives its power direct from the same 
motor which propels the vehicle. 

“The Knox Automobile Company, Spring- 


A Knox Avro Truck Equippep With Power WINCH AND Lifting GEAR FoR HANDLING 
HEAvy FREIGHT 


| 
additions to the plumbing in premises 
|2025-87 Mountain street. 
| The plumbing in the building at the 
corner of Hope and Allegheny avenues 
is being installed by D. A. Schaible of 
462 Hart Lane, Philadelphia. 

Watson Robinson, 4274 Frankford ave- 
nue, Philadelphia, is fitting up the plumb- 


field, Mass., was one of the first to recog- 
nize the value of the power winch for gen- 
eral trucking purposes and developed a 
very simple, but effective, form which has 
been in successful use by many trucking 
concerns for several years. The winch 
is located at the rear end of the frame 
and is put into operation by the simple 


moving of a gear into mesh with a cor- 
responding gear on the main driving 
shaft. The rope from the winch passes 
over a pulley at the forward end of the 
body, so that it may be used to draw 


freight up to the extreme end of the load- 


ing platform. 

“As an instance of the value of the 
winch may be mentioned its use in the 
loading and raising of safes, otherwise a 
laborious, difficult problem. Heavy ma- 
chinery and furniture can also be han- 
dled with greatest ease and many other 
difficult tasks of the trueckman made cor- 
respondingly simple.” 


Pfau White-Copper Tank 
Cleveland, Ohio 


HE popularity of the new Pfau 

white-copper tank, as well as the 

other specialties, has compelled 
the manufacturers to arrange for repre- 
sentation in Ohio and Western Pennsyl- 
vania. E. W. Fisher, with headquar- 
ters at 602 Swetland Building, Cleveland, 
Ohio, has been selected as the repre- 
sentative and he will call upon the trade 
in that territory. 
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True Standard of Life—What Do 
You Live For? 


T takes so long to learn how to live; 
I so long to get even a glimmering 
of what life is for and what we ought 
to do with ours. We are so prone to 
live in the future, to fret ourselves about 
it. We are so busy yearning for joys we 
imagine other people have, and worrying 
about the trouble we imagine we are 
having, that we make of the present—the 
thing we are sure of—an endless regret. 
And of all the follies, the limit is to 
permit some one else to make our stand- 
ards for us. MHaven’t we intelligence? 
Can’t we think for ourselves? To want 
things we don’t need, many we don’t 
really care for, just because some one 
else has them, and wouldn’t understand 
if we didn’t have them! 

To struggle and strain to make a 
show, when all the neighbors know it 
is only a show, and would respect us a 
heap more if we had the courage to be 
ourselves! Death’s standards ought to 
be life’s standards. Death does not ask 
how big a house we hail from, nor how 
many university degrees we have won, 
nor what is our bank account. Not what 
we have, nor what we know, but what 
we are. And that’s our measure of 
everybody but ourselves.—Z. J. Ridgway. 


125 


You Cannot 
Afford 


to overlook the banner 
tion we are making on 


Vitreous Lavatories 
and 
Vitreous Tanks 


proposi- 


The Goods Are Right 
The Prices Are Right 


You save money by consulting us, 
Get Our Prices 


Thos J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 
1006 Filbert St. Philadelphia, Pa, 


CALORIC 


Pumping Engines 


are the most economical engines, 
as one gallon of gasoline will run 
them 10 hours, pumping from 40 
to 60 bbls. of water at a cost of 
1% cent per hour (or natural gas 
in proportion.) 
Write for Catalog ‘“‘D’”’ 
Manufactured by 


The Bremen Mfg, Go. 


Bremen, Ohio 
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Pittsburgh, Pa., Works 


INCE the Standard Sanitary Manufactur- 
ing Company was established, it has 
always been the policy of the Company 

to lend every possible assistance to the plumb- 
ing trade, both in securing and increasing 
business, and to this end millions of dollars have 
been expended to bring the “Standard” goods 
before the Public. Interesting the consumers 
and making them familiar with our goods and 
trade mark requires wide spread advertising de- 
signed especially for that purpose. 


The New ‘“‘Standard”’ Catalogue ‘‘P”’ 
676 Pages—1600 Illustrations 


As is well known, our advertising litera- 
ture consists of booklets, pamphlets, circulars, 
catalogues, etc. of the highest character obtain- 
able, thus reflecting the high standard we main- 
tain in Standard” ware. 


The new “Standard” Catalogue “P” 
which is at the present time being distributed, 
is the largest and finest catalogue of plumbing 
fixtures ever published. It contains 676 pages, 
9x12 in., printed in two colors. A number of 
complete bathrooms printed in four colors are 
also shown. Thirty-five thousand of these 
catalogues were printed at a cost of approxi- 


mately $5.00 each. 


“Modern Sanitation” which is now in its 
ninth year has been distributed regularly each 
eS ‘| month to plumbers and architects. It has an 
Fort Worth, Tex., Store  2Verage circulation of about 25,000 copies. 
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“Standard” 


Modern Sanitation 
Over 2 500 000 Printed and Distributed 


This magazine 1s of the highest character and 
is distributed free to the trade throughout the 
world. It is an attractive magazine carrying 
articles of interest to everyone connected with 
the allied plumbing trade. 


Our advertising in the national magazines 
is so prominent as to require little attention to 
emphasize its extent. The mediums on our 
list were selected with the knowledge gained 
by our many years of experience. 

In the newspapers, our advertisements are 
published throughout the country. Street cars 
are also being used in many cities to supple- 
ment and follow up our national advertising. 


Our widely known book “Modern Bath- 
rooms” has been distributed to every interested 
person, with complete information concerning 
our fixtures,—their approximate cost, illustra- 
tions, and methods of installation. We recently 
completed a large edition of this book with the 
bathroom interiors 
printed in four colors. 


It is indeed a beauti- Plumbing 


ful example of the Estimates 
Printer’s art. The _ Contracts 
success of “Modern * 


Bathrooms” and_ the 
constant demand _ for 
it indicates to what 
extent our advertising 
has educated the 
Public tothe 


Books of Value 


Toledo, Ohio, Store 


to Every Plumber, 


Cleveland, 


A Review of Publicity Campaign of 1912 


necessity and comfort of modern plumbing 
fixtures. This book is widely used by the 
plumbing trade to show prospective customers. 


Our new “Modern Lavatories” booklet 
which has just been completed and which will 
be furnished free to the trade for the asking, is 
one of the finest booklets of this nature we have 
ever published It contains sixty-four pages 
and is illustrated and printed in such a way as 
to make it not only beautiful in appearance but 
comprehensive to the average layman. 


New ‘‘Modern Lavatories’’ Booklet 
200,000 just off the press and ready 
for distribution 
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dvertising 
What It has Done for the Plumber 


Booklets illustrating baths, sinks and 
laundry trays, showers, etc. are now being 
printed and will be ready for distribution in the 
near future. The wholesale distribution of 
these booklets is but one of the score of ways 
devised to aid the plumber in making known 
his business. Booklets showing roughing-in- 
measurements for every fixture illustrated in the 
new “Standard’® Catalogue “P” are being 
prepared. The roughing-in-measurements for 
baths are now ready for distribution. Our 
limited space prevents a detail descripticn of 
our many different advertising plans devised 
for the benefit of the trade. However, we 
offer plumbers the entire resources of our ex- 
tensive advertising department and stand ready 
to aid any plumber who desires to advertise. 


#9) GUARANTEED SRG 
Teel PLUMBING oF 
FIXTURES hv" 


number of salesmen employed is over 100, and 
20 branch stores, showrooms, warehouses and 
offices and agencies in many foreign cities are 
maintained in order to insure prompt and thor- 
ough distribution. 


xt “g pity kindergarten of » 
cleanliness is a “Standard” 
- Children Jearn 
thing amidse the 
ved by “Standard! Fixtures: They should —. ; 
ne if only for that reason.- ‘Pheir geryice= 

ability, beauty and: resistance to time, make them a nevet 
ending source of pleasure to the household owning them. © | 
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7 Standard Sanitary Mf, Co. 


Recent Magazine Advertisement 
Printed in 3,700,000 Magazines 


The Factories and Showrooms shown on 
these pages are the result of the steady growth 
of the demand for “Standard” fixtures. 


From a small organization our company 
has grown to the largest in the world in its line, 
and our product has been, for many years, sold 
in every part of the civilized world. 


New York Showroom 


Our showrooms and sales force are also 
at the command of the plumber at all times. 
This service makes it possible for him to show 
his architect, or customer, the actual goods and 
allows a selection from a much more complete 
line than would otherwise be possible. 


The present company was incorporated in 
1900 with a capital of $5,000,000, which 
has since been increased to $7,500,000. The 
number of employees is over 5500, and the 


combined daily capacity of our factories is The plumber may have also, if he de- 


Modern Bathrooms 
9th Edition 335,000 


2000 bath tubs, 2000 lavatories, 2000 sinks, in 


addition to a large output of miscellaneous fix- 
tures, plumbers’ brass and wood work. The 


sires, the assistance of our special sales force in 
closing transactions, together with the assur- 
ance that full protection will be accorded him. 


SEWAGE + 
PURIFICATION 
DISPOSAL, 


Phaonbing 
Plans and 
. Specifications 


“ OSES EReE FS. 
SANITATION 


Standard Sanitary Mfg. Co. 


General Offices 


Pittsburgh, Pa. 


The information contained in the books illustrated above, 
represents a life-time of hard work and study by one of the 
foremost authorities on Piumbing and Sanitation in the country 


ache "TO, 


Phila, Pa., Showroom Toronto, Canada, Works 


Preble Works, Pittsburgh, Pa. Toronto, Canada, Store 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


GRIPS EVERYTHING 


A combination tool for every emergency. Grips them 
all—pipe, bends on fittings, valves, flanges, surfaces of 
all kinds. The V_ Jaws between its regular jaws do the trick. 
Has many other time and labor saving features of great importance to the user. 


A GOOD TIP—GET THE BEST—TIME IS MONEY 


On a square On a Round 
Bead Bead 


Buy I Direct of Your Jobber 
or Dealer 


KROESCHELL BROS. CO. MFRS. 


444 W Erie St. CHICAGO 


Horigan Aqua Expansion Tank 


has crowds of enthusiastic boosters 
throughout the land. They are 
pleased because they make a fine 
profit. 


THE 


Horigan Aqua Expansion Tank 


increases the circulation 50 per cent. 
on old and sluggish jobs. 


THE 


Horigan Aqua Expansion Tank 


makes hot water jobs costless than 
steam and even hot air heating. 


Smaller mains—smaller risers— 
smaller radiators—cost of material 
and labor is less. 


WRITE FOR PARTICULARS 


The Horigan Supply Co. 
240 S. 4th St., St. Joseph, Mo. 


(Continued from page 119) 

ter Kenneth a judicious and energetic 
executive. At his home in Silver Creek, 
N. Y., Kenneth’s favorite exercise is 
driving nails in the hardwood floor of 
his father’s showroom. He doesn’t use 
tobacco or liquors, and always has his 
hair and shoes brushed, as every gen- 
tleman should. Our prediction for a big 
career in plumberland, for this little 
buster, we hope to see come true twenty 
or thirty years hence. 


OMES Henry Stein with the state- 
ment that, “All plumbers brass 
goods are easy to sell IF they have 
merit and a persevering representative 
behind them.” Well said, Henry; you 
ought to know! The successes which 
the Allyne Brass Co., Detroit, Mich., have 
enjoyed in the Eastern territory are in a 
great measure due to the support which 
Mr. Stein and his alert staff give that 
house. Mr. Stein’s instructions to his 
subordinates are expressed in just four 
words: “Get out and sell.” That’s the 
reason he is always busy throughout his 
territory. He is contemplating the pur- 
chase of a 90 horse-power buzz wagon to 
cover ground. We don’t like to tell any 
one how to get around, but aeroplanes 
seem to be making the best time only you 


HENRY STEIN, EASTERN REPRESENTATIVE 
ALLYNE Brass Co. 


can’t always tell on which end the “gol- 
dinged” things are going to alight. 

The photograph which appears here- 
with shows Henry a few years back, be- 
fore the gray hairs began to make their 
presence known. Henry is still in the 
two-year-old class, however; fourteen 
hands high, sound wind, good eyes and 
a worker. Genial and well versed in 
trade topics, Mr. Stein has made many 
friends in New York and the surround- 
ing states. 


HESE westerners are great fellers. 

Every one who strikes New York 
City seems as clever and as sociable as 
the previous one and that, to say the 
least, is going some. No finer or more 
congenial chap have we met recently 
than W. F. Geddes, connected with the 
Los Angeles plumbing and steam supply 
house of A. H. Busch Co. 

Mr. Geddes walked into the editorial 
office of THE PLUMBERS’ TRADE JOURNAL 
a few days ago and his first remark was, 
“Is Matty or Marquard going to pitch to- 
day?” Next to convincing our friends 
what we don’t know about plumbing, 
baseball is the one topic that we can 
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travel sixty miles an hour on. So we 
welcomed Geddes and every time Snod- 
grass of the New York team struck out, 
the drinks were on him. Snodgrass, as 
everybody knows, is from the western 
coast. 

This is the first or maiden trip of Mr. 
Geddes to New York City and we under- 
stand for ten days aftér he left New York 
on his sight-seeing trip, that he had a 
stiff neck from counting the stories over 
thirty in some of the skyscrapers we 
have. 


ITH the thermometer doing acro- 

batics up around the 100° mark 
and the mercury evaporating from 
heat registering devices, gentle summer, 
wafted into our city Jas. M. Teahen of 
Detroit, Mich. Mr. Teahen, arriving as 
he did in the hottest part of the sum- 
mer, wishes it expressly understood that 
he was not in the Hast looking for new 
creations in bathing suits at Coney 
Island. Far be it. His mission was in 
nature a sort of peace treaty, that is, he 
came East to try and pacify the long list 
of customers for whom he just cannot 
supply enough “Vitro” combinations. 
When Mr. Teahen walked across Broad- 
way under the broiling sun and felt the 
asphalt give under his feet, he said: 
“What splendid pneumatic streets you 
have here.” He didn’t know that a life 
saving station was located every two 
squares, fully equipped with the latest 
appurtenances for relieving unhappy 
pedal gear from the clutches of the sticky 
mass. His trip was of short duration, 
however, for a telegram from his man- 
ager said that the office force were all 
nervous wrecks from handling orders. 
Well, J. M. always was a swift guy, so 
back to Detroit he hustled and now has 
the situation once more in hand. 


HE ordinary train service West to 

California on the 27th of June 
was enormously over-crowded. Specials 
wended their way into that thriving and 
beautiful California city of Carmel. As 
the rush of travel clogged the avenues 
and by-ways, the western newspaper men 
sat up and took notice. Inquiries were 
hastily flashed over the wires. “Was 
Jack Johnson about to pull off a ten- 
round contest with some suddenly de 
veloped ‘white hope’?” “Was the Na- 
tional Association of Master Plumbers 
giving an ‘at home’?” or what was it all 
about, anyhow? 

THE PLUMBERS’ TRADE JOURNAL is heppy 
to announce that it is its pleasant privi- 
lege to deliver the secret. The occasion 
was a marriage function. The interested — 
and happy parties were Mr. Thomas 
Rooke Hayes, one of the most popular 
and favored traveling men on the Coast. 
His charming and blushing bride was 
Mrs. Henry Jay Newman. The guests to 
this social, connubial, matrimonial ven- 
ture included people as far east as West 
39th street, New York City. The manly 
form of New Jersey’s pride, George Wash- 
ington Tilton, was noticeable among the 
guests at the marriage. 

Sandwiched in between costly gifts — 
from Theodore Roosevelt, William Jen- 
nings Bryan; Mrs. Pankhurst and the | 
Maharajah of India, was a securely bound» 
package, which we afterward learned | 
contained the only original “Haggerty” 
furnace, the faithful companion of the | 
bachelor days of Mr. Hayes. THe PLUMB 
ers’ TRADE JourNAL wishes the newly 
wedded pair every happiness. 
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(Continued from page 112D) 
Rodgers, G. B. Stewart, H. Harrison, R. B. 
Eaton, J. C. Lawrence, W. B. Boyd, T. F. 
Vickers, R. W. Davies, W.- R. Johnson, W. 
J. Elkins, R. Henderson, J. H. Burke, J, 
D. Stanton, J. M. Reynolds, J. R. Bentley, 
David McBride, C. M. McConaghey, G. F. 
Schade, L. A. Buerkle, J. F. Jennings, A. W. 
Schaffer, C. E. List, J. M. Rodgers, J. Cow- 
ley, H. R. Bromley, S. M. Dick, D. B. Smith, 
Mack Snively, J. M. Drum, S. W. Hare, J. 
W. Smith, R. D. Dudley, R. E. Donohue, 
J. C. Godfrey, C. Ruffing, A. W. Henry, 
R. Atty and F. Lanigan. 

a 


W. & B. Douslass Suffer Fire Loss 
N June 30th, a fire was discovered 
O in the plant of W. & B. Douglass, 
Middletown, Conn., makers of 
water supply) ‘ystems and pumping appa- 
ratus, and before being subdued had 
done considerable damage to the molds 
and valuable patterns. Fortunately, the 
alarm was given before the flames had 
gained any great headway and the loss 
sustained was in excess of $4,000. Re- 
construction was under way before the 
glowing embers had died down, and there 
will be no inconvenience entailed by the 
disaster. 


“_—_ — 


” OBITUARY ¥ 


JAMES J. NOLAN, ALBANY, N. Y. 


AMES J. NOLAN, father of Thomas F. 
J Nolan, president of the Master Plumb- 
ers’ Association of.,Albany, N. Y., 
passed away on Wednesday, June 26th, at 
his late residence, 295 Madison avenue, after 
an illness of about three weeks. The de- 
ceased had been a resident of Albany, the 
city of his adoption, for over fifty years, 


Postectectectos™ catectectectectectectectectectectectectectects 
OP PU OP OUP OU OF OU GF OU OF OF OF FOF OF OH OF O04 04 6404. 04. 


Standard Pumping Units 


and at one time was prominent in Demo- 
cratic politics. During the latter few years 
of his life, he spent much of his time at his 
son’s plumbing establishment, and was quite 
well known to the many friends of Presi- 
dent Nolan who were connected with the 
trade, as well as with the traveling repre- 
sentatives of manufacturers of and dealers 
in plumbing supplies, who stopped there. 

Services were held at the Cathedral of 
the Immaculate Conception, and interment 
took place,in the family lot, at St. Agnes 
Cemetery. The pall-bearers were John F. 
Donovan, John H. Lynch, M. J. Slatterly, 
Anthony Hans, Thomas Dunney, Stephen 
Cox, Martin Sammons and James J. Judge. 

In addition to Thomas F., the deceased is 
survived by another son, James J., a leading 
young attorney of Albany. Many letters 
of sympathy were received, among others 
being those from State President Frank B. 
Lasette, of New York; State Secretary John 
J. Hannegan, of New York; John R. Shee- 
han, of Schenectady, and John F. Knaupp, 
of Troy, members of the ‘State Executive 
Committee, also, one from B. Joseph O’Don- 
nell, of Syracuse. past state president. 
Among the many floral tributes was that 
presented by the Albany Master Plumbers’ 
Association, which latter organization at- 
tended the funeral in a body, as a last mark 
of respect, to the deceased and his surviv- 
ing sons. 


JOHN THATCHER, BROOKLYN, N. Y. 


The tragic death of John Thatcher of 
Brooklyn, N. Y., on Monday, June 16th, was 
a stunning blow to his many friends in 
trade circles, whom he had made by his 
fidelity and close attention to his duties as 
inspector of buildings in the Borough of 
Brooklyn. It can be said without contra- 
diction that Mr. Thatcher’s term of service 
Was one of the most notable for the many 
improvements in connection with the plumb- 
ing profession and which can only be traced 
to his conscientious efforts during his in- 
cumbency. Of stainless character, Mr. 
Thatcher was beloved by the host of friends 
with whom he came in contact during busi- 
ness and was ever a loyal and able repre- 
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sentative of his city and the public interests. 

He numbered among his friends many 
prominent men of sanitary affairs. Presi- 
dents B. F. Donohoe of the Manhattan and 
J. W. Sands of the Brooklyn associations of 
master plumbers were his most intimate ac- 
quaintances, although he was_ personally 
known and liled by practically the entire 
membership of both bodies. 

The active and honorary pall bearers were 
selected from Mr. Thatcher’s associates, who 
paid their last respects to their departed 
comrade with bowed heads. Some of those 
noted in the assemblage were :— 

Superintendent of Buildings Matthew J. 
Kennedy, Congressman Wm. C. Redfield, 
Borough President Alfred E. Steers, Wm. 
Taylor, Harry Kenyon, John C. Creighton, 
Thos. Lineburgh, Wm. Coakley, Fred Linde, 
Harry Jones, Louis H. Pounds, John Hamm, 
Howard lL. Woody, Reuben C. Haskell, 
Frank Helme, Alex. C. Snyder, Jas. Hen- 
derson, David Porter, Dr. Austin Macy, Jas. 
Hoile, Wm. Richardson and Ed. Blum. 


WM. TOBIN, SYRACUSE, N. Y. 


On June 3d occurred the death of Wm. 
Tobin, one of the foremost men in the trade 
at Syracuse, after months of illness. The 
Almighty with His wisdom and mercy saw 
fit to call another of our brothers to his 
reward, releasing him from a bed of tor- 
ture and pdin. Until a few months before 
his demise, Mr. Tobin maintained a prosper- 
ous establishment at 117 College Place. 

Mr. Tobin was survived by his widow, his 
sons Wm. N., Donald, Gregory and Harold; 
and his daughters Misses Helen H. and 
Theresa K. of Syracuse and Mrs. J. Lantz 
of New York City. 


FREDERICK ADEE, BROOKLYN, N. Y. 

Frederick Adee, founder of the F. Adee 
Company of 44 Cliff street, Manhattan, New 
York City, died at his residence, 473 West- 
minster Road, Flatbush, Borough of Brook- 
lyn, on Sunday, June 30, 1912, in his 81st 
year. 

Born in Gold street, Manhattan, New York 
City, in 1831, he acquired his early training 
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with the Mott Iron Works and later left 
that firm to start for himself in the plumb- 
ers’ supply business in 1866. His first store 
was under the United States Hotel on Water 
street, Manhattan, where he continued until 
1878, when he removed to Cliff street. Here 
the firm that now bears his name has con- 
tinued ever since. 

Mr. Adee was a domestic man, taking 
great interest in home life. About the 
only club that he belonged to was the Ful- 


THE LATE FREDERICK ADEE, 
NEw York 


BROOKLYN, 


ton Club of Manhattan, where 
regularly at noon, each day. 


he dined 


The funeral services were held at his 
late residence, Tuesday evening, July 2, 
1912, and were attended by many of his 


personal friends and associates in business. 
Mr. Adee is survived by his wife, two 
daughters and several grandchildren. 
The interment was in the family 
at Cypress Hill Cemetery, East 
York, Wednesday morning, July 3, 


plot 
New 
1912. 
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for every requirement 


GAS, GASOLINE or ELECTRIC 


We have spent a lifetime in solving water problems. The result is the STANDARD line. 


If you have the water—We have the power pump to deliver it 


Standard Gas or Gasoline Suction Lift 

Pumping Engine. Capacities from 400 

to 4,000 gallons per hour, according 
to size 


where you want it 


Every Pumping Engine shown in our catalog 
is sold under a guarantee to do the work for 


which it was made. 


We supply pumping units for any direct or 


Hydro Pneumatic Systems. 


The Standard line is complete. 


The prices are right. Send for catalog 


W 


Standard Direct Connected Electric Engine 
orm Gear Drive, in sizes from % to 5 horse 
power. Both Suction Lift and Deep Well types, Spur 


or Worm Gear Drive as ordered 
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Summer Meeting of the American 
Society Heating and Ventilating 
Engineers 


HE semi-annual meeting of the 

American Society of Heating and 

Ventilating Engineers at Detroit, 
Mich., on July 11th, 12th and 18th, was 
the important summer gathering of that 
body and when the opening session at 
Hotel Tuller was announced a most 
gratifying representation was in at- 
tendance. The three days of business 
were interspersed with entertainments 
and social features and many pretty com- 
pliments were heard of the committees 
in charge. An excursion for the ladies 
to Bois Blanc Island by steamer; a 
sight-seeing tour by auto; inspection of 
the plants of the American Blower Cos 
Ford Motor Car Co., Murphy Heating Co., 
and the Detroit Edison Co., and supper 
at the Detroit Golf Club were some of 
the affairs arranged. Excellent papers 
were read by H. W. Whitten, Boston; 
Ralph C. Taggart, New York; Jas. A. 
Donnelly, New York; John D. Small, 
Chicago; J. I. Lyle, New York; L. C. 
Soule, Chicago; H. C. Russell, Washing- 
ton,=D) iC.) eR. otill Detroit; Se 1% 
Lewis, Chicago; A. M. Feldmann, New 
York, and J. M. Stannard, Chicago, after 
which followed discussions on many 
subjects. The election of officers and 
committees was also disposed of. 
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Sheep to Gambol 


N July 27th, an invasion of quadru- 
O peds of the species Unitedriperous 
Bunchora Sheepicus is scheduled 

to take place at Boehm’s picnic grounds, 
New Dorp, Staten Island, when the occa- 
sion of their shore dinner will be cele- 
brated. Grand Ram Wm. M. Murray has 
bleated his warning to the tardy ones to 
answer roll call on the date mentioned or 
their coverings will be given the wool 
trust for making silk hose for the eskimos 
in Greenland. A band will ve on hand to 
help keep the frisky sheep in step until 
the island is reached, after which the 
good shepherd will permit the entire 
flock to nibble at the tender grass and 
other “fillin’s” generally in evidence at 
such affairs. For those who might be- 
come thirsty, there will be an abundance 
of wet, Staten Island being surrounded 
by it. Tickets can be secured from the 
Grand Ram and friendly bears, wild cats 
and wise old owls are invited, the 
only requisite being that each bring an 
able-bodied appetite to the celebration. 


Hotel Champlain, Lake Champlain, 
N. Y., A Favorite Vacation Re- 
sort for Master Plumbers 


OTEL CHAMPLAIN, long and fa- 
H vorably known as one of America’s 
most delightful summer resorts, 
is picturesquely located on the highest 
promontory of the western shore of Lake 
Champlain, known as Buff Point, three 
miles south of the thriving city of 
Plattsburg. This magnificent new five- 
story fireproof hotel is built of brick, con- 
crete and terra cotta tile, the only 
wooden flooring being in the ball-room. 
Every detail in construction and equip- 
ment is of the most modern, this type of 
house inaugurating a new era in resort 
hotel building. 
Situated as it is, Hotel Champlain pre- 
sents a view of a hundred miles of lake 


secenery north and south, while to the 
east and west the outlook is limited only 
by the Green Mountains of Vermont and 
the Adirondacks of New York . Every 
room is a front room. The grounds con- 
sist of 800 acres of beautiful park, wood- 
land, roadways and lawns, including 
seven miles of forest, cliff and lakeside 
walks and a fine 18-hole golf course. 
Every conceivable comfort and attraction 
of the modern hotel is to be found at 
the Hotel Champlain in its highest de- 
velopment. 

A little colony of our craftsmen pa- 
tronize this hostelry from year to year. 
They are unanimous in their remarks 
of highest commendation. For booklet 
and complete particulars, write Mortimer 
M. Kelly, Hotel Champlain, Clifton Co., 
N. Y., mentioning THE PLUMBERS’ TRADE 
JOURNAL, 
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Pittsburgh Master Plumbers’ 
nic, August 3 

HE Pittsburgh Master Plumbers’ 
T Association will hold their annual 

picnic at Olympia Park on Satur- 
day, August 8, 1912. This park is a 
beautiful place, situated seventeen miles 
from Pittsburgh, at Versailles Station, 
on the main line of the B. & O. R. R. 
Excellent train service is to be had. 
Returning, leave Versailles Station at 
4:30 P. M., 5:25 P. M., 6:30 P. M., 8:19 
P. M. and 10:15 P. M. The day program 
includes dancing, baseball, races, boat- 


Pic- 


ing, etc. conducted by the Pittsburgh 
plumbers. 
The general committee consists of 


George M. Miller, chairman; P. J. Mon- 
tague, Geo. F. Schade, Jr., Frank Lanni- 
gan and EK. M. Tate. 

Chairmen of the sub-committees are: 
Dancing, T. R. Marshall; baseball, E. M. 
Tate; refreshments, P. J. Montague; 
races, J. C. Leubin. 

Every one is invited to take their own 
baskets, but for those not wishing to do 
so, there will be plenty to eat at the 
dining-room in the park. 
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Good Reading in “Radiation” 


66 ADIATION” for July is certainly 
R chuck-full of newsy items. We 
doubt whether we have ever 
perused a better edited or compiled house 
organ than that of the United States 
Radiator Co., Detroit, Mich. Not only are 
there subjects bearing directly on present- 
day problems of the utmost importance 
to both the plumbing and heating trades, 
but other matter equally interesting to 
those not connected with the business 
are carefully and tastefully presented. 
Especially must we comment upon 
“The Rise of a Master Fitter,’ a vigor- 
ous story of the methods employed by a 
progressive heating contractor to in- 
crease his business. We have courte- 
ously been permitted to reproduce this 
snappy account of his successes. 
The July issue of “Radiation” is one 
of the best issues in the year and master 


AT IT 25 YEARS 


plumbers who have been missed in the 
distribution, will be furnished with 
copies and have their names placed upon 
the regular mailing list by writing The 
United States Radiator Corporation and 
mentioning Tue PLUMBERS’ TRADE JOUR- 


NAL. 
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Enameled Tank Co. Suffer Fire 
Loss Recently 


IRE damaged to the extent of about 

$30,000 the plant of the Enameled 

Tank Co., Kalamazoo, Mich., but the 
conflagration will in no way retard the 
deliveries of “Kazoo” tanks. Rebuilding 
has already started and it is expected 
that the plant will be again running in 
full blast in about three weeks. 


Annual Outing Rhode Island As- 
sociation 


N July 24th, the thirtieth annual 
outing of the Rhode Island Asso- 
ciation of Master Plumbers will 

be held at the Warwick Club, Providence. 
Chairman Edward Barry has promised a 
program of entertainment that will 
please every one who attends. 
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Pratt & Cady Issue New Catalogue 


HANDSOMELY and splendidly pre- 
pared 1912 catalog has been dis- 
tributed to the trade by the Pratt 

& Cady Co., Hartford, Conn. The pages 
contain an interesting and complete de- 
scription of all the well-known “P. & C.” 
specialties, and besides this book is a 


THE PRATT Ano CADYco- 
HARTFORD, CONN. 
1912 


practical reference volume for the archi- 


tect, jobber, contractor, plumber, engi- 
neer and mill supply man. The data 
and information incorporated in its 


many pages have been secured at great 
cost by the Pratt & Cady Co., and the 
new work is a valuable addition to any 
library. In writing for copies kindly 
mention THE PLUMBERS’ TRADE JOURNAL. 
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The “Sanitary” Refrigerator Trap 
ORNS & KEMP, 287 W. 127th 
street, New York City, are the 
manufacturers of a sanitary re- 

frigerator trap which possesses many 

points of distinctive superiority. The 
old fashioned zine and lead trays which 


PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 


| BEST BY TEST 
152 CHAMBERS ST., N. Y. CITY 


Ask what Carter Service means to you 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


were fastened to the floor are now relics 
of the past. Sanitation demands that 
some safe and practical seal be main- 
tained on the waste from refrigerator 
between it and the sewer. Unless this 
were done odors would return from the 


main and enter the food compartments, 
which would render the food unfit. The 
“Sanitary” trap is of heavy galvanized 
iron, which will not rust out, or break. 
The supplying and connecting of these 
traps during the summer months has 
been a profitable business for the trade. 
Send for catalogs, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


The “Fitall” Pipe Hanger 


66 HE handiest pipe hanger made” 
eke is the claim of the Twisted 
Wire & Steel Co., 515-21 Green- 

wich street, New York City, for the 
“Ritall” hanger strap. As the cut shows, 
the hanger is simply a perforated strap 


of strong, heavy steel, which can be 
used for any size pipe. The “Fitall’ 
hanger straps are made in two sizes— 
7%” x 24 gauge, and 1” x 20 gauge gal- 
vanized steel in reels of 100 linear feet. 
The smaller size is suitable for pipes 


up to 4” diameter, while the larger 1 
4” and above. Cotter pins are furnishe! 
with each reel, so that “Fitall” hanger 
are complete ready for use. The pric 
is attractive and, considering the grea 
saving in time, the “Fitall” fulfills ever 
requirement for pipe supports. Writ 
for circulars and prices, mentioning TH 
PLUMBERS’ TRADE JOURNAL. 
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JULY 15TH, 1912 


HEN THE PLUMBER®Y’ 
TRADE JOURNAL repre- 
sentative leaned back 
among the cushions of 
the luxuriously appointed 
railway coach that was 
conveying him toward 
the City of Utah, he 
little realized the sincere 
and hearty welcome that 
was awaiting him at his 
destination. 

All the way along the 


journey he was aston- 
ished at the wonderful 
works of Nature, great 


mountains with their 
snow-capped peaks loom- 
ed into view and as the 
the constantly changing 
presented new scenes and 


train sped on 
panorama ever 


STATE VICE-PRESIDENT HENRY GREEN, SALT 


LAKE CITY 


beautiful effects far beyond the feeble power 
of the beholder to adequately describe. 

On the morning that the train drew near 
Salt Lake City the tall spires of the 
churches, glistening in the sun, showed that 
the journey of days and nights was rapidly 
approaching the end, so with some feeling of 
elation, our humble scribe picked up his 
suit-case containing his one collar and pro- 
ceeded to the vestibule of his car. The 
porter insisted that he stay in his seat as 
he had a half-hour’s ride yet, but no, he 
wasn’t going to take any chances on that 
train passing through the city without stop- 
ping. 

A crockery salesman whom he met was 
also of the same mind and it was a deep 
hatched plot that those two made sitting 
there with the porter standing over them. 
Wrecking the train was the first thought, 
but this later was rejected when the pos- 
sible loss of life dawned upon them. They 


SECRETARY F. W. JONES OF THE UTAH 
STATE AND SALT LAKE City ASSOCIATIONS 


then decided to jump and kick their suit- 
cases before them (the crockery man had 
eight thousand dollars worth of cut glass 
samples in his), when a grip on the shoul- 
der of our representative brought all de- 
liberations to an end and there stood Vice- 
President Henry Green of the Intermountain 
States Association and Secretary F. W. Jones 
of the Utah and Salt Lake Associations. 
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The train had pulled into the station and 
halted before either of the plotters realized 
that their journey was ended, so the cut 
glass man grabbed his bags and disap- 
peared. At the curb stood a taxi—real live 
one—just like you see on our own dear old 
main street in Gotham, and in spite of our 
poor reporter’s protest that he hadn’t had 
a shave or cleaning up, he was thrust into 
the same and right there things started. 

Before we proceed too far with this nar- 
rative, let us say that for a hustling, clean- 
cut body of live wires, “you’ve got t’ hand 
it to’ Salt Lake. Pardon the slang, but 
it is a most expressive phrase in this case. 
Through the principal thoroughfares our re- 
porter was whisked, stopping in turn to 
visit P. W. Gorman, of the Gorman Plumb- 
ing Co., 231 W. 2d South street, and his 
neighbor, C. J. Heesch, further away at 106 


P. W. GorMAN, 231 W. 2p Souru Sv., SALT 
LAKE CITY 


W. 2d South street. Here the taxi was dis- 
missed and for an hour or so stories were 
swapped over good cigars and preparations 
for the convention discussed. 

Meanwhile telephone calls and messages 
for our representative were coming from 
the four corners of the city, each bearing 
similar invitations to call during his brief 
stay. 

Time flies quickly in pleasant company, 
so after promising to see them again before 
leaving the city, Messrs. Jones and Green 
bundled our reporter off again on his mis- 
sion. The next stop was made at the 
handsome showrooms of Reeve --Petitt 
Plumbing & Heating Co., 40 Post Office 
Place. It just happened that that genial 
partner, J. R. Reeve, was in and the wel- 
come which he gave the visitor proved be- 
yond a doubt that he meant every word 


P. J. Moran, 
SALT LAKE CITy 
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he said. Our reporter, coming as he did 
into a strange place without friends, found 
a cordial greeting at the hands of every one 
in and out of the trade that assures every 
delegate to the National Convention one of 
the most enjoyable times of his life. 

The fame of the wonderful scenery just 
outside of Salt Lake City had been so much 
impressed upon the traveler, that on the 
following morning when he accidentally ran 
upon Frank G. Carthey of Carthey and 
Dumbeck, 219 S. State street, the sugges- 
tion that he view these much-talked-of won- 
ders immediately met with acceptance. 

Fine roads are among the proud distinc- 
tions of which Salt Lake City boasts, and 
as Mr. Carthey and his guest sped along in 
a big touring car the visitor was first gaz- 
ing. in admiration at the 


open-mouthed 


FRANK G. CARTHEY, CARTHEY & DUMBECK, 
219 S. State St. 


unusual sights and then wondering at 
Mr. Carthey’s reckless skill as a driver. 

A passing machine traveling at about 
forty-five miles per hour seemed to chal- 
lenge the two for a race, so ‘Frank’ let 
her out and for a few moments it looked 
like some world’s records were going to fall. 
THE PLUMBERS’ TRADE JOURNAL representa- 
tive hid his face behind his hands and 
thought of home and the little ones, for 
every minute it seemed like those two cars 
would grab each other by the back of the 
neck and rough it in the center of the nar- 
row road. 

About the worst shock our 
had since he saw a harem 
way, N. Y., was when the two cars 
slowed down, and there sitting behind a 
pair of dust-begrimed goggles in the other 
car sat Chas. F. Barrett, another big man 
in -his city. The 90 horse-power machine 


pen artist had 
skirt on Broad- 


I. M. Hietry, Hicgiry-DupLEY 
SAaLt LAKE City 


Co., 
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that a few minutes before was eating road 
at one mile a minute, was now purring away 
like a domestic pussy cat in front of an 
open fire-place. 

When our correspondent 
his breath, his query revealed the fact that 
Mr. Barrett was also bound for the same 
destination, namely, the Old Immigration 
Canyon, where the Mormon trail passes right 
into the depths of the mountains. The glories 
of Nature have been un- 
bounded and many pleasant recollections of 
the trip will linger in the minds of those 
who view this scene. 

Point Lookout was the next stop, where 
on a bluff stood our awe-stricken scribe 
gazing down upon Salt Lake City, which lay 
spread out before him as a Christmas tree 
garden. For fifty miles an unobstructed 
view of the is stretched 


finally caught 


here seem to 


surrounding country 


J. R. Reeve, REEVE-PETITT PLUMBING & 
HEATING Co., 40 Post Orrick PLACE 


away before the eyes. It was then growing 
late, so the return trip was made in record 
time and Mr. Barrett escorted his guest to 


the palatial home of the Commercial Club, 
which, by the way, numbers most of the 
Salt Lake City masters among its members 

A dinner that for exquisiteness and tempt- 
ing viands was exceeded, next occu- 
pied the almost tired-out diner’s attention 
and as he glanced around the white covered 
table, a nod of a head in friendly greeting 
showed P. J. Moran sitting directly opposite. 
The Commercial Club is one of the most 
delightful places in the city and besides is 
probably the finest appointed club in the 
West. 

Conversation gradually drifted to the Na- 
tional Convention again and Mr. Moran re- 
luctantly consented to talk of the one-day 
entertainment on which he, himself, will be 
host, during the stay of the delegates. 

Some one suggested a billiard game, so 
all repaired to the billiard-room and some 


never 


F. BARRETT, SALT 


CHAS. 


LAKE City 


exhibitions in scientific 
that would make world champions like Willie 
Hoppe look like ‘‘white hopes” after July 4th. 

Midnight found every shaking hands 
and parting with ringing ‘‘Good-nights,”’ and 
shortly after our representative retired to 
his “Imperial Suite’ ($2.00 room without 
bath) at Hotel Utah, hung his shoes on 
the hat rack, folded his clothes carefully 


playing were given 


one 
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and threw them on the floor, blew out the 
gas, and fell asleep. 

Next morning the words, “Boss, two gem- 
men down stairs wants to speak wif you,” 
brought our literary writer from a muddled 
dream of events of the previous days and 
hastily donning his clothes, he went to the 
lobby, there meeting I. M. Higley of Higley- 
Dudley Co., 109 E. 1st street, and David 
H. Blossom. 

A plea for a few hours’ rest availed not, 
for these two gentlemen had resolved. to 
“make hay while the sun shines,’ so a quick 
breakfast was made and the second sight- 
seeing tour was commenced under the di- 
rection of Messrs. Higley and Blossom. 

Having heard so much about Salt Air 
Beach, the Coney Island of The West, it was 
voted that this resort be the first stop. 


r-— 


Davin H. Biossom, Kine or ENTERTAINERS 
oF SALT LAKE CITY 


Forty-five minutes on the train brought the 
trio to the beach. The crowds on pleasure 
bent reminded the newcomer of the regular 
New York crowd, amusements, concessions, 
bathing quarters all seemed to bring him 
back to his ‘‘home-plate.”’ The temptation 
to take a dip was irresistable, so all donned 
“Annette Kellerman’ togs and plunged into 
the wet. Salt! Why dill pickles would 
keep till judgment day in that brine. The 
specific gravity of Salt Lake will float pig 
lead. They don’t have life guards, as nu 
one can sink. The»warmness of the water 
was especially noticeable. At one side where 


A. H. WALSH, WALSH PLUMBING Co., 1120 
2p Ave, Satt Laker City 


the waves come in, as they break in comb- 
ers, the water evaporates with the result 
that 100% pure, yard wide and all wool 
salt is thrown upon the beach ready to be 
exported to the heathen in China. 

The appetite which our correspondent ac- 
quired during his swim nearly wrecked the 
commissary of the New Ship Restaurant, 
an open-air eating place with provision for 
taking care of 1,000 able-bodied diners. 

The second day was half gone, so a trip 
to the bird and animal reservations was 
undertaken. Here one will see many va- 
rieties of winged creatures, and on the 
buffalo island a splendid herd have been 
ecorraled. These two places will no doubt 
be of interest to the Salt Lake visitors 
July 16th, 17th and 18th. 

That night a fierce determination to retire 


early was again upset by the appearance of 
A, H. Walsh and Parley G. James, two more 
prominent figures in Utah plumberdom. 
Happening to pause before the window of 
an imposing jewelry store, our representa- 


PARLEY G. JAMES, JAMES & OBRAY PLUMB- 
ING & HEATING Co., 54 Post OFFICE 
PLAcE, SALT LAKE CITY 


tive overheard (quite by chance we assure 
you) two gentlemen talking about what 
they thought ought to be a fitting testimo- 
nial to the officers of the association. They 
were so deeply engrossed upon their vari- 
ous selections that they failed to perceive 
our scribe, who, knowing that something 
seemed to be under way, crammed down the 
greater part of their conversation. Mr. 
Walsh said he thought a ring like one he 
pointed out would do first rate, while Mr. 
James had his heart set on a stud. They 
finally agreed to let the matter rest and 
strolled away arm in arm, looking for the 
nearest soda fountain(?). Our correspond- 
ent walked briskly around the block and 
approached these good fellows just in time 
to be on the firing line when the command, 
“What’s yours?’ was given. The first chance 
he got, back to the jeweler’s window he 
walked and lo and behold Mr. Walsh’s 
modest testimonial, as he called it, was an 
enormous diamond set in a ring, the stone 
itself being as large as a hickory nut and 
priced $1,000.00. Our scribe finally man- 
aged to stop his teeth from chattering be- 
fore he shook the fillings out and then cau- 
tiously looked. with one eye for the gifts 
Mr. James thought suitable. There glitter- 
ing like three million, seven hundred and 
twenty-eight thousand electric lights was a 
half dozen diamond studs big as push- 
buttons on low down closet tank flushes 
and each was for sale at (we hate to say it) 
$950.00. Pretty good opinion these Salt 
Lake boys have of their national officers, eh? 

We can’t pass on without mentioning that 
bowling match that these fellows inveigled 
our wretched scribe into. 'Those ten-pins fell 
as soon as a ball was halfway down the 


alley. This wasn’t imaginary, either; our 
Sherlock looked for strings, but nothing 
doing. We learned all about it when they 


W. S. Higham, HigHAmM-Burton Co., 109 
EH. 1st SoutnH St., Sarr LAKE City 


later told us that Marse James and Walsh 
had trained those pins for seven years. 
When he reached his hotel, about two 
P. X., THE PLUMBERS’ TRADE JOURNAL man 
stopped his ears with chewing gum and 
with the alarm clock reposing peacefully in 


a wash-pitcher of water, swore to draw and 
quarter the individual who routed him out 
of bed before he was ready to rise. All 
went well until about eleven o’clock the next 
morning, when a crashing detonation shook 
the building to its foundation and threw the 
sleeper onto the floor with the furniture 
unconventionally distributed about his person. 
At the moment of concussion he had been 
dreaming of the Titanic disaster, and his 
first wakening cries were: ‘‘Women and chil- 
dren first, men stand back!” The other 
guests of the hotel thought he had gone 
insane, so the fire department and police 
force arrived double quick to calm_ the 
maniac with persuaders in the shape of 
streams . of water and_ love-pats with 
espantoons. 


These methods were not how- 


necessary, 


PoMEROY SPENCER, 42 Post OFFICE PLACE, 
SaLtrt LAKE CITY 


ever, when the manager of the establish- 
ment finally convinced the hero of this tale 
that it was merely a test blast being fired 
forty miles away at the Bingham Copper 
Mines. He said they were just practicing 
for the big, big blast that is going to be 
set off for the entertainment of the visiting 
master plumbers. While the volume of 
earth moved by these operations is not quite 
the size of the Philippine Islands, it is said 
that the rock fragments would make pretty 
cumbersome watch-charms. 

After getting dressed, the scribe glanced 
through. his route book and _ resolved to 
visit the copper mine before he left, so he 
could tell the folks Down East what the real 
cause of the racket was, that was felt in 
New York. The newspapers put it down as 
the Chicago convention, so we are the first 


FRANK MoyLr, EXPERT GUIDE, SALT LAKE 
City 


publishers of the authentic account of the 
true cause. 

Looking over his mail in the lobby of the 
hotel, he found that a card saying that he 
had been called upon by three other promi- 
nent men, W. S. Higham, Pomeroy Spencer 
and Frank Moyle. He lost no time in hur- 
rying out and just happened to overtake the 
three as they were about to start on a 
round of calls conferring with their col- 
leagues regarding the various’ entertain- 
ments at the convention headquarters, Bar- 
ratt Hall. This structure has been trans- 


Me 
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formed into a vast auditorium with tiers and 
tiers of seats so situated that every seat 
will be within the range of the speaker’s 
voice. The fine displays of the manufac- 
turers adjoining the convention hall are re- 
plete with the latest ideas in the many 
specialties exhibited. From here, the three 
went to the Mormon Tabernacle and the 
Temple, two more wonderful edifices which 
add to the attractiveness of the city. Hay- 
ing viewed most of the wonders of Salt 
Lake and after an enjoyable stay with 
many of the prominent men of the craft, 
our correspondent set about his prepara- 
tions for a long journey to his native city. 
His appreciation of the sociable and de- 
lightful moments with our western friends 
is unbounded and the glowing welcome that 
awaits the travelers from all parts of the 
United States will be indelibly impressed 
upon their minds as no other convention has. 
It was with regret and sorrow that he de- 
parted for home, bringing with him mem-- 
ories which will ever find a cherished place 
in his heart. 
The arrival in the hot streets of New 
York City with the torrid atmosphere was 
a deep contrast with the mild and comfort- 
able climate of the mountain city and the 
recitation of his travels has been the ab- 
sorbing topic of his daily conversation with 
all in whom he comes in contact. The hos- 
pitality for which Salt Lake City is famed 
will be entered in the annals of the National 
Association of Master Plumbers and handed 
down to posterity years hence when many of 
the fathers have passed to their reward. 


The Canadian Master Plumbers to 
Meet at Calgary 


HE Master Plumbers’ Association 
of Canada will meet in annual con- 
vention at Calgary, Alberta, the 
latter part of July. It is expected that 
a large representation will be present, as 
matters of importance will be brought 
up for the consideration of the members, 
and the Secretary has requested every 
member to be present at the opening. 


And 
Hot Air 
The National 
Hot Water Heater 


Suitable for large or small houses, 
stores, conservatories, barber 
shops, hotels, etc. 


Heats water quickly. Circulation 
is positive. No joints inside to 
leak. 


Also, all kinds of coils and bends 
of iron. brass and copper pipe. 


Manufactured by 
The National Pipe 
Bending Co. 


85 Lloyd Street, 
New Haven, Conn. 
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is the plumber who has a host of 
patrons who will allow no other 
plumber to work for them. You all 


know of such lucky craftsmen. 


Have you ever figured it out how 
they worked up such a following? It’s 
simple. They used only the highest 
quality goods they could get. Most of 


them are now using 


PEERLESS CLOSET COMBINATIONS 
AND 


“DON’T WORRY” SEATS 
PEERLESS Goods are in a class by themselves. They 


are made exactly as you Master Plumbers have demanded that 
they be made. PEERLESS Products are made by a com- 
pany that believes in the utmost co-operation with the Master 
Plumber at all times. You express your desires—we fulfill them. 
Have you the latest PEERLESS 
Catalog? If not, send for it: 


Peerless Combinations 
“Don’t Worry” Seats 


THE RECOGNIZED LEADERS 


SELLING Co. 


yi/LLE. Nb, 
£vawe 
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GORTON 


Wrought Steel 
BOILERS 


bw . b 


are built on 
the lines of 
power boil- 
ers to se- 
cure dura- 
bility, s:fe- 
ty and 
highest 
economy in 
fuel con- 
sumption. 
a =| Th y are 

L_| 4, self-feeders 

gh — and require 

coaling only twice a day in coldest 
weather. 


They are high grade in every 
sense of the word—none better— 
they have no equal. : 


Send tor Catalogue and investigate 
for yourself their superiority 


GORTON & LIDGERWOOD CO. 
96 Liberty St., NEW YORK 


BOSTON: 182 High St. 


CHICAGO: Fisher Bldg. 


PLUMBERS’ TOOL BAGS 

\ Made of heavy russet 
} grain leather, hot wax 
locked stitched, im- 
possible to rip. Dur- 


able and convenient. 


Shoulder Strap and Pad, 


Our Catalog? 


EXCELSIOR BAG & MFG. 
CO., Troy, N. Y. 


Plumbers’ 
Slate 


We have two large factories 
and produce more than a 
carload of milled slate daily. 


Our reputation for execut- 
ing Plumbers’ detail work 
carefully aiid accurately has 
been well earned. 


We will appreciate the 
favor if permitted to quote 
you prices when you are in 
the market. 


Urinals, Shower Stalls, 
Water Closets, Base, 
Wainscot, Drain 


Boards 


The Phoenix Slate Co. 


Penn Building 
WIND GAP, PA. 


his 
The deceased, who was 42 years old, had 
been ailing for several days, but his death 
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DMUND WALSH, who 
has been in the plumb- 
ing business on the West 
Side for several years, at 
3004 W. Harrison street., 
is putting up a three 
story flat building on 
W. Harrison street, near 
Kedzie avenue. He will 
use the basement and 
main floor of the new 
building for his shop and 
display room and make 
residence apartments out 
of the upper floors. Mr. 
Walsh makes a specialty 
of jobbing and overhaul- 
ing work. 

i: Nee ADS 
Mortimer & Ryan Com- 


Mortimer, of 
pany, Chicago, Ill., has the sympathy of the 


trade in the death of his brother, Geo. H. 
Mortimer, who died suddenly June 13th at 


home, 2213 Campbell Park, Chicago. 


was entirely unexpected and came as a shock 
to his relatives and friends. He is survived 
by a widow and three children. The funeral 
which was largely attended was held Sun- 
day, June 16th, from Campbell Park Presby- 
terian Church under the auspices of Gar- 
field Park Lodge A. F. and A. M., the burial 
being at Oak Ridge Cemetery. 


A new sixteen story office building is to 
be erected at 100-128 S. Dearborn street, 
Chicago, Ill., by the Westminster Building 
Company, 1901 Steger building. The cost of 
the building will be $790,000.00. Plans were 
drawn by architect A. S. Alschuler. The 
building permit has been taken out and work, 


it is understood, will proceed at once. 

Fred Werentin, a former well known Chi- 
cago master plumber, but lately of the Mid- 
land Supply Company, Davenport, Iowa, 
which was recently bought out by the Crane 
Company, has lately gone into the manu- 
facture of an electric cigar lighter. His 


many friends in the plumbing business wish 
him success in his new venture. 


Lane & McNally, of Hannibal, Mo., are 
putting up a three story and basement build- 
ing—65 x 55—at the rear of their present 
quarters. When completed they will occupy 
the entire building to accommodate their 
plumbing and heating business. This con- 
cern is one of the prominent plumbing and 
heating firms of Missouri, and during the 
past ten years has built up a very success- 
ful business. 


is, if anything, a greater amount of over- 
hauling and repair work to be done to the 
plumbing this year than for a number of 
years. The total value of the work in this 
line will aggregate between $500,000 and 
$600,000, divided among 189 schools. 


E. B. Frahm, formerly with the Central 
Closet Company, has lately gone with the 
Federal-Huber Co., as Jos. Carroll’s assist- 
ant in the Chicago city and country sales 
department. Mr. Frahm will call on the ar- 
chitects and also devote some of his time 
to special work. He is well and favorably 
known by the local plumbing trade, having 
a dozen odd years experience in the supply 
line. We might state (confidentially of 
course) that Mr. Frahm will be married in 
the near future. September we believe is 
the month set for this important event. 


Lewis & Kitchen, of Chicago, have been 
awarded the contract, by the Board of Edu- 
eation at Rock Island, Ill., for the installa- 
tion of a central heating plant in the new 
manual training school and two other school 
buildings, which at present have their own 
individual heating plants. The plans were 
drawn by the firm to whom the work has 


Channon & Dufva have the 


The summer repair work to the plumbing 
of the various Chicago schools was let by 
the Board of Education, June 26th. There 
been awarded. 

' 


plumbing. In an addition to another of the 
schools at Rock Island, the plumbing has 
been let to the same firm and the heating 
contract to Ward & McMahon. 


Quite a wide margin is noticeable between 
the number of building permits and their 
aggregate value issued for the month of 
May last, as compared with the number and 
value of the permits issued for the corre- 
sponding period of the previous year. This 
great disparity is due to the fact that dur- 
ing practically all of the year 1911, nothing 
but turmoil and trouble prevailed in the 
building trades. Some of the leading con- 
tractors believe that the influence wielded 
by the new Employers’ Association is re- 
sponsible to a large extent for the harmo- 
nious conditions which now exist. 


Prospects for an active season in the 
building line in Rock Island, Moline and 
Davenport, Ill., are considered bright. Some 
of the larger buildings contemplated in 
Rock Island are: St. Joseph’s Parochial 
School, to be erected at a cost of $60,000; 
the new Y. M. &. A., to cost $150,000; the 
Masonic Home, $80,000, and the Royal 
Neighbors’ Building, to cost $100,000. Two 
large office buildings, seven stories high and 
covering an entire block, are now being 
erected in Moline. The Moline Heating & 
Construction Company has the contract for 
the plumbing of one, while the contracts in 
the others have not yet been let. 


The quarterly meeting and luncheon of 
the Chicago Building Construction Hm- 
ployers’ Association was held in the Hotel 
La Salle Roof Garden on Tuesday, June 
18th, with several hundred building con- 
tractors in attendance, including a large 
number of master plumbers and steam fit- 
ters. According to the reports of Secretary 
E. M. Craig and President Chas. W. Gindele, 
as well as the chairmen of the various 
standing committees, the association, al- 
though not quite a year old, is meeting with 
excellent progress in the work for which 
it was organized. In the past it has been 
the means of settling hundreds of disputes 
between labor and employers and averted 
strikes. To a very great extent the -asso- 
ciation has been the means of preserving 
peace and harmony in the building trades. 
Practically every trade in the building line 
with the exception of the carpenters is 
affiliated with the association. President 
Gindele in his address urged upon the mem- 
bers present the necessity of making efforts 
to still further increase the membership. 


—-——_--—_———. 


Chicago Establishes Ventilation 
Bureau 


B’ reason of the stringent provisions 
of the revised building ordinances 

of the city of Chicago in regard to 
ventilation, it has been found advisable 
to establish a special Bureau of Ventila- 
tion. 

In an original examination held re- 
cently by the Civil Service Commission 
for the position of Ventilating Inspector 
in Charge, three of the twenty-five can- 
didates entered were successful in pass- 
ing the test. They were Dr. Karl V. Hill, 
who stood highest on the list with an 
average of 74.86; John Howatt, 73.33, 
and Geo. D. Luce, Jr., 70.01. Dr. Hill, 
who has been certified to the position by 
the Civil Service Commission, was grad- 
uated from Rush Medical College in 1903. 
For the past six years he has been con- 
nected with the Bureau of Sanitary In- 
spection of the Health Department and 
has made a special study of the science 
of ventilation. He will have four assist- 


asa ED Wy By, 
HE OMIO DUMP BRASS 


Seq CoLuMaus OHIO 


Above is a reproduction from a photograph 
of the “1912 model” of our Improved “Tri- 
umph” Water Lift. It shows the new im- 
proved patent automatic cut-off attached. 


We consider this invention the greatest achieve. 
ment made in the Water Lift field in the las, 
ten years, andif you are a progressive, up-to-date 
Plumber, you will be interested. 

This new invention is constructed upon ney 
principles, and there is nothing like it on the 
market. 

We figure it will: 

(1) Save half the water bills. 

(2) Save half the repair bills. 

(3) Double the life of the lift. 

(4) Stop Lift working at night, where same i: 
due to irregular and increasing city water 
pressure. 

If you will install one you will certainly agre 
that there is nothing like it on the market—noth 
ing ‘“‘just as good.”’ 

Hoping to receive your orders, 

) Yours truly, 


The Ohio Pump & Brass Co 
COLUMBUS, OHIO. 


BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are ail 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

Catalog on request 


VAULT? 
L777 
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Western Plumbing 
Supply Co. 

117-119 No. Desplaines St. 
CHICAGO, ILL. 


Lg, 
“Liyy, 


Line of Wastes 
and Traps 


Are made of the best ma- 
terial, have extra deep 
seals, are heavily nickel 
plated, and_ strictly sani- 
= tary. IT PAYS TO BUY THE 

BEST. Your nearest job- 
ber will supply our line 
at factory price or we Wl 
ship direct if cash accom- 
panies your order. _ Send 
for catalog with Master 
Plumbers’Discount Sheet. 
IT WILL SAVE YOU DOL- 
LARS. 


A. D. Manufacturing Co. 
Detroit, Mich., U. S. A. 


THREADED. 
IRON PIPE 


COUPLINGS 


| 
| 
| 
| 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


\ 


The A. & J. Manufacturing Go. 


559 West Lake St. 
Chicago, lil. 
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ants in the new bureau, a civil service 
examination having just been held for 
the appointment of four ventilating in- 
spectors. All building plans will have 
to receive the approval of the bureau to 
see that the provisions of the ordinances 
in regard to ventilation are being ad- 
hered to and it will be part of the duty 
of the inspectors to see that the law with 
respect to ventilation is properly en- 
forced. The examiners who marked the 
papers of the applicants are as follows: 
Chas. B. Ball, Geo. Mehring, S. R. Lewis, 
J. W. Stephano, E. L. Hogan, C. J. Man- 
nal, J. W. Shepard, F. C. Tonney, W. L. 
Bronaugh, G. B. Mensinger and K. V. 
Maher. 
ee 


Elected President of the South 
Side Chicago M. P. Club 
RIENDS of that “prince of good fel- 
lows,’ John Delehant, 652 W. 47th 
street, Chicago, Ill., voiced their ap- 

proval of “John” as the new president 

of the South Side Master Plumbers’ Club 
in the recent election held at their com- 


JOHN DELEHANT, CHICAGO, AND His Son 
AND DAUGHTER 


modious quarters. Mr. Delehant is one 
of the-live wires of the Chicago local and 
it can be noted that the membership of 
his club has already greatly increased. 
Mr. Delehant is the proud daddy of the 
two charming “kiddies” shown herewith. 
Master Delehant shows a decided inclina- 
tion towards his papa’s profession. 
—_——_~3-- eo —_— 


Becomes A Benedict 


ICHARD S. RYAN, of Mortimer and 
Ryan Company, 4308 Cottage Grove 
avenue, Chicago, Ill., was married: 

Wednesday, June 26th, at 4:00 P. M. to 
Miss Mary J. Vinnard at St. Anne’s 
Church, Fifty-fifth street and Wentworth 
avenue. A reception was held following 
the wedding ceremony, after which the 
young couple left fora honeymoon trip to 
Denver, Colorado Springs and Manitow. 
‘Mr. Ryan, better known to his friends in 
the trade as “Vet,” is a brother of the 
late James F. Ryan, of the old firm of 
Byrne & Ryan, recently changed to Mor- 
timer and Ryan Company. 
a 


Wedding of Mr. John A. Corboy 


OHN A. CORBOY, eldest son of M. J. 
Corboy, Chicago, and _ associated 
with his father in the plumbing busi- 

ness, was married June 26th to Miss Flor- 
ence Fitzgerald, daughter of Mr. and Mrs. 
Henry J. Fitzgerald, 3530 Pine Grove 
avenue, Chicago. The wedding took place 
at St. Mary’s of the Lake Roman Catholic 
Church, the service being read by the Rev. 
Fathers McGill and Casey. Mrs. Frank 


Malcolm Gordon and Mrs. George Bentley 
Ryan were matrons of honor, and Miss 
Frances Fitzgerald, the bride’s sister, 
maid of honor. There were four brides- 
maids—Miss Isabel Corboy, sister of the 
bridegroom, Miss Helen Walsh, Miss 
Marie Beauvais and Miss Anna Bulger. 
William J. Corboy, brother of the bride- 
groom, served as best man, and the ushers 
included Raymond M. Corboy, Frederick 
L. MeNally ,Ernest Schmidt and J. Am- 
brose Cashin. A wedding breakfast fol- 
lowed at the home of the bride’s parents. 
Mr. and Mrs. Corboy have gone East on 
their honeymoon. 
Se aatanesaicak ann 


Another Chicago Wedding Ro- 
mance 

QUIET wedding at St. Mary’s of 
A the Lake Catholic Church several 

weeks ago revealed the romance of 
Mr. McMahon and Miss Edith Webster, 
daughter of William M. Webster of 4322 
Sheridan Road, Chicago, Ill., Commis- 
sioner of the Brass Manufacturers of the 
United States, and Secretary of the Em- 
ployers’ Association. Mr. McMahon is 23 
years old and Miss Webster is 20. On 
January 21, 1911, they met, took a train 
to Michigan City, Ind., and were married. 
They hurried back to Chicago and the 
bride returned home in time for dinner. 
They kept the secret for eighteen months. 
A few weeks ago Mrs. McMahon called 
her mother into her room and revealed 
the secret. At first Mrs. Webster could not 
believe the story, but when she finally was 
convinced things commenced to move. 
Both families were Catholics and as they 
had been married by a Protestant minis- 
ter, a second wedding was arranged. 


M. H. Foundry & Mfg. Co. Move 
Office 


HE Chicago office of the M. H. 
Foundry & Mfg. Company of Belle- 
ville, Ill., has recently been moved 

from Dearborn street to 735 W. Lake 
street, near Halstead. H. D. MacDonald, 
manager of the Chicago branch, reports 
an elegant business. The firm is engaged 
in the manufacture and sale of “20th Cen- 
tury” plumbing specialties, including iron 
closet bends, iron drum traps, special soil 
fittings, sanitary bubbling cups and ped- 
estal and wall drinking fountains. 
—_—_3-——__. 


Makes Life Worth Living 

WENT out into the country the other 

day in an automobile just to get 

away from business. I was sick of 
four walls and a ceiling. I was longing 
for the open fields. In the country you 
do not ask the name of the farmer trudg- 
ing along; his face is kindly and you 
speak to him anyway. I gave the first 
I saw a lift for a mile or two and we 
gossiped familiarly. I had left a world 
of work and worry. He seemed to be 
content. I had thought my world most 
wide. His was full of wonders. 

He told me how to kill the smut in 
oats and how a nation’s welfare hangs 
upon the price of corn, pig iron and 
pork. We sat down on a log. He told 
me things you cannot read in books and 
showed me where far beyond the hills 
his realm begins and where a mile 
away beyond the green his dominion 
ends. Perched on the wagon seat we 
chatted on till twilight, when I rode 
slowly back to town to take up lighter 
tasks than his; though mine seemed 
ponderous before.—Rambler Magazine. 
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INSTALL THE“KEENAN KIND” 


Sanitary 
Slate 
Fixtures 


in Shower 
and _ Toilet 


Rooms, 


Laundry 


and Kitchen B10 


and insure satisfaction to your customer 
and prompt settlement of your bills. 


B5% 


Our Genuine Bangor Certificate Slate is absolutely Sanitary, Durable, 
Non-Absorbent, Non-Combustible, therefore is fast supplanting the use of marble. 


Cuts shown herewith are butafew taken 
from our large illustrated Catalog B which 


is yours for the asking. 
We furnish 


fixtures com- 
plete with brass 
work required 
to erect and all 
are set up in 
factory before 
shipment is 
made. 


Keenan Structural Slate Co. 
12 Washington Street 
BANGOR, PA. 
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It costs you nothing to let us submit quo- © 
tations on your requirements. 8 


It may cost you quite some in missed : 
profits if you don’t. g 


The Penn’a Structural Slate Co. 


makers of Sanitary Structural Slate and Natural Slate Blackboards © 


The Penn’a Structural Slate Co. —: 


Pell Bldg., Easton, Pa. ©) 


““ROBERTS”’ 
Electric Driven 


Water Lifts— 
Arranged for Automatic 


WATER PRESSURE 
SYSTEMS 


Sa rite CUROEERTS © 
YP ih | oavrow ero 


Made in sizes to pump 
from 3 to 10 gallons a 
minute. 


Please write for prices and 
full information 


FULLY GUARANTEED BY 


The Geo. J. Roberts Co. 
Dayton, Ohio 


132 


99 


“Kretschmer 


Sanitary Bubbling Cup 


The most sanitary and econom- 
ical bubbling cup on the mar- 
ket. Thousands have already 
been installed in some of the 
largest cities and public build- 
ings in the United States. Self- 
closing cock and screw driver 
valve prevent waste of water 
and admit of perfect adjust-. 
ment. Drain cup _ prevents 
splashing. Wecan also furnish 
bubbling cups to attach to sink 
backs if desired. Patented July 
4th, 1911. Write us for prices. 


Kretschmer Mfg. Co. 


Manufacturers and Jobbers of Plumbing, Heating and Pump Supplies 
Dubuque, Iowa 


Doing It 
Doing It C ia 
Doing What? ' 


USING 


FITALL HANGER STRAP 


100 Feet to the Reel. 
100 Cotter Pins with Every Reel. 
Reel and Cotter Pins packed in Cardboard Box. 


No. 1—Made of 7% in. wide 24 gauge 
For*pipes up to 4 in. in diameter 


galvanized annealed steel 
$2.59 per reel 
No. 3 —-Made of 1 inch wide 20 gauge galvanized annealed steel. 


$3.25 per reel 


For pipes above 4 in. in diameter. 


Cut off directly above the 


small holes, squeeze the 


ends together, put around 


pipe passing ends 


the long 


through 


hole, put one of 


Cotter Pins through small 


holes and Hanger is complete. 


Twisted Wire and Siesl GO. 


515-21 Greenwich St. New York, N. Y. 


An Attractive Exhibit 


NE of the attractive exhibits at the 
meeting of The Natural Gas Asso- 
ciation of America recently held 

at Kansas City, Mo., was that of the 
Bastian-Morley Company of Chicago, Ill. 
Their exhibit of the “Superior” gas water 
heater and range boiler was said to be 
productive of much favorable comment 
by delegates and others. 

The new and exclusive features of the 
“Superior,” we are told, have already 


made this heater popular with the trade 
who recognize it as one of the coming 
types of gas water heaters. 

The Bastian-Morley Company will send 
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luminating purposes, complete destruc- 
tion is not effected when the illumination 
is introduced or otherwise gas is burned 
uselessly when illumination is not re- 
quired. Mr. Rodger’s invention obviates 
these drawbacks and provides advan- 
tages not heretofore obtainable. 

A combustion chamber for sewer gas 
is fitted into the interior of the lamp 
head. This chamber is in the form of a 
two-part cone, the lower portion of the 
cone being carried through the base of 
the lamp head and suitably connected to 
the upper part of the lamp standard, the 
upper portion of the cone being made 
to fit the lower portion and suitably ta- 


EXHIBIT OF THE “SUPERIOR” GAS WATER HEATERS BY THE BASTIAN-MorLEY COMPANY, | 
Cuicaco, Int. AT KANSAS CiTy, Mo. 


their latest catalog promptly upon re- 
quest. Kindly mention Tur PLUMBERS’ 
TRADE JOURNAL when writing. 
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Improved Sewer-Gas Burner Used 
for Illuminating in Scotland 


[From Oonsul J. N. McCunn, Glasgow, 
Scotland] 


N improved burner apparatus for 
the extraction and destruction of 
sewer gas has been invented by 

William Rodger, C. E., burgh engineer 
of Dunoon, Scotland, in the Glasgow 
consular district. It appears that in the 
apparatus at present employed for this 
purpose, where the gas is used for il- 


pered and also fitting lightly the upper 
portion of the lamp head. In the interior 
of the upper portion of the cone is fitted 
a baffle plate and below this is located 
a Bunsen or other suitable burner, fed 
from the main gas supply through a by- 
pass, so that the Bunsen will be kept lit 
even when the supply to the illuminating | 
burners is cut off. The sewer gas is led 
from the sewer to the lamp standard and 
passes upwardly through the cone, being 
partly burned below the baffle plate and 
any escaping gas being burned above the i 
baffle plate. | 
In one of the lamps in Dunoon a i 
burner apparatus is now in use and giv- 
ing entire satisfaction. The inventor 
has made application for a patent in 
the United States and other cou 
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The Vacuum Cleaner 
ReAGES Se A 


Practical Plumber’s Proposition 


Efficient, Economical 
Reasonable in Price 


The Hydro 


No Motor, Fans, or 
Working Parts 


Dirt empties direct 
in Sewer 
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Requires only regu- 
lar pressure and uses 
but a small amount 
of water 


Write for Booklet and Discounts 
to Dealers 


Guaranteed 
for Life 


The Hydraulic Vacuum 
Cleaning Co. 


: 1038 Jenkins Arcade 
Pittsburgh, Pa. 
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SPECIAL 


WANTED — PLUMBING ESTIMATOR 
for first-class shop. State ability and salary 
wanted. Apply, Hayward & Dods, Victoria, 
Ben 'C. 


PLUMBING SCHOOL-—WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent, Write 
today, Stout Institute, Menomonee, Wis. 


FOR SALE—IN THE SHOE CITY OF 
Brockton, Mass. (population, 65,000), my 
plumbing, heating and sheet metal business. 
Obliged to go to California for my health. 
V. R. Donovan. 


FOR SALE— PLUMBING AND HEAT- 
ing business. One of. the best locations in 
Seattle, Wash. Established six years. Price, 
$750.00. Address 175, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


* PLUMBERS’ PROBLEMS” IN SELL- 
ing and collecting are helpfully solved by a 
series of six letters issued to the trade at 
25 cents for the set, by W. H. Cook, 170 
Broadway, New York City. 


FOR SALE—PLUMBING BUSINESS IN 
the best town in Idaho. Stock will invoice 
$5,000. Population, 6,000. Business’ good, 
but owner wishes to retire. Address P. O. 
Box 687, Idaho Falls, Idaho. 


YOUNG PLUMBER AND FITTER 
wants permanent position west of Rockies, 
preferably on Pacific Coast, in medium sized 
city. Married. Best references. Address 
174, c/o THE PLUMBERS’ TRADE JOURNAL, 


WANTED — SALESMEN, EVERY- 
where, on commission, to sell plumbers’ cast- 
iron enameled ware to plumbers in limited 
territory, same as jobber’s salesmen as a 
side line. Address 166, c/o THE PLUMBERS’ 
TRADE JOURNAL. 

IN FINE RESIDENCE DISTRICT—GO- 
ing plumbing shop with well established job- 
bing trade. Excellent opportunity for right 
party. For particulars inquire Chicago Mas- 
ter Plumbers’ Ass’n, 718 Schiller Bldg., Chi- 
cago, Ill. 


YOUNG MAN WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE — OLD ESTABLISHED 
plumbing and heating business in city of 
500,000. Owner has other business requir- 
ing entire time. Splendid opportunity for 
hustler. Address 161, c/o THE PLUMBERS’ 
TRADE JOURNAL. ‘ 


WANTED—EXPERIENCED SALESMEN 
for the South and Southwest, to sell a com- 
plete line of high-grade plumbers’ brass and 
waterworks goods. Must furnish satisfactory 
references, The Rickersberg Brass Co., 
Cleveland, Ohio. 


WANTED — MANAGER FOR A WELL 
established plumbing specialty business. Will 
sell controlling interest to right party. Owner 
has too much other business to attend to. 
Investigate this. Address No. 178, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


SALESMAN ABOUT TO START FROM 
New York, making a tour of the West, de- 
sires to hear from reputable supply houses, 
or manufacturers, who desire to have their 
goods put on the market on commission by a 
hustler. Address 176, c/o THE PLUMBERS’ 
TRADE JOURNAL, 


SALESMEN WANTED — WE DESIRE 
the services of several good salesmen to 
cover territories east, south and west, to 
market our well-known line of water-closet 
combinations. Excellent opportunity for ex- 
perienced salesmen. Applicants must state 
age and past experience, and be prepared to 
furnish references. All correspondence 
treated confidentially. Address Cooper Sani- 
tary Mfg. Co., 17th and Cuthbert streets, 
Philadelphia, Pa. 


= = 


FOR SALE—MAKE YOUR OWN SOAP- 
stone tubs. Quarry located in Athens, Vt., 
producing best quality .of Alberene or soap- 
stone. Has been operated for nearly ninety 
years and is in better condition than ever 
before. Recently operated for five years by 
Union Soapstone Co. of Boston. Will sell 
cheap or lease. Write T. W. Goodridge, 38 
Collins street, Hartford, Conn, 


less will be charged for insertions under these headings. Additional words at the rate 
of two cents a word. Cash or stamps must accompany order. 
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Help Wanted, Business Opportunities, 
Situations Wanted, Salesmen Wanted, 
Exchanges and Miscellaneous Notices. 


A uniform Rate of 50 cents for 25 words or 


SALESMAN WANTED TO CARRY 
first-class plumbing tool as side line, on com- 
mission basis. National Mechanical Appliance 
Co., 600-610 Kent avenue, Brooklyn, N. Y. 


Stop! Read! and Consider!! 


Which is the better off, the man who 
has a good trade, or he who belongs 
to the vast army of unskilled workers? 
The New Trade School, founded in 
1881, and endowed, provides practical 
instruction in various trades for young 
men. Full day courses, $25 to $45; 
evening classes, $12 to $16. Illustrated 
catalogue, showing trades taught and 
giving full particulars, mailed free on 
application. Address, 


NEW YORK TRADE SCHOOL, 


1254 First Avenue, New York City. 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on the 
Pacific Coast 
POSTAL 
TELEGRAPH 


BUILDING SAN FRANCISCO CAL, 


MECHANIC’S LIENS 


filed and foreclosed. Collections every- 
where. Breach of contract cases. Bank- 
ruptey and other legal matters. Satisfactory 
terms. References, New York and out 
of townparties. JACOBFRIEDMAN, Attor- 
ney and Counselor at Law, 302 Broadway, 
New York. Telephone 1676 Worth 


“Pm Going to Make You 
Shop Foreman” 


This illustration tells the story of the 
promotion of an I. C. S. student—just 
another of the thousands of instances of 
I. C. S. success. 

Everywhere—in all lines of work—are 
seen such students, who are forging ahead 
‘of their fellows and are attaining positions 
of responsibility often beyond their years. 

Through I. C. S. help your salary can 
be raised—your job advanced—your suc- 
cess in life assured; and all this regardless 
of your age, occupation, address, how 
much or how little you earn, or how little 
spare time you have at your disposal. 

Just mark and mail the coupon, for 
this is the first step toward promotion. 
This step will bring to you, without any 
obligation on your part, full information 
as to how the I. C. S. trains you for pro- 
motion and how to become foreman, 
superintendent, or manager. 


Mark and Mail the Coupon TODAY 


SPSS HS SHES SHHSEHSSHHSHHSHHHH HS 


INTERNATIONAL CORRESPONDENCE SCHOOLS 
Box 972, Scranton, Pa. 


Please explain, without further obligation on my part, 
how I can qualify for a larger salary and advance- 
ment tothe position before which I have marked X. 


Heat. and Vent. Eng. 
Sheet-Metal Drafts. 
Plumbing Inspector 


Concrete Construction 
Stationary Engineer 
Civil Engineer 


Foreman Plumber Surveyor 


Mechanical Engineer Mining Engineer 
Machine Designer Architect 
Electrical Engineer Bookkeeper 
Municipal Engineer Stenographer 
Sanitary Engineer Advertising Man 


SPeeeseeoesoeooeoeoeoeoeeoeooeoeeeoee 


COSTES SSSSS SSS SE SSOASSSSZE SOS 


® City. State 
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Have You Our Catalogue of 
Kennedy Valves? 


Every style of valve we make—and we 
make all kinds—is fully described and 


illustrated in this catalog. 
KENNEDY VALVES are backed by 
our 30-year-old reputation for quality 


CATALOGUE ON REQUEST 
THE KENNEDY VALVE MFG.CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA N.Y. 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 

Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL,, Monadnock Bldg., SAN 
FRANCISCO, CAL. 


HE COAST LINE 


TOLEDO 
PT. HURON 
BUFFALO | GODERICH 

NIAGARA FALLS  ALPENA ST.IGNACE 
PSSSSSSSS SSSA SAS 
THE CHARMS OF SUMMER SEAS 


SpendyourvacationontheGreatLakesthemost 
economical and enjoyable outing in America, 
aily service is operated between Detroit and 
Cleveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way ports; daily service between Toledo, 
Cleveland and Put-in-Bay. 
A Cleveland to Mackinac special steamer will 
© operated two trips weekly from June 15th to 
September [0th, stopping only at Detroit every 
tripand Goderich, Ont., every other trip,—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Rallroad Tickets Available on 
Stgend for I 
en cent stamp for Illustrated Pamphle' 
end cyst Lakes Map. ers 
ress: L. G. Lewis, G. P. A., Detroit, Mich. 
Philip H.McMillan, Pres, A.A.Schantz, Gen’lMgr. 
Detroit & Cleveland Navigation Company 


CLEVELAND 


Something New 


Extension End Ferrule 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 


Made in the following sizes: 
Zin. 3in, and 4in. 


C. P. MARSHALL 
Rochester, N. Y. 7 


is the most efficient device 
made for pumping water by water, 
Raises water 30 feet for each foot 
of fall—no trouble 
or pumping expense. Satis) 

faction guaranteed, 
Booklet, plans, estimate, REE. \ 

RIFE ENGINE CO. 
2111 Trinity Bldgw., Ne Ve 


Send for circular. 
J. H. GRIFFIN 
506 W. 26th St., New York City 
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. EDUCATING THE PUBLIC | 


‘ HOW THE MASTER PLUMBER Wy 
i CAN DEVELOP HIS TRADE I 
i BY ©< A. ALBEE kK 
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S aot = ER SS 


c HAT many business men, 
' no matter what their line, 

never seem to learn is the 

essential feature of de- 

veloping their own trade 


or sales, by educating 

people to use their goods or processes in 
larger proportion than they now do. 

It is frequently true that manufacturers, 

for example, fail to secure the largest de- 

velopment of their business because they 
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covered the philosopher’s stone which in- 
sures him unlimited wealth. 

Yet the necessary method of procedure is 
neither difficult nor complicated. Indeed, it 
is so simple that the veriest tyro may adopt 
it and become as successful as the most ex- 
perienced veteran. Success will come to all 
alike, regardless of the length of their expe- 
rience, when they do that which is neces- 
sary to attract buyers. No more is required. 


Less will result in unsatisfactory returns. 


Master PrumpBers Are Not Proritine AS THEY MicHtT BECAUSE ‘THY FAIL TO CREATE 
A DESIRE FoR THEIR GOODS 


never attempt to educate those who sell, or 
use, their goods, to sell more, or use more, 
They accept such a proportion of business 
as comes to them and fail to grasp the 
benefits of greater development which a 
little more effort will produce. 

It is lamentable, but nevertheless true, 
that master plumbers are not profiting as 
they might, largely because they fail to 
excite a desire for their goods in the minds 
of possible ‘customers. Or, to say it an- 
other way, they are indifferent to the op- 
portunities which lie ready at hand and 
rather drift through the routine of their 
present business without ever trying to 
improve conditions and expand sales. 

DUCATION in these directions is es- 
KE sential. But what is more essential 
is a desire to profit by these oppor- 
tunities. It is, after all, the personal equa- 
tion with which one must reckon in deter- 
mining what can be done, and this equation 
is such an uncertain factor and is so often 
apparently beyond control, that the situation 
presents difficulties not easy to overcome. 

Indifference has already been mentioned, 
yet there is no harm in emphasizing it by 
repeating it. Indifference is the worst of 
all difficulties, and it depends so entirely 
upon the personal equation that to over- 
come it something must be devised that will 
appeal so strongly to the individual that he 
will feel he cannot afford to ignore the plain 
teachings longer. 

HERE the term afford is used it 

W implies gainful transactions. In- 

creased profits, for example. But 
how can profits be increased? 

And here the one vital point in all busi- 
ness endeavor is touched—iucreased profits. 
Ah, the man who can do that, no matter in 
what business he may be engaged, has dis- 


How does the average plumber’s estab- 
lishment impress you? IT WOULD DO THE 
PROPRIETORS OF THESE PLACES GOOD IF THEY 
WOULD OCCASIONALLY BECOME BUYERS AND 
GO FROM SHOP TO SHOP, their own among 
the number. Perhaps before the round had 
been completed the investigator would dis- 
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cover his own weakness and this would be 


followed by suggestions for improvement, 
HE plumber must have the attention 
i of the public, else he cannot hope to 
sell goods. The public to which he 
appeals is composed of that considerable 
proportion of the people who pass his place, 
or hear of it, and who, at some time in their 
careers desire his goods and his services, 
It all seems and is simple when the propo- 
sition is analyzed, yet comparatively a few 
are practicing what is required to achieve 
the most abundant success. 

Of course, when a suggestion of this char- 
acter is made one is met with the assertion 
that the ideas advanced are impossible of 
development. This so-called impossibility 
rises, apparently, from some preconceived 


notion based upon either ignorance or indo-— 


lence. If the former, 
result in improvement. 
a little vigorous prodding will be helpful. 

The next points 
the agencies to be exercised 


a little study will — 
If the latter, then © 


to be considered are 
in the (dea 
velopment of a new sentiment in the minds — 


of those who desire to improve their trade, 


but so far have never 
see their way clear to do it. 
perhaps, become imbued to some extent with 
the doctrines of progress which should per- 
meate their establishments and control their 
operations. But there their good resolutions 
have ceased. They apparently are unable to 
proceed beyond a certain point in their 
effort to improve. 

What is the reason? There may be sey- 
eral, but perhaps the most marked is the 
inability to properly appreciate the import- 
ance of definite and continued effort. Cir- 
cumstances often render the first few efforts 
apparently futile, and many business men 
have become discouraged after the first un- 
successful attempts and have abandoned 
their good resolutions. This may not he 
altogether the men’s fault, but they suffer 
quite as severely from its results as they 
would if their own misdirected actions were 
responsible for the failure of their business 
to develop the most liberal returns. 

HE master plumber should seek first 

i to educate himself in those directions 

which will be most beneficial to him 
personally. He may, and probably does, 
know his business, but UNLESS HB Is ALSO 
A BUSINESS MAN HIS PROFITS WILL NOT 
REACH THEIR HIGHEST DEVELOPMENT. He 
must study his customers, their needs, and 
their probable desires; and he must so play 
upon those attributes as to make them in- 
crease his own trade. 

How can he do it? In various ways. Ex- 
cite their curiosity by making adequate dis- 
play of such wares as he offers. Some will 
have an extensive stock and some will not; 
but all will have something .worth while 
emphasizing in an exhibit which cannot fail 
to attract attention. Every establishment 
has a show window, or a window that 


can easily be converted into one, but few 
are utilized to the very best advantage. 


been able to 
They have, 
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When this is mentioned there is a com- 
ined wail about not understanding window 
isplays. Maybe not those complicated pic- 
ures arranged by the professional, but 
ou can arrange your goods or those you 
fish to show in such a way that they will 
ppear attractive. 

OU can place one, or many, articles 
Y in your window, the fewer the better 

usually, and you can set up a suitable 
ackground to show them to the best ad- 


profitable business by following these lines. 

There are two helpful agencies which are 
within the reach of every man engaged in 
the business, no matter whether he is work- 
ing alone, or employs hundreds. First, is 
the trade paper, and second, the association. 
Advocates of associations should not take 
umbrage because the trade paper is men- 
tioned first. Good as the association is, 
and its excellence and helpfulness have oft 
and again been demonstrated, the trade 


ty, 


‘ou CAN PLACE ONE oR More ARTICLES IN YouR WINDOW—THE FEWER THE BETTER, 


USUALLY 
antage. Nothing difficult about that. Fur- paper is even more powerful in its influence. 
hermore, you can decide for yourself It combines the wisdom of all interested in 


vyhether it is attractive or not, for you can 
valk by it and study its effect upon the 
asser. You need to make it stand out. You 
eed to arrange it so it will actually cry 
ut in its desire to catch and hold the at- 
ention of the passer. Is there any reason 
vyhy you cannot do a thing as simple as 
hat? Surely, you will not neglect such a 
lain and altogether profitable opportunity 
ecause you are possessed with a sense of 
ear or a hesitancy about understanding 
omething different. Be different. Be in- 
ividual. Be yourself. Be progressive. 
sreak away from the old_ established 
1ethods of procedure. Originate something. 
n the language of the street, start some- 
ning. Study business methods. Formulate 
plan of your own that will be effective. 
fecessarily suggestions of this character 
lust be general since helpfulness to indi- 
idual cases must be based upon accurate 
nowledge of those particular instances. 
UT in these suggestions, even though 
B they are general, there is much of 
stimulation. Other men have acquired 
ser patronage and have developed a more 


the trade from far and near, and it points 
out in unmistakable terms the best methods 
of progress and the dangers which reside in 
failure to accept the opportunities so freely 
offered. 


HE association does a great work, 

but its larger benefits would never 

develop without the trade paper to 
disseminate the atcumulated experience of 
the members. Any man in any business 
must read his trade paper, else he fails to 
avail himself of the most inspiring and most 
helpful agency of them all. 
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Montgomery, Alabama, Great 
Convention City 


HAT was undoubtedly one of the 
most enjoyable as well as profit- 
able meetings of the Alabama 
State Association of Master Plumbers 
was that held at Montgomery, May 6th 
and 7th. As reported in Tur PLUMBERS’ 


TRADE JouRNAL, this annual convention 
was well attended by the representative 
master plumbers from all parts of the 
state. We show herewith an excellent 
likeness of the delegates and their friends 
photographed on the steps of the Capitol. 


SSS ee 
Recreation After the Days 
Labor 


VERY moment of the master plumb- 
ers’ existence is not one of cease- 
less worry and poring over his 


estimate books, as a glance at the pho- 


tograph reproduced herewith shows. 
This staunch craft steams under the 


colors of Captains Benton and Lancas- 


STuRDY CRAFT oF BEenToN & LANCASTER, 
NorFoik, VA. 


ter of Norfolk, Va. When not navigating 
the channels of close figuring and over- 
head expenses, these two sailors brave 
and true, may be found out on the high 
seas dickering with some poor victim 
for a race. After “cleaning him up,” 
they laughingly look for other worlds to 
conquer, incidentally adding to John D.’s 
college surplus. 
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Maryland Plumbing Supply Com- 
pany Incorporated 


COMPANY has been incorporated 
A in Baltimore, Md., with a capital 
of $10,000, to engage in the 
plumbing supply business. Max Cova- 
lercheck, Jacob Briskman and Tony 
Schloss are the incorporators of the new 
concern. 
aaEaEIRENEEIS ancon oR 
Said he, with despair in his look: 
“You carry your neck like a scholar 


Intent on an upper-shelf book.’’ 
Said she: “It’s only my collar.” 


Some girls are thin as they can be 
And some are stockily secure; 

I never stroll beside the sea 
And therefore cannot say, 


for sure. 
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ALABAMA MASTER PLUMBERS WITH THEIR FRIENDS WHO ATTENDED THE ANNUAL CONVENTION AT 


MontTGoMERY, May 6-7 
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Look Pleasant! 


Here’s the solution’< 
of your troubles 


THE HAAS 


Absolutely Frost- 
Proof Closet b 


Requires no pit. After the closet 
is set the trench is refilled to the 
level of the ground. This does away 
with the old fime unsanitary pit. if 
All working parts are enclosed in 
standard threaded iron pipe, making 
it easy to extend to any desired 
length. 


The valve is very simple. It can be 
repaired easily and packings can be 
remoyed without shutting off water. 
Only tools required area screw driver 
and monkey wrench. 

The waste of this valve does not 
Operate until the closet seat is re- 
leased. Itis very quick in draining 
the pipes leading to hopper and tank. 

HAAS FROST-PROOF CLOSETS have 
other good points. 

Let us fell you about them 


Philip Haas 
Company, 


Manufacturers 


iy Dayton, Ohio il! 
avnntaerccnielll 
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WILHELMI and MODERN 


Copper Range Boilers 


Unexcelled in Design, Material and Workmanship ja 

INTERIOR HEAVILY TINNED Ne pein 

Guaranteed Against Leakage and Collapse i 
No Iron Used in Construction 

For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO., Makers 


PATERSON, NEW JERSEY 


Long Life Greater. Adjustment 


This WATSON adjustable roof flashing is made of 
heavy copper. It is practically indestructible. 


There are NO SEAMS and NO SOLDER at the roof 
line. You can set itin two minutes. When once set 
it SPRAYS: BUL 
Send for complete particulars 


Davis-Watson Mfg. Co., Inc. 


Nashua, New Hampshire 


Fabian Patent Ball Gock 


A new departure of all the many in the market, 
no lever construction with loose motion to wear 
out. 


Patented gears that lock and shut off positively. 
Removeable parts, noiseless, no hammering. 
Prices reasonable, send for booklet. 


Have all your tanks furnished with the Fabian 
Patent Ball Cock. 


MANUFACTURED BY 


FABIAN-HOWARD CO. 


2130 Germantown Avenue Philadelphia, Pa. ° 


Pat, Feb, 3. 1903 
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Over 20000 “V & K’ Systems in Use 


o “V & K” 
Electric 
Motor Pumps 
have met 
Every 
requirement 
Write for Bulletin 


THE VAILE- 
KIMES Co. 


41 So. St. Clair St. 
DAYTON, OHIO 
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An Electric ‘‘Water Lift’? 
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METAL BACK MEDICINE CABINETS 
FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 


cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to install 


Back of cast iron white porcelain enameled. Door 

and Frame brass nickel plated. Two % in. adjustable 
late glass Shelves. Beveled French Plate Glass 
irror, and Lock and Key. 


Price is right. 


Send for catalog. 


Frank H. Graf Mfg. Co. 
323 7th Ave. New York City 


Fa, A FOOT LEVER 


IT ; j 
aes L\ Will fit any closet made. For inside or 
outside connection. No tank on water closet. 
Patent Applied 
For Write for Prices and Descriptive Matter 


| 
| 
THE PALMER MFG. CO. Madison, N. J. 
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By G. D. CRAIN, Jr. 
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WELL-KNOWN man- 
ufacturer of contract- 
ors’ supplies got out a 
calendar several years 
ago that attracted 
general attention. It 
showed a reckless bid- 
der sitting in his office 
with the announce- 
ment that he had been 
awarded an important 
: » contract before him. 
His hair rose up on end and he looked about 
him fearfully as he exclaimed, ‘‘What have 
I forgotten?” 

A good many plumbers are pretty much 
in the same boat when they finish figuring 
on jobs that are going into large residences, 
hotels, clubs, etc. Even in the case of the 
ordinary type of dwelling the plumber is 
more than likely to ‘put his foot in it,” as 
the saying is, if he doesn’t figure every de- 
tail and know, before he submits a bid, 
just what it is going to cost himn to do the 
work. 

Some members of the trade think that all 
they need to do is to look at the plans, 
glance through the specifications and then, 
by a process of mental arithmetic, supple- 
mented by experience on similar jobs, turn 
in an estimate that they think will give 
them a chance to land the business and at 
the same time make some money on it. 
Obviously, they have two things working 
against them. If they figure too low, they 
will get the business—and lose money. If 
their estimate is higher than it really ought 
to be, somebody else gets it. 

Of course, there is another alternative. 
The plumber may figure that if he gets the 
work, he can put in goods that will be close 
enough to the specifications to pass mus- 
ter, without necessarily hewing closely to 
the line. But in view of the greater knowl- 
edge on the subject of most supervising 
architects, as well as the fact that such a 
procedure doesn’t pay, it would not be wise 
to figure on this as a saving clause. 


Bees bidding on a plumbing job, 


ae Sees 
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study the specifications and plans. 

Sharpen your pencil and figure out 
every item that goes into the work. It 
will take a good deal longer to do it that 
way—but you will have the satisfaction of 
knowing that you are right. And if the 
work comes your way, you will be able 


to put in just what the architect called for, - 


and in the end to give satisfaction to the 
owner and record a fair profit-for yourself. 
Besides, it isn’t the low bidder always that 
gets the work nowadays. In spite of the 
‘fact that some contracts are let on that 
basis, especially if a general contractor is 
getting the estimates, the architect or 
owner who is having a fine residence or 
other building worth while put up is just as 
likely to let it to the high man as the fel- 
low who figures low. He wants to make 
sure of getting the best, and while he can 
usually rely on the quality of the work 
which the plumber with a reputation, who 
turns in a high estimate, will do, the results 
to be secured by giving the contract to the 
competitor whose price is lowest are an un- 
known quantity. 
66 HAD an out-of-town job not long ago,” 
[ said a well-known member of the 
on this situa- 


i 


trade, in commenting 
tion, ‘“‘which was awarded to me, although 
I was $200 over the man next to me. The 
job amounted to $2,500, and the owner had 
declared that he wanted the best in the 
way of plumbing and heating apparatus that 
was to be had. 

“The specifications were unusually rigid, 
and I had figured them carefully. I knew 
there were several others under my bid, 
and yet, in view of the announced declara- 
tion of the owner and architect, I was not 
greatly surprised when we got the work. 
And you may rest assured that the job was 
properly done. I have, incidentally, gotten 
several other inquiries on the strength of 
it, for the owner hus been sounding my 


Basiness Trade and Profit 
for the Plumber 
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praises to the skies ever since the work was 
put in, for it has been giving satisfaction 
right from the jump.” 

A good idea that has been adopted by 
many plumbers who have occasion to figure 
on jobs which are let after competitive bid- 
ding, is to get duplicate sets of the specifica- 
tions. This is for the protection of eyery- 
body concerned. There have been cases of 
unscrupulous general contractors getting es- 
timates on the basis of one set of specifica- 
tions and then trying to force the work 
through under another set, calling for 
higher-priced material. On the other hand, 
the plumber is likely to lose a single set 
and other developments may occur that 
make it highly desirable to have the du- 
plicate. If the contract is let to him he 
is in a position, at all events, to see that 
the work is done as originally specified, 

O job should be put through without 
N the foreman in charge of the work 
having the drawings and specifica- 
tions with him. It isn’t sufficient simply 
to have him gather a general idea as to 
what is to be done from an inspection of 
the work and a hasty glance at the details, 
but the work should be installed, piece by 
piece, as provided for in the requirements, 
in black and white. That is the only sure 
way to avoid complications and dissatisfac- 
tion. One of the biggest complaints heard 
from those who have dealings with the 
trade is that so many “extras” are put into 
bills. The way to avoid these complaints 
is to indicate what has to be done which is 
not provided for in the original specifica- 
tions, and get action upon it before going 
further. 

Often it will be found that the plans were 
drawn without taking into consideration 
some structural detail that makes it impos- 
sible to carry out the work as had been 
intended. Unless the specifications are be- 
fore the foreman, he will go ahead without 
knowing that he is not doing as instructed. 
On the other hand, with the plans before 
him, he will see just what the situation is, 
and the architect or general contractor can 
be conferred with and the inconsistency 
pointed out. If it requires an extra amount 
of labor or material to make the necessary 
change, it will be approved with the knowl- 
edge of everybody concerned, and there will 
be nothing in the shape of a “holler” when 
the bill goes in. 

6697 THINK the greatest bane of the 

I business right now,” said a leading 

plumber in an Ohio city not long 480, 
“ig the tendency to bid without thorough!) 
analyzing a job. That is why s0 mucl 
cheap work is done and why good work ii 
discounted. Some plumbers will accept ‘ 
job at the lowest figure submitted. ithe! 
they are simply going in on their nerve 0) 
they have a lot of confidence in the othe. 
bidders. Usually it is a case of nerve, an 
I could give you half a dozen examples © 
men who have gone broke trying to pea 
that game. 

“When you know how much a job } 
going to cost, you are protected on al 
sides. You don’t have to worry abou 
whether you will come out even. of cours 
there is an element of speculation in @ 
construction work, because a lot depend 
on the way it is handled. But as far 4 
possible you have eliminated the chance 
and have put the proposition on the onl 
safe basis. I wouldn’t work any other wal) 
and I don’t believe anybody wants to TU 
any unnecessary risk. | 

“Tt takes time and labor to figure 
what ought to be bid on a certain job. | 
you don’t get the work, you are out Jul) 
that much. True enough. But if you bi 
without having the facts back of your est 


mate, you may get the job and be out Y 
whole lot more than the time it would hay 
taken you to figure it out to the dots, = | 

“If you want to gamble, go out to th 
track and play the ponies. 
making up your bids for plumbing work 
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: OLEDO is enjoying the 
TO ewe ST nearest thing approach- 
» ing a boom which has 
visited the city in many 
a long year. Houses 
are being constructed 
all over the city but 
especially in the Glen- 
wood district, all of 
modern _ construction 
with a tendency toward 
better construction. The 
records in the office of 
the building inspector 
show that there are 
nearly a thousand 
louses under construction at the present 
ime and during the past week two new ad- 
litions have been opened in the city and 
louses are already under construction. Hun- 
reds of flat buildings are being erected and 
nvestment structures of various kinds are 
1umerous. Several new schools are under 
onstruction here and taken altogether the 
utlook for good plumbing business has 
lever been better in Toledo than it is right 
iow. Plumbers are all optimistic and there 
ire few complaints to be heard. 


Lem Turner, of Toledo, Ohio, has accepted 
, position with the American Plumbing Co. 
fr. Turner was formerly connected with the 
standard Mfg. Co. 

W. F. Morningstahl and Jacob Kinckle, of 
‘pringfield, Ohio, were recently awarded the 
ontract for the new Pythian Castle to be 
rected in that city. 

The Methodist church at Fostoria, Ohio, 
s to be improved and a new steam heating 
ystem will be installed. Toledo plumbers 
vill bid on the work. 

E. M. Burroughs, the progressive plumber 
f Ashtabula, Ohio, has been awarded the 
umbing contract for the new residence of 
tlenn Hill, on Seymour Road, Ashtabula. 


Walter Reingruber, who is well known in 
he trade, has resigned his position with the 
‘tandard Manufacturing Co., Toledo, Ohio, 
nd is now with the Ohio Plumbers’ Supply 
‘o., of Toledo. 


The American Plumbing Supply Co., To- 
edo, Ohio, are happy over a $4,000 plumbing 
ontract which they recently secured, for 
nstalling the plumbing in the new building 
f the Toledo Newspaper Co. 

An especially nice plumbing job will be 
rovided by the new $130,000 structure to 
ve added to the State Normal College at 
3owling Green, Ohio. Toledo plumbers will 
id on the work as soon as the plans are 
eady. 

There will be a nice plumbing contract at 
‘ostoria, Ohio, when the plans for the new 
fethodist church at that place are com- 
leted. All the details have not yet been 
vorked out but a new steam heating plant 
vill be installed. 


The Ohio Plumbing Supply Co., Toledo, 
‘hio, report a good business, especially in 
lumbing staples. An encouraging feature 
f the business, according to an official of 
he company, is the fact that many specifica- 
ions recently have included Ohio Plumbing 
upply equipments. 

Ed Schulte, Defiance, Ohio, was awarded 
ie contract for installing a central steam 
eating system in the Defiance Machine 
Yorks. Every building in the great plant 
ill be heated from the central system, 
hich is one of the biggest jobs constructed 
i Defiance for some time. 


The Manufacturers’ and Retailers’ Board 
’ the Chamber of Commerce of Toledo, 
hio, have just returned from a three days’ 
ip through Michigan towns and cities on 
hat was appropriately termed a “Let’s-be- 
jiends” trip. No orders were taken during 
1e trip, the time being given entirely to 
‘cial affairs. Banquets, automobile trips 
ad dinners were on the program all along 
e route and the fifty ‘boosters’ were de- 
shted with results. This is the second year 
r these excursions and several have pre- 
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ceded this one during the season. A num- 
ber of master plumbers were also in the 
party. 

The Ohio Plumbers’ Supply Co., Toledo. 
Ohio, landed a nice contract at Findlay, 
Ohio, this week when they secured the 
plumbing contract in the new school building 
there. This concern also secured the plumb- 
ing and heating contract for the new Eagles’ 
Building at Bellaire, Ohio. 

George S. Mills, a Toledo architect, is 
drawing the plans for the new state re- 
formatory to be erected at Marysville, Ohio. 
A group of buildings are to be erected on a 
200-acre farm at an estimated cost of 
$500,000. Local plumbers are eagerly await- 
ing the call for bids, as the plumbing job 
will be a juicy one. 

Carey & Hall, of Defiance, Ohio, secured 
a nice contract recently when they were 
awarded the contract for the plumbing, 
drainage, oil pipe line, water system and 
heating of the Auglaize Power Co.’s power- 
house at the big power dam. The equipment 
will include toilet rooms, shower baths of 
latest design and a Moline vacuum vapor 
heating system. 

The Bryce Heating & Ventilating Co., 
Toledo, Ohio, which devotes most of its 
attention to school work, reports plenty of 
good jobs in sight. Said the manager to 
THE PLUMBERS’ TRADE JOURNAL representa- 
tive: “School boards are building better 
structures than ever before in history. They 
are putting in better plumbing and more 
of it and this applies to other construction 
work as well. They have not yet been able 
to get their price ideas adjusted as yet to 
the new order, and frequently plans are 
drawn and bids taken when enough money 
is not forthcoming. They must then either 
raise additional funds or make new plans, 
all of which takes time and makes the work 
come in slow. It is a good business though 
and we are willing to put up with the in- 
conveniences entailed when we see how 
much better work is going into the buildings 
and how greatly the standard is being 
raised.” 
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Chicago and Cleveland Offices 
for the General Fire Extin- 
suisher Co. 


HE names of two well-known men 

in the heating trade, Messrs. 

Homer R. Linn and CG. D. Allan, 
have been added to the roster of the 
General Fire Extinguisher Co., Provi- 
dence, R. I. These two hustling chaps, 
formerly with Evans, Almirall & Co., 
New York City, will be sales manager of 
the Chicago office and general manager 
of the Cleveland branch, respectively. 
Their extensive experience in heating and 
power plant installations ably fits them 
for their new capacities. The Cleveland 


headquarters will be in The Society of . 


Savings Building, while those of the 
Chicago branch will be located at 108 §. 
La Salle street. 
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The Abrams-Orton Mfg. Co. Wads- 
worth, Ohio, Organized 


RGANIZING with a capital of 
$18,000, the following men have 
formed a concern under the 

name of the Abrams-Orton Mfg. Co. at 
Wadsworth, Ohio. They will manufac- 
ture heating apparatus and specialties. 
C. R. Martin, Hy. -1,. Orton, Clarence 
Abrams, John A. Abrams and William 
Bolick are the members of the new firm, 


239 FRANKLIN ST., BOSTON 


. Plumbers’ Rubber Elbows 


MEANS 


Complete Satisfaction 
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PRICES REDUCED 


Rider and Ericsson Hot-Air Pumping Engines 
Send for new prices and discount. 


Also write for catalogue of “Reeco” Electrically Driven Pumps new and 
improved design. 


“Bg” 


RIDER-ERICSSON ENGINE CoO. 


20 MURRAY ST, NEW YORK 
40 NORTH 7TH ST., PHILADELPHIA 


MASTER PLUMBERS—Handle Profitable Specialties 


JIFFY FIRE HOSE RACKS 


combine more selling features that will 
bring you in dollars and cents, than any 
other similar device. Get the facts and 
figure it out for yourself. In the first 
place the JIFFY is simpler. There- 
fore one of your men can put in three 
JIFF YS. in the time he could put in 
one of some other make. You know 
how much the man’s time is worth. 
Figure that saving. 


With the JIFFY one pull and 


the hose is free. 


JIFFY FIRE HOSE RACKS 
are installed in most of the famous 
buildings in New York City. Write 


for the reasons. 


If you haven’t our catalog, write today 


Jiffy Fire Hose Rack Co. 
725 7th Ave. New York City 


Ask Your Supply House or 
Specialty Salesman for 


TRADE MARK 


or — BJAckRo(K 


Rubber Elbows 


Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 1% in. Short 

1% in. Extra Long 
1% in. Pipe Con. x1% in. Flu 
ea ins: She 136 Anew 4 
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The Canfield Rubber Co. 


Railroad Ave. & Garden St. 
Bridgeport, Conn. 


ish Fittings 


THE 
H. O. Canfield Co. 
Bridgeport Rubber Works 


Bridgeport, 
Conn. 
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WHAT A PLUMBER’S WIFE 
CAN GET 
Our large exclusive line of Popular Priced 
HOSIERY, HANDKERCHIEFS and_AR at 
JEWELRY is now offered Directto You, by 
mail ata saving of 30 per cent to 40 per cent. 


PFET) 


Set No, 577J.—14 Karat Gold 
Filled 2 inch Bar Pin with 
two handy beauty pins to 
match, in Rose, English or 
Green Gold finish, the 
set - - 75¢ 


Set No. 810J.—14 Karat Gold 
Plated 3 inch Sash or Belt 
Pin, set with either Ruby 
Emerald, Sapphire, Topaz \ 
or Amethyst, Cut Stone, in 
Roman, Rose or Green 
Gold or in Oxidized 
silver - - 50c 
Satisfaction Guaranteed 


Write for particulars of SPECIAL OUTFITS at 
$1.70, $2.00, $2.75, $3.00, $3.75. and our new 
Free Catalog. Agents wanted. 


C. M. Reynolds & Co., Dept. G 
156 5th Ave. New York 


LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of 
placing before your clients the latest 
and best in sanitary fixtures? Ifso 
you must not overlook the one 
best bet. 


The Emery Self-Raising Seat 


You owe it to yourselves and the 
suffering public to investigate this 
most sanitary fixture. 


Write 


for 


Catalog 


bw 
2 Self-Raising 


Seat 
Pat. 1908-9 
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Here Are a Few Pointers. Do They 


Interest You? 


These hinges have automatic stop 
that prevents the seat from swinging 
back too far and denting flush pipe 
or front of Low Down Tank. . 

They can be adjusted to raise the 
seat to any desired angle. | 

They eliminate unsightly iron balls 
or weights, and the breaking of 
closets and denting of walls by them. 

You can rough-in closer than with 
any other seat. ; 

This seat and hinges are uncondi- 
tionally guaranteed by me. ; 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured 
by me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Snecialty 


Wm. S. Emery, 
74-78 Cliff St. 45-49 Ferry St. 
New York City 


ILLING WATER WELLS 
Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
9 sizes; traction and porta- 
ble. Easy terms. These ma- 
chines make good any- 
where. 

Keystone Artesian Drill Co. 
Beaver Falls, Pa. 
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Ines About 


BOUT to celebrate his 
fifth anniversary as a 
master plumber, J. 
Haley of 458 West 38th 
street, Manhattan, New 
Vorkn City,nis-happy.cin 
the thought that his ef- 
forts have not been in 
vain. Mr. Haley has 
made a success of his 
business by giving his 
E QS personal attention to all 
=| Ss work. 

The new addition to 
the Masonic Temple, 
Sixth avenue and 
Twenty-third street, 
Manhattan, New York 
City, has been complet- 
ed. The plumbing and steam heating con- 
t:acts, which were consummated by the Alex- 
ander Bryant Co., of 261 West 25th street, 
Manhattan, New York City, have been well 
done, and are a credit to that concern. 

T. F. Gaynor Co., of 168 West 99th street, 
Manhattan, New York City, have been suc- 
cessful from the start. This firm makes a 
specialty of jobbing and repair work and 
keep a force of men constantly busy. 


Our good friend C. Crawford of 110 Green- 
wich avenue, Manhattan, New York City, 
is still on the job, and at present, among 
other contracts is at work upon the plumb- 
ing and gas-fitting installations in the Wal- 
dorf Hotel, and cottages at Arverne, L. I. 


“The early bird catches the worm,” and 
it seems to be true in the case of Hemlin 
& Smith of 144 West 99th street, Manhattan, 
New York City. This firm has a number of 
contracts for plumbing, heating and gas- 
fitting in some of the largest apartments 
being built in Manhattan. 


Henry Schmitt, for many years located at 
2944 Third avenue, is about to move to 681 
Elton street, where he will be able to show 
to better advantage his large stock of up-to- 
date fixtures. Mr. Schmitt is one of the 
oldest plumbers in his section of the city and 
always receives his share of the business. 
He makes a specialty of alterations, jobbing 
and other repair work. 


While promenading along Sixth avenue, 
New York City, with his mind full of de- 
lightful thoughts of the coming National 
Convention at Salt Lake City, THr PLUMB- 
ERS’ TRADE JOURNAL representative collided 
with Walter A. Treacy of 1009 Sixth avenue, 
Manhattan, who, although busy figuring upon 
numerous contracts, found time to discuss 
business conditions touching on the plumbing 
trade. Mr. Treacy’s views are in accord with 
other prominent plumbers who have been 
interviewed, who look for quiet times during 
the summer but expect a brisk business later 
in the fall. 


THE PLUMBERS’? TRADE JOURNAL represent- 
ative on his visit to the office of N. Nehr- 
bawer, Jr., of 580 Ninth avenue, Long 
Island City, N. Y., was welcomed by Mr. 
Nehrbawer’s secretary, a charming Miss who 
gladly talked upon topics of interest in the 
trade, and showed that she was conversant 
with the affairs of plumberdom. Business 
with Mr. Nehrbawer has been good and he 
is still busy on contracts and jobbing work. 
Among the many contracts upon which he 
is busy are the plumbing installations in 
Public School No. 2 at Corona, Long Island, 
and Public School No. 40 at Jamaica, Long 
Island. 

Pollock & O’Neil, 3200 Broadway, Manhat- 
tan, New York City, are one of the most suc- 
cessful firms of master plumbers in the city. 
These progressive chaps make a specialty of 
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new work and at this time are completing 
a number of contracts on which they have 
been busy, a few of these being the plumbing 
in the twelve story apartment known as 815 
Park avenue for the Park Avenue Co.; the 
plumbing in the twelve story apartment at 
86 West 120th street for Messrs. Mayer & 
Mayer. They also have the plumbing con- 
tract for the Brentwood apartment at 146th 
street and Broadway, which is being erected 
for the Brentwood Apartment Co. 


J. R. Hopkins of 3295 Broadway, Manhat- 
tan, New York City, makes a specialty of 
new work and keeps a large force of men 
on the go at all times. Among the many 
operations upon which he is now engaged 
are the following: The plumbing in the 
apartment at 159th street and Port Wash- 
ington avenue for Leiberking & Davis; the 
plumbing contract in the apartment at 169th 
street and Haven avenue for the Strathcone 
Construction Co.; the plumbing and steam 
heating in the apartment at 153rd street and 
Edgecombe avenue for the Folk Construc- 
tion Co., and the plumbing contract in the 
Schansmith apartment at Jerome avenue and 
Kingsbridge road. 

At this time of the year when every one is 
intent upon happenings in the West, the word 
“busy” is naturally not spoken by the mas- 
ter plumber in the same tone as in the 
spring and fall. Like all other things there 
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Save Two Hours’ Time 
ona Day’s Work 


For a pipe to flatten, or a kink when 
bent, the sides must expand. Therefore, 
if prevented from expanding the heel 
must bend by wedging in 


The L, GC. M. Pipe Bender 


This device does away with the necessity 
of filling pipe with sand, and the carrying 
of springs and sand plugs. If interested, 
write for prices and descriptive matter. 


L. ©. McGUIRE 
414 37th St., Brooklyn, N. Y. 


and kitchen walls with the only PERFECT 


<iCi)iS2> TILING 


Trade-Mark 


Cost only one-fifth. Lasts lifetime. Germ, 

Fire, Waterproof. Ask dealer for booklet, 

E or write the manufacturers, NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y. 


REGULATING VALVES 


For Water or Steam 


ROSS VALVE MFG. CO. 
TROY, N. Y. 


LAWLESS FORCE PUMP 


For Water Mains 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N. J. 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 


the proper price by | 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


ah 


MATERIALS 
FOR 

| CASFITTERS 

AND 


Economy 
Despatch 


Our specialty is giv- 
ing you just exactly 
what you want, just 
exactly when and 
where you want It. 


Our Materials and 
Prices are Right 


Walsh & Hartwig 
Inc. 
215-219 East 58th St. 


New York City 
Tel. Plaza 1656 


metallic imitation of PORCELAIN tile— 
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re bound to be exceptions, in certain in- 
tances, to the rule and this was found to 
so by THE PLUMBERS’ TRADE JOURNAL rep- 
esentative when he called upon Messrs. 
Neber & Hamilton of 116 Flushing avenue, 
‘storia, Long Island, N. Y. He found every- 
ne busy and hard at work. This firm of 
lustlers are at work upon twenty-seven op- 
rations employing a large number of men. 
‘heir operations extend into the Boroughs of 
3rooklyn and Queens. Some of these are the 
lumbing and gas-fitting in a 25 family 
partment at Second and Vandewater streets ; 
he plumbing and gas-fitting in a 15 family 
partment at South and Delmars streets; the 
umbing and gas-fitting in a 24 family 
partment at Jamaica and Hopkins avenues ; 
he plumbing and gas fitting contracts in a 9- 
amily apartment at Jamaica and Crescent 
venues, Astoria; the plumbing and gas fit- 
ing contracts in a 9-family apartment at Van 
\lst street and Cedar place, Long Island City. 


Comfortably settled in his new store at 
21 E. 138th street, Bronx, New York City, 
‘red Durand surely is happy over the in- 
rease shown in his business. We are told 
hat Mr. Durand is not superstitious, but 
lways believes in being ready at all hours, 
lay and night, for any proposition that may 
resent itself. This wide-awake hustler at- 
ributes his success in business to this fact. 


One of our oldest friends in the plumbing 
tusiness, P. J. Commerford of 993 Colum- 
us avenue, Manhattan, New York City, is 
. strong believer in THE PLUMBERS’ TRADE 
[OURNAL. Mr. Commerford said that he 
inds that the different seasons do not make 
iny difference in the volume of business he 
s called upon to undertake. He has been 
yusy for a long time with signs of ‘no let-up 
o cheer him along the way. 


THE PLUMBERS’ TRADE JOURNAL  repre- 
entative had the pleasure of meeting P. 
Mieade, one of the oldest master plumbers 
n Manhattan, New York City, at his place 
ff business, 471 Pearl street. Mr. Meade 
1as been in business for over fifty years in 
he lower part of the city and has installed 
nuch of the plumbing and gas fitting in 
nany of the buildings now standing. AI- 
hough business at this time is a bit quiet, 
ne «6still finds enough work to keep his 
‘egular men busy. 
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MIPS FROM THE NEW 
YORK JOBBERS 


ITH a most attractive display of fix- 
W tures in their show rooms, the F. 

Adee Co. of 44 Cliff street, Manhat- 
an, New York City, are always ready to 
‘eceive their customers. This progressive 
1ouse is the outcome of the venture of the 
ate Frederick Adee, who, when a young man 
left the employ of the Mott Iron Works and 
started in business for himself in 1885 in 
a store under the old United States Hotel 
on Water street. He later in 1878 located 
in Cliff street, where the firm has been ever 
since. They have prospered in their line 
and at present have their share of the busi- 
ness, for their ‘“‘square-deal’’ policies have 
nade many friends. They look for a good 
share of the trade in the fall. 


The line of plumbers’ sundries carried by 
FP. E. Swain of 69 Beekman street, Man- 
rattan, New York City, seems to be in de- 
nand just now, judging from the orders that 
Mr. Swain has upon his books. Mr. Swain’s 
ousiness is almost entirely confined to brass 
specialties. 


Although summer is at hand and the va- 
sation bee is buzzing in every one’s bonnet, 
still our old friend W. Waldenburgh of 101 
Beekman street, New York City, is still at 
iis post. Business with Mr. Waldenburgh, 
ilthough quiet at this time, has been good 
ind now that the political affairs have been 
settled he looks for better times. 


It really does one good to meet such a 
zood scout as our friend Harmon of the 
Nason Manufacturing Co., 71 Fulton street, 
New York City. This hustling youngster 
ust delights to work and is always alert 
o the interest of his firm. His company has 
supplied the plumbing fixtures for many 
arge and important buildings in this city. 


Smiling at the prospect of good business 
‘or July, giving as a reason the volume of 
rade already upon his books, G. H. Billo 
7 82 John street, Manhattan, New York 
‘ity, greeted the representative of THE 


PLUMBERS’ TRADE JOURNAL with ‘the smile 
that won’t come off.” Mr. Billo has had a 
good share of the business so far this year. 
He carries an extensive stock of supplies. 


With coat off and his sleeves rolled up 
Mr. A. Behrer of A. Behrer & Co., 81 Beek- 
man street, Manhattan, New York City, was 
caught hard at work superintending the 
efforts of his shipping department who were 
striving to get their orders out on time. 
Messrs. Behrer & Co. have enjoyed a good 
business year and look for even better trade 
in the fall. This firm supplied the plumbing 
accessories for the new Masonic Temple just 
completed, at Twenty-third street and Sixth 
avenue, New York City. 


The Campbell Supply Co. of 570 Columbus 
avenue, Manhattan, New York City, have 
just renewed their lease for the building 
which they have occupied for a number of 
years, and have thoroughly cleaned house, 
so to speak. Everything has been gone over 
and a place has been provided for every- 
thing. This house always keeps a large stock 
of all plumber’s specialties as well as all 
the latest sanitary appliances. Mr. Camp- 
bell was very courteous to the representative 
of THE PLUMBERS’ TRADE JOURNAL and con- 
ducted him personally through the plant. 


The Standard Plumbing & Supply Com- 
pany of 159th street and St. Anns avenue, 
Manhattan, New York City, have lately en- 
larged their plant by az addition of a five 
story building adjoining their present quar- 
ters. This jobbing house enjoys a trade that 
always seems to be busy and consequently 
there is little rest, for everyone is on the 
go. They are at present supplying the ma- 
terial for a number of the large building 
operations in that part of the city. This 
Company has the contract to supply the pipe 
fittings, boilers, radiators, and in fact all the 
heating accessories in the new Municipal 
Building on 177th street, Bronx. 


HAPPENINGS UP-STATE 


RANK MORAN, son of John H. Moran, 

of Albany, N. Y., in putting out a fire 

in his father’s establishment, 76 Eagle 
street, recently caused by acanof benzine be- 
ing ignited, was very severely burned about 
the right arm and hand. It was a courageous 
act and saved a possible serious conflagra- 
tion, but was attended with some cost. How- 
ever, we are pleased to report that the young 
gentleman was not seriously injured, and 
will have the use of his hand in a few weeks. 


Curran & Carey, 19 Wells avenue, Yonkers, 
N. Y., report business very brisk. 


Walter Coling of 606 South Clinton street, 
Syracuse, N. Y., reports business as being 
very good. 


Charles Erhard, Poughkeepsie, N. Y. You 
can always find Charley with his coat off 
right on the job. 


A. D. Benedict of 917 South Salina street, 
Syracuse, N. Y., is one of the busy “Boss” 
plumbers of that city. 


B. Loughran Company of 270 Fard street, 
Kingston, N. Y., are very busy with new 
work and alterations. 


John S. Goodenow, 43-45 First street, 
Utica, N. Y., is rushed almost to the limit 
with numerous contracts. 


G. W. Harper, 70 North Broadway, Yonk- 
ers, N. Y., is very busy, having a number of 
fine contracts on hand. 


D. Halloran, 57 East Strand street, Kings- 
ton, N. Y., we are pleased to note is doing 
business at the old stand. 


Wm. Ward, Poughkeepsie, N. Y. Ask “Sir 
William” what he is going to do with that 
new domicile he is building. 


Noll Brothers, 173 Union street, Pough- 
keepsie, N. Y., report business very good and 
plenty of contracts and alterations. 


Thos. Dougherty & Sons, 616 South State 
street, Syracuse, N. Y., we are pleased to 
hear are very busy with numerous contracts. 


Just James J. Foley, Syracuse, N. Was is all 
that is necessary to find out about plumbing 


supplies, and you know you have gotten the 
best. 


W. S. Orr of 227 East Genesee street, Syra- 
cuse, N. Y., is very busy but has hopes that 


he will be able to attend the National Con- 
vention. 


John P. Grimes has removed from 21 West 
Strand street to 112 Broadway, Kingston, 
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SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. Nothing more simple or compact 


Installed in the Municipal Lodging House, N. Y. C. 


No Springs, diaphragms or delicate moving parts in the ‘‘S.Ms’’. Our Automatic ACME Valve 
is‘‘Perfection’’. Ejectors for buildings,steamships and yachts in various types. Catalog on request 


SANITARY MECHANICAL SPECIALTY COMPANY 


THOS. J. TUOMEY, Pres. J. J. WALSH, Sec. and Treas. 
NICHOLAS J. HAYES, Vice Pres. WM. McCLINTOCK, Engineer 


152 East. 72nd Street, New York 


Boston Agents—Dalton-Ingersoll Mfg. Co., 171 High St. 
San Francisco, Cal. Agents—E. A. Keithly, Metropolis Bank Building 


Boating 
Out-door 
Sports 
Shore 


Dinner 


Sailing 
Open-Air 
Gymnasium 


Chicken 


Dinner 


Telephone 
185 Babylon 


; TAKE A DAY’S REST 
from the worries and cares of business, forget them for a while, and get out into the open, near 
to nature; enjoy the sunshine and breathe the pure bracing air ofthe country. It will makea 
new man of you. Such a day may be spent 
AT THE MAC LEVY FARM 


on the famous Merrick Road, at Babylon, Long Island, 37 miles from New York, opposite the 
Great South Bay. 


Automobile leaves New York 8.00 A. M., returning 9.90 P. M., and the entire day is spent out of 
doors, in all kinds of sports, boating, bathing, sailing etc. 
The trip is under the personal direction of Mr. Mac Levy, the well known Physical Trainer, 
and Leader of Men in Athletics, which insures its complete success. 
IF YOU ARE TIRED 


but can’t spare the time to take a vacation, send for leaflet describing the days trip in detail. 
You will be delighted with the plan. 


You will sleep like a top MAC LEVY, Babylon, Long Islan4 


The + -xt day feel lik 
that night e + xt day feel like 


anew man 


When in need call Orchard 4878 


EICHENBAUM BROS. 


Plumbers, Steam and Gas Fitters Supplies 
97 East Srd Street ~ ° - NEW YORK CITY, N. Y. 


THE ACKERMANN CORPORATION 
Sales Office: 1216 Brook Avenue, NEW YORK Telephone 2919 Melrose 


MANUFACTURERS AND IMPORTERS OF 
BRONZE POWDERS, GOLD, ALUMINUM & SPECIAL PAINTS 
Bath Tub Enamel and Special Liquids for Radiator Bronzing 
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is “The 


Of Assurance 


Vulcan’’ 


(IMPROVED PATTERN) 


Chain Pipe Wrench 


service is made absolutely dependable without additional 
cost but the service is worth more to you than the full 
cost of tool. 


This 


To insure proper service, each Flat Link Chain is 
*“proof-tested’’ in astandard tension machine up to 
two-thirds ofits breaking strain listed in table. 
Each Chain, so tested, is stamped O (circle) on the drop- 
forged swinging link, thus absolutely establishing the 
safety-factor and reliability of every wrench. 


i 
j 
i 


Catalogue Free 


J. H. WILLIAMS & CO. 


Superior Drop-Forgings 


75 Richards St. Brooklyn, N. Y. 


Acne naraaennispentneesortetesante 


A Cheerful Home— 


is a warm, 
evenly heat- 


ed home day 
in and day 
out. This is 
always in- 
sured with 
the installa- 
tion of 


UNITED STATES RADIATORS AND BOILERS 


Every Steamfitter—Every Plumber who recom- 
mends the installation of United States Radiators 
and Boilers secures a satisfied customer, because 
with reasonable care they last a lifetime. The 
sterling reliability of this Corporation’s heating 
systems is your strongest asset. There are seldom 
“come-backs.” 


Write for our valuable hand-book, 
THE COMPEELE EINE 


ONITED STATES PPADIATOR (ORPORATION 


General Offices—DETROIT, MICH. 
Branch Offices—All Important Cities 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


N. Y., and now occupies better and more 
attractive quarters. 

H. A. Cooke, corner Main & South Clover 
streets, Poughkeepsie, N. Y., is very busy 
with a number of good contracts. 

Cc. L. Mardin, 1536 South Salina street, 
Syracuse, N. Y., is so busy that he will not 
be able to leave the office for any vacation 
this year. Too bad. 

Fred J. Group, Jr., representing F. Group 
& Sons, 607-609 North Salina street, Syra- 
cuse, N. Y., is very busy these days look- 
ing after his contracts. 

W. Brown of 71 North Broadway, Yonk- 
ers, N. Y., is erecting a number of apai tment 
houses for himself. Who said plumbers 
weren’t real estate magnates? 

Our friend Thomas J. Cusack of 292 Fair 
street, Kingston, N. Y., tells us that early 
to bed, early to rise is the way that master 
plumbers are made healthy, wealthy and 
wise. 

Frank & Bluestein, 236 William street, 
Buffalo, N. Y., have the plumbing contract 
in the $12,000 two family house being built 
by Mrs. Marion Pincus, at 211 Ashland 
avenue. 

E. M. Longyear of 104 St. James street, 
Kingston, N. Y., is very busy with the vac- 
uum heating in that city, having a number 
of contracts to install using this system. 

We are pleased to report that Charles E. 
Ames, 109 Decker street, Syracuse, N. Y., 
besides being busy with plumbing and steam 
fitting, has also been presented with a big 
bouncing boy weighing 12% pounds. 

George H. Drake, 220 Lexington avenue, 
Buffalo, N. Y., has been awarded the contract 
for steam heating and plumbing in the al- 
terations to be made by the Lafayette avenue 
Presbyterian Church in its chapel, 147 Cedar 
street. 

John F. Collins, 60 North Broadway, 
Yonkers, N. Y., claims the people will not 
let him sleep. Our representative caught 
him signing a contract at 9 P. M. Office 
hours from 9 A. M. to 9 A. M., 369 days in 
the year. 

Chas. Dick, formerly with W. Goldie, and 
Chas. Klein, formerly with Boyson Bros., 
now known as the two “Charlies,” have 
formed a partnership and the firm will be 
known as Dick & Klein of 1222 Court street, 
Syracuse, N. Y. Success, Boys! Success! 


D. J. McIntyre, formerly with P. Gannon, 
but now located at 300 James street, Syra- 
cuse, N. Y., is always on the job with an 
everlasting smile. Among a number of con- 
tracts on which his men are at work are 
the Guerney Building, Empire Theatre, 
Y. W. C. A. Building, Wilkinson Building 
and numerous alterations. 

Many friends of William D. Kelly, 180 
Forest avenue, Buffalo, N. Y., sympathize 
with him in his sad bereavement. His little 
daughter Cecelia was drowned when the 
steamboat dock at Eagle Park gave away 
Sunday, June 23rd. 


Ef o3. ce OOC& a CO: 


are opening 


a new 


plumbing store at 1874 Main street, Buffalo. 
Mr. Wood is not a stranger in Buffalo, 
having some years ago been in business 
at 220 Lexington avenue. He sold out 
his business at this place to George H. 
Drake, who is conducting a plumbing busi- 
ness there at the present time. Mr. Wood 
was at one time secretary of the Buffalo 
Master Plumbers Association. THE PLUMsB- 
ERS’ TRADE JOURNAL extends to Mr. Wood its 
best wishes for his success. ‘ 

Tur PLUMBERS’ TRADE JOURNAL represen- 
tative met the genial vice-president O. W. 
Middaugh, of The R. C. McClure Co, of 
Syracuse, N. Y., and was informed that busi- 
ness- never was better and that the future 
also looked very promising. 

James F. Guider of 802 South Salina street, 
Syracuse, N. Y., has had his number changed 
to 910, the same street. He complains that 
if the authorities continue to change the 
street numbers his number will be in the 


millions and the folks will think he is out 


Salt Lake way. 

Will I be there? Well, rather! I am 
going on a fishing trip and then to Salt Lake 
City.’ These words were the remarks made 
by BE. B. Dunkerton of 449 South Warren 
street, Syracuse, N. Y. Although very busy, 
he always finds time to attend the Big 
National Convention. 

“Hello Bill”! That is the welcome always 
given the popular W. A. Boysen of Boysen 


Bros., 144 North Salina street, Syracuse 
N. Y., by everbody. THE PLUMBERS’ TRADE 
JouRNAL representative found him _ busy 


shaking hands and being congratulated upon 
his success in obtaining another fat contract. 


“You could not keep him away from the 
convention with a gattling gun.” We are 
now speaking of “Larry” L. F. Bannon, 16- 
18 Hasbrouck avenue, Kingston, N. Y., and 
though he is very busy, you will surely see 
his smiling face at Salt Lake City. Among 
a few of the contracts on hand are the State 
Capitol at Albany; St. Peter’s school, Kings- 
ton; new Hudson Post Office, at Hudson, 
N. Y.; Pittsburg Building, Troy, N. Y.; 
Rome Custodian Hospital, Rome, N. Y.; and 
numerous other contracts throughout the 
state. 


A Hustling New Jersey Firm 
HE contract for the plumbing and 
heating on the new Bertha Abra- 
hams Synagogue in Bayonne, N. J.. 

has just been awarded to Knight & Burn. 

one of Bayonne’s most successful and up- 
to-date plumbing contractors. They are 
also just completing both the plumbing 
and heating work on the new Odd Fel 
lows’ Building. They have the contract 
for the work on the new building for the 
Central Bayonne Improvement Associa- 
tion. Bayonne is having a boom in the 
building line, and the outlook in the 
plumbing and heating line is good. 
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Knicut & Burns’ “AL ways Busy” HEADQUARTERS AT 670 AVENUE D, Bayonne, N, J. 
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LWOOD NOYES has 
opened a plumbing busi- 
ness in Derby Square, 
Salem, Mass. He was 
formerly with John Ca- 


been for a number of 
years 
Chas. W. Pennell, 


South Norwalk, Conn., 
has contracts for plumb- 
ing in a two-family cot- 
tage for M. Epstein at 
Belle Island, OConn.; 
plumbing in residence for 
Ernest Talmage at Belle 
Island, Conn.; plumbing 
in residence of F. J. 
Cobb of the New York 
World at Weston, Conn. 


W. T. Mooney is now located at Brattle- 
boro, Vt. He was formerly in Putney, Vt., 
for a number of years. 


Geo. H. Whitlock, Ridgefield, Conn., is in- 
stalling the plumbing in a large residence 
for H. De B. Schenck at Ridgefield. 


W. L. Powers has opened a plumbing es- 
tablishment in Worcester, Mass. He was 
formerly with T. J. McManus for a number 
of years. 


O. F. Krauss, New Britain, Conn., has the 
contracts for plumbing and gas-fitting in 
the new Elks Home, which when completed 
will be the largest in the state. 


Cc. R. Norman, Danbury, Conn., has been 
forced to temporarily remove to a building 
in the rear of his former shop on account 
of the erection of a large new building on 
the old site. 


J. F. Duffy, Hartford, Conn., has erected 
a large store and building at 108 Governor 
street and has moved from his old establish- 
ment on Main street where he has been for 
about 25 years. 


H. J. Goodrich, St. 
ports that he has considerable work on 
hand including the contract for plumbing 
in the new Masonic Building being erected 
in St. Johnsbury. 


Bingham & McLaughlin have purchased 
the plumbing business of Guy W. Pratt at 
Rutland, Vt. Mr. Bingham was for a num- 
ber of years with J. H. Eiapence and Mr. 
McLaughlin with Dunn Bros. Co. 


F. W. Sherman, Williamstown, Mass., has 
considerable work on hand including the 
contract for heating in the new school at 
Williams College, and heating and plumbing 
n the new addition to the infirmary at Wil- 
iamstown. 


C. A. Middlemax, Worcester, Mass., has 
seen laid up at home for several weeks with 
u broken ankle. This occurred while supervis- 
ng on one of his contracts and comes at 
. bad time as his business is in a flourish- 
ng condition. 


W. H. Bodine & Co., Bellows Falls,- Vt., 
vhose place was destroyed by fire sometime 
iso, have taken temporary quarters on the 
ypposite side of the street until their old 
lace is rebuilt. They are installing the 
lumbing in the new Hotel Windham, which 
vas also destroyed by fire. 


"Avs Ge Meyer, Pleasant street, Worcester, 
Tass., reports plenty of work on hand at 
nis time including the contracts for plumb- 
ig in an apartment at 28 Lee street for 
Vm. La Barge; plumbing in another apart- 
1ent for Dr. C. W. Burring; a house on 
harlotte street; plumbing in four other 
partments at Ward and Taylor streets for 
. Van Slette. 


J. H. Eitapence, Rutland, Vt., has a num- 
sr of contracts on hand including the 
‘umbing and heating for the new Shunners 


Johnsbury, Vt., re- 


building; a large apartment house, corner 
Grove and Crescent streets, for the Mrs. 
Kissare Estate; plumbing and heating in 
residence for Dr. A. H. Belrose on West 
street; plumbing and heating in residence 
for E. W. Biswell on Grove street. 


Cc. H. Grunditz of 65 Thomas street, Wor- 
cester, Mass., is at present busy upon the 
following contracts: the plumbing contract 
for three apartment houses on Perry avenue 
for Anderson and Brighton; the plumbing 
contract for the Du Pont apartment on AIl- 
mond avenue for M. Du Pont, and the plumb- 
ing and heating contracts for the Dumas 
apartment on Winfield street for O. Dumas. 


———_«+-e—___ 


Two New England Plumbers 
take Brides 


E are pleased to announce that 
W John J. McGrath of Worcester, 

Mass., has joined the ranks of 
the benedicts. He was married to Miss 
Esther O’Connor on June 12th at St. 
Johns Church, Worcester, Mass. They 
are making an extended honeymoon trip 
by automobile. ; 

EK. H. Holmes of M. D. Holmes & Sons 
Co., Worcester, Mass., was married Mon- 
day, June 3rd, at the home of his bride, 
Miss Elizabeth M. Spears. They are mak- 
ing a three weeks’ trip through Canada 
and taking in Niagara Falls. 


_——_s-o—___—_ 


Vice-President Daly a Hustler 
P in Waterbury, Connecticut, resides 
U Second Vice-President E. J. Daly 
of the state association. At the 
recent annual convention, May 8th, Mr. 
Daly was the unanimous choice of his 
brother plumbers for vice-president. Mr. 


SECOND 


VicE- PRESIDENT E. J. 


DALY, 


WATERBURY, CONN. 


Daly is an earnest worker for the wel- 
fare of the local, state and national asso- 
ciations and his grace in handling large 
problems shows that the state associa- 
tion has acquired the services of an 
aggressive and popular man in the right 
place. Here’s more power, Mr. Daly! 
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Brass Floor 
Drains and 
Traps 


Drains with3'‘and 4" 
outlets are furnished 
with iron body unless 
ordered otherwise. 


Kokomo Brass 


Works, 


KOKOMO, IND. 
Fig. 12% 


We pay SPOT CASH for every purchase we make 


and buying for four houses enables us to buy at the lowest possible market 
We specialize on Enamelware, Earthenware and Soil Pipe and Fittings. Our 
customers derive the benefit of our system. If you are in a position to pay 
cash for your goods, write to the nearest house for prices and see how much 
money we can save you. 


Cambridge 
Plumbing 


Supply Co., 
39-49 Harvard St., 
Cambridgeport, Mass. 


We Pay 
Cash 


For All Our 


PLEASE Purchases 


DON'T IMITATE: 


Not in any trust or combination for prices. 

See how much lower our prices are for cash. 
Davis-Boston Lead Co. Suécessors to Holyoke Lead Pipe Co, 132 Broadway, Cambridge, Mass. 
New England Plumbing Supply Co, Davis Block, 396-398 Bridge St., Springfield, Mass. 


All our sales positively spot cash. Prices quoted to Master Plumbers only. 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN, GIBERSON & HILANDS, INC., NEW YORK AND BUFFALO, 
OTHER SALES OFFICES AT; CHICAGO, ST. LOUIS. SAN FRANCISCO, NEW ORLEANS. MINNEAPOLIS, 
DENVER, SALT LAKE CITY, CLEVELAND. LOUISVILLE AND CLARKSBURG, W. VA. 


STACKS IN 1T_ “EVERY BODY’S DOIN’ IT” 


Taking advantage of that ten day trial. The No. 1 vise and nipple cutter has 
made a hit from the first. The only fellow who doesn't have this tool, hasn’t seen 
our ‘“‘ad.”’ A single tool threading long or short nipples, iron or brass. Any com- 
mon square die and no bushings. Price $6.00. You can send it back, but will you? 
NEW ENGLAND AUTO PARTS MFG. CO. 
18 Tremont Street, Boston, Mass. 
Pacific Coast Rep.—W. B. Biggar, Portland, Ore. 


“PERFECT CURB BOX” 


Affords Perfect Protection to the Service Cock 


Mr. Plumber: 


You can re- 


commend the 


“Perfect Curb 
Box” 
full 
that 


‘Thereby insur- 
ing 
immediate 
Accessi- 
bility 
Write for Cat- 
alogue and 


Deal- 


ers Discount 


with the 
assurance 
you are 
doing your 
Customer a 


favor. 


Special 


ce 
kit , 
Model No. 3 Closed Lead & Iron Pipe 


Model No. 1. S.,.c 1 Lead & Iron Pipe Model No. 3 Opzn Style 1 I-on Pipe 


The S. E. T. Valve & Hydrant Go. 50 Church St. New York City 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 
make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE. 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 
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REPRESENTATIVE of 
THE PLUMBERS’ TRADE 
JOURNAL once asked a 
German tourist, whom he 
met in this country, why 


the American woman 
was so popular abroad. 
He replied, “Because she 


is so resourceful, progres- 
sive and self-reliant!” 


To any one who has 
made a_ study of the 
home grown species of 


the gentler sex, they will 
; readily agree with the 

assertion, that the Ger- 

man tourist was indulg- 

ing in no form of “blar- 

neying’”’? when he made the statement quoted. 

Our progressive, virile, live women, bless 
’em, are “invading”? practically every walk 
of business life, and it must be admitted 
that their presence is more often, than not, 
an inspiration. 

In the city of Rutherford, N. J., there 
dwells a woman to whom every ates 
in the land should raise his hat in re- 
spect and admiration. For thirty years 
she has been a successful plumber. Isn’t 
that enough to make you uncover your 
head? 

You sturdy Knights of the Solder Pot who 
have been on the job for thirty long years, 
or twenty years—yes, even ten or five years, 
look back along that vast hall of time and 
experience and think of all the vicissitudes, 
the trials and struggles and unpleasantries ; 
the countless scores of days and nights you 
were held a prisoner in the compassionless 
pillory of Worry—worry over the thousands 
of worryable things the trade abounds with, 
over perplexing situations, labor troubles, 
bills, disappointing material, dissatisfied cus- 
tomers (unjustly so), and so on, forever. 
Take a good, deep shudder at the memory 
of your own rough road, then think of a 
woman, Mrs. S. C. Tallman by name, endur- 
ing all of it and coming out of the endless 
tangle alive. Yes, she is not only alive, and 
very much so, but there is not the slightest 
trace of the usual nervous, hysterical dis- 
position that one finds accompanying women 
who have endured a life of worry. 

PON entering Mrs. Tallman’s establish- 
l ment in Rutherford, THE PLUMBERS’ 
TRADE JOURNAL representative en- 
countered a buxom, wide-awake, energetic 
looking woman, every characteristic of her 
countenance displaying strength of charac- 
ter, determination, gentleness, motherliness 
and executive ability all combining into an 
extremely pleasant effect. 

She was at the moment busy making short 
woik of an insistent drummer’s hopes for a 
larger order. She then turned quickly to 
answer the telephone at her elbow on the 
desk, and after giving a string of clear, de- 
cisive orders to a party at the other end— 
evidently one of her employees—in a man- 
ner that showed plainly how all the details 
of her business were at her finger-tips, so 
to speak, she graciously, though reluctantly, 
submitted to an interview, during which she 
permitted an inspection of a large, well 
apportioned plumbing establishment; show- 
room, store-room, work-shop—all showed 
order and perfect equipment. 

A portion of the work-shop is situated in 
the basement, and while standing by a bench 
whereon were solder-pot, furnace, wiping 
cloths, ete., etc, the temptation could not 
be resisted, curiosity got the upper hand 
and a request was hesitatingly submitted 
that Mrs. Tallman wipe a joint. Now joint 
wiping is a poor medium of exhibition work, 
but after considerable persuasion she con- 
sented to “show off’ and in a surprisingly 
short space of time one more wiped joint 
was added to the world’s supply, and by a 
woman, at that. She turned out a perfect 
specimen of the joint family, although she 
admitted being rusty in personal practice, 
since she employed plenty of journeymen to 
attend to the mechanical end of the work. 
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Speaking of journeymen, she has at present 
on her pay-roll nine men, which speaks well 
for the size of her patronage, since Ruther- 
ford is only a city of ten thousand inhabi- 
tants. 

Mrs. Tallman, although not of the sex that 
usually delights to delve in such pursuits, is 
a natural born mechanic. When her hus- 
band, thirty years ago, decided to embark 
in the plumbing business in Atlantic High- 
lands she began the voyage with him, and, 
as captain, worked day and night at the 
side of her bosom and business partner, mas- 
tering with him the intricacies of the pro- 
fession. Possibly, with woman’s natural 
intuition on her side, she learned the faster. 
After spending five years stocking Atlantic 
Highlands with solder joints, bath tubs and 
the proverbial plumber’s bills, the firm of 
Tallman and Wife located in Rutherford, 
where the business is still carried on by 
Mrs. Tallman, alone now, as her husband- 
partner was called by death six years ago. 

At the time of her husband’s demise three 
men were employed in the establishment, 
and since then, alone, unaided, Mrs. Tallman 
has built°up the business until at times she 
employs as high as twenty men, in this city 
of ten thousand. What success has been 
hers she credits to her late husband. Her 
praise for him as a splendid workman, able 
instructor and good husband is unstinted. 

ND brother plumbers, lend ear to this, 
A please. If Mrs. Tallman held her 
husband, on account of his excep- 

tional qualities and abilities, in such esteem, 
to what incalculable heights must have 
towered his admiration for this help-meet 
who was such an efficient and capable busi- 
ness partner and at the same time the best 
of wives and mothers, who accomplished the 
unprecedented feat of conducting a business 
and becoming the mother of eight children, 
at one and the same time. Consider —the 
combination of infant clothes, lead pipe, 
lullabys, plumbing plans and specifications, 
ete. Those eight lusty, growing youngsters 
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were well brought up and educated by this 
master hand, too. No wonder the gangs of 
foreign laborers at work in the trenches lift 
their faded bit of headgear as this premier 
of ‘bosses’? approaches the job. No wonder 
the same customers identified with her start, 
a score and a half of years ago, have stuck 
to her all this time. Today she has men at 
work on several jobs tearing out the old 
fixtures and work installed by her twenty- 
five years ago, preparatory to putting in 
modern equipment. 

As an expert heating and ventilating en- 
gineer she ranks high. Among the many 
puzzling situations this end of the profession 
presents, she has overcome every obstacle 
unaided. And be it stated here, merely as 
an incident in the story, and not from edi- 
torial vanity, that her most valuable cohort 
in all the difficult points of heating, venti- 
lation and plumbing problems has been THE 
PLUMBERS’ TRADE JOURNAL (which she has 
religiously perused for thirty years) with 
its pages of technical articles concerning the 
trade. She has always made it a point to 
side-step no difficulty, no matter how baf- 
fling, therefore why should not her success 
be what it is? 

Her business operations are not confined 
to the one city, as she holds licenses from 
Hackensack to Arlington; from the Passaic 
River to the Hackensack River, and proudly 
claims to be the one woman in the world 
who possesses a water license to tap the 


mains. 
An enthusiastic member of the Associa- 
tion, she holds a very optimistic view of her 


brother rivals. 
F every master plumber held his competi- 
I tor in the same light as this sister in 
the trade does hers, the order would 
truly be one of magnificent brotherhood. Of 
course it must be admitted that her rose 
tinted opinions are largely due to the splen- 
did attitude of these rivals. They have been 
true plumbers and courteous gentlemen to 
the last degree in all their dealings with 


} cious question? 
{I would not have the temerity to place it 
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her. Not one man has ever attempted to 
take an unfair advantage. They have all 
played the good big brother with their fair 
rival, and although it hurts to see a cher- 
ished job: go to the opposing forces, they 
always swallowed defeat in a good-natured, 
sportsmanlike manner, which seems to be 
universal in the plumbing game. 

As it was necessary to catch an early 
train back to New York, the pleasant visit 
had to be brought to a termination, and a 
final question asked. It was: “For the 
benefit of the boys throughout the country, 
will you answer a very pertinent and auda- 
It is an important one or 


before you, and if neglected will leave your 
well wishing brothers in a very puzzled state 
of mind: What remarks did you make after 
attempting to wipe your first joint?” 

A humorous gleam sparkled in the bright, 
black eyes of Mrs. Tallman, and a smile 
played about her womanly, firm mouth, as 
she replied: ‘Now I am going to disappoint 
you, because I did not say what most em- 
bryonic plumbers do at that stage of the 
game. I had no reason to, in fact. All I 
said was, ‘A woman—and I didn’t burn my 
fingers!’ ”’ 

On the way down to the depot, THE 
PLUMBERS’ TRADE JOURNAL representative 
glanced eastward, and in the distance saw 
the tops of New York’s batteries of sky- 
scrapers glittering in the late afternoon 
sun, and he wondered how long before some 
woman genius, of Mrs. Tallman’s ambitions 
and energetic type, would be adding even 
greater structures to the towering collection. 
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CHEER 


HEN all the world is against you, 
W And you’re feeling mighty blue; 
When the clouds hang down so lowly 
That no sunlight can come through, 
It sounds pretty good within your ear, 
To hear a friend say, “Cheer; 
It’s better that you smile a bit, 
Than kill joy with a tear.” 


When your heart aches with its sorrow, 
And you don’t know where to turn 

For to get a word of greeting, 
And your eyelids seem to burn; 

When you can’t e’en squeeze a tear through, 
To help relieve the pain, 

It’s a good time to remember, 
That sunshine follows rain. 


For life’s made up of ripples, 
Which flow for you and me, 
Sometimes the streamlet flows to you, 
Sometimes it turns t?ward me; 
We can watch the showers patiently, 
And as patient stand the strain; 
For sunshine brings the flowers, 
And flowers need the rain. 
By Auburn No, 81721. 
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A Correction 


Y a lamentable error the lines” 
were transposed under two of the 
illustrations in our July 1st num 

per of some of the representatives at 
the Steam and Hot Water Fitters’ Con- 
vention at Atlantic City. On page 55, 
the names of John J. Greene and Frank 
R. Austin, representatives of the H. WwW. 
Johns-Manville Co., inadvertently aD 
peared under the photograph of D. Rait | 
Richardson and HE. F. Glore of Richard- 
son & Boynton. Messrs. Greene’s and | 
Austin’s photograph appeared on page 
54 over the names of Messrs. Richardson 
and Glore. Friends of these good fel 
lows, however, will recognize their smil- 
ing countenances, as they are “old regu: 
lars” at convention affairs. 
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positions are discharged into a _ separate 
rain-water conduit. 

Materials for Drain Pipes. A great amount 
of controversy obtains on the question of 
materials for drain pipes. Certain persons 
strenuously advocate the use of pipes of 
earthenware and stoneware for both foul 
and rain-water drains, but it may be stated 
without reserve, that the most successful 
schemes have been carried out with the use 
of pipes of cast iron. 

For foul water purposes cast iron is un- 
doubtedly superior to other materials for 
drain pipes. The pipes can be more securely 
jointed and fewer joints are required, while 
the invert of the drain is more regular and 
offers less resistance than in the case of 


L those of stoneware and earthenware, more- 
SSE over the risk of fractured pipes occurring 
. as a result of a slight subsidence of the 
pipe bed is very remote. For conveyance 
of rain-water, pipes of stoneware or earthen- 
Ware are invariably used. 
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Modern Domestic Sani= 
lation and“ Plumbing 


( BY A. HERRING-SHAW 
( Municipal School of Technology, Manchester, England 
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At Last a High Class 
Steel Closet Seat 


Sanitation and civie pride call for 
Steel closet seats the same as they have for 
everything else, in metal. 


4 


There has always been a strong demand 
for an INDESTRUCTIBLE, ABSOLU- 
TELY SANITARY, NON-ABSORBENT 
GERM-PROOF closet seat that can be kept 
clean easily, will last a life time, won’t 
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crack, split, discolor or warp. 


és 
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charged with foul and obnoxious gases. 

In the case of the separate system of 
sewerage the rain-water drain enters a rain- 
water sewer, which in turn discharges its Owing to the difference of treatment re- 
contents into the nearest water course. quired for various buildings, it is proposed 
Where the separate principle of drainage is to give several typical examples of modern 


reader’s attention will now be 

ier directed to the consideration of the 

various modes adopted for the design 

and execution of modern plumbing and sani- 
tation in Great Britain. 


Drainage of Buildings. All high-class 


schemes of this kind of work are invariably adopted for buildings situated in districts drainage systems accompanied by drawings 
sarried out by plumbers, but the cheaper sewered on the combined principle, the rain- and illustrations with explanations of all 
work is usually in the hands of the builder. water drain joins the foul drain at a point important parts. 

Many architects who are not sufficiently immediately before the latter passes the Drainage of a Country House. The drain- 


age in this example (Fig. 1) is on the sepa- 


conversant with modern sanitary require- boundary of the private land, a trap being 
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Fig. 1—THr Drainacre System In THis Burupine Is Mopetep AFTER THE SEPARATE SYSTEM 


Sharp Rotary Ash Receiver 


nents wisely invoke the aid of a specialist inserted between the two conduits at that  yate principle. The foul water drains indi- 


n the design and supervision of the drainage point to prevent foul air from entering the cated by full lines are of cast iron, and of to catch and retain them. 
nd sanitary part of buildings. rain-water drain. waterworks strength, doubly coated with 
Although there is considerable diversity It is stated in favor of the combined sys- Dr. Angus Smith’s composition. The foul 


tem that the value of the rain-water is re- 
tained for flushing purposes, but when it is 
considered that the minimum rainfall occurs 


water is conveyed to a small private purifi- 
cation works situated on the owner’s land 
and some distance from the house. The 


f opinion in regard to many of the details 
f drainage work, experts generally agree 
n the question of main principles. 


Three distinct systems are in vogue for eas 
1e removal of liquid waste from buildings. | al 
hese are known respectively as: The sepa- Bedirooms  |Pervanrs 


ate system; the partially separate system, 
nd the combined system. 

The choice of system is in the first place 
overned by the conditions in the sewerage 
ystems adopted by the particular district; 
lthough in a locality that is sewered on the 
ymbined principle, the owners of buildings 
iay install any one of the three systems. 
‘here the separate system of sewerage 
dtains, however, all buildings have to be 
cained on a like principle. 


Bedroom 


Bedroom 


Ei; 


Linen | 


Bedroom 


_| Sharp Rotary Ash Receiver 
is part of the heating job. 


Vacuum Cleaners won’t be 
necessary if the 


Bedroom 


"T cannot be controverted that the prin- 

ciples of construction embodied in the 
“separate system approach the _ ideal 
ore nearly than those which obtain in the 
her two systems. Rain-water is compara- 


Fic. 1A—First FiLoor PLAN or DWELLING Descripep SHowina LocATION oF BATH- 
ROOMS 


vely clean water and may be regarded as 
rmiless, while foul water from water- 
osets and other sanitary fittings gives rise 
objectionable odors, owing to decomposi- 
m. This is frequently the medium in 
iich micro-organisms are propagated and 
entually diffused into the atmosphere. 

By conveying these two distinct classes of 
uid in entirely separate conduits, the 
‘al fouled pipe area is greatly reduced, 
sreby minimizing the quantity of decom- 
sible deposit and the length of pipe 


usually in the hottest months when the max- 
imum flushing effect is desired, and that the 
rainfall is not consistently of sufficient vol- 
ume to entirely charge the main drain and 
its branches, it will be seen that the ad- 
vantage claimed is of a doubtful character. 
N the partially separate system, the rain- 
I water pipes in the vicinity of traps on 
the foul drain located to receive dis- 
charges from waste pipes, are connected 
with the same, but those occurring in other 


rain-water drains are in stoneware and are 
indicated by dotted lines, the rain-water 
being conveyed thereby to the nearest water 
course. 

Diameter of Pipes. It is the common 
practice to have the main foul water con- 
duit 6 ins. in diameter and all branches of 
4 ins. diameter, but during recent years 
sanitary experts have reduced these sizes. 
For the building in question a 5-in. main 
drain with 8%-in. branches was adopted. 


If you won’t write for a cata- 
log how can you expect to keep 
pace with the up-to-date heating 
firm which is rushed with work? 


W. M. SHARP CO. 


200 Park Avenue 
Binghamton, N. Y. 
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NOTICE 


Mr. Plumber: 

Have you taken 
note of the fact that you 
obtain exceedingly prompt 
delivery when you order 


ke (New Style) Range Boilers? 


Should your Jobber not 
carry 4% New Style 
Boilers ae stock, he 
understands that we can ship 
immediately from our stock 
in any quantity. 

We carry more than 
eight thousand (8,000) 


ce Range Boilers on 
hand at all times, there- 
fore are not only in posi- 
tion to furnish you the most 
dependable Range Boiler 
possible to construct, but 
ship it émmedtately upon 
receipt of the order. 


Hoping, through your job- 
bing connections, to be favored 
with your business, we are 

Yours very truly, 


John Wood Manufacturing Co. 


CONSHOHOCKEN, PENNA. 


Numerous practical experiments carried out 
on a wide scale have proved that for large 
houses a 5-in. main drain is ample. The 
maximum flow will rarely if ever be of suffi- 
cient volume as to entirely fill the pipe. 
It should also be remembered that if the 
pipe be surcharged under even a slight head 
its discharging capacity will be greatly 
increased. 

Gradient and Mode of Laying Pipes. The 
minimum inclination at which the lines of 
drains are laid is usually governed by the 


HU 
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pound allows of a settlement or distortion 
of the pipe line occurring without risk of 
fracture of pipes or joints. 

For joints on cast-iron drains the water 
seals used are molten lead and gaskin, 
either tarred or plain. In some instances 
lead wool and gaskin are used, but in 
Great Britain the initial and manipulative 
cost of lead wool is too high to warrant its 
general adoption. = 

Many successful schemes have been car- 
ried out during recent years with the use 


Fic. 2— Tue GraprogRarpH. AN INSTRUMENT GENERALLY USED FOR OBTAINING Accu- 
RATE LEVELS 


diameters of the pipes: 3%%-in. pipes are 
laid with a fall of 1 in 25; 4-in. pipes, 1 
in 40; 5-in. pipes, 1 in 50. In each case one 
inch of fall is allowed for each length of 
pipe equal to the diameter in inches multi- 
plied by 10. It has been determined that 
the hydraulic gradients obtained by this 
rule will give a velocity to the sewage of 
3 ft. per second. When the depth of flow 
reaches 1/3 of the diameter of the pipe. 
This velocity is sufficient to remove fine 
sand and to keep the lower portion of the 
invert in a comparatively clean condition. 
N the laying of the pipes the “sight rail’ 
I or “profile’ method is generally used 
to obtain the requisite inclination for 

the main and principal branch drains; and 
a level and parallel rule having a regulating 


_ Screw, which is set to the required fall in 


grade length of the rule, are used on the 
minor branches. 

An instrument known as the “gradiograph” 
and illustrated in Fig. 2, has been recently 
introduced to take the place of the ordinary 
level and parallel rule. It consists of a 
graduated steel rule pivoted at A, and en- 
closed in an aluminum case. The level B is 
attached to the rule and is centered over 
A. The cursor C is made to Slide along 
the steel rule, to which it can be secured 
at any point by a milled headed screw. 
When the cursor is in slot D the rule is 
parallel to the four invert rests 1, PP ene. 
The thickness of the base of the cursor is 
calibrated in conjunction with the divisions 
on the scale and as it is moved along to 
the left the angle at A is gradually in- 
creased in ratio to unity as indicated on 
the rule. 5 

Any inclination between 1 in 30 and 1 in 
300 can be obtained by moving the cursor 
to the required number and inserting the 
instrument inside each pipe as it is laid 
and adjusting the position of the latter un- 
til the bubble in the level B is centered. 

This instrument is useful for laying pipes 
through headings, but in open cuttings its 
service is inferior to that of sight rails and 
traveling staff. 

Pipe Jointing. The joints in general use 
on earthenware pipe drains are made prin- 
cipally of Portland cement. The cement is 
mixed to a stiff paste and a quantity placed 
in the bottom of each socket previous to the 
insertion of the spigot of the suceeeding 
pipe, which is then pressed into position. 
The remainder of the socket is then filled 
with cement and finished off. This practice 
is often responsible for the accumulation 
of cement on the bottom of the pipe, and, 
although it is the duty of the pipe-layer to 
remove these by means of a mop as the 
work proceeds, it is no uncommon occur- 
rence to have drains blocked by deposit 
held by cement obstructions carelessly left 
in the pipes. To overcome this defect and 
to get the pipes more truly concentric, a 
ring of gaskin or hempen rope soaked in 
liquid Portland cement- is caulked tightly 
in the socket before filling in the cement. 

ETTER results, however, are obtain- 
B able with the use of tarred hempen 
rope and a filling of bituminous com- 
pound composed of 50% rock asphalt, 25% 
coal tar pitch and 25% fine sand. The com- 
ponents are heated together in an open 
boiler and _ stirred continuously for two 
hours. The heated liquid is then poured 
into the sockets with the aid of grummets 
of clay placed round each socket in like 
manner to the method adopted in the case 
of lead joints on cast-iron pipes. 
The slightly elastic property of this com- 


of glass-lined cast-iron pipes, the short 
lengths being purposely made to avoid the 
disadvantages attending the cutting of 
pipes on the site. 

The Connection of Soil Pipes and Waste 
Pipes to Drains. The term “soil pipe” is 
applied to a conduit that conveys liquid 
waste from one or more water-closets to a 
drain. A “waste pipe” conveys liquid waste 
from baths, lavatories and sinks to the 
drain. 

The two pipes are kept entirely distinct 
and are not in any way directly connected 
with each other. It is beyond contention 
that the matter. passing through soil pipes 
is of a much more foul and dangerous char- 
acter than that dealt with by waste pipes. 
In the latter case the liquid consists prin- 


Soil Pipe 


Secfion 


Plan 
Fic. 3— TyprcAL CoNNECTION BETWEEN 
Srack AND HorizonTAL DRAIN 


cipally of soapy water, and, although the 
deposit on the pipe invert is very offensive, 
it will rarely be the habitat of specific mi- 
crobes as obtains in the case of deposit in 
soil pipes. | 
NDER such conditions it is advisable 
( to confine the fouled matter to 4 
minimum length of pipe. This prin-— 
ciple is further promoted by the modes — 
adopted for connecting the respective pipes 
to the drain. ; 

In general two methods of treatment are 
in vogue for joining soil pipes to drains. 
In the one shown in Fig. 3 the pipe is con 
nected directly to the drain by means of a 
rest bend at ground level. 

(To be continued) 


Shirley Radiator Company in 


New Quarters at Beech 

Grove, Ind. | 
HE Shirley Radiator & Foundry C0» 
whose plant at Shirley was de 
stroyed by fire some months a 
as reported in Tur PLUMBERS’ TRADE 
JourNAL, will occupy their enlarged new 
plant at Beech Grove, Ind., after July, 
15th. Operations will be ‘started on 
this date and all haste will be made to 
again catch up with the orders which 
have been steadily increasing. 
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SEAT OPERATING FIXTURES 


eyesight 


was 


Magill. 
widower, 


OU would lose your 
trying 
find a better hustler 
in the plumbing 


to 


familiarly 
known as Reddy 
Pat was a 

and keep- 
ing tabs on Reddy 


used him more worry and anxiety than 


inning his plumbing shop. 


Reddy, the Master Plum. 
bers’ Son, Strikes Hlis Gait 


BY NED MURDOCK 


the most useless human being that ever 
existed without working. But, to hear 
Pat talk, you would have thought that 
the dried-up, carroty-haired young loafer 


plied Pat. “And it is the first time he 
has ever done such a thing. I have 
looked up the boys he usually runs with, 
and they either don’t know anything 
about him or else they won’t tell me. 
Oh! Phil if you want to make me your 
friend for life, please help me find my 
boy.” : 


“Me? Nah!” replied Reddy, looking 
disgusted at the thought of working. 
“Tm only loafing around.” 

“Ain’t you afraid the sun will fade 


right home with me. Do you want to 
worry your father to death?” 

“Oh, well if it is bad as that I’ll go 
up and jolly the old man some,” replied 
Reddy. 

Phil would have liked to have shaken 
him out of his clothes; but, with the best 
grace possible, he took Reddy home; and 
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trade than old Pat was the original party that philanthropy those curly locks of yours?” asked Phil. 

Magill. But Pat had was invented for. “Ah, quit your kiddin’!” says Reddy, 

a drag anchor in the “Well, how do you mean you have lost starting to roll another cigarette. rte 
shape of an only him?” asked Phil. “Say, Reddy,” says Phil, “you quit AI \ 
son and heir, who “He hasn’t been home all night,’ re- this cussed nonsense of yours and come S 


The highest pinnacle 
in closet manufacture 
has been attained by the 


SCHUREMAN 


Reddy was now twent ears of age, S 

is over five feet ie SOE: nh Phil thought of the fat, juicy orders Pat was delighted. Patented eat 
ught in the bantam-weight class. His he would be able to pull if he stood in As soon as Pat got through hugging Operating Fixtures 
iief accomplishments were playing bot- 

> pool and puffing cigarettes. By way Known to the 


ornament, he had the most complete 


lection of freckles that ever 


hap- 


ned on a human face, and the freckles 
ood out more prominently because the 
in was so white between the splotches. 
ne name Reddy was not invented for 
m. He had already been tagged, for 
- had a shock of wavy, brick-red hair. 
Pat put Reddy in the shop with the 
ype of making a plumber out of him, 
inking that Reddy would succeed him 


the business. 


But Reddy was so in- 


Jent and Pat saw that the other ap- 
entices and even some of the journey- 
2n were contracting lazyitis, which was 
ally the disease Reddy was _ afflicted 
th, so he chased Reddy out of the 
op to keep him from demoralizing the 


tablishment. 
d nothing in the way of work 


And after that Reddy 


but 


me in regularly each week on pay-day 
d make a touch on Pat for his weekly 


ending money. 


Whenever Pat wanted to send Reddy 


an errand, 


all he would have- to 


would be chase around to the pool- 
2m on the corner or else send over 
the social club, which had a house 


it across the street. 


Reddy would go 


sr to that club and curl up in a sunny 
ndow-seat and be oblivious to every- 


ng. Wherever you found the 


sun 


eaming in, that was the place to look 
’ Reddy. He just seemed to soak up 


»-sun like a blotter does ink. 


In fact, 


ddy was an artist in doing a statu- 


r act: 
Ine day Phil Lippy strolled into 


Pat 


gill’s shop and found Pat in a much 


tated state. 


SOME oF THE OTHER HELPERS AND EveEN JouRNEYMEN WERE CONTRACTING LAZYITIS 


strong with Pat, so he promised him he 
would get busy “right away” and do a 
little gum-shoe work in an endeavor to 
locate Reddy. 

Phil went around to the pool-room 
where Reddy had the habit of hanking 
out, and was soon in a game with some 
of Reddy’s old pals. By telling the 
boys that he had something for Reddy, 
one of the gang loosened up with the 
information that Reddy had a girl on 
South street with whom he was spending 
a great deal of time, and gave Phil the 
address. Phil made a break for South 
street. 

The trail led Phil to one of those 


Reddy, he said to him: 
a new scheme for you.” 

“Goin’ to have me probed for hook- 
worms?” asked Reddy. 

“Now, Reddy, don’t try to be funny,” 
said Pat. “But you remember me tell- 
ing you about your uncle who is super- 
intendent of a big wheat-farm up in 
Canada?” 

“Sure. You mean me Uncle Mike,” 
replied Reddy. 

“That and I do,” says Pat. “Well, I 
am going to send you up there to Canada 
to stay a while with your uncle and get 
you out of the company you have been 
keeping around this town. Now, here is 


“Reddy, I’ve got 


Trade as the 


“Challenger”’ 


They are different 
from all other makes. 


These fixtures are the 
kind that you can sell 
easily. Your customer 
appreciates their merits. 


Mr. Plumber, they 
hold a good profit for 
you. Remember the 
name 


“Challenger”’ 


Seat Operating Fixtures 


Mr. Jobber, you can 
buy this hardware and 
assemble your own seat 
action outfits fromstand- 
ardtanks, bowlsandseats, 


No Springs, Cup-Leathers 
or Packing Boxes 


Here are the specifications for our No. 
44 Combination: 


Plain Oak Solid Bent Low- 
Down Tank, Piano Finish, 
Copper Lined, with Trim- 
mings for seat Operating, 
with Offset or elbow Closet 
Connection. Can _ furnish 
Round CornerTank if wanted. 


Detail description fur- 
nished on application. 
send for Catalogue 


Oh, Phil,” says Pat, “I’ve lost my Turkish auction joints where they sell $200 to fit you out and to take you there.” and Prices. 
ldy!” genuine Oriental rugs made in Paterson, When Pat handed Reddy that fat roll 
Accept my congratulations,” replied N. J., with hammered brass bowls and _ of greenbacks Phil thought the man was 


1. 


I might have known that I would 
no sympathy from you,” retorted Pat. 
‘hil and Pat could never come to an 


eement about Reddy. 


Phil had al- 


78 contended that Reddy was about 


antique guns as a side-line. And there, 
camped down in front on a sample rug 
with his hat off and the sun full on him, 
was Reddy Magill. 

“Well, well!” says Phil. “Employed 
here, are you, my old friend Reddy?” 


going crazy. 
“Much obliged,” muttered Reddy; and 
he jammed the wad down in his jeans. 
“Now, Reddy,” said Pat, “I want you 
to go right downtown and buy what 
clothes you need, and tonight you will 


as 
indeisen & Kropf Mfg. Co. 


2100S. Rockwell Street 
Chicago, Ill. 
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leave to- 


pack up and be ready to 
morrow.” 

The next morning Phil Lippy was in 
the office of Ketchum & Cheatum when 
he gets a telephone call from Pat Magill 
telling him to come up immediately. 
Phil hiked out for the Magill shop, and 
found Pat raving. Reddy had not shown 
up since he had started downtown with 
the $200 to fit himself out for a trip to 
Canada. So Phil took Pat and started 
to South street on what he thought 
would be a rescue expedition. 

He found the red flag still out, the 
sample rug still in place; but no Reddy 
in evidence. But they walked up to an 


THE “QOANCO” BARBER SLAB COCK 


Rapid Action 


All valves oper to full 
capacity on quarter turn 


NRL EE EE LS FE 
The ‘‘Qoanco” Barber Slab Cock 
For 2 Basins 


ES SSE 
The ‘“‘Qoanco” Barber Slab 
Cock for 1 Basin 


Upper valves Fuller Pat- 
tern. Lower valves Com- 
pression with FULLER 
ACTION. Can be repaired 
by any one without taking 
from the slab. Note the 
Ground Joint Unions on 
this cock, making it easy 
to insert a new Fuller ball 
when required. 


on 


TN 


Tens 


Write for prices. 


STOP AND 


Quality 


Is 


oe 


UWlY 


ZA 
2s 


PHIL Founp Pat RaAyING. 


ABSOLUTELY 
GUARANTEED 


Send For Prices 


BRONZE & BRASS WORKS 


CLEVELAND, OHIO 


old pirate who looked like a character 
from a comic opera. 

“Say, you,’ Phil sung out, 
happened to Reddy?” 

“The burning haired! 
geel,”’ says he. “Come. 
the Sareef.” 

And he beckons for them to follow 
and starts toward the back. Next thing 
they knew they were out in a little 
back-yard, half-full of empty cases and 
crates. In the middle of a clear space 
was a big brown tent with the flap pinned 
back. 

The party inside was squatting cross- 
legged on a rug, puffing a cigarette. He 
was wearing some kind of a long bath- 
robe and most of the head was concealed 
by yards of white cloth wrapped around 
it. But it was Reddy all right, looking 
happy and contented. 

“Say, Reddy,” says his father, “this 
ain’t the costume you’re going to start 
for Canada in, is it?” 

“Ah, forget Canada,” said he. “I’ve 
got that proposition beat a mile. Hey, 
Gazzam?”’ And he calls to the old pirate 


What 


“what’s 


Counts El Sareef Ma- 


You shall see 


Bath Cocks sold last year 
You know the reason. 


NORTHERN BRASS MFG. CO. outside: “Tell Mrs. Magill to come 
Wail Ill down and be introduced.” 
bidders eo Does “What's that!” shouted Pat. “You— 


you ain’t been getting married, have 
you?” 

“Yep,” says Reddy, grinning foolish. 
“Nine o’clock last night. We're goin’ to 
start on our weddin’ trip next Saturday, 
me and Marjureena.” 

“Where you going, 
his father. 

“Nah! Syria, wherever that is,” says 
Reddy. “Marjureena knows. We’re going 
to live over there and buy rugs. That 
$200 was just what we needed to set us 


THE BEST IS THE BADGER 
BADGER COPPER BOILERS 


70 YEARS EXPERIENCE 


BADGER QUALITY 
is the standard by 


Niagara?’ asked 


Copper only—no 
iron, no rust, inter- 


which others are ior heavily tinned in- up in business.” 

judged. suring clean water “Think you'll like it?” asked his 
j ; at all times. 

Made in all sizes father. 

from 5 to 1500 gal- Send for catalogs “Sure!” says Reddy. “Marjureena 


lons. and prices. 


E.B. BADGER & SONS CO. 


63-75 PITT ST., BOSTON, MASS. 


says it’s fine. All I will have to do is 
to sit on a camel and travel. Here’s the 
tent we’re goin’ to live in. I’m practisin’ 
up. Oh, here she is! Say, Marjureena, 
this is my dad and Mr. Lippy.” 

Well, say! She had big black eyes 
that lit up and shone. She had on a 


% 
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native outfit, and while it was a little 
gaudy in color, hanged if it was not be- 
coming. For a desert bride she certainly 
had some class. 

“Well,” says Pat, “so you and Reddy 
have been married and are going to 
leave us?” ; 

“Yes,” says Marjureena; “the Sareef 
and me go back to the desert where | 
was born.” 

“Sareef!” says Pat. “What in blazes 
is a sareef and what does he do?” 

“Do?” says she. “Why he’s the boss 
of the caravan. He—he just sits around 
in the sun and takes things easy.” - 

“Then that settles it,’ replied Pat; 
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Reppy Hap Nor SHown Up Sinck HE HAp SPARTED 
DOowNTOWN 


“Reddy’s qualified. I never thought there 
was any place where he’d fit in. But if 
your description is correct, he has 
found the job he was born for, and I 
guess he has struck his gait.” 


(INDIANAPOLIS JOTTINGS 
OCKE & ANDERSON 
of East Washington 
street, Indianapolis, 
Ind., have completed 
some splendid con- 
tracts. They have re- 
cently finished the 
plumbing and heating 
in a number of resi- 
', dences in that city. 
W. Cc. S. Shannon 

AS has taken new quar- 
ters at 42 West 24th street, Indian- 
apolis, Ind. 


Among the attractive plumbing estab- 
lishments of Indianapolis is that of Ed. 
ward J. Spearing at 2911 Hast 10th 
street. Mr. Spearing engaged in busi 
ness but few months ago and the build 
ing he now occupies was erected by him 
especially for the purpose. | 


Neal & Stol at Connersville, Ind., art 
another busy Hoosier shop. The nev 
Carneigie Library at Brookville has hat 
plumbing and heating installed by thes 
hustling craftsmen. The Brookyill 
Courthouse is another nice job thei 
have. This contains forty modern plumb 
ing fixtures and also a Van Auken sys 
tem of heating. 


The New Castle, Ind., branch of Hu' 
zel & Co., under the able managemen 
of Max Hutzel, is steadily increasing it 
business. Some of the work complete 
by them is the plumbing and heating | 
the Chas. Mauch block. The Durhal 
system of plumbing was installed. T 
heating plant is a vacuum vapor syste? 
A vapor heating system and plumbin 
in the new Elks’ Home, and five separal 
heating systems in as many buildings ‘ 
the Epileptic Village of Indiana, are | 
few of the contracts executed by a 
firm. More power to thet 
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For Plumbing & Drainage, Water Supply, Gas Piping & Ventilation of Buildings 


CHAPTER V 4 


es Sons 

91—All traps must be protected from si- 
phonage and back-pressure and the drainage 
system ventilated by special lines of vent 
pipes. 

92—All vent-pipe lines and main branches 
must be of iron, steel or brass. They must 
be increased in diameter and extended above 
the roof as required for waste pipes. They 
may be connected with the adjoining soil 
or waste line well above the highest fixture, 
but this will not be permitted when there 
are fixtures on more than six floors. 

93—All offsets must be made at an angle 
of not less than forty-five degrees to the 
horizontal, and all lines must be connected 
at the bottom with a soil or waste pipe or 
the drain in such a manner as to prevent 
the accumulation of rust scale. 

94—Branch vent pipes shall be kept: above 
the top of all connecting fixtures, so as to 
prevent the use of vent pipes as soil pipes 
or waste pipes. Branch vent pipes should 
be connected not less than six inches nor 
more than two feet from crown of trap or 
side of lead bend. 

95—Vent connections for water-closets 
and slop sinks must be made from the 
branch soil or waste pipe just below trap of 
the fixture, and this branch vent pipe must 
be so connected as to prevent obstruction 
and no waste pipe connected between it and 
the fixtures. Earthenware traps must have 
no vent horns. 

96—No sheet metal, brick or other flue 
shall be used as a vent pipe. 

97—The sizes of vent pipes throughout 
must not be less than the following; For 
main vents, two inches in diameter; for 
water-closets on three or more floors, three 
inches in diameter; for other fixtures on less 
than seven floors, two inches in diameter; 
three-inch pipe will be permitted for less 
than nine stories; for more than eight and 
less than sixteen stories, four inches in di- 
ameter; for more than fifteen and less than 
twenty-two stories, five inches in diameter; 
for more than twenty-one stories the size of 
vent pipe shall be determined by the Super- 
intendent of Buildings. 

For fixtures other than water-closets and 
slop sinks and for more than eight stories, 
vent pipes may be one inch smaller in di- 
ameter than above stated. 

For long branch vent pipes over 10 feet 
in length but not exceeding 25 feet, two 
inches in diameter; when over 25 feet in 
length but not exceeding 50 feet, three inches 
in diameter. No branch vent pipe can ex- 
ceed 50 feet in length, nor can any main 
vent be of less diameter than the largest 
branch vent connecting to same. 

98—When the plumbing fixtures installed 
in any building are arranged in groups or 
batteries and the number of branch vents 
from the traps of fixtures connecting to any 
main branch vent exceeds the number and 
size given in the following table, a three- 
inch main branch vent must be provided for 
the additional vent connections. 
2—1%-in. EEanenice on a 1%-in. main branch 
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TRAPS 


99—No form of trap will be permitted to 
be used unless it has been approved by the 
Superintendent of Buildings. 

100—No masons’ cesspool, bell, pot, bottle 
or D-trap will be permitted, nor any form 
of trap that is not self-cleaning, nor that 
has interior chamber or mechanism, nor any 


trap except earthenware ones that depend 
upon interior partitions for a seal. Back- 
water or tide valves will only be permitted 
when it can be shown to the satisfaction 
of the Superintendent of Buildings that their 
use is absolutely necessary and of a type 
as approved by him. 

101—Every fixture must be _ separately 
trapped by a water-sealing trap placed as 
close to the fixture outlet as possible, and 
no trap shall be placed more than 2 feet 0 
inches from any fixture. 

102—A set of not more than three wash 


Not More THAN THREE WASH TRAYS ON 
One Trap (Paragraph 102) 


trays may connect with a single trap, or 
into the trap of an adjoining sink, provided 
both ‘sink and tub waste outlets are on the 
same side of the waste line, and the sink 
is nearest the line. When so connected, the 


WASTE From - Remnicm nn, aie 
(Paragraph 116) 


waste pipe from the wash trays must be 
branched in below the water-seal. 

103—The discharge from any fixture must 
not pass through more than one trap before 
reaching the house drain. 

104—All traps must be well supported and 
set true with respect to their water levels. 

105—All fixtures, other than water-closets 


and urinals, must have strong metallic 
strainers or bars over the outlets to pre- 
vent obstruction of the waste pipe. 

106—All exposed or accessible traps, ex- 
cept water-closet traps, must have brass 
trap screws for cleaning the trap placed on 
the inlet side, or below the water level. 

107—All iron traps for house drain, yard 
and other drains and leaders must be run- 
ning traps with handhole cleanouts of full 
size of the traps, when same are less than 
five (5) inches. All traps under ground must 
be accessible by brick manholes with proper 
covers. 

108—Overflow pipes from fixtures must in 
all cases be connected on the inlet side of 
traps. 

109—AIl earthenware traps must have ap- 
proved heavy brass floor plates properly 
secured to the branch soil pipe and bolted 
to the trap flange, and the joint made gas- 
tight. The use of rubber washers for floor 
connections is prohibited. All floor flanges 
must be set in place and inspected before 
any water-closet is set thereon. 


110—No trap shall be placed at the foot 
of main soil and waste pipe lines. 

111—Plunge baths should be provided with 
a trap at least four inches in diameter, the 
waste from trap to bath to be reduced two 
dimeters and this waste to be controlled by 
a gate valve. Overflow pipes, if provided, 
must be connected on inlet side of trap. 
Traps must be ventilated by a separate vent 
line extended above roof. Vent lines shall 
be the same size as trap and waste con- 
nections. 

112—The sizes for traps must not be less 
than those given in the following table :— 


Traps for water-closets........ 4 in. dia. 
raps, form slop sinkss.,.1s/2% cee 3 Sse ae OE 
Traps for kitchen sinks........ 2 oe oe ine 
Traps for wash trays......... 2 a 
aLrapsefor urinals .cict ccc 2 s.co% 2 oe 
Traps for shower-baths....... 2 be 
Traps for other fixtures....... iS 
Traps for leaders, area, floor and other 


drains must be at least 3 inches in diameter. 

113—Dental cuspidors must be separately 
trapped by a trap of at least 11 4% inches in 
diameter, properly vented and placed as close 
to the fixture as possible. The connection 
between trap and cuspidor may be % inch 
in diameter. 

114—No plumbing fixtures, except bar 
sinks, soda fountains or drinking fountains, 
shall be installed with an indirect waste 
connection to the plumbing and drainage 
system. The waste of every bar sink, soda 
fountain and drinking fountain, if not di- 
rectly connected, must discharge over a 
properly water supplied, trapped and vented 
sink. The main waste lines shall be 2 inches 
in diameter, and the branches to fixtures at 
least 1% inches in diameter. Drinking foun- 
tains must be trapped and the waste line ex- 
tended through the roof. No vent connec- 
tions need be provided. 

115—Safe and refrigerator waste pipes 
must be of galvanized iron, and be not less 
than 1% inches in diameter nor larger than 
1% inches in diameter with pipe branches 
at least 1 inch in diameter with strainers 
over each inlet. 

116—Safe and refrigerator waste pipes 
shall not be trapped. They must discharge 
over a properly water supplied, trapped and 
vented sink, publicly placed, not more than 
4 feet above the floor. In no case shall any 
refrigerator or safe waste pipe discharge 
over a sink located in a room used for liv- 
ing or sleeping quarters by the tenants. 
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Look Here 


The Norwich 
STEAM and 
WATER 


BOILERS 


Simple in construction 
Economical in fuel 
Tight and dependable 
Joints 


Perfect fitting points 
Reliable 
Honest Ratings 


Send for new catalogue 
just issued 


The John T. Young 
Boiler Co. 


NORWICH, CONN. 
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Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlingtonu, N. J., U.S. A. 


The World renowned D FITTINGS acknowledged Leader In 
design, quality of Material and Finish. 


“Everything in Brass for “The plant behind the goods”’ 
Water and Gas"”’ y 


CUT OUT »™ VALVE TROUBLES 


when you insist on your jobber furnishing 


VALVES 


Several weights and grades but all “HIGH GRADE” 
MANUFACTURED BY 


DETROIT BRASS WORKS 


Detroit, Mich. 
MANUFACTURERS OF 
Valves, Water Gauges, Air and Cylinder Cocks, Steam and Service Cocks, 
Ground Key Work, Natural Gas Goods 


All goods Tested 


Steam, and Inspected 


Gate 
Swing Check 
Radiator 


Lock Shield Union Ells 


The Practical Way to Pack Specialties 
CORRUGATED PAPER BOXES 


Actual facts obtained from the firm whose name appears on 
the accompanying cut: 


Car of Water Closet Tanks shipped to 
Portland, Oregon 


Weight of tank packed in wood 


Weight of tank packed in Cor- 
rugated Paper Box 


Actual weight saved 


1,000 tanks loaded in car at lil 
lbs. each 


11,000 lbs at $1.50 per Hdwt 
(rate to Portland) $66.00 


Price of the Corrugated Paper 
Box $146.00 per M 


Less saving in freight 66.00 
Cost of packing thiscar load 80.00 


51 lbs 


40 lbs 
Sasa 
11 lbs 


11,000 Ibs 


8c each 


These figures apply in every case where wooden boxes are used. 
Send us the inside measurement of your shipping cases and let us 
show you how to cut the cost of your packing. 


EVANSVILLE, IND. 


GLOBE PAPER CO., 


A Steady Support for Wiping 


Joints 


Mechanics who have used the 
fin’s patent wiping clamp have discovered 
that they are, without doubt, an _ indis- 
pensable tool. They are made of galvanized 
malleable iron, and cannot rust or break. 
Steel pin and clamp weigh about 14 oz., and 
are small enough to be carried in kit with 


new Grif- 


convenience. The steel tempered pin fur- 
nished with clamp can be used as a punch. 

Any plumber who wants to cover ground 
cannot afford to be without a pair of these 
clamps, as they are easily adjusted and save 
time and temper. Write for descriptive mat- 
ter to J. H. Griffin, 506 West 26th street, 


New York City. Kindly mention THE 
PLUMBERS’ TRADE JOURNAL. 
Oo 
No-Co-Do Steel Tile 
Metal imitation tile-work for wainscot- 
ings, walls and ceilings is becoming quite 


as popular as ceramic and terra-cotta, ow- 
ing to the lightness, quickness of applica- 
tion and many other particular features. It 
can be cut and made to conform to odd 
shapes, and finished so that it is impos- 


re VOTR se SE 
Perr 
ane 


Peers 
2eEee 


‘ 


sible, except by close examination, to detect 
the difference between it and real stone 
tile. It ean be cleaned easily, cannot ab- 
sorb stains and has no joints for the col- 
lection of filth. 

Write for book of designs to the North- 
rup, Coburn, Dodge Co., 32 Cherry street, 
New York City, mentioning THr PLUMBERS’ 
TRADE JOURNAL. 

ee a ee 


Closets, Lavatories and Fixtures 
for Places where Space is 
Limited 
The A. B. Sands & Son Company of 22 
Vesey street, New- York City, manufacturers 
for over sixty years of sanitary fixtures for 
special places, make a very complete line 
of pump water closets for use in basements, 
sub-cellars, amd any place, where it is neces- 
sary to install a closet below the sewer 
level. These closets when fitted with check 
valves will operate successfully when in- 
stalled as low as fifteen feet below the 
sewer line. They fill a long-felt want and 
solve the sanitary problem in inaccessible 

and remote places. 

This company also manufacture a large 
assortment of folding lavatories, with oak 
or mahogany cases, porcelain and nickel- 
plated copper basins, for use in pantries, 
kitchens and any small room or apartment 
where space is extremely limited. They may 
be fitted with a single faucet for cold water 
only, combination faucet for hot and cold 
water, or with a small quick acting pump, 
when water supply is not otherwise avail- 
able. The supply may be taken from over- 
head tank, pressure system, or from a tank 
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under the fixture. These folding lavatories 
are just the thing for bungalows and sum- 
mer cottages. 

Readers of THE PLUMBERS’ TRADE JouR- 
NAL, who are interested in this high-grade 
line of fixtures and specialties, should write 
to the above concern for a copy of their 


catalog ‘“D,’ which in addition to pump 
water closets and folding lavatories, illus- 
trates a large assortment of specialties, in- 
cluding Jenkins automatic sewage  dis- 
charger, showers, heaters, pumps, metal 
basins, back water valves, ete. This book 
is free upon request, and is the most com- 
plete work of its kind ever published. 


Bignall & Keeler Threading Ma- 
chinery Widely Known 


Distinguished in the ranks of high-grade 
threading machinery, the Bignall & Keeler 
tools are the result of experience and im- 
portant investigation into just what consti- 
tutes first-class tools. In developing their 
line the Bignall & Keeler Co. have spared 
no efforts in producing only such machinery 
as would be worthy of the B. & K. trade- 


mark. In these machines have been incor- 
porated many exclusive ideas combined with 
others which are recognized as best prac- 
tice in machinery of this character. Cut-off 
tools and threading dies all mounted on one 
carriage mean quickness in pipe-threading 
and cutting which cannot be overlooked. 
There is no size pipe for which Bignall & 
Keeler do not have a machine. Write for 
catalog showing every size, to the makers, 
Edwardsville, Ill. Kindly . mention THE 
PLUMBERS’ TRADE JOURNAL. 
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A Circuit Breaker for Gas En- | 
gine Pumping Plants 


In the July 1st issue of THE PLUMBERS’ 
TRADE JoURNAL there appeared a descrip- 
tion of the Fig. 1228 Hoosier automatic 
pressure regulator for use with a motor 
driven pumping plant. The Flint & Walling 
Co., Kendallsville, have also devised a con- 
trivance for stopping gas and gasoline en- 
gines. This is quite as novel in its con- © 
struction as the motor regulator, Fig. 1228. | 
It, too, greatly increases the e‘ticiency of — 
engine driven pneumatic outfits since it re 
lieves the owner of stopping the engine 
when sufficient pressure has been supplied. 
It can be set for a variation of 20 pounds — 
or more, to cut out anywhere from 25 to © 
100 pounds. d 

The Hoosier gasoline engine circuit } 
breaker, in addition to its improved dia- | 
phragm construction, has another distinct _ 
feature. The switch lever is not held in - 
the brass pole by clips or friction, but an | 
stead by a cast-iron latch. ‘There is 10” 
throw-out spring exerting a constant pull, | 
or to lose its tension. When the pressure 
reaches the point at which it is desired t0_ 
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stop pumping, the pressure forces the latch 
upward until it releases the lever. A com- 
pressed spring then throws it a safe dis- 
tance. With this construction, there is no 
likelihood of the circuit being broken before 
it ought to be broken. Fig. 1229 is as posi- 
tive in after years as in the beginning. It 
can be used on engines fitted with battery 
or magneto, or both and is constructed so 
that, on combination ignition systems, it 
would make no difference if the operator for- 
got to throw the switch to the battery or 
magneto side. This circuit breaker, also, is 
quoted at a price that will attract the 
plumbers. 

Our readers are urged to write Flint & 
Walling Mfg. Co., Kendallville, Indiana, for 
their new catalog; also for their very beau- 
tiful wall poster printed in four colors. 
Mention THz PLUMBERS’ TRADE JOURNAL. 


Se 
An Artistic Bath Cock 


It is quite true that the appearance of an 
otherwise well arranged bathroom is seri- 
ously marred by using rough, inartistic 
nickel-plated trimmings, ete. Besides, no 


respectable plumber desires to overshadow 
his reputation by the installation of fixtures 
that suggest cheapness or inferior quality. 


The bath cock shown here is the product 
of the Trenton Brass & Machine Co., Tren- 
ton, N. J., who have for years been making 
plumbers’ high-grade brass goods. This 
compression bibb is substantially made with 
plenty of metal where the wear comes and 
a fine brilliant finish that is the pride of 
every housekeeper. A complete catalog of 
brass goods and specialties will be mailed 
to every reader of THe PLUMBERS’ TRADE 
JOURNAL who writes for same. 


—_——— —+o—__—_—_ 


Jaeger’s Floor Flange Approved 
by Plumbers and Architects 


Probably no part of the plumbing system 
of modern buildings is as weak as the con- 
nection under the closet bowl. Jaeger’s 
‘Bureka” adjustable floor flange guarantees 
1 perfect connection between the soil pipe 
ind fixture; no chance for sewer gas and 
foul odors to escape by shrinkage or dry- 


ig out of putty. 
Eureka” are the brass rings and the soft 


The three parts of the 


sbestos gasket. A closet may be reset a 
umber of times without trouble and _ its 
icility of adjustment for any type of closet 
owl has brought the “Eureka” prominently 
efore the trade. Boards of health, archi- 
2cts, plumbers and the public recommend 
uis flange. Write for descriptive matter 
») Julius Jaeger, Rutherford, N. J., mention- 
ig THE PLUMBERS’ TRADE JOURNAL, 


A Drinking Fountain for every 
Sanitary Fixture 


The Rundle-Spence Mfg. Co., Milwaukee, 
Wis., tell us that they manufacture a sanitary 
bubbling drinking fountain for every fixture 
made. They also carry a varied and com- 
plete stock of assembled drinking fountains, 
pedestal, wall and many other designs. The 
output of this concern consists entirely of 
sanitary drinking appliances and they are 


constantly adding new and improved ideas 
to the line. Plimbers who have gotten in 
on the drinking fountain business have found 
it a money making proposition. During the 
summer, schools and public places will be 
equipped with drinking devices and the trade 
should inform themselves of the merits of 
Rundle-Spence fountains and get after this 
business. A complete catalog showing as- 
sembled fountains and special parts will be 
mailed free to those who write mentioning 
THE PLUMBERS’ TRADE JOURNAL, 


———~-e____ 


Speakman’s “Yorklyn” Lavatory 


Fixture 


In the field of lavatory fixtures, the Speak- 
man Supply & Pipe Company, Wilmington, 
Del., has established itself in a leading po- 
sition. By specializing in this particular 
line, it has made its name a synonym for 
steady, superior quality. Progress has 
been the key-note of its policy. It has kept 
step with the latest developments of sanitary 
science, and the reputation it has won there- 
by is deservedly creditable. 

The Speakman Company fixtures are well 


finished and heavily nickel plated, in addi- 
tion to which they employ china handles, 
escutcheons and mountings, thus adding to 
their all-around attractiveness and desir- 
ability. 

The accompanying illustration is one of 
the striking products of Speakman _ skill— 
the “Yorklyn” lavatory fixture. This has 
compression supply valves, china cross-arm 
handles and also china escutcheons and ex- 
terior waste with china knob. 

The full Speakman quality line is shown 
in the latest catalog of the concern and 
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Speakman Niagara Shower 


HE first standard popular-priced 
shower. 


It was the first and has always 
been first class. 


> MT od “ee 
But we haven’t been satished to let 
We've  pro- 


well enough alone.” 


gressed. 

Every year we've been making 1m- 
provements; living up to the Speakman 
Standard; “the best on the market.” 


“amy A White China Handle equip- 
ment;no advance in price, however. 


Supply Pipes of Iron Pipe Size 
(both in weight and diameter.) 


Become one of the live dealers who 
find it to handle 


Showers. 


profitable Niagara 


Just set one up in your salesroom in 


You'll be 


comparison with other makes. 


the gainer. It’s a sure seller. 
The latest in efficient shower construc- 


tion at moderate prices. 


Speakman Supply & Pipe Co. 


Riverview Wks., Wilmington, Del. 


i San Francisco Office 
I Ween W. E. Gilchrist 
Representative Representative 
156 Fifth Avenue Monadnock Bldg. 


Flushovalves. 


are recognized as being 
the standard flushing de- 
vices. They will outwear 
any tank, take up less 
room, have no noisy refill, 
are more easily kept in 
order, use less water and 
cost less than a good grade 
tank. 


From May 15th to June 
30th we tock orders for 
over 3900 closet valves. Is 
that not sufficient proof of 
their merit? 


Be wise, use 


Flushovalves 


and save yourself trouble 
and annoyance and please 
your customers. 


Plate 24—Valve on Siphon Jet Closet 


Push button or handle with or without integral 
shut-off. 


All valves made in our own factory and each one 
tested before shipment. 


Write for catalogue 


Flushovalve Co. 


61-71 Greenwich Ave. New York City 


Plate 31 
Urinal Valve 
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NOW!!?—ORDERING 


“EVERYBODY’S DOING IT 


> 


Automatic 
CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


ist. All parts, except the float are above water, no slime 
or corrosion. ‘ 

2nd. A foot valve in the strainer seals the suction pipe the 

minute the drainer stops working, holding the water 

inallthe pipes, so that it is always primed ready 

to startinstantly. 

Weighs not over % that of others and requiring 

less space. 

The operating valves open and close instantly by 

action of the water pressure. 

op eae. washers used, leather dries and causes 

eaks. 

6th. It costs less than many other drainer not as efficient. 


PENBERTHY INJECTOR CO. Detroit, Michigan 


3rd. 
4th. 
5th. 


Circular and Prices 
on request 


THE BRAENDER AUTOMATIC 


CELLAR DRAINER 


STEAM PIPE 


NSCMARGE PIPR 


"Bdid JOUVHSSIO 


"Fdld Add 
SUCTION PIPE 2 


PATENTED i 
OPERATED BY WATER PRESSURE 


It is the best; therefore the cheapest. It is used in Municipal and 
U.S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed to do what is claimed for it. Write for Circular. 
PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St, New York. 

SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Patented 
BILGE SYPHON 
Operated by steam 
pressure 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 


sign. We have what is conceded to be one of the most 
attractive Compression Bath Cocks on the market. Made of 
High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 


Send for Machine Co. 


Catalog 
A-1 TRENTON, N. J. 


New York Office, 5 and 7 East 42nd Street 


same will be mailed to the trade who write 
for copies, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 

ee ee 


The Gorton Wrought Steel Boilers 


The Gorton wrought steel boilers are up- 
right, tubular boilers built on the lines of 
power boilers, thus securing the greatest 
strength, durability and highest efficiency. 
The boiler shell is especially designed to 
secure the largest amount of efficient heat- 
ing surface, which the makers claim is about 
one-third more per square foot of grate than 
that of any other boiler. The tubes are 
spaced so as to give the free and rapid cir- 
culation of water necessary to properly ab- 
sorb the heat. As the boiler shell is directly 
over the fire, it receives the benefit of all of 
the heat generated from the coal, which 
gives highest fuel economy. 

Another feature of the Gorton wrought 
steel boiler is the self-feeding coal reservoir. 
This performs the duty of an experienced 


fireman in supplying coal to the fire, keep- 
ing a bright sharp fire over, the entire sur- 
face of the grate, and furnishing a constant 
supply of heat for twelve hours without at- 
tention in the coldest weather. 

The new line of Gorton wrought steel 
boilers are made up in thirty-four sizes for 
steam, ranging in capacity from 390 to 
6,000 square feet; they are also made in 
thirty-four sizes for hot water, ranging in 
capacity from 600 up to 9,600 square feet. 

These facts and other information cover- 
ing Gorton wrought steel boilers are set 
forth in detail in the new catalog, “Modern 
House Heating,” which will be mailed free 
on application to the manufacturers, the 
Gorton & Lidgerwood Co., 96 Liberty street, 
New York City. 
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“Naco” Galvanized Range Boilers - 


in Demand 


L. O. Koven & Brother of 50 Cliff street, 
New York City, report an increased demand 
for ‘‘Naco” galvanized kitchen range boilers. 
The National Committee 
of the Confederated Sup- 
ply Associations made the 


specifications for the 
ole. Rowe “Naco” goods and the 
Sane siege trade has responded with 
; the demand for’ them, 
knowing just what must 
be furnished. 

“Koven” work is known 
throughout the world for 
its superior quality. The 
product of the firm in- 


volves every industry and 
if the reader wishes in- 
formation relating to 
special work made _ of 
sheet metals, namely, iron, 
steel, copper, lead, tin and 
aluminum, he should write 
to the Koven firm. An 
idea of the work done by 
the firm may be had from 
the following list of items: 
Special: Tanks of every 
shape; mixers of all kinds 
for chemical works; boil- 
ers, rendering tanks and pans for abattoirs ; 
apparatus for food product industry; steri- 
lizers for the milk industry; congealing 
tanks for refrigeration; vulcanizers for 
rubber works; proofing ovens for modern 
bakeries; kilns for china and glass indus- 
tries; stills for distilling water used in 
manufacturing and other industries. | 


i 
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Under general goods we would mention 
the following: Oily waste cans and boxes, 
dumping boxes, glue heaters, drums, filters, 
furnaces, heaters, kilns, kettles, pans, pots, 
receivers, sinks, stills, trays, tubs, etc. We 
might continue with a list covering many 
pages but this is unnecessary, the purpose 
being to show that ‘“Koven”’ can furnish 
what you want, if made of metals from No. 
20 gauge to 5%” in thickness. 

Correspondence is solicited and in writing 
please mention THE PLUMBERS’ TRADE JOUR- 
NAL. 
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Brayman Floor Drains and _ Jiffy 


Fire Hose Racks 


The two specialties, the Jiffy fire hose 
racks and the Brayman floor drains both 
are among the highest grade specialties of 
this character. The Jiffy rack is noted for 
its simplicity and fine appearance, while 
the Brayman floor drains seem to solve 
every problem of water tight joints. The 
fact that all joints may be calked from the 


inside of the drain has greatly popularized 
the Brayman. It can also be installed where 
the drain pipes are but a short distance 
beneath the floor surface and is claimed by 
the manufacturers to be non-freezible and 
absolutely sanitary. Write for catalog of 


the “Jiffy” specialties to the Jiffy Fire 
Hose Rack Co., 725 Seventh avenue, New 
York City. Mention THr PLUMBERS’ TRADE 
JOURNAL. 


eee ee ee 
The Milwaukee Heat Generator 


The Milwaukee combination expansion 
tank and mercury seal pressure generator 
is claimed to remedy heating systems where 
the piping is slightly 
overburdened with ra- 
diation or where slug- 
gish circulation can be 
traced to _ insufficient 
pitch of mains. The 
operation of the Mil- 
waukee is exceedingly 
simple. <A slight pres- 
sure is generated, about 
ten pounds, as the ex~— 
pansion in the heating 
system takes place, but 
after a certain safety 
point is reached this 
excess is allowed to es- 
cape. However, should 
cooling of the system 
contract the water to 
such a_ degree _ that 
more is required, the 
surplus contained in the 
expansion tank makes 
up for this deficiency. 


This device combines 
the functions for which 
the regular expansion 


tank and pressure generator are usually em- 
ployed. It is said that the circulation of 
hot water heating systems is increased to 
four or five times that of a gravity system 
by the application of the Milwaukee gene- 
rator. The capacities of this specialty ranse 
from 650 to 2,000 sq. ft., and satisfactory 
operation, if correctly installed, is guaran- 
teed. Write the Milwaukee Heater Co. for 
descriptive matter mentioning THE PLUMB- 
prs TRADE JoURNAL. Address them at Mil- 
waukee, Wis. 


ee eee 


A Popular and Approved Fitting 


The Miller floating ball cellar and back 
water trap made by the Miller Foundry & 
Specialty Co., North Tonawanda, N. Y., has 
received the approval of the highest sani- 
tary experts as well as health boards and the 


: | 
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de in general. The principal features 
lich go to make the Miller trap among 
» most popular specialties of this charac- 
‘are the positive seal against back water, 
il in case of evaporation of contents and 
removable bell trap for inspection or to 
t at stoppage in the mains. The parts 
the Miller trap are all extra heavy cast 


n except the floating ball. A deeper seal 
in ordinarily found prevents any possi- 
ity of siphoning. The manufacturers of 
» Miller trap claim it to be the original 
¢k-water trap and that it has been widely 
itated but not equaled. Those of our 
de who have not looked over this com- 
te line should write for catalogs. Men- 
n THE PLUMBERS TRADE JOURNAL in your 
juiry. 


—_—__9+e———_—— 
yung Heating Boilers for Steam 
and Hot Water 


[The boiler which is pictured herewith is 
= of the popular models made by the 
on T. Young Boiler Co., Norwich, Conn. 
e practical ideas which have been em- 
lied in the designing of these boilers have 
sn discovered through exhaustive tests 
d experiments. Attention is called to the 
ge water ways, roomy firepot and ashpit 


d the great amount of heating surface ex- 
sed to the direct fire. It is claimed that 
economy of coal with a maximum of 
ut, the Young boilers are not equaled. 
will be noticed in the recent catalog of 
s firm that the complete line of heating 
paratus is conservatively rated and as 
ll contains every improvement known to 
- trade. In writing for catalogs kindly 
ntion THE PLUMBERS TRADE JOURNAL. 


eps nae 


icuum Cleaning without Hand- 
ling Dust Receptacles 


\ vacuum cleaning device has at last been 
nufactured in which no handling of dust 
itainers and other receptacles is neces- 
‘'y. This is the “Hydro” Vacuum Cleaner 
de by the Hydraulic Vacuum Cleaning 
,» 1009 Bessemer Bldg., Pittsburgh, Pa. 
erating by water pressure, the “Hydro” 
claimed to be the easiest installed vacuum 
aning apparatus on the market. At the 
ne time it is simple in construction, and 
s no parts to wear out. An idea of the 
itary features of the “Hydro” will be 
ained when it is shown that all refuse, 
it and germs are deposited in the sewer 
| carried away by the flush of water from 
apparatus. Plumbers who have investi- 
ed the merits of the “Hydro” are unani- 
is in their approval of same, and the 
- ones have already taken advantage of 
easy profits to be made. The price is 
st interesting in comparison with the 
iplicated and higher priced machines 
7 on the market, which depend upon 
trie motors or other power means. 
2lve attachments make the “Hydro” a 


complete outfit in itself. The proposition 
and price lists will be mailed to the trade 
who request same mentioning THE PLUMB- 
ERS TRADE JOURNAL. 
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The Reliable Automatic Hydraulic 
Vacuum Pump 


The Bishop-Babcock-Becker Co., Cleve- 
land, Ohio, tell us that perfect circulation, 
perfect regulation and a decided saving of 
fuel is produced in vacuum-steam heating 
installations by using the ‘Reliable’ auto- 
matic hydraulic vacuum pump. A _ positive 
vacuum is maintained at all times on the 
system without the use of special valves 
and complicated apparatus. The manufac- 
turers say that automatic vacuum valves do 
not always operate, and if the ejector sys- 
tem be used, high pressure steam will be 


necessary. The city water pressure is the 
operating power for the “Reliable’’ and 
operating costs practically nothing. The 
manufacturers claim vacuum heating can 
now be installed with the Bishop-Babcock- 
Becker pump at a lower price than hot 
water and in fact almost as low as steam. 
The latest catalog is a practical treatise on 
vacuum heating in itself, and gives a num- 
ber of interesting facts in connection with 
this branch of heating. In writing kindly 
mention THE PLUMBERS’ TRADE JOURNAL. 
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Thatcher’s “Higrade” Round Boilers 


The Thatcher “Higrade”’ round sectional 
cast iron heating boilers are the result of 
sixty-two years’ experience in designing 
successful heating apparatus. Care in the 
manufacture as well as a thorough test be- 
fore leaving factory are two factors which 
have established the standing of the “Hi- 
grade” in the confidence of the trade. One 
of the unique features embodied in the 
“Higrade” is the construction of the clinker 
door over the grates, which allows all dirt 
and ashes to drop directly into ashpit in- 
stead of scattering outside. The clinker 
door is also the draft door. Triangular, 
self cleaning, interchangeable grates, large 
firepot, large heating area and a conserva- 
tive rating are but a few of the strong 
talking points. Read the rest in catalog 
which you may have by addressing the 
Thatcher Furnace Co., 110-116 Beekman 
street, New York City, or 134 W. Lake 
street, Chicago, Ill. 


_ +o 
A Ratchet Die Stock for Close 
Places 


“Fuller’s” ratchet die stock has now been 
on the market for some months during which 
time it has met with unparalleled success. 
The plumbing and heating 
trades were quick to rea- 
lize the time saving and 
handy features of the de- 
vice and today a ‘Fullers” 
ratchet die stock can be 
found in almost every tool 
equipment. As the work- 
ing space required for this 
tool is but 214” it can 
readily be seen that for 
trench work and_ close 
quarters it is especially 
valuable. Any ordinary 
square No. 1 solid die can 
be used, cutting right 
hand or left hand threads 
at will, the motion of the 
die stock being changed 
by simply shifting a cam. 
Particulars regarding this useful tool will be 
sent to every reader who writes the Ameri- 
can Equipment Co., Grand Rapids, Mich., 
mentioning THE PLUMBERS’ TRADE JOURNAL. 
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The DEVOR Olet 


MARK 


List Price $47.25 


The DEVORQ Syphon Jet Bow! with 3% inch round Seger Vent. This 
combination has WAVELINE vitreous China Tank, with China operating lever 
and seat in oak or imitation mahogany. 


The Sanitary Closet 


The DEVORO Jet, located at the bottom of the 
up-leg (see cut below) forces the water over the 
dam. There is no choke or reduction in area be- 


fore the water reaches the final outlet. 


By an im- 


proved construction cf the suction, or down-leg, very 
little of the flushing water is diverted from the bowl 
proper to secure syphon jet action. 


Sectional view of DEVORO 
Jet Bowl, showing structure 


of Jultgtr vent and syphon 
passage of large calibre, 


The DEVORO Closet meets 
all the requirements of per- 
fect sanitation. Promptdis- 
charge of the bowl contents 
is assured. The discharge 
passage is of large calibre to 
pass freely a 24% inch ball. 
DEVORO has a large water 
surface and a deep seal, and 
is economical and soundless 
in Operation. 


The Great Western Pottery Company 


TIFFIN, O 


KOKOMO, IND. 


MANUFACTURERS OF VITREOUS CHINA LAVATORIES AND 


SPECIAL CLOSETS OF ALL KINDS. 


WRITE FOR CATALOG 


152 


TRIMO PIPE WRENCH 


1. They are made sostrong 
that but few repairs are 
required. 

2. The inserted jaw in the 
Trimo Pipe Wrench, when 
the teeth are worn, can be 
readily replaced,thus adding 
50 per cent. to thelife of the 
tool. 


Three Reasons Why 
TRIMO TOOLS 


are the best for a mechanic 
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Trane “| RIMO.'marx 


TRIMO PIPE CUTTER 


3. Every part of every Trimo Tool is interchangeable, and can be replaced at small cost. 


Send for Catalog No. 100 
MADE BY 


TRIMONT MANUFACTURING CO. 


55-71 Amory Street 


Roxbury, Mass. 


The BEST is None 
Too Good for YOU 


GIVE YOUR PLUMBERS 


WARNOCK WRENCHES 


to use on that fine contract you have just taKen, 
Let them PROVE at our expense that WARNOCKS 


WARNOCK MFG. CO. 


Worcester, Mass. 


Positive Grip—Instant-self- 
Release—Will not crush 
Pipe. 

For over head work—in 
corners and tight places, 
IT IS PERFECT. 

Try “THE GEALY” and 
be convinced. 

Write for data and trial 
proposition. 


ee eeeeeaeeere>s or 2 rr eeaeeemm™ 


What you get 
in One opera- 
tion with the 


LOEW 
VICTOR PIPE 
MACHINE 


THE LOEW MANUFACTURING CO. 


never Slip and never Scratch. 
They are always BEST for 


NickKel-plated Piping 


GREATEST TONG ON EARTH 
“The GE ALY” It’s new—It’s different 


the Slot 


Loosly- 
Mounted 
Jaws 


\Z, 


New 
Cam-Lever 
Principle 


For Sale by 
Leading Jobbers 


Four Types — Belt, 
Motor and Gasoline 
Engine Driven, also 
Hand Operated. 


1%4 TO 8 INCHES 


Send for Catalog 


9100 Madison 
Avenue 


Cleveland, O. 


A Gas Burner for Heating Boilers 


When communities are supplied with gas 
at reasonable rates, a most satisfactory so- 
lution of the fuel problem is furnished in 
the gas burners made by the Standard 
Heating & Radiator Co., 230 Penn avenue, 
Pittsburgh, Pa. A perfect mixture of gas 
and air making blue flame of intense heat 
is provided by a practical mixing arrange- 
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ment which permits of great economy. The 
“Standard” gas burners can be_ supplied 
for round or square types of boilers or made 
to conform with special requirements. They 
have been accepted as the most perfect and 
fuel-saving burners now on the market. In 
substantiation of this fact, the trade’s notice 
is directed to great numbers of burners in 
use on prominent heating installations. 
Where natural gas is obtainable, the general 
use of “Standard” burners has _ followed. 
Write for catalogs. Mention THE PLUMBERS’ 
TRADE JOURNAL. 


——_++-e—_——. 
An Adjustable Sink and Pump 
Bracket 


The “Sanitary” pump and sink brackets 
made by the Jordan & Steele Mfg. Co., Hast- 
ings, Mich., are made of wrought instead of 
east iron and are adjustable for different 
without 


size sinks removing from wall. 


The sink is supported on every side and does 
not have to be _ bolted. The “Sanitary” 
brackets are claimed by the manufacturers 
to be the strongest brackets made. The 
range of adjustment is three inches, but the 
brackets are made in four sizes. Clips for 
fastening to studding are placed at the 
back edge and can be moved anywhere along 
the back. The trade who have used them 
say that for strength and dispatch of in- 
stallation, these brackets are unequaled. 
Send for circular, mentioning THr PLUMB- 
ERS’ TRADE JOURNAL. 
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Faultless Ball Cock 


During the time that the “Faultless’” ball 
cocks have been before the trade, only the 
highest praise has come from their use. 
A. D. Herschler, 
Ashland, Ohio, 
tells us that the 
“Faultless’”’ ball 
cocks have sev- 
eral features 
which are not 
ceontained in 
other types. The 
parts of the 
“Faultless’” are 
of best brass and 
the simplicity of 
this valve and plunger lies 
in the fact that it cannot 
corrode enough in any kind 
of mineral water to cause it 
to stick and leak. These 
facts are especially called to 
the trade’s attention. Ball 
cocks for high or low-down 
tanks bearing the name ‘“Faultless” are 
absolutely guaranteed. Write to the manu- 
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facturer for circulars, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


eee SE 


The Usefulness of the Insham 
Showers 


The Imperial Brass Co. have eliminated 
all pounding in the mixing of steam and 
water by a practical device in the Ingham 
shower 
mixer. The 
Ingham 
mixer de- 
livers water 
at any de- 
sired tem- 
perature by 
merely reg- 
ulating the 
lever han- 
dies Ltt wis 
easy to re- 
pair, simple 
in construc- 
tion and 
buat for 
hard _ serv- 
ice. Comfort 
to the bather 
has been the 
chief essen- 
tial kept in 
mind in de- 
signing the 
in ¢ ham: 
They will 
absolutely 
not scald or 
develop trou- 
bles some- 


times found 
in such de- 
vices. Write 


for a book- 
let, “A Good 
Mixer.” It 
eontains 
much _infor- 
mation for 
the master 
plumber and 
his clients 
A card to ‘ : 
the Imperial Brass Mfg. Co., Dept. 186, 
1228 Harrison street, Chicago, Ill., will bring 
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eatalog by return mail. Mention THE 
PLUMBERS’ TRADE JOURNAL. 
Eee 
An Interesting Bit of Brass Goods 
History 


The story of the development of “Quick- 
pression”? work, manufactured by the Cen- 
tral Brass Manufacturing Company of 
Cleveland, Ohio, is an interesting bit of brass 


goods history and well illustrates the old 
fable of the acorn and the mighty oak. 

It seems that the Central Brass Mfs. 
Company early recognized the weaknesses 
inherent in the ordinary ground-key work 
and determined, if possible, to remedy the 
troubles common to such work. After much 
study and experimenting the “Quick-pres- 
sion” stop and waste valve was originated 
and was placed upon the market. It was 
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received with immediate approval by the 
trade. 

This opened up the question, “Why not 
an entire line of ‘Quick-pression’ work?’ 
The thought was father of the deed and, 
from the original “Quick-pression” stop and 
waste valve, arose the present complete line 
of “Quick-pression’” work—so well known 
for its great simplicity and durability. 

Like all “Quick-pression” work, the stop 
and waste valve is practically fool and 
wear-proof. It depends upon no springs to 
shut off the waste when pressure is ad- 
mitted, but rather upon a sure-acting 
plunger that enters and closes the waste 
chamber the instant that the pressure is 
admitted. This feature is worth noting, since 
it means that a “Quick-pression” stop and 
waste valve simply cannot bathe you in a 
stream of icy water when you are turning 
on the supply of main water. Its action is 
as sure as death and taxes, and yet it turns 
easily every time. It doesn’t matter where 
it is located, as the universal joint permits 
turning the waste in any direction. It’s all 
the same to ‘“Quick-pression’—an easy 
quarter turn and the job is finished; no per- 
spiration, no twisting of handles with this 
valve. 

Put a “Quick-pression” stop and waste 
valve above ground or under ground, you 
are still certain that it will waste properly 
and will turn easily. It lasts as long as the 
house and is guaranteed by the Central 
Brass Manufacturing Company. Catalogs 
will be mailed to the trade who request same 
mentioning THr PLUMBERS’ TRADE JOURNAL. 


——— 9 
Reliable Line of Pumps 


The Deming Pump Co., Salem, Ohio, have 
been making pumps for every purpose for 
many years. These pumps are now fur- 
nished in many of the high-grade pneumatic 
water supply systems. The Deming line 
comprises air compressors, combined air and 


water pumps, hand pumps and accessories. 
For the contractor who wishes to assemble 
his own outfits electric motor or gas engine 
driven Deming pumps are entirely reliable. 
A complete and_ useful catalog showing 
every type will be sent to the trade who re- 
quest same of the manufacturers. Mention 
THE PLUMBrERS’ TRADE JOURNAL. 


Advantages of the Cam Lever 
Principle 


The Gealy Wrench & Mfge. Co., 200 Broad 
street, Grove City, Pa., have incorporated 
in the Gealy self-releasing wrench many 
distinctive meritorious features hitherto un- 
known in wrench construction but of most 
practical value. These are the quick-releas- 
ing jaws, loosely mounted handle and the 
quick grip without crushing. Instead of the 
rigidly fastened jaws which throw all strain 
on the handle bolts, the Gealy employs but 
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yne bolt and this permits the jaws to work 
yack and forth freely. The cam lever idea 
‘forces the jaws toward the pipe taking hold 
mmediately instead of slipping perhaps for 
4 quarter of a turn. Especially in close 


quarters will this advantage be recognized. 
Write for reasons why you should have the 
“Gealy” wrenches in your equipment. Men- 
tion THE PLUMBERS’ TRADE JOURNAL in your 
letter to the manufacturers, 
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Rubber Goods Satisfaction 


Readers who have experienced trouble 
with rubber closet elbows, should try the 
“1901” rubber elbow made by the H. O. 
Canfield Co., Bridgeport, Conn. The manu- 
facturers claim that the best proof of the 
lasting qualities of their ‘1901’ specialties 
lies in the test. A combination of pure rub- 
ber used in the manufacture of these elbows 
resists the deteriorating effect which water 


is known to exert upon rubber, consequently 
the replacements are considerably reduced. 
The “1901” elbow is so formed as to allow 
adjustment where long, short or medium 
length may be required. Gaskets, washers 
and rubber accessories will be found in a 
vast assortment in the latest literature of 
the H. O. Canfield Co. Write for it, men- 
tioning THE PLUMBERS’ TRADE JOURNAL. 
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A Well Constructed Line of 
Sewage Pumps 


Turbine stage pumps have been found to 
sive general satisfaction when used for 
elevating sewage and liquid waste. Those 
made by the Chicago Pump Co. have par- 
ticularly withstood the unusual demands to 
which such machinery is subjected. One of 


the most valuable points in the Chicago cen- 
trifugal pump is that any number of impel- 
lors may be added after installation when 
additional service is required. The manu- 
facturers claim these pumps will operate 
under greater lift with better results and 
less power than piston pumps. <A complete 
catalog showing the method of installing this 
apparatus will be sent to those who address 
the Chicago Pump Co., 1053 Fulton street, 
Chicago, Ill. Mention Tur PLUMBERS’ TRADE 
JOURNAL. 


_—+-o 
A Complete Line of Tank Trim- 
mings 

The Frost Mfg. Co., Kenosha, Wis., well 
known as the manufacturers of the cele- 
brated “Femco” nickel plated lavatory traps 
and trimmings, are meeting with splendid 
Success in their line of tank fixtures. The 
“Femco” lever for low down closet tanks is 
the latest popular accessory from this con- 
cern and is certainly making at hit with 
the trade. The handsome white Handle, 
nickeled fittings, easy action operating flush 
valve when lever is Swung either to right 
or left and the few parts, the manufacturers 
tell us, have been the means of introducing 


Increase Your ANNUAL PROFITS 
from $1,000 to $5,000 


Every Month You Can 


Install a Few 


SUNLIGHT 
OMEGA GAS 


Machines 


YOUR CUSTOMER wants 


up-to-date gas light in his coun- 
try house and has the money 
to pay forit. ‘‘Sunlight’’ Acet- 
ylene is brighter than Electric- 
ity, cheaper than Oil, safer than 
Candles. 


If you are in business to make money, you cannot afford to over-look the 


increasing demand of our Automatic Generators. Write for catalogue and 


dealers’ prices, and get your share of the business. 


The Sunlight Gas Machine Co. 
41 Warren Street, New York 


Here It Is 


the only radical improvement in valve 
It is 


The YOUNG FLUSH VALVE 


The YOUNG FLUSH 
VALVE gives a per- 
fect flush and is abso- 
lutely tight under all 


construction in over 20 years. 


t 


> 


conditions. 


the YOUNG FLUSH 


VALVE is fully cov- 
ered by patents. 


Guaranteed for 5 years 


Send for Circular 
BUCKEYE TANK & SEAT CO., 


Canton, Ohio 


United Brass and Lead, Limited, Toronto, Can. 


Canadian Distributors: 
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NEW 
WESTON 
OTEL 


Madison Ave. at 49th St. 
NEW YORK 


Modern fireproof and 
high class hotel in 


every respect. 


A quiet and conven- 
ient location, one block 


from 5th Avenue. 


Near Theatres, Clubs, 
and Select Department 


Stores. 


Special Summer 


Transient Rates 


Large single outside 


$1.50 


room 


Large single outside 


roomand bath $2.00 


Large double outside 
roomand bath $3.00 


Parlor, Bedroom and 


bath $4.00 


Restaurant a la carte 


moderate prices. 


George L. Sanborn, 


Proprietor 
Formerly Hotel Cumberland 
and Hotel Navarre 


Accessible, quiet, elegant, for 
Business Men, Families and Tourists 


THE 
SOUTHERN 
HOTEL 


54th Street 


near Broadway 


NEW YORK 


FIREPROOF MODERN 
PERMANENT AND TRANSIENT 


In the heart of the theatre and shopping 
district. 


Cars pass the door for all railroad stations. 


Parlor, Bedroom and Bath, $3.50, $4.00 per 
day and up. 


Single Room and Bath, $1.50, $2.00 per day 
and up. 


Double Room and Bath, $2.50, $3.00 per day 
andup. SPECIAL RATES BY THE WEEK. 
RESTAURANT ala CARTE 
European plan 
J. G. VENETOS, Proprietor 


Send for Booklet 


COMMONWEALTH HOTEL 
Opposite State esata oh Mass. 


— —— 


Offers rooms with hot and cold water for 
$1.00 per day and up which includes free use 
of public shower baths. 


Nothing to Equal This in New 
England 


Rooms with private baths for $1.50 per day 
and up; suites of two rooms and bath for $4.00 
per day and up. ; 

Dining Room and Cafe First-Class European 


plan. 
ABSOLUTELY FIREPROOF 


Stone floors, nothing wood but the doors. 

Equipped with its own Sanitary Vacuum 
Cleaning Plant. : 

Long distance telephone in every room. 


Strictly a Temperance Hotel 
SEND FOR BOOKLET 


STORER E. CRAFTS, Gen. Mer. 


THE 
Continental Hotel 


Chestnut St., cor. of Ninth 


PHILADELPHIA 


Remodeled, Refurnished 


400 Rooms 
200 With Bath 
Rates $1.50 to $5.00 


EUROPEAN PLAN 
THE BEST CAFEIN THE CITY 


FRANK KIMBLE, MANAGER 


“Remco” tank fittings into the best known 
makes of closet tanks. Tank manufacturers 
make no mistake in using ‘‘Femco” levers 
for the reputation of the makers is behind 
every piece. Descriptive matter will be sent 
interested readers who request same men- 
tioning THr PLUMBERS’ TRADE JOURNAL. 


a 


Schureman Seat Operating 
Closets 


This combination is claimed by the manu- 
facturers to be the last word in closet con- 
struction and from the demand it is evident 
that the assertion is entirely justifiable. The 
Schureman seat operating closet is just the 
fixture for public or private toilets and its 
use insures a regular flush every time the 
fixture is used. Sanitary provisions are the 
most important in all toilet accommodations 
and positive flushing of water-closets pro- 


vides for the removal of much of the foul 
conditions surrounding the use of all public 
closets. The operating mechanism of the 
Schureman closet outfit is made especially 
for strenuous service and at the same time 
means are provided for easy repair. These 
facts are more fully explained in the cata- 
log of the manufacturers which will be 
sent for the asking if you address your 
letter to Findeisen & Kropf, 2100 S. Rock- 
well street, Chicago, Ill., mentioning TH» 
PLUMBERS’ TRADE JOURNAL, 
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The Enviable Reputation of Fer- 
nan Brass Goods 


High-grade when applied to Farnan brass 
goods exactly describes that line of com- 
pression, Fuller and ground key work. Dur- 
ing the entire time that Farnan brass 
specialties have been on the market (since 
1852), every possible improvement has been 
made in this line. In buying products bear- 
ing the Farnan trade-mark the buyer is 
assured that he is receiving as fine special- 
ties as it is possible to produce. The aim 


of the, Farnan Brass Works, Cleveland, 
Ohio, has always been to supply the plumber 
with brass goods: upon which he could be- 
stow his confidence. The manufacturers 
stand ready at all times to give considera- 
tion to all claims and to further assist and 
co-operate with the trade. The latest pub- 
lication from this concern shows a line of 
high-grade goods, which are complete in 
every detail. Write for a copy mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


—————_2--e—__——_. 


A New Graphite for Motor Chains 


The Joseph Dixon Crucible Company of 
Jersey City has put on the market a new 
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graphite, especially for lubricating the 
chains of motor trucks and pleasure cars. 
This is put up in cylindrical sticks, in a 
neat cardboard carton weighing about one 
pound each. This is by far the most con- 
venient chain lubricant on the market. To 
apply, it is simply necessary to rub the bar 
against the sprocket side of the chain. The 
“big stick’ makes it easy to keep automo- 
bile chains in first-class condition. Unlike 
oils and greases, it will not collect dust and 
dirt. Kindly mention Tum PLUMBERS’ TRADE 
JOURNAL in writing the manufacturers. 
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A Roof Flange with Numerous 
Merits 


Two minutes’ time is all that is required 
to set and fasten the Davis-Watson adjust- 
able roof flange, so it is claimed by the 
makers. The Davis-Wat- 
son flange can be ad- 
justed quickly to any 
angle and requires no 
soldering at 
the roof line. 
Heavy copper 
is the mate- 
rial used in 
the manufac- 
ture of these 
flanges and 
they are guaranteed to 
last a lifetime. Effect- 
ive means for making 
a tight joint around 
the pipe are obtained in 
the lead ring which is 
shown at the top of the collar. This is 
calked down after the pipe has been set 
and makes a reliable waterproof job. Prac- 
tical men will recognize in this flange an 
ideal solution of the old sheet lead make- 
shift. The Davis-Watson Mfg. Co., Ine, 
Nashua, N. H., will send catalogs to the 
readers of THE PLUMBERS’ TRADE JOURNAL 
who write for copies. 


An Attractive Wall Cabinet 


That steel medicine cabinets are decidedly 
superior to any other, is the claim of the 
Hess Warming and Ventilating Co., 952 Ta- 
coma Building, Chicago, Ill. Plumbers have 
added profits without trouble, simply by dis- — 
playing these sanitary white enameled steel 
cases. The spotless white finish inside and 


out makes a most useful and attractive ac- 
cessory to the bathroom. Hess cabinets | 
never fail to sell. They are made in six 
styles each fitted with fine plate glass mit- 
rors, brass hinges and lock. They cost less 
than wood and last a lifetime. If you) 
haven’t looked through the latest catalog 7 


the manufacturers, write for same at once, 
mentioning THr PLUMBERS’ TRADE JOURNAL. 


ee eR Se f 
Handy Die Stocks F | 

The Handy die stock, which has been 
meeting with much success in the past two. 
years, has just been provided with a new 
attachment that materially improves it. 
A button head screw has been placed on’ 
the top cap, which makes it possible to lock 
the movement plate at any point, so that 4 


number of threads may be cut, all of wah | 
will be exactly the same size or depth. 
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This screw lock is, however, in no way 
necessary to lock the Handy die stock in 
order to prevent slipping while threading 
pipe, as their self-locking feature is a proven 
success, and it has saved many users much 
time and annoyance. The value of the screw 
lock is, that the Handy die stock may now 
be set to size, under or over standard, and 
by giving the screw lock about .a quarter 
turn to the right, the movement is securely 
locked while the stock is not threading pipe. 

The Handy Manufacturing Company in- 
forms us that this addition to their already 
perfected pipe tool was suggested by one 
of their customers and, after giving it due 
thought and a considerable test, they are 
safe in stating that the value of their tool 
is improved over 50%. They are making 
no additional charge for sets provided with 
the new device. 

In addition to their regular self-contained 
sets, they have added to the line the No. 11 
set, which cuts from 4” to 1”, inclusive. 

It is no longer necessary to carry two 
improved sets of stocks out to the job, to 
thread up to 1” pipe. Catalogs will be 
mailed to those who request same of the 
Handy Mfg. Co., Bridgeport, Conn., and a 
liberal 14-day trial is offered readers of 
THE PLUMBERS’ TRADE JOURNAL who desire 
to test Handy die-stocks. Send for particu- 
lars, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 

—_—_9-@—__—_. 


Pure Rubber Closet Elbows 


“Redtex” and the “Blackrock” are two 
rubber closet elbows made by the Canfield 
Rubber Co., Railroad avenue and Garden 
street, Bridgeport, Conn. They are supplied 


complete with the brass nuts and ferrules 
and are made in regular, long and extra 
long styles for 14%,” to 2” pipe. 

The Canfield Rubber Co. uses the best 


grades of rubber in the manufacture of 
these fittings and for this reason the ‘“Red- 
tex” and “Blackrock” elbows. have been 
known to outlast two or three of inferior 
competition goods. Particular plumbers 
should write for catalogs of Canfield rubber 
specialties, which illustrate and _ describe 
many rubber articles which are used in con- 
nection with plumbing. Kindly mention Tun 
PLUMBERS’ TRADE JOURNAL when writing 
advertisers. 


—~+9—____ 


The Practical Way to Pack Spec- 


lalties 


The utility of the corrugated paper box 
has made quite an impression with manu- 
facturers and jobbers of plumbing special- 


I SELLING CO, 
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ties. Vitreous china, woodwork, brass 
specialties, in fact, almost every article in 
the trade can be packed with a greater 
Saving of time and money, than with the 


wooden crates. Manufacturers have found 
that Globe coiiigated paper boxes surpass 
wood with less claims for damaged goods, 
since they have adopted this package. These 
boxes are collapsible and occupy little space 
as compared with wooden boxes. They are 
made in any size and it is claimed that the 
packing expense is one-third that of wood. 
Manufacturers and jobbers can obtain full 
data from the Globe Paper Co., Evansville, 
Ind. Kindly mention THr PLUMBERS’ TRADE 
JOURNAL. 


— 
Hot Water Heaters that Make 
Good 


The latest model Hoffman Instantaneous 
Gas Water Heaters are claimed by the man- 
ufacturers to be the acme of water heater 
construction. Hoffman heaters have been 
installed in many notable buildings where an 
unfailing hot water supply was desired. The 


few parts and the simplicity of operation 
have been important factors in gaining such 
merited recognition from the trade. The 
economy of Hoffman heaters has been the 
means of making many installations where 
heaters have been required to undergo a 
rigid test for fuel consumption. A catalog 
of the complete line will be sent to the trade 
who address the Hoffman Heater Co., Lorain, 


Ohio. Mention THE PLUMBERS’ TRADE 
JOURNAL. 
a 
Pipe Threading .on a Profitable 
Basis 


There is but one way for the heating man 
who undertakes or expects to undertake 
heating work with profit, and that is to 
select a pipe-threading machine that will 
hold up and give good service in the pinch 
as well as every over time. The “Forbes” 
has satisfactorily proved its merits in hun- 
dreds of shops, big and little. The small 
business can benefit the same as the larger. 


Threading fifteen inch pipe is a_ simple 
proposition with one man using the “Forbes” 
so it is apparent, that for capacity, the 
“Forbes” is not equalled. The easy cutting 
feature is obtained by the construction of 


the die-heads. A cutting off attachment is 
also furnished on some models. Write for 
catalog showing complete line of power and 
hand, bench or standard machines. Your 
inquiry mentioning THe PLUMBERS’ TRADE 
JOURNAL and addressed to Curtis & 
Curtis, 65 Garden street, Bridgeport, Conn., 
will bring prompt reply and _ catalogs. 
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HOTEL CHAMPLAIN COTTAGES 


ON LAKE CHAMPLAIN, CLINTON CO., N. Y. 
Opened June 15 
CONDUCTED ON THE AMERICAN AND EUROPEAN PLAN 


Both Hotels new 
and of Absolutely 
Fireproof Construc- 
tion, Affording 


Guests Every Com- | 
venienceand Safety. ie 


Situated 500 feet above 
the lake in a natural park 
of nearly 700 acres. Newly 
cons*“ucted 18 Hole Golf 
Course and attractive Club 
House. Boating, Bathing, 
Tennis, Ete. New Con- 
crete Garage, separate en- 
trance to Automobile Foy- 
er on ground floor.Private 
Dressing Rooms for Auto- 
mobile Parties. 

Modern in all their 
Equipment. Kooms Singly 
or En Suite, with Private 
Baths. 


FORT WILLIAM HENRY HOTEL 


LAKE GEORGE, N. J. 
OPEN ALL YEAR Conducted on European Plan Only 


New Concrete Garage 


Every Facility For the 
Automobilist 


Both Hotels reached via the Dela- 
ware & Hudson R. R. Fast Express 
Trains with Through Pullman Ser- 
vice. 

Both Hotels Located on “Adiron- 
dack Trail” and “Iroquois Trail’’ 
of the Empire Tours. 

For Information and Booklets 
address 


Mortimer M. Kelly 
MANAGER 


389 FIFTH AVE. NEW YORK 


Plumbers Attention !! 


GET YOUR PLANS AND SKETCHES MADE AT 
PRICES WHICH ARE RIGHT 


FIRST CLASS WORK BY SANITARY EXPERTS 


Arrangements have been made with this magazine for your benefit to 
handle the subscribers’ work at special reduced rates, and you are referred to 
The Plumbers Trade Journal for any inquires you desire to make. 


ALTON ENGINEERING CO. 


SANITARY AND HEATING ENGINEERS 
149-151 W. 36th Street New York City 


POODOOOOOOOQOOQOOOOOOQOOOQODQOQODQOODOOQOOOOOOOOOOODOOS 
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Thousand 
Island 
House 


ST. LAWRENCE RIVER, 
ALEXANDRIA BAY, N. Y. 


O. G. Staples, Proprietor 


A most attractive summer 
home in the midst of America’s 
Venice—the famous Thousand 
Islands. Write for terms. 


We Like Comparisons 


Why wouldn't we ff 
when our Forbes Pat- | 
ent Die Stocks are al- 

ways chosen? 

man can cut 

thread pipe up to 15 
inches in diameter, 


Send for Catalog 
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Curtis & Curtis Company, 


65 Garden St. BRIDGEPORT, CONN. 


Beilman-Seamans’ 


Improved Automatic 
Water Heater 


1S 


Easy to Install 
Easy to Regulate 


Easy on Consumption 


of gas, 
supplying water 
from all hot 
water faucets at 


the same time, 


day or night at a 
temperature of 
180 degrees, or 


hotter if desired. 


Can easily be 


adjusted for 


high or low 


ey pressure gas. 


DISCOUNTS TO TRADE 
W. E. BEILMAN 


Department B 
BUFFALO, N. Y. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIE\ 


By A. HERRING-SHAW 


RINAL 
former 
source of trouble, owing to 
their comparative length and 


waste pipes were in 
days a continual 


small diameter. The old- 
fashioned small bowl was fixed in posi- 
tions without regard for sanitation, and 
it was no uncommon arrangement to fix 
the urinal bowl in the corner of a room 
situated a considerable distance from the 
external wall, thereby necessitating a 
long length of waste pipe the diameter of 
which was usually 11% inches. Deposit 
of salts from the urine on the inner sur- 


Section on AA 


Fic. 
Prees From URINALS ON UPPER FLOORS 


76—PLAN AND SECTION OF WASTE 


face of the pipe gradually reduced the 
bore and eventually blocked the passage 
through the pipe. Insufficiency of flush- 
ing water was to some extent responsible 
for this deposit; but to secure efficiency 
and prevent deposit the length of the 
waste pipe should be reduced as far as 
possible, so that the urinary matters 
may quickly pass into the main drain 
and be diluted by discharges from other 
fittings. Adequate flushing arrange- 
ments should be provided which may be 
controlled to suit the varied require- 
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ments of the different periods of the day. 

The modern stall urinals have an out- 
let of from 3 inches to 4 inches diameter, 
which is connected to a trap. Where the 
urinal is fixed against the external wall 
on the ground or basement floor, a short 
length of stoneware or cast-iron drain is 
used to connect the stall to the house 
drain. If the urinal stalls be fixed on 
the upper floors, then lead or cast-iron 
waste pipes are needed; if cast-iron be 
used, it should be well protected against 
the corrosive action of the uric acid con- 
tained in the urine. Lead is also injuri- 
ously affected if the dilution and _ thor- 
ough removal of the urine is not accom- 
plished. 

If a soil pipe is fixed in the vicinity 
of the urinal outlet, the waste pipe may 
be joined to the same with advantage, 
care being taken to properly ventilate 
the waste pipe and soil pipe respectively. 
The plan and section, Fig. 76, show the 
trap and anti-siphonage and waste ar- 
rangements for a three-stall range of 
urinals fixed on the first floor; the trap 
and pipes are all of cast iron. The waste 
pipe is 3 and one-half inches diameter, 
and the vent pipe one and one-half 
inches; if there are no further stalls con- 
nected to the waste pipe above this point, 
the anti-siphon pipe is not necessary, ex- 
cept for ventilation purposes. The access 
junction gives control for removal of 
stoppages in the branch pipe. If a lead 
branch pipe and a lead trap be used, they 
should be heavily coated on the outside 
with bitumen to prevent the action of 
cement upon them. 


Wrought-iron waste and vent pipes. 


have recently been used. Care should be 
taken when adopting this material for 
such purposes, as it is more easily cor- 
roded than cast iron. It possesses sev- 
eral advantages: It may be used in long 
lengths; it is easily fixed, and it may be 
securely jointed. Its disadvantages are 
liability to corrosion and rough interior 
surface. 

The screwed joints are made by using 
short couplings which allow the two pipe 
a 


SS 
eS FS ESS 


DOLL 


From Albany Dinner to State President J. H. Moran, January 25, 1912 


ADDY, dear, listen here, 
How could any girlie get around you, 

dear, 

Or nestle close up to your breast? 

They’d never know which was your chest. 

In your arms she would be 

Like a little sail boat that was lost at sea. 

Now, Paddy, dear, if you’re not slow 

Take chorus girls, you’ll need a row. 

CHORUS 

Oh, you beautiful doll, you great big beauti- 
ful doll, 

It would take a dozen girlies, clever, husky 
chorus “burlies.” 

Oh, you beautiful doll, you great big beauti- 
ful doll, 

To get their arms around you it would surely 
take 

All these girlies and their arms would ache. 

Pad-dy Ken-ny, oh, you beautiful doll. 


Jerry, dear, come on here. 

Let me whisper something in your shell-like 
ear. 

Your oakum curls just caught my eye, 

You’ll have to try to be not shy. 

On the floor you must stay, 


To the ladies’ gallery you must never stray. 


For Jerry, dear, they’d cut us all; 
There’d be no show for us at all. 


CHORUS 
Oh, you beautiful doll, you great big beauti- 
ful doll, 
We will gather all about you; we could 


never live without you. 

Oh, you beautiful doll, you great big beauti- 
ful doll, 

Want to love you till our hearts would ache, 

Want to squeeze you, but we’re afraid you'll 
break, 

Jer-ry Kie-ley, oh, you beautiful doll. 


ends to come together, thereby prevent- 
ing room for lodgment of solid matter. 
The junctions are formed in malleable 
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Fic. 77—Virw AND SECTION OF WROUGHT- 
Iron WASTE PIPE JOINT AND JUNCTION 


iron, and are of the curved pattern. Fig. 
77 shows a section and view of the joint 
and support, also a junction for the 
same. In positions where the pipes can- 
not be screwed together in the ordinary 
manner owing to bends or insufficiency 
of space, an ordinary long thread with 
coupling and backnut may be used. 


(To be continued) 
OO 


Responsibility the Best Developer 
of Capacity 


HE boy who is given a daily task 

placing on him some _ responsibil- 

ity, no matter how light, and 
required to fulfill his small duties as 
faithfully as the general manager of the 
firm is required to carry out his larger 
task, is more than likely to develop un- 
expected capacity and escape the petty 
vices of boyhood. 

Big tasks always develop capacity 
wherever capacity is dormant and can 
be developed. The very greatness of the 
work set makes a man ambitious to 
reach the goal with full success. 

Therefore, to secure the best services 
from. employees, the wise employer will 
set each individual member of his force 
a task at least large enough to require 
exertion. The vast difference in the 
capacities of two individuals engaged in 
the same class of work is too frequently 
neglected. One man may dwadle over 
his task, making it fill all his time. An- 
other will perform the same work in 
two or three hours a day. The employer 
should distinguish the two varieties of 
men. 

If he fails to make this important dis- 
tinction he is losing good service and 
spoiling good employees, since nothing 
is more detrimental to an office or more | 
unfair both to employer and employee 
than working a high speed man at low 
speed. The low speed man can be in- 
creased to high speed with advantage to | 
his employer and himself. The high | 
speed man cannot be reduced to low 
speed without injuring his capacity for 
work, injuring the quality of his work, — 
and rendering him more or less discon: | 
tented, according to his disposition. 

Because John Smith required eight | 


hours every day for a certain task is no 
sign that Jim Jones cannot do the same 
work in three hours. To make Jones | 
spend eight hours on work he can do in 
three is worse than foolish. Every hu-_ 
man being likes to progress, and dislikes © 
to mark time or fall back. The employer _ 
who fails to realize this innate spirit of © 
every human being is unjust to himself _ 
as well as to his employee.— 8S. Arnold. © 
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UR genial friend E. T. 
Curry of Syracuse, N. 
Y., representative of 
the United Brass 
Manufacturing Co., of 
Cleveland, Ohio, is re- 
sponsible for the fol- 
lowing amusing story, 
which will be of inter- 
est to the many friends 
of the distinguished 
craftsman involved. 

The story comes from 
“Ampor,” which liter- 
ally translated means 
the summer home of a number of master 
plumbers of Rochester. Ampor is situ- 
ated on Lake Ontario, a short distance 
from Rochester. 

As the story goes, 


Louis J. Vogler, 
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u Pigs is Pigs, or Who 

Stole Master Plumber 
Vogler’s Pig ? 
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“pignappers” to deliver the porker at 
the Vogler homestead, so off they started 
at top speed to do so. Nearing the out- 
skirts of the city, Yauchzi recalled havy- 
ing left his dog locked in at his Ampor 
home, so, returning thereto, they pro- 
ceeded to the house and liberated the dog. 
During their brief absence from the 
machine, some unknown person or per- 
sons again stole the pig. A long and 
diligent search failed to discover the 
whereabouts of Mr. Pig, so the theft was 
charged up to the natives of Ampor. 
Naturally, the matter became noised 
about Rochester, among the plumbing 
fraternity, and the following day Mrs. 
Vogler was kept busy answering the 
*phone as to what happened to the pig, 
more than forty calls in all, so that as 
the day drew to a close she was well- 


Otro HAwN Procurep A LARGE Piece oF MEAT AND EXPERIENCED LirrLeE DIFFTI- 
CULTY IN COAXING THE DOG FROM THE SEAT. 


ue of the members, was returning home 
rom his bungalow at Ampor, carrying 
mong other things, a 135-Ib. dressed 
ig. He was driving a team of spirited 
1orses, and on the road stopped at a 
ialf-way house, to quench his thirst, 
eaving his hired man and a ferocious 
log to guard the pig. 

Louis J. Yauchzi and a party of friends 
vere all returning, in a high-power au- 
omobile. Approaching the road-house 
ind recognizing the Vogler outfit, they 
lecided to stop and say “Howdy.” They 
‘autioned their friend Vogler about lin- 
sering too long, lest some one get away 
vith his pig, but he assured them that 
vith a man and a dog on guard, no one 
vould dare attempt any such thing, 
Vhich remark was equivalent to tempt- 
ng mischief. 

Otto Hahn, the popular representative 
of the Louis Lipp Co. of Cincinnati, Ohio, 
vho was one of the party, procured a 
arge piece of meat, and by its means 
*xperienced no difficulty in coaxing the 
log from his perch on the Wagon seat. 
de next invited Vogler’s hired man, 
‘riday, to partake of some liquid re- 
reshment, intended to heal the infirmi- 
i of old age. 


Wai the watchman was on the 
side porch of the hotel drinking 

to Otto’s good health, and the 
vatch-dog was busy devouring the meat, 
,ouis Yauchzi, with a mighty effort, car- 


ied off the pig. It was decided by the 


nigh exhausted, and in anything but a 
pleasant frame of mind. 
ONSCIENCE stricken, Otto Hahn 
& concluded to make good the loss 
to his friend Vogler, and on reach- 
ing Syracuse, unbosomed his troubles to 
George Boysen, of Boysen Brothers. In 
addition to doing a prosperous plumbing 
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there expressed to Mr. 
Krausneck and Yauchzi Co., 775 Lake 
avenue, Rochester, N. Y. It was in the 
dead of winter, and when the suckling 
was delivered, Louis was out. His man- 
ager, Charlie Rich—you all know good- 
natured Charlie—placed the crated pig 
on Louis’ desk. You may fancy the ex- 
pression Louis wore when he returned. 

For a moment he was speechless, then 
his emotions gave way to peals and peals 
of laughter. 

Not daunted, however, he telephoned 
his friend Vogler, who drove post haste 
to Louis’ expecting to recover his long- 
lost pig. When he saw the small suck- 
ling, he smiled broadly and took the 
darling home. The pig was almost all 
in from exposure to the cold weather, 
but with Mr. Vogler’s careful attention 
and the assistance of a bottle started 
right in to gain, and indeed was reported 
doing nicely, when very suddenly it 
turned up its toes and died, and now 
Vogler mourns its loss. 


OS 


Graves & Marshall Co., Dayton, 
Ohio, to Manufacture Specialties 


COMPANY capitalized at $20,000 
A will manufacture high - grade 
steam specialties in Dayton, Ohio. 
Among the products of the new concern 
are hot water heaters, tanks and boilers. 
Gaylord L. Marshall, George L. Marshall, 
George W. Marshall, William D. Graves 
and Henry C. Graves are the incorpo- 
rators and the new firm will be known as 
the Graves & Marshall Co. 
ae 


Sanitary Supplies for Japan 


N Kobe, as throughout Japan, there 
is no sewerage system. There are 
waterworks owned by the munici- 

pality, which puts the pipes, etc., into 
houses needing them and does all the 
repairs. It might be advisable for 
American firms desiring to sell their out- 
fits to send catalogs to the mayors of 
the larger cities. Outside of the foreign 
hotels, the Kobe Club, and very few of 
the foreign houses, there are no lavato- 
ries, water-closets, bath tubs, etc., such 
as are in use in America. The bath tub 
in almost universal use is made of wood, 
and the water is heated by a small char- 
coal stove. Only one firm in Kobe deals 


Vogler, care of 


Tue Pig was Reporrep To BE Dotnc NICELY WHEN SUuppDENLY It TURNED UP ITS 
Tors AND Diep 


business, George runs a farm of over 
200 acres, well stocked with cows, chick- 
ens and a number of blue ribbon pigs. 

From a litter of sucklings, one weigh- 
ing 12 pounds was sent to Syracuse, and 


in sanitary goods and plumbing supplies. 
Its address will be found in the World 
Trade Directory issued by the Bureau of 
Manufactures, Department of Commerce 
and Labor, Washington, D. C. 


This is our No. 25 
Torch. It is fitted 
with our One Piece 
Adjustable Soldering 
Iron Rest, patented. 
Also with our Never 
Leak Pump, paten- 
ted. There is no bet- 
tertorch made. Your 
nearest jobber will 
supply at factory 
price. We make a 
Jarger variety of 
Burners for gasoline, 
kerosene,aleohol 
and crude oil than 
other manufacturers 


OTTO BERNZ 


Newark, N. J. 
Est. 1876 


Price each $4.00 net 


THE KELLY 
WATER - CLOSET 


(With accessible valve over top of 
Earthenware) 


Will Satisfy Your Cus- 
tomers’ Every 
Requirement 


Itis absolute and efficient 
in action. 

It is a water-saver. 

It will prove a money-maker 
for you. 

Every closet guaranteed for 
ten years and will work 15 to 
20 years without repairs. 

Few concerns can conscien- 
tiously make a claim like this. 


Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT 
CHICAGO 


Do away with the drinking cup. 
Substitute The Ashton Sanitary 
Bubbling Drinking Fountain. 


An efficient and inexpensive fountain 
THAT IS SANITARY. Can be applied to 
any faucet or basin cock in schools, fac- 
tories, hospitals and hundreds of other 
places. We have other types, too. 

Send for our catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 


No. 112 Turner 
COMBINATION 
FURNACE 


FRADE 
HOT BLAST. 
Mant 
Made for gaso- 
line. Has auto- 
matic BrassPump 

in Tank. 

Has “Old Reli- 
able’’style of Bur- 
ner. Heats pair 
of soldering cop- 
\ persand melts pot 
of metal at the 
same time. 

Top section can 
be removed and 
the furnace used 
as a blow torch. 
Our new Non- 
Leaking Filler 
Plug is furnished 
with the No. 112. 
Consumption—one 


Capacity —3 quarts. 
pint per hour. 
All jobbers sell at factory prices. 
_Send for catalog of the complete Turner 
line. It is yours for the asking. 


The Turner Brass Works 
SYCAMORE, ILL. 
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Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Water Meters 


Frost-proof 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO., 
290 Terrace, Buffalo, N. Y. 


Established in 1892 


The Original Cellar and 


Backwater Trap 
With a Floating Ball Seal 


We have sold it on its merits 
for years—others have tried to 
copy the old reliable ‘Miller 
Trap”. Weare selling more than 
ever, because itis the best and 


cheapest onthe market. Let us 
convince you by sending you a 
sample order. Or ask your Job- 
ber to supply you. 


The Miller F’d’y. & Specialty Co. 


Dept. A 
North Tonawanda, N. Y. 
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“Bulletin No. 5,” the latest catalog of 
Hoffman & Billings Mfg. Co., Milwaukee, 
Wis., is complete in its description of the 
Niedecken mixer and also shows a few of 
the popular models of Hoffman & Billings’ 
compression and Fuller work. Thirty-six 
pages are excellently illustrated with cuts 
of the’ various specialties, such as basin 
cocks, shower bath and shampoo mixers and 
the new Niedecken and Hanley combination 
revolving auto washer. 


ill 


The latest printed matter from the Day- 
ton Pump & Mfg. Co., Dayton, Ohio, is in 
the shape of a clever little loose-leaf volume. 

= This is just from 
the printers and 
contains the com- 
plete issues of bul- 


letins which this 

Pea CUMS concern has. dis- 
WATER SUPES7 tributed from time 
SYSTEMS to time. In_ these 
have been incorpo- 


rated matter de- 
scriptive of the 
many new features 
connected with 
Dayton apparatus 
ee : and the independent 
water supply outfits. The range of Dayton 
water plants covers any requirements from 
2 to 60 gallons per minute and they are 
made in more than 100 types. Bulletin No. 
15 gives the specifications and information 
on pressure systems; bulletin 22 shows the 
new power head which was described in a 
recent issue of THE PLUMBERS’ TRADE 
JOURNAL, and the direct connected units. 

An especially arranged index and refer- 
ence makes the catalog particularly useful, 
as the contractor can show his customer any 
desired bulletin without confusing him or 
taking his time in looking over apparatus 
which would be unsuited to conditions sur- 
rounding his installation. In addressing the 
Dayton Pump & Mfg. Co., for this literature, 
kindly mention THE PLUMBERS’ TRADE 
JOURNAL, 


THE DAYTON PUMP 
& MANUFACTURING Go. 
Dayton Ohio USA. 


“Heating a Home,” a pleasant little chat 
on the merits of the “Square-Pot’” steam 
and hot water heating boilers, contains a 
good bit of knowledge that ought to be in 
possession of all prospective customers. The 
Boynton Furnace Co., 106 West 37th street, 
New York City, will be glad to send these 
little boosters to the trade who desire same. 
Mention THe PLUMBERS’ TRADE JOURNAL in 
your request to the manufacturers. 


The Rapid Heater Co., Grand Rapids, 
Mich., have prepared a 48-page catalog de- 
scriptive of the “Rapid” cast-iron sectional 
steam and hot water 
boilers. The many 
exclusive features of 
these are explained 
in a series of con- 
vineing arguments 
which should be 
read by every heat- 
ing engineer. A 
snappy little chat 
on. the various prob- 
lems of modern 
house heating covers 
gravity and pres- 
RAPID HEATER C ANY sure hot water, 

sone Eee ION steam and vacuum 
heating apparatus. 
Any of our readers 

ae may obtain these 
catalogs by requesting same, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


A new publication of more than passing 
interest to the trade and one that is proving 
useful in many ways to the dealers who 
have received it, is Catalog E-Junior, just 
issued by the Leader Iron Works, Decatur, 
Tll., and Owego, N. Y. 

This booklet, though only large enough 
to fit the ordinary business envelope, con- 
tains in condensed form illustrations, speci- 
fications and prices covering the popular 
styles of complete Leader Water Systems. 
A number of sizes in each style are listed, 


so that the dealer and his customer can 
quickly arrive at a decision as to the par- 
ticular outfit to be used on the job in 
question. 

The catalog fits nicely in the pocket, can 
be mailed readily and should prove of in- 
estimable value to those who sell and install 
these plants. 

No dealer who has any business what- 


a 
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LEADER IRON WORKS 
Decatur, Illinois and Owego,N.Y. 


New York City Office; 15 William Street 
Chicavo Office: Monadnock Block 


ever of this kind should be without Catalog 
E-Junior, which will be gladly mailed by 
any office of the Leader Iron Works upon 
request, mentioning THr PLUMBERS’ TRADE 
JOURNAL. 


The James Barrett Mfg. Co., 48-50 Pearl 
street, Boston, Mass., show their complete 
line of sanitary bubbling drinking fountains 
in splendid 12-page booklets printed in 
colors. The arguments set forth in this 
tastefully gotten up literature are convinc- 
ing and well founded. Barrett’s drinking 
fountains have been designed in several 
particularly ornamental and pleasing types 
such as vitreous china and enameled iron, 
also in a line of cast-iron street drinking 
fountains. All of these possess merits pecu- 
liarly their own. Write for a copy of this 
little talk on sanitation and mention THE 
PLUMBERS’ TRADE JOURNAL. 


The Glauber Brass Mfg. Co., Cleveland, 
Ohio, have incorporated an interesting de- 
scription of the merits of the Glauber F 803 
ball-bearing self-closing cocks in a little 
booklet just off the press. Seven excellent 
cuts show the distinctive features between 
the Glauber five-year-guaranteed F 803 self- 
closing cocks and the ordinary kinds. 
Readers of THE PLUMBERS’ TRADE JOURNAL 
who desire copies of this pleasant little 
“talk-on-facts” booklet will receive same 
upon addressing the manufacturers. 


“Catalogue No. 16” is the cover page 
title of the handsome publication being sent 
to the trade by the Compound Injector & 
Specialty Co., 419- 
421 N. Fifty-second 
avenue, Chicago, Ill. 
This volume is 
handsomely gotten 
up in white, red and 
gold and_ contains 
154 profusely illus- 
trated pages show- 
ing the comprehen- 
sive line of ap- 
proved sanitary ap- 
pliances. These are’ 
the well-known 
Dehn’s “ Acme, ” 
“Peerless” traps, 
floor drains, soil pipe fittings, and Dehn’s 
automatic water softening devices. All of 
the devices manufactured by the Compound 
Injector & Specialty Co. have been recom- 
mended by the trade and sanitary experts. 
In writing for copies of this catalog, kindly 
mention THE PLUMBERS’ TRADE JOURNAL. 


COMPOUND INJECTOR 
AND SPECIALTY CO. 


SsoLe I Maree TOMS 
410 421 Nari SnaAwenve 
CHIEACO TLLARDIS, UsSvA, 
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THE PLUMBERS’ TRADE JOURNAL, STHAM AND HOT WATER FITTERS’ REVIEW 


SMOOTH- ON 


Positively stop all leaks 
of steam, water, fire or oil; 
in iron, steel or concrete. 

They are easy to apply, 
harden quickly and make 
permanent repairs; proved 
by years in use. 


Every Plumber and Sieamfitter should 
have a copy of our instruction book 


SMOOTH-ON 
Manufacturing Co, 
JERSEY CITY, N. J. 


231 N. Jefferson St. 
CHICAGO 


36 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
E.¢. 
LONDON 


Approved by the Philadelphia Board of Health 
|RSS TS 


The Improved 
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Plate 4 I. X. L.—Patent Applied for 
Anti- Freezing, Automatic, Low 


Down Closet Combination 


with galvanized tank and lid fittings. ; 
Guaranteed against freezing if properly set. - 


Simple. No flush pipe. No washers. No ~ 
fittings inside of tank. Complete drainage — 
of all water surfaces. Quickly adjusted. 
Fasten tank against wall, ready for use. The 
FIRST low down anti-freezing closet. 


TRADE MARK I. X. L. 


“IXL’” PUMP & MFG. CO. 


Patentees and Makers ay 


957 to61 N.9th St. 958 to 62N. Darien St. 
Philadelphia, Pa. 


JLY 15TH, 1912 
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YOUTHFUL WONDERINGS 


The plumber’s little son was looking at 
he pictures in a magazine when suddenly 
ie turned to his father and asked: “Pa, do 
ocoanuts really grow on trees?” 

“Of course! Where did you think they 
rew?”’ from the boss. 

“Why, pa, I always thought the monkeys 
1id ’em.” 

<0 040 ge 
HARD TIMES 


The wayfarer asked for old clothes. “I 
lave none,’’ said the boss of the establish- 
nent. 

“Not even an old pair of shoes?” 
‘Weary Willie.” 

“No; but here is an old automobile you 
aay have,” said the plumber man. 

“Thanks, boss, but I have enough trouble 
upplying my own wants, without begging 
asoline from door to door.” 

ey 00 Qo 
QUITE SO 


“A man, like a watch, is known by his 
vorks,’ observed the master plumber. 
“And by the hours he keeps,” added the 
vife, 

“And by the spring 
thletic son. 

“And by his being sometimes fast,” re- 
narked the preacher brother. 

“And by the way his hands go up,” put 
n the nephew with pugilistic aspirations. 
“And by his not always going when we 
vant him to,” finished the daughter who’d 
een robbed of her beauty sleep. 


asked 


in him,” said the 
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THIS MAN LADIES AN' GENTS 
ISA WONDER, HE HANGS 

BY HIS TOES AN' Hotos Two 
MEN WITH our A QUIVER 


WE'RE LOST MY 
SHOE'S COMIN” 
OFF 


| | Nie 

| K} Gy 

Mt | NX, He? ie 

ui Has he. ¥_ |} VAckeRty 
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AS GOOD AS NEW 


First PLUMBER—Didn’t you make a lot of 

ssolutions a year ago? 

SECOND PLUMBER—Sure thing. 

“Did they last?” 

“Why, certainly! 

1es this year.” 
—— eet Oe 

NO AUDIENCE 


“Did you hear about the awful affliction 
hich has befallen Mrs. Gabbem?”’ asked 
.e stenographer. 

“Don’t tell me she has lost her voice!” 
leries the bookkeeper. 

“No; her husband has lost his hearing.” 


| 


I'm using the same 


*~mammoth bank account 


TEA TABLE GOSSIP 


“There’s no rest for the wicked,” said the 
plumber’s wife. 

“Well, they don’t want any; they’d rather 
keep at it,” replied her better half. 

——— 0+ 0 
HARVEST FOR THE DENTIST 

PLUMBER’s LITTLE SON—Pa, have you ever 
had a tooth out? 

Busy FatHer (unthinkingly)—Hundreds 
of ’em, my son—hundreds! 


oe 0 7 
UNDERESTIMATED 


I do not want to 
Absolutely 


BANK CLERK—NO, sir; 
marry your ward for her money. 
not. 

RicH PLUMBER—Then you haven’t as 
much sense as I thought you had. 
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UREKA! Joy! Huzzah! Hank the 

EK famous helper has at last consented 

to accept the candidacy for Presi- 
dency on the Suffragist ticket. 

Again has THE PLUMBERS’ TRADE JouUR- 
NAL succeeded in being the first to publish 
for its readers an event of international 
importance. In our last issue we were ex- 
clusive publishers of the fact concerning 
Hank taking a bath. Of course all the 
other metropolitan papers afterward con- 
tained the news, but we were the first in 
the field, as usual, and we feel our pride 
justifiable, our apparent bombastic carnival 
of egotism forgivable through our great 
achievements, the crowning glory of which 
is this last. Vanity is merely the natural 
Sequence of such wonderful literary activity. 

As true plumbers, we take great pleas- 
ure in stating that first, last and always 
THE PLUMBERS’ TRADE JOURNAL is. for 
HANK the helper for President, on the 
Suffragist ticket. One of our representa- 
tives called upon that famous _financier- 
Suffragette, Mrs. Getty Hreen, soon after her 
party’s choice was known, and to his great 
surprise found the estimable lady of the 
in a rather pessi- 
mistic mood. She said: 

“What did my sisters want to put this 
HANK the helper person up on our ticket 
for? He ain’t no proper party for the head 
of our nation. Now what kind of a Presi- 
dent would a plumber make? Think of it. 
In choosing his cabinet he would naturally 
pick the boys from the rank of his profes- 
sion. What earthly good would they be, 
a motley gang of steam fitters and joint 
wipers lolling about the place swapping lies 
about what they did at the Salt Lake City 
Convention. The only use to their country 
they could possibly be would be when the 
closet in the Blue Room got out of order. 
Then the head janitor of the White House 
could notify the President and he would 
send for his Secretary of War and Secretary 
of Agriculture to act as helpers, and they 
would give the tank a couple of shakes, 


Petectectes petectectectectoctes” 
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‘putting half a dozen plugs in 


THE FAST AGE 


TRADE JOURNAL REPORTER 
does this 


THE PLUMBERS’ 
(at railroad  station)—-Where 
train go? 

BRAKEMAN—This train goes to New York 
in ten minutes. 

THE PLUMBERS’ TRADE JOURNAL 
—Gee whizz! That’s going some! 


REPORTER 


sd 0 0 oe 
BY CONTENT 
ON’T allow discontent to lie brooding, 
When confined in your apartment 
alone, 
Reflecting over present surroundings 
When compared to your dear old home. 
Instead of that glum, grouchy feeling 
That here often fills many a breast, 
Look on the bright side of the subject 
And say, “Maybe it’s all for the best.” 


Our lot really might have been harder; 

We might have been sentenced from above. 
Had an accident, suddenly, befall’n us, 

Been taken forever from those whom we 

love. 
But now stop, look, think and reason, 

And lay by those thoughts of unrest; 
Our days of freedom will soon be approach- 

ing, 

Another good thing for the best. 

Perhaps the task to you given 

Is not the kind that suits you; 
Maybe others are thinking the same 

Of the work assigned them to do. 

Be content, industrious, loyal and true, 

That your pathway may often be blest. 
God’s invisible hand will guide you thro’; 

He who ever does all for the best. 

—By State Prison for Women No. 732. 
Soadoateeseosoaroateesoatoareeseezondeateesenzoatoeteeteateateeteots 
put in a new plunger, and then increase the 
national debt a few times paying the bill 
they would send in.” 

“And what would happen every time there 
was a plumbers’ convention or clam-bake at 
Atlantic City or some other place? There 
would be no President or Cabinet in Wash- 
ington. Depend upon that. They would be 
out along the Boardwalk with the balance 
of their brothers drinking pop and eating 
salt water taffy, as I hear the plumbers 
always do when they get away from the 
gentle influence of their women folks. Scan- 
dalous! The country could gotohellandbust, 
for all President HANK and his Sanitary 
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Cabinet would care. No wonder 
pleased with my sisters’ choice.” 

That is getting it pretty stiff from Sister 
Hreen, but as good plumbers do not argue 
with the fair sex except on occasions where 
they insist that only an hour’s time was 
used in resetting the wash-bowl, relining the 
tank, packing all the bibbs in the house and 
the thirty 
gallon boiler, et cetera, we will let Getty 
have her own way. THE PLUMBERS’ TRADE 
JOURNAL is for HANK, let it be known. 

Our thanks to Brother Thomas F. Shaw, 
128 Upsal street, Germantown, Pa., for 
HANK’S idea in this issue. 


I am dis- 
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this trap, It has been in hun- 
dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 


See the deep seal 
and very large 
water body? See 
the way it is made? 
There you have 
the reasons. 


aan. ssvua 


Send for pariicu 


e D 
MCAULIFFES Jars: 


PATENT 


McAuliffe Non-Siphoning Trap Co. 
51-53 Pearl St. Chelsea, Mass. 


The “NO-SOL” Solderless Copper Floats 
Made to Last The Only Real Float Made 
Always Gives Satisfaction 


5 in. Round 


The secret of our success with the ‘‘NO-SOL” 
Float is the little rubber washer that is used 
in the seam, without this no float woujd be 
tight, and the longer the rubber washer is in 
contact with the copper the more tight it 
gets as the rubber vulcanizes to both sides 
of the float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time, Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. All weaskis that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number of floats shipped each day 
2,500. We can ship more, send us yo order 
and find out. 


Beware of Infringements 


Manufactured by The Ayling & Reichert Co., 
Toledo, Ohio 
ae 


YOU ARE LOSING 
BY NOT USING 


3 


Plumbers’ Contract Forms ~ 
1doz. postpaid 40 cts. 100 postpaid $2.50. 


Plumbers’ Estimate Book 
100 Complete Estimates, Postpaid $1.50 


Duplicate Order Boxks 


75 order blanks and 75 duplicates in each 
book. Single book postuaid 25e. c 
1 doz. books $2.40 


Discount Table (22 in. x 28 ia.) 


Every discount a plumber needs. Large 
figures. Tack it on the wall in frout of 
your desk. Postpaid $1.00. 


TIME CARDS 


2 kinds—For Contract Work—¥rer Jolbing. 
$3.00 per 1000. 

Write us for our Special Narch 

on Time Cards. 


Offer tor 


Samples Free 
Send for Tool and Publication Catalogs 


R. M. Starbuck & Sons 


HARTFORD, CT, 
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Ball Cock Cups 


Bibb Washers 


Packings of Every Description 
For the Plumbing Trade 


Hydrant Leathers 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL 


Auburn Leather Goods Co., 
AUBURN, N. Y 


FULLERS RATCHET DIE STOCK 
A Labor Saver 


Can be usedin trenches and corners where you 
cannot work with any other stock. Uses Stand- 
ard No. 1 Dies made by all factories. Order from 
your dealer or send direct. Price $5.50, cor- 
respondence solicited. 


American Equipment Co. 
Grand Rapids, Mich. 


THE ENGINEERING DIRECTORY 


FOR 1912—19th Annual Edition 
JUST OUT: COMPLETELY REVISED 


Contains over 300 new names of dealers, and the 
following most complete and accurate lists 
published: 

1. Jobbers of Plumbing and Heating Supplies. 

2. Jobbers and Dealers in Mill, Steam, Mine, Rail- 
way and Heating Supplies, Tools and Machinery. 

8. Manufacturers’Agents;representing manufactur- 
ers of Plumbing, Heating, Steam, Mill, Mine and 
Machinery Supplies. 

4, Waterworks Companies in U.S. 

5. Gas Companies in U.S. 

6. Prominent Architects in U.S. 

% Wholesale Hardware Dealers in U.S. 

8 Alphabetical List of Manufacturers of Goods 
Classified giving street address, home and 
branch offices. 

9. Classified Lists of Products of Manufacturers of 
Plumbing, Heating, Lighting, Power Plant, Mill, 
Mine and Railroad Supplies, Tools and Machin- 
ery, giving trade names or brands by which the 
goods are known. Indispensible to buyers. 

Over 1400 Pages, 6%x3% inches, Leather Bound 

PRICE $5.00 PREPAID 


Invaluable to Manufacturers, Jobbers, Contractors 
and Salesmen 


For Sale By 
The Plumbers’ Trade Journal Publishing Co. 
46 WEST 34th Street New York. N. ¥ 


A Testimonial 


“H. L. E. Peterson, 

“Your Peterson Push Nipple Vises are a 
thing that no heating contractor should be 
without. We have given them a thorough 
test, putting together about 700 radiator 
sections. 

“As a labor and time saver we think they 
have no equal. One after using the PETER- 
SON PUSH NIPPLE RADIATOR VISES 
would not be without them.” 

“James A. Kreglo & Co., Indianapolis, Ind.” 


E. PETERSON, 
ELGIN, ILL. 
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Among the Plumbers and 
Gas Fitters 


G6 F906 F< 9G FISD 


Louis Sonntag & Son, Sheboygan, Wis., 
have just completed about 250 feet of sewer 
for the H. C. Prange Co. 


Gus J. Juhl of Milwaukee, Wis., is doing 
the plumbing in the new residence at 1093 
17th street, and in three cottages at 986 
Twenty-sixth avenue. 

Wenzel and Henock Co., 502 27th street, 
Milwaukee, Wis., have the contract for the 
plumbing in a new flat at 607 Prospect 
avenue; also the plumbing in the new apart- 
ment at 528 Stowel street. 


L. R. Stollbery & Co., 451 38rd street, Mil- 
waukee, Wis., are doing the plumbing in the 
new cooper shop at the Pabst Brewery, and 
also in the new Commercial Building, on 
Grand avenue. 


L. W. Mehring, of 1730 N. 6th street, Har- 
risburg, Pa., reports business in a flourish- 
ing condition. Mr. Mehring is at present 
engaged upon the plumbing and heating for 
eight houses on Peffer street. 

J. E. Brennan, of 703 Ligonier street, 
Latrobe, Pa., has been very busy with the 
jobbing and new plumbing. Mr. Brennan 
has recently made a number of alterations 
in bathrooms and has installed the latest 
sanitary fixtures and appliances. 


F. Miller, of 324 North 9th street, Read- 
ing, Pa., has just completed the plumbing 
contract on seven houses on 6th and Wind- 
sor streets. Among other work, he has the 
plumbing, heating and gas fitting contracts 
for the new hotel at 9th and Walnut streets. 

Charles T. Smith, of Cambridge Springs, 
Pa., has his hands full with his jobbing and 
repair work, not to speak of the many new 
contracts he is about completing. Mr. Smith 
also has a well-stocked store of useful house- 
hold articles, and reports business in a 
healthy state. 

The Johnstown Supply Co., of 227 Frank- 
lin street, Johnstown, Pa., have had a busy 
winter and spring. Besides the large job- 
bing and alteration work which they do, 
this company have had their share of con- 
tracts in the many new buildings that have 
recently been erected. 

W. J. Gillen, of 20 Central avenue, Titus- 
ville, Pa., is, as usual, busy with alterations 
and jobbing. Mr. Gillen stated that the 
past winter kept all the plumbers in 
that vicinity busy, and that the outlook for 
the coming year was exceedingly good. Mr. 
Gillen has just completed the plumbing in 
the new school building recently erected in 
his city. 

H.. Ly Dunlop ~& Coy 
street, New Castle, Pa., have enough work 
in sight to keep their force of men busy 
for some time. They have, like most of the 
plumbers of this city, been very busy all 
the past winter. Messrs. Dunlop are at 
present busy upon the handsome new build- 
ing of the Young Men’s Christian Associa- 
tion, which, when completed, will be one 
of the show places of New Castle, Pa. 


of 85 S. Mercer 


= Late Patents Issued to Our Trade 


GA<9 


New Shops and Business 
Changes 


McIntosh & Haun have purchased the 


plumbing and hardware business of H. G. 
Dorsch at Quiney, Cal., and will continue 
the business at the same address. 


Mooney Bros., 324 Main street, East Or- 
ange, N. J., have mutually dissolved partner- 
ship and the business will be continued at 
the old address by John W. Mooney. 


Thompson & Loughlin have opened a 
plumbing business on Union street, Lynn, 
Mass. Both of these gentlemen were for- 
merly in the employ of Thompson & Libby. 
They report that they have considerable 
business for a starter. 


The Sanitary Supply Co., Madison, Neb., 
are a new concern and have grown steadily 
since entering the business. The firm is 
composed of J. A. Pence and A. Pence, both 
practical men and hustlers, and at the 
present time they have eight men working. 


Gajewski Brothers have 
plumbing shop in Denmark, Wis. They have 
located in the Enz Brothers’ Building. Clin- 
ton, Wis., has also acquired a new plumbing 
shop. Sam. J. Pelz, formerly connected with 
F. B. Reeder, has opened a shop in the 
Woolston Block. 


Algonquin, Ill., now has a new shop, that 
of Peter Serres, who embarked in the busi- 
ness recently. Mr. Serres handles much of 
the plumbing and heating work which goes 
on about his city. He is desirous of receiv- 
ing catalogs and price lists from manufac- 
turers and jobbers. 


B. B. Brooks, 


established a 


formerly with the Chadron 
Hardware & Plumbing Co., Chadron, Neb., 
has started in business for himself at the 
same city. Mr. Brooks is one of the best- 
known plumbing and heating men in that 
section and his new shop is a model for 
up-to-dateness. He requests literature and 
discounts from the trade. 


Louis Hoffman, 1209 Central avenue, Cin- 
cinnati, Ohio, has just opened a new plumb- 
ing supply business and wishes to receive 
latest trade literature, discounts, ete. Mr. 
Hoffman reports that business seems good 
for the beginning and he has supplied the 
materials for several large installations re- 
cently. 

Friends of J. T. Hackett, Chillicothe, Mo., 
will be glad to learn of his recovery of health 
and his return to the trade. He has opened 
his new shop at 615 Woodward street. For 


a starter, Mr. Hackett is doing the hot 
water heating in St. Mary’s Hospital and 
also in several residences. Manufacturers 


are requested to send catalogs and _ price 


lists. 


E. Cardwell, formerly located at 378 W. 
Jackson street, Hamilton, Ont., Canada, has 
removed to 32 Division street, Welland, Ont., 
Canada, where he has opened a_ larger 
plumbing and heating establishment and 
will be pleased to receive trade literature 
at his new quarters. We wish him every 
success in his change of location. 


1,019,605. ADJUSTABLE PACKING- 
PLIERS. CLARENCE A. CUMMINGS, Fresno, 
Cal. Filed Nov. 18, 1911. Serial No. 
661,043. (Cl. 81—44.) 


1,019,717. CLAMPING DEVICE FOR PIPE- 
JOINTS. Raymonp S. Lorp, Pittsburgh, 
Pa. Original application filed Sept. 20, 
1909, Serial No. 518,641. Divided and this 
application filed Oct. 22, 1910. Serial No. 


588,458. (Cl. 187—28.) 
1,025,084. HOT-WATER HEATER. AR- 
THUR J. GOHMANN, New Albany, Ind.,. 


assignor to Anchor Stove & Range Com: 


pany, New Albany, Ind. Filed July 15, 
1910, Serial No. 572,177. Renewed Mar. 
25, 1912. Serial No. 686,130. (Cl. 122— 
214.) 

1,024,723. VALVE FOR STEAM-HEAT- 


ING SYSTEMS. Epwarp E. Goup, New 
York, N. Y. Filed Dec. 15, 1909. Serial 
No. 638,249. (Cl. 237—12.) 


1,024,729. THERMOSTATIC VALVE FOR 
WATER. JAMrsS J. LAWLER, Pelham, N. 
Y. ‘Filed Apr. 18, 1911. Serial No. 621,- 
887. (Cl. 236—5.) 

1,025,404. ACETYLENE - GAS GENE- 
RATOR. JAMES S. JOHNSON, Le Roy, 
Kans. Filed Jan. 19, 1912. Serial No. 
672,110. (Cl. 48—565.) 

1,025,166. FLUSHING APPARATUS. 


CHRISTIAN S. SPARLING, Moline, Ill. Filed 
Mar. 2, 1912. Serial No. 681,028. (Cl. 
418.) 

1,025,389. WATER-HEATER. OTTo Fox, 


Cleveland, Ohio, assignor to The Bryant 
Heater and Manufacturing Company, 
Cleveland, Ohio, a Corporation of Ohio. 
Filed Oct. 8, 1910. Serial No. 584,974. 
(Cl. 122—225.) 

1,024,519. PIPE - WRENCH. Henry L. 
Marry, Orrville, Ohio. Filed Apr. 4, 1911. 
Serial No. 618,857. (Cl. 81—96.) 


Attention! 


Plumbers and Architects 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Eureka Adjustable Flange” 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Descriptive circulars and full in- 
formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 


Perhaps you are and don’t know it. 

Think of the time, money and temper 
you have wasted over pipe wrenches. 
Has it been worth while? How much 
money have you lost? 


Here’s the Remedy! 


The Parmelee 


Pipe Wrench 


PARMELEE 


9) 


The Toothless Wrench 


Makes or breaks the tightest joints 
easily. Can’t chew or crush or mar the. 
pipe or threads. Positive grip. No lost 
motion. 

Send for Cireular 


Parmelee Wrench Co. 


2516 West Monroe Street, 
CHICAGO, ILL. 


Published Semi-monthly at 45 W. 34th St., New York, N. Y. New York, August 1, 1912 By The Plumbers’ Trade Journal Publishing Company 
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“Plumbing in the. Crddition bo Glenwood “Public 


e— School, “Tpuftate, 1. y-—-4 


HAT cleanliness is 
as essential to the 
health and develop- 
ment of the body, as 
hearing is to the 
development of the 
brain, has been fully 
considered in the ar- 
rangement and in- 
stallation of the 
plumbing in the new 
ten-room addition to 
the Glenwood Public 

= School, Number 59, 
Buffalo, N. Y., This will be shown by the 
installation of several shower baths and 
a plunge, in addition to the usual closets, 


Oo oO 


Boys’ Lovorory 
; Yew Addison 


Urina!/ 


= 
Sink © 


Girks ‘Lovorory 


O 


Floor Drain 
pal” 


Jeochers’ Lovasor Y 


Froor Layout FoR Boys’, GIRLS’ AND 


TEACHERS’ TOILETS 


urinals, sinks, basins, and drinking foun- 
tains. 

The several sketches will fully illus- 
trate the work as recently installed in 
this building by Barnd & Geiger of Buf- 
falo. Drain tile is laid around the wall 
on the outside and carried through same 
and connected into a 4” C. I. trap. The 
sewer to the building is an 8” salt glazed 
vitrified tile, connected to the main 
sewer, and carried to point ten feet out- 
side the cellar wall. Here an 8” double 
hand hole running-trap is placed and a 
manhole of brick is built around same 
and carried to the surface of the ground. 
This is covered with a cast-iron perfo- 
rated cover of the usual standard design. 


\oint was carefully cleaned out after 


BY CHARLES S. WEBSTER 


All joints on the tile sewer are made 
by first calking with oakum dipped in 
strong cement mortar mixed in the pro- 
portion of one part cement to three parts 
sand, after which the balance of the hubs 
are cemented in the usual way. Hach 


There is an opening left in the drain 
outside the main trap, and an extra 
heavy cast-iron trap placed close to this 
connection. A 21%” wrought-iron extra 
heavy galvanized pipe is laid in a bed 
of sand and carried into the cellar and 
connected to the blow-off tank. 
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Main DRAINAGE PLAN IN THE GLENWoop Pusiic ScHooL, Burrato, N. Y. SWIMMING 
Poot Drain BeLow SEWER LEVEL 


laying, leaving the interior surfaces 
smooth. The opening on the sewer side 
of the trap is closed with a 6” brass 
clean-out. A 4” extra heavy cast-iron 
pipe is connected to the opening on 
the house side and carried up inside 
the manhole and suitably capped for 
use as a fresh air inlet for the system. 


From the end of the tile sewer, a 6” 
extra heavy cast-iron sewer extends 
through wall with branches making con- 
nections to all soil, waste and conductor 
pipes, and all floor drains, as shown in 
Fig. 1. Several extra heavy clean-outs 
are placed in the sewer at convenient 
points and carried above finished floor. 


SIZES OF SEWER AND BRANCHES 


LL branches for soil, waste con- 
A ductors and vent pipes are shown 
in Fig. 1, and of the _ sizes 
marked. The rain conductors are of 
extra heavy cast iron, with heavy cop- 
per ferrules. All vent pipes over 3” are 
extra heavy cast iron. All vent pipes 
smaller than 3” are wrought iron pipe, 
with galvanized and beaded malleable 
fittings. No vent pipes are carried 
through roof without first being in- 
creased to 4”. 


Where the vent pipes pass through. 


the roof they are made tight with 18-oz. 


copper flashings, extending 1 ft. in height 4 
A counter flashing is- 


on the pipe. 
turned down 1” into the pipe, and ex- 
tended down over the flashing 6” and 
locked to flashing. 

The waste and vent pipes from the 
drinking fountains are 2” galvanized 
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ELEVATION OF DRAINAGE AND VENT PIPING 
In Boys’ LAVATORY 


iron pipe, with galvanized recessed drain- 
age fittings. 


Water Supply. Water is supplied to 


the building by inserting a 4” ie 
in the main pipe and carrying a 4” gal- e 
vanized pipe to the basement. At the — 


curb, a 4” iron body gate valve and an 
service box are placed 


extra heavy 
Inside the wall in the basement, a 4” 
gate valve and a _ plugged tee are 
placed; above this a Fuller hose bibb 
for the engineer’s use and to drain the 
system. 

The separate water supplies to the 
different fixtures are from a_ header. 
Each line is controlled by a separate 
valve and each is supplied with a 4” 
pet cock for draining. 

HOT WATER SUPPLY 
HE hot water is furnished by two 
AB systems. A “Seaman’s” automatic 
heater, manufactured by W. E. 
Beilman, Buffalo, N. Y., furnishes hot 
water to the sinks, basins, etc., while a 
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WATCH THIS AD FOR SOMETHING NEW WHICH WILL BE OF INTEREST TO THE TRADE 


QUINN QUALITY CLOSETS 


are fully explained in our new Catalog ‘‘S”. Have 
you acopy P 


QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who 
has ever installed them. That’s some recommenda- 
tion. Can you beat it ? 


QUINN QUALITY CLOSETS 
will eliminate 90 per cent. of your 


>» 


worries and troubles. All our Quin 
output is stamped with our mono- eel 
gram trade mark, which is your 


absolute guarantee of first quality. 


If you haven’t our catalog, send postal for it today. 
It is catalogue “S”. 


QUINN MANUFACTURING CoO. 


MFGRS. OF PLUMBING AND STEAM SUPPLIES 


DETROIT, MICHIGAN 


Your Troubles Were 
In Our Mind 


when we designed the Mueller 
Combined Waste and Overflow 
and we provided against them. 


—— 


= Y] “BEVELED WASHER 


And That’s Why It’s Easy For You A a 


BEVELED WASHER 


To install the Mueller Combined Pere Ge ee sirsticud uc ontne 
Waste and Overflow. It g0es right face of the elbow which holds the 
to the spot—no slipping or sliding — washer in place, four projecting lugs 
which guide the overflow to exactly 

no loss of time. Ihus a high orade the right position and hold it there, 
: 4: l indicators on the beveled washer to 
article and Unconditional uA Guar- show how to place it, cast overflow 


anteed strainer with re-enforced ribs and a 
sanitary double tee. The tubing is the 
highest grade, either 220r 24B&S 


THERE’S LASTING CLASS IN MUELLER BRASS Gauge. 


TRADE MARK 


OLeerGn General Offices MUELLER eer vound ce 
ILL., U.S.A, RK,N.Y.,U.S. 
West pees Garda Sr H 2 M U E L L E R M FCG “ > O . 254 Canal St.. Ashe hater 
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<2 
This 


Trademark 
on your packages of 
Traps 
Wastes and 
Overflows 
Valves. 
Supply Pipes 
Floats 


and 


Plumbing Supplies 


signifies to you 


the guarantee of 


Fine Workmanship 
Best Quality 


Superior Finish 


of the 


AMERICAN 
PIN 
COMPANY 


Waterbury, Conn. 
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“Tobey” heater furnishes water for the 
pool. 

All waste pipes are run so that pockets 
or traps are formed, and provided with 
suitable drain cocks. These pipes must 
run parallel to the walls and not diagon- 
ally acruss rooms. No pipes are al- 
lowed to run on outside walls, and all 
were put up in a neat manner, and se- 
curely fastened. 

The connection to each is made with 
a loose-key, compression stop cock, 
placed close to the fixture. The branches 
to each drinking fountain are run sepa- 
rately from the basement. 

All valves used are “Jenkins” valves 

and each valve has 
ae a brass tag 2” in 
; diameter, stamped to 
indicate what line 
of pipe it controls. 
and attached to the 
valve by a brass 
chain. 

From the extreme 
end of the hot water 
pipes there is run 

a circulating pipe 
A back to the heater 
connecting to a 1” 
pipe before entering 


ir 


WASTE AND VENT 
_CONNECTIONS IN 
f/ Boys’ TorLetT 


fe Sewer 


Se 


WASTE AND VENTS ELECTRIC AND STEAM 
From DRINKING SrEwAGE PUMPS TO 
FouNTAINS Empty Poon 


the heater and provided with a valve and 
a check float. 

The floor drains in the boiler-room are 
the ordinary 13” x 13” cast-iron floor 
drains with 4” trapped connections to 
the sewer. All other basement or shower 
drains placed in lavatory floors are 
finished brass flush floor drains 6” in 
diameter with frames and strainers; the 
strainers are removable without dis- 
turbing the frames and are connected 
to soil pipe or sewer with 3” extra heavy 
enamel-lined traps, placed directly below 
the strainers. The seals of all the floor 
drains placed in lavatories or sinks are 
insured by a 14” galvanized pipe con- 
nection to the nearest closet flush pipe. 


SANITARY DRINKING FOUNTAINS 
PROVIDED 


HERE is a drinking fountain 

placed on each floor, fitted with 

nickel-plated self - closing supply 
valves and %” nickel-plated brass iron- 
pipe-size pipe and loose-key stop cocks, 
11%” galvanized waste connections with 
brass drain traps with nickel-plated 
flanged caps set flush with the floors 
and 114” galvanized vents to vent lines. 
The lavatories for the children are fitted 
with wash-down syphon  water-closets, 
with automatic oak seats, cabinet 
finished cisterns with 14” air spaces on 
all sides, nickel-plated brass flush pipes 
and %4” compression stop cocks. 

The principal’s and teachers’ closets 
are the same as for the boys’ and girls’ 
lavatories, except they have hand action 
flush tanks with nickel-plated chain, 
guide and pull with oak seats and lids. 
The closets in the principal’s lavatory 
are provided with slate slab 14” thick 
with beveled edges and top surfaces 
countersunk and set in cement. The slop 
sinks are porcelain flushing rim, with 


Giris’. LAVATORY 


SYSTEM OF PIPING IN 


porcelain traps with brass nickel-plated 
strainers, and flush valve with double 
faucets. All closets and slop sinks are 
connected with heavy brass floor flanges 
and. asbestos gaskets. In the boys’ lava- 
tories the urinals are troughs formed in 
the floor; the back and ends are of slate 
14%,” thick and 6’ high, and set at a 
slightly inclined plane, so that the water 
will thoroughly flush same. The top 
is rabbeted to the flushing trough, and 
all joints are made water tight with 
slater’s cement. The flushing trough on 
the top is cut out of a solid block of 
“Alberene”’ stone, 6” square on the ends; 
the flushing edges are cut and beveled 
so that the water will flow over the edge 
in an even and equal sheet over the 
whole surface of the back slabs. The 
supply is 114” galvanized iron pipe with 
1%” holes 2” apart drilled in a straight 
line, and run along the top of the trough 
with a valve the same size of the supply, 
with lock shield and loose-key for con- 
trolling the supply. The urinal trough 
is graded to one end, and at the low 
point a 3” brass outlet with a brass 
wash-room strainer is calked into a 3” 
extra heavy P trap, enamel lined with a 
vent connection of 2” iron. The shower 
baths are placed in the basement and 
have cement floors pitching toward the 


center; the back and partitions are of 
Pennsylvania slate 1” thick with a curb- 
ing 6” high across the front of the pipe 
and extra heavy enamel trap with a 
nickel-plated removable brass strainer. 
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STANDPIPE WitTH FLOAT AND INDICATOR TO 
SHow WATER LEVEL IN PooL 


The showers are fitted with %4” nickel- 
plated brass supply pipes set 7’ 7” from 
floor with ball joint to set at any angle 
desired. 


SWIMMING POOL OUTLET ABOVE 
SEWER LEVEL 
HE swimming pool is 50 ft. by 18 
ft. and from a depth of 4 ft. to 5 
ft.; is lined on the ends and sides 
with white enamel bricks. The bottom 
of the pool is 18” below the sewer line 
and a 6” extra heavy galvanized iron pipe 
and a 6” high pressure gate valve and 
double hub trap with clean-outs in con- 
nection, are located in a tile manhole 
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ELECTRIC AND STEAM PUMPS TO Dispose or 
Waste From Swimming Poon 


with iron cover and connected to thé 
cast iron with calked joint. This connec: 
tion is above the floor level of the pool 

At the lowest point of the pool if 
placed a 4” extra heavy galvanized pipé 
with a high pressure gate valve, and thi! 
pipe is carried to a well so that the en 
tire pool can be emptied into the wel 
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Boost Your Business Now! 


We Advertise You in Your Name and Supply 
Catalogs Printed in Your Name FREE 


How We Do It For You Free Competiton Easy—Big Profits For You 

Our National Advertising Campaigns produce thousands of inquiries—some We issue a free Bulletin service showing and explaining various types of 
from your section. installations. If you want this service it is yours for the asking. 

Working together we can turn those inquiries into mutually profitable Send us the names of individuals or concerns contemplating installing new 
business. Heating Systems or remodeling their old ones. 

There is but comparatively little competition in the Yacuum Heating business; We will invite each one direct — send advertising matter in your name and 
therefore, opportunity for larger profits are possible than if you stick to ordinary refer them to you. 
steam and hot water systems. When we receive the names of the prospective purchasers in your vicinity we 

You can install the Reliable Vacuum Heating System without paying a dollar shall write them and their architects; also have our detail men follow up the pro- 
for royalties. posed installations. 

Every Reliable Vacuum System you install will boost your business—will ad- You send your business card or letter head with the names, and we will put 
vertise you as a Modern Master Plumber and Steamfitter—a Heating Engineer your catalog in work immediately. 
whose knowledge and services save money for his customers. Get our Advisory Service which puts you in touch with all the new ideas, 

The installations are comparatively simple, but our Advisory Service Bureau suggestions and instruction on all points about installation and operation of 
is always at your command, ready to furnish information and suggestions. Reliable Vacuum Heating Systems. 
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Reliable Hydraulic 


Vacuum Pump 


1 ea 


Vacustat 


Reliable Vacuum Heating System 


Is applicable to steam heating plants of all types—single or two pipe, whether low pressure, exhaust 
steam or central station steam is used. The system is equally applicable to either new or old plants; 


where a new heating plant is being de- ment ; the Vacustat which takes the place  Vacustat being directly connected to the 
signed, it is constructed as an ordinary of the ordinary air valve or pet cock on vacuum pump by a system of air piping. 
single pipe gravity plant to which the Air the radiator, and the “‘On-er-Of ”? radi- The Vacustat is open so long as there ‘ 
reisesieniite applied ator supply which is substituted forthe old is air in the radiator. Steam coming 
pplied. style radiator steam inlet valve. (It’s a in contact with the Vacustat closes 
The Reliable Air Line V. Syst 4 CORI nlcingeelaesvoent 
: rane Vacuum System = packless valve.) it tightly making it impossible 
consists of a Reliable Vacuum Pump, In operation, air is conducted from the for the pump to pull the 
either electric or hydraulic, and equip- radiator through the Vacustat, each steam into the air lines. 
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“The Hottest 
Thing This Side 
of My Residence” 


The ‘“‘Rapid’”’ Instantaneous Bath 
Heater sure does heat a lot of water 
with a little gas —and it doesn’t re- 
quire a vent pipe, either. As one 
good plumber told us a while ago 
“You've certainly got that Model ‘C’ 
Non-Vent Heater down pat now 
with the 
new Gas 
Regulating 
Device and 
the other 
improve- 
ments.’ 


Mr. Plumber 
You can 
make more 
money with 
the ‘‘Rapid”’ 
than any 
other typeof 
heater. 
Write for 
catalog and 
prices. 


HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 


Send for cata- 
log and prices. 


Manufacturers 


237 Arch St., Philadelphia, Pa. 


BOSTON 


ADJUSTABLE 


BRACKETS 


FOR SINKS AND TRAYS 


Send for price list 
JOSEPH H. YOUNG CO., 
Boston, Mass. 

Full live of Plumbers’ Supplies 


Johnson's 
Handy Manual 


for Plumbers and Steam Fitters is a 
practical book for practical men written 
by a practical plumber and fitter. Itis a 
compact little volume neatly and strongly 
bound in stiff cloth covered board covers. 
lt is of convenient size to carry in the 
pocket for constant reference. 


It sells for one dollar a copy, and may 
be secured from THE PLUMBERS’ 
TRADE JOURNAL PUB. CO., 45 
W. 34 St., New York City. 
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to be pumped from there into the sewer. 
There is a 4” branch increased to 8” 
iron pipe inside of valve in sewer connec- 
tion leading to well so that the water 
may be pumped from the swimming pool 
without discharging into it. There are 
provided two suction connections and 
two foot valves in the piping from an 
electric pump, so that pump can pump 
from either the pool or well, as desired. 

There is also an emergency steam 
pump with by-pass connections that can 
be pressed into service in case of an 
accident to the electric pump. In the 
engine room is an 8” pipe furnished with 
a heavy copper float, with brass chain 
attached and run over ball bearing pulley 
blocks to an indicator on a graduated 
scale showing the depth of water in the 
pool. 

Where the sewer 
through the walls, 


connections pass 
they are provided 


with cast-iron screw flanges and gaskets 
to insure water-tight joints. Around the 
sides of the swimming pool, over-flow 
gutters are provided with 2” cast-iron 
enamel traps with hubs for brass clean- 
out screws, cap ferrules in each connec: 
tion, and connected into main lines on 
each side of swimming pool. 

For the purpose of heating the swim- 
ming pool, there is installed a heater 
having a capacity of 5,000 gallons per 
hour. The heater is placed on a con- 
crete foundation in the engine-room. The 
cold water supply pipe to this heater is 
3”, run direct from the 4” main pipe in 
basement. All the water for the swim- 
ming pool will have to run through the 
heater while the pool is being filled. 
From the top of this heater there is 
taken a 3” hot water pipe, and from this 
two 3” pipes to the swimming pool. 
There is also a 2” branch pipe that will 


lead to the various fixtures in the build- 
ing when the heater is not being used 
to heat the pool. Each have shut-off 
valves, and the pipes to the swimming 
pool are fitted with a thermostat, so that 
the water may be regulated down to a 
temperature of 80 degrees, as it runs into 
the pool. This thermostat is placed at 
a point where the water leaves the 
heater, so that when the water is shut 
off from the pool the thermostat will act 
on the temperature of the water sup- 
plied the fixtures in the building. The 
water enters the swimming pool through 
two brass boxes fitted for 3” pipe, with 
nickel-plated brass faces attached with 
brass screws, and have flush spreaders. 
They were built into the lining of the 
swimming pool during the construction 
of the same, and set flush with the 
enamel brick and immediately over the 
cove course. 


THE SCIENCE “OF ‘% 


MODERN PLUMBING 


By C. F. HERINGTON 
CHAPTER IV 


SUMPS 


and EJECTORS 


NE of the many prob- 
lems of modern plumb- 
ing consists of taking 
care of waste and 
drainage in buildings 
having deep basements 
which bring one or 
more of the floor levels 
with their respective 
fixtures below the 
height of the public 
sewer. This is a com- 
mon occurrence in 
nearly every large 
building and may be encountered in 


smaller structures where the _ street 
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1—A ScHEME FOR DISPOSING OF 
SLticgHT QUANTITIES OF WATER 
From Froor DRAIN 


sewer is run nearer the surface than 
is usually customary. Various means 
have been devised for the raising of this 
sewage, the functions of which will be 
described in the following. 

When the area to be drained is small 
and there are no water producing causes 
except unusual and extreme rains, the 
ordinary cellar or basement can be kept 
reasonably dry as shown in Fig. 1, by 
a well pitched concrete floor sloping to 
an iron drain pipe, which can be run 
into a dry well consisting of a couple 
of old bottomless barrels filled with 
stones and buried below the cellar level 
at some distance away so as not to affect 
the foundation walls. This is at the 
best only a crude and primitive device 
not calculated to be of satisfactory na- 


Fic. 


ture unless the leakage into the cellar 
is of very slight amount, intermittent, 
and the matter of expense an extremely 
important issue. Such an arrangement 
is a slight improvement over nothing at 
all, but leaves much to be desired. 

The next step in the right direction, 
and one necessary to take when the 
drainage amounts to any appreciable 
amount, is the construction of a little cel- 
lar sump or catch basin to which a cel- 
lar drainer or steam ejector is connected, 
a typical example of which is shown in 
Fig. 2. For the average case a cellar 
drainer worked by the water supply 
pressure is the most satisfactory, as the 
water is likely to be available at times 
when steam or electricity might be shut 
off for repairs, cleaning or the like. The 
discharge from this sump is connected 
into the house sewer or drain, after 
which the water takes care of itself as 
usual by a gravity flow. Cellar drainers 
are not as a general thing installed so 
as to operate automatically (although 
they can be so arranged,) which leaves 
the objection open that there is fre- 
quently stagnant water collected and 
standing in the sump between opera- 
tions, and neglect to operate at frequent 
intervals may result later in overflowing 
the sump and spreading this offensive 
liquid over a large part of the basement. 

S the structure changes to one of 
more importance where there is 
constantly produced a supply of 

steam for various power purposes such 
as elevator pumps, ice machines, and 
other accessories, we find more elaborate 
preparations made and sumps of con- 
siderable depth and extent constructed. 
In structures of this class a regular sub- 
surface drainage pipe system is usually 
provided with numerous floor drains and 
drip connections for every piece of 
water-producing apparatus. 

These drains are carried to the sump, 
sometimes being trapped before entering 
the sump and sometimes not. The trap- 


ping is generally desirable owing to the 
fact that in large sumps the odors and 
stagnant air are liable to be forced out 
of one drain pipe by an inrush of water 
from another unless a deep seal trap is 
interposed and it is often thought advis- 
able to construct these traps of fittings 
in order to get the benefit of a deeper 


seal than that which is obtained with the ~ 


ordinary running trap. In cases like 
this the sump is usually emptied by a 
steam piston pump or a centrifugal 
pump, either of which can be made to 
operate automatically by floats. To 
avoid complications in case of break- 
down the pumps are often supplemented 


by a smaller steam ejector for emergency ~ 


use. 

Where possible, it is always tried to 
avoid the placing of soil and waste fix- 
tures below the street sewer level, as 
this invariably leads to complications 
and expense. There are cases, however, 
where this is unavoidable and in such 
it is necessary to run all the soil and 
wastes into a sewage lift. 

For sewage ejection there are two 
kinds of pumps in use, 
plunger pumps and centrifugal pumps. 
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Fic. 2— A ST#AM oR WATER OPERATED 
HJECTOR 
The plunger pumps are seldom, if ever, 
used nowadays, as they are far from 
sanitary, owing to the leakage of the 
sewage around the plungers. This cause 
gives rise to disagreeable and dangerous 
odors, so that the centrifugal pump is 


much to be preferred. When either of 


these types of pumps is used there is 
installed a sump tank as a sort of re 
ceiver, from which the sewage is usually 
carried by gravity to the suction side 


of the pump and emptied automatically 


every time the tank becomes full. 
These tanks, of course, should be air- 


tight and constructed of iron; they are 


usually placed in an air-tight chamber 


consisting of 


a 
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ROOSEVELT P TAFT? WILSON ? 


It makes no difference whom you are rooting for. 
The plumber who KNOWS votes forthe 


average pressure used runs in the neigh- 
borhood of thirty to forty pounds.) Often 
times where the matter of expense is 
considerable, instead of installing dupli- 
cate apparatus, one sewage ejector or 
sewage pump is used in combination 
with a steam ejector, which is large 


at such a level that the soil and waste 
will flow into them by gravity. These 
tanks should also be provided with a 
vent pipe or fresh air inlet to establish 
a circulation of air through the piping 
for ventilation. On all systems of sew- 
age or sump ejection, it is well to ex- 


tend the discharge pipes from the pump 
or ejector to a point sufficiently high so 
that the remainder of the run to the 
sewer from this point will be down hill 
and the discharge thus be carried by 
gravity. The advantage of this arrange- 
ment lies in the fact that if the check 
valve in the discharge becomes clogged 
or does not work for any other reason, 
the amount of discharge that will flow 
back at the end of each operation is only 
that contained in the vertical riser, 
whereas if the pipe were inclined the 
other way the entire contents in the 
horizontal runs would also flow back 
and have to be pumped over again. The 
operation of the pumps in connection 
with the sewage receiving tank is goy- 
erned by the ball float in the tank, which 


enough to give reasonably satisfactory 
service during the length of time neces- 
sary to make repairs upon the regular 


apparatus. 
SEWAGE ejector, which works 
A somewhat on the style of a com- 
mon steam trap (with modifica- 
tions), has a receiving chamber arranged 
so that when full it discharges by rais- 
ing a float which closes the inlet and 
vent and opens the air or steam pipe, 
thus lifting the sewage to the height de- 
sired by means of the steam or air 
pressure. 

For the purposes of illustration, let 
us take an office building, the basement 
plan of which is shown in Fig. 3. If 
the first floor is at street level and is 
a maximum of 36” thick at the cross 
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case of a piston pump. 


pressure necessary to lift the sewage is 
about one pound per each foot of rise, 
although, of course, on higher pressures 
it will operate more quickly. (The 


ment floor level will be at least 16’-0” or 


from the basement to flow into it by 
gravity. 

A typical installation of one of this 
pair of ejectors is shown in Wiz s.o: 
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Where the sewage receiving tank is more below the street. Should the city no engine. of your electric 
used together with the pump, the dis- sewer in the street be down only 10’-0” No boiler, current send Ms 
charge can be run separately into the it can easily be seen that the basement no. engi- this in- 
sewer, and does not need a running floor drains and fixtures are all too low neer. Vice formation 
trap, as the receiver tank takes its place. to be run into the sewer by gravity. tor con- with the 
This method, however, even when the On all the upper floors, the piping and cealed ares of the 
ejection is made by means of a cen- fixtures are installed exactly the same within the ashy “a 
trifugal pump, is not held to be as satis- as for a gravity system (which it really base pro- you wish 
factory as when made by an automatic is), but in the basement, as shown in tected sus ang 
ejector; in the first place, the ejector has Fig. 3, a sump and two ejectors have from oil or ics wilt 
no moving parts to get out of order or been installed to take care of the base- breakage. ee BE 
to wear out, as its operation is governed ment fixtures and floor drains. The floor Entire Dae Os 
by a ball float, the same as sewage drains are carried in cast iron pipe run control Me hak 
pumps, but this is the only real movable under the floor and through deep seal by one 
part and does not require the addition traps into the sump, while the fixtures lever, Full de- 

_ that steam pump or electric motor would. are drained through a cast iron soil line Start, stop, scriptive 

The sewage ejector tank should have also run under the floor and into the fast, slow. eetelogne 
a vent pipe the same as receiving tank  ejectors. Machine free. 
and compressed air used to discharge To localize the sewage apparatus, the can be car- ay), Do let us 
the contents is allowed to escape at the ejector pit has been located next to the ried from 3) y hear from 
end of the discharge through this pipe sump and of course the ejector must be place to $2 = oS: ee ou 
automatically. As a usual thing the set low enough to permit the sewage place and oo ee a al ee. y 
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Bubbling 
Fountains 


This bubbling stream 
is not for a_ bird’s 
mouth but fora human 
being’s. 

We make them to fit 
all conditions at rea- 
sonable prices. Me- 
chanically built for 
hard usage. Reversi- 
ble at will. 


Patented 
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celain Tops. 
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The New Model Beler 
Automatic Water Heater 
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Efficient 
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Simple 
Reliable 
Efficient 
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Parts 


A Heater 


Without 
Trouble 


The new model Beler Automatic Water Heater represents the sum total of 
all water heater achievement—past and present. It contains new and funda- 
mental improvements that no other water heater has ever had. These 
improvements are the latest contributions to water heater progress and they 
are Beler contributions—every one. Send for literature. 


Beler Water Heater Co. 


PITTSBURGH, PA. 


New York Display Rooms, 509 Fifth Avenue, near Forty-second Street 


Owing to the importance of constant 
operation and to take care of possible 
overloads they are usually installed in 
pairs or even in triplicate, being cross- 
connected and so arranged that when 
one reaches its capacity the second is 
automatically started to prevent the soil 
and waste backing up in the pipes. 

Most sewage ejectors require live 
steam or high pressure air in their opera- 
tion; this should be looked into when 
contemplating an installation of this 
kind, and should be allowed for. There 
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Fic. 4—A Motor DRIVEN 
Pump GENERALLY USED IN 
SEWAGE EJECTION 


CENTRIFUGAL 


are also ejectors operated by electricity 
and by water power, but these are not 
as common a type as the steam and air. 
It is important that the difference be- 
tween sump drainage and sewage ejector 
systems should be understood and appre- 
ciated so that sewage will never be run 
into a sump. If this be done, the sump 
becomes nothing but a tight cesspool 
with all the cesspool troubles and objec- 
tions, while with the sewage ejector the 
entire drainage system is closed air-tight 
just the same as though it were one con- 
tinuous soil line, besides which there is 
practically no accumulation of soil mat- 
ter, owing to the fact that the discharge 
from the ejectors is fairly frequent. 
EFERRING to Fig. 5, the sewage 
R comes into the ejector through 
the sewage inlet and gradually 
fills the ejector and pipe outlet at the 
bottom until it raises a float in the base 
of the operating valve so as to push up 
the operation valve piston, thus open- 
ing the steam or air valve and closing 
the sewage inlet at one and the same 
time. This allows the steam or air 
pressure to be exerted on the top of 
the sewage forcing it out of the bottom 
discharge pipe and past the check valve. 
To secure ventilation in the soil line 
to the ejectors, a fresh air inlet or vent 
pipe is often connected to the soil line 


UTLET 
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Uf 
Fig. 5—A Crosep STEAM oR AIR SEWAGE 
EJECTOR 


just before it enters the ejectors so that 
air will circulate all through the line and 
out through the fixture or other vents. 
By far the most satisfactory method 
of handling the other floor and area 
drainage is to use large sumps (which 
seems to be coming rapidly into general 
use) with an automatic, motor-driven, 
centrifugal pump. This is usually in- 
stalled a good deal as shown in detail 
in Fig. 4, and necessitates the construc- 
tion of a substantial roof over the sump 
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strong enough to carry the motor, stand, 
shaft, and pump impeller. In the case 
shown the roof of the sump is con- 
structed of re-inforced concrete supported 
by steel beams, the only connection be- 
tween the sump and the basement being 
the small hole through which the pump 
shaft passes and an air-tight manhole. 
The motor is started by electric cur- 
rent controlled through a tank switch or 
similar device, which is operated by the 


_rise and fall of the ball float in the sump 


and is arranged to start up when high 
water mark is reached and to run con- 
tinuously until the contents of the sump 
have been reduced down to low water 
mark. 

As there is a clear opening between the 
impeller blades of the pump, the instant 
the rotation stops the water loses its 
centrifugal force and starts to back up 
from the discharge line through the 
pump and out of the suction. Unless this 
is prevented it will mean this water will 
all have to be pumped over again a sec- 
ond time when the pump starts up again, 
so a check is inserted in the pump dis 
charge, which prevents all back flow. 

Centrifugal pumps are sometimes 
mounted on the sump roof as well as 
the motor, but in this case there is usu- 
ally more or less trouble experienced in 
priming the pump, which is avoided by 
placing it under water. On the other 
hand, the pump parts, shaft connections 
and bearings are more accessible when 
the pump is placed on top and it will 
receive better attention on this account. 
All centrifugal pumps operate on the 
principle that when water is whirled 
around a center the centrifugal force 
causes it to tend to fly away from the 
center and produce a pressure on the 
outside circumference of the pump Cas- 
ing and a partial vacuum at the inside 
circumference. 

This results in the partial vacuum 
drawing in more water on the suction 
end and the water pressing against the 
pump casing will, when it comes oppo- 
site to the discharge outlet, pass out and 
up the discharge pipe. If the pump is 
empty of water on starting up it will 
whirl only the air around, which is too 
light in weight to be of any use, so that 
the pump will not move anything but 
air until it is properly filled with water 
or “primed.” The sump should be pro-- 
vided with a vent pipe carried up and 
out through the roof in the same man- 
ner as an ordinary soil stack vent. 
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Detroit Claims Another Prominent 
Manufacturer 


HE industrial features of the city 
of Detroit were materially in- 
creased when the Quinn Manufac- 

turing Company located at that city the 
early part of this year, and constructed 
one of the largest plants of its kind in 
that part of the country. During 2 
recent call by THe Prumpers’ TRADE 
JouRNAL representative upon that pros- 
perous company, he was taken through 
the entire building, and the activity dis- 
played reminded him of a huge bee hive, 
for “everybody was doing it’—so it 
seemed. Everybody was busy working 
upon substantial products and there was 
evidence of much thrift. 

Carl Schultz, the secretary, who eS- 
corted the writer, is the interesting sort 
of a chap, with no false varnish and 
with no attempt to impress his import- 
ance upon any one, and it was a delight 
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to note the friendliness toward Mr. 
Schultz by each one of his employees. 

The new building is a substantial four- 
story brick and basement structure 75 
ft. by 165 ft. It is solidly constructed 
and each floor has the appearance of one 
large room, thoroughly equipped with 
protective devices and a model and 
modern sprinkling system is also in- 
stalled in the building, affording ample 
fire protection. 

The building is located at Division and 
Dequindre streets, and the photograph 
herewith reproduced shows upon the 
water tank their trade-mark, emblematic 
of “Quinn Quality.” It has aways been 
the aim of this company to manufacture 
a line embodying merit and quality with 
the ultimate result that both the plumber 
and owner are thoroughly pleased and 
satisfied with “Quinn” fixtures. 

On the first floor of this building a 
complete line of “Quinn” plumbing and 
steam supplies is shown and here the 
trade, architects and owners can call and 
receive courteous attention. 


There is no need of giving a general 
description of each particular fixture 
manufactured by the Quinn Manufactur- 
ing Company, for their line of closet 
combinations, bowls, and plumbers’ brass 
goods is known not only in the United 
States but also in Mexico, Canada and 
South America, where this company en- 
joys a nice percentage of distribution. 

The company was organized about six 
years ago and known as the Quinn Sup- 
ply Company, located at Kalamazoo, and 
reorganized under the name of the 
Quinn Manufacturing Company, and 
from a comparatively small concern they 
have rapidly grown to such proportions 
that they are today recognized ‘as one 
of the largest and best-known manufac- 
turers in the field, and have received 
high praise all over the country for the 
character of line sold to the trade. 

The active officers of this company are 
Ss. A. Quinn, treasurer, and Carl A. 
Schultz, secretary. Mr. Quinn has had 
many years’ experience in our trade, both 
in the jobbing and supply fields and 
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A portion of the second floor provides 
for the offices, and the remainder is used 
for display purposes. The third floor 
is thoroughly equipped with brass and 
wood working machinery, lathes and de- 
vices, and the assembling of fixtures is 
also completed in this department. The 
finishing of their products is done on 
the fourth floor; and the basement is 
used as a store-room, and there is also 
kept the raw materials, which are 
placed on a freight elevator and taken 
to the floor where the materials may be 
wanted, this being a most convenient and 
time-saving provision. The openings on 
each floor permit plenty of light, fresh 
air and the system of ventilation in- 
stalled is modern and perfect in detail. 
A large pipe shed and ware-rooms are 
in the rear of the plant and the building 
immediately abuts railway switches of 
both the Grand Trunk and Lake Shore 
Railroads, which further provides ideal 
and perfect shipping facilities. 


manufacturing end of the business. Carl 
Schultz is the son of that pioneer 
plumbing contractor, J. E. Schultz, who 
is one of Toledo’s honored and respected 
merchants. Mr. Schultz received his 
early education gathering orders among 
our trade and is fully qualified to hold 
the important position that he does. 
Carl has a little son that gives promise 
of acquiring his dad’s personality and 
qualifications and may some day succeed 


his father in the manufacturing industry. 
th to ee 


Haydenville Company Acquire 
Business of Bay State 
Brass Co. 


HE Bay State Brass Company of 

Haydenville, Mass., and New York 

City has passed into the control of 
The Haydenville Company, who will con 
tinue the plant under separate manage 
ment. Both of these concerns manufac 
ture plumbers’ brass work. 
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GUARANTEED 


A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
Itis different from ail others. 
In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful meehsnies can make it. 
Absolutely uependab.e. 
MONITOR agencies offer profitable open- 
ings for progressiv eheating men. Our 
propositicn is liberal. Send forit. Your 
name ona post gard brings it. 

Write now. 


Monitor Steam 


Generat.or Co. 
LANDISVILLE, PA. 


c 


Your customers put the selection of the apparatus for 
heating their water up to you—and hold you strictly re- 


sponsible for the outcome. 


Your most logical move 1s 


to install the apparatus that will give the most certain satis- 


faction—the 


Pierce 
LITTLE GIANT gm 


Water Boiler and Tank Heater 


—which is just as convenient as the ex- 
pensive kind, costs far less to operate and 
is much more durable and dependable. 


Its heating surface is large, 
its firepot roomy, its cir- 
culation free and quick, 
and its general makeup 
fully equal in quality to 
the larger Pierce Boilers. 

Put the responsibility up 
to the Pierce 
Little Giant. 
If you have 
not full par- 
ticulars we 


shall be glad 


Pierce Mark 


Pierce, Butler & Pierce Miz. Coe Sacnee N. Y- 


to sendthem. 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 


West for the past 15 years. Easily 
cleaned and kept clean. Price 
reasonable. Sizes 500 feet to 20,000 
feet. 


Get the agency in your territory. 


Herbert Boiler Co. 
Root and La Salle Streets, Chicago, IIl. 
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HE return of con- 
densation to the 
boiler of a low pres- 
sure gravity steam 
heating apparatus 
frequently presents a 
problem requiring all 
the ingenuity of the 


steam fitter to 
properly solve. The 
craft seems _ better 


posted as to the size 
and methods of run- 
ning steam mains or supply pipes than 
of methods practiced to secure proper 
drainage, and the relation between the 
velocity of the flow of the steam and the 
possibility of needed drainage of the con- 
densation has not been investigated as 
fully as good practice demands and there- 
fore is not as thoroughly understood as 
it should be. 

Tests demonstrated that in one-pipe 
steam radiator connections the condensa- 
tion will not run in the direction opposite 
to that of the steam if the velocity is 
over 15 feet per second in the branches; 
reference being made to branches sup- 
plying radiators or risers ranging from 
14% to 2 inches in size. Again, the ele- 
ment of friction, due to the use of elbows 
for swing connections, enters largely 
into the question. 


While the reason has seldom been 
given, steam fitters have been advised 
repeatedly that, all lateral branches 


should be of pipe one size larger than 
the riser or radiator connection they 
feed. These branches are increased to 
this extent in order to reduce the ve- 
locity of the steam flowing through 
them, which will then not interfere with 
the return of condensation through the 
bottom of the pipe against the flow of 
the steam. 


HERE is also a limit to the velocity 
al: of the steam in a riser if the con- 
densation is to return through it 
without interference from the pressure 
of steam, and by reason of this fact an 
overhead or over-feed system of piping is 


4059. Fr 
Pad/ofor- 


Fig. 1—Usuat CoNNECTION TO RADIATORS 
ON FLoor ABovE MAIN 


so much more positive and efficient than 
the up-feed system on a job of any con- 
siderable size. It is not unusual to 
operate the job on such a system, par- 
ticularly in severe weather, with a boiler 
pressure of from five to fifteen pounds, 
with the result that the friction of the 
steam on the returning water in an up- 
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feed riser becomes greater 
than the gravity pulling 
the water downward, and 
as a consequence the con- 
densation is carried up- 
wards into the radiator, 
choking it and preventing 
the steam from entering. 

We properly divide this subject into 
two parts, viz: (a) Returning condensa- 
tion from radiators and boilers. (b) The 
returns from steam mains and heating 
systems. 

This article covers the first of these 
divisions. 

A simple form of one-pipe radiator con- 
nection affording perfect drainage is 
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Fie. 2—Swine Joint To TAKE CARE OF 
EXPANSION 


shown by Fig. 1, which represents a ra- 
diator containing 40 sq. ft. of surface 
connected to main steam pipe. The 
branch should be 114” in size; the riser, 
14%”, and a 14%” x 114” elbow should be 
placed at the base of the latter. Sup- 
posing that it were necessary to provide 
for expansion, the radiator being located 
on the middle floor. It should then be 
connected as shown by Fig. 2, with a 
swing joint provided at the connection 
to riser. Under ordinary conditions of 
low pressure heating the condensation 
from both of the radiators illustrated by 
Figs. 1 and 2 will return unobstructed 
into the main. 

Where conditions of building construc- 
tion prevent the use of a swing joint, 
connect the radiator with the valve at 
the end opposite the riser and the con- 
densation will drain properly through 
such a connection. Fig. 3 is a favorable 
one in use when a radiator is joined at 
the top of a riser. 

On a large installation the steam pres- 
sure frequently exceeds that on an ordi- 
nary low pressure job and the fitter, 
aside from making allowance for the 
additional expansion of the riser, must 
at the same time provide for drainage. 
Double swing joints, as sometimes em- 
ployed, are illustrated by Fig. 4, show- 
ing the branch run at the back of the 
radiator with the valve connection at 
that end opposite to the riser. A good 
connection, with proper pitch to the 
branch it will drain perfectly. 

REQUENTLY when connecting a 
radiator of exceptional length, as a 
wall radiator of eight, ten or more 
sections, on one-pipe work, the question 
of drainage assumes a very important 
aspect, and the fitter is apt to become 


R Returning the Conden- 
cal cation of Steam Acating “ 
ayotem bo the l3ctler_ —4 


BY DON REX “ 


confused when deciding on the _ best 
method for making such a connection. 

Such radiators or coils should have a 
slight pitch from the riser downward to 
the return end, and Fig. 5 shows a 
method which may be employed to ex- 
cellent advantage. The condensation 
returns into the riser through an inde- 
pendent return pipe, which drops down 
below the ceiling of the room _ below. 
After being reduced in size it is con- 
nected into the riser and an ordinary 
clapper valve placed on the horizontal 
pipe into the riser. Remove the clapper 
from the check valve and lighten it by 
filing the metal as thin as possible in 
order that the slight weight of water in 
the upright connection through the floor 
will open the clapper to allow the con- 
densation to feed into the riser as 
rapidly as it collects into the return, the 
illustration showing clearly the manner 
of connecting. The small horizontal pipe 
leading into the riser should be as short 
as can be used. 

Pipe coils, ordinarily connected with 
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Fig. 3—CONNECTION TO RADIATOR AT TOP 
OF RISER 


separate or individual returns, may be 
drained directly into the supply riser 
by employing a check valve as described 
above, with the return from the header 
on the return end of the coil of proper 
size to handle the condensation in the 
coil, this pipe to have a good pitch down- 
ward to the point where drop goes 
through the floor. When used as shown 
on Fig. 5, the small check valve provides 
for decreasing the head of water required 
to lift the clapper, and as the water of 
condensation accumulates back of the 
eheck valve until attaining sufficient 
weight to operate it, the water will pass 
through with a rush, this action prevent- 
ing any noise except that of the rapid 
movement of water. 

Water-hammer or pounding in the 
piping of a steam heating system is one 
of the most disgusting annoyances with 
which the steam fitter has to contend, 
but it is a condition positively avoidable 
if due care is exercised in the installa- 
tion of the work. The importance of re- 
moving the condensation is here apparent. 


source in a low pressure steam 
apparatus is largely the fault of 
imperfect drainage, and the fitter who 
informs himself as to these causes and 
also the preventative of such conditions, 
eliminates all trouble in installing steam 
work, practically noiseless in operation. 
It is necessary occasionally to run a 
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branch of exceptional length, in fact 
too long a distance for perfect drainage. 
Again it sometimes happens that a beam 
or other obstruction stands in the way 
of carrying a branch properly, making it 
necessary to give the branch a down- 
ward pitch from the main. Hither of 
these adverse conditions may be suc- 
cessfully overcome by the use of a heel 
drip at the end of the branch, as shown 
by Fig. 6, this drip connecting into a 
wet return. Note that when dripping 
branches in this manner it is unnecessary 
to increase the size of the branch above 
that of the riser which it feeds. 

A fact not ordinarily noted is that the 
condensation from a radiator connected 
one-pipe and returning through the riser, 
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5 — CHECK VALVE ON RETURN 
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Fig. DE- 
flows in thin sheets down the inner sur- 
face of the pipe, an dthe steam rushing 
past, carrying by itself a considerable 
amount of water in suspension, acts very 
quickly to gather up or, as we might say, 
absorb much of this condensation and 
return it again to the radiator. The 
use of a pipe of generous size for the 
risers prevents such action, and while 
in ordinary practice we connect a radi- 
ator of from 30 to 60 sq. ft. to a 114-inch 
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Do you want a Valve that 
really gives satisfaction on 
a Vapor or Atmospheric 
Heating System? 


Patented 
Regulating 
Valves 
DO 
control 
the 
tempera- 
ture 


The Davis Valve will 
use every heat unit. We 
don’t claim im possibili- 
ties but our Valve is a 
wonder. You can decide 
after your first trial. 


-LOUIS N. DAVIS 
38 East Gay St., Westchester. Pa, 


The Dunham_ Trap 


is the cause for 


All Dunham Systems of 
Heating Working so Well 


Here is What it Does 


Keeps radiators drained of 
wafer of condensation 
and air without loss of 

steam and 

In performing this all im- 

portant function it does not 
clog up and lasts as long 
as the radiator 


We guarantee that the 
Dunham Trap will do the above 
things. 


A postal card that you can 
write in one minute’s time eu 


bring our Catalog “B”— 
pages. 
It’s “arth your while inves- 


tigating for it may bring dollars 
to you. Write to-day. 


Cc. A. DUNHAM CoO. 


Marshalltown 
Towa 


Chicago—343 S. Dearborn St. New York 
—1 Madison Ave. Philadelphia—18 S. 7th 
St. Fort Worth, Texas—Flatiron Bldg. 
Minneapolis—715 Temple Court. Spokane, 
Wash.—720 Realty Bldg. Indianapolis— 
512 Board of Trade Bldg. Portland, Ore.— 
Mohawk Bidg. Kansas City—207 Reliance 
Bldg. Rochester—46 Clinton Ave. N. Salt 
Lake City—210 Scott Bldg. Davenport— 
803 Security Bldg. Kalamazoo—210 §S. 
Pitcher St. Los Angeles—413 So. Los An- 
geles St. Milwaukee—Room 8, Mack Bldg. 
Atlanta, Ga.—207 Grant Bldg. Canadian 
Factory—Toronto, Ont. 


riser on one-pipe work, we might use 
14- or %-inch pipe had we only the flow 
of steam to contend with. 

HE old style jobs of fitting have 
T practically all passed out of exist- 

ence, although we occasionally find 
one such still in service at the present 
day and there is nothing so well showing 
in advancement in heating methods as a 
comparison of that kind of work with 
the methods now in vogue, and the 
analyzing of the radiator and pipe con- 
nections of an old-fashioned heating ap- 
paratus cannot but prove of much benefit 
to the thinking steam fitter. 

On some of the old-style two-pipe work 
we witnessed sufficient pipe (except for 
size) could be taken to install another 
job of equal size, and we have noted 
other work where the fitter evidently de- 
pended upon the pressure of the steam 
to blow the condensation from the radi- 
ators into and through the return piping. 


Our next article will cover the return 
piping of a steam heating apparatus as 
usually found in a basement and in it 
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SoMETIMES NECESSARY 


will be discussed the features to be ob- 
served in making this work satisfactory 
in operation, and showing the connec- 
tions which are considered good practice. 
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Refering to Heating Information 
Given T. J. M. 


Editor THE PLUMBERS’ TRADE JOURNAL: 


June 15th, on page 869, under heading 
Steam and Hot Water 
there appears an answer strongly reminis- 
cent of the “Circumlocution Office.’ To my 
mind, the questions were clear and concise 
and deserved something better than the 
equivocal dissertation on subjects foreign 
to “T. J. M.’s’” queries. 

I have read, with deep interest and much 
benefit, the articles appearing from time to 
time in THE PLUMBERS’ TRADE JOURNAL on 
the subject of ‘Radiation Computation,” and 
after much thought and experiment, gave up 
the old hit and miss methods of calculation 
to adopt the rules of heat transmission so 
frequently and intelligently set forth. 

In a book published in 1908, several chap- 
ters were devoted to this interesting subject 
and go to some length to explain why ‘“‘vol- 
ume of cubic feet of air in room” is to be 
considered. Now, in contradiction, we are 
told this is wrong and that we will have 
to readjust our ideas, disregard cubic con- 
tents and learn to figure by a new set of 
arbitrary factors. If the mode now espoused 
served any purpose, not already well filled 
by intelligent well-reasoned tables, I would 
hold my peace, but it is so obviously a 
needless re-adaptation, a re-hash of heat 
transmission factors, that it could only serve 
a@ very equivocal use even were the fac- 
tors applying to all temperature differences 
given us. 

If this new rule (rather should I say 
idea) is right, useless has been the research 
of our numerous laboratories—vain labor 
the elaborate formulation of heat transmis- 
sion factors—wasted effort, time and ex- 
pense, the compiling and reading of splendid 
tables adopted by and featured in the works 
of our leading authorities and the hand- 
books of our most prominent manufacturers. 

Let us not seek to destroy in one article 
the labor of years—rather let us pursue a 
policy of constructive criticism, let us am- 
plify and explain what is good in existing 
data and not turn to destructive carping or 
exploitation of individual opinions. Deliver 
us from that “involved refinement of reason- 
ing’”’ on a subject that is only now making 
any serious advance among the intelligent 
progressive members of the trade. In a 
word, let us make it easier for the trade 
to understand and make use of existing data, 
rather than by endless multiplicity of rules, 
seek to further mystify and befog them. 

Next, the painfully obvious statement is 
made that an over-head system of piping 
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hot water work. I submit, 
that this must be of small interest to 
“T, J. M.,”’ who writes from a locality where, 
in ordinary construction, attics are the ex- 
ception; it was not in answer to any phase 
of his inquiry and was evidently brought 
in as an excuse for introducing the isome- 
tric sketch advocating an arrangement quite 
foreign to subject and evading the essence 
of “T. J. M.’s” third question. 

It seems to me the question re-Honeywell, 
could be well answered without recourse to 


is the best for 


the most obvious platitudes or palpable 
evasions. 
Five years ago, seeing the Honeywell 


generator advertised in THE JOURNAL, I ex- 
perimented, was convinced and have used 
the Honeywell system exclusively ever since. 
As I operate in a locality where every 
winter is ‘old fashioned’? and where hot 
water is used almost to the elimination of 
steam, excepting in tall buildings, my ex- 
perience should be of interest to your read- 
ers. Each year I have installed from 100 
to 140 Honeywell systems and have enjoyed 
the most unequaled success. I have no hesi- 
tation in answering “T. J. M.” and can 
assure him that there is a difference in fig- 
uring radiation for Honeywell as against 
ordinary uncontrolled gravity jobs. 

I do not mean to convey the idea that 
when using a generator one can blindly re- 
duce radiation irrespective of original selec- 
tion of amounts. No, but clearly—the 
amounts of radiation that are adequate for 
gravity jobs can safely and surely be re- 
duced when the Honeywell generator and 
piping practice are adopted. Obviously, if 
original calculation is already too low for 
gravity work, no one contends that a fur- 
ther reduction is permissible in connection 
with Honeywell ideas. 

The generator or seal attached to expan- 
sion line of a system controls the water of 
expansion till 10 lbs. pressure are produced 
and does it in a way that there can be no 
increase in temperature of water without 
a corresponding increase in pressure and in 
consequence an increase in velocity of water. 
Any one who will consider for a moment 
the interior arrangement of this device when 
immersed in water, will understand clearly 
why and how this is so. It will be seen 
that no water can pass from system to 
expansion tank without overcoming resist- 
ance offered by 21 inches of mercury. As 
21 inches of mercury equal the resistance 
of about 25 feet of water (10 lbs.) it is 
clear that the Honeywell generator will per- 
form safely, and automatically, the same 
office, at least, as would an expansion tank 
raised 25 feet above the highest radiator on 
the job. 

What fitter is there who does not realize 
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These and our one mended or more other styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN'S SANITARY 
SAFE GUARDS No. 16 contains many new and 
improved fixtures. Write today for full information, 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 
419-421 North 52nd Ave., CHICAGO, U.S.A. 
Long Distance Tel. Austin 543 


The filter 
witha 
reputation. 


It does its 
work and 
pleases the 
customer. 


Sea eR TROT BI 


No come- 
backs. 


When you 
have a job 
requiring 
a filter of 
any size, 
remember 
the name 
ROBERTS 
and write 


Roberts Filter Mfg. Co. 
Darby, Philadelphia, Pa. 


Louis Wheelwright & Bro. 


Sales Agents 


Flatiron Bldg. New York 


THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


15 Broad St., New York 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
THE BELL. ‘in the future. Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


ANDREW BELL, 373-375 Market St., Newark, N. J. 


172 


Burnhams Won’t Prime 


UR mothers could watch their tea kettles and 
“push them on the back of the stove when they 
boiled over’’—but a boiler that boils over is hopeless. 


The Burnham steam boiler won’t prime. Has extra 
Jarge steam dome. We don’t know of one, anywhere 
near as large. Send for the new tall catalog. 


It’s plain boiler sense, free from boastful boosting. 


Lord and Burnham Co. 


Irvington, N. Y. 
Boston—819 Tremont Bldg. Providence—Allen & Reed, Inc. 
Minneapolis—Roberts-Hamilton Co. 
Johnstown, Pa.—Union Radiator Co. 


Troy, N Y.—Aird-Don Co. 
Chicago—Davies Supply Co. 
Philadelphia—Haynes-Thompson Co. 


KEWANEE 


Water Heating 


Garbage Burner 


For Destroying Refuse 
Without Odor 


Burns the Garbage 
Destroy$§ Al i 
Heats 


the Odor 
the Water you can use 
Patented 
Send for Catalog No. 59 


KEWANEE B@ILER COMPANY 


KEWANEE, ILLINOJS 
SAINT LOUIS NEW YORK 
SALT LAKE CITY 


CHICAGO 
KANSAS CITY 


THE MAHONY 


Sectional Water Boiler 
The Boiler with the Good Points 


Made of cast iron, so heavy that it will not corrode 
or wear out. 


Requires no brick work and can be set up complete 
in from one to two hours. 


Direct surface is so arranged as to be in a measure 
self-cleaning while its revertible flue surface is 
easily accessible for removing any accumulation 
of soot. 


Catalog for the Asking 


The Mahony Boiler & Radiator Co. 
TROY, N. Y. 
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or has not experienced the benefits derived 
from raising his expansion tank as high as 
possible. How often have we heard mem- 
bers of the trade bewailing the fact that 
they did not have sufficient static head! 
Is this not an admission that increased head 
or pressure would improve their installa- 
tions? The benefits of slight pressure so 
frequently sought are admirably and con- 
tinuously obtained by use of this generator. 

It is absolutely erroneous to state that 
“This or any other sealing device is effective 
only above the boiling point of water.” 
While it is true that added pressure raises 


-boiling point of water and that in some 


cases, such as particularly cold days, this 
is a very desirable and much appreciated 
advantage, still the benefit derived is not 
exaggerated temperatures, but a higher ve- 
locity, a reduced loss of heat in transmis- 
sion between boiler and radiation, a wider 
range of temperature, a greater elasticity, 
and a more ready response to change in 
fire and weather conditions. 

It has been my experience in many cases, 


and the experience of many of my confreres, ° 


that a slight pressure applied has had the 
effect of providing a circulation at a lower 
mean temperature and that it will insure a 
positive circulation in uncontrolled gravity 
work. Many readers can testify that con- 
necting a generator to defective jobs has 
established a circulation where none had 
been, has sent water coursing through radi- 
ators that had been dead and has done 
this without ever approaching the boiling 
point. 

I can cite the case of a hotel proprietor 
who, weary of a defective large pipe job, 
wanted to tear it out and replace it by 
steam. I prevailed on him to allow me to 
install a generator of suitable size and 
guaranteed that it would not be necessary 
for him to carry a temperature approaching 
that of steam. I made no changes at all 
in piping—simply attached the generator 
(for a price allowing liberal profit )—and 
was rewarded by such signal success as to 
forever gain and convince my friend and 
elicit from him a letter most complimentary 
to the device. One could cite innumerable 
cases such as this, all dispelling the foolish 
“pbugaboo” of the “one-idea’’ men about the 
necessity for high-temperatures. I have 
read several articles in the columns of THE 
PLUMBERS’ TRADE JOURNAL advising the use 
of devices designed to accelerate the circu- 
lation and in no case can I remember that 
they associated use with the necessity 
of carrying temperatures above the boiling 
point. 

What intelligent fitter 
consider the use of the elaboration of 
articles mentioned—the ball and lever— 
the wire—the pulley—the rubber disc? In 
these days a rubber disc! Who would en- 
dure the annoyance, the trouble, the extra 
fitting, the expense, the forsaking of all 
other systems except one illustrated to se- 
cure in a halting, interrupted, and potentially 
inefficient manner the results so admirably 
and continuously obtained from use of 
device forming nucleus of “T. J. M.’s’” ques- 
tions? The trade and leading manufacturers 
have pretty well answered this question by 
their adoption of this modern and intelligent 
device, and thousands of heating installa- 
tions, both new and old, are giving the best 
of satisfaction where the results formerly 
obtained were uncertain. 


would seriously 
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Supplying Water to Fire Engine 
Boilers 


Editor Tur PLUMBERS’ TRADE JOURNAL: 


hot water boiler that supplies two 

fire engines with hot water. The 
boiler is a Mills hot water boiler No. 4 with 
seven sections. This also heats a coil for 
a tank. The boiler is located in the cellar 
and the fire engines on the first floor. One 
fire engine boiler will not keep a steady 
water line. They have to shut one off and 
keep the other going for a while, then shut 
the other off and keep the first one going. 
This is done day after day. I would like 
to know what is the best way to remedy 
the trouble. The supply and return to the 
fire engines’ boilers are reduced from 1” to 
¥%,” at the slip coupling. In my sketch the 
broken lines represent the return, and the 
solid lines, the supply. A is the blow-off or 
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safety valve, which is located near the fire 
engine on the first floor near ceiling. I is 
steam gauge and 2 is the altitude gauge; 
3 is the connection for engine No. 2. The 
blow-off is taken off the top of header 4, 
and connected. Connections for engine No. 
1 are taken off the top; 5 is the connection 
for the tank heater; T are gate valves; 6 
is blow-off. 


Paterson, N. J. J. Ke 


As usual, the amount of information 
given us is very meagre. 

Correspondent states that he has a 
seven-section Mills H. W. boiler, and 
if this boiler is used only to heat the 
water in the two fire engines and the 
tank supply for the building, it seems 
to us that the boiler is about ten times 
too large for the work. 

We do not know how the water flow 
and return service pipes are connected 
to the engines. A simpler and effective 
plan is the use of a little tank heater 
with a double shell or casting, one part 
of the heater being connected to the 
high pressure and supplying the house 
service boiler, and the other part of the 
tank heater connecting to the fire en- 
zines. The piping runs ‘up through the 
floor of the engine house, and terminates 
in two sockets. The engine is backed 
up and connecting pipes to the same 
running down through the coal box or 
tender connects with these sockets, and 
a spring valve is used on both flow and 
return. When the engine is returned to 
the house, and connected by backing into 
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HEATING THE WATER IN TWo FIRE ENGINE 
BoIrLERs , 


the sockets, the spring valves are opened, 
and a brace or post is used to prop them 
open. A small chain connection from 
the back of the engine is fastened to | 
this post, and when the engine leaves the 
house this post is pulled away from the 
valve and it closes. If there was no 
connection from the low pressure side 
of the heater to any other fixture, so | 
that it would circulate, the pressure | 
would accumulate when the engine was | 
away, to such an extent that it would | 
blow out something. Therefore, an ar 
rangement is used, consisting of a three | 
way cock in the basement, into one side _ 
of which the high pressure line is con- 
nected. A lever is used on the floor di 
rectly under the engine, and a little pin 
connects with it in such a way that when - 
the engine goes out, this lever-is pulled 
around, and in turn connects with a 
lever which works the three-way cock, — 
temporarily throwing both parts of the | 
heater into the high pressure service. | 
On the return of the engine this lever is 
pulled around, and the low pressure Sér- 
vice is put in operation on this part 
of the heater. ; 
Getting back to correspondent’s in- 
quiry, it looks as if one of two things 
is the trouble. There is in one or the 
other of the fire engines an accumula- 
tion of air which interferes with the | 
water line. There may be trouble with 
the check valves. If one was put in 
wrong on the supply, the pressure would 
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be through the return, making a differ- 
ence in the water line. We do not know 
what he wants of the check valves, any- 
how. 

From sketch and description we do 
not know what correspondent is trying 
to accomplish. 

Why a steam gauge in conjunction 
with an altitude gauge is necessary on 
this work we do not know. 

We would suggest opening the steam 
whistles to remove possible collection of 
air, and an examination of the check 
valves, with the possible removal of the 
clappers in them. 


a 


Size of Steam Mains in a Single 
Pipe System 
Editor THE PLUMBERS’ TRADE JOURNAL: 


OU will find a sketch of a steam job 
} which I would like to install but am 
rather dubious about the size of the 
main. You will notice that it is 1144” in 
diameter. There have been several systems 
of this description installed, but the rest of 
the jobs have been using 2” mains and so 
have I but I thought possibly it might use 
a smaller main. Kindly advise me how much 
radiation can be supplied on a 1%” main 
with this system. . 
Trenton, N. J. iS ty 4S} 


The problem submitted by this corre- 
spondent indicates a single pipe system 
in which the steam pipe rises from the 
boiler and carries the steam flowing in 
one direction and the condensation flow- 
ing in the same pipe but in the opposite 
direction. At the boiler a drip returns 
the condensation to bottom of boiler. 
Sometimes these single pipe systems dis- 
pense with the drip and allow the water 
to fall into the steam dome. 

Theoretically this system is all wrong 
but in practice it operates satisfactorily 
provided the pipe size is properly pro- 
portioned to the condensing surface and 
the length of the main. That the conden- 
sation from about 300 sq. ft. of radiation 
may drop into the steam dome without 
any apparent effect on the steaming 
quantity of the boiler, illustrates rather 
graphically the comparatively small 
space occupied by the condensation. The 
actual condensation from 300 ft. of house- 
heating radiation amounts to about 62 
lbs. per hour in round numbers, one pint 
of water per minute. 

Many jobs of the single pipe variety 
are working well where a 2-in. main 
40 ft. long carries 250 ft. of radiation 
and piping. This makes the initial ve- 
locity 17.5 ft. per second. In correspond- 
ent’s sketch 115 ft. are shown attached 
to 1%” pipe. This indicates 13.2 ft. per 
second and if the pipe is not over 50 
ft. long we should expect results equally 
as good as though a 2-in. pipe were used. 
If the pipe is 50 ft. long the pressure 
drop at the end of the line will not be 
perceptible, being less than quarter of 
one ounce. 

~~ - 3s 


Size of Sewage Disposal Plant 


Editor THE PLUMBERS’ TRADE JOURNAL: 


I hand you herewith a detailed plan for 
‘septic tank, and filter chamber for house 
of twenty fixtures that has been in use for 
two years, and works very satisfactorily. 

I wish to apply same plant to a small 
house of five fixtures. Please give me data 
on best dimensions for such a tank. Should 
a main trap with fresh air inlet be placed 
on septic tank run direct without main trap? 

Belvedere, Cal. Poe ela 


In accompanying illustration we show 
correspondent’s septic tank plan. When 
a scheme such as this has been at work 


for two years and has continued to give 
a good account of itself, as claimed for 
this septic tank, it is generally safe to 
say that the idea is O. K., for two years 
ought to be a fair trial. 

While no details or explanations are 
given, it is evident that the final dis- 
posal is not made intermittently by 
means of a sewage siphon, but is going 
on constantly. 

If the final disposal is onto the sur- 
face this method is all right, but if into 
a system of underground irrigating pipes, 
or onto a filter bed, then the intermit- 
tent method is far superior. The reason 
for this is that when the sewage siphon 
acts at intervals, each discharge spreads 
the sewage over a wide surface, giving 
all sections equal work to do, with a 
period of rest following, the latter being 
very necessary. Where disposal is con- 
stant, generally only a small part of the 
area will receive sewage, and this sec- 
tion will become overworked, with no 
rest periods, and will soon become foul, 
while the remaining area will have noth- 
ing to do. 

As correspondent probably knows, a 
septic tank should be constructed to hold 
the sewage which accumulates within a 
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is as shown in sketch. The owner claims 
that on drawing hot water in bathroom it 
runs hot for a while and then he can only 
get cold or luke-warm water. When the 
boiler on first floor is full of hot water he 
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cannot get cold water out of the cold water 
faucets in the bathroom or other fixtures. 
The water front in the basement is used 
very seldom and the laundry heater one day 
a week, but the first floor water front and 
furnace coil are used continuously. Several 
plumbers have tried to remedy this trouble 
and failed, so I would be glad to hear from 
you in regard to it. 
Ft. Morgan, Colo. J. B: 


In Fig. 1 we show “J. B.’s” job. If 
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period of twenty-four hours. The best 
way is to figure for such a tank about 
what this would amount to from the 
house which is to be served, and can 
most easily be estimated by noting the 
water which passes the meter during the 
twenty-four hours. 

A six-foot depth, as in the case of the 
present tank, is a good depth, and with 
this to estimate from, and knowing the 
volume to be provided for, the remaining 
dimensions of the tank can be easily fig- 
ured. Of course, the capacity should be 
somewhat greater than the twenty-four 
hour capacity in order to make allow- 
ance for any increased storage. 

Regarding the use of main trap and 
fresh air inlet, correspondent may do 
as he chooses. It is not a necessity to 
use the main trap in connection with 
the septic tank; in fact, we should look 
upon its use in this instance as an ad- 
ditional expense that is really not neces- 
sary. 
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Trouble with Hot and Cold Water 
Supply 


Editor Tum PLumMpBeERS’ TRADE JOURNAL: 
Please find enclosed sketch of water sup- 

ply system which is not satisfactory. The 

Job has been added to and changed until it 


we could see the job and ask questions 
about it we should often be able to give 
much more definite advice, but this of 
course is impossible. Correspondent’s 
sketch is not entirely clear. 

We do not like the connections from 
the range and furnace coil into the first 
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ABLY REMEDY THE TROUBLE 


floor boiler, and submit in Fig. 2 con- 
nections which we think will give better 
results. 

We are afraid that as connected in Fig. 
1, hot water from the heater will inter- 
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May we Send a Catalogue? 


Williamsport Radiator 
Company, 


WILLIAMSPORT, PENNA. 


99 Beekman Street, 
NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 
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JARECKI MFG. CO. 
ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pfpe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 

Motor Attachment. We 
can furnish Bolt Thread- 
ing Attachment for these 

machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 


Is it worth while to save ten cents on 
a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 
You will find our Steam Brass Goods 
just what you want. Write us 


KINSEY & MAHLER CO. 


[DUINAM 


Dials 


Steam or 
Water 


Send for Catalog 


Putnam Foundry 
& Machine Co. — 


Factory: Putnam, Conn. 


| The 
GILT EDGE Proposition 


The GILT EDGE Prop- 
osition which we are mak- 
ing to progressive up-to- 
date fitters means money 


in your pocket. 

GILT EDGE Heaters and Boilers are 
distinctly QUALITY products. 

Let us tell you why the GILT EDGE 
Boiler shown here has three times the heat- 
ing area found in other heaters. 


Our catalog has the complete GILT 
EDGE story. 


Send for it 


-R. J. SCHWAB & SONS COMPANY 


Milwaukee, Wis. 


fere with the passage of hot water from 
the other. 

We would also very much prefer to 
supply the bathroom by running from 
the top of the boiler directly over to it 
than by the connections shown in Fig. 1. 
We cannot see why this should not de- 
liver hot water in abundance to the bath- 
room fixtures. 

The connections for the basement 
boiler seem to be correct. It will be 
noted that we have taken the flow pipe 
from the lower boiler into the top of 
the upper boiler. We believe that as 
the lower boiler is heated only occasion- 
ally, this will be better, allowing the 
other connection to be made into the 
side of the boiler. 

—————_—_$--—__—— 1 


Both Methods Much Used 


Editor THE PLUMBERS’ TRADE JOURNAL: 


To settle an argument and to show us the 
proper way, kindly inform us which is the 
proper way to connect a 4” brass ferrule 
to a 4” lead bend; state whether the ferrule 
should be put on the inside of the lead bend, 
or should it be put on the outside. 

Charles Town, W. Va. Ce Zo Se 


In the matter of wiping a ferrule to a 
lead bend, our judgment would be that 
the best method is to run the lead bend 
inside the ferrule, as shown in accom- 
panying illustration. 

The point that we would make is that 
when so run there is no shoulder pre- 
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Leap BEenp INSIDE oF FERRULE PRESENTS 
No SHOULDER 


sented to act as an obstruction to the 
flow of waste, whereas, if the ferrule pro- 
jects inside the pipe, the end of the fer- 
rule will be an obstacle to the free flow 
of waste, and paper, etc., will be liable 
to catch at that point. 


—_——so-o—_ 


Catch Basins for Garages 


Editor THE PLUMBERS’ TRADE JOURNAL: 


What is a good type of catch basin or 
trap for use in a garage to let the wash 
water run off into the city sewer but to 
hold back the sand? I have inspected the 
drainage in three garages and find that one 
has a settling basin made of sewer pipe. I 
found several gallons of gasoline in this. 
Another one was built of brick 22 inches 
Inside diameter, and 14 inches from the 
bottom was the outlet to sewer. The sand 
had filled up to half-way of the 6” outlet. 
What effect does sand or gasoline have in a 
system of small sanitary sewers? ‘The other 


Sa ee 
Fic. 1—CatcuH Basin SHOWN BY COR- 
RESPONDENT 


garage has a catch basin that seems to be 
all right. This one is 2 ft. square and 2 
ft. deep. 

All these wash rooms are exposed outside 
and we want to get up a specification which 
will give good results. Will look for an 
answer in the Queries and Answers columns 
‘of THE PLUMBERS’ TRADE JOURNAL. 


Victoria, Texas. WwW. W. 


In Fig. 1 we show the catch basin as 
shown by correspondent in his sketch. 
The great trouble with floor drains and 
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catch basins in garages is the danger 
that arises from the gasoline that col- 
lects in them. 

The best thing that we know of for 
garage use are the patented forms of 
floor drains made for this special pur- 
pose by several well-known manufac- 
turers, which are advertised in Tue 
PLUMBERS’ TRADE JOURNAL. 

These drains are provided with sand 
arresters or receptacles in which sand 
and other matter which may be washed 


Fic. 2—VentT CARRIED TO ATMOSPHERE 


REMOVES GASOLINE VAPOR 


from the cars collects, thus preventing 
its entrance into the sewer. When it 
becomes necessary, these receptacles can 
be lifted out and emptied. 

These drains are also provided with 
two openings into which vent pipes may 
be connected by means of which the 
gasoline fumes may be vented into the 
outer atmosphere. 

In Fig. 2 we show a sketch of general 
arrangement of such a floor drain. 


es 
Another Problem of Range Boiler 
Heating 


Editor THE PLUMBERS’ TRADE JOURNAL: 


Enclosed please find sketch of a job I 
have in view. On the first floor there is a 
range and boiler which supply hot water 


SKETCH SHOWING 
CONNECTIONS AT PRESENT 


Fic. 1—“SuBSCRIBER’S” 


for fixtures. My client wants to put in 
range and boiler in cellar, which is to be 
used in the summer only.. The one on the 


first floor will only be used in the winter. 
In the sketch I have made “A” the stop to 
control boiler on first floor and “B” stop to 
If stop 


eontrol boiler in cellar. “AUR 


SS SS 


i 
Fic. 2—How CorRESPONDENT INTENDS 10) 


CHANGE PIPING 
closed and “B” opened, will I be able to set 
hot water at fixtures? Kindly let me know! 
your opinion of the job shown on the en 
closed sketch. ; 

Jersey City, N. J. 
Fig. 1 shows how “Subscriber’s” job 
stands at the present time, and Fig. 2 
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shows how he intends to change it now. 

We understand that the two ranges 
with their boilers are not to be used at 
the same time, but separately at different 
periods of the year. 

We do not see why the connections 
shown will not work satisfactorily, but 
would suggest that a stop cock be used 
at “X,” to prevent heating the upper 
boiler from the lower. This might not 
be necessary, however, and we should 
hope that it would not be, for in reality 
it would be a disadvantageous thing to 
use a stop cock on this pipe, owing to 
the fact that it is extremely likely that 
when the change was made from the 
lower to the upper boiler, no one would 
think to open this cock. 


——-——_——_@<+-e——___. 
Connecting Range Boilers to Heat 
from Three Sources 


Editor THE PLUMBERS’ TRADE JOURNAL: 


Kindly inform me in the next issue of 
THE PLUMBERS’ TRADE JOURNAL what is the 
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Fic. 1—Turee Boiters to Br HEATED 
From THR2E CoILs 


best method of connecting the three boilers 
together shown on sketch herewith so that 
they will heat with all fires at the same 
time, or, by disconnecting the range, the 
three boilers can be heated by the furnace 
and laundry stove. The range and laundry 
stove will be working most of the time. 
New York. JOURNAL SUBSCRIBER. 


In Fig. 1 we show the problem that 
‘Journal Subscriber” presents. 

Three boilers heated by three different 
1eaters are to deliver hot water into the 
same hot water main, so that no matter 


‘Ig 2—CoNNECTIONS WHICH WE BELIEVE 
WILL OPERATE SUCCESSFULLY 


ow many of these heaters are in opera- 
on, hot water may be delivered at the 
ixtures. 

|In Fig. 2 we show connections which 
e believe will do the work satisfactor- 
y. These connections may be changed 
|. a variety of ways, to suit differ- 
it conditions, as judgment suggests, 


No Vent Pipe Should Carry Waste 


Editor THE PLUMBERS’ TRADE JOURNAL: 


In submitting the enclosed sketch the 
object in view is to make the plumbing 
more simple and more economical in cost. 
I would like to have your opinion on the 
possibility of any of the trap seals being 
broken by syphonage or back pressure. The 
basin and sink traps are connected directly 
into a 2” trap on the horizontal; bath 
traps: are connected directly to the stack, 
and all are within 24” of the 4” stack; the 
closets are 36” from the stack. 

Trusting to receive an early reply, I thank 
you in advance. 

New Orleans, La. A. G. 


Undoubtedly the argument that is 
back of the work in Fig. 1 is that the 
4” stack acts as a vent for all the fix- 


Fic. 1—In Tus INSTALLATION THE 4” 
Pipe SERVES AS Boro DRAIN AND VENT 


tures shown connecting into it. This 
is not so, however, for one of the funda- 
mental principles of plumbing is that 
no vent pipe shall carry waste. It is 
obvious that below the waste fitting 
serving the two lavatories and two 
sinks, the 4” stack is a waste pipe, while 
above the fitting it is a vent. 

We should say, then, that the four 
fixtures named are the only ones that 


Fic. 2—Same_ INSTALLATION PROPERLY 
VENTED 


are properly vented, and that the two 
water-closets and the two traps are not 
properly vented. 

We believe that the four upper fixtures 
will be sufficiently vented as shown, and 
so far as that part of the work is con- 
cerned, there will be quite a saving over 
any other method. 

In Fig. 2 we show the work properly 
vented, 

——_3-+e——___ 


Tacoma, Washington, Plumber a 
Hustler 


HE Kintz Plumbing Co., Tacoma, 

Washington, have been compelled 

to seek larger quarters on account 
of the increase in their business. The 
new shop is located in a commodious 
and well equipped shop at the municipal 
dock. Much of the plumbing in “wet 
places” which is installed in the marine 
trade, bears the craft marks of this mas- 
ter workman. A. W. Kintz is the presi- 
dent of the concern. 


NOTICE 


Mr. Plumber: 

Have you taken 
note of the fact that you 
obtain exceedingly prompt 
delivery when you order 


ei (New Style) Range Boilers? 


Should your Jobber not 
carry yy New Style 
Boilers in stock, he 
understands that we can ship 
tmmediately from our stock 
in any quantity. 

We carry more than 
eight thousand (8,000) 


ae Range Boilers on 
hand at all times, there- 
fore are not only in posi- 
tion to furnish you the most 


dependable Range Boiler 


possible to construct, but 
ship it immediately upon 
receipt of the order. 


Hoping, through your job- 
bing connections, to be favored 
with your business, we are 

Yours very truly, 


John Wood Manufacturing Co. 


CONSHOHOCKEN, PENNA. 
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“The 
Exceptional 
Heater” 


The Lawson No. 24 heater with 
cast iron jacket and triple copper 
coil brazed tu brass manifold which 
is tapped for one inch connections, 
together with extra high power 
burner, embodies all the details 
which 90 to make up a heater such 
as is required in large dwellings, 
apartments and wherever consider- 
able hot water is used. Has special 
adjustable gas cock. Note’ new 
jacket design. 


Write for our Catalog and Prices 


Lawson Manufacturing Company 
Homestead, Pa. 


KITSON 
QUALITY 


HIGH GRADE 
STOP 


WASTE 


Manufactured by 


THE KITSON CO. 
Philadelphia, Penn. 
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Ten Knights in a Bar Room 


66 EN little Lodgemen went out to dine, 

A cocktail killed a Maccabee, and then there were nine. 
Nine little Lodgemen, drinking to their fate, 
Down went an Odd Fellow, then there were eight. 

Hight little Lodgemen thought they were in heaven, 

A fizz killed a Knight of Honor, then there were seven. 

Seven little Lodgemen, playing funny tricks, 

Another caught a Red Man, then there were six. 

Six little Lodgemen, trying to booze and thrive, 

The next round fixed a Woodman, then there were five. 

Five little Lodgemen—the others on the floor, 

A Pathfinder gave up the ghost, then there were four. 

Four little Iodgemen, on a lovely spree, 

A Mason got the habit on, and then there were three. 

Three little Lodgemen, sitting round the brew, 

Away rolled a Pythian, then there were two. 

Two little Lodgemen, pretty near done, 

An Eagle couldn’t stand the pace, then there was one. 

One little Lodgeman, drinking all alone. 

He was an Elk, and he took the whole bunch home. 
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A Separate Building for Displaying 
Heating and Plumbing Goods at 
¢s the Panama Exposition 3 


OSSIBLY one of the best known of 
P the many popular representatives 

that the southern states have sent 
as delegates to the various national con- 
ventions of master plumbers of the past 
is A. F. Bellingrath of Atlanta, Ga. Mr. 
Bellingrath, it will be recalled, made the 
spectacular speech several years ago 
which resulted in the convention choos- 
ing his city as the convention ground for 
the following year. When the convention 
was held in Atlanta, Mr. Bellingrath, 
ably assisted by the other plumbers of 
his state, tendered the delegates a rous- 
ing and enthusiastic reception. There- 
fore, a communication from him to THE 
PLUMBERS’ TRADE JoURNAL at the present 
time is of more than timely interest. 
It was directed to Tur PLuMBERS’ TRADE 
JouRNAL with a request that it be pub- 
lished. 

Mr. Bellingrath with his customary 
foresight has struck a key note and we 
hope that attention may be given to the 
communication, which we append here- 
with. : 

Atlanta, Ga., July 3, 1912. 
Editor THE PLUMBERS’ TRADE JOURNAL: 

What would the master plumbers think of 
a scheme to have a separate building for 
the display of plumbing and heating goods 
at the Panama Exposition to be held in San 
Francisco in 1915? Those Californians are 
not afraid to spend money and they generally 
do the thing up brown when they start. 

Get them busy on this scheme and let’s 
put it over this time. 

Atlanta, Ga. 

Mr. Bellingrath’s suggestion that a 
separate building be provided for the 
display of plumbing and heating goods 
at the exposition of 1915, to be held in 
San Francisco, in commemoration of the 
completion and dedication of the Panama 
Canal, is one of timely import. 

We quite agree with him and believe 
that this is an opportune time to give 
serious thought to such a proposition. 

We fully comprehend how a complete 


A. H. BELLINGRATH. 


exhibition of modern plumbing, heating, 
gas and ventilating apparatus might be 
utilized to considerable advantage, in not 
only educating the thousands upon thou- 
sands of visitors to the wonderful ad- 
vancement made in these arts, but to 
the future appreciation and financial 
benefits of those engaged in the manu- 
facture, sale or installation of such 
goods. The average person’s knowledge 
of the appliances of the trade is, to say 
the most, but meager, indeed, it is al- 
most wholly confined to a few household 
fixtures, and where knowledge is thus 
limited, desires are curtailed and appre- 
ciation lacking. 

Such an exhibition as we have in mind 
would broaden public opinion and create 
a desire for better and more modern 
fixtures. The great progress that would 
be demonstrated would be a revelation 
to the astonished spectators, and almost 
immediately would the importance of the 
plumbers and steam and hot water fitters 
rise in public estimation. 

The proposition would undoubtedly 
appeal to manufacturers of and dealers 
in said appliances throughout the land, 
for it would be a splendid way of adver- 
tising their many and varied lines. 

The occasion could be made one of 
historical interest as well, by adding a 
display of the apparatus used from early 
times up to the present. Likely a suffi- 
cient number of antiquated fixtures 
could be assembled from among the trade 
of the country, to make an interesting 
exhibit, or if necessary, they could be 
manufactured for the occasion. The 
object to be obtained—to show the 
gradual development of the trades— 
would seem well worth the cost. 

In this connection, it would add to 
the value of the display by exhibiting 
charts and plans, showing the proper 
arrangement of plumbing and heating 
systems in dwellings and public build- 
ings, and, a longitudinal section of a 


miniature dwelling could be _ erected, 
showing a complete system of plumbing, 
heating and lighting, right up to date 
in appointments and as regards con- 
structive features, all in accordance with 
present day sanitary requirements, with 
an explanatory key, or better still a few 
experts in charge to explain every detail 
to interested visitors. 

The occasion could be utilized to dem- 
onstrate the need and advantages of a 
sanitary system of plumbing, heating and 
ventilation, and to disabuse the unthink- 
ing belief that any kind of plumbing and — 
heating is good enough, or that any one, — 
regardless of ability, can be safely in- — 
trusted to install such work in the ~ 


-homes and public buildings of our land. 


Public education must precede all ex- 
pectation of public appreciation and 
reward; and, a more appropriate time, or 
way, of reaching a large number of the 
public, than herein suggested, would be 
difficult to find. Such an exhibition — 
would cause widespread comment, for 
visitors will attend from all parts of 
the country, if not from all corners of 
the civilized world, and newspapers and 
magazines would likely have something — 
to say of the innovation, which would 
bring the matter indirectly to untold 
thousands of stay-at-homes. “4 

We therefore commend the suggestion 
to the National Association of ei 5 
Plumbers for what, in its judgment, it 
may be worth. Possibly a co-operativ 
effort on the part of all the trad 
branches involved would result in the 
matter taking more definite form, ailth 
in the ultimate successful fulfilment - 
the proposed exhibition. That it would 
prove a credit to the allied interests, 
there can be no doubt, and a public bene: 
fit, in its educational effect, we are more 
than sanguine. 
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The Value of a Running Start — 


D” you ever notice that a running 
start is almost necessary for an 
automobile or a railroad engine 
to climb a grade, or that in pushing your | 
lawn mower it cuts much easier and a) 
better if you give it a good push and | 
keep it going at a good swift pace, or 
with yourself to get a lot of things done 
it is necessary that you be very busy and 
keep your mind keyed up to active oper- 
ation all the time so that your thinker 
is running at a good rate of speed? | 
The utilizing of momentum in the run- a 
ning of machinery counts as a great bis 
factor in the cost of production in — 
thing. 

People need the irresistible power of 
momentum just as machinery does—they 
need to get going, they need to keep 
ing, they need the motion, the ewittne 
of action, the hum of things to keep 
them stirred up to the best there is a 
them. 

There are always the hard places to 
go through and unless you have the re 
serve of momentum to carry you over 
you are likely to get stuck in a bad place. 

The idea of a balance wheel, something — 
that you can get going and that will | 
carry you over the hard places, is a good 
thing to keep in mind. a. | 

We all need to realize that there is” 
power in motion and that motion counts 
in a big way in the net results. Re 

Are you going to do your own start 
ing or are you going to wait for some- 
body else to start you?—John L. Hunter. 
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This building has KOHLER ‘‘Esmond” 3 
Lavatories installed as illustrated 


SR en 
oo Fo 5 


a. 


KOHLER Lavatories have many exclusive advantages. The Porcelain 
Enameled Depressed Soap Cup Castin Slab and the Enameled Vertical Bar 


Overflow are all cast in one piece with the Lavatory, and take the place of 2 
the N. P. Brass Soap Cup and Overflow Strainer. There are no cracks or Be 
crevices for dirt to collect and therefore easily kept clean. a 

These features together with a wide range of patterns will help you to S 
make sales. Every fixture bears our MAROON and GOLD Label guaran- 


» 
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teeing the quality. : 
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J.MKOHLER SONS CO. 


SHEBOYGAN .WIS.,U.S.A. 
NEWYORK. CHICAGO. SAN FRANCISCO. 


47 WEST 42™2ST. 514. FIRST NAT'L BANK BLDG 1001-1099 MONADNOCK BLO'G 


PORTER ae) 
ay heats Rae ‘he 


Ca Lite TNA A 


178 


“Hydro” Profits 
For Plumbers 


Stationary Plant, Hydraulic Vacuum 


Cleaning System that is Essentially a 


Plumber’s Line: Big Profit on Machine— 


Second Profit on Installation. 


First Cost Very Low Home Owner’s Favorite 


Operating Cost Less than Five Cents per Hour 


Permanent as Bath—Guaranteed for 30 Years 


No Working Parts—Requires No Attention 


No Filthy Dust Bags or Pans 


-Dust, Dirt and Germs Delivered Directly 
into Sewer. Endorsed by Medical Author- 
ities. 

Most Profitable Plumbers’ Specialty Ever 
Perfected. 


Don’t Wait! Write now for Agents 
Proposition aad Territory 


Hydraulic Vacuum 
Cleaning Co. 


1038 Jenkins Arcade Pittsburgh, Pa. 
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PAtAL 
HE Master Plumbers’ 
Association of the 
Rocky Mountain States 
held their fifteenth an- 
nual convention at 


Cheyenne, Wyoming, 
on Friday and Satur- 
day, July 12th and 


13th, and were inci- 
dentally treated to a 
few exciting side is- 
sues. 

) To start with, they 

were greeted with a 
ninety horse - power 
thunder storm, which 
Nash described as “a 
little sprinkle.” The 
storm blew up a few 
minutes before the 
opening session was called and swamped 
Secretary Menzies at his desk in convention 
hall. Hague was the hero of this exhila- 
rating experience. He bravely came to the 
rescue with a pair of rubber boots for the 
worthy secretary. 

A while later the big circus tent, under 
which Robertson’s “Best Show on Earth” 
were giving their first performance, suc- 
cumbed to the heavy winds and came down 
on the audience. The police patrol on its 
return from the scene with the seventeen 
injured collided with a few telegraph poles; 
while, by way of amusement, the village 
cut-up, in a kittenish mood, rode his bronco 
into the Home Ranch Cafe and shot his 
name in five dollar gold pieces. The only 
unexcited things in town that went about 
minding their own business were the light- 
ning and thunder. 

Some Eastern tenderfoot recently said 
the West was shorn of its wool long ago; 
all of which may be true, but Cheyenne 
seems to be growing another coat. 


out on the street the plumbers had 

proceeded with the business at hand 
in Fraternal Hall. Headquarters were made 
at the new Plains Hotel. 

The meeting was opened at two o’clock, 
Friday afternoon, by President Chris. Irving 
of Denver, who for the third consecutive 
convention graced the chair. 

P. S. Cook, president of the local asso- 
ciation, welcomed the delegates on behalf 
of Mayor Bresnahan and Cheyenne citizens. 

The business of the convention was con- 
ducted throughout behind closed doors, the 
deliberations being of an executive nature. 

The temporary committees to serve dur- 


B’ the time the special editions were 
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ing the meeting were appointed by the 
Chair directly after the opening addresses 
and preliminary work were disposed of. 

Credential Committee: Bert Ashley of 
Cheyenne, H. H. Wister of Colorado Springs 
and F. S. Cullyford of Denver. 

Auditing Committee: <A. S. Hubbell of 
Denver, Jett E. Nash of Cheyenne and W. 
A. Coday of Pueblo. 

Resolution Committee: N. W. Haas of 
Colorado Springs, P. S. Cook of Cheyenne 
and A. P. Gumlick of Denver. 

Sergeants-at-Arms: James Morrison of 
Cheyenne and E. L. Coombs of Denver. 


session included the reading of the 
reports of officers. Secretary Peter 
Menzies’ report showed an increase in mem- 


Pics routine business at Friday’s 


Messrs. M. KirRSCHSTEIN AND P. MENZIES 
oF DENVER, COLO., AT THE CHEY- 
ENNE CONVENTION 


bership of 15%. President Irving’s report 
and also that of Treasurer A. P. Gumlick 
were equally encouraging and _ interesting, 
and showed the organization to be in a 
flourishing condition. These reports were 
referred to the Auditing and Resolution 
Committees for action. 

Topics of general interest and discussions 
for the betterment and welfare of the asso- 
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For Heating 
Contractors 


HESS WELDED STEEL HOT AIR FURNACES have been made 
nearly forty years, and have enjoyed the best of reputation around Chicago, where 
they have been principally sold. For 10 years past they have been very widely dis- 
tributed through the United States as a mail order proposition, sold direct from the 
factory to consumers. This method of selling is too successful for us to think of 
changing, but, naturally, we meet with the greatest success in small places, 
where dealers are not equipped to sell furnaces, and where they have little knowl- 
edge of the heating business. 


It is our desire, now, to establish agencies in the larger cities, where local 
business may receive personal attention from experienced furnace men, and where 
shop facilities and competent workmen are available for installing apparatus. 


In each of such cities we desire, for a representative customer, a substantial 
hardware or plumbing concern of responsibility and standing. To such a concern 
we will turn over all inquiries from his city and will assist in securing the business. 


We require such a representative to purchase and keep a sample of our fur- 
nace on his show room floor, with the understanding, however, that if he wishes 
to discontinue handling it, we will take back the sample furnace at the price paid 
us. We will furnish to such representative, whenever desired, complete plans 
showing our heating equipment applied to any building upon which he may wish 
to estimate, and when the furnace work is installed according to this plan, we will 
guarantee its successful operation, and we will agree that if the furnace does not 
operate as represented it may be returned to us at our expense for freight both 
ways, and we will refund the amount paid us. 


Our furnace has never before been offered to dealers, and this offer is re- 
stricted to the larger cities and towns, and to one responsible dealer only in each 
city of less than 75,000 people. In larger cities two or more dealers will be sup- 
plied on a basis of one dealer to each 75,000 population. Prices and terms will be 
made which will insure a fair profit, and with the good demand which already ex- 
ists for these furnaces, and our euarantee back of it, it is sure to prove a profitable 
line for the progressive dealer. For further information address 


Hess Warming & Ventilating Co. 


1252 Tacoma Building, Chicago, Illinois 
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FIRE 


PROTECTION 


The SIMMONS LINE of Fire 
Equipment Specialties embraces 
everything designed for the pro- 
tection of lite and property. 


“Made in accordance with under- 
writers and Fire Department Spec- 
ifications with special heavy checks 
and finished trimmings, highly 
efficient and fully guaranteed.” 


q By installing such depend- 
able specialties as are herein 
shown you offer your custo- 
mers absolute protection a- 
gainst appalling losses by fire, 
and a certain decrease in the 
cost of insurance. 


“Josico” Fire Extinguisher 
Entirely new in design and ex- 
ceedingly higher in efficieicy. 
Overcomes objectionable features 
found in usual types. 


@ Fully 75% of heavy losses 
by fire—daily chronicalled in 
the newspapers—are due to 
negligence. Should the build- 
ing be properly equipped 
with the “SIMMONS” Spec- 
ialties thousands of dollars 
and many lives would be 
saved. 


“Star” Swinging Hose Reel 


Improved design made in iron, 
bronzed, japanned or electroplat- 
ed. Made to harmonize with any 
furnishings. Best reel made. 


q Master Plumbers should 
have our handsome new cat- 
alog containing full line. Sent 
on request. 


“Siamese” Stand Pipe 


with single check, plugs and 
chain. Guaranteed test 300 Ibs. 
Made in brass. 


JOHN 
SIMMONS CO. 


110 CENTER ST. 


New York 


ciation consumed the remaining few hours 
until adjournment at five o’clock. 


RIDAY evening was given over to the 
F opening feature of the entertainment 

program arranged and conducted by 
the untiring and resourceful gentlemen of 
Cheyenne. 

Headed by the ever genial prince of en- 
tertainers, P. S. Cook, the local committee 
was further composed of James Morrison, 
B. F. Ashley, John Hague, Jett. E. Nash 
and W. W. Keefe. Their hospitality was 
typical of the West and Cheyenne where 


goodfellowship is measured as the extensive- - 


ness of their plains. 

The plumbers witnessed the performances 
at the Atlas and Capitol Theatres Friday 
night as guests of the local members. 

The business of the association was again 
taken up on Saturday morning at nine-thirty 
o’clock, when the remaining routine work 
was quickly disposed of. 

One of the important matters taken up 
before adjournment was the launching of 
the Chris Irving boom for the national 
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City delegates, Messrs. Carthey, Davidson 
and Higham. 

Further evidences of Cheyenne’s hospital- 
ity were shown on Saturday when the 
delegates were taken for an automobile ride 
to the parks and other interesting places in 
the city. Thirteen autos trailed about town 
and country, visiting the elaborate million 
dollar round-top reservoir, which supplies 
Cheyenne, and the government post at Fort 
Russell. 

The Greeley delegates, Messrs. WHcker, 
Hall, McArthur and Potter, made their trip 
to Cheyenne in a “mountain going” auto. 

The loving-cup presented to retiring Presi- 
dent Irving is a handsomely wrought silver 
piece standing about sixteen inches with an 
ebony pedestal. 

Delegates in attendance :— 

Colorado Springs, Colo.: John August, D, 
I. Flatt, Thos. McCarthey, J. T. Mills, J. J. 
Carson, J. C. St. John, W. B. St.John, 
M. Trautman and W. W. Wister. 

Denver, Colo.: E. L. Coombs, W. T. Crean, 
F. S. Cullyford, A. J. Gumlick, A. S. Hub- 
bel, Chris Irving, M. Le Gosslick, Geo. E. 


Tur ENTERTAINMENT COMMITTEE AT CHEYENNE, WHO LooKED AFTER THE COMFORTS 
or THEIR VISITORS 


vice-presidency at the Salt Lake City Con- 
vention. 


year closed the convention. The 1913 

meeting will be held at Colorado 
Springs at a time to be selected by the 
Executive Board. 

The officers who will serve the association 
during the next term are:— 

President, N. W. Haas of Colorado 
Springs, Colo.; vice-president, A. P. Gum- 
lick of Denver, Colo.; treasurer, J. F. 
Wallace of Denver, Colo.; sergeant-at-arms, 
H. H. Wister of Colorado Springs, Colo. ; 
acting secretary (appointed bythe Presi- 
dent), Peter Menzies of Denver, Colo. 

On Saturday evening a sumptuous banquet 
was tendered the delegates at the Plains 
Hotel, a feature of which was the presenta- 
tion of a handsome loving-cup to retiring 
President Chris Irving in recognition of his 
services during the past three years. 

President Haas made the presentation 
address. Local President P. S. Cook acted 
as toastmaster of the evening and, besides 
Mr. Haas, called upon George Smith of 
Denver, W. S. Higham of Salt Lake City, 
Ww. A. Coday of Pueblo, Jett. Nash of Chey- 
enne, J. C. St. Johns of Colorado Springs, 
J. F. Wallace, W. G. Crean and Mr. Stone. 

Secretary Peter Menzies entertained the 
banqueters with several vocal selections. 

Almost the entire delegation at Cheyenne 
extended their itinerary to include the Salt 
Lake City convention, and left Cheyenne on 
a special car for the national gathering, on 
Saturday night, over the Union Pacific Rail- 
road. 


ae: election of officers for the ensuing 


“JUST DOINS” 

S. COOK is a former mayor of Chey- 

P enne and it was during his adminis- 
® tration that the elaborate and ser- 
viceable water works of the city were built. 
The guests’ handsome badges, which were 
the feature of the National Convention, were 
first exhibited at Cheyenne by the Salt Lake 


Smith, John Wallace and W. O. Warhum. 

Greeley, Colo.: Wm. Ecker, D. R. MeAr- 
thur, John Hall and J. D. Potter. 

Pueblo, Colo.: W. A. Coday and Chas. 
Geiser. 

Sterling, Colo.: Wm. J. Forster. 

Salt Lake City, Utah: Frank D. Carthey, 
W. S. Higham and Frank 'Davidson. 

Cheyenne, Wyo.: P. S. Cook, Bert Ash- 
ley, John Hague, W. W. Keefe, Jas. Morri- 
son and Jett E. Nash. 


Patents Moisture Supplying De- 


vice for Heating Apparatus 
C. DAMROW, a member of the 
e Damrow Brothers Co., Fond du 
Lac, Wis., has invented what he) 
terms the “gravity air wash system,” for 
use in connection with hot air heating 
plants. The device consists of a copper 
basin which encircles the exterior of 
the firepot of the furnace and is fed 
with water from a small tank attached 
to the outside of the furnace box. =| 


La Crosse, Wis., Plumbers Indig- 
nant | a 
S* of the fourteen plumbir; firms 


of La Crosse, Wis., signed aor 


munication, which was fil: with 
the Board of Public Works, in which 
they claimed that the permits issued t¢ 
plumbers are not offering the protectior 
which they require. It is claimed tha) 
there are individuals engaged in plumb 
ing in that city who are not paying tht 
anuual fee of $2 charged for a plumber’ 


license. This, it is alleged, constitute, 
a discrimination against them. 
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fig —~PEERLESS CLOSET 
COMBINATIONS 
AND 


“DONT WORRY” 
SEATS 


Every day we get more or- 
ders for these goods than the 
day before. That shows you 
how PEERLESS products 
are taking with progressive Master Plumbers 
throughout the country. 


PEERLESS goods have been made to meet 
the requirements and specifications you have 
laid down. Whenever the trade has expressed 
a desire for different features we have supplied 
them. Our policy is, “Perfect co-operation in 
every way with the Master Plumber.” On that 
basis we solicit your orders. 


tPeEREss 


SELLING Co. 


E. INb. 


fans’ 


HERE’S YOUR DOPE 
Make Money 


Your sales facts for the 


HOWARD 
THERMOSTAT 


Cuts down coal bills 

Pays for itself 

Keeps the house at an even 
healthful temperature. 


Thousands in use 
more than 25 yrs. 


Guaranteed for 10 years. 
Send for selling proposition 


_ Howard 
Thermostat Co. 


Oswego, New York 


BOILER 
COUPLING 
A positive safe 
guard against 
syphonageand 
collapse of 
boiler. -Practi- 
eal and inex- 
pensive. 


Geo. H. Ayer, 
Room 502 
46 Cornhill St 
Boston, Mass. 


Plumbers Manual 


and Text Book 


By F. W. Tower 


AL 
PLUMBERS MANU 
» TEXT. BOOK 
BY. F.W-TOWER 


BERS’ TRADE 


pLisHeD BY PLUM 
FUBIJOURNAL PUBCON Ys 


This excellent manual is compiled from the 
practical experience of the author. 


Contains the latest data on plumbing, also 
over 300 QUESTIONS taken from different 


examination papers. Price $1.00. 


Sent postpaid to any address. 


Plumbers’ Trade Journal Pub. Co., 
45 W. 34th St., NEW YORK CITY 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Bis, Big Time for the Maine Bunch 


HE Portland Master Plumbers’ Asso- 

‘ ciation held their fourth annual out- 
ing and meeting at Long Island, 
Portland, Me., July 8, 1912. The party met 
at The Falmouth Hotel at eight-thirty A. M., 
and marched in a body to the boat landing. 
At nine o’clock the commodious steamer 
Emita carried one hundred and thirty-two 
members, friends and guests of the associa- 
tion on a sail around Portland Harbor. As 
it was a beautiful day, and the crowd was 
in a joyous mood, the scenery of Casco Bay 
was enjoyed by all. The boat finally landed 
the party at Long Island at eleven o’clock. 
Coats and extra wraps were discarded, the 
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CHASE TRUCKS. 


A repeat order. 


Selected by the Big Ones Who Know 


This is our New Model L, capacity 


3000 lbs. Combines all the great Chase truck features 


of economy, durability and simplicicy. Write and 


let us tell you how to improve your delivery service. 


CHASE MOTOR TRUCK CO. 


100 West Street, 


of taking care of the inner man, President 
E. W. Goss of Lewiston called the guests to 
order, made a few remarks, and introduced 


Vice-President Robert Robertson 
Massachusetts State Association, 
dressed the gathering. 

Immediately after, a business meeting was 
called, at which Mr. Robertson gave them 
an interesting talk on the organization and 
the betterment of conditions in the plumbing 
business. 

The election of officers was postponed 
until the fall meeting, which is subject to 
the call of the Executive Committee. 

The officers of the association who will 
hold over are as follows: E. W. Goss, 
Lawiston, president; L. P. Carter, Bar Har- 


of The 
who ad- 


i Ss j ES % 
OFFICERS OF THE MAINE ASSOCIATION—GEOo. NoRwoop, BippEForD; D. CALHOUN, TREAS- 
URER, PorTLAND; HE. F. Goss, PresipentT, Lewiston; J. C. Donovan, 
SECRETARY, WINTHROP, AND J. H. CuAse, LEWISTon 
bor, vice-president; J. E. Donovan, Win- 


ladies enjoying the cool breeze on the ve- 
randa of the hotel while the men and ladies 
interested in baseball started for the ball- 
grounds. Here a game was played by the 
master plumbers against the supply sales- 
men. The salesmen won the game by a 
score of 15 to 9. Each member of the 
winning team was presented with a beautiful 
souvenir of the City of Portland. The 
teams were as follows :— 
Master plumbers: Wheeler 
Godfrey, Morton, Dolliver, Hanson, 
Hatch, Mahoney and Robertson. 


(captain), 
Stuart, 


Salesmen: Smith, Derus, Lanagan, Rose- 
brook, Caldwell, Adcock, Nordbloom, Mit- 
chell and Bent (captain). 


Frank Williams and W. S. Paul were the 
umpires and BH. F. Hayden and Moe Hirsch- 
field, scorers. 

Right after the game, Chairman P. A. 
Mahoney gave the call for dinner, and all 
were invited to the hall, where an excellent 
shore dinner was served. 

When all had finished this pleasing task 


thrope, secretary, and D. A. Calhoun, Port- 
land, treasurer. 

Executive Committee: Geo. A. Norwood, 
chairman, Saco; P. A. Mahoney, Portland ; 
J. H. Chase, Lewiston, and R. H. Downing, 
Bangor. 

The association now has eighty-one mem- 
bers and when started four years ago was 
composed of but five members from Augusta, 
Waterville and Lewiston: The association 
is today in a flourishing condition, and it is 
hoped that it will soon have all the plumbers 
in the state enrolled as members. 

After the meeting the Committee of Ar- 
rangements, consisting of P. A. Mahoney, 
chairman; F. A. Davis, secretary, and W. 
J. Miller, had arranged a list of field events, 
which were run off as follows :— 

Rolling a baseball 50 ft. (for ladies only) 
into a copper jardiniere donated by HE. B. 
Badger Sons & Co., Boston. The ball was 
rolled into the jardiniere by Miss Kerrigan, 
Mrs. P. A. Mahoney, Mrs. Rawson, Mrs. 


SYRACUSE, N. Y. 


Kerigan, Miss Florence Hall and Mrs. G. A. 
Caldwell on the roll off. It was finally won 
by Miss Florence Hall, Lewiston. 

A tug of war then followed between the 
plumbers and the salesmen. In this event 
the plumbers proved the stronger and won 
by 5 yards. Each member of the team was 
presented with-a beautiful china cup and 
saucer. 

100-yard dash for men was won by Eu- 
gene Adcock, 1st; D. J. Derces, 2d, and Rob- 
ert Robertson, 8d. Handsome neckties were 
the prizes. 

Three-legged race was won by W, B. 
Mahoney and F. A. Haylor. .Neckties were 
the prizes. 

The 5-yard ladies’ foot race was an 
exciting event. The winners were so close 
at the tape that it was difficult for the 
judges to decide. The prizes were two 
beautiful china cake plates to Miss Grace 
Hall, 1st, and a sugar and cream set to 
Mrs. Geo. A. Norwood, 2d. 

Boys’ race, won by Leo Mahoney, ist, and 
Everett E. Beckford, 2d. 

At the conclusion of the races, which 
ended at five P. M., the party all embarked 
on the steamer Forest Queen for Portland. 
The success .of the outing was due to the 
ever watchful eyes of the Entertainment 
Committee, whose untiring efforts deserve a 
great deal of praise. 

The guests of the association were: Robert 


Robertson, vice-president of Massachusetts 
State Association, Beverly, Mass.; F. D. 
Healy, Rockland, Me., plumbing inspector 


and member of the health board; C. 0. 
Morton, plumbing inspector and member of | 
health board, Portland, Me. 

Those present who were met by THE 


PLUMBERS’ TRADE JOURNAL representative 
were :— 
Mrs. W. F. Snow, Philip Snow, Pine 


Point; F. H. Stewart, F. E. Wheeler, J. H. 
Duffy, Miss Ruth Myers, Miss Katherine 
Myers, Mr. and Mrs. M. H. Myers, Mr. and 
Mrs. P. A. Mahoney, Mr. and Mrs. R. A. 
Godfrey, S. D. Lincoln, M. C. Hutchinson, | 
Leo Mahoney, John Feeney, Edwin T. — 
Myers, Paul Myers, Mr. and Mrs. Chris. 
Madson, James Boyman, Miss EB. Corliss, — 
Mr. and Mrs. E. E. Adams, Mr. and Mrs. 
A. Knight, Mr. and Mrs. W. J. Miller, Fred. | 
A, Maynard, D. A. Calhoun, F. A. Davis, 
\V. B. Mahoney, Miss Ethel Mahoney, Miss 
Adelaide Mahoney, Miss Helen Mahoney, — 
Miss E. Corliss, Portland, Me. é 
Miss Grace BH. Hall, Miss Florence M. 
Hiall, Mrs. E. E. Hall, Mr. and Mrs. H. A. 
Young, J. H. Chase, C. S. Stimson, Auburn, _ 
Me.; M. C. Tan, Mr. and Mrs. J. H. Guil- 
met, Mr. and Mrs. T. W. Kerrigan, E. W. 
Goss, Miss Ruth Goss, Mr. and Mrs. C. F.| 
Dolliver, Mr. and Mrs. John B. Smith, Miss 
Alice Kerrigan, Mrs. E. C. Skillings, Lewis- _ 
ton, Me. , 
W. S. Paul, T. J. Kimball, Melrose, Mass. ; | 
A. M. Sperry, Albany, N. Y.; Wm. M. Col- 
lins, Binghamton, N. Y.; Mr. and Mrs. W. 
P. Bowdoin, Messrs. Haggett, Wiscaset, Me.i 
L. G. Hatch, Livermore Falls, Me; J. P-) 
Fldridge, Elsworth, Me.; J. E. Donovan,| 
Winthrop, Me.; Geo. B. Ridley, Brunswick, 
Me.; E. L. Hill, Sebago Lake, Me.; Arthur) 
Shea, Rockland, Me.; Mr. and Mrs. John 
Fardy, Mr. and Mrs. R. Hansom, Waterville, 
Me.; Mr. and Mrs. A. O. Burrill, Oakland, 
Me.; Mr. and Mrs. L. M. Longley, Mr. and 
Mrs. Fred D. Sibley, Sanbornville, N. H-i) 
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fe Announcement LE 


1913 Pleasure Models 


“If You Have Never Driven One Upa Hill, You Have Missed Half the Sport of Motoring!” 


yi 
SS 


Peo: 91 TLE S| X 
MODEL 406 


A new distinctive car of unusual power, quietness, comfort and style, embodying the most advanced American and European ideas in approved 
design and construction. Among the important features of Model 46 are V-shaped radiator, silent chain driven cam and magneto shafts, option 


on right or left hand steer and unusual provision for taking up wear and preventing noise. ‘‘The car of surprising economy." 
Motor 6-cylinder, 4% in. x 5 ¢ in. A.L. A. M. rating 46 H. P. 
Wheel-base 130 in. Tires 37 in. by 5 in. 


Price with all open type bodies and complete equipment $4350 
““ sé Limousine oe oe “ec se ce 5350 
“c “ee Landaulet ce “ce “ae “ee “ee 5400 


oO H. P. SIX—MODEL 66 


An ideal, powerful, spacious family car, incorporating the famous Knox 6-cylinder motor in its fourth year of refinement without radical change. 
Motor 6-cylinder, 5 in. x 5% in. A. L. A. M. rating 60 H. P. 
Wheel-base 134 in. Tires 58 in. x 5% in 
Price with all open type bodies and complete equipment $5000 


‘ 


‘« Limousine as 6200 


4-CYLINDER—MODEL 44 


The lightest Knox Model. Trim, comfortable, a powerful hill climber, quiet and flexible, embodying the famous Knox motor in its fifth vear of 
service without important change. 


Motor 4-cylinder, 5 in. x 5% in. A. L. A. M. rating 40 H. P. 
F Wheel-base 117 in. and 122 in. Tires 36 in. x 4% in. 
Prices completely equipped: 
2-Passenger Raceabout $3300 4-Passenger Torpedo $3400 7-Passenger Touring Car $3550 2-Passenger Coupe $4300 
Double Rumble Raceabout 3350 5 Passenger Torpedo 3450 5-Passenger Touring Car 3900 Limousine 4400 


4-CYLINDER—MODEL 45 


; Longer body and wheel-base than Model 44. 
A roomy, comfortable family car. An ideal chassis for spacious, open and closed types of bodies. 


Motor 4-cylinder 5 in. x 5% in. A. L. A. M. rating 40 H. P. 
Wheel-base 126 in. Tires 37 in. x 5 in. 
Price with 6-passenger open bodies and complete equipment $3700 
“ec “e We “ee “ce sc “ce “ec “ec 3800 
oe ‘Limousine ‘“ fe ae us es 4700 


Knox 4-cylinder models are completely equipped, including electric side and tail lamps with storage battery, acetylene starters and 
automtic gas lighters for headlights. 


Knox 6-cylinder models are regularly equipped with self-starters and dynamo lighting systems. 


Send for folder with detailed specifications 


KNOX AUTOMOBILE COMPANY, Springfield, Mass. 
New York Branches Chicago 


“fA demonstration is irresistable.’ 
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THE NEW 1912 CATALOGUE 


ISSUED BY 


THE PRATT & CADY CO. 


Contains Information Required 
the Plumber, Engineer, Architect, 
Contractor and Jobber in 
Mill Supplies 


COPY SENT“ON REQUEST: 


By 


THE PRATT & CADY CO. 


Hartford, Conn. = 


Please Mention THE PLUMBERS’ TRADE JOURNAL 


There is a Standard 
Pumping Unit for 
every requirement 


GAS, GASOLINE OR ELECTRIC 


The STANDARD is the quality 
line but the prices are right. 


Standard Gas or Gasoline Suction Lift 

Pumping Engine. Capacities from 400 

to 4,000 galous: per hour, according 
0 size 


Send for our Catalog. It con- 
tains some facts you canuse 
in your every day business. 


Standard Direct Connected Electrie Engine 
Worm Gear Drive, in sizes from % to 5 horse power. 
Both Suction Lift and Deep Well types, Spur or 

Worm Gear Drive as ordered 


Peter Mackey, Skowhegan, Me.; Mr. and 
Mrs. G. A. Norwood, Saco, Me.; Mr. and 
Mrs. E. C. Ransom, Mechanic Falls, Me. ; 
Mr. and Mrs. McLeary, Farmington, Me. ; 
Miss. Cecelia McLean, Peaks Island, Me.; 
Mr. and Mrs. Wickerstrom, South Bris- 
tol, Me. 

Mrs. A. F. Sawyer, R. T. Burns, Mrs. G. 
A. Caldwell, Boston, Mass.; Frank Williams, 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


dispose of the “eats’’ which had been sup- 
plied by a fair-seeing committee, Messrs. 
“Pa” Cahill, Harvey Yerrick, Jim Barber, 
and Hoffman and Nye _ developed into 
real ‘‘while hopes” after consuming two 
dozen chickens, thirty loaves of bread and 
numerous other trimmings. 

The star baseball game betwen the ‘Pun- 
kin Seeds,’ captained by John Klein, and 


THE COMMITTEES WHO FURNISHED SucH A DELIGHTFUL ENTERTAINMENT FoR THE 
MEMBERS AND GUESTS AT THE MAINE OUTING 


Malden, Mass.; Chas. Curtis, Cambridge, 
Mass.; Mr. and Mrs. Robt. Robertson, Bev- 
erly, Mass.; John Kerrigan, Dallas, Texas. 


The manufacturers’ representatives present 
were :— 

D. J. Devers, E. B. Badger Sons Co.; 
Jos. E. Herrick and Arthur F, Sawyer, Wm. 
H. Page Boiler Co.; Geo. A. Caldwell, H. 
Mueller Mfg. Co.; S. R. Mitchell, Walworth 
Mfg. Co.; M. J. Hirschfield, Central Brass 
Mfg. Co.; Geo. W. Paul, Crane Co.; C. A. 
Wilson, J. H. Cunningham Co.; C. W. Lana- 
gan, A. D. Brackett, E. S. Bent and G. A. 
Smith, F. W. Webb Mfg. Co.; B. C. Near, 
H. W. Johns-Manville Co.; A. M. Rose- 
brook, Gurney Heater Co.; E. B. Crockett, 
Wheeling Corrugating Co.; Chas. E. Mor- 
rill, Braman-Dow Co.; Eugene + Adcock, 
Sumner & Gerald; F. A. Taylor, Brown- 
Wales Co.; B. J. Harmon and F. H. Rounds, 
C. Ma (& Be Tt. Plummer’ J. Jos Dervan, 
American Tube Works; R. A. Nordbloom, 
Hungerford Brass Co.; Geo. M. Blake and 
J. Warner Chase, W. L. Blake & Co.; Chas. 
Maynard and W. H. Thayer, United States 
Radiator Corporation; E. F. Hayden, J. H. 


the “Blue Gills,” bossed by ‘‘Pa’”’ Cahill, was 


full of grandstand plays and brilliant head-— 


work. A score of 26 to 6 was finally ob- 
tained by the ‘‘Blue Gills,’ after burying four 
or five umpires. ‘Pa’ also upset all pre- 
cedents by making a smashing home run. 
A bee-line hit, right from the bat, lammed 
Fred Steffens in the slats (wherever that is) 
and the odor of a popular horse liniment 
now pervades the salubrious climate of the 
“Rubber City.” A rival for the honors of 
the world’s greatest violinist turned up in 
Harry Welling. Besides drawing music 
from this most delightful instrucent, Harry 
is also some fisherman. : ss 
It would be a slight if we didn’t tell who 
the engineers were who had charge of the 
entertainment machinery. 'These were none 
other than our old friends J. A. Forbes, C. 
W. Hefferman and C. W. Hoffman. The all 
around Olympic championship was voted 
Fred. Shaffer. Wm. Coler, the latest addi- 
tion to the membership, was welcomed by 
the members. : 
A few of the “diamond stars’ follow:— 
Cahill’s team: I. J. Musson, H. L. Yer- 
rick, O. Huffman, Paul Cahill, C. H. Benner, 


THe MAINE ASSOCIATION OF MAsTER PLUMBERS AND THEIR GUESTS AT THE ANNUAL 
Outine AT Lone ISLAND 


Douglas and Capt. R. C. Parker, Smith & 
Abbott Co.; C. N. Fanbairn, Boston-Chad- 
wick Lead Co.; W. F. Snow, Mott Iron 
Works; Chas. A. Carr, John A. Murray & 
Co.; R. F. Burns, H. B. Smith & Co. 


e+e 


Some Celebration! That Of The 
Akron Crowd 


6 Pi Akron bunch had their annual 


spring frolic on June 12th at Kep- 
ler’s Hotel, Turkeyfoot Lake, and 
from the testimony of an eye-witness the 
whole program was ‘some doins.” In the 
first place, twelve big touring cars, mostly 
owned by the members, were required to 
transport the party of pleasure seekers to 
the grounds. The ride through the Tusca- 
rawus Valley in the early morn was one 
of the most delightful and the picturesque 
scenery was much commented upon. 
Although rain fell slightly during the 
forenoon, the picnickers were so intent upon 
their outing that little attention was be- 
stowed upon it. About midday all gathered 
around the festive board and proceeded to 


J. I. Wall, P. H. Patterson, H. W. Limbert 
and” ED. Ruch: 

Klein’s team: P. B. Marshall, J. F. Maloy, 
J. I. Patterson, F. S. Prior, C. Wall, W. F: 
Nye, Fred. H. Steffens, R. L. Landis and 
G. P. McPherson. 

Official umpire, J. Barber, Ruud Heater 
Co.; first aid to injured, W. K. Favinger; 
and F. S. Viall, chief thirst quencher. 


Among those present were C. H. Benner, 
J. S. Wall, F. J. Schermesser, P. H. Patter- 
son, F. J. Tausch, H. P. Cahill, W. F. Kirn, 
E. Rett, R. J. Musson, R. Spruce, H. L 
Yerrick, L. D. Ruch, H. G. Willing, J. ©: 
Klein, P. G. Marshall, E. D. Ruch, R. L. 
Landis, M. J. Hefferman, C. A. Day, F. H. 
Steffens, C. W. Hoffman, O. Hoffman, F. K 
Stadtmiller, G. Osburn, O. H. Ebberts, W- 
F. Nye, J. H. Schumann, K. J. Brown, B- 
Hoffman, W. K. Favinger, F. E. Chalker, J- 
A. Carson, F. S. Prior, Paul Cahill, F. G. 
Schaffer, C. L. Wall, C. CG. Orr, J. W. Bar 


ber, H. W. Limbert, F. S. Viall, Hamel 


| 


Viall, J. F. Malloy, J. I. Patterson, 8. D- 
Davis, G. P. McPherson and W. T. Mc 
Roberts. 
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Protect 


your PROFITS 


HEN you put in your bid for the 

installation ofa toilet tank you figure 
on the cost of one trip,—not half a dozen. 
Every extra visit means just so much out 
of your profits. A tiny crack in the 
china, a chip out of the enameling or 
some other little defect which you had 
overlooked in the shop, may cause you 
endless trouble and expense. But your 
troubles will be eliminated and your 
profits secured when you use the 


FAU, copper 


whit’ TANK 


Every one is perfect. There are no defectives Poo Cae ad 
Or seconds. Breakage is impossible and there | ——_———— 
can be no complaints. One man can install the § 
Pfau White-Copper Tank while his helper is doing : 
something else. The depressed sockets in the + 
bottom of the Pfau White-Copper Tank prevent = 
the internal castings from turning around while 2% 
the tank is being connected. 


Beautiful, small, efficient. snowy white and 
practically noiseless, the Pfau White-Copper Tank 
sells for a price that gives you a good and certain 
profit and a gratified customer. 


Any seat in our catalog can be finished in 
white to match the Pfau White-Copper Tank. 


At your jobbers. Guaranteed pure 24 oz. Lake Copper. 4 


THE PFAU MANUFACTURING COMPANY 


CINCINNATI, OHIO 


Mies Sabet 
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Plumbers of Califor- 
nia, which was held 
at Tahoe Tavern, 
Lake Tahoe, on June 
24th, 25th and 26th, 
will pass into the his- 
tory of the association 
as having been a not- 
able one. Delegates 
hailing from the 
“Southern Zone 
of the State’? came by 
special trains, and ar- 
rived safe and sound, all in a merry mood, 
after making an 800 mile trip. 
The “Bay Cities Delegation’s 


‘e-). 
Sogo (CN 
SUIBHNA! —_ 


Special” 


na ies =a 
HE eleventh conven- that office, and welcomed the convention 
tion of the State As- most happily, concluding by presenting a 
sociation of Master “Key of the City,’ which in its exceeding 


proportions was indicative of the welcome 
bestowed upon the members and of the fun 
they had. 

The convention was then addressed by 
State Secretary John L. HE. Firmin, who 
took for his theme the word “California” 
and which aroused the loyal spirit of the 
listeners. Awaiting the report of the Cre- 
dential Committee, the assemblage was 
highly entertained by vocal selections ren- 
dered by Mrs. Ford and Mr. Rosenfeld, en- 
cores being irresistably demanded. 

These informal ceremonies concluded, 
President Klimm graciously dismissed the 
guests and proceeded to open the conven- 
tion in regular form. The convention hay- 


< os 


THe STATE EXEcuUTIVE Boarp, 1911-1912. 
FiRMIN, CROWELL, KLIMM, WILSON AND JULIAN (FRONT) 


made the trip by daylight and enjoyed the 
beauties of the Sierra Nevadas to the full- 
est extent. The members hailing from Sac- 
ramento to the’ valley made up a large 
automobile party, and the itinerary was 
planned so that two days were most delight- 
fully spent leisurely winding up the moun- 
tains, the party resting as fancy prompted. 

Exceeding 250 delegates and _ ladies 
gathered at the Tahoe Casino, bright and 
early Monday morning, June 24th; there 
were no laggards. Promptly at ten A. M., 
State President Frank J. Klimm called the 
assemblage to order in an address of wel- 
come and introduced the Reverend Father 
Arch, of the Episcopal Church, pastor of 
the beautiful and unique little Chapel of 
the Transfiguration, which is charmingly 
nestled among the somber pines of Tahoe. 
The assemblage arose while listening to a 
prayer very’ impressively rendered by 
Father Arch. 

Tahoe not having arrived at the dignity 
of possessing such an official as a mayor, 
Mr Clark. of the Tahoe Tavern, assumed 


ay fe 


Just a Ckowp on Lake TaHor DurRING 


THE CALIFORNIA MASTER 
PLUMBERS’ CONVENTION, JUNE 24-25-26 


Messrs. HAvVERTY, CAHILL, RowE (REAR), 


ing been regularly called to order, President 
Klimm presented his annual report. 

This report very interestingly set forth the 
business of the association during the past 
year, and gave gratifying information show- 
ing the good results flowing from the cam- 
paign inaugurated by the state association 
relative to public comfort, or convenience 
stations, and particularly referring to what 
had been done, and is in contemplation in 
San Francisco in this regard. The report 
also submitted several very important sub- 
jects, which he recommended the convention 
to consider, perhaps the most important be- 
ing that of “Credits and Discounts.” 

In connection with public comfort stations, 
State Secretary Firmin rendered a _ report 
showing that under the head of “Municipal 


THE DELEGATION 


or City Sanitation” he had personally inves- 
tigated the entire field of San Francisco in 
respect to all parks, play-sgrounds, wharfs, 
theatres and similar places of public gath- 
erings. Secretary Firmin also submitted a 
report showing that he had officially brought 
the subject of public comfort stations to the 
official attention of the mayors of more than 
400 cities throughout the United States. 
The Secretary’s annual detailed report also 
gave every delegate a comprehensive concep- 
tion of the affairs of the association. 


Treasurer William F. Wilson’s annual 
report showed that, notwithstanding the 
trying year, and the great demands made 


the treasury fund has 
in a satis- 


upon the treasury, 
increased and the finances are 
factory state. 

The convention then took up new busi- 


THE SACRAMENTO BUNCH AT LAKE TAHOE. 
CAHILL, STATE VICE-PRESIDENT, IN CENTER BACKGROUND 


ness, and while no positively new legisla- 
tion was taken, because all the subjects 
treated upon were sequences to previous 
legislation, nevertheless the legislation took 
a new form, and in many particulars be- 
came new, and most important. 

Among the more important questions 
acted upon by the convention was that of 
discounts. It should be stated that there 
has long been the belief that the system 
upon which credits are opened and carried 
should be revised, and that cash discounts 
should be increased from 2% to 4% or 
some other point mutually satisfactory. 

In California there is an organization 
known as the California Hardware Dealers’ 
Association. It is organized on lines very 
similar to that of the master plumbers, and 


re 


From FRESNO AT THE LADIES ON A LARK. Mrs. A. Corr 
THE CALIFORNIA CONVENTION 


Mrs. J. ScHaticK, Mrs. F. De LANo anp Mrs, C. H. JULIAN — 
ae 
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LAKE TAHOE THE SCENE OF THE 4 
CALIFORNIA STATE CONVENTION 


there are several interests that run parallel, 
therefore the Hardware Dealers’ Association 
addressed a communication to the master 
plumbers’ convention requesting that a con- 
ference should be arranged between repre- 
sentatives of each state organization for 
the purpose of considering matters of mu- 
tual interest. To that end the master 
plumbers’ convention referred the matter to 
the incoming State Executive Board for its 
recommendation, meantime Past State Presi- 
dent Frank J. Klimm and State Secretary 
Firmin are to investigate and report. : 
There has been a movement generally 
throughout the state among such contractors 
as master plumbers and aiming at the cor- 
rection of evils attending sub-contracting ; 
this movement has resulted in the formation 
of what is known as the “Contractors’ and 


“Our Hats Are IN THE RING.” JOHN 

4 
Dealers’ Association of California.” It 
should be noted that general contractors are 
not eligible to membership. a 

It appears that several of the master 
plumbers’ local associations have affiliated 
with the Contractors’ and Dealers’ Associa- 
tion, and the reports rendered are quite 
favorable to affiliation, but the convention 
did not feel justified in taking positive ac- 
tion either for or against, until data and 
full information on the subject was sub- 
mitted, therefore the entire subject matter 
was referred to the incoming State Execu- 
tive Board with instructions to fully inv 
tigate and report. ' 

It having become the custom of certain 
architects to specify a five-year guarantee 
from the contracting plumber, a custom 
working great hardship on the master 


plumber, the convention by resolution con- — 


demned this custom, and called upon the 
members to so notify the architects so speci- 
fying and to refuse to enter into a contract 
demanding more than a one-year guarantee. 


* 


MAN, Mrs, F. J. KiIMM, 
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IRON CITY 


IS THE 


maintain a high standard of quality. Every piece 
must pass a rigid inspection before it rcceives the 
Black and Gold label that stamps it as the leader 
in the enamel ware field. 


PLATE D 112 
Made in one size only 
22 X 27 


Iron City 
Pittsburgh, 


Sanitary Mfg. Co. 
1 Pennsylvania 
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Important Notice to 
the Trade: 


The manufacturers of the Milwaukee Heat 
Generator wish to announce that they are 
now placing on the market 


The Improved Milwaukee 
Heat Generator 


This Generator 
is the last word in 
“mercury seal’ 
construction. We 
have labored for 
years to make a 
device that is ab- 
solutely withouta 
fault, and can 
truthfully say that 
we have the article 
the fitter has al- 
ways looked for. 


The features of 


The Improved 
Milwaukee 


Heat 
Generator 


are these: When 
draining the sys- 
tem the air or wa- 
ter does not pass 
through the mer- 
cury, and when 
the Generator re- 
lieves itself of ex- 
cess pressure it 
allows a loss of 
only % pound of 
pressure. 


It will absolutely keep the pressure on 
both a rising and falling temperature, where 
others have only pressure on a rising tem- 
perature, and vacuum on a falling 
temperature. 

Ask your jobber for it, if he does not 
handle it write to us, giving us your nearest 
jobber’s name and address. 


MILWAUKEE HEAT GENE- 
RATOR CO 


; ry] 
460 11th Ave,, Milwaukee, Wisconsin 
Beard & Beard, Reading, Penn. 
Eastern Representatives 


Manufactured under Shanklin patent and Mott 
and Edgar patent 


J. R. S. SIMPLEX FERRULE 


Make your own lead 
ferrules from random 
pieces of lead pipe. 
Used in connecting 
lead bends, simple to 
install by inserting the 
ferrule into the lead 
and pouring the small 
spicket joints as 
shown, connections 
made without wiping 
or solder, only onefire 
used to pour both fer- 
rule and hub joints. 
Made either in brass 
oriron. Ask your job- 
ber for prices or write 
he manufacturer. 


aaa Saree ol ae MFG. CO- 


The 


Herschler 


Faultless 


Ball Cock 


"Tis the sim- 
plest and most 
durable _ ball 
cock made, 
and a plunger 
that can’t 
stick and leak 
through. This 
is absolutely 
Guaranteed 


Manufactured by 


A D. HERSCHLER, 
Ashland, 0. 


The convention also passed a resolution 
to the effect that we should demand of the 
jobbers and manufacturers that the master 
plumbers shall be reimbursed for the labor 
and expense attached to replacing imperfect 
fixtures, and that the custom of merely sub- 
stituting a perfect fixture for an imperfect 
fixture, is not just, and it was shown that 
there are manufacturers and jobbers who 
recognizing the justice of the master plumb- 
ers’ claim do, and will, give a guarantee 
which fully meets the just demands of the 
master plumber. 

An expression of opinion on the subject 
of the interest of the master plumber rela- 
tive to the manner in which plumbing sup- 
plies are. marketed showed that it is the 
opinion of the large majority, that the prac- 
tice of a master plumber selling material 
strictly as merchandise is detrimental to 
legitimate business, and largely tends to 
insanitary installation; therefore, while the 
members of the association are entirely free 
to act in the premises as each individual 


may deem best, yet it was evident from 
the opinions expressed that as individuals 
they were of the opinion that supplies 


should not be marketed as merchandise by 
the master plumber; a minority expressed a 
contrary opinion. 

The matters related comprised the princi- 
pal subjects taken up by the convention; 
there were, however, many matters de- 
manding attention but not of general pub- 
lic interest. 

Now came the election of officers for the 
ensuing year, and in each instance the bal- 
lot was unanimous and resulted as fol- 
lows :— 

President, Edward W. Crowell, Los An- 
geles; vice-president, John Cahill, Sacra- 
mento; treasurer, William F. Wilson, San 
Francisco, and secretary, John L. BE. Firmin, 
San Francisco. 

Members State Executive Board: Thomas 
Haverty, Los Angeles; William Rowe, 
Fresno; Frederick A. Heilbron, San Diego, 
and Past State President Frank J. Klimm, 
San Francisco. 

Assistant State Secretaries: Vincent W. 
Guercio, Los Angeles, and A. J. McCarl, 
Oakland. 

National State Delegates: Edward W. 
Crowell (state president), Thomas Haverty, 
Los Angeles, and Alexander Coleman, San 
Francisco. 


CONVENTION FOOLISHMENT 


of the convention were boundless; so 

numerous were they that we cannot 
relate them in orderly form. Receptions in 
the evening at the Casino, music, refresh- 
ments, informal dancing, prize whist parties, 
beautiful prizes for ladies, and gentlemen, 
more music, more refreshments. 

Grand ball, more music, more refresh- 
ments, bowling contests, billiard matches, 
and all kinds of contests and matches, 
tramping parties, fishing parties, boating 
parties, and the Lord knows what not parties 
followed, up the mountains, down the val- 
leys, and then—that steamer Tahoe and her 
72-mile ride circumnavigating the marvel- 
ously clear waters of the lake, fringed with 
great forests and snow;clad mountains. No 
such body of water in the world—it is the 
largest body of water at the highest altitude, 
6,200 feet above the sea level—water that 
one may look through 70 feet of depth and 
see the bottom clearly and distinctly, while 
thousands of trout dart hither and thither. 

By the way, J. B. Mutch of Long Beach 
is the holder of the championship fish 
record; he caught a 5%4-pound, 24-inch 
trout, and holds the record, the previous 
record being a 5-pounder—caught it with a 
drop line, after tiring of trolling and casting. 

A delightful episode occurred on June 
28th, it being the crystal wedding of the 
esteemed Past State President Frank J. 
Klimm and his charming wife. Amidst a 
noble grove of mighty pines a charming lit- 
tle altar had been built of rock and fir; 
there is but chancel and a pulpit; the nave 
roofed with branching foliage of pine 
pierced by the blue skies’ light, and here 
were gathered the wedding party, but how 
to fittingly perform the ceremony, that was 
the question, soon solved by witty women. 

Frank J. Klimm, the groom; Hmily, his 
wife, the bride; Frank Glemser, the best 
man, and his wife, the lady of honor, so 
far so good, but for a parson! Oh! There’s 
J. L. BE. Firmin. He 1s sedate and alto- 


alee social and entertaining functions 


THE PLUMBERS’ 


TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


“Tom” Haverty ArGuING A Knotry PoInt oF FRANK KiIMM’S YELLOWSTONE PARK 


BEAR STORY. 


Frank J. Kiuimm, C. H. Junian, W. F. Witson, W. Rows, T. 


Haverty, J. CAHILL, E. CRowELL anv J. L. E. FirMin at LAKE TAHOE 


gether of a clerical appearance, quite suit- 
able to the occasion, therefore he must be 
the parson to ask the words “love, honor, 
and obey’ which bar parenthesis ‘Emily’ 
boldly and grandly proclaimed she would 
comply with, but at which, in his turn 
paraphrased, Frank kicked at; but to pro- 
ceed. 

Now the question is, the bride’s trousseau? 
’Tis easily solved. A beautiful embroidered 


made delightful contrasts of light and shade, 
and for the wedding ring, deep yellow moss 
cunningly shapened is furnished. 

Now all in order assembled; goes forth 
the joyous acclaim, ‘‘Here comes the bride” ; 
and Parson Firmin, stationed at the altar, 


pronounces Frank and “Emmy” again in 
love united; this ceremony o’er, the parson 
bestows his blessing; and reversing, the 


bridal party joyfully wends its way through 


“HERE COMES THE BRIDE.” 


FRANK AND “EMMyY” KiLIMM 


CELEBRATE ANNIVERSARY AT LAKE TAHOE 


petticoat bestowed by Madame Firmin 
makes an etherial veil, and for the train, ah! 
Madam Coleman presents a petticoat lace- 
like in texture, which, when girdled on the 
bride, trailed after in classic lines, and was 
lifted from contamination by two charm- 
ing little maids in waiting, the Misses Emily 
and Ethel Klimm, daughters of the groom 
and bride. For bridal wreath and corsage 
bouquet, deep rich green fern and wild 
growing garlands woven by kindly hands 
soon deck the bride with crown of glory, 


Tue San Francisco LApigs’ AuxiniArRy, Mrs. J. ScHAticK, Miss ALICE 
ScHAxick, Mrs. F. Guemser, Mrs. J. De VeccHio, Mrs. Dr LANO, 
Mrs. F. J. Kuimm aAnp Miss ETHEL KILIMM 


dells and glorious groves homeward to the 
tavern. 

What marriage complete without a feast 
of wit and humor, saying naught of bowl 
and viands? That being so, they gathered 
at the tavern table, thirty of them. First 
they toast the bride and groom, then feast, 
then toast again, while laughter and merri- 
ment ruled supreme, and at the proper mo- 
ment a beautiful token of love and esteem 
cunningly bestowed upon “our Emmy” and 
“our Frank” with God’s blessing. 
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Bridging a Span of Fifty-Three Years 


The Thos. Maddock’s Sons Co, have maintained the reputation for making the highest quality of sanitary 
pottery that is offered in the trade. 


we 


4 


Mr. Thomas Maddock 


Quality was the first essential required by Mr. Maddock when he founded our business and it has been 
to the adherence to the principles which he considered vital to success that the steady growth of the Thos. 
Maddock’s Sons Co. ean be credited. The Anchor is your safeguard. 


firchitectural Catalog maintained in the Building 
Trade Calalog (A, B. C. System—Section 35-B; Catalog S$) 


Thos. Maddock’s Sons 


The Oldest Sanitary Potters in America 
Trenton, N. J., U.S. A. 
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Increase Your ANNUAL PROFITS 
from $1,000 to $5,000 


Every Month You Can 


Install a Few 


SUNLIGHT 
OMEGA GAS 


Machines 


YOUR CUSTOMER wants 


up-to-date gas light in his coun- 
try house and has the money 
*‘Sunlight’’ Acet- 
ylene is brighter than Electric- 


to pay for it. 


ity, cheaper than Oil, safer than 
Candles. 


If you are in business to make money, you cannot afford to over-look the 


increasing demand of our Automatic Generators. Write for catalogue and 


dealers’ prices, and get your share of the business. 


The Sunlight Gas Machine Co. 
7 41 Warren Street, New York 


MAKE YOUR SPARE TIME EARN MONEY 


To EVERY PLUMBER who installs ’ 
heating or water systems for the farmers, 


here is an opportunity to make some 
REAL PROFITS. 


NINE-TENTHS of al! the new houses 
erected by farmers nowadays are modern 
In every respect, including an up-to-date 


ACETYLENE LIGHTING SYSTEM 


SELLING ILLINOIS GENERA- 
TORS will not interfere with your re- 
gular work, in fact it just works hand in 
hand with your line. 


Monmouth Acetylene Electric Mfg. Co. 


Dept. “B” Monmouth, Ill. 


“STANDARD” GAS SAVING BURNERS 
Most Economical—Most Efficient 


“Standard’’ Gas Saving Burners applied 
to Steam Heating Boilers, Hot Water 
Heating Boilers and Hot Air Furnaces 
make heat quicker and hotter than 
anything. 

We have manufactured the ‘‘Standard”’ 
Burners for the last ten years. 

Write for Catalog 


STANDARD HEATING 
& RADIATOR CO. 


Manufacturers 
230 Penn Ave 
PITTSBURGH, PA. 


(> SEALS WITH OR Put in the White House by the U. S. Government 


iM WarHoUT WATER 
| F. E. CUDELL’S 


Pat. SEWER-GAS and BACK WATER TRAP 


For Wash Bowls, Sinks, Baths and Wash Tubs 
CLEVELAND - - OHIO 
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ROM this time on, advance was 
comparatively rapid with the 
candle-stick and glass chimney, 


then the kerosene oil lamp, 

which—occasionally—either ex- 
ploded or smoked up everything within 
the room, polluting the air and making 
it unfit for breathing purposes. 

After the lamp, came the ordinary 
manufactured gas, which in turn was 
eclipsed by the introduction of electri- 
city. Now latest and without a doubt 
the nearest approach to the sun’s rays, 
comes the invention of Acetylene and 
the perfection of the gas generator. 
Within a period of twenty years, the ex- 
perimental stages of acetylene lighting 
have been passed through, scientifically 
eliminating all objectionable features, 
and through perseverance and constant 
research, discovering new improvements 
until now we have apparatus this is au- 
tomatic, safe and economical in its 
operation; so there is no excuse for any 
one living in sections of the country re- 
mote from city advantages, to be de- 
prived of the most beautiful, artificial 
light in the world, nor gas for cooking 
purposes. 

Glancing back through the years of the 
infancy of the acetylene machine, we 
note that so many makes and types ex- 
isted but a short time and then disap- 
peared, while others continued in service 
through the process of development, and 
finally conquered the intricacies which 
for a time threatened to overthrow an 
industry which now stands for one of 
the great home comforts of mankind. 

Sunlight Acetylene Generators are of 
a type that have conclusively proven that 
Acetylene not only resembles actual sun- 
light, but that it also possesses merits in 
safety and economy. 

CETYLENE cannot explode unless 
mixed with air. An interesting 
revelation concerning the _ sup- 

posed danger to life from inhalation 
through the opening of a jet is it would 
not be fatal as is the case with other il- 
luminating gas. A 25 candle power burner 
consumes only % ft. of gas per hour, 
which costs about % of a cent (or which 
is equivalent to city gas at 80 cents per 
thousand). Should one of these 25 can- 
dle power light burners be left open in 
a bed-room for 10 hours, only 5 feet of 
gas could escape, possibly not enough to 
make a person sleeping in a room feel 
any unpleasant effects; so there never 
need be any fear of asphyxiation, which 
has always been such a dread with peo- 
ple using city gas, and which has caused 
the loss of thousands of lives. Acetylene 
gas makes no odor or soot when used 
either for cooking or lighting purposes; 
it takes only the smallest proportion of 
oxygen of the air volume within the 
room. 

Until recently there seems to have been 
a widespread but erroneous belief even 
among the trade, that an acetylene gene- 
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Acetylene Gas, It 
Production and Use 


BY J. T. WILLIAMS 
President Sunlight Gas Machine Co., New York City 
Concluded in this Issue 
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rator was more dangerous than a gasoline 
furnace or the common gasoline stoye 
instead of having an absolutely safe and 
reliable apparatus which causes less fire 
loss than any other illuminant in the 
world. It is true, however, that there 
are many inferior and unreliable types 
of acetylene generators on the market 
today, and which are being sold by a 
class of agents who have not the slightest 
regard for the safety of their customers 
and who have only one object in view; 
namely, the commission that they are to 
receive from the sale. A cheap gas ma- 
chine is an expensive investment. There 
is probably nothing that is made to go 
into a home that should require more 
eareful consideration than a lighting 
plant, and great care should be exercised 


EXTERIOR OF A SIMPLE, SAFE AND AUTO | 
MATIC ACETYLENE GAS PLANT 


by the dealer in choosing a generator. 
The manufacturers of this type of ap- 
paratus by judicious and extensive ad-_ 
vertising, have opened up a new field for — 
the plumber by educating the public to — 
realize what an inexpensive luxury the ' 
use of acetylene really is. Throughout 
all sections of this and other countires, b 
installations are becoming more and — 
more frequent and in many cases are 
accompanied by the introduction of ‘ 
modern sanitary plumbing and up-to-date I 
fixtures. The sale of a gas plant means ~ 
the piping of the house, also the sale of | 
appropriate fixtures, globes, burners, POS — 
sibly a range and water heater, as well ' 
as the installation of the machine. It- 
is plain to see what this means to the 
trade. It is not a business that is at the | 
present time overdone as is the case with | 
other branches of the trade, and the most | 
wide-awake and far-seeing dealers have | 
for some time been quietly reaping 4 | 
splendid harvest from their various lo 
calities through the sale of acetylene | 
generators and accessories. 
T is only fair to presume that if a 
I dealer in your adjoining county can. 
sell three or four machines a month, | 
you, too, can increase the profits of your 
business from one to five thousand dol 
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“Standard” Wall-Hanging Closets | 
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PLATE P8416 PLATE P8420 yi 


PLATE P8405 


HE fixtures shown here are but several of the complete line of “Standard” Wall-Hanging Closets 

shown in the new “standard” Catalogue “P”. These closets are well adapted for use in public 

toilet rooms, being compact and neat in appearance and making the least possible display. Being free 
from the floor, it is easy to keep not only the floor but the bowl clean and sanitary. 


“Standard” Wall-Hanging Closets embody the latest developments in sanitary construction. They 
are strong in their action and contain a good body of water in the bowl. 


For further information, refer to the closet section of our new catalogue, which illustrates and describes 
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i gs cas | in detail a large selection of this character of closets. | 
PLATE P8426 PLATE P8450 
. - 

New York....... 35-37 W. 31st Street S d d S t a8) Nig C Pitisbureiies sss 3 106 Sixth Street 223, 
Boston........ John Hancock Building tan ar ari ar i 0. Cleveland. .648-652 Huron Road, S. BR. 22, 
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St. Louis. ..100-102 No. Fourth Street MoledonlOnio 311-321 Erie Street Ks 
SS} Philadelphia...... 1128 Walnut Street é OFFICES AND SHOWROOMS oledo, O -.. ++ .311-32 crie Stree = 
Washington, D.C., 200 Southern Bldg. Louisville. .319-323 West Main Street 2 
Ka Houston Tex. Cor. Preston & Smith Sts. Cincinnati, Ohio....633 Walnut Street SanFrancisco,Cal.,MetropolisBankBldg. Nashville, Tenn. .315-317 10th Ave., S. << 
>> Fort Worth, Tex.. .Front & Jones Sts. New Orleans. Baronne & St. Joseph Sts. Montreal, Can..215 Coristine Building Hamilton, Can..20-28 Jackson St., W. << 
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Satisfaction All Around 


is absolutely guaranteed if you install only 


“NACO” BOILERS 


Mr. Plumber: The word ‘“‘NACO” on a range boiler is your only absolute 
guarantee that you are getting the Jast word in range boiler construction. 


Here is the history of “NACO” 


The Jobbers of Plumbing Goods of the United States desired a Standard of Weights 
and Capacities of “Galvanized Range Boilers.” The National Committee of the Confederated 
Supply Associations thereupon appointed a committee on Standards. This committee compiled 
a standard for Range Boilers. The Standard stipulates that all Galvanized Range Boilers must 
be stamped with their actual capacity, and the materials used in the boilers must be of a specified 
thickness, On all such boilers the ‘‘Naco’’ label may be used. 


Koven Boilers bear the “NACO” mark 


SEND FOR CATALOGUE 


L.O. KROVEN ® BRO. 


5O CLIFF STREET, - NEW YORK 
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~—SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. 


Nothing more simple or compact 


Installed in the Municipal Lodging House, N. Y. C. 


No Springs, diaphragms or delicate moving parts in the “‘SMJ’’. Our Automatic ACME Valve 
is‘‘Perfection’’. Ejectors for buildings,steamships and yachts in various types. Catalog on reques* 


SANITARY MECHANICAL SPECIALTY COMPANY 


THOS. J. TUOMEY, Pres. J.J. WALSH, Sec. and Treas. 
NICHOLAS J. HAYES, Vice Pres. _ WM. McCLINTOCK, Engineer 


157 East. 72nd Street, New York 


Boston Agents—Dalton-Ingersoll Mfg. Co., 171 High St. 
San Francisco, Cal Agents E. A. Keithly, Metropolis Bank Building 


A PERFECT THREAD 


What you get Four Types — Belt, 


in one opera- 
tion with the 


LOEW 
VICTOR PIPE 
MACHINE 


THE LOEW MANUFACTURING CO. 


Motor and Gasoline 
Engine Driven, also 
Hand Operated. 


14 TO 8 INCHES 


Send for Catalog 


9100 Madison 
Avenue 


Cleveland, O. 


THE TOOL YOU LONGED FOR 


N. M. GOMBINATION 
KEY WRENGH 


the best tool for plumbers ever invented 


for connecting up 
Bath Wastes 
Basin and Pedestal 
Basin Plugs 
Tank Spuds 


Closet Spuds 
Wash Tub and 
Strainers 


Enameled Sink Plugs 


Square openings in handle, three sizes 
for Curb Boxes and Plugs 


Send for Catalog 


National Mechanical Appliance Co. 
600-610 Kent Ave., Brooklyn, N. Y. 


lars annually. It is a business suited to 
all seasons of the year, but this is the 
season when prospects who are contem- 
plating installing a gas plant may be 
easily sought in a personal interview 
and the advantages laid before them. 
With the co-operation of the manufac- 
turers in furnishing data and informa- 
tion toward enlightening the customers, 
the plumber easily obtains this business. 

Sunlight generators are of automatic 
control, operated entirely without the 
use of springs, weights, pulleys, levers, 
valves, motors, clock-work or any other 
troublesome complications. Only a cer- 


tain amount of carbide is fed into the 
It has an in- 


water as the gas is used. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


the latest catalog is an excellent author- 
ity on acetylene lighting, and the data 
given makes this book of great reference 
value to the trade and public in general. 


———=§ 


Fine Installation of Fixtures in the 
Home of International Har- 
vester Co. 

HE new foundry building recently 
Ab: completed at the Milwaukee 

branch of the International Har- 
vester Company of America has the dis- 
tinction of being the largest structure 
of its kind under one roof in Milwaukee, 
while the toilet rooms in this establish- 


VIEW OF A PORTION OF 


direct device which makes an oversupply 
of gas impossible. The indirect system of 
feeding or dropping carbide, is distinct- 
ively a Sunlight feature, and is quite 
essential to safety as well as economy. 
Sunlight Gas Machines range in capacity 
suitable for the humble little bungalow 
or the largest hotel or even whole town 
lighting plants. 

Simplicity has been the keynote in the 
construction of the “Sunlight”? machines; 
in no instance has quality or safety been 
sacrificed for price. There are but two 
main parts to the “Sunlight” apparatus, 
the gas holder and the generator. It has 
received the highest endorsements from 
practical engineers and is constructed so 


PARTIAL VIEW OF THE WASHROOM SHOWING BATTERIES OF LAVATORIES 


as to secure the measure of safety pre- 
scribed by rules of the National Board 
of Fire Underwriters. 

Descriptive matter will be sent to 
readers of THE PLuMBERS’ TRADE JOURNAL 
who request same by addressing the Sun- 
light Gas Machine Co., 41-48 Warren 
street, New York City. The fund of in- 
formation contained among the pages of 


THE ToILET Rooms SHOWING CLOSET INSTALLATIONS 


ment are probably the most modern and 
certainly the most elaborate to be found 
in any foundry in the Northwest. The 
International Co. believes that nothing 
in the way of modern and sanitary im- 
provements is too good for its employees 
and this idea has been adhered to closely 
at its Milwaukee plant. : 

One picture shows a vast array 0 
more than seventy wash basins in the 
new toilet rooms, while the other picture 
shows a few of the many closets and 
urinals arranged for the convenience of 
the thousands of International em- 
ployees. Practically all the work of in- 
stalling the toilet room equipment was 
done under the direction of Albert 


Thiessenhusen, a young Milwaukee mas- 
ter plumber, who has been making 4 
specialty of this sort of work for Mil- 
waukee industrial concerns. The work — 
has attracted much attention and has | 
called forth much favorable comment — 
from George R. Stolz, superintendent of — 
the plumbing and house drain depart- 
ment of the city of Milwaukee, Wis. 
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ONEY WELL 
HOT WATER HEATING 


Honeywell Hot Water Heating is hot water heating under per- 
fect control. 


‘The owner pays no attention to dampers or drafts; the slight- 
est change of temperature is instantly detected and drafts regulated 
accordingly. Quick or unexpected weather changes make no 
difference—heat in rooms is always at point desired. The owner 
may sleep in a cool room, if preferred, and wake in a warm one. 
Let heat down, leave house for hours, return to find rooms just as 
wanted. Water heats from 85 to 240 degrees, according to re- 
quirements, but cannot boil. That's automatic regulation. 


If you do not know about the Honeywell System of controlled 
hot water heating; if you do not know how economical it is, how 
easy it Is to install and how we help you sell it and put it in, write 
us for our full line of new booklets that explain every feature of 
this most efficient and dependable system. 


THE 
ONEY WELL 
HEATING SPECIALTY ©: 


WABASH, IND. 


New York Office— 
’.. T. RAWLEY, Mer. 
Herald Square Bldg. 
141-145 W. 36th Street, 
New York City 
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nual Convention of 
ji the National Associ- 
fation of Master 
Plumbers was held 
in Salt Lake City, 
July 16th, 17th and 
18th. Delegates 
wended their way 
hundreds of miles 
from home and busi- 
ness for the purpose 
of doing good for 
the craft that they 
represent and _ to 
learn something that would be of help 
to them in the conduct of their business. 


Newly Elected National Vice-President 
Chris. Irving, Denver, Colorado 

There did not seem to be a vast amount 
of work before the Convention which 
might have any portentious result among 
National or individual affairs. The Con- 
vention was a quiet, orderly affair, well 
conducted, about one-half of the time of 
the delegates being devoted to executive 
session, and the other half to listening 
to committee reports and the presenta- 
tion of resolutions. Some of these reso- 
lutions were passed over very rapidly, 
while others were recommended, and still 
others placed in the hands of the in- 
coming Executive Committee. There was 
nothing of great moment to come before 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


j 
2 


UMA LDAANIIIIININ 


Yan 


E>” 


i j 
4 MOMTGOMERY S BiG BANDESHELDS 
in Jladieanaanaer cent 


Newly Elected National President Frank J. Fee, New 
York City 


the Convention that could create tre- 
mendous debate, or enthusiasm, but on 
the whole the sessions were probably as 
pleasant as have ever been enjoyed at 
a National gathering. The one regret- 
able feature was the leaving out of the 
reading of essays. These are prepared 
by the authors after much time and 
thought, and we believe ought to be 
given the open consideration and debate 
similar papers are accorded by other or- 


S. Louis Barnes, Philadelphia, Pa. 


ganizations at their regular conventions. 

It was the smallest Convention in 
point of numbers that has been held in 
years. That, however, is possibly ac- 
counted for by the tremendous distance 
to be traveled by delegates from the East. 

The delegates were met at the stations 
by committees of the master plumbers’ 
association, who escorted them to their 
destinations. The members of the Board 
of Directors of the National Association 
were among the earliest arrivals in town, 


George F. Uber, Philadelphia, Pa. 


= 
automobiles meeting them at the trains, 
while the local committees cordially wel- 
comed. them. The officers of the Utah 
Master Plumbers’ Association were right 
on the job. There was President Will 
Rees, Vice-President W. S. Higham, 
Treasurer A. H. Walsh, SecretaryF. W. 
Jones, who, by the way, is Tar PLUMBERS’ 
TRADE JouRNAL Salt Lake City corre- 
spondent, and Sergeant-at-Arms Pat W. 
Gorman, whose eloquent speech at Gal- 
vestion was mainly instrumental in 
bringing this convention to Salt Lake 
City, and Bird Lake. 

As a matter of fact, the entertain- 
ment and reception committee of the 
Salt Lake City Master Plumbers’ As- 


“The Mayor of Nahant,’ Daniel G. Fin- | 
nerty, Boston, Mdss. rah 


it is no more than fair that each 
one be mentioned. The list is as 
follows: Anderson Bros., Charles Amott, 
P. B. Alder, W. A. Bywater, Carthey & 
Dumbeck, Coulam & Taylor, Cror 
Bros., Thomas Carns, Peter P. Erskine 
J. M. Erskine, Davidson & Harris 00, 
Dietz & Davis, H. L. Fox & Co., James | 
J. Farrell, Green Heating & Plumbing — 
Co., Higham-Burton Co., Higson & Ros- 
siter, Higley-Dudley Co., J. C. Heesch, 
Hurd Bros., James & Obray, J. M. Luce, | 
John Odin, Parfitt Plumbing Co., Will — 
Rees Plumbing Co., Reeve & Pettit Co, _ 


sociation comprised every member, and | 
I 
1 
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National Director James Symth, Spo- 
kane, Wash. 


Robert Sneddon, South Side Plumbing 
Co., Walsh Plumbing Co., Wright Osborne 
Co., Wm. J. Wright Corporation, West 
Side Plumbing Co., 8S. A. Sundbeck, Salt 
Lake Plumbing Co., Ralph & Bills, Spen- 
cer & Neslen Co. 

Not alone were the master plumbers 
interested, but the citizens of Salt Lake 
City showed their consideration in vari- 
ous kindly ways. Bunting was displayed 
in quantity, while thousands of electric 
lights were strung upon the main street 
blazing their welcome during the even- 
ings. 

There were large numbers of delegates 
at the other hotels, Hotel Kenyon, The 
Semloh, etc. Open house was accorded 
the delegates by the “Elks,” and the 
“Hagles.” Both of these club houses are 
pretentious and attractive homes wherein 
visiting plumbers were gladly received 
and entertained. The Commercial Club 
also extended its greetings and invited 
the visitors to call. 

On Sunday afternoon a large number 
of delegates, with their wives, attended 
services at the Tabernacle, and listened 
to an organ recital, the equal of which 


had never been heard by them before. 
Others were taken about the city, in 
automobiles, or entertained in other ways. 

The plan of entertainment of the week 
was varied and was outlined in a souve- 
nir program issued by the Utah local 
association. 

On Sunday evening, the management of 
the Hotel Utah supplied a musical enter- 
tainment in the main corridor, which 
included singing by local well-known 
soloists. Monday, the various committees 
were busy preparing matters for con- 
vention work.. The National Board of Di- 
rectors held their regular meeting in the 
morning. The meeting was well attended, 
the only absentee being Tom Young of 
Mobile, Alabama. National Treasurer W. 
McCoach, of Philadelphia, was present 


at the meeting and we are creditably in- 
formed by THe PLUMBERS’ TRADE JOUR- 
NAL’S keyhole reporter that for some 
reason or other he overlooked handing 
around his customary well-known brand 


A Glance at the Interior of the Convention Hall During a Busy Session. 
Trade Journal’ 


“The Plumbers’ 


of spontaneous combustible, Riena de 
Stinkdoro Grasshoppero. Probably it was 
because the members were on to the 
curves of the genial collector of internal 
revenue for the port of Philadelphia. 
The following day or Tuesday morning 
marked the direct opening of the Con- 
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National Treasurer Wm. McOoach, Philadelphia, Pa. 
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vention. Beautiful weather greeted the 
delegates, who without fuss or pomp 
made their way singly and in groups to 
Barrett Hall, where the sessions were 
held. Entering the hall, which blazed 
an artistically decorated welcome, the 
delegates found it an easy matter to ob- 
tain the seats assigned to them, each 
state having its own particular space 
with signs to point the way. The bal- 
cony had been assigned to the women 
folks and visitors and they filled it to 
overflowing. They were interested spec- 
tators to all the opening events, show- 
ing their appreciation of the speeches of 
welcome by frequent applause. 

The platform for the officers and 
speakers was well filled by men promi- 
nent in upholding the dignity and power 
of the craft for years past. Many past 
presidents were to be seen as well as 
the present officers and the members of 
the Board of Directors. Governor Spry 
of Utah graced the occasion by his 


Taken by 
Camera 


presence, while Mayor Park sat near him. 

On the platform, besides the officials, 
were the following:— 

Benjamin Goddard, president of the 
Bureau of Information of the Mormon 
Church; Joseph E. Caine, secretary of 
the Commercial Club; National . Presi- 
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National Director John Trainor, Balti- 
more, Md. 

dent Eynon, National Secretary Lewis 
Deuble, National Treasurer William Mc- 
Coach, Chris Irving, Daniel G. Finnerty, 
A. Selden Walker, John Trainor, E. D. 
Hornbrook, William H. Halsey, David 
H. Roberts, Jeremiah Sheehan, Carl J. 
Stein, Andrew Curtin, Frank Patterson, 
Frank Fee, Walter Nolan, Harry Mellon, 
Robert V. Lambert, F. Klimm and W. 
Emmett Crosby. 

The work of the day was speedily be- 
gun, President Eynon simply allowing 
time for the seats to be filled and then 
arising and rapping for order. It was 
a characteristic and fitting speech which 
he delivered to the delegates, explaining 


the reason of the Convention and not 
taking up superfluous time. 
President Eynon said in part: “Most 


of you, I know, have travelled a long dis- 
tance to be here, sacrificing time from 
your business and home to be present 
this morning, and are not here from 
any ulterior motive. There is no selfish- 
hess connected with it because you per- 
sonally gain little, and only as every 
home and city gains by your delibera- 
tions and the work of this Convention. 

“A year ago the delegates to the pre- 
ceding convention selected this beautiful 
city for this Convention, and how wise 
they were in their selection you can 
understand as well as I do. We have 


National Director E. D. Hornbrook, Kansas City, Mo. 
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Where are Jetector Closets Used? 


People’s Gas Bldg., Chicago 


Warr 
Griswold Hotel Det 
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Above Are Only a Few of the Buildings 


en M. Crosby Co's. Store, Topeka, Kan. 
roit 


Sabetha Hospital (Nurses Home) 
Sabetha, Kan. 


Wall Outlet Type 


F ederal-Huber Co. 


For Country and City 
Homes, Clubs, Public 
» Institutions. Apart- 


ment Houses and Bath 


Room Water Supply. 
a 


66 
Roserrsoy” 


“STERLING” on 


QU 


Woodmen of the World, Omaha, Neb. 


on PLUMBING FIXTURES anp 


Karpen Bldg., Chicago 
Iten Biscuit Co.. Omaha 
Blish, Mize & Silliman Hdw. Co. Warehouse 
Northwestern University Gymnasium, 
Evanston, Ill. 
Stock Yards Exchange, S. Omaha 


McCormick Annex, Chicago 


Gary Hospital, Gary, Ind. 5 
Bronx Park Public Comfort Station 
New York 


Jetector closets are installed in over one hundred first class build- 
ings, and have more than made good. ‘The ones shown above were 
selected to show the wide range of buildings to which these closets 
are adapted. 


Our list of installations includes Hotels, Factories, Office 
Buildings, Hospitals, Public Comfort Stations, Schools, 
Gymnasiums and large Apartment Buildings. 


It saves from 
It leaves the floor clean 


The Jetector closet cannot stop up out of easy reach. 
one-half to two-thirds on water bills. 
and sanitary. 


It represents the greatest advance in plumbing goods and installation 
made in fifteen years. Let us tell you all about it. 


Chicago 


SILVER Mean one and the same thing, 


ALITY 


Tell eames 


THE James Robertson Manufacturing Co. 
106-108 Hopkins Place 


BALTIMORE, MD. 


Manufactured by 


The Dayton 
Pump & Mfg. 
Company 


6 Norwood Avenue 


Dayton, Ohio 


come here to a beautiful city, one of 
the most beautiful cities that I have ever 
seen and comparing most favorably with 
any city on this great continent. We 
have met not only our own brethren, 
but citizens of this city, who have ac- 
corded us a most kindly welcome. We 
are pleased to meet this morning and 
enter into our deliberations. 

“On behalf of the delegates, I extend 
greeting to the ladies who are our guests. 


SE 


A Crush of Delegates at Saltair 


We are pleased to have them with us. 
I know that the intelligence represented 
by the delegates sitting in the parquet 
ready to deliberate, realize that the 
bright faces and beautiful gowns of the 
ladies adorn and give grace and beauty 
to the picture. 

“To our honored guests on the plat- 
form, who are here to assist and give 
us information that we know little about, 
and their wholesome advice, I would say 
that we appreciate their being with us 
this morning. 

“Before proceeding with the exercises 
it is only fitting that we ask the guid 
ance of the Deity, and I have the pleas- 
ure at this time to introduce to you Rey. 
Benjamin Goddard, who will invoke the 
blessing.” 

The reverend doctor pronouncing the 
invocation, asked the blessing of God on 
the thirtieth annual gathering of the 


Senator Elder and a Delegate From — 
Kansas 


National Association of Master Plumbers 
to guide them in their deliberations so 
that their decisions and work in the — 
convention hall might be conducive to 
the everlasting benefit of the sovereign 
people of the greatest nation on earth. 
Ex-President Henry Green of the Salt. 
Lake City Association, who extended 
Salt Lake’s invitation to the plumb- 
ers at Galveston, last year, opened the 
usual addresses of welcome. Mr. Green 
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said the Salt Lake City police seemed 
to be conferring honors upon him. He 
recalled that he was at Chicago two 
years ago, and at Galveston in 1911, 
where he invited the plumbers to par- 
take of Western hospitality. He ex- 
pressed the hope that while there they 
would enjoy themselves. He then out- 
lined the general program of entertain- 
ment that had been arranged for them 
during their stay. He also told the 


A Bunch of Delegates Around the Young 
Monument 

delegates that the welfare of the ladies 

had been well provided for and they 

would be well taken care of, so that the 

business of the Convention would not be 

interfered with. 

Governor William Spry was next in- 
troduced, and in the course of a lengthy 
but entertaining address, said it was 
with a good deal of pleasure that he 
welcomed the national body of crafts- 
men on behalf of the state of Utah. He 
also expressed pleasure at the large 
attendance. 

Mayor Samuel C. Park of Salt Lake 
City was next to welcome the delegates. 
The Mayor said he did not think there 
were sO many master plumbers in the 
world, nor did he see how the world 
could stand it. 

The Hon. B. H. Roberts of Salt Lake 
City also very eloquently extended a 
welcome, while Judge William H. King, 


State President W. J. Woolley, Evans- 
ville, Ind. 


another of the plumbers’ hosts, followed 
Mr. Roberts. Mr. King, in discoursing 
on the merits of association and giving 
his views of the plumbing craft, told the 
boys of the plumbing in his house, done 
by Pat Moran of Salt Lake City. He 
described it as a monument to which he 
could testify from the bottom of his 
pocket. 

J. E. Caine, secretary of the Commer- 
cial Club, Salt Lake City, told the gather- 
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A Prominent 
Chicago Master Plumber 


Writes As Follows: 


PERRY F. LARSEN THE 


Plumbing Contractor 66 


Pt) 


Warer HEATER 
& RANGE BOVLER 


3208 Sherrieco Ave Te. Gracetann 6787 


Chicago, 12, 1912 
Bastian-Morley Company, 
Chicago, Ill, 


Gentlemen: 


It might interest you to know that the thirty 
gallon "Superior" Gas Water Heater won by me at the raf- 
fle held by The Chicago Master Plumbers Association on 
April 5th, was installed in the home of one of my cust— 


omers the very next day. The Heater has since given the 
very best of satisfaction, 


In talking to my customer regarding it he says, 
they get enough hot water for a bath in ten minutes, and 
that they would not be without the comfort and conveni- 
ence that the "Superior" affords, for many times the cost. 


Thanking you for your promptness in delivering 
the heater, and wishing you much success, I am 


Very truly yours, 


When you install the “Superior” a satisfied customer is assured. Because the “Superior” 
rapa: : ae 

pays for itself in a short time in the gas it saves. “The “Superior” consumes less gas for the 

work it performs and makes water hot quicker than any other gas water heater on the market. 


A postal card will bring our new catalog No. A 12. 
Mention your jobber when writing. 


(PATENTED) 


BASTIAN-MORLEY Co. 


SCHILLER BLDG CHICAGO, ILL. 


(CHICAGO) 


Just think of it—150 pipe ma- 
chines cf ONE make in ONE city. 
Some machines, you say. Sure, 
but there is a sane reason for it. 


They prove in use the best money 
can buy, and a paying investment. 
No matter how severe the duty 
required of them they are always 
ready for it. 


GET THE CATALOG 
Bignall & Keeler Mfg. Co. EDWARDSVILLE, ILL. 
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ing of the wonders to be found in and 
about the city. 

President Eynon then called upon 
John Trainor of Baltimore, Md., who had 
been occupying a seat on the platform, 
to say a word in reply to the gentlemen 
that had just been heard. Mr. Trainor 
very eloquently explained the presence 
of the plumbers in Salt Lake City at that 
time and indulged in a discourse upon 
the history of the National Association, 
going back to its infancy, thirty years 
ago. He was most heartily applauded, 
for he is a popular orator. 

Charles Higson, of Salt Lake City, 
then addressed the President, and pre- 
sented that gentleman with a handsome 
gavel wrought of Utah silver. Mr. Ey- 
non, in responding, called attention to 
the fact that the Salt Lake City delega- 
tion was almost entirely responsible for 
his selection as the national chairman 
last year and he should keep the remem- 
brance and prize it. 

A communication of greeting from the 
Ladies’ Auxiliary of Kansas City, Mo.. 
was then read. This body is said to be 
the oldest of its kind in the country. 
The communication read as follows:— 
To the Officers and Members of the National 

Association of Master Plumbers of the 
United States of America, in convention 
assembled. 

GENTLEMEN: The Women’s Auxiliary to 
the “Association of Master Plumbers” of 
Kansas City, Mo., extends hearty greetings 
and sincere wishes for a pleasant and profit- 
able convention. We are in our infancy, 
being less than two years old, but they have 
been two years of activities attended by 
happy results. Our constitution strictly for- 
bids the admission of a member whose hus- 
band is not in good standing in the local 
association. Our objects are social, sanitary 
and commercial and in the years to come it 


The New Jersey Delegation Sniffing the Salt Air at Saltair 


is our hope that it will also be said of our 
auxiliary to this, the greatest of all, trades 
organization that we “Builded better than 
we knew.” 
Cordially yours, 

WoMEN’s AUXILIARY, KANSAS CITY, Mo. 

A telegram of congratulations and 
greetings was also read from J. J. Wade 
of Chicago, which, upon motion of Wm. 


Looking Pleasant for “The Plumbers’ Trade Journal’ Camera 


in his chair and let the big fellows of 
the big cities do the work, thinking that 
he himself was not needed. That he 
since had come to learn that the little 
plumber from the little town is just as 
much of a big plumber after he graduates 
as the big plumber from the big city. 
Co-operation is the thing most needed. 


Harry Weaver of The Peerless Selling Co., Evansville, Ind., Talking to Some Delegates 


H. Doyle of Philadelphia, was replied to 
by wire. 

At this juncture Mr. Drees of Cleve- 
land, president of the Ohio State Asso- 
ciation, requested the floor to address 
the Chair, and presented President By- 
non with a handsome gavel as a token 
of esteem from the Ohio association. 
The gavel is a handsome ebony affair 
mounted with silver. Mr. Eynon, in re- 
plying, said that formerly he sat back 


Daily” 


W. W. Hughes of Minneapolis, Minn., 
reported for the Committee on Creden- 
tials. 

Mr. Sheehan of St. Louis moved that 
the Chair appoint a Committee on Reso- 
lutions, to be composed of three mem- 
bers. Whereupon the Chair made the 
following appointment: RESOLUTION 
COMMITTEE: Jeremiah Sheehan of St. 
Louis; George E. Smith, Denver; F. B. 
Lazette, New York City; George F. 


The Delegates upon Their Arrival 


Reeke, Green Bay, Wis.; Alexander Cole- 
man, San Francisco. 

AUDITING COMMITTEE: C. J. Her- 
bert, Chicago; R. T. Rock, New Haven; 
A. M. Smith, Atlanta. 

SERGEANTS-AT-ARMS: J. R. Reed, 
Salt Lake City; B. Joseph O’Donnell of 
Syracuse, and Tom Watts of Kansas 
City, with the authority to employ any 
additional talent needed. 


TUESDAY AFTERNOON SESSION 

Immediately upon convening Tuesday 
afternoon, President Eynon read his 
lengthy annual report; three hours were 
consumed in this manner, but the dele- 
gates were well repaid for their time in 
the convention hall, for, while the after- 
noon sun made it necessary for most to 
remove their coats and collars, the very 
able and intelligent address of the Presi- 
dent was a treat. His report is in part 
as follows:— 3 

Immediately following my election to the 
presidency, I was honored with an invita- 
tion to accompany the New York delegation 
home via the Gulf of Mexico and Atlantic 
Ocean, on board of the ship which those 
gentlemen chartered. I cheerfully and 
thankfully accepted their courteous invita- 
tion, and a healthier trip, or more congenial 
company, I never experienced during many 
years, and I return thanks to them and 
express my appreciation for the kindness 
shown me by the New York City delegates, 
master plumbers and members of the Na- 
tional Association. 

While out upon the great ocean, away 
from land and my country, I awoke to the 
fact that all of our elected officers—Presi- 
dent, Secretary, and Ex-President Walker— 
were also out of their country, that the old 
Board of Directors dissolved, and the new 
Board not appointed. The thought came 
to me that our Association as a national 
body had no existence, in so far as the 


at Salt Lake Beach 
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The Delegates Going into the Conven- 


tion Hall 
realized 
who still 


membership was concerned, until I 
that our Wm. McCoach, 
lives, was elected an officer of the Associa- 
tion, and well able to care for and assume 
the responsibility of all other officers, and 
that the Association was well protected in 
that way. Relief came to me, and the 
pleasures of the water trip were revealed 
in a lasting friendship with the congenial 
companionship aboard. 

Treasurer McCoach conducted affairs ad- 
mirably during his administration of a few 
days, as the following inventory, taken on 
my return home, will show you :— 

Total disbursements, $18,910.25. 

Balance in treasury, $10,279.46. 

Arriving home, I proceeded to establish 
headquarters, to invoice our standing, and 
this is what I found :— 

Liabilities—None; we were square 
counts. 

Membership—In 
July Red Book, 
ship was 8,627. 

Our assets—With all bills paid to date, 
there remained in the treasury the sum of 
$10,279.46. 

The national office was organized and in 
working order July 5, 1911, with W. Emmet 
Crosby installed as executive clerk, and 
Louis E. Deuble, as national secretary, in 
Canton, Ohio, my home city. 

The Building Owners’ and Managers’ As- 
sociation in convention in remarks and a 
resolution condemned and denounced the 
master plumbers of this country and grossly 
assaulted and insulted our National Asso- 


treasurer, 


in ac- 


preparation to print the 
I found the total member- 


Q. M. Higley, Chairman of the Finance 
Committee of the Salt Lake City Local 


if the printed reports in the daily 
own Official organ quoted 


ciation, 
press and their 
them correctly. 

You may be familiar with the resolution 
I refer to, but I deem it of sufficient im- 
portance to again reproduce it and read the 
press reports :— 

Cleveland Press, July 13, 1911 
“Doyle’s resolution. 

“Whereas it is a well-known fact that for 
many years the national association of 
manufacturers and dealers in plumbing 
supplies and fixtures has maintained one 
of the most outrageous and unfair trusts, 
and has defied all laws and all decency in 
their methods of controlling the sale of 
plumbing supplies and fixtures’ through 
plumbers, and refusing to sell direct to 
anyone except through a plumber, who in- 
sists in installing same at an extravagant 
cost to the purchaser, notwithstanding the 
faet that building manufacturers and own- 
ers use much more material and cannot buy 
in the open market, therefore be it re- 
solved that the Chairman appoint a com- 
mittee of five members of this Association, 
whose duties shall be to take such action 
as to them seems best and advisable through 


national, state and city legislation, that 
will put an end to such un-American 
methods as now prohibit us purchasing 


sewerage so that decomposition will not in- 
terfere with health and happiness. 
The master plumber, through the Na- 


tional Association, undoubtedly has been and 
is now the chief factor in the health prog- 


ress our nation has made during the last 
thirty years. 
Late federal statistics record the lowest 


death rate in the history of the nation, and, 
as one of the greatest journalistic writers 
has said, the master plumber may be 
counted upon as one member of society de- 
serving of commendable credit, and that 
the human family is now living more years 
and with better surroundings to enjoy those 
years, than ever given to civilization before. 

It is my honest belief that the master 
plumber coined the word “Sanitary,” for it 
was his voice we heard first of all talking 
for and about it, and telling its great virtues. 

It is his voice we hear today, asking for 
more progressive laws and inspections: to 
further protect the people—he is ever watch- 


’ 


ful and on guard. 

If the Association of Owners and Man- 
agers of big buildings are affiliated for the 
benefit of humanity and the progress of 
civilization, let their works bespeak the 
good news. 

Their sarcasm and insults to the master 


in the resolutions 


plumbers of this country 


Messrs. Best, Reynolds, Hawley, Williams and Hook of The ©. A. 


Dunham 


Co., 


Marshalltown, Iowa 


Where we please, thus breaking up such 
dark-lantern methods, and that such com- 
mittee be given full power to act and report 
all proceedings at the next convention.” 
The National Association of Master 
Plumbers are celebrating today the thirtieth 
annual convention of its inception, and the 
continuous affiliations of its membership. 
We should feel proud of the achieve- 
ments of the master plumbers, through the 
National Association, during the past thirty 


years. We have given protection to so- 
ciety, which was never equaled in: the 
world’s history; we have been alert, have 
publicly proclaimed our knowledge, and 


made demands for better sanitary laws and 
conditions pertaining thereto. 

We have pleaded with federal and state 
authorities for laws to regulate and protect 
humanity from contagious diseases, and our 
demands have been insistent with local 
boards of health to make and enforce laws 
to properly regulate and inspect all depart- 
ments wherein the sanitation of the com- 
munity may be perfected. 

We have urged better systems of drain- 
age for our cities and towns, so that our 
homes, public buildings, factories, schools, 
and the great tenement districts in the large 
cities may be cleansed and made healthier 
by disposing of the wastes of the human 
body, and to dispose of the waste called 


is but complimentary when the evi- 


dence is in hand. 
Their whole thought expressed by resolu- 


to us, 


tion is “commercialism,” and even that 
thought is contrary to the natural law of 
trade. 


The bounden duty of a master plumber as 
a merchantman is to be honorable. He must 
subserve the interests of his client, protect 
the people in quality of merchandise and 
in the proper installation of harmful me- 
chanical appliances, and to insist on a thor- 
ough inspectien thereof. 

As master plumbers, we are fulfilling this 
great mission awarded to us by society; 


and in the transaction of business affairs, 
under the law of competition, though keen 
in its effect, it gives a safeguard to the 


people they always will enjoy 
change of commercial values. 
Letter Number 2 was prepared and mailed 


in the ex- 


to the local associations with certain in- 
structions with which you are no doubt 
familiar. 


The intention of letter Number 2 is mani- 


fold; first, we wanted to gather accurate 
statistics showing the sanitary conditions 


of public and semi-public institutions. The 
public, as we term it, consists largely of 
the common people. These people are sub- 
ject-to what is offered them by those in 
greater authority, and they accept condi- 
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tions as a matter of course, until awakened 
by sentiment created by just such a body as 
we represent. 

Improving the sanitary conditions of 
parks, depots, schools, pleasure resorts, etc., 
is a part of our noble work, and we feel 
that responsibility to the extent that we 
want to know the conditions as they actually 
exist, and if they are dangerous to health 
and to the welfare of our people, we must 
proceed to correct them as fast as we can 
in a consistent and intelligent manner. 

The result of this letter will be given to 
your convention by the national Sanitary 
Committee. They are prepared to give you 
facts supported by reliable authority. 

Special Committee. The Galveston Con- 
vention authorized the President to appoint 
a committee to meet a committee of the 
National Association of Master Steam and 
Hot Water Fitters, for the establishment of 
such conditions as may from time to time 
appear mutual to the best interests of the 
members of each organization and for the 
abatement, adjustment. and discontinuance 
of the evils heretofore set forth. 

Acting upon this demand, the President 
appointed the following Special Committee 
to meet with a committee of the National 
Association of Master Steam and Hot Water 
Fitters of the United States: John Trainor, 
Baltimore, Md. (chairman); T. A. Hill, New 
York City, N. Y.; Samuel F. Wilson, New- 
ark, N. J.; A. Selden Walker, East Orange, 
N. J.; Frank J. Fee, New York City, N. Y 

No further instructions were given the 
committee than to proceed in all haste with 
the work which was so ably started during 
the nomination of my predecessor, A. Sel- 
den Walker; and a full report of the com- 
mittee is given in the printed report of the 
twenty-ninth annual convention. 

The report of the committee under my 
administration will be given to you through 
its chairman, John Trainor of Baltimore. 

Albany Resolution. The National Office 
received a communication from James H. 
Doody, secretary of the Albany Master 
Plumbers’ Association, wherein a_ request 
was made for national recognition of a cer- 
tain resolution called the “Albany Resolu- 
tion.” 

The resolution was received and the re- 
quest was granted by having same put in 
printed form with the national President’s 
letter in reply to Mr. Doody, and both letter 
and resolution 
sociation. 


were sent to every local as- 


The official Board in session, January 8th 
to 10th, of this year, gave unanimous en- 
dorsement to the resolution, and this infor- 


mation was given to the locals as per letter, 


January 24, 1912. 

The report of the Board of Directors will 
include the “Albany Resolution’ for your 
disposal. This appears in the minutes. 


Charley Higson of Salt Lake City and 
Vice-President Chris. Irving of 
Denver, Colorado 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA, 


GRIPS EVERYTHING 


On a square A combination tool for every emergency. Grips them On a Round 
Bead all—pipe, bends on fittings, valves, flanges, surfaces of Bead 
all kinds. The VY Jaws between its regular jaws do the trick. 
Has many other time and labor saving features of great importance to the user. 


A GOOD TIP—GET THE BEST—TIME IS MONEY 


Made in 
four sizes 
2° 3,4, 5, it. 


Buy Direct of Your Jobber 
or Dealer 


KROESCHELL BROS. CO. MFRS. 


444 W Erie St. CHICAGO 


Plan for an Underfeed NOW 


‘GET READY TO 


Cat Your Coal Bills 


AZ 2 
: X¥% 10 Y% 
To Plumbers and Master Fitters 


THE above slogan, which appears in our regular magazine advertising, will 


be read by millions of property owners. Are you ready to meet the de- 
mand for the Underfeed? An exclusive sales agency is a bonanza because of the 
exclusive money-saving advantages of the Underfeed. You can prove by fac- 
simile letters of hundreds that Coal Bills are cut 1-2 to 2-3 by the installation of 


WILLIAMSON 
UNDERFEED BOILERS 


Many an Underfeed Agency which began with a one boiler or- 
der is now buying in carload lots. Every Underfeed Boiler which 
you install, means a persistent, enthusiastic, all-time booster for 
you. Here sa characteristic sales-promoting letter from Howard 
Weiss, Seigfried, Pa., Ist Vice Pres’t of Pennsylvania Ass’n of 
Postmasters, written April 19, 1912: 


“Last winter, my two Underfeed Boilers saved me $122 
in coal cost.’”’ 


Let us tell you of our special offer to put an Underfeed Sample 
Boiler on your floor NOW. It will prove a most convincing Silent 
Salesman. 

Our continuous national advertising creates big business and to 


get YOUR share write TODAY for FREE Catalog and Sales 
Agency Proposition. Services of our Engineering corps FREE. 


The Williamson Foundry Co, 
438 West Fifth Ave. Cincinnati, O. 


State Workmen’s Compensation Laws. We 
should not overlook the progressive spirit 
and activity of the master plumbers in Mil- 
waukee, who have recently banded them- 
selves together in what is known as the 
Master Plumbers’ Limit Mutual Liability 
Insurance Company of Milwaukee, for the 
purpose of mutually insuring each other 
against the liability for compensation to em- 
ployees for their disablement or death by 
accident. 

Their policy appears to be of the stand- 
ard form, and to quote from it, insures 
“against loss and expense resulting from 
claims made upon the assured” (the master 
plumber) “for damages on account of bodily 
injuries, including death, suffered through 
an accident occurring during the term of 
this policy by any employee or employees 
of the assured, or by any person or persons 
not employed by the assured, in and during 
the work of general plumbing, steam and 
gas fitting, and all work pertaining thereto, 
including the use of one or more teams or 
vehicles in the business of the assured, (the 
word ‘vehicles’ to include automobiles when 
used for delivery purposes and in connec- 
tion with said business).” 

The company’s payment for an accident 
resulting in injuries to or death of an 
employee is limited to $38,000.00; and the 
company’s total liability of an accident re- 
sulting in injuries to, or death of several 
employees, is $6,000.00. The company’s lia- 
bility for injuries or death of one person 
not employed by the master plumber is 
limited to $5,000.00, and the cost of injury 
or death to two or more persons not em- 
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of the state association. The duties of 
office were well performed and easily veri- 
fied, then why should custom compel these 
men to minutely detail the work performed, 
to itemize every detail of income and ex- 
penditure, and consume hours of valuable 
time of the delegates. To my mind, less re- 
ports, good auditing of accounts, and every 
hour saved and applied to the future prog- 
ress of national, state and local associations 
would be of greater benefit, encouragement 
and helpfulness to the delegates and the 
whole membership. 

I noticed, too, the absence of pertinent 
resolutions, either for state, or as subject 
matter for the National Convention. Local 
associations should provide thought for the 
state, and the state for the national meet- 
ings. How can the National expect to 
progress unless our states take up questions 
affecting them and present their findings 
to the National Convention for due con- 
sideration? 

I regard my official visits with state con- 
ventions as invaluable, better acquaintance 
with my fellow craftsmen, their hopes, de- 
sires, and general dispositions are worthy 
of greater praise and better compliment than 
I can give you. 

Grievances. The duties of the President 
necessarily bring him in close contact with 
the local associations. This is especially 
true if dissension exists, or disputes arise, 
which must be submitted to those higher in 
authority. I have correspondence of this 
kind from several locals, and I am pleased 
to say that my decisions in every case have 
been unanimously upheld by the Board of 


A Picture of the Official Stenographer Welch 


ployed by the master plumber, 
limited themselves to $10,000.00. 

Our Milwaukee members have thus organ- 
ized to protect themselves- under the Work- 
men’s Compensation Act of their state. Only 
master plumbers affiliated with the Milwau- 
kee Master Plumbers’ Association are eli- 
gible to membership in this mutual insur- 
ance company. The plan is to charge 1% 
premium on the estimated amount of busi- 
ness, and to reimburse himself the member 
charges an additional 1% on all work per- 
formed, thus making the premium, part of 
his “overhead expense.”’ Our Milwaukee 
members advise me they took these steps to 
insure themselves on account of the exces- 
sive premiums of the regular liability in- 
surance companies, since the Workmen’s 
Compensation Act went into effect. I am 
informed that over two-thirds of the mem- 
bership of the Milwaukee association are 
policy holders. 

Jacob Schuh, our national state vice- 
president for Wisconsin, is president of this 
new co-operative insurance company, and 
I am sure he will gladly give full details to 
delegates who are interested in the plan. 

If the Milwaukee association can make 
a success of their liability insurance com- 
pany, why can’t other locals do likewise? 
We will watch with much interest develop- 
ments along this line from Milwaukee. 

There are some criticisms I could make 
of each state association meeting I visited. 
They are not many, and I fear the same 
objections could be found everywhere. Let 
me state them. 

First: I observed that a greater amount 
of time—exceeding three hours to one—was 
given to reviewing work done by the officers 


they have 


Directors, and ostensibly by each interested 
local association presenting a case for de- 
cision. 

Nearly all grievances coming to my hand 
were internal troubles in locals, whose by- 
laws contained sections that were violated 
by some members. In some instances the 
by-laws were at fault, and were in conflict 
with the national by-laws, and could not 
be upheld. 

I take this occasion to say that there are 
local associations that evidently do not un- 
derstand our systematic organization. They 
seem to believe that the local is a free agent, 
and self-authorized to do as it pleases in 
making laws and rules and_ resolutions 
agreeable unto themselves. 

I congratulate the Convention today as 
there are few protests from inside our or- 
ganization or from without. 

A number of letters have come to the 
National Office relative to trade conditions, 
systems employed in trade by certain whole- 
sale merchants and the operations of mail 
order concerns, the modus operandi in the 
letting of contracts in certain localities, and 
the unfairness exhibited to the plumber who 
is ambitious to be recognized as a first-hand 
bidder for business. 

The correspondence I have received in this 
regard is given to me as a personal opinion, 
and the question follows: “Is this the best 
method to follow to become a_ business 
man?’ These questions are serious ones in 
my judgment, and the answer will be or 
should be brought out following the report 
of the Essay Committee. 

I am pleased to say that grievances do 
not consume much space in this report. If 
further details are wanted on grievances, I 
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will be pleased to present them on your call 
in executive session. 

Organization. The foremost effort of the 
National Office throughout this administra- 
tion has been to interest the present mem- 
ber, his local and state association, to the 
degree of thorough understanding of what 
membership in the state and national asso- 
ciations really means. The addition of new 
members was secondary. 

Our treasury is insufficient to provide 
funds for organization in a material way 
and to keep the machinery in motion that 
we have. I mean by this that no money 
can be assigned to our national state vice- 
presidents for meeting expenses, such as 
traveling through his state, postage or other 
expenses he would naturally create in repre- 
senting the National Office. The National 
Office is therefore confined to appeals to the 
local associations whenever our correspond- 
ence will permit of this feature to be intro- 
duced. 

A letter was sent out asking for a 10% 
increase in membership, and a fair number 
of replies were received in answer to it. 
A number of locals gave the increase; many 
may follow. The first half of the new ad- 
ministration may reap the harvest, which I 
truly hope it will. 

Membership June, 1911, according to 

Red Book, ....... eiinewelajens ste Souci)! ly! 
New members reported in addition to 

above as per report of President, 

too late for Red Book....... ele LOD 
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South Dakota. State associations organ- 


equitable arrangements can be entered into 
whereby the manufacturer will guarantee 
his product to the extent of fully reimburs- 
ing the plumber for his loss. 

I suggest that it first be taken up with 
the Association representing the manufac- 
turers, and if no satisfactory understanding 
can be reached, that the President of the 
National Association take up the subject 
with manufacturers individually with the 
ultimate object of advising members of the 
National Association of Master Plumbers 
just which manufacturers are willing to 
thus stand back of their goods. The manu- 
facturer who produces a first-class article 
that he is willing to stand by under reason- 
able conditions can appreciate the advantage 
of having the National Association recom- 
mend his products. 

If no understanding can be reached with 
the manufacturers to guarantee their goods 
to the extent of paying cost of reinstallation, 
we should not assume responsibility for de- 
fective material that does not show its de- 
fects until the water is turned on; especially 
not where we have had no voice in the se- 
lection—we having furnished the material 
according to specifications and sometimes 
against our advice. 

There is considerable detail to be worked 
out in this connection, but I think it could be 
carried out to the great benefit of our mem- 
bership, as well as to the first-class manu- 
facturer. 

I am of the opinion that conferences and 
agreements with manufacturers and job- 
bers as to the honest adjustment of disputed 
claims would be entirely within the law, 


The Chicago Delegation Train on the Way to the Convention 
ized at Huron, April 10, 1912. 


Membership, 
26, from 12 towns. President, L. W. Skiff 
of Brookings. Secretary-Treasurer, C. Dres- 
selhuys of Aberdeen. This is the state in 
which Thomas P. Watts of Kansas City, 
Mo., did some missionary work. 

Utah. State association organized Octo- 
ber 5, 1911. President, C. J. Higson of Salt 
Lake City, Secretary, F. W. Jones of Salt 
Lake City. Members of this association were 
and are affiliated with the Colorado and vi- 
cinity association. 

Guarantee of Goods. Our Association 
should do something to persuade manufac- 
turers who guarantee their goods to make 
the guarantee of some value. As a rule the 
manufacturer’s guarantee is of little value, 
for the plumber is usually put to more extra 
expense in replacing a fixtures than the 
manufacturer is in furnishing a new fixture. 
The manufacturer of a good article should 
be willing to gurantee his goods by not only 
replacing defective fixtures but reimbursing 
the plumber for all legitimate expenses he 
is put to on account of latent defects in ma- 
terial. It has been argued by the manufac- 
turers that they could not do this as in 
many cases the plumber has presented and 
would present unreasonable bills for re- 
placing defective goods. There may be now 
and then an instance where a plumber has 
attempted to hold up a manufacturer in this 
manner, but I think such instances would 
be extremely rare, and could be guarded 
against by arbitration if a controversy 
should arise. 

I recommend that our Board of Directors 
be authorized to take up the subject with 
the manufacturing interests and see if some 


and I earnestly recommend that something 
be done to remedy these conditions. 

Disputed Claims. One of our members 
called to my attention a condition that we 
should make some attempt to remedy, and 
the only way I see that it can be done is 
through a friendly conference with a com- 
mittee from the Central Supply Association ; 
the Eastern Supply Association; the Pacific 
Coast Supply Association; or probably bet- 
ter still, the National Committee of the Con- 
federated Supply Associations. 

It appears that one member had bought 
some fixtures from a jobber; that some of 
them were defective and others were not 
what he ordered. In an attempt to adjust 
the account the plumber, very justly I think, 
charged the jobber with the expenses he 
had been put to on account of what appeared 
to be the negligence of the jobber in filling 
the order, and for the defective goods. The 
plumber and the jobber could not reach an 
adjustment, and the jobber, very arbitrarily, 
to my mind, referred it to his association, 
and the secretary of that association noti- 
fied the plumber that unless the account was 
paid within ten days the members of his as- 
sociation would be notified. 

I understand that our National Associa- 
tion has never taken any action in cases of 
this kind and I think it is opportune that 
we should protect our members in instances 
of this kind, when they are in the right. 

I would recommend that our Board of 
Directors communicate with the supply peo- 
ple and ask that a committee of three be 
appointed, looking to the establishment of 
an Arbitration Committee to consider ques- 
tions of this nature. 
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Your Cost of Pipe Threading Can Be Lowered 
by Doing the Work in Your Own Plant 


It’s a simple question. 
Sublet the job and you run 
the risk of inferior work 
and you pay higher prices 
than if you did your own 
pipe threading. Besides 


you run the risk of unsat- 
isfactory deliveries. 


No matter what your pipe 
threading demands, there 
isa 


Merrell Pipe Threading 
and Cutting Machine 
that will give you the required service, at lowest cost. 


The new Merrell has many features for quick, easy, economical threading 
of pipe. One set of dies cuts wrought or steel pipe equally quick, automatic 
cutting off. You ought to have the Merrell catalogue. Write today to 


THE MERRELL MFG. CO. 
20 Curtis Street Toledo, O. 


Eastern Office—Real Estate Trust Building, Philadelphia, Pa. 


= Sansealo 
Drains 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS with back water traps have sub- 
merged brass seat and no outside joints. 


EXTRA LARGE WATER SEALS 
TRON OR BRASS TOPS 


SANSEALO DRAINS are unequalled for Efficiency 
and Durability. Send for circular 


Crampton-Farley Brass Co. Kansas City, Mo. 
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One Moment! 


Q| The “Pittsburg” Co-Operative Sales Policy 
will market no less than Seventy Thousand 
(70,000) Gas Water Heaters this year. 


HA Wl 
Q One American City purchased Five Hun- 


dred Thousand Dollars worth of Gas Water 
Previous to the establish- 
ment of our sales office in that City, five years 


Heaters last year. 


ago, the annual local sales of Gas Water Heaters 


did not exceed Ninety Thousand Dollars. 


Q Only progressive Plumbers may obtain de- 


tails of this remarkable selling proposition. 


Pittsburg Water Heater Company, 


Pittsburg, Pennsylvania 


Largest Manufacturers of Gas Water Heaters in 
North America—Branches in all large Cities. 
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Some of the Milwaukee Delegation at the Convention 
drainage, 
and ventilating on public work in the state, 


I realize that such a committee would 
have many complaints that would be with- 
out merit, and I would guard against this 
by suggesting that the Committee of Arbi- 
tration promulgate rules under which com- 
plaints should be received, as well as the 
kind of complaints, and to further provide in 
the rules that the losing party pay the 
cost of arbitration. This rule would not 
hamper any of our members who might 
have, or who think they might have, a just 
= Oe Vay es ¢ 
“Brown, You CAN'T AFFORD To M155 | 


IJ. \T'S THE GREATEST 
RERUNS SUED YES” 


‘o' 1 DON'T KNOW 
THERE ARE 
OTHERS|" |v 


The Young aa Enthusiastic Member 
Was Also In Evidence 


grievance. Our member could refer his case 
to the President of the National Association, 
who could, from an impartial standpoint, 
review the evidence and take it up with 
the other side if he thought the evidence 
warranted; and in many cases there would 
be no expenses, and arbitration would not 
be necessary. 

Sub-Oontracting. The success of our New 
York members in securing the passage of 
an act providing for the segregation of all 


contracts for plumbing, heating 
should be an incentive to other state asso- 
ciations to make an earnest effort to secure 
similar legislation in their respective states. 
We should also make a united effort to in- 
duce the Federal Government to take simi- 
lar action. We all know the difficulties we 
sometimes have with general contractors, 
and how irresponsible they are in so many 
cases, at least, not as desirable to deal with 
as city, country and state governments. The 
public will profit by a better class of bid- 
ders competing for public work. 

I earnestly recommend that we take con- 
ceited action to secure legislation for the 
separation of plumbing from the general 
contract. It should be a state issue, and 
handled by the states. In this connection 
I do not think it wise to adopt too drastic 
measures to compel our members to follow 
a certain line of action. 

Nationally, we should use our influences 
with members of Congress to have an act 
passed to compel the Supervising Architect 
to let the plumbing and heating separate 
from the balance of the work. 

For the information of our membership I 
suggest that the full text of this New York 
act be published in the Proceedings of this 
Convention. 

In this connection, I want to repeat what 
I have said in some of our state meetings, 
that the master plumber is confronted today 
with three unnatural conditions that must 
be resisted sooner or later. 


First: The general contractor. 

Second: The mail order plan of selling 
goods. ; 

Third: The irregular methods pursued by 


some manufacturers and wholesale mer- 
chants to dispose of their product contrary 
to rules accepted as fair, equitable and hon- 
orable in commercial trading. 

If we are unable to resist these growing 
evils, there is but one end, and that is the 
dissolution of plumbing as an organized and 
creditable business. 

To the first named, we lose our identity 
as business men. To the two following we 
lose our business entirely. What are we to 
do? If we can organize our local associa- 
tions so they thoroughly understand the 
situation, and will act on the defensive in 


A Couple of Weary Delegates Resting From Their Labors 
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A Bunch of the Visiting Ladies Going Shopping 


gathering eligible master plumbers into the 
fold, and then drive out selfishness, and al 
those things which are a hindrance to suc- 
cess, we will then see the light of business 
prosperity and permanency, and our  use- 
fulness to society will continue. 

It is the master plumber who is standing 
in his own light. He is responsible for con- 
ditions, whatever they may be. 

Financial. One year ago the report of our 
Treasurer showed a fund of $10,279.46, after 
our obligations were satisfied. This would 
seem a fair fund on hand for general ex- 
penses and the distribution to states apply- 
ing for help to further their. organization. 

The Board of Directors this year had 
many calls from states asking for financial 
aid. To those appeals we had to turn a 
deaf ear because our funds would not per- 
mit it. The surplus of some ten thousand 
dollars is the working capital of the Asso- 
ciation, and I find from actual experience 
that our treasury requires this sum to meet 
obligations during the first half of our “as- 
sociation year.” 

On January 10, 1912, after the adjourn- 
ment of our St. Louis Board meeting, the 
Treasurer had a balance on hand of only 
$1,111.86, and it was not until about two 
months later, after the state conventions 
were held, that we had any kind of a sur- 
plus to meet our expenses. 3 

It is almost prohibitive, organized as we 
are, to pay out money to states. We have 
today numerous “applications from states 
seeking financial help for organization work. 
I have thought about this phase of our gen- 
eral system or organization, and have heard 
read and debated in state and national con- 
ventions, resolutions to change our by-laws 
and reduce the per capita tax. 

In my judgment the National Association, 
owing to the need of a large surplus to its 
credit, is lacking in the prestige it should 
enjoy. Every organization fortunate in hav- 
ing a surplus fund, and there are many of 
them, is held in the highest regard. For 
example, I can name many fraternal asso- 
ciations having material assets, which are 
known publicly, and all of great value. 
There are many commercial organizations, 
such as cattle-men, wool and fruit growers, 
railroad engineers, and others. An asso- 
ciation so organized gives stability and per- 
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manency to their very existence. The pub- 


lic regards them as sound, strong and dur- 


able institutions, and the members have 
great respect for them and a higher value 
is placed upon a membership. 

Considering such facts, why then should 
not the master plumbers of this country so 
regulate their National Association—an as- 
sociation with a _ history—proceed without 
delay to build a foundation for a trust or 
surplus treasury fund. Personally, I believe 
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One Delegate Collected All Catalogs and 
Reading Matter Offered. He Didn't 
Miss a Trick 


it can be accomplished, not by the effort 
of one officer, director, or layman, but by a 
combination of officers and laymen who 
thoroughly believe in the proposition and 
will conscientiously labor to this end. 

As the President of your Association, 
whose term is now nearly completed, it is 
with propriety that I offer this subject for 
your consideration. I propose that this 
Convention consider the proposition to es- 


tablish a reserve or trust fund of $100,000.00 


1ST, 1912 


AUGUST 


Some New England Delegates—D. G. Finnerty, Andrew Curtin, Luke Bresnahan 
and Tom Ryan 


along certain lines, as laid down in proposed 
amendments to the national by-laws. 

The plan is to ask each member to volun- 
tarily subscribe the sum of $12.00, payable 
in three yearly installments of $4.00 each. 
To complete the fund of $100,000.00 by the 
annual convention of 1915. 

Objects of the Fund. First—To place our 
Association on a firm financial basis. Sec- 
ond—To obtain respect by having a material 
asset. Third—Added interest of our mem- 
bership, and the added inducement to the 
eligible master plumber to affiliate. Fourth— 
To be in a position to improve our Asso- 
ciation, educate the members, defend our 
good name if occasion should demand it, up- 
build as time goes on, and follow with the 
progress of the nation. Fifth—That the 
earnings may in time help toward a lower 
per capita tax on our members, thus grant- 
ing what is now occasionally asked, by home 
or state organizations. Sixth—To halt the 
suspension of expulsion of members for non- 
payment of dues. Twice each year our As- 
sociation suffers the loss of hundreds of 
members from this cause. Seventh—That 
manufacturers and jobbers will hold our 
Association in greater respect. 

The proposed amendments provide for a 
guarded interest, hard to be disturbed— 
study them. 

There may be reasons and arguments ad- 
vanced opposite to those given showing it 
unnecessary to establish a trust fund. 

Some may say that with a fund of this 
magnitude our Association would be a tar- 
get for unprincipled attorneys and cause 
litigation on one pretense or another, If 
this is true, it is high time we learn to 
defend our institution and our rights. We 
are of age. 

Others may argue there would be irregu- 
larities and a temptation to graft by those 
in control. It is for you to regulate and 
devise the plan against irregularities. Some 
may say, that we have gone along all these 
years without it and there is no reason for 
it now. 

You can do more with an “A-1” 
rating than you can without it. 

We had better take up and debate the 


credit 


subject and come to some conclusion rather 
than leave it alone. 

I offer it as a business proposition to this 
Convention. 

On behalf of the Association and for my- 
self personally, I want to thank the trade 
press for their courteous treatment. 
trade papers are the educators of our mem- 
bers, and their influence for good is appre- 
ciated by all. Their editors and representa- 
tives are all gentlemen and good fellows 


Our 


Chas. Haas of the Monarch Brass Co., Cleveland, Ohio; “Billy” Bapst, Trenton Pot- 


teries Co., Trenton, N. J., and Delegate R. G. Forbes of Butte, Montana 


in the President’s report were referred 
to the Committee on Resolutions for suit- 
able action. 

There were a number of resolutions 
presented to the meeting at this session 
from the various state associations, all 
of which were referred to the Committee 
on Resolutions. 

The report of the Board of Directors 


Two Scenes—Scene 1: How Some Delegates’ Wives Imagine Their Husbands Are 


Acting Away from Home. Scene 2: 
Themselves. 


whom we are glad to shake hands with as 
our friends. 

The President received hearty applause 
for his very able address, and Mr. Byrne 
of Chicago moved that the report be 
accepted with thanks and spread upon 
the minutes of the meeting. Mr. Byrne’s 
motion was carried. 

Upon motion of Mr. 
Lake City, 


Green of Salt 
recommendations contained 


As They Really Do Conduct 


Maybe 
was read by A. Selden Walker of 
Orange, N. J., and was received with 


hearty applause, and with the thanks of 
the Convention was spread upon the 
minutes, and the resolutions contained 
therein were referred to the Committee 
on Resolutions. After which, I. J. Brown 
of New York, with a wittily worded 
speechlet, launched the motion for 
adjornment until the following day. 


WEDNESDAY, JULY 17TH, SESSION 


RESIDENT EYNON announced the 
Pp presence of John Alpine, president 

of the United Association of Jour- 
neymen Plumbers of the United States 
and Canada. Mr. Alpine was scheduled 
to address the meeting on matters of 
mutual interest to his organization and 
that of the National Association of Mas- 
ter Plumbers; however, a courteous but 
vigorous objection to extending Mr. Al- 
pine the privileges of the floor was 
raised by Mr. Doyle of Pennsylvania. A 
lengthy discussion followed, in which 
Mr. Murphy of New York, Mr. Ryan of 
Springfield, Mass., Mr. Trainor of Balti- 
more, and several other delegates took 
part. This terminated in the passing 
of the motion offered by Mr. Murphy of 
New York, setting aside a limited por- 
tion of the Convention’s time later in 
the day for that purpose, which pleased 
the delegates. 

Dave Roberts than ascended the ros- 
trum to read the report of the Special 
Committee who represented the National 
Association at the funeral services of 
the late Andrew Young at Mobile. He 
read resolutions, which were ordered 
spread upon the records. Mr. Roberts 
made such a good reading clerk that he 
was continued in that office. 


The Secretary’s annual 
next read. 

Treasurer Wm. McCoach seems to be 
losing his voice. He was compelled to 
read his annual report twice. His first 
attempt to make himself heard upon the 
floor of the convention during an uproar 
created by the delegates who were shout- 


ing “louder,” “get a horn,’ and “get up 


report was 


A Reception Committee of Salt Lake City Master Piumbers 


Some of the Delegates in Front of the Hotel Utah 


200 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


The St. Louis Delegation Seeing Salt Lake City 


higher,” was an absolute failure; but he 
sang right on to the end, absolutely 
disregaraing the noise about him. Mr. 
Roberts was asked to reread the report 
from the platform, but after wading 
through two or three lines of the “Chi- 
nese puzzle” was compelled to again turn 
it over to Mr. McCoach, who very gra- 
ciously ascended the platform for the 
second attempt. It developed that Mr. 
McCoach had $13,772.11 in his pocket at 
that time. 

The report of the Sanitary Committee 
was read by its chairman, Carl J. Stein 
of Chicago, who prefaced the voluminous 
report with the explanation that it was 
not devoted to sanitary research, but a 
compilation of data concerning the 
sanitary facilities of public buildings 
throughout the country. The report in- 
cluded a number of reports from various 
committees of different states, and its 
reading occupied the Convention’s time 
until noon. 

Upon motion of Mr. Hornbrook of Kan- 
sas City, the report was received with 
thanks, ordered spread upon the records, 
and a special pamphlet of the matter 
will be prepared and distributed among 
the various local associations, and the 
state boards of health. 

This completed the open business of 
the morning session. The Convention 
then sat in executive session and re- 
mained in that state until final adjourn- 
ment for the day was declared. 


THURSDAY’S SESSION, JULY 19TH 


Thursday morning, the Convention 
was still in executive session and con- 
tinued so until the noon recess. Directly 
after dinner, the Convention again re- 
sumed open session and then began 
with the consideration of the report of 


the Resolution Committee, which pre- 
sented its views on the resolutions that 
had been placed in their hands the day 
before. Their report covered all but one 
or two, which had been taken up in ex- 
ecutive session, regarding which we are 
supposed to know nothing. 

Jeremiah Sheehan, of St. Louis, the 
chairman, read from the platform the 
various resolutions, some of which oc- 
casioned discussion, and of which com- 
plete report appears in this edition. 

All recommendations of the Resolu- 
tion Committee were concurred in by the 


The committee recommend the adoption 
of the resolution with the following amend- 
ment to strike out the word ‘agreement’ 
and insert in lieu thereof the word ‘‘under- 
standing” and that the subject matter con- 
tained therein be referred to the incoming 
Board of Directors. 


THREE RESOLUTIONS OFFERED BY 
THE SPRINGFIELD, MASS., 
ASSOCIATION 

Constituted a set of three resolutions, sub- 
mitted by the Springfield, Mass., Associa- 
tion: ist. urging that the practice of gas 
companies, through their appliance stores, 
selling gas appliances and equipments and 
also furnishing the pipe at cost, be con- 
demned. 

2d. That the matter of plumbing contracts 
be taken up with the Government condemn- 
ing the practice of sub-contractors. 

3d. That the matter of the sale of bar 
equipment by brewers, direct to saloon- 
keepers, be thoroughly discussed and a way 
found, if possible, to eliminate same. 

We condemn the pernicious practise men- 
tioned in articles 1 and 2 of this resolution 
but see no way by which the National Asso- 
ciation of its Board of Directors can remedy 
this evil and your committee recommends 
that this question be referred to the various 
Local and State Associations throughout the 
country for adjustment. 

Article 3 in this resolution is covered more 
fully in a resolution offered by Mr. Braden, 
of Texas, for this reason we recommend no 
action be taken on this resolution. 


Your committee finds that no record in the 
proceedings of the 13th annual convention 
referring to the resolution offered by the 
Albany local. We recommend the approval 


The Delegates in the Hotel Poolroom Had a Rouging-In Job on the Pool Table 


Convention. The following resolutions 
were presented :— 


RESOLUTIONS SUBMITTED AND RE- 
PORTED ON 


Submitted by the Colorado Springs Asso- 
ciation of Master Plumbers; that the Na- 
tional Body through its Board of Directors, 
take immediate steps to bring about a 
satisfactory understanding between the 
manufacturers of plumbers’ brass goods and 
the various master plumbers’ organizations 
regarding the sale of brass goods to muni- 
cipalities and public institutions. 


The Electric Illumination Each Evening. A Midnight Snapshot. 


Pretty Good, Eh? 


of the report of the National Board of Di- 
rectors relating to the subject on trade 
papers which reads as follows :— 


Last month the Master Plumbers’ Associa- 
tion of Albany, New York; forwarded a 
resolution to the national office, to be sub- 
mitted to this Convention. 

The object of this resolution is to pro- 
hibit members of associations soliciting 
money from the wholesale trade for adver- 
tising in souvenirs or trade papers now be- 
ing so successfully published by several 
state associations. 

After considering the question very care- 
fully we concluded there was no necessity 
for taking the action suggested by our Al- 
bany friends, as we believe the trade papers 
published by the state associations legitimate 
advertising mediums; and further, we do 
not agree with the author of the resolution 
that to receive or solicit such advertising 
patronage is undignified. 


Offered by W. Schuwirth of San Antonio, 
Texas. Resolution to have the National As- 
sociation instruct the President and Secre- 
tary of every association of master plumbers 
in the United States to write in their official 
capacity to their respective representatives 
at Washington, requesting them to use their 
influence with’ the Chief Architect of the 
United States Court House and Post Office 
buildings and the Constructing Quartermas- 
ter and others interested, to order and call 
for proposals on plumbing and_ heating 
separately and not to embrace them in the 
specifications of general contractor, as is the 
universal custom, 

Your committee concur in the first sec- 


The Pueblo Delegation to the Colorado 
Convention—Messrs. W. A. Coday 
and Chas. Geiser 


tion of the resolution and recommend its 
adoption. 

We disapprove of the second section of the 
resolution on the grounds that a National 
Organizer could not cover the territory, but 
recommend that the purport and intent of 
this resolution be taken up by the various 
state associations. 


Recommended by E. Braden of San An- 
tonio. Resolution Committee reports :— 
We disapprove of the adoption of Article 
No. 13 by the National Association. We 
approve of the principles contained therein 
and would recommend its adoption by state 
and local associations wherever practical. 
We approve of Article 31 ) and recommend 
We approve of Article 36 j its adoption. 


We, the committee, feel the plan outlined 
for the creation of a reserve fund of too 
much importance to be considered in the 
short time at our disposal and would recom- 
mend that the President appoint a special 
committee of five for the purpose of care- 
fully considering the proposition. ‘This com- 
mittee to correspond with state and local 
association for the purpose of ascertaining 
the sentiments of our members on the crea- 
tion of the proposed fund. And your com- 
mittee would further recommend that when 
this special committee have this plan out- 
lined, the plan to be again submitted to state 
and local associations at least sixty days 
prior to the meeting of the next annual 
convention. 


A resolution submitted by David Craig 
of Boston, stating Be It Resolved: That the 
N. A. M. P., through its executive com- 
mittee set aside such money as will appear 
sufficient to make public, through the press 
and otherwise, all and any information that 
will tend toward public enlightenment and — 
will publicly deny any printed or otherwise 
misreading information that tends to slur 
or injure the plumber or plumbing in the 
public estimation. Approved. 


Was submitted by the committee appointed 
by President Eynon, in pursuance of the 
direction of the Galveston Convention to 
confer with a like committee from the Mas- 
ter Steam and Hot Water Fitters’ Associa- 
tion, and constituted the report of that 
committee with several recommendations. 

Resolution No. 9—REPORT OF RESOLU- 
TION COMMITTEE: The Committee ap- 
proves of the report of the special committee, 
and recommends the continuance of same 
committee; also that the report after being 
edited and printed in the National pro- 
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Mrs. E. D. Hornbrook, Kansas City, Mo. 


ceedings and a certified copy sent to the 
American Institute of Architects and the 
Master Steam and Hot Water Fitters’ As- 
sociation, 


REFERRING TO PRESIDENT EYNON’S 
REPORT: Your committee concurs in the 
recommendation made by the President con- 
cerning the question of disputed claims. 
SUBJECT: Sub-contracting on State and 

Municipal Work. 

Your committee concurs in the recommen- 
dation made by the President that the New 
York State act relating to the foregoing be 
published in the National proceedings. 


RESOLUTION NO. 10. Your Committee 
does not concur in the resolution as in- 
formation desired can be readily obtained by 
applying for same to the localities in ques- 
tion. 

RESOLUTION NO. 10. 

Submitted by the St. Louis delegation— 
that the National Association publish in the 
Red Book the prevailing rate of wages be- 
ing paid per hour to employees in all cities. 


Submitted by the St. Louis delegation, 
provides that the National Association adopt 
a uniform cost finding system, to be used in 
all the plumbing shops throughout’ the 
United States. 

RESOLUTION NO. 11. 

Your Committee recommends that the sub- 
ject matter contained therein be referred to 
the incoming board of directors. 


Probably the most important resolu- 
tion, one which would have involved the 
National Association, was covering the 
creation of a trust fund. This was con- 
sidered too grave and important a mat- 
ther for immediate decision, and was 
referred to the incoming Executive Com- 
mittee. Among the orators were Kd 
Braden, of San Antonio, Texas, who 
labored hard and faithfully to interest 
the Convention in his series of resolu- 
tions. Ed thought the poor chaps not 
gifted with the silver-tongued eloquence 
of John Trainor, stood little chance in 
debate with him. 

The report of the Legislative Com- 
mittee was referred to the incoming 
administration, as well as various essays 
presented for later printing. 

Mr. Haverty, of Los Angeles, asked 
for information regarding the position 
that the manufacturers of instantaneous 
water heaters hold with the trade in 
other localities besides his city, wherein 
these heaters are sold to and installed 
by consumers. Mr, Morgan, of Detroit, 
replied in a business-like speech. 


He explained how the situation was 
handled in Detroit. Other speakers who 
enlightened Mr. Haverty were Charles 
Murphy of New York, B. J. O’Donnell 
of Syracuse and Tom Watts of Kansas 
City. 

The President appointed a committee 
composed of H. Moore of St. Louis and 
Charles Murphy of New York to call at 
the Hotel Utah and escort John R. AI- 
pine of Chicago, president of the United 
Association of Journeymen Plumbers, 
who was extended the courtesies of the 
floor to address the Convention on mat- 
ters of mutual import. 

Mr. Alpine’s remarks were in part as 
follows:— 

Mr. Alpine extended his thanks for 
the courtesy shown him, together with 
well wishes of the United Association 
of Journeymen Plumbers, and the hope 
that the Convention would prove to be 
the most successful of all their conven- 
tions. 

He also referred to general conditions 
of the trade, encroachments, etc., and 
asked that co-operation and closer affili- 
ation might be effected between employer 
and employee, to the end that these evils 
might be remedied; sanitary legislation 
secured, strikes and lock-outs minimized, 
regulation as to number of apprentices 
effected, and a more generally beneficial 
condition effected for master plumber 
and journeyman. 

In his remarks, Mr. Alpine said that 
his organization would not surrender 
the right to bargain collectively, nor 
would they deny the master plumber 
his rights in the premises, but felt a 
closer affiliation and consequent better 
understanding would secure better condi- 
tions without the necessity of harsh 
methods. 

He spoke of instances where trade 
agreements were said to have been 
broken by journeymen, but that the 
masters had never heard of the thou- 
sand instances where agreements were 
kept inviolate. 

Mr. Alpine declared trade agreements 
were as necessary a form of insurance 
as fire, accident, sickness, life, or even 
death policies. 

A suggestion was also made that the 
Master Plumbers’ Association take some 
action tending toward the creation of a 
National Committee which might meet 
jointly with a similar committee from 
the journeymen, to consider matters of 
importance. 

The interests of the masters and of 
labor, Mr. Alpine said, should receive 
first attention, but co-operation with 
those who run plumbing shops of all 
descriptions would be given with the 
feeling that all shops would be benefited. 

Touching on the subject of small 
shops, where proprietors paid no atten- 
tion as to the number of hours of work, 
he stated this sort of shop was a detri- 
ment to the business. 

Before closing, Mr. Alpine referred to 
hardware shops selling supplies and 
furnishing mechanics to install same, 
and to the competition offered by engi- 
neers, janitors, handy men, et al., and 
of the protection needed by both master 


‘and journeyman. 


A number of ladies entered the hall 
and took seats in the balcony just as 
the rising vote of thanks was given to 
the Mormon Church for the recital at 
the Tabernacle Tuesday night, and all 
other courtesies extended the plumbers 
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Some of the Denver Delegates and Their Ladies 


during their stay in Salt Lake City, 
by that institution. The Convention also 
voted that the usual appropriation of 
one thousand dollars be made and 
offered the Salt Lake City Association. 

The ever pleasing Pat Moran, who 
entertained the delegates so lavishly 
throughout their stay in the convention 
city, was tendered a rising vote of 
thanks. 

The same courtesies were also ex- 
tended the Utah and local associations; 
the hall reverberated with the three long 
cheers that followed this action. Nor 
were the ladies of Salt Lake City for- 
gotten. The popular Tom Ryan of 
Springfield ,Mass., saw to it that these 
charming helpmates were well taken 
care of when these courtesies were 
passed around. 

The Convention then reached the time 
for selecting the place in which to hold 
the next national gathering. Edward 
F. Roberts, president of the Philadelphia 
Master Plumbers’ Association, extended 
a hearty invitation to the members to 
meet in the City of Brotherly Love in 
1913. The invitation was graciously re- 
ceived upon motion of B. J. O’Donnell. 

The election of officers, the last and 
most important business of the Conven- 
vention, consumed several hours, owing 
to the many admirers of their various 
candidates, showering gems of happy 
and well deserved encomiums upon their 
individual selections. 

The Chair appointed as tellers, Geo. 
F. Uber of Philadelphia, A. A. Gumlick 
of Denver, and George Moore of Evans- 
ton, Ill. 

Mr. Doyle, in a very eloquent address, 
nominated Frank J. Fee for the office 


of president. Mr. Crean of Colorado 


and A. Selden Walker of New Jersey 
seconded the nomination. 
Tom Ryan of Springfield, Mass., in 


calling for the ballot said every one 
wanted Mr. Fee as their chief executive 
officer, even the ladies. 

The Chair was compelled several times 
during the display of nominating ora- 
tory to rap for order, and Mr. Fee was 
unanimously elected to the presidency 


of the Association amid terrific ap- 
plause. 
Messrs. Doyle and Sheehan escorted 


the president elect to the platform. In 
accepting the office at the hands of Mr. 
Hynon, he said he would carry on the 
successful work of his predecessor to 
the best of his ability, and when he re- 
leases the reins of office his associates 
will find that their confidence was not 
misplaced. 

Then came the selection of the vice- 
president, for the position of which two 
very able and prominent men had as- 
pired. 

The customary method of calling the 
roll and depositing individual ballots 
was carried out. First, a continuous 
call of Stein ballots was made by the 
tellers and then switching to Irving, and 
when finally totalled it was learned that 
Chris Irving of Denver had been elected 
by a majority of 59 votes. When the 
result was announced, Carl Stein of 
Chicago, the unsuccessful candidate, im- 
mediately arose and moved the unani- 
mous election of Mr. Irving. The result 
of this election provided a_ spectacle 
probably never before equalled since 
A rush 
hats soared 


the organization was effected. 
Irving, 


was made at Mr. 


Messrs. Berla of Newark, N. J., and Beaumont of Paterson, N. J., Exchanging Courte- 


sies. 


George Turner of Asbury Park, N. J., Referee 


The 
in the air and bunting decorations were 
torn from their moorings, and continued 
rounds of applause were accorded the 
victor. 

The Chair -appointed Ed Hornbrook 
of Kansas City and John Trainor of 
Baltimore a committee to escort the 
broadly smiling Chris to the platform, 
where he was properly introduced as the 
duly elected vice-president for the en- 
suing year. His remarks were brief, but 
well chosen, and he assured the delegates 
that in accepting the office he hoped to 
carry out all the good things said about 
him, and when his time of service had 
expired that they would have no occa- 
sion to regret their selection. 

The newly elected president then as- 
sumed the chair and was handed the 
emblem of authority by the retiring 
president. President Fee said it was 
his ambition to carry out many of the 
recommendations as fostered by his pre- 
decessor, and that his association with 
Mr. Eynon was a school of education 
for him. William Doyle of Philadelphia 
moved that a committee of three be 
selected to purchase a proper testimonial 
in appreciation of the services rendered 
the national body by Mr. Hynon. The 
committee as named was D. H. Roberts 
of Cleveland, Lewis E. Deuble of Can- 
ton, and H. P. Cahill of Akron, Ohio. 

After the nomination of William Mce- 
Coach of Philadelphia for the office of 
treasurer, by Daniel G. Finnerty of Bos- 
ton, Mass., a motion prevailed that the 
nominations be closed, and Mr. Finnerty 
with William Doyle of Philadelphia es- 


corted “Baby Bill’ to the platform. 
Mr. McCoach in poetical language ac- 
cepted his new honor forced upon 


and 


him, concluded by urging a large 


Wm. Bowen, Manager of the Salt Lake 
City Branch Crane Co, and Alez. 
Buchman of the Glauber Brass 
Mfg. Co., Cleveland, Ohio 


Morning of the First Day’s Convention. 


The Women Folks on the Way 


attendance in 1913 at Philadelphia, Pa. 

A motion prevailed authorizing the 
president to select his own secretary and 
that such secretary should be the choice 
of this Convention. President Fee an- 
nounced the selection of Charles F. Mur- 
phy of New York. The chairman was 
also granted the privilege of making the 
selection of the National Board of Di- 
rectors, to be announced at his pleasure. 

Just before the announcement of the 
result of the contest for vice-president, 
the trade and local press were graciously 


Lano, F. Glemser, R. W. Mackie, A. New- 
mark, Geo. Guthrie, C. T. McCarthy, Jos. 
Ahlbach, A. J. Wilson, Frank Lyman, W. E. 
Burnham, F. Snook, Wm. Buick, Thomas J. 
Ford. 

CONNECTICUT: State Association—F. E. 
Booth, Bridgeport; Thomas lL. Dowling, 
Hartford; R. T. Rock, Bridgeport. Bridge- 


port Association—Geo. E. Scofield, J. F. 
Brady, S. Meeker, Mr. Stenstrom, Wm. P. 
Kirk. Bristol Association—Chas.: W. Rob- 
erts.. Hartford Association—Daniel F. Sul- 


livan, John J. Dower, James Harris, Robert 
G. Speirs, Geo. S. Bull. 

COLORADO: State Association — A. P. 
Gumlick, Denver; George E. Smith, Denver ; 
W. S. Higham, Salt Lake City, Utah; Jett 
BE. Nash, Cheyenne, Wyo.; P. S. Cook, Chey- 
enne, Wyo.; Harry LeGassick, Denver, Colo. ; 
M. Kirchstein, Denver, Colo.; J. E. Gully- 
ford, Denver, Colo.; N. W. Hass, Colorado 
Springs; J. C. St. John, Colorado Springs; 
J. August, Colorado Springs; W. A. Coday, 
Pueblo; Chas. Geiser, Pueblo; D. E. Burk, 
Pueblo; Thos. Crandall, Fort Collins; John 
Fuite, Grand Junction; Abe Goodman, Grand 
Junction; E. F, O’Connor, Greeley. Denver 
Association—W. O. Warlum, A. J. Davis, 
A. S. Hubbell, T. F. Bolan, W. T. Crean, 
Chris Irving. 

DELAWARE: Wilmington 
Harry F. Mellon. 

DISTRICT OF COLUMBIA: Washington 
City Assoctation—Samuel Artz, Walter D. 
Nolan, Ed J. Hannan, F. W. Quinter. 


Association — 


complimented, and a full measure of ap- 
preciation was heartily accorded them. 
A mighty shout went up when “Sine 
Die” Thomas C. Boyd, of Chicago, IIl., 
mounted the platform and moved the 
passing into history of the thirtieth an- 
nual convention of the organization. 


CREDENTIAL COMMITTEE’S REPORT 


HE report submitted by the Cre- 
Ty dential Committee showed that the 

following accredited delegates were 
registered at headquarters:— 


ALABAMA: State Association—C. H. 
chael, Talladega. 

ARKANSAS: State Association — M. J. 
Murphy, Hot Springs; W. C. Bray; James 
Hamilton, Fort Smith; Erwin Koller, Fort 
Smith. 

CALIFORNIA: State Association — Ed- 
ward W. Crowell, Los Angeles; Alexander 
Coleman, San Francisco; Thomas Haverty, 
Los Angeles; J. B. Mutch, Long Beach; 
George Wade, San Diego. Los Angeles As- 
sociation—J. T. Newell, E. Cole, A. Della- 
more, J. M. Eustace, A. C. Harhardt, J. 
Hokon, G. E. Howe, Geo. Henderson, C. V. 
Laws, G. E. Lock, M. O. Mould, J. F. McDon- 
ald, B. H. Miller, T. H. O’Brien, J. B. Reeves, 
J. Royse, H. T. Terrell, E. A. Wright, A. J. 
White, M. E. Younkin. Oakland-Alameda- 
Berkley Association—Frank P. Furey, Ala- 
meda; W. Herbert Graham, Oakland; A. H. 
McKnown, Oakland; L. E. Dobin, Oakland ; 
J. A. McCarl, Oakland; Geo. Stoddard, Berk- 
ley. San Francisco Association—Frank J. 
Klimm, J. Fitzpatrick, S. Peterson, F. De 
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Enter Fee for His Turn 


FLORIDA: State Association—A. G. John- 


son, Jacksonville; C. J. Gadsey, St. Peters- 
burg. 
GEORGIA:. State Association — A. M. 


Smith, Atlanta; M. O. Seckinger, Savannah. 
Atlanta Association—W. F. Loftis, L. J. Mel- 
son, J. H. Lynch, J. HB. Stewart. 

IDAHO: State Association—C. S. Russell, 
Nampa; R. B. Hartenbower, Caldwell; Chas. 
F. Flahiff, Nampa. 

ILLINOIS: State Association—W. J. Hil- 


Delegates McKay, Boettiger and Wills of 
Pennsylwania 


liard, Elmhurst; John McKay, Winnetka; 
R. P. Kennedy, Alton; Henry Breyer, Chi- 
cago; J. C. Sawson, Chicago; A. P. Meclre- 
ney, Chicago; Chas. Mundt, Chicago; R. B, 
Finn, Chicago; William Hitchcock, Peoria; 
L. W. Straw, Danville. Chicago Associa- 
tion—E. J. Benning, E. C. Wagner, Carl J. 
Stein, C. J. Herbert, C. A. Dreier, J. C. 
Naughton, P. M. Murphy, Chas. J. Boyd, 
Chas. T. Byrne, Wm. F. Bahn, A. C. Hickey, 
John Kleker, C. C. Breyer, David White- 
ford, J. Delehant, Wm. J. Lang, Wm. Re- 
dieske, C. F. Taffe, A. W. Bahn, J. W. 
Cannon, Joseph Reilly, Thomas Beggs, F. J. 
Dillenburg, G. A. Larson, Wm. Hanrahan, 
Jos. Killeen, A. Morrison, M. L. Mandable, 
L. Nelson, T. E. Duffy, James Park, J. 
Cepican, Chas. D. Harris, Paul Jacoby, 
George Franklin, F, E. Pearson, Robert Pat- 
rick, Joseph Scheuer, H. Zimmerman, W. H. 
Cummins, Joseph I. Elliott, Peter Feltman, 
Samuel Erman, Frank N. Kiesgen, George 
Schey, B. E. Lyman, S. Bryar, Fred Bohn, 
F. P. Schuster, C. E. Bachtold, J. Le Cor 
coran, Fred Grosch. EHlgin Association—R. 
W. Bridge, H. L. E. Peterson, C. Brinton. 
Joliet Association—W. V. Hricksen. North 
Shore Association—Robert G. Saxer, Wil- 
mette; George S. Moore, Evanston; George 
A. Kearney, Evanston; Fred J. Luettig, 
Glencoe. Peoria Association—Thomas Cody, 
A. J. O'Neill, M. J. Kavanaugh. Springfield 
Association—Frank U. Patterson. 

IOWA: State Association—R. Knauer, Des 
Moines; F. Vollers, Keokuk. <: 

INDIANA: State Association—Wm. J. 
Woolley, Evansville. La Porte Association— 
J. D. Ganwere; P. J. Dolan. 

KANSAS: State Association—A. P. Elder, 
Ottawa; E. D. Draper, Kansas City; Nat 
Nelson, Kansas City; Henry Inghram, Fort 
Scott; Frank Hoff, Wichita. 

LOUISIANA: State Association — H. 8. 
Carlton, New Orleans; Carl Stechman, New 
Orleans; Arthur H. Kussman, New Orleans. 
New Orleans Association—R. V. Lambert. 

MARYLAND: State Association — John 
Trainor, Baltimore; William H. Rothrock, 
Baltimore; Charles H. Frederick, Baltimore; 
William Mylander, Baltimore; L. B. Mar- 
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Geo. J. Robischung Looks “Em” Over at 
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shall, Baltimore; F. B. Snyder, Baltimore; 
Lewis Morgan,. Baltimore; Chas. I. Putts, 
Baltimore; John B. MacFarlane, Cumber- 
land. 

MASSACHUSETTS: State Association — 
James S. Cassidy, Boston; Thomas J. Ryan, 
Springfield; Richard J. Welch, Lowell; D. J. 


Finnerty, Boston; Andrew Curtin, Boston; 
Con Murphy, Boston; William Bresnahan, 
Boston. 

MICHIGAN: State Association — S. H. 
Morgan, Detroit; Wm. A. Decker, Grand 
Rapids; William Merbach, Detroit; James 


Bolton, Detroit; C. P. Tietze, Detroit. De- 
troit Association—Wm. W. Wood, Otto A. 
Wurm, John Pfromm, Samuel Graham, Nor- 
man Boosey, Wm. Hughes, Joseph E. Lee, 
C. G. Keyser, P. F. McEuen. Grand Rapids 
Association—F. J. Slooter. 

MINNESOTA: State Association—W. W. 
Hughes, Minneapolis; John Watson, Minne- 
apolis; T. E. King, St. Paul. 

MISSOURI: State Association—J. J. Law- 
ler, Springfield; H. B. Schulte, Joplin; Edw 
C. C. Reisell, St. Louis; Geo. Jergensen, 
Walter S. Hanson, Thos. P. Watts, F. W. 
Marx, Jul Hoefener, F. Proacher, Wm. Hunt, 
Al Robeneck, Kansas City. Kansas City Asso- 
ciation—E. D. Hornbrook, W. H. Cowger, 
John G. Mallon, J. C. Brickey, W. W. Pres- 
ton, J. V. Pardee, W. L. Hudson, M. C. Eng- 
gas. St. Lowis Association—Henry Moore, 
Jeremiah Sheehan, A. F. Fettig, S. A. Kier- 
nan, C. F. Walther, Jacob Ruedi, L. F. Abel, 
John G. Ratz, D. Cunningham, John J. Mc- 
Cue, H. T. Kilpatrick, Wm. H. Kuhns, Wm. 
Fitzgerald, Thomas Hoban, W. W. Millaway, 
G. F. Reinheimer, J. F. Corrigan, E. C. 
Gundrich, A. L. Kiel, Thomas J. Sheehan 

MONTANA: State Association — Walter 
Forbes, Butte; H. L. Hanson, Butte. 

NEBRASKA: State Association — J. C. 
Bixby, Omaha; F. C. Phillips, Lincoln; F. 
W. Barclay, Beatrice. Beatrice Associa- 
tion—G. C. Pyle. Lincoln Association—Geo. 
H. Wentz, A. J..Weyant, James Cox. Omaha 
Association—Wm. Bellamy, E. W. Ryks, E. 
R. Hendricks, John Morrissey. 

NEW JERSEY: State Association—George 
Turner, Asbury Park; Geo. 8. O'Neil, Pater- 
son; Harry J. Farrell, Camden; James F. 
Walton, Camden. Asbury Park Associa- 
tion—Andrew T. Van Cleve, Chas. H. Wal- 
ton. Montclair-Bloomfield Association—Frea 
Fass, Montclair; B. T. Garrabrant, Upper 
Montclair; C. J. Samuel, Montclair; John 
Myled, Glenridge; Alex McGregor, Mont- 
clair. Newark Association — A. Selden 


Walker, J. J. Turbett, M. J. Bauderman, J. 
F. McGuire, 


H. Mersfelder, Ch. Richard 


"he Proper Sort of Shine at the Salt Lake 
Hotels 


Thrush, Robert Berla, Elmer Lutz, Samuel 
F. Wilson, R. A. Koether, James F. Hanley, 
F. J. Sturn, Geo. Baumann, Fred Weitlauf, 
Louis Maier. The Oranges Association—C. 
E. Harrison, Wm. F. Beck, L. B. Clark, O. 
S. Williams, Hunter Lindsay, Geo. H. Wer- 
ner, Harry L. Kraus, Martin McGuinn. 
Passaic Association— Robert W. Burrell, 
John Collins, John Karl, Simon Roosma. 
Paterson Association — Robert E. Quinn, 
James J. Maher, Frank Vreeland, Frank A. 
McBride, Robert Beaumont, J. H. Cadigan, 
James Kearney, John Baker. 

NEW YORK: State Association—Frank J. 
Begen, New York City; Ed Hurley, New 
York City; Chas. Catania, New York City; 


F. J. Weisberg, New York City; Henry O. 
Newman, New York City; Fred Schwartz, 
New York City-; Joe McManus, New York 


City. 
lan, Frank IF’. Schimpf, Joseph 
John J. Britt, Henry Noord, Jr. 


Albany Association—Thomas F. No- 
O. Stapf, 
Buffalo As- 


A Picture 


W. J. Crossen, G. A. Schlienginer. 
Association—August Schall, Chas. <A. H. 
Kienzle, B. Joseph O’Donnell, E. B. Dun- 
kerton, John Lavalle, T. X. Donovan, James 
F. Guider, Fred W. Soper. 

NEVADA: State Association — Harry 
Kelly, Reno; J. C. Myers, Reno; M. J. Sul- 
livan, Goldfield; F. C. Savage, Reno; B. 
M. Lewis, Reno. 

NORTH CAROLINA: State 
L. L. Hackney, Charlotte. 

OHIO: State Association—John F. Drees, 
Cleveland; H. “P, Cahill? Akron; John J. 
Vogelpohl, Cincinnati; W. E. Girkins, Toledo. 
Akron Association—Fred S. Vaill. Canton 
Association — Alfred C. Eynon, Louis Deu- 
ble, A. J. Fife, D. J. Ahearn, F. L. West- 
rick. Cincinnati Association — Ray J. Hil- 
lenbrand. Mahoning Valley Association — 
A. G. Weinberg, Youngstown; T. G. Beede, 
Youngstown; L. J. Scheible, Youngstown; 
C,. F. Henry, Youngstown. Springfield Asso- 


Syracuse 


Association— 
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sociation—Walter H. Caines, Charles Gei- 
ger, Geo. H. Drake, Frank L. Beyer, Albert 
C. Kranichfeld, John J. Kavany, Chas. A. 


Smith, Wm. W. Ebbs, August Ebke, Jr. 
New York City Association MANHATTAN 


BRANCH: B. F. Donohoe, J. L. Murphy, T. J. 
Cummins, Frank J. Fee, Philip Brady, T. F. 
McLoughlin, T. A. Hill, Dave Deigan, Frank 
B. Lasette, E. J. Brady, James Lawler, 
T. S. Cochrane, John Renehan, J. J. Falli- 
hee, A. Hansen, H. Hemlin, T. F: MeGaul, 
J. J. Hannegan, William Young, Isaac J. 


Brown, J. J. Delany, T™ J... Toumey; A. 4. 
Brown, Philip Eich, H. B. DeVoe, A. E. 


Jackson, Jonas A. Rossman, J. D. McEntree, 
J. R. Hopkin, W. A. Tracey, Cunno Muller, 
J. A. Sharp, Jac. Jarcho. BrooKLYN BRANCH: 
J. W. Sands, E. W. Belford, I. P. Byrne, 
D. J. Donovan, L. A. Deiser, J. J. Dixon, 
Wm. Bierman, M. F. Gleason, L. P. Gfroerer, 
Ja. Jarcho, M. J. Kennedy, T. F. McEnaney, 
J. T. Keenan, Ed McDonald, T. E. O’Brien. 
BRONX BRANCH: Joseph Theiss, W. Wilcox, 
P. Schweichert, W. J. Flynn, J. J. Foley, 
George Knauss, Fred Weber. QUEENS 
BrancH: F. B. Robertson, J. F. Rogers, G. 
M. O’Conner, Wm. Brodie, A. Schraeder, A. 
Williams. RicHMOND BRANCH: W. J. Barry, 


ciation—Cyrus J. Ridenour. Toledo Associa- 
tion—Thomas Kewley, James A. Wood. 

OKLAHOMA: State Association—W. V. 
Roesch, Shawnee; Wm. F. Black, Enid. 
Oklahoma City Association—Thomas J. Wil- 
son, Gus Hanson, A. F. Binns. 


OREGON: State Association—Wm. Muir- 
head, Portland; W. N. Smith, Astoria. 
Portland Association—P. J. Melis, James 


Beggs, Henry Donnerberg, R. Quackenbush, 

T. J. Rowe, J. Ruedy, S. S. Shoemaker. 
PENNSYLVANIA: State Association—s. 

S. White, Pittsburgh; Chas. K. Will, Lan- 


caster; Henry L. Righter, Philadelphia ; 
William H. Doyle, Philadelphia: G. F. 
Reichman, Lancaster; Geo. F. Gust, Lan- 
easter. Erie Association—R. P. McKay, C. 
Boettiger, James Purcell. Philadelphia As- 
sociation — William McCoach, Edward F., 
Roberts, S. Louis Barnes, George Moeller, 


HB: lentz, Diy Durkin: Jr., George F. 
Uber, R. H. Pflug-Felder, Robert G. Weir, 
J. G. Lowener, H. L. Hurlburt, William 


Boal, William H. Doyle, Thomas J. Barry, 
Thomas B. Sutch, Fred Speth, Alfred SQ. 
Powell, Wm. C. Cooley, Frank T. Witham, 
George R. Burlingame, John Love, Jacob 
Bugger, R. J. McNally, R. J. Hoben, R. H. 


The 


Tom Ryan of Springfield, Mass., Bathing 
in the Great Salt Lake 


Watson, Harry Boon, Gregor Drummond. 
Pittsburgh Association—W. H. Rowswell, E. 
M. Tate, Hugh M. Hay, Allan McFadden, 
George B. Stewart, M. Purtill, A. S. White- 
head, W. J. Elkin, Robert Henderson, W. EB. 
Rowbottom, M. Snively, James Walker, A. J. 
Zilliox, John Stickrath, P.. J. Montague, T. 
R. Marshall, M. S. Martin, John Leubin, A. 
Redenbaugh, R. J. Hannan, C. L. Bachman, 
Jy., F. J. Scheib, Claude E. List. 


RHODE ISLAND: Providence Associa- 
tion—Thomas J. Tierney, Michael Murphy, 
Archibald Birtwell, William M. Keller, 


Thomas H. J. Nash, James Phillips, Edward 
Barry. 

SOUTH DAKOTA: State Association — L. 
H. Skiff, Brookings. 

TEXAS: State Association — Joseph Net- 
zer, Laredo; P. J. Sheehan, Dallas; Porter 
Keithley, Houston; N. S. Hill, Waco; Ed. 
Braden, San Antonio; R. BE. McDonald, Ft. 
Worth; Chris Waltz, Denison; George Ro- 
bischung, Houston; W. G. Schuwirth, San 
Antonio; J. F. Madden, Sherman; George 
tobinson, Galveston; J. W. Theil, Houston; 
Fred Robbins, Ft. Worth; W. E. Thacker, 
Ft. Worth; H. L. Putnam, Houston; B. 


Warren, Houston; Geo. W. Thomas, San 
Antonio; H. Warren, Houston; Dan F. Sul- 
livan, Dallas. 


UTAH: State Association—Frank G. Car- 
they, Salt Lake City; James Macbeth, Og- 
den; J. M. Holdaway, Provo; A. H. Palmer, 
Logan; H. Wadman, Logan; C. J. Higson, 
Salt Lake City. Ogden Association—W. S. 
Donaldson, Chas. Halverson. Provo Asso- 
ciation—H. G. Bluementhal. Salt Lake City 
Association—P. W. Gorman, James J. Far- 
rall, H. B. Cromer, Henry Green, Will Rees. 

WASHINGTON: State Association—James 
Griggs, Tacoma; T. J. Bellingham, Tacoma; 
Ed. Evans, Spokane. Spokane Association— 
J. F. Meagher, Malcolm Isbister, L. A. Eg- 
gert, James Smyth. 

WISCONSIN: State Association—Geo. F. 
Reeke, Green Bay; Jacob Schuh, Milwaukee; 


Wm. Pugh, Racine; Jos. Weill, West Supe- 
rior; W. S. Gregory, Beloit. Milwaukee As- 


sociation—A. J. Maag, W. H. Halsey, Joseph 
Wittig, Henry Dearsley, W. E. Goodman, 
P. H. Murphy, Jacob Belz, P. A. Fuchs, 
Chas. Schumann, S. V. Hanley, Pat. Curley, 
August Naps, Edgar Downer, Richard Wen- 
zel, Edward Grassler. 


List of guests and visitors registered at 
the Master Plumbers’ Association headquar- 
ters :-— 

ARKANSAS: Mrs. M. J. Murphy. 

COLORADO: Mrs. Chris Irving, 
W. Hass, M. K. Herstein, Mrs. 


Mrs. N. 
dae Cy? St: 


CREAT 
SALT LAKE 


Innocent Delegate Who Went Fish- 
ing During Business Session 
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Septic Tanks 


Get the money for Plumbers 
Let us send you our book which tells all about them 


MODERN IRON WORKS 


QUINCY, ILL. 


STANDARD TANKS 


For Any Purpose 


Water-Air-Oil-Gas 


We carry in stock 


PNEUMATIC STEEL TANKS 
OIL STORAGE TANKS 
AIR RECEIVERS 


PROMPT DELIVERIES SEND FOR LISTS 


Standard Steel Tank @ Mfg. Co. 


General Offices, PITTSBURGH, PA.—Works, GIRARD, OHIO 


Range Boilers and Tanks 


For Every Requirement 


Steel Storage ‘Tanks 
Rivetless Boilers Air Tanks 
Pneumatic Water Tanks 
Riveted Boilers Gasoline Tanks 
Expansion Tanks 
Brazed Boilers Coil Boilers 
‘Gasoline Storage Outfits 


110 Years Old -Founded 1802 


Wm. B. Scaife and Son Co. 


Pittsburgh, Penna. 


The Compression Disc 
— Patent Union 


Heavy Pattern, Air Furnace 
Malleable Iron with Brass 
Valve Seated Disc. 


Also Manufacturers of 


Malleable and Cast 
Iron Fittings and 
House Heating 
Boilers 


Write for Catalogue 


1801-25 Diversey Parkway, 
CHICAGO, ILL. 


lilinois Matleable Iren Co. 


Johns, Mr. Wallace, Mrs. Wm. Coday, Geo. 
KE. Hubbel, Mrs. John August. 
CALIFORNIA: Mrs. Thomas Haverty, 
Miss Haverty, John Hoken, Mrs. John Hoken, 
Mrs. Geo. Wade, Miss Wade. 
CONNECTICUT: D. S. Sullivan. 
DELAWARE: Mrs. H. F. Mellon. 
GEORGIA: Mrs. W. S. Loftis, Mr. Mel- 
Son, JP: 
IOWA: Frank Fowler, Miss Fowler, Miss 
Schmidt, Robert V. Lambert, Frank Wal- 
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In the Lobby of the Hotel Utah—Just 
Plumbing 


lace, Mrs. Frank Wallace, Mr. Pray, Miss 
Edith Knauer. 

ILLINOIS: G. S. Moore, Mrs. Kennedy, 
A. J. O’Neil, Mrs. A. J. O’Neil, Mrs. E. C. 
Wagener, Miss McKay, Mrs. W. W. Hitch- 
cock, Geo. B. Carr, Mrs. Geo. B. Carr, 
Frank U. Patterson, Mrs. Frank U. Patter- 
son, J. K. Willis, Mrs. Walter V. Erickson, 
Mrs. W. L. Hilliard, Mrs. C. J. Stein, Miss 
Stein. 

IDAHO: Mr. and Mrs. Chas. D. Snyder, 
Mr. and Mrs. A. E. Carson. 

KANSAS: Mr. and Mrs. BE. D. Hornbrook, 
Thomas P. Watt, Mrs. H. Ingan, A. P. 
Elder, Mrs. Clara Elder, Mr. and Mrs. E. 
D. Draper, BE. D. Hungerford. 

LOUISIANA: Robert V. Lambert. 

MISSOURI: Mrs. J. J. McCue, Miss Mar- 
garet McCue, Miss Grace Roden, Miss Ella 
Roden, Ida Schieble, M. T. Kirkwood, Mr. 
and Mrs. Bricky, Mrs. W. F. Fitzgerald, E. 
L. Wilhite, Mr. and Mrs. F. L. Fitzpatrick, 
W. F. Kuhens, Mrs. W. F. Kuhens, Mrs. J. 


ALTO Of 


“Wolverine” 
sentatives—Campbell, Lambourne 
and Brooks 


Classy Repre- 


Sheenan, J. V. Borden, Mr. and Mrs. G. F. 
Watts, Mrs. G. A. Mallaway, Mrs. Ed Horn- 
brook, Mr. Carger, Miss Anson, Mr. and 
Mrs. Gilmore, Mr. and Mrs. R. G. Anderson, 
Mrs. Albert Rabeneck, Mrs. Julius Hofenner, 
Mrs. H. Moore, Mr. and Mrs. D. C. Cun- 
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ningham, Mr. and Mrs. E. J. Blake, Mrs, 
F. W. Marks, Mrs. Fettig, Mr. and Mrs. 
M. W. Preston, Mrs. H. B. Schulte, Mr, 
Schulte, Mr. and Mrs. J. G. Lewis, C. F, 
Lewis. 

MARYLAND: Mrs. John Trainor, Miss 
Frederick, Wm. H. Patrick, Mrs. Wm. F. 
Mylander, Miss Mylander, Louis Morgan, 
Mrs. Chas. I, Putts, Mrs. Archie Singtin,, 
Miss McFarlane. 

NEW JERSEY: A. S. Walker, Robert E. 
Quinn, R. Berkley. 

NEBRASKA: Mrs. F. W. Barclay, Mrs. 
Bixby, Mr. and Mrs. Westly, Mrs. A. J. 
Weyant, Mrs. J. P. Cox, Mr. and Mrs. 
Bellemy. 

NEVADA: Mrs. H. Kelly. 

NEW YORK: Mr. and Mrs. Philip 
Eich, Miss Hannigan, Farnharm Yardley, 
Roy Hurlay, W. A. Crotty, J. L. Kelly, John 
Lassette, Thomas Cunning, James A. Roys- 
mar. 

OREGON: Mr. Donnerberg, Mrs. R. 
Quackenbush, Miss Quackenbush, Mrs. T. J. 
Rowe. 

OHIO: Miss A. Schmidt, W. Crosby, Mr. 


and Mrs. J. Adirs, D. H. Roberts, J. V. 
McFarland. 

OKLAHOMA: Mrs. T. J. Wilson, Gus 
Hansen. 

PENNSYLVANIA: Miss Barnes, Miss 


Doyle, J. K. Willss, Andora Will, Miss Uber, 
Miss Durkin, Mrs. Righter, Miss Righter. 

TEXAS: Mrs. Geo. E. Robinson, F. T. 
Robinson, L. A. Robinson, T. R. Robinson, 
A. P. Robinson, Mrs. W. H. Warren, Mrs. 
B. W. Warren, Mr. Smith, Mrs. Robischung, 
Mr. and Mrs. Geo. Warren, Mrs. Ed Braden, 
Mrs. Thomas, Mrs. N. S. Hill, Mr. Hill, Jr., 
Miss Hill. 

UTAH: W. S. Higham, A. H. Walsh, F. 
W. Jones, Anderson Bros., Charles Amott, 
Pp. B. Alder, W. A. Bywater, Coulam & Tay- 
lor, Cromar Bros., Thomas Carns, Peter P. 
Erskine, J. M. Erskine, Davidson & Harris 
Co., Dietz & Davis, H. L. Fox & Co., Hig- 
ham Burton Co., Higley-Dudley Co., J. C. 
Heesch, Hurd Bros., James & Obray, Le- 
cuyler & Spencer, J. M. Luce, John Odin, 
Parfitt Plumbing Co., Will Rees Plumbing 
Co., Reeve & Pettit Co., Robert Sneddon, 
South Side Plumbing Co., Walsh Plumbing 
Co., Wright Osborne Co., Wm. J. Wright 
Corporation, West Side Plumbing Co., 8. A. 
Sundbeck, Salt Lake Plumbing Co., Ralph 
& Bills and Spencer & Neslen Co. 

WISCONSIN: Mrs. A. J. Maag, Miss Clara 
Ehlers, Mrs. C. G. Schuman, Mrs. W. H. 
Halsey, Mrs. Henry D. Dearsley, Mr. and 
Mrs. Goetzinger, Mrs. R. G. Wenzell. 

WYOMING: J. E. Nash. 


MISCELLANEOUS: Jas. M. Heatherton, 
Geo. W. Wood, J. Slater, Chas. G. Fundin- 
ger, Peter M. Munn, THE PLUMBERS’ TRADE 
JoURNAL; Mr. Meuller, M. F, Kirkwood, W. 
F. White, Billy Dill, Chas. Wagenseller, J. 
M. Campbell, J. A. Connelly, W. H. Brooks, 
L. Lambert, Wm. Lenderbloom, Mr, and 
Mrs. Jackson, C. A. Miller, Gardener & 
Adams, H. P. Sorenson, Miss Bachman, 
Mr. and Mrs. S. H. Roberts, Mr. and Mrs. 
Carson, Mrs. L. E. Tremayne, W. B. Pabst, 
H. F. Savage, Mr. Walker, Mr. Moore, Mr. 
and Mrs. F. W. Jones, Mr. Hass, Geo. 
Singleton, Mrs. Geo. Singleton, Mr. and 
Mrs. Frank A. Johnson, Gov. Wm. Spry, 
Mayor Samuel Park, Joseph 3H. Caine, 
Geo. Keysor, Henry W. Lawrence, P. Mor- 
ris, William Korns, Mr. and Mrs. Frank 
Moyle, B. Goddard, Mr. and Mrs. Joseph 
Nelson, Mr. and Mrs. Andy Nelson, Miss 
Faddus, Miss Osler, Mr. and Mrs. Chas. 
Livingston, Wm. Weusthoff, Mr. Buckman, 
E. M. West, Mr. and Mrs. J. A. West, Mr. 
Empy, Miss Beggs, Mr. Dougherty, F. A- 
Crosen, Mr. and Mrs. Newell, W. C. Irons, 
H. F. Weaver, Mr. and Mrs. Wm. Bowen, 
Mr. and Mrs. Hampton, Mr. and Mrs. Bber 
K. Aldus, Mr. and Mrs. Mahaffey, Mr. and 
Mrs. G. H. Williams, M. Cane, Geo. P. 
Smith, Mr. and Mrs. O. H. Johnson, Mr. and 
Mrs. F. E. Marey, Mr. and Mrs. H. L. E. 
Peterson. 


MONDAY’S INFORMAL RECEPTION 
A FEATURE OF THE PRE-CON- 
VENTION PROGRAM 
HE local Reception Committee and 
the Salt Lake City Ladies’ Aux- 


iliary joined forces Monday even- 
ing in welcoming the visiting parties to 
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the city as hosts and hostesses at a 
brilliant informal reception at the Utah. 
A complete orchestra and several vocal- 
ists furnished entertainment during the 
early hours. 

During the concert, B. Joseph O’Don- 
nell of Syracuse set the Association 
banner and the National Emblem in 
place in the rotunda, while the strains 
of the “Star Spangled Banner” rang a 
reverent salute. 

The ladies were resplendent in their 
gayest array, quite in contrast to the 
tired travel-worn tourists, they appeared 
upon their arrival on Sunday. 

The gaiety of the occasion increased 
in momentum as the evening wore on 
and terminated in a social whirl in the 
grand and decorative ball-room on the 
mezzanine floor. 


THE TABERNACLE CONCERT AN EN- 
JOYABLE ENTERTAINMENT 


NE of the pleasantest features of 
the splendid line of entertainment 
afforded by the Salt Lake City 

Master Plumbers’ Association was en- 
joyed by the delegates Tuesday evening 
in the great Mormon Tabernacle. About 
eight-thirty, to the number of close on 
to fifteen hundred, including guests, they 
listened to an organ recital and concert 
that will always be a matter of remi- 
niscent reference to them. To say that 
the glorious music was enjoyed by all 
present would be putting it very mildly. 
Expressions upon every hand were heard 
of the splendid concert that was ren- 
dered and all were loud in their praises 
of the instrumental and vocal selections 
that were rendered both by the great 
Mormon choir, the soloists and the mon- 
ster organ under the leadership of Pro- 
fessor Stevens and Professor J. J. Mc- 
Clellan. Hach number was received in 
a manner that indicated that all were 
intensely interested in each and every 
number rendered. It was certainly a 
credit to the management of the local 
committees, not overlooking the courte- 
sies extended by the presiding authori- 
ties who had the building in charge. 
The delegates were much pleased and 
spoke of the recital as the most wonder- 
ful they had ever heard. 


THE -SALT LAKE LADIES’ AUXIL- 


IARY ENTERTAINED THE 
WOMEN FOLKS 


Waa. was ladies’ day. The 
visiting ladies to the Conven- 

tion thoroughly enjoyed them- 
selves as guests of the Ladies’ Auxiliary 
of Salt Lake City. In the forenoon, auto- 
mobiles were placed at the disposal of the 
women folks and gided by about fifty of 
the wive sand daughters of the Salt Lake 
City master plumbers, the visitors were 
shown about the city and suburbs, the 
points of interest being explained on the 
trip. A local member of the feminine 
gender rode in each car. 

Following this most pleasant ride, the 
visitors were entertained at the Commer- 
cial Club, where two hundred guests 
were given a luncheon in the main ban- 
quet hall. The hall was specially deco- 
rated for the occasion. An orchestra 
discoursed a delightful program of music 
during the banquet. The women folks 
were returned to the Hotel Utah in 
time to prepare for the trip to Saltair. 


THE EXCURSION TO SALTAIR AS 
GUESTS OF MR. MORAN 
EDNESDAY afternoon the dele- 

W gates closed their Convention at 

an early hour for the purpose of 

accepting the generous invitation of P. J. 

Moran, to be his guests at Saltair. 

With the women folks and friends, the 
party numbered fully a thousand, whom 
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A New York Delegate Lost a Chance 
to Get Another Wife 


the special train provided by Mr. Moran 
drew out from the depot at about four 
o’clock. It is needless to say that every- 
thing possible was provided for their 
happiness and the delegates were given 
a glorious afternoon. 

The official photograph was taken as 
the excursionists left the train and 
gathered in front of the massive pavilion. 
Bathing was one of the sports of the 
day, and many found out for a fact that 
the water was really salty. 

The celebrated fishing party, which 
THE PLUMBERS’ TRADE JOURNAL CONVEN- 
TION DAILY announced, Wednesday, was 
being arranged by Mr. McCoach, was the 
center of admiration. It is hardly fair 
to give the names of those who were 
fooled, for there never yet was a fish 
able to live in the salty waters of Salt 
Lake. 

The banquet, arranged by Mr. Moran, 


Tom Watts and B. Hungerford of Kan- 
sas City 
supplied and refreshed the inner man, 
Following the dainty but wholesome re- 
past, a pleasing feature was the pre- 
sentation, by the Utah master plumbers 
to Mr. Moran, of a diamond studded 
watch-charm, beautifully engraved. Presi- 
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The Popularity 


OF THE 


NYE DIE 


IS FOUNDED ON 


SHEER MERIT 


There is absolutely no die manufac- 


Pen eetaie Die Man tured that can compare with it i 


n 


all the things that make for quality. 


Quality in Goods 


discounts salesmanship, nor is there any 
sort of advertising quite as effective in 
creating a demand for, or establishing 


the worth of an article as good words 
spoken by satisfied buyers. Nye Dies 
are advertised by thousands of users 
who know that it is impossible to put 
more quality into a die thanI do. You 
could not ask for a better die. It is 


Fits any solid stock 


Made in all sizes from % to 3 inches 


made of Jessup’s best tool steel, which 


has for acentury and a half enjoyed the distinction of being the peer cf 
all tool steels. Do you know of a single tool manufacturer in the world who 


puts the same material into his dies ? No, there is not one. 


I ask you 


to compare the Nye Die with any similar tool made. I’in sure of 


your verdict. 
NYE, THE DIE MAN 


The Nye Tool and Machine Work 


116 N. Jefferson Street, Chicago, Ill. 
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LUNT-MOSS 
Pneumatic Vater 
Supply Systems 
enable you to supply your country cCus- 


tomer with all the luxuries of modern 
plumbing. 


supply problem for country homes. Equipped with 


LUITWIELER DEEP WELL 
sASOLINE PUMPING ENGINES 
or electric motor, or hand operating plants. Capacity 315 to 


16,000 gallons We send all inquiries direct to our agents. Send 
for our proposition and Catalog No. 45. 


LUNT-MOSS COMPANY - BOSTON, MASS. 
New York—37 Warren Street, 
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For Water Systems 


Hand and Power Pumps for all uses 
: ms Combined Air and Water Pumps 

3 j Compression Tank Pumps 
Cylinders, Etc. 
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SALEM, OHIO 


3, Agencies—Henion & Hubbell, Chicago 
— >> Harris Pump & Supply Co., Pittsburg 
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MOTOR DRIVEN PUMPS 


THE DEMING COMPANY 


Ralph B. Carter Co., New York 
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dent A. C. Eynon was delegated by the 
local association to make the presenta- 


EXHIBIT HALL OFFERED 
MANY NEW FEATURES 


THE 


nine floor, Hotel Utah, were also visited 
by practically every delegate and guest. 
The Wolverine Brass Works, of Grand 
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ager; James M. Campbell, Pacific Coast 
representative, and Wm. G. Lindeboom, 
Northwest representative. 


tion speech, and he capably handled the 
situation. 

Mr. Moran’s speech of acceptance was 
feeling and witty. He explained his 
early connections with the trade and 
stated that his heart was always with 
the craft. He rejoiced in the knowledge 
that he stood on such terms of intimate 
friendship with the Salt Lake City mas- 
ter plumbers. 

It was late at night when the excur- 
sionists, all of whom were loud in ex- 
travagant praise of the kindness and 
consideration of ex-master plumber Mr. 
Moran, returned to their hotel. 


Rapids, Mich. had a most attractive 
display and the name “Wolverine,” made 
of nickel-plated slip-joint fittings, showed 
conspicuously their line of about seven 
thousand plumbers’ specialties. The bor- 
der of this gorgeous display was made 
up of rubber and leather specialties in 
the shape of an oval, one end being made 
of hose goods outlining a star, and the 
other end with Greek figures of toggle 
and expansion bolts. Courteous atten- 
tion was shown visitors by Walter H. 
Brooks, assistant secretary and _ treas- 
urer; Thomas Lambourne, sales man- 


HE Home of the Exhibits, Odeon 
Academy, about one hundred yards 
from convention hall, was activity 

and excitement. The many exhibitors 
were busy greeting the delegates and 
guests who called to investigate the at- 
tractive displays made by the manufac- 
turers in the trade. Many new features 
were shown in plumbing and heating 
specialties. 

Immediately at the left upon entering 
the exhibit chamber was the spacious 
booth of Tur PLumBeERS’ TRADE JOURNAL. 
Our parlors, presidential suite, mezza- 


It was stimulating to listen to the lec- 
ture of Harry F. Weaver, general man- 
ager of the Peerless Selling Company, 
Evansville, Ind., who is a well-known 
exponent upon closet evolution. Harry 
lectured upon this timely subject both 
morning and afternoon each day. The 
display showed a complete line of closet 
combinations, both of wood and vitreous 
china. The attention of the delegates 
was also engaged during the demonstra- 
tion of their new seat-acting closet, over 
which the trade became very enthusi- 
astic. Those princely chaps, Harry 
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CenTRAL FOUNDRY CO 


90 west st. NEW YORK 
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EXAMINE IT _FOR SALE HERE | 
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Gasoline Economy 


‘A penny saved is a penny earned” 


@ Evaporation of gas- 

oline when stored in the ordinary 

way, iS a source of constant loss. 

q Furthermore, there is the ever- 
present danger of explosion, either through handling or heat. 

@ There is one sure way to prevent 
these losses and accidents—-underground storage with a 


feade, Gasoline Storage Outfit 


@ Every owner of a motor car or gasoline 
engine is a possible purchaser. 


@ You can sell these outfits at an attractive price 
and make a good cash profit that will please you. 


@ Ask our nearest office for full particulars 
of the different styles of complete outfits made by us, 


Leute Jun fhes, 


Decatur, Illinois 

and Owego, N.Y. 

New York City Office, 
15 William St. 


Chicago Office, 
Monadnock Block. 


feade. Gasoline 
Tanks are made 
in bothriveted and 
brazed styles, and 
are heavily gal- 
vanized, then 
painted outside. 


WATROUS 


ALL METAL 


BUBBLING DRINKING CUP 
WITH LEVER HANDLE 


IUustration shows Watrous Cup used in 
connection with Vitreous Ware alcove. 
This of course is only one way of instaJling 
ourcup. The alcove is separate and distinct 
from the cup. 


The Watrous Bubbling Drinking Cup 
attaches directly to any faucet pipe. Itis 
an unequalled substitute for the unsanitary 
old style cup and chain. The Supply Pipe 
is within the outer casing which latter 
forms the Waste Pipe and conveys the 
waste water from cup back and out under- 
neath the self closing valve. 


The flow of water from cup, regardless 
of variable water pressure, can be auto- 
matically regulated by a very unique 
practical patented device which we can 
furnish. 

We have other styles of Watrous 
Bubbling Drinking Fountains and 
Faucets especially designed for 


every requirement. 


Write for illustrated booklet 


The Watrous Co. 


(NOT INC.) 


1675 Fisher Bldg. Chicago, Ill. 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON. INC., NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOVISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 


Snow and Billy Irons, rendered able 
assistance to Mr. Weaver. Billy had 
been in the city for some time making 
preliminary preparations for his firm, 
and Harry Snow joined the “Chicago 
Special,” and provided much entertain- 
ment for the travelers en route. 


At booth five was established the note- 
worthy display of the H. Mueller Manu- 
facturing Company, of Decatur, IIl., in 
charge of the indefatigable Fred Mueller, 
who is a familiar figure at all national 
gatherings. The visitors were shown a 
number of interesting features entirely 
new to the trade, some of which were 
demonstrated under pressure, affording 
the opportunity of seeing just how 
“Mueller” goods behave. Their quick- 
acting ball-cock is worthy of mention 
and for which is claimed many advan- 
tages over the old style. The working 
of this ball-cock was shown in a glass- 
face tank filled with water. The com- 
pany also displayed one of their new 
basin traps, also their popular line of 
the new “Rapidac” self-closing com- 
pression work. Other Mueller repre- 
sentatives were William Dill, W. F. 
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means a native of the Arkansas city. 
He got the habit about two years ago, 
and opened a branch of his establish- 
ment there. But whenever you want to 
borrow any money from him, you want 
to say “Ham of Joplin.” 


The display of steam specialties by 
the Crane Company of Chicago com- 
manded unlimited attention. The enclos- 
ure of their booth was Crane fittings, 
which was another unique method of 
displaying their goods. Their repre- 
sentatives were H. K. Aldrous and J. H. 
McMillan. 


The Nye Tool and Machine Works of 
Chicago presented to the plumbing world 
things that are distinct and original and 
which are created in the mind of that 
well-known, humorous and _ eniinently 
practical Harry Nye, the founder of this 
company. They made no exception at 
the Convention and surrounded their 
booth with a clever line of advertising 
cards which caused the visitor to pause 
and become better acquainted with 
“Nye” dies and tools. O. A. Miller, who 
represents this enterprising company, 
had charge of this booth and showed his 


Abe Weinberg, Youngstown, 


White, M. F. Kirkwood and Chas. N. 
Wagenseller. 


The dash and swing which are part 
of the personality of Alexander M. Buch- 
man electrifies the crowds and awakens 
enthusiasm at all displays of the line of 
plumbers’ high-grade brass goods made 
by the Glauber Brass Manufacturing 
Company of Cleveland, Ohio. It is just 
twenty-two years since Mr. Buchman 
first presented Glauber goods to our 
trade, and at that time he was the only 
representative traveling for his firm. 
There was a time when he was well ac- 
quainted with every buyer of plumbers’ 
brass goods from coast to coast, and 
he modestly admits that he saw many 
new faces at the grand Convention. But 
“Alex” was known to all of them before 
he left Salt Lake City. Maximilian 
William Wuesthoff (every time we pro- 
nounce that name we find a kink in our 
jaw), “The Count Boni” of the traveling 
brigade, who is the Pacific Coast man- 
ager for the Glauber Brass Manufactur- 
ing Company, with Mr. Buchman, com- 
prised a duo of good fellows whose equal 
will be hard to find anywhere in the 
country. 


Have you seen those two buzzers from 
Fort Smith, J. N. Hamilton and E. Kol- 
ler? While “Ham” decorates the hotel 
registers with Fort Smith, he is by no 


Ohio, Buying an Automobile 


firm’s stocks and dies, pipe cutters, ball- 
cocks, wrenches, pocket vises, and the 
“Nye” slick wiping cloths. 

L. E. Tremain, sales agent in charge 
of the display of the Humphrey Com- 
pany, Kalamazoo, Mich., said when he 
had gotten through demonstrating their 
number 4-A automatic square heater for 
bathrooms and kitchens in bungalows, 
cottages and flats that the delegate left 
his order at their booth. Mr. Tremain 
is popularly known to our trade in the 
West, as he has covered that territory 
for a number of years. 

“The Flange Without a Flaw” was the 
heading upon an abundance of blotters 
handed around the convention and ex- 
hibit halls by the Bullard Specialty Com- 
pany of Tiffin, Ohio, and the flanges 
were also shown adjustable to all pitches 
of the roof. 


The N. O. Nelson Mfg. Co. recently 
established headquarters at Salt Lake 
City, where they also maintain ware- 
rooms from which they dispose of their 
complete line of plumbing fixtures. 
Charles G. Singleton is their local man- 
ager, and he was frequently seen min- 
gling among the delegates making many 
friends. 

The Rickersberg Brass Company of 
Cleveland, Ohio, dispatched quantities of 
their “Get Rick Quick Kid” transparent 
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pasters, which soon covered the mirrors 
and glass doors of the convention and 
exhibit halis. 


A quantity of folders showing the New 
England Auto Parts Manufacturing Com- 
pany’s nipple cutter and vise were also 
discovered placed among the seats and 
tables at convention hall. Many claims 
are made for these very practical de- 
vices by the manufacturers, who are 
located at Boston, Mass., and which 
should be further investigated by the 
trade. © 

J. E. Martin, the plumber-manufacturer 
and member of the Rolf-Martin Company, 
Ft. Wayne, Ind., has developed into some 
spieler. His company markets a line of 
plumbers’ specialties, and after listening 
to his rapid-fire talk the delegates usu- 
ally place an order with him for their 
supplies for the year. 


Another quantity of folders was found 
at both convention and exhibit halls 
showing the complete line of flush valves 
manufactured by the Flushovalve Com- 
pany of New York City. This is not a 
new concern, for their product has en- 
joyed a popular demand for some little 
lime among the members of our trace. 


Many delegates were seen perusing the 


- house styled The West Company. 


In Salt Lake City there was recently 
organized a new jobbing and supply 
They 
had a booth at exhibit hall where they 
showed Kohler sanitary iron enameled 
ware, “Atlas” high-grade plumbers’ brass 
goods, Lawson gas heaters, and the 
Enameled Tank Company’s “Kazoo” 
tanks. W. E. Impey and EH. H. Doherty 
were in charge of this booth. 


Billy LeCuyer, pronounced “Queer,” 
showed a new patented self-closing faucet 
which he claimed is meeting with the 
distinct approval of the Western trade. 
The Peerless Self-Closing Faucet Com- 
pany, of Salt Lake City, are marketing 
this new idea in self-closing goods and 
had a booth where they showed the 
visitors this new invention. 


The Mine & Smelter Supply Company, | 
another Salt Lake City firm, also showed 
a complete line of boilers and radiators | 
and general steam supplies. They were | 
located in the hallway before entering 
the exhibit chamber. Geo. Smith, man- 
ager of the heating department, was in 
charge of this exhibit. 


One of the late arrivals at the exhibit 
hall was H. L. E. Peterson of Elgin, Il. 
Mr. Peterson had a busy day Tuesday, 


Ez-Master Plumber, Now Chief of Salt Lake City’s Fire Department, Bywater, and 
Some Delegates 


attractive circulars distributed by Fred- 
erick A. Tyler of Albany, N. Y. This 
company manufactures Tyler’s domestic 
hot water generator, which is creating 
favorable comment among the members 
of our trade. 


R. J. Anderson, sales manager for the 
St. Louis branch of The Ruud Manufac- 
turing Company, Pittsburgh, Pa., is a 
most pleasing and gentlemanly repre- 
sentative, and his prime line of conver- 
sation dwelt upon the comfort and con- 
venience secured through the installation 
of Ruud automatic hot water heaters. 


The exhibit of the H. W. Johns- 
Manville Co. was in charge of W. D. 
Crossin, manager of their Denver office, 
and attracted the attention and interest 
of the delegates. Their line of asbestos 
and magnesia products, pipe and boiler 
coverings, ““Sanitor” tanks and seats, etc., 
is well known to our trade. F. D. Will- 
iams, manager of the packing department 
at Milwaukee, assisted Mr. Crossin. 


The Central Foundry Company of New 
York City had W. A. Crotty directing 
their exhibit. He had on display the 
Holt soil pipe and fittings, “F. & W.” 
fittings, and the “Universal” cast-iron 
pipe and specials. This was Mr. Crotty’s 
first attendance at a national convention, 
and we predict that he will make many 
hew converts for his company. 


arranging his exhibit, where he made a 
practical demonstration of the ‘“Peter- 
son” push nipple vise used for assembling 
radiators and push nipple boilers. Mrs. 
Peterson was there keeping her eagle 
eye on her Herman. 


We discovered plenty of literature had 
been distributed at both convention and 
exhibit halls and which called the at- 
tention of our trade to many improve: 
ments in plumbing fixtures, tools and 
appliances. The Bastian-Morley Com- 
pany of Chicago distributed a most at- 
tractive pamphlet giving full details of 
their “Superior” gas water heaters and 
for which they claim an abundant supply 
of hot water is always assured with a 
minimum amount of gas consumed. 


el 


A Few Facts About the Penberthy 
Cellar Drainer 


HE appearance of the Penberthy 

automatic cellar drainer was the 

outcome of a belief of the makers 
that there was room for improvement 
in the type of cellar drainers then on the 
market. The Penberthy device  illus- 
trated herewith has a powerful lifting 
capacity with little water or air as the 
operating source. The discharge action 
can not be started until the float reaches 


a certain limit, and continues until a 
' 
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The Difference Between 
J-M SANITOR 
and Wooden Seats 


J-M Sanitor Seats and Tanks are 
made of specially treated indurated 
fibre moulded together under enor- 
mous pressure into one solid piece. 
‘They have no sections to come apart— 

no bolts, braces, screws or nails to work loose. Wooden seats on the other 


hand, are constructed of several pieces, glued, bolted, screwed, nailed or wired 
‘These pieces are bound to work apart after a time. 


J-M SANITOR SEATS 


together. 


One Solid Piece 


being made of a hard, smooth. non-absorbent, non-porous material, are abso- 
lutely sanitary, while the pores, cracks and crevices in wooden seats offer lurking 
places for germs and foul odors. 

J-M Sanitor Seats are furnished with fittings in mahogany, oak and white 
enamel finishes. Cost no more than high grade wooden seats. 


Write nearest Branch for Booklet and Sample of SANITOR material 


H. W. JOHNS-MANVILLE CO., 
ASBESTOS: 


Louisville 
Milwaukee 


Manufacturers of Asbestos and 
Magnesia Products 

Albany 

Baltimore 


Boston 
Buffalo 


Asbestos Roofings, Packings, 
Electrical Supplies, Ete. 

New York 
Omaha 


Detroit 

Indianapolis 
Cleveland Kansas City Minneapolis Philadelphia St. Louis 
Dallas Los Angeles New Orleans Pittsburgh Syracuse 


For Canada:—THE CANADIAN H. W. JOHNS-MANVILLE CO., LIMITED 
Toronto, Ont. Montreal, Que. Winnipeg, Man. Vancouver, B.C, 


Chicago 
Cincinnati 


San Francisco 
Seattle 


Three Reasons Why 
TRIMO TOOLS 


are the best for a mechanic 


TRIMO PIPE WRENCH 


1. They are made so strong that but few repairs are 
required. 


2. The inserted jaw in the Trimo Pipe Wrench, when 


the teeth are worn, can be readily replaced, thus 
adding 50 per cent to the life of the tool. 


3. Every part of every Trimo Tool is interchangeable 
and can Le replaced at small cost. 


TRIMO PIPE CUTTER 


SEND FOR CATALOG No. 100 
MADE BY 


TRIMONT MANUFACTURING CO. 


55-71 Amory Street Roxbury, Mass. 
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slotted lever again stops the supply. In Th N 
consequence, the periods in operation are 
Improved Power and Hand Pipe- Threading of longer duration with greater intervals eC CW 


of rest between. Compactness is another 66 99 
and Cutting Machine good point. The patented float is built Oaken Bucket ve 
around the suction pipe, and has greater 


SAUNDERS NO. 5 D. buoyancy than an ordinary round float. 


Ample power is provided to enable one 
man to thread or cut 6 in. pipe by hand. 

Cutting-off Head is arranged with a tool 
slide and self-centering V jaws to steady 
the pipe while being cut off. 

The Saunders No 5 D. is complete in 
all details. 


. SEW ys. if aie oe 


SEND FOR CATALOG 


D SAUNDERS SONS Inc. 
YONKERS, N. Y. 


AT IT 25 YEARS PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 
\ BEST BY TEST 
a PEGS SI5.N. ¥- CITY See ee 


Ask what Carter Service means to you vided; the former retains the water so 
that enough is in the apparatus to prime 
or start the suction when necessary, and 
the strainer prevents sediment and 
'refuse from entering the device. All 
working parts are above water where 
they cannot foul or corrode. Only best 
bronze is used in the construction of the 
Penberthy drainer, except the float, 


The Penberthy, therefore, cannot waste 
or leak water. This is especially eco- 


A Profit-Maker for You—A Comfort-Maker 
for Your Customers! 


SERVIC 


You can make yourself “solid”? with your customers 


and inerease the profits of your business by selling which is of copper. The sizes range from 
the one heat regulator that is simple, inexpensive and 
efficient—the 
Automatic Yj; y iy 
Thermostat Wy Uy 
= Heat Regulator Y y i _ Y 
Vf LG, 
The Crandon can be so easily installed and gives such { Yj " l Vy 
universal satisfaction in fue] economy and heat Yy ty Ye 
5 ; control that every progressive dealer will want to sell yy Ly 
The Question of Uniform Heat it and one sale will make others. Write for our GY ; g 
and how to guarantee it attractive dealer proposition. Yy 
to your customers is Y a Y 
treated in this free book; ~~ Crandon Mfg. Co., Crandon Bldg., Bellows Falls, Vt. Y an” Y; 
5 Yy = = = 3 ae io - = Vy 
H if Ys : ——w Z Z ; In the days of the 
: THE. 6 Sn an aa ee 66 O ” 
fesskcntic = Old Oaken Bucket 
= == = = | there were few bath tubs 
= ° = : and no modern plumbing. 
= Steel lanks tor ompressed Air = every country home TODAY ean 
= = i, i ave a H at city 
= a 1 tor4 ee oa mee Teor 50 pressure, modern plumbing and 
= d = | to 2,400 gallons per hour, according to cool, fresh drinking water direct from 
a an ater ystems — pressure. They are very desirable for a well or spring. 
= = | use in sumps, settling tanks, drain ba- The well can be of any size or 
== = Nive Pee THe! Penberth Tijestoeee depth and distance from house. 
= Every AIR-TIGHT Tank is g ‘aranteed not a Det ti Oe acre ae 
= to leak under pressure specified. = evrolt, Mich., will gladly forward de- The Weber 
= The sGinieeand chee Gey a iG = scriptive matter, upon request, to those b b P 
= » Making —- ‘ : ’ S 
= the tank one solid piece of steel. = pene aoe Tats PLUM Bene ee uburpan ump 
= We have been building AIR-TIGHT tanks — psi ties Bae oe uses eer a to force eure ) 
= for 20 YEAR ith ed and cool water from nature’s 
= S with never one returned, = | An Up-to-date Nebraska Concern storehouse to any desired place at 
=— . = uniform pressure. Water is NOT 
== Send for prices — HE Cornell-Wigman-Searl Co., for- stored in a tank but remain mee 
= Ai ; h N | T = merly Cooper & Cole Brothers, ground uae the faucet is opened. 
— s= i None of the principal working 
= ir-ti C = Lincoln, Nebraska, have moved es 
= g it ae: ank 0.5 = into their fine warehouse at 7th and pe submerged—no chahce to | 
= ittsburgh, Pa. = P streets. The change in name was COME and SEE the Glass Model, | 
= = brought about by the retirement of also standard 10 gallon size in | 
Cooper Brothers from the firm, while daily operation at the Hudson | 
—| the growing business necessitated look- Rees eer 1 | 
at ing for more commodious quarters. This oncourse Floor” Fulton St. en | 
PR EK N’ C I S S V I S E S _ £& | concern now has one of the most com- Weber Subterranean 
MAD e] plete and varied stocks of supplies in the]. : P | 
Er gute set Pedy 35 YEARS West. The officers of the firm are: J. ump Company, 4 
s our Jobber i | 
Cass Cornell, W. H. Wigman, Lyman MAIN OFFICE ‘ | 
PRENTISS VISE CO. Searl, W. Morris Bennett, C. D. Cornell, 90 West St. New York City . 
106-110 Laf S . . 
afayette Street - - NEW YORK = mea A, F. Paige and F. R. Harris. “3 
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IN A CLASS BY ITSELF 


THE PENNIE 


Back Water and Sewer Gas 


VALVE 


If you know the PENNIE you know 
how much it differs from all others on the 
market. There are so many differences we 
can’t tell you them all here. Let ussend 
you our catalogue. It gives all particulars. 


CATALOGUE ON REQUEST 


THEKENNEDY VALVE MFG.CO. 


Main Office and Works—1l034 E. Water 
Street, ELMIRA. N.Y. 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 

Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL,, Monadnock Bldg., SAN 
FRANCISCO, CAL. 


SUBSCRIBERS 


Will Please Mention This 
Journal when Writing to 


Advertisers. 


Milwaukee to Ask for Sanitary 
Commission 


AYOR BADING of Milwaukee has 
decided to ask the next Wiscon- 
sin legislature to create a _ per- 

manent sewerage commission of experts 
for carrying forward plans initiated by 
the original sewerage commission of 
Milwaukee. This project involves the 
expenditure of about $13,000,000 and the 
Mayor believes that it should be en- 
trusted to a permanent board, free from 
political influences. New septic tanks 
will be installed and large intercepting 
sewers will be laid, in the effort to di- 
vert at least a portion of Milwaukee's 
sewage from Lake Michigan. 


A Proposition Which Will Interest 
the Trade 


HE Hess Warming and \entilating 
Company, Chicago, Ill., makers of 
the Hess steel medicine cabinets, 
which are advertised constantly in the 
columns of THr PLuMBERS’ TRADE JOUR- 
NAL, have for many years past made and 
sold steel hot air furnaces direct to 
consumers as a mail order proposition. 
The company’s business has been suc- 
cessful, and has grown rapidly, and its 
furnaces are well known all over the 
United States. 
It now seeks an additional outlet for 


its furnaces in the larger cities where 
they have not been sold to any extent 
through the mails. In its advertisement 
on page 179 it calls attention to its 
new proposition and invites the corre- 
spondence of a limited class of dealers 
in the larger cities only. 

The Hess method of selling amounts 
to a guarantee of satisfaction or no pay, 
and its offer to dealers is quite unusual 
in that it not only offers their exclusive 
sale, but guarantees to dealer and con- 
sumer the efficiency of its product. Many 
dealers, of course, will respond to this 
invitation, and the Hess welded steel 
furnace will soon be as well known 
everywhere as it is in Chicago, where 
it has been made and sold for many 
years. In addressing the manufacturers, 
kindly mention Tur PrumepeErs’ TRADE 
JOURNAL, 


Keystone Driller Co. Establish 
A Southern Branch 


HE interests of the Keystone 
98 Driller Co., Beaver Falls, Pa., in 

the Southern States will now be 
personally looked after by Mr. McCarthy, 
who becomes manager of that territory. 
Offices have been established in the 
Candler Building, Atlanta, Ga. The in- 
creasing demand for “Keystone” well 
drilling apparatus and “Downie” deep 
well pumps from this section is “O. K.” 


Send for circular. 
J. H. GRIFFIN 
06 W. 26th St., New York City 


Wood. 


and washers. 


SHWAB-BROS CO., 


811 EAST 9TH ST., NEW YORK 
Manufacturers of the “NEVER-BREAK” Seat. 


Our seats are constructed of four pieces mitred, the joints being held firmly together 
with a % in. dowel running into each end of joint and also two small dowels going 
through the large dowel making an absolute lock joint as ycu will notice by cut. 

The “‘NEVER-BREAK” Seat is made in all Styles,~ Shapes and all kinds of 
FOR SALE BY ALL JOBBERS. 

Galvanized wash tub covers, Galvanized flush pipes and everything in 
Plumbers woodwork, full line Medicine Cabinets. 


A PICTURE STORY 


Note the elegance of that fine piano-like finish 


These are two of the features that sell 


EVER SPLIT" 
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13 


THE WADE IRON SANITARY CO. 


ail i 
IMF f ! | Mh 
Gis yi 2 
Jacket Basin Fig. 27 


Note how the four pieces of selected quartered lumber are bound 
securely together at the four joints with strong steel bolts, nuts 


This Fig. 27 Water 
@ Jacket Grease Basin 
is made in 4 sizes. It 
is cheaper and su- 
perior to any in the 
market, having 
Wade Flushing At- 
tachment allowing 
cleaning at will. 


Back Water Gate 
Valves, Cleanout 
House Drainage Fit- 
tings, Iron Catch 
Basins, Cast Iron 
Covers, ete. 

Send for catalog 


18 E. Harrison St. 
CHICAGO, ILL. 


CLOSET SEAT faster than any other manufactured. 


If you are open to a bigger business in Closet Seats, send for our free 
‘Construction Model" today and see, for yourself, the many points of superiority. 


Write for details concerning our Five Year Guarantee. 


NEVER SPLIT SEAT 


EVANSVILLE. INDUS 
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Steam and Hot 
Water Boilers 
and 
Tank Heaters 


The latest addition 


to the Page family 


Send for Catalog 
and prices of our 
Complete Line of 
Round: and Sec- 


tional Boilers. 


The Wm. H. Page Boiler Co. 9-15 Murray St., New York 


Branches—Boston, Philadelphia, Cleveland Factories—Meadville,Pa., Norwich, Conn. 


Patented 


Absolute Satisfaction — 


Every RYAN BALL COCK has our unqualified guarantee 
of Absolute Satisfaction 


Equally adapted tohigh and low pressures. Direct line bearing on 


plunger, insuring positive shut-off. Removable seat of gun metal i- 
plying power of leverage 32:6. 5 “ain 


We want your trade. Write us. 


V EXETER BRASS WORKS 


Exeter. N. H. 


NEW YORK OFFICE-48 CLIFF ST., HENRY STEIN, Representative 


PURITY Self-Closing 
Bubbling Drinking Fountains 


eee 


are installed in the public 
schools of 12 progressive 
cities, in many private 
schools as well as in the 
Massachusetts General Hos- 
pital. 

PURITY Bubbling 


Drinking Fountains 


are fitted with a regulating stop and non-squirting attachment. 
The high cage does not allow the lips of the user to touch the 
nozzie, which makes the PURITY the only fountain to insure per- 
fect cleanliness when drinking. The height of the bubble prevents 
the face touching the ring guard. 


Many styles. Prices right. Send for catalog, 
JAMES BARRETT MFG. CO. 


48-50 Pearl Street - - - - BOSTON, MASS. 


H. Mueller Mfg. Co. Open Recrea- 
tion Grounds for Employees 


HE H. Mueller Manufacturing Com- 
oe pany of Decatur, Ill., is about to 

open a playground for its em- 
ployees. The grounds will be about 300 
feet square and are part of a piece of 
property owned by the company on 
Monroe street. -A tennis court and ball 
diamond will be part of the layout. 
There will also be a club-house on the 
grounds, equipped with shower baths, 
etc. The buildings will be heated by an 
extension from the factory, a short dis- 
tance away. This is just another step 
in .the Mueller Company’s generous 
policy toward its employees. 


———_o-e—_ 


Bronx Branch New York City Mas- 
ter Plumbers’ Association Outing 


HE annual outing of the Bronx 
T Branch of the New York City 

Master Plumbers’ Association will 
be held Thursday, August ist, at White- 
stone Landing, Long Island. President 
Joseph Theiss announces that the boat 
will leave Kane’s Clason Point pier at 
pine-thirty A. M. Various entertain- 
ments have been arranged and a series 
of contests and games will add to the 
enjoyment of the occasion. 


ee ee 


Honor Past President S. S. White 
of Pittsburgh 


S a fitting tribute to the esteem in 
which S. S. White, past president 
of the Master Plumbers’ Associa- 

tion of Pennsylvania, is held by his 
colleagues, he was presented with a hand- 
some diamond stud at a banquet in his 
honor at Hotel Henry, Pittsburgh, Pa. 
The affair was attended by many shin- 
ing lights in the craft, among those 
present being noted Past Presidents EH. 
M. Tate, M. Purtill, Hugh M. Hay and 
A. S. Whitehead of the Pittsburgh as- 
sociation. The presentation speech was 
an oratorical gem by Frank McKnight, 
and Mr. White responded in a happy 
strain, thanking the members for the gift 
which he said would always remind him 
of his pleasant term as president. 


Universal Tool Co., Springfield, 
Mass., Distribute Pretty Blotters 

HE Universal Tool Company of 
Ee Springfield, Mass., have just issued 

a neat little blotter which they are 
distributing among the trade. A colored 
photograph of three newsboys hustling 
to dispose of their papers adorns a por- 
tion of the blotter while the rest of the 
space is occupied by a cut of their 
“Try-Me“ ball cock and a description of 
the same. This enterprising concern 
are hustling their ball cocks and will for- 
ward a bunch of their blotters to any 
reader of Tur PLumpBers’ TRADE JOURNAL 
who mentions this paper in his request. 
quest. 


Reagan Co., Cleveland, Change 
Name 
HE Reagan Co., Cleveland, Ohio, 
well known as makers of high- 
grade brass specialties for the 
trade, have recently changed their firm 
hame to the Reagan Brass & Manufac- 
turing Co. The same interests control 
the business and there has been no 
change in the personnel of its officers. 
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You Cannot 
Afford 


to overlook the banner proposi- 
tion we are making on 


Vitreous Lavatories 
and 
Vitreous Tanks 


The Goods Are Right 
The Prices Are Right 


You save money by consulting us, 
Get Our Prices 


Thos J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 
1006 Filbert St. Philadelphia, Pa, 


GALORIG 
PUMPING ENGINES 


This CALORIC Surface Pumping 
Engine is NOISELESS. It gives off no 
explosion or exhaust. It has no batteries 
or complicated partsto get out of order. 
A woman or child can operate it. 


For either elevated or pressure tanks, 
where water does not have to be raised 
more than 25 perpendicular feet, this 
CALORIC Pumping Engine is the most 
economical, durable and reliable power 
pump on the market. 


SEND FOR CATALOG “D” 


THE BREMEN MFG CO. 
BREMEN, OHIO 
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Let the Square Tot Guide You 


| iy 5 ) cy | 
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It doesn’t matter how many different makes of heating apparatus you 


have considered for representation, be guided by the satisfactory 


results that are in common with every 


Square Pot Boiler Installation 
One hundred out of one hundred Square Pot Jobs are satisfactory jobs, 
Why Not Investigate? 
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IT BURNS THE SMOKE 


We have built a boiler 
especially designed for 
burning soft coal. 


It has coking chambers in 
which the coal is coked as 
it feeds into the fire. 


It burns coke all the time. 


It is made in 16 sizes for 
both Steam and Hot 
Water. 


Illustrated catalog describ- 
ing our full line of both 
hard and soft coal boilers 
is yours for the asking. 


Shall we send you a copy? 


GORTON & LIDGERWOOD CO. 
96 Liberty St., New York 


BOSTON: 182 High St. 
CHICAGO: Fisher Bldg, 


PLUMBERS’ TOOL BAGS _ 


Made of heavy russet 

grain leather, hot wax 

locked stitched, im- 

possible to rip. Dur- 

able and convenient. 

Shoulder Strap and Pad. 
Our Catalog? 


EXCELSIOR BAG & MFG. 
CO., Troy, N. Y. 


At Last a High Class 
Steel Closet Seat 


Sanitation and civic pride call for 
Steel closet seats the same as they have for 
everything else, in metal. 


There has always been a strong demand 
for an INDESTRUCTIBLE, ABSOLU- 
TELY SANITARY, NON-ABSORBENT 
GERM-PROOF closet seat that can be kept 
clean easily, will last a life time, won’t 
crack, split, discolor or warp. 


(Patents 1018721 and 1018722) 


“THE McCORD” 
STEEL ENAMELED SEATS 


meet every requirement 
Strong, light, tight and beautiful, 
Made in white or black porcelain enamel. 


Cost no more than wooden seats. 
SEND FOR PRICES 


Metallic Specialty Mfg. 


22 and 24S. Spring Avenue 
ST. LOUIS, MO. 


Co. 
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HE contract for the 
plumbing of the Clark 
School addition at W. 
18th street and “S. 
Ashland avenue, Chi- 
cago, Ill., was award- 
ed by the Board of 
Education to the Mur- 
phy-Keeley Company. 
The steam heating 
was let to John R. 
Kehm Company and 
the ventilation con- 
tract let to K. A. Gus- 
tafson. In the How- 
land School addition 
the steam heating 
was awarded to Hanley-Casey Co. and the 
ventilation to A. Mathis. 

The plumbing in the new Jefferson School 
at Belleville has been completed by the 
Stoltz Supply Co. Fourteen automatic seat 
action closets were installed. 


Sullivan Brothers of Quincy, Ill., have 
finished the plumbing and heating work in 
St. Rose Church in their town and similar 


work in the new school at Wein, Mo. 

P. J. Ralph of Belleville, Ill., intended to 
locate at Long Beach; California, and was 
on a tour of investigation a short time ago 
when he received word that Mrs. Ralph 
died of blood poisoning. Mr. Ralph as a 
consequence will remain in Belleville in- 


definitely. 

J. J. Daly, 117 N. Fifth avenue, Chicago, 
Ill., is installing the plumbing in the new 
Transit House being erected at 42d street 
and Halsted street. Mr. Daly also has the 
contracts for the plumbing of several other 
large buildings in different parts of the city, 
besides considerable jobbing and overhaul- 
ing work. 

B. J. Farwell of Chicago, Ill., accom- 
panied by his wife, left on an extended 
vacation trip in the East. They will visit 
Buffalo, Niagara Falls and New York City. 
From the latter place they will take a 
steamer trip to Boston and have also ar- 
ranged to visit Washington, Baltimore and 
Norfolk, West Virginia. 

L. H. Rothschild, until recently of the 
Chicago branch of the Thatcher Furnace 
Company, 134 W. Lake street, has accepted 
a position in a similar capacity with the 
Chicago Boiler Company, 1662 Fullerton 
avenue. They are fortunate in the selection 
of Mr. Rothschild, who is well and favorably 
known by the Chicago plumbing trade. 

The plumbing, gasfitting and sewerage of 
the Gresham School addition being erected 
by the Board of Education at 85th street 
and Green street, Chicago, Ill., has been let 
to Chas. H. Law. Mr. Law also has the 
contract for the plumbing in the addition 
to the Trumbull School and a $5,400.00 con- 
tract for the plumbing of the Howland addi- 
tion at Spaulding avenue and 16th street. 


Walter Graham of the plumbing firm of 
Innes and Graham, 1803 Wabash avenue, 
accompanied by his wife, left Chicago for a 
trip to Scotland. He will spend practically 
all of his vacation in ‘‘Auld Scotia,” his na- 
tive land, visiting among his relatives. Since 
the retirement from the plumbing business 
of Thos. Innes several years ago, Mr. Gra- 
ham has been the active member of the firm. 

M. L. Mandable, Chicago, Ill., is mourning 
the loss of his only grandchild. His daugh- 
ter, Mrs. Loretta Cavanaugh of Philadelphia, 
came to Chicago July 4th with her seven- 
months-old baby to visit her parents. While 
there the child became seriously ill and was 
taken to St. Luke’s Hospital, where it. died. 
Mrs. Cavanaugh and Mr. and Mrs. Mandable 
have the sympathy of the trade in their be- 
reavement. 


Thos. Conlin, 3978 Cottage Grove avenue, 
Chicago, Ill., one of the old-time master 
plumbers, will spend the greater part of 
the summer months at White Lake, Mich. 
Mr. Conlin. Like some of his other master 


plumber friends, he will enjoy the rest dili- 
gent labor affords, and for a few months at 
least amid the country air, relieve himself 
of the cares of his plumbing and other in- 
terests in Chicago. 


The American Safety Valve Company, 
Illinois, has recently been incorporated with 
a capital of $300,000.00. The incorporators 
are N. P. Bigelow, L. T. Walker, Channing 
L. Sentz. This company, the headquarters 
of which are located at 312 Tacoma Build- 
ing, Chicago, manufacture and sell auto- 
matic safety gas cut-off valves, which the 
Illinois state law, enforced January 1, 1912, 
and city ordinance passed February 19, 1912, 
requires owners to install. 


Conforming with the provision of the Ll- 
linois plumbing law, the village of Argo, 
Ill., has recently passed a plumbing ordi- 
nance and appointed a plumbing inspector. 
The ordinance adopted is patterned after 
the Chicago plumbing code. M. J. Kelly, a 
master plumber of Argo, has been appointed. 
All plumbing hereafter installed in new or 
old buildings in this suburb of Chicago will 
be subject to rigid inspection and put in 
according to the latest approved method of 
sanitary construction. 


R. J. Parvin, Jr., who formerly traveled 
out of the Detroit office for the Penberthy 
Injector Company, has been appointed their 
Western representative and will call on the 
plumbers in the central Western States, de- 
voting particular attention to the Chicago 
trade, with whom his firm has a large busi- 
ness. It is the intention of this concern to 
push the sale of their cellar drainers in this 
section. Mr. Parvin, who has been in Chi- 
cago for the past few months, makes his 
headquarters at 5229 Madison avenue. 


The South Side Master Plumbers’ Business 
and Social Club have decided to cancel the 
outing which has been announced would be 
held by them at River Grove, Willow 
Springs, on August 10th. The Committee 
on Entertainment considered it advisable to 
abandon their plans for this outing, as many 
of the members will be out of the city. It 
is the intention of the committee, however, 
to give an entertainment a little later in the 
season. This entertainment will be in the 
form of a ladies’ night. The date and pro- 
gram for this event will be announced late? 
in these columns.” 


Charles Albert, a Chicago plumber, was 
buried under six feet of earth July 9th for 
twenty-five minutes. For a while his head 
was entirely submerged. He saved himself 
from asphyxiation by keeping the dirt away 
from his head with his arms. Albert was 
digging a ditch in the rear of 2158 Park 
avenue. He was working six feet below the 
surface when the earth suddenly caved in 
His scream for help was heard by J. F 
Murphy, who lives at the above address. 
By the time Murphy reached the scene AIl- 
bert was entirely covered up. Before his 
head could be uncovered fifteen minutes had 
elapsed. Two physicians found Albert suf- 
fering only from shock. He was taken tc 
his home in a police ambulance. 


Since April 24, 1912, up to July 1st, the 
Chicago Board of Examiners of Plumbers 
have issued master plumbers’ certificates tc 
the following: Otto W. Redwanz, 4552 Lin- 
coln street; Jos. D. Martin, 25 W. Lake 
street; John M. Zurek, 2326 S. Sacramento 
avenue; John MHockberger, 1246 W. 72d 
Place; Alfred Davies, 11 S. Center avenue; 
Gus. Sorge, 1036 N. California avenue; 
Jacob Belofsky, 823 S. Paulina street; Fred 
Iffert, 219 N. Clark street; Jos. Hodek, 1308 


S. 41st street; Wm. G. Price, 5623 Normal 
avenue; Chas. F. Taube, 219 N. Prospect 
avenue, Park Ridge; Jos. Schiestal,. 4757 
Justine street; Andrew McLean, 2411 W. 


Van Buren street, and J. J. Stanley, 6502 


Cottage Grove avenue. 


Hermann G. Wolff, late of the firm of 
Wolff & Winkler, which recently dissolved 
partnership, has associated himself with the 


Built on reason. Simple, strong 
and noiseless. 


There areno defects in the 
“Triumph” Water Lifts. There are 
no blow-holes in our guarantee. 
Both as good as can be. 

Wedemand best material, skilled 
workmanship and rigid inspection 
before and after assembling. 

For direct pumping, or for pump- 
ing to atank. Economicalin use of 
water; absolutely no waste. Over 

~ 14,000 now in use. Fully guaranteed. 


The Ohio Pump & Brass Co., 
Oak & I8th Sts., Columbus, 0. 


BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are. all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

Catalog on request 


RN LL 
SOM 


Ss 


Western Plumbing 


% Supply Co. 


117-119 No. Desplaines St. 


MN Go, ILL. 
{/} CHICAGO, IL 
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HE COAST LINE 
TO 


Ss 
TOLEDO 
PT. HURON 
BUFFALO GODERICH 
NIAGARA FALLS ALPENA ST.IGNACE 
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THE CHARMS OF SUMMER SEAS 


Spend yourvacationontheGreatLakesthemost 
economical and enjoyable outing in America, 
Daily service is operated between Detroit and 
Cleveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way ports; daily service een Toledo, 
Cleveland and: Put-in-Bay, 
A Cleveland to Mackinac special steamer will 
¢ operated two trips weekly from June 15th to 
Septembet 10th, stopping only at Detroit every 
tripand Goderich, Ont., every other trip.—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
seen for Illustrated Pamphl 
en: cent stamp for Illustrat ’amphlet 
Midtoor Late Leek, GP: A, Deusa ME 
ress: L. G, Lewis, G, P. A., Detroit, Mi 
PhilipH.McMillan, Pres. A. A.Schantz, Gen’lMegr. 
Detroit & Cleveland Navigation Company 


DETROIT 
CLEVELAND 
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The more money a man loses the less 
confidence he has in human nature. 
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American Heating and Plumbing Corpora- 
tion, 506-508 S. Canal street. Mr. Wolff 
will have charge of their estimating depart- 
ment. The corporation which was formed 
by the amalgamation of five different plumb- 
ing and heating firms several months ago, 
are contracting engineers for power instal- 
lation, steam and hot water heating, hot 
blast and ventilation, sanitary plumbing, 
sewerage systems, gas and electric lighting. 
In addition to the main office on Canal 
street, they have branches at the following 
locations throughout the city: 5512 Lake ave- 
nue, 6842 Wentworth avenue, 3550 N. Clark 
street, 1615 Benson avenue and 118 Central 
avenue, Highland Park, Ill. 
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Automatic Gas Cocks to Be Re- 
quired By Law 


F interest to the Chicago plumbing 
O trade is the new Illinois. state 
law, and ordinance of the city of 
Chicago enforcing same, requiring prop- 
erty owners to install automatic safety 
gas cut-off valves. The law applies to 
all classes of buildings with the exception 
of private residences in which gas is 
used for heating or illuminating purposes, 
so that in case of fire, accident or other 
necessity the supply of gas may be shut 
off from buildings without requiring fire- 
men or other persons to enter the buildings 
for this purpose. Buildings where the total 
volume of gas is not more than the average 
volume delivered through a _ three-fourths 
inch pipe are exempt from the requirements 
of the law. The enforcement of this act is 
designed to afford protection to the members 
of the fire department in the various towns 
and cities of the state in the performance 
of their duties and to safeguard the lives 
and property of its citizens. The new law 
has been the means of creating for the 
plumbers of Chicago quite a lot of work in 
the installation of these automatic gas cocks. 


————__2--e————__— 
Conference Regarding State Plum- 
bing Law 


CONFERENCE was held in Chicago, 
A June 18th, between master and jour- 
neymen plumbers for the purpose of 
considering amendments to the IJllinois plumb- 


ing law. The committee was composed of two 
master plumbers from the Illinois Master 
Plumbers’ Association, namely, Frank U. 
Patterson of Springfield and Bernard Gause 
of Jacksonville, two from the Chicago local 
association, Chas. C. Breyer and Chas. J. 
Herbert, and two from the Journeymen, 
W. W. Petrie of Chicago and L. A. William- 
son of Joliet. The principal amendment 
considered was the advisability of advocat- 
ing one Board of Examiners of Plumbers 
for Illinois outside of Chicago to be ap- 
pointed by the Governor. It was orginially 
suggested that there should be one Board 
of Examiners for the entire state, but it 
was considered advisable by the committee 
not to advocate any change that would 
eliminate the Chicago Board. In addition 
to advocating amendments to the state 
plumbing law, it is also the intention of 
the committee to draft and recommend for 
passage a state plumbing code. 


—_++e—__—_. 
Legislation to Prevent Electro- 
lysis 


Gas, Oil and Electric Light has recom- 

mended for passage an ordinance which, 
it is claimed, will do away with electrolysis 
in Chicago and prevent damage to property 
amounting to millions of dollars. If the 
council passed the ordinance, as expected, 
it is predicted that there may be a fight 
in the courts, as the companies have fought 
the measure every inch of the way. The 
ordinance requires the companies to install 
what is known as the “Booster system,” 
which is in operation in several foreign 
cities. The City Engineer has made start- 
ling statements to the effect that stray elec- 
tric current from the wires of the surface 
and elevated railways were damaging the 


Tc Chicago City Council Committee on 


water pipes of the city to the extent of 
thousands of dollars annually, that’ the 
same currents were finding their way into 


the big loop buildings and eating away the 
metal strueture work. It is estimated that 
the cost to the street railway companies to 
reconstruct their present method of handling 
ground current would be $3,600,000.00. 
Their chief counsel made a vigorous protest 
declaring that the expense would be pro- 
hibitive and that there was no assurance 
that the desired results would be attained. 
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| System of Figuring Cost 


if By EDWARD KANNEY, La Porte, Ind. 
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HAT is the matter with the 

plumbing and heating busi- 

ness? This is a question 

which every one of you 

have been asking for a 

ng time. To my mind there 
is no trouble with the plumbing and heating 
business. We have new improvements and 
inventions in plumbing, heating and vacuum 
work, and opportunities for the sale and in- 
stallation of same, which were not thought 
of a few years ago. 

The trouble appears to me to be, the plumb- 
ing and heating contractor himself. I am 
going to put what I consider the most im- 
portant question: Are you afraid to ask a 
decent price for your work? It appears to 
me that this is the trouble all over the 
country. In going back to January 1, 1912, 
one of the trade papers gave to the plumbers 
of the United States one of the best and 
ablest reports that I ever had the pleasure 
of reading. There appeared to be plenty of 
work and good prospects all over the 
country.. I was sorry to read the com- 
plaints on the prices they were getting for 
their work. From east to west and from 
north to south the same complaint. Why 
are the returns of the master plumber so 
meager? The plumber is at fault himself. 
Why is it the very great majority of the 
master plumbers throughout the United 
States have such a miserable commercial 
rating? Are we afraid that our bank or 
bankers will find fault if we have a goodly 
bank account? No; on the contrary you 
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would find that he is one of your best 
friends. Friends of this kind are very good. 

How many contractors really do estimate 
their work intelligently and thoroughly? 
When they estimate their cost of material 
and labor, do they forget the fact there still 
remains a something to add besides profit, 
and that is overhead expense? That is, all 
non-productive expenses. These overhead 
expenses have been shown to us on different 
occasions to be from 15 to 40 per cent, and 
I suppose your books show you what your 
overhead expenses are. 

What is meant by overhead expense? By 
overhead expense we mean such items as 
Owner’s salary, bookkeeper’s salary, rent, 
taxes, light, heat, horses, wagons, ete. These 
are items which all plumbing and heating 
establishments have. Another trouble is 
that men do not attend the conventions and 
do not belong to an association, men who 
are here today and another place tomorrow, 
the man who makes a price on competitive 
work today much less than cost of the ma- 
terial, and tomorrow charges a good friend 
five times the cost, are the men who are 
ruining the plumbing and heating business. 

I believe the remedies for this condition 
can be brought about by getting the men 
to join the association and become better 
acquainted with each other. Do not knock 
your competitor, but interchange ideas and 
experience which will benefit you both. Co- 
operate. ‘Be a Booster!” Resolve now that 
henceforth you are going to ask decent 
prices for your work. 
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“Kretschmer” 


Sanitary Bubbling Cup 


The most sanitary and econom- 
ical bubbling cup on the mar- 
ket. Thousands have already 
been installed in some of the 
largest cities and public build- 
ings in the United States. Self- 
closing cock and screw driver 
valve prevent waste of water 
and admit of perfect adjust- 
ment. Drain cup prevents 
splashing. We can also furnish 
bubbling cups to attach to sink 
backs if desired. Patented July 
4th, 1911. Write us for prices. 


Kretschmer Mfg. Co. 


Manufacturers and Jobbers of Plumbing, Heating and Pump Supplies 
Dubuque, Iowa 


ANOTHER “CLARKE” 


BATH TRAP 


POSITIVELY NON-SYPHONING 


LOOKS Good. IS Good. 
DRAWN Lead, not CAST 


“THAT’S WHY” 


Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn St., Brooklyn, N. Y. 


Ask Your Supply House or 
Specialty Salesman for 


FDTFX or — Blackrock 


TRADE MARK TRADE MARK 


Rubber Elbows 
Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 1% in. Short 


1% in. Extra L ong 
1% in. P ipe C on. x 1% in. Flush Fittings 


“ 


Canfield Rubber Co. 


Railroad Ave. & Garden St. 


a i rt, Conn. 
14,” Extra Long Elbow Br dgepo t Co A 


ON 
Plumbers’ Rubber Elbows 


MEANS 


Complete Satisfaction 


THE 


H. O. Canfield Co. 
Bridgeport Rubber Works 


Bridgeport, 
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Long Life 


This WATSON adjustable roof flashing is made of 
heavy copper. It is practically indestructible. 


There are NO SEAMS and NO SOLDER at the roof 
line. You can set itin two minutes. When once set 
it STAYS PUT. 

Send for complete particulars 


Davis-Watson Mfg. Co., Inc. 


Nashua, New Hampshire 


out. 


Patent Ball Cock. 


Pat, Feb. 3. 1903 
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AIR Cocn TO. 
CAMBURETIOR 


MATTHEWS GAS MACHINE COMPANY 
180 N. DEARBORN Sr, Ne ; CHICAGO, ILL. 
Send for descriptive circular 
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WILHELMI and MODERN 


Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 


INTERIOR HEAVILY TINNED 
Guaranteed Against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO., Makers 


PATERSON, NEW JERSEY 


Greater Adjustment 


Fabian Patent Ball Gock 


A new departure of all the many in the market, 
no lever construction with loose motion to wear 


Patented gears that lock and shut off positively. 
Removeable parts, noiseless, no hammering. 
Prices reasonable, send for booklet. 

Have all your tanks furnished with the Fabian 


MANUFACTURED BY 


FABIAN-HOWARD CoO. 


2130 Germantown Avenue 


FOR PLUMBERS 


Master Plumbers have found 
cessary and profit- 


that is DIFFERENT and easy to instal]. 


_ METAL BACK MEDICINE CABINETS __ 


nd Medicine Cabinets a ne- 
roducing accessory. Here is one 


Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 


Pete glass Shelves. 
irror, and Lock and Key. 


Price is right. Send for catalog. 


Frank H. Graf Mfg. Co. 
323 7th Ave. 


Will fit any closet 


outside connection. 
Patent Applied 
For 


Beveled French Plate Glass 


New York City 
A FOOT LEVER 


made. 


THE PALMER MFG. Co. 


Philadelphia, Pa, 


With Welsbach or other Incandescent 
Gas Light will produce an 80-candle 
Power Light at a cost of 


Less Than 1-4 Cent per Hour 


For 


Write for Prices and Descriptive Matter 


Madison, N. J. 


inside or 
No tank on water closet. 
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INTON & GRAF of 
325 Pearl street, Lo- 
gansport, Ind., are 
very much on the job, 
but Mr. Linton had a 
little spare time, and 
related his experiences 
as a scout under Gen- 
eral Custer and also 
in the Civil War. He 
served ten years with 
honor, and his remi- 


niscences were very 
interesting. 

Spencer Bros., 323 
Pearl street, Logans- 


port, Ind., 
alterations. 

J. W. Holland, 308 384 street, Logansport, 
Ind., reports business very brisk. 

De Wald & Wahl, 117 W. Maryland street, 
Indianapolis, Ind., are very busy on overhaul- 
ing and repair work. 

Thomas Connell Co., 223 E. 19th street, 
Indianapolis, Ind., reports numerous altera- 
tions and repairs under way. 


are very busy with numerous 


On this page appears an excellent like- 
ness of that well-known member of the 
Indiana craft, Charles Holtmann of Indian- 
apolis. Mr. Holtmann consented to pose for 
THE PLUMBERS’ TRADE JOURNAL photographer 
just before starting on a round of inspec- 


Hotel, plumbing and heating; Hibben-Holusz, 
plumbing and heating; Globe Realty Co., 
four garages, and James A. Allison, private 
residence, which residence will have water 
supply and sewage. 

Ryan Plumbing & Heating Co., 109 W. 4th 
street, Davenport, Iowa, have a number of 
contracts on hand and are working about 
forty men. Mr. Ryan was formerly of Ne 
York (City,. Nea. : 

L. B. Skinner, 511 Massachusetts avenue, 
Indianapolis, Ind., is very busy, having a 


number of contracts on hand, and hé is one a 


of the pioneers in the Master Plumbers’ As-_ 
sociation. 


De Hart & Corse, 1510 Harrison street, 


Davenport, Iowa, are so busy that Mr, De 
Hart, who is a devoted sportsman, is dis- 


appointed because he cannot indulge in his — 


favorite pastime, hunting. 


Davidson & Davidson, who engaged in 
business early this year, have already suc- 
ceeded in building up a lucrative trade. 
Their establishment is at 3767 Illinois ave- 
nue, Indianapolis. 


Otto Meinert, inspector of plumbing, Dav- 
enport, Iowa, has returned from St. Louis, 
where he attended the meeting of the 
American Society of Inspectors of Plumbing 
and Sanitary Engineers, and reports progress. 

THE PLUMBERS’ TRADE JOURNAL representa- 
tive just caught C. B. Haines, Jr.) Canes 


CHARLES HoLtTMANnnN, INDIANAPOLIS, InpD., iv Front or His EstasLisHMENT 2 


tion. The automobile and motor eycle shown 
are the up-to-date methods of transporta- 
tion which this hustler uses. 


T. E. Sullivan, 305 North Buckeye street, 
Kokomo, Ind., has just completed his new 
building at the above address. 


Clarke Bros. have just moved into their 
new and extensive building, 122 and 124 
North Senate street, Indianapolis, Ind. 

Chas. M. Oberlin & Co., South Bend, Ind., 
have the contract for the plumbing and 
heating in the new high school in South 
Bend. 

Roy P. Kerker Plumbing Co., 506 Brady 
street, Davenport, Iowa, are very busy with 
a number of private dwelling and alteration 
contracts. 

H. Sonntag, 324 Harrison street, Daven- 
port, Iowa, has a number of heating and 


‘plumbing contracts for private dwellings in 


the suburbs. 


W. C. Hunter, 218 N. Buckeye street, 
Kokomo, Ind., besides his extensive plumbing 
business, is also interested in the Faultless 
Inner Tube Co. 


Clark E, Reed, 226 E. 3d street, Daven- 
port, Iowa, is ably assisted by his charming 
daughter in taking care of his plumbing and 
heating contracts. 


Hayes Bros., 236-238 W. Vermont street, 
Indianapolis, Ind., have just completed their 
new two-story fireproof building and are at 
work on the following: Merchants’ National 
Bank, plumbing and heating; Washington 


Haines & Co., 810 N. Illinois street, Indian- 
apolis, Ind., fixing up his auto to carry a 


party of thirty people to the country to 


spend the 4th of July holiday. 


Wernentin Bros. Co., 1509 Harrison street, 
Davenport, Iowa, are so busy in the plumbing 
and heating lines that they have discontinued a 
the tin and furnace branches and will de- 2, 


vote their entire energies to the above busi- ; 


ness. im 
Wm. Whitehead, 510 Broadway, Logans-_ 


port, Ind., is so busy that he could not 
in- 


attend the National Convention, but, 
stead, sent his daughter, Miss Lillian, tc 
vote the right ticket. Not woman suffrage — 
this time. + 


“Come in out of the wet,’’ was the remark 
which greeted THE PLUMBERS’ TRADE JOUR- 
NAL representative from the Beimburg Bros., — 
2435 Talbot avenue, Indanapolis, Ind., as he 
was swimming through the street to reach 
their shop. 


THE PLUMBERS’ TRADE JOURNAL representa- 


tive had the pleasuré of a pleasant drive — 
behind the famous pacing mare, “Nancy 
Jane,” record 2.011%, owned and driven by — 
Phil. Keller, 1208 W. 6th street, Davenport, — 
Iowa, one of the city’s busy plumbers. : 


Peoples Plumbing Co. 18 N. West — 
street, Indianapolis, Ind., is composed of 
W. S. Bassett and C. R. Allison. They re- 
port business very good since starting eight 
months ago and would be pleased to receive — 
catalogs and price lists from the trade. 
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Look Pleasant! 
Here’s the solution” 
of your troubles 
THE HAAS 
Absolutely Frost- 
Proof Closet b 


Requires no pit. After the closet 


is set the trench is refilled to the 
level of the ground. This does away 
with the old time unsanifary pit. 

All working parts are enclosed in 
standard threaded iron pipe, making 
it easy to extend to any desirea 
length. 


The valve is very simple. It can be 
repaired easily and packings can be 
remoyed without shutting off water. 
Only tools required are a screw driver 
and monkey wrench. 

The waste of this valve does not 
operate until the c!oset seat is re- 
leased. Itis very quick in draining 
the pipes leading to hopper and tank. 

HAAS FROST-PROOF CLOSETS have 
other good points. 

Let us tell you about them 


Philip Haas 
Company, 


Manufacturers 


Dayton, Ohio 
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of two cents a word. 


CELL LRT ALA LALEL ILL EL ALLA LLL 


BROCKTON, MASS.—PLUMBING, HEAT- 
ing and sheet metal business for sale. Finest 
show-room in the city. Obliged to go to Cali- 
fornia for my health. V. R. Donovan. 


PLUMBING SCHOOL—WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today, Stout Institute, Menomonee, Wis. 


SALESMAN WANTED TO CALL ON 
plumbing and heating trade in St. Louis 
and nearby territory. State salary and ex- 
perience. Address 184, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE—PLUMBING AND HEAT- 
ing business. One of the best locations in 
Seattle, Wash. Established six years. Price, 
$750.00. Address 175, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


WANTED—YOUNG MAN IN DRAFTING 
room of heater manufacturer. One with some 
experience preferred. Good chance to advance 
to sales department. Address 179, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


WANTED, AT ONCE—TWO STRICTLY 
first-class plumbers and one steam and hot 
water fitter. Steady work. Union shop. 


Hight hours, $5.00. Missouri River town. 
Address 178, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


YOUNG MAN WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177, c/o THr PLUMBERS’ 
TRADE JOURNAL. 


PLUMBER AND FITTER, GOOD LEAD 
worker—Wants position along Pacific coast; 
prefers Oregon or Washington. Strictly tem- 
perate. Would consider partnership in thrifty 
town. Address 186, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


SALESMAN WANTED—A GOOD LIVE 
hustling salesman to sell complete line of 
plumbing, steam and mill supplies, in Texas 
territory. We want a salesman. No order- 
takers need apply. The Ahrens & Ott Mfg. 
Co., Ft. Worth, Texas. 


WANTED —MANAGER FOR A WELL 
established plumbing specialty business. Will 
sell controlling interest to right party. Owner 
has too much other business to attend to. 
Investigate this. Address No. 173, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE—A PLUMBING AND HEAT- 
ing business located in a most progressive 
gulf coast town in south Alabama. This is 
a good opportunity and worth while looking 
up, if interested. Address 183, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE—ESTABLISHED AND WELL 
equipped plumbing, heating and electric busi- 
ness. The best town in Kansas. An excellent 
opportunity. Present owner going into en- 
gineering business in Chicago. Address 181, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


MANUFACTURERS, ATTENTION! BUF- 
falo is booming. Will rent for display or other 
purposes one side of 20’ x 60’ store on a 
prominent main street, transfer corner. Seven 
ear lines stop at door. For particulars address 
Wood & Co., 1374 Main street, Buffalo, N. Y. 


FOREMAN PLUMBER WISHES POSIT- 
tion—Plumber, foreman, 18 years’ experi- 
ence on large and unusual installations, open 
for position in establishment where services 
will be of value. Familiar with all branches 
of plumbing and heating. Address 180, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


HIGH-GRADE SALESMAN WITH EX- 
ceptional experience and ability is opening 
a sales office in Chicago. Will be glad to 
hear from manufacturers of plumbing and 
steam supplies who are desirous of securing 
a first-class representative in Chicago and 
the surrounding territory. Address 182, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


AMERICAN CONTRACTOR IN CHILE, 
South America, wishes to secure the services 
of a capable man to take charge of plumbing 
and steam fitting department covering the 
entire installation in buildings now in course 
of construction. Single man preferred. Must 
be sober and industrious and know business 
thoroughly. Exceptional opportunity will be 
given to make a fortune in a very short time. 
Passage paid condition of contract. Climate 
about the same as New York City. Address 
185, c/o THk PLUMBERS’ TRADE JOURNAL. 


less will be charged for insertions under these headings. 
Cash or stamps must accompany order. 


Help Wanted, Business Opportunities, 
Situations Wanted, Salesmen Wanted, 
Exchanges and Miscellaneous Notices. 


A uniform Rate of 50 cents for 25 words or 
Additional words at the rate 


FOR SALE—ESTABLISHED PLUMB- 
ing, heating and chandelier business in the 
great manufacturing city of Gary, Ind. Five 
years old with a population of 35,000 and 
growing faster than ever. Over 800 build- 
ing permits taken out last year. Over 13,000 
men employed in the mills, 3,000 of whom 
can not live here on account of lack of resi- 
dences. Stock will invoice about $5,000 but 
can be reduced. Doing over $30,000 business 


per year. Want to sell out to go into the 
manufacturing business. H. H. Highlands, 
Gary, Ind. 


MECHANIC’S LIENS 


filed and foreclosed. Collections every- 
where. Breach of contract cases. Bank- 
ruptcy and other legal matters. Satisfactory 
terms. References, New York and out 
of town parties. JACOBFRIEDMAN, Attor- 
ney and Counselor at Law, 302 Broadway, 
New York. Telephone 1676 Worth 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Go. 


559 West Lake St. 
Chicago, Ill, 
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Thousand 
Island 
House 


ST. LAWRENCE RIVER, 
ALEXANDRIA BAY, N. Y. 


O. G. Staples, Proprietor 


A most attractive summer 
home in the midst of America’s 
Venice—the famous Thousand 
Islands. Write for terms. 


Stop! Read! and Consider!! 


Which is the better off, the man who 
has a good trade, or he who belongs 
to the vast army of unskilled workers? 
The New Trade School, founded in 
1881, and endowed, provides practical 
instruction in various trades for young 
men. Full day courses, $25 to $45; 
evening classes, $12 to $16. Illustrated 
showing trades taught and 


catalogue, 
giving full particulars, mailed free on 


application. 


NEW YORK TRADE SCHOOL, 
1254 First Avenue, New York City. 


Address, 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on the 
Pacific Coast 
POSTAL 
TELEGRAPH 
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in its original preparation. 


thought and practice. 


Each Volume is 6 by 9 inches in size. 


If you will mark and mail the 
attached coupon, we will send to youa 
circular containing a full synopsis of 
all the Volumes of the International 
Library of Technology. Mailing the 
coupon will cost you only postage and 
will place you under no obligation. 
Every man engaged in the work of 
plumbing, heating and ventilation 
should know about this Library. 


Mark and Mail the Coupon NOW! 


NOT-AIR HEATING 
a SLOWER 
‘SYSTEM! 
POWER PLANT 


ep HEATING 
Sena 


This Library consists of 5 Volumes selected from the 111 Volumes 
of the International Library of Technology that cost over $1,500,000 
It contains knowledge obtained through 
years of experience by the greatest industrial institutions in the world. 
The matter has been written by the foremost technical experts and 
illustrated by a staff of artists and draftsmen. 
be found the latest and best methods of work. This Library is the 
only practical technical Library in existence for those having no knowl- 
edge of the higher mathematics. 


This Plumbers and Steam Fitters’ Library is a storehouse of the world’s best 
The Volumes are durably and handsomely bound in 
three-fourths red morocco, stamped and numbered in gold. The books are 
printed on a high-grade book paper, and the type is large and easy to read. 
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$ INTERNATIONAL TEXTBOOK COMPANY 
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a4 Please send, without further obligation to me, full par- 
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Harotp MaAppock, THos. MaAppock’s Sons 
Co., TRENTON, N. J., AS NAPOLEON 


AT St. HELENA 
6¢ LD SOL” was running a close 
race with some of the instan- 


taneous water heaters made in 
our field during the convention 
of the Eastern and Central 
Supply Associations at Atlantic City, July 
9th, 10th and lith. The weather was so 
hot that it was even impossible to parade 
on the Boardwalk during the daylight hours, 
but the attendance at the meetings was 


Gro. D. McItyarne, Secrerary NATIONAL 
PIPE AND SUPPLIES ASSOCIATION 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW — 


EASTERN AND CENTRAL SUPPLY AS. 
SOCIATIONS HOLD CONVENTION AT 
} Ages ATLANTIC CITY, JULY 9-10-11 = 


good, and they were of sufficient interest to 
keep the members in the convention hall 
during the session hours. 

On every side were optimistic reports of 
business conditions throughout the country. 
The main complaint was that manufacturers 
were unable in any way to nearly supply the 
demand for goods ordered. The opinion in 
general seemed to be that during the past 
year all surplus stock has been taken up, 
and there remains in the hands of the sup- 
ply men but a small portion of the. daily 
demands by our trade. The increase in 
husiness is a healthy one, and apparently 
there is no question but that it will con- 
tinue with the same uniform growth. 

Various discussions took place during the 
sessions and some interesting addresses by 
able speakers showed that the different 
committees and individuals had devoted 
some time to the preparation of these re- 
ports. The association disposed of such 
matters as needed attention, after which the 
Chairman 


introduced the Honorable C. H. 


cup and approved of the use of bubbling 
fountains wherever practical. The committee 
will extend every aid within its power to 
those who exhibit any interest working to- 
wards these public improvements. 

The report of the committee on the stand- 
ardization of pipes and fittings was received 
and adopted, and printed copies ordered sent 
to all manufacturers and members of the 
association. It was stated that they ex- 
pected to have the ‘‘Naco” trade-mark placed 
on all accepted pipe and fittings within a 
short time. 

The next meeting of the committee will 
be held in New York City during November, 
and the meeting of the Hastern Supply Asso- 
ciation in October. 


PICKED UP ALONG THE BOARDWALK 


HOSE popular boys from the Ohio 
Brass Co. of Mansfield, Ohio, Messrs. 
Jamison and Patrick, again repre- 
sented their firm. Mr. Jamison, the sales 


Ray D. LiLirerimcer, Jas. FARRELL, O. C. Topp, WAppILL CATCHINGS 


(PRESIDENT), AND 


JeERRE Dononur, AMBASSADORS CENTRAL Founpry Co., New York Crry 


Pepper of the State Department of Wash- 
ington, D. C., who delivered an address on 
the trade relations existing between our gov- 
ernment and foreign countries. Mr. Pepper 
is known as one of the best of our experts 
on foreign business relations, and was called 
upon during the arrangement of the reci- 
procity treaty with Canada, which failed to 
pass at their election last year. He is a very 
able and interesting speaker, and submitted 
some facts regarding our export business 
that were a surprise to those who heard him 
speak. Talks such as given by Mr. Pepper 
are greatly appreciated and gave to each of 
his listeners some idea of the vast foreign 
relations which we have. 

The question of the position to be taken 
by the members of the association regarding 
the sale of non-guaranteed tubs led to a 
very interesting discussion. The trend of 
opinion was to gradually eliminate as far 
as possible the manufacture and sale of any- 
thing but a guaranteed product. The matter 
was left open for further discussion. 

On Thursday morning the meeting of the 
National Committee of the Confederated 
Supplies Association was called with J. J. 
Ryan, president, in the chair. The meeting 
advocated and endorsed the work of all 
legislative and sanitary bodies towards the 
building of public comfort stations and 
baths and the removal of the public drinking 


manager, reports the same generous increase 
of business still follows the “Ohio” line. 

The regular standby—‘‘Jim” Brady of the 
McCrum-Howell Co.—must be making a 
reputation, for his firm still continues to 
send him to the meetings whenever they are 
held at the shore. H. T. Gates, the man 
who gives the orders to “Jim,” was there 
to put the sand on the track whenever the 
wheels were slipping. 


W. G. Callow of the Kennedy Co., Cleve- 
land, Ohio, motored from home in_ his 
“Winton” car. Some of the boys tried to 


make fun of the ‘‘Winton” machine but were 
presented with some facts and mileage fig- 
ures that upheld Mr. Callow’s’ statement 
that he had a real car. 

L. P. Sutter of the Mark Mfg. Co. of 
Chicago, Ill, was making his first conven- 
tion trip. Mr. Sutter has but recently joined 
the staff of this firm, in charge of the east- 
ern territory. 

Archie Maddock of Thos. Maddock Son’s 
Co. was bidding his many friends in the 
trade good-bye preparatory to making a 
journey around the world. “Arch” will not 
be lonesome on this trip, as there will be 
a Mrs. Maddock to enjoy the voyage with 
him, 

O. C. Todd of Central Foundry Co. was 
easily the tallest man present. In his new 
hat, Bankok model 1918, he made quite 


on sii 


ent ee 


OT Na? 


akon 


J. B. Wisk, Watertown, N. Y. 


an impression along the ’Walk. Especially ~ 


when walking with Jerre Donohue—the 
shortest man among the Central Foundry 
staff. 


Some day we hope to print for the benefit 
of our readers a picture of John Kelly—the 
“man behind the gun” at the Iron City Sani- 
tary Co. Despite every effort to catch — 
Kelly, he evaded the wiles of our artist with 
a camera. 

Mr. Myers of Iron City Sanitary Co. was — 


Cuas. Prau, Prau Mre,. Co., CINCINNATI, 
OHIO d 
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“Lucy” ROTHWELL, AMERICAN PIN 


WATERBURY, CONN. 


Co., 


sporting a little white hat, which with his 
new blue serge suit, made especially for this 
auspicious occasion, made him by far the 
dressiest man on the beach. Wherever ex- 
citement was greatest you would find that 
little white hat. 

W. C. Matlack of the Potteries Selling 
Co. in reply to the usual question, ‘‘How’s 
business?” stated that the buying was in 
small quantities but often and that the 
volume was holding its own very well; in 
fact, better than expected. 

Every one expected to see the smiling 
face of Dick Collings of the American Pin 
Co., but in his place the American Pin Co. 
sent L. S. Rothwell, the New York repre- 
sentative. 

It was worth the price of admission to 
see Fred Zander go to the roller rink and 
make a bluff at putting on a pair of skates 
and then see him “make good.’’ When he 
started the figure 8 the laughter changed 
to applause. The Dutch roll backwards 
started a riot and by the time he began 
the grapevine he had won enough cigars 
to carry all his salesmen through the year. 
Fred certainly is some skater. 


Harry HELLERMAN, ENGINEERING 


PENN 
Co., PHILADELPHIA, Pa. 


FRANK S. HANLEY AND “PHIL” M. 
BEECHER, SECRETARY AND PRESIDENT 
EASTERN SUPPLY ASSOCIATION 


Later bulletin: Dick Collings has just 
arrived. You can’t keep a good man away. 
A loud fit of coughing on the Boardwalk 
caused a crowd to gather around Fred Uhl 
of the Detroit Brass Co. After all the 
known first ‘aids’ were applied it was 


EK. L. Stock, CHESAPEAKE SUPPLY CoO., 
WASHINGTON, D. C., anp H. G. Hart, 
JR., HART & CrovussE Co., Utica, N. Y. 


choking. Fred’s knowledge of the toilet ac- 
cessories of the female sex is somewhat 
limited, but he is learning fast. 

A swimming match was planned for 
Tuesday morning and a list of contestants 
headed by L. S. Rothwell of the American 


F. W. BrRAMrorp, AMERICAN SANITARY WorKS, NEw York City, AND GENE WILLIARD, 


GREAT WESTERN Portery Co., Kokomo, IND. 


found that Fred had picked up a powder 
puff lost by some fair damsel and, thinking 
it was a marshmallow, proceeded to eat it. 
With the first pressure of his teeth the 
powder flew up his nose and produced the 


“HANK ” BrirpSEYE, Hart & CRoUSE Co., 


Utica, N. Y., ann “Dick’’ COLLINGs, 
AMERICAN PIN Co., CLEVELAND 
OFFICE 


A SeA-Gotine Hack Trip 


Pin Co. was posted in the hotel on Monday. 
All the entrants were on hand with the ex- 
ception of Rothwell, and a committee ap- 
pointed to search the beach found him in 
the swimming pool. He was at the shallow 
part and was suspended from the end of a 


C. V. KetiocG, KetLoce-McKay Co., CHI- 
caco, ILL., AND WM. Ivy, PRESIDENT 
CENTRAL SUPPLY ASSOCIATION, 

St. Louis, Mo. 
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FRED ZANDER, ZANDER PLUMBING & SUPPLY 
Co., BurFAtLo, N. Y. 


fishing pole in the hands of the swimming 
master. Around his waist was a leather 
belt, and a 6” hauser attached to the pole 
precluded any chance of drowning. He had 
taken two strokes and thought he was get- 
ting along finely. 

Cc. V. Kellogg of the Kellogg-Mackay Co. 
of Chicago, Ill., brought with him his usual 
optimistic views of the situation. 
It’s always a pleasure to talk with Mr. Kel- 
logg because after a chat with him there’s 
a feeling that this world is a pretty 
place to live in, after all. 

Geo. D. Mcllvaine, the newly elected sec- 
retary of the National Pipe & Supplies 
Association, found present a number of the 
members of that body. 

Bulletin No. 2: Dick 
but not very still. 

The Union Foundry Co. of Anniston, Ala., 
again had G. Shumaker as their spokesman. 
This firm for the past 
ducted a laboratory for analyzing’ the 
product of their foundry as well as the 
base metal used in making their exclusive 
line. They report business better than ever 
before and all orders are being booked sub- 
ject to delivery when possible. Mr. Shu- 
maker states this will be a year 
among all the Southern industries. 


business 


good 


Collings still here, 


four years has con- 


banner 
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C. M. McItwatnr, VAN CAMP HARDWARE 
Co, INDIANAPOLIS, IND. 
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G. SHuMAKER, UNIon Founpry Co., ANNI- 
STON, ALABAMA 


The hardest luck story that circulated 
the hotel lobbies related to W. B. Maddock 
of John Maddock & Son’s Co. of Trenton, 
N. J. “Bill” figured that he could get a 
week’s vacation using the convention as an 
excuse, but during the whole time was con- 
fined to his room with an attack of what 
was reported as all the way from “Hydro- 
phobia” to ‘‘Elephantitis.” ‘Bill’ thought he 
could take a few rounds out of a Jersey 
mosquito, but in the first minute of action 
the bird drew blood and “Bill” went down 
for the count for three days. When he 
came to, the first question he asked was: 
“Did I win the fight?” 

The Iron City Sanitary Co. of Pittsburgh 
upheld its claim for quality on everything 
that bears the label of their firm in the 
cigars that those who were fortunate 
enough to meet the representative of that 
firm received. They were imported Havana 
goods and were tastefully wrapped in an 
attractive wrapper bearing the firm name 
and their well-known black and gold label. 

Mr. Thompson of Hayes & Thompson, 
makers of the well-known ‘Hatchco” goods, 
was accompanied by Wm. EH. Tucker of that 
company. 

“Working like beavers’ were A. F. Howe 
and Chas. W. Cromb of the Borden Co. 
of Warren, Ohio. The tasty scarf-pin made 
to represent their “Beaver’’ trade-mark was 
worn by those of the members who were 
wearing four-in-hand ties. 

J. W. Farrell of the Central Foundry Co. 


T. Monror Dossins AND ARTHUR PODMARE, 
CAMDEN Portery Co., CAMDEN, N. J. 


of New York, has thrown away his crutches 
and cane but still walks a little carefully. 
He has almost recovered from the opera- 
tion, which necessitated a stay in the 
hospital for about four weeks. Farrell’s 
talking machine was not impaired, judg- 
ing from the forceful arguments he was 
putting up for the latest output of his firm. 

Harry Hellerman of the Penn Engineering 
Co. of Philadelphia, Pa., confirmed the state- 
ment made in a recent issue of THE PLUMB- 
ERS’ TRADE JOURNAL to the effect that “he 
ran over from Philadelphia expecting al- 
ways to go home the same night, but the 
last train left too early.’ 

Harry got there Tuesday morning and on 
Wednesday afternoon was still going to 
take the next train home. 

Morris Horner of the Speakman Supply & 
Pipe Co., Wilmington, Del., had his usual 
successful selling methods with him. 

There was a rumor around the lobby that 
there was a prospective customer stopping 
at the Dennis. At the unholy hour of nine 
A. M., “the morning after the night before,” 
Morris rented a telephone booth and ’phoned 
every room, looking for that man. The 
ventilating system of the hotel was taxed 
to the limit to clear the rooms of those 
disturbed, in what they claimed was the 
“shank” of the evening, of the blue air 
those telephone calls made. 

Chas. Pfau of the Pfau Mfg. Co. of Cin- 
cinnati, Ohio, showed some of the ‘get there” 
methods that are behind his company. He 
came to the convention only expecting to 
meet a few of his present customers, but 


welcomed by his many friends in his new 
position. 

The exhibit of the Central Foundry Co., 
showing their new product, the “Holt’’ fit- 
tings, created a great deal of interest among 
the members. The line is an entirely new 
one, as the process of manufacture gives a 
uniform thickness and strength and every 


piece is tested before shipping. Among the — 
sales force present were Mr. Catchings 
(president), Jerre Donohue, O. C. Todd, 


J. W. Farrell and Ray Lillibridge. 

Phil Beecher of Pierce, Butler & Pierce 
Co., Syracuse, N. Y., was one of the early 
arrivals. Phil looked as slick as ever and 
immediately unpacked his wardrobe trunk. 
He was kept pretty busy presiding over the 
Eastern Supply Association meetings during 
the day, but in the evening Phil with his 
catchem wood walking stick attracted at- 
tention on the Boardwalk. C. F. Bennett 
of this firm was also present. 

Oscar J. Saxe of the Dalton & Ingersoll 
Co., Boston, Mass., was conspicuous among 
the boys. Oscar always was a good mixer. 

Frank W. Hubbard ably sustained the 
reputation of W. B. Hubbard & Sons Co. 
of Boston, Mass. Frank has a large circle 
of acquaintances and is a popular “Down 
Easterner’ with the trade. 

A. H. Warner of the Detroit Brass Works, 
Detroit, Mich., in his usual courteous man- 
ner greeted his many friends. He reports 
business in his territory as very good. 


How could it be otherwise with this old war 
horse, who is so well known by the boys? 
Final report: 


Dick Collings leaving on 


Mr. AND Mrs. anp Miss KATHERINE Mryers, Mr. AND Mrs. Burr, PITTSBURGH, PA. 


when he found the number of people present 
and the interest being shown, got busy on 
the long distance ’phone. In the morning, 
as if by magic there had been erected a 
model bathroom in the hotel lobby showing 
a complete installation of the new Pfau 
copper tank as it appears when fully con- 
nected. 

Looking up or down the Boardwalk, any 
old way, at any old time, you could see 
the commanding figure of H. B. Hallett of 
the Eastern Range Boiler & Welding Co., 


Conshohocken, Pa. Anywhere “Big 6” is 
to be found, there is always something 
doing. 

Mr. Baxter of the General Supply Co., 
Atlanta, Ga., attended the meetings and 
thoroughly enjoyed the pleasures of the 


beach as well as the business of the conven- 
tion. 

Mr. Stoddard of Detroit Range Boiler Co., 
Detroit, Mich., states that business has never 
been so good and the prospects seem to 
show that it will continue. 

Geo. Bailey of Pittsburgh Sanitary Mfg. 
Co. of Pittsburgh, Pa., was carrying his left 
hand wrapped in bandages. Geo. says he 
hurt his knuckles on a man who spoke dis- 
paragingly of the “Steal King” tank; but the 
general opinion was that he got it from a 
“back kick’ when in his dreams he was 
trying to crank that new “Mercedes” car he 
is thinking of buying. 

H. G. Hart, Jr., and H. A. Birdseye, gen- 
eral manager of the jobbing department of 
Hart & Crouse Co., Utica, N. Y., were at- 
tending their first convention for the new 
jobbing house. “Hank” is one of the old 
standbys in our trade and was warmly 


last train. This convention is now ended. 

Among those who were present and met 
by THE PLUMBERS’ TRADE JOURNAL repre- 
sentative were the following :— 

John A. Murray, John A. Murray & Co.; 
Howard E. Gates and James Brady, McCrum- 
Howell Co., New York City, N. Y. 

J. C. Clow, J. B. Clow & Sons; J. J. Ryan, 
J. J. Ryan & Co.; A. M. Lally, H. S. Ray- 
mond; Joseph T. Cotton, C. N. Marcellus; 
A. J. Gould, M. F. G. Gould Co.; W. Stewart, 
American Radiator Co., Chicago, Ill. 

Frank Uhl, A. H. Warner, Detroit Brass 
Works; E. A. Morris, Detroit Lead Pipe and 
Sheet Lead Works; E. W. Stoddard, De- 
troit Range Boiler Co.; W. N. Brecht, Dia- 
mond Mfg. Co.; Perry F. Kimball, Kimball- 
Eisenberg Co.; BE. E. McNair, U. S. Radi- 
ator Corporation, Detroit, Mich. 

Geo. H. Bailey and Tom Norton, Bailey- 
Farrell Co.; John <A. Kelly and CG. F. 
Myer, Iron City Sanitary Mfg. Co.; C. L. 
Selkregg, L. B. Jenks, Pittsburgh Valve & 
Fittings Co.; W. B. Topping, D. J. Geary 
and W. W. Hall, Republic Iron Works; J. 
D. Purdy and Mr. Maurer, Spang-Chalfant 
& Co.; Francis J. Torrance and Mr. Conrad, 
Standard Sanitary Mfg. Co.; Allan W. Ham, 
U. S. Sanitary Mfg. Co., Pittsburgh, Pa. 

A. A. Merkel, Merkel Bros. Co., Cincin- 
nati. C. R. James, Buckeye Tank & Seat 
Co.; W. G. Callow, Kennedy Co., Cleveland. 
T. R. Barnes, Barnes Mfg. Co.; W. T. Jami- 
son, Ohio Brass Co., Mansfield. Chas. E. 
McInness and W. #. Mianing, Youngstown 
Sheet & Tube Co., Youngstown, Ohio. 

Oscar Saxe, Dalton-Ingersoll Co.; Frank 
Hubbard, W. B. Hubbard & Sons, Boston. 
W. N. Fatrfield, Haydenville Brass Co., 
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ARCHIE Mappock, Tiros. Mappock’s Sons, 
Co., AND E. S. A1rkin, TRENTON Por- 
TERIES Co., TRENTON, N. J. 


Haydenville, Mass. 

Cc. F. Bennett and P. M. Beecher, Pierce, 
Butler & Pierce, Syracuse, N. Y. 

J. Walter Lyons, Keystone Pottery Co.; 
E. S. Aitken and J. H. Gise, Trenton Pot- 
teries Co., Trenton, N. J. EF. T. Stevens, 
Plimpton-Hills Corporation, Hartford, Conn. 
Alvin Thomlinson, Virginia-Carolina Supply 
Co., Norfolk, Va. J. E. Tinker, A. R. Clark 
and Mr. Thompson, Hayes & Thompson, 
Philadelphia, Pa. Cornell-Wigman-Searl Co., 
Lincoln, Neb. Coates Plumbing Supply Co., 
Tampa, Fla. West Co. and Young & Vaun 
Supply Co., Salt Lake City, Utah. 

T. W. Baxter, General Supply Co., At- 
lanta, Ga. Horace Hammond, Hammond- 
Byrd Co., Birmingham, Ala. F. H. Cald- 
well and Russell D. Knight, Cahill Iron 
Works; M. M. Hedges, Casey-Hedges Co., 
Chattanooga, Tenn. S. H. Moon, Ahrens 
& Ott Mfg. Co., Louisville, Ky. A. Y. Me- 
Donald, Dubuque, Iowa. Jim Gilchrist, 
Indiana Supply Co., Indianapolis. E, Wil- 
liard, Great Western Pottery Co., Kokomo, 
Indiana. 

John Duncan, Wheeling Steel & Iron Co., 
Wheeling, W. Va. W. E. Ehrhardt, J. C. 
Kupferle Fdy. Co.; Wm. Ivy, Monument 
Plumbing Supply Co., St. Louis, Mo. 

J. B. Murphy, J. M. Kohler Sons Co., She- 


boygan. H. D. Westgall and W. E. Watson, 
La Belle Iron Works, Steubenville. C. S. 
Johnson, Northern Brass Co., Waukegan. 


E. F. Niedecken, Hoffman & Billings Mfg. 
Co., Milwaukee, Wis. P. F. Frey, Central 
Supply Co., Minneapolis, Minn. J. B. Rahm, 
U. S. Supply Co., Omaha, Nebr. 


L. P. Surrer, Mark Myre. Co., CHICAGO, 
Tut.; Pregry F. Kimpart, KIMBALL- 
EISENBERG Co., AND FRANK UBL, 

DeErtRoIT Brass Co., Detroit, MIcH. 
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“SANDS” 
SANITARY 
FIXTURES 


Special Fixtures 
for Special Places 


pees Samoa 


PLATE S-223 


The “Nian” Vitro Adamant 
Lavatory, slab back basin and bracket 
in one piece, brass waste plug, chain and 
rubber stopper, nickel-plated copper supply 
pitcher, with bulkhead ring bracket, 
nickel-plated copper waste receiver, com- 
plete as described $26.50 


With zinc waste receiver deduct $2.50. 


Send for catalog ‘‘D’’ illustrating complete 
line of fixtures and specialties 


A. B. SANDS & SONS 
i849 COMPANY 912 


Manufacturers of 
PLUMBING SPECIALTIES 


22-24 VESEY ST. NEW YORK, U.S.A. 


No.1 Tip Top 
Vent Cap 


Patent applied for 


Is unique in construction, easy 
inadjustment anda sticker when 
rightly placed, 


For Sale by Your Jobber 
Miller Foundry & Specialty Co. 
No. Tonawanda, N. Y. 


THOMAS DUGAN, ALBANY, N. Y. 


Thomas Dugan, father of James H., 
Thomas J., John E., Daniel, and William S. 
Dugan and Mrs. Helen F. Foote, passed 
away at his late residence, 2 Bonheim 
street, Albany, N. Y., at the age og 79 
years, after an illness of about a year. 

The deceased was born on April 6, 1838, 
near the city of Cork, Ireland, and accom- 
panied his parents to this country when a 
lad of five years of age, settling in Albany, 
which has been his residence ever since. At 
an early age, he entered the employ of the 
late James Dixon, where he learned the 
business, and was said to have been an 
expert mechanic. In 1863 he formed-a co- 
partnership with John Doyle, master plumber 
of Albany, under the firm name of Doyle & 
Dugan, which firm for many years conducted 
an extensive plumbing business at 27 James 
street up to the time of its dissolution, after 
which he continued the business for a num- 
ber of years, being finally succeeded by his 
sons, Thomas J. and John BE. 

In the death of Mr. Dugan, the trade and 
his city have lost a citizen of sterling in- 
tegrity and strong character. 

In politics Mr. Dugan was always an 
independent, but with a strong attachment 


THE Larz THomas Ducan, Atpany, N. Y. 


for the democracy enunciated by Paine and 
Jefferson. He was one of the active spirits 
of the local branch of the old Greenback 
Labor Party, and enjoyed the personal ac- 
quaintance of the late Henry George, being 
one of the few Albanians who welcomed that 
world-renowned economist when he lectured 
on the “Irish Land Question” in the Senate 
Chamber of the old State Capitol. 

Mr. Dugan was a charter member of the 
Albany Master Plumbers’ Association and 
one of the committee on its organization. 
He was an active organization man for 
many years, but would accept no office. 

During the early days (about thirty years 
ago) of THr PLUMBERS’ TRADE JOURNAL, he 
was one of its editorial staff. 

For years he endeavored to get a proper 
lien law enacted for the protection of the 
trade, and with the co-operation of the late 
James M. Heatherton, former Editor and 
father of the present Editor of THm PLUMB- 
ERS’ TRADE JOURNAL, such a law passed the 
New York State Legislature, but was vetoed 
by Grover Cleveland when governor. 

The funeral services were held at his late 
residence on Monday afternoon, July 22d. 
Interment was in the family plot in the 
Rural Cemetery at Albany, N. Y. 


GHORGE MAHL, HARTFORD, CONN. 


George Mahl of 329 ‘Windsor avenue, 
Hartford, Conn., died at the Charter Oak 
Hospital, July 5th, following an operation 
two weeks before his death. He was born 
in Norwich, Conn., a son of Benjamin rnd 
Elizabeth Mahl, and was 64 years old. 

Mr. Mahl came to Hartford forty year.' 
ago and started in the plumbing business. 

At the time of his death he had a large 
plumbing establishment at 1140 Main street. 
Mr. Mahl was a member of a number of 
fraternal organizations. Besides his wife, 
Mr. Mahl leaves four daughters—Florence 


E., Emma L., Lottie M. and Mrs. Jennie L. 
Caffee of Nethersfield; two sons—Frank M. 
Mahl of Hartford and Geo. A. Mahl of Phil- 
adelphia, Pa. 


WILLIAM BRYAN, NEW YORK CITY 


William Bryan, a member of the Man- 
hattan Branch of the New York City Master 
Plumbers’ Association, died at the age of 
54 years at his residence, 445 West End 
avenue, on Thursday, July 11th, after an 
illness of ten days. Mr. Bryan was well 
known by the craft, having been a master 
plumber for about thirty years. The funeral 
services were held Saturday, July 13th, and 
the interment was at Woodlawn Cemetery. 
He is survived by two daughters. 


FRANK BARTH, BROOKLYN, N. Y. 


Frank Barth, a plumbing contractor, died 
at his home 234 Midwood street, Brooklyn, 
New York, on Friday, July 12th, of pleurisy- 
pneumonia. He was 31 years old, and leaves 
a wife, daughter, three brothers and one 
sister. Funeral servies were held at his late 
residence. The interment was at St. John 
Cemetery, on Monday. 


NORMAN EH. SEAVERT, CHICAGO, ILL. 


Frank Seavert of N. A. Williams Company, 
and well known by the Chicago plumbing 
trade, has the sympathy of the master 
Plumbers on account of the death of his 
oldest son, Norman E. Seavert, who died 
under a surgical operation at Rochester, 
Minn., Decoration Day. Mr. Seavert, Jr., 
who had been ailing for about a year with 
throat trouble, was 26 years old and was 
a civil engineer in the employ of the Sani- 
tary District. He was buried June 2nd by 
Union Park Masonic Lodge, of which he was 
a member, the interment being at Rosehill 
Cemetery. 


FRED. WILLIAMS, CHICAGO, ILL. 


Fred. Williams, of Williams & Company, 
contractors for piping, power and heating 
apparatus, 145 S. La Salle street, Chicago, 
passed away May 22nd, aged 44 years. The 
deceased is survived by a widow and three 
children. He had been in ill health for 
some time, although his last illness extended 
only a few weeks. He was buried at Mount 
Hope Cemetery May 24th. Mr. Williams was 
formerly in partnership with Wm. Moston, 
who conducts a plumbing shop in the busi- 
ness district. 


A. B. BABCOCK, DETROIT, MICH. 


A. B. Babcock, Western representative 
of James M. Teahen, died at his home, 152 
Seyburn avenue, Detroit, Mich., on July ist, 
after a sudden illness of two days, aged 47 
years. Mr. Babcock was for many years 
associated with the Babcock & Sherwood 
Mfg. Co. as its secretary and treasurer, 
which later sold out to the Standard Sani- 
tary Mfg. Co. He then became identified with 
Babcock & Schossaw, and left the latter 
concern to take up the management of the 
old W. J. Scully Ventilator & Mfg. Co. 

When this company was purchased by 
James M. Teahen, he took up the sales 
of this business and represented that house 
west of Chicago. He was a man thoroughly 
well versed in all the lines of the plumbing 
business and possessed a very pleasing per- 
sonality, and above all was absolutely honest, 
an indefatigable worker, not only for his 
employer, but for the general uplifting and 
upholding. of the plumbing trade. 

He leaves a wife and two daughters. 


Street & Kent Mfg. Co. Acquire 
Patents on Universal Supply 
Pipe Connection 


TREET & KENT MFG. CO., 549 Ful- 
S ton street, Chicago, Ill., have ac- 
quired the rights to manufacture 
the universal ground joint connection 
patented by Wm. B. Dale. This new 
specialty is adaptable to any ground 
joint bath cock. It consists of a pipe 
having a head thereon which is com- 
pressed by a jam nut into the correspond- 
ing seat of a ground joint, making a 
tight connection. 


HOT AIR PUMPS 

MOTOR DRIVEN PUMPS 
GASOLENE ENGINES 

RIGHT PRICES FOR USERS 
GOOD PROFITS TO DEALERS 


Write nearest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 


New York Boston Philadelphia 
Montreal, P. Q, Sydney, Australia 


NIEDECKEN 
MIXER 


PATENTED 


The Only Perfect 
Shower Control 
No Cams No Springs 


For SHAMPOO 
SHOWER 
BACH .SUPCLY 
GEENIC 


LAVATORY 
BC, 


Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 
Wis. 


Milwaukee, 


Canadian Distributors 


UNITED BRASS & LEAD LTD. 
Toronto, Canada 
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WHAT A PLUMBER’S WIFE 
CAN GET 


Our large exclusive line of Popular Priced 
HOSIERY, HANDKERCHIEFS and ART 
JEWELRY is now offered Directto You, by 
mail ata saving of 30 per cent to 40 per cent. 
Een ee} Set No. 577J.—14 Karat Gold 
BS SENG 2 inch Bar Pin with 
two handy beauty pins to 

match, in Rose, English or 

Green Gold finish, the 

set - ° 75c 


Set No. 810J.—14 Karat Gold 
Plated 8inch Sash or Belt 
Pin, set with either Ruby 
Emerald, Sapphire, Topaz 
or Amethyst, Cut Stone, in 
Roman, Rose _ or Green 
Gold or in Oxidized 
silver ° - 50c 
Satisfaction Guaranteed 


Write for particulars of SPECIAL OUTFITS at 
$1.70, $2.00, $2.75, $3.00, $3.75. and our new 
Free Catalog. Agents wanted. 


C. M. Reynolds & Co., Dept. C 
156 5th Ave. New York 


LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of plac- 
ing before your clients the latest and 
best in sanitary fixtures? If so you must 
not overlook the one best bet 


The Emery Self-Raising Seat 


You owe it to yourselves and the suf- 
fering public to investigate this most 
sanitary fixture at once. 


Write 


for 
EMERY \ 
Self Raising Catalog 


Seat | and 
| Prices 


You 
Will be 
Interested 


Here are a Few Pointers. Do 
They Interest You? 


These hinges have automatic stop that 
prevents the seatfrom swinging back too 
far and denting flush pipe or front of 
Low Down Tank. 


They can be adjusted to raise the seat 
to any desired angle. 

They eliminate unsightly iron balls or 
weights, and the breaking of closets and 
denting walls by them. 

You can rough-in closer than with any 
other seat. 

This seat and hinges are uncondition- 
ally guaranteed by me. 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured by 
me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Specialty 


WM. S. EMERY 


74-78 Cliff St. 45-49 Ferry St. 
NEW YORK CITY 


MAKE BIG PAY DRILLING WATER WELLS 
— Our Free Driller Book, 
with catalog of Keystone 
y Drills, tells how. Many 
m sizes; traction and porta- 
ble. Easy terms. These ma- 
chines make good any- 

where. 

Keystone Artesian Drill Co. 

Beaver Falls, Pa. 


Gi 


In & About 


HE fact that the new 
Woolworth building 
takes up much of their 
time does not seem to 
worry the W. B. Cor- 
nell Co., contractors of 
plumbing, lighting and 
heating work at Union 
Square, New York City, 
for they are constantly 
being awarded new 
contracts for work in 
this city. Besides the 
Woolworth building, 
they are at work on 
several other new 
buildings, one at 25th street and Broadway ; 
the new building at Sixth avenue, 42d and 
43d streets; the new theatre at Houston and 
Christy streets, and the plumbing contract 
in the new building for the New York Times 
on West 438d street. This firm also has 
branches in Boston, Baltimore and Wash- 
ington, D. C., where they have plumbing 
contracts for many of the large buildings 
under construction. 


A. McMurray of 1949 Amsterdam avenue, 
Manhattan, New York City, is busy with 
jobbing and overhauling. 

Chas. Freidman of 57 Dey street, Manhat- 
tan, New York City, is busy renovating his 
establishment for his fall business. 


J. E. Gallagher of 19 Cliff street, Manhat- 
tan, New York City, said that sales of sup- 
plies remain at an even percentage and he 
looks forward to a larger fall trade. 


John T. Barry of 565 West 171st street, 
Manhattan, New York City, is installing the 
plumbing in the building at 25th and 26th 
streets and Fourth avenue. 


A. Swanson of 449 West 145th street, Man- 
hattan, New York City, states that business 
is good and considers his new location at the 
above address a superior one. 


A. Schapierer of 201 West 145th. street, 
Manhattan, New York City, expresses him- 
self as being pleased with business. He is 
employing his full force of men in jobbing. 


It is well to be born under a lucky star. 
S. H. Welsh of 1874 Washington avenue, 
Bronx, New York City, during the hot spell 
of July has been enjoying the cool breezes 
of the mountains. He is also fortunate in 
the fact that he has able representatives to 


PART OF THE NEW YorK DELEGATION TO THE SALT LAKE Curry CONVENTION, CAUGHT 
WHILE STRETCHING TRAVEL-WEARY MUSCLES 


whom he can entrust the business. He makes 
a specialty of jobbing and repair work. 


G. R. Werner of 2404 Amsterdam avenue, 
Manhattan, New York City, is conducting, 
creditably, the business turned over to him 
by his father at the above location. Mr. 
Werner does not complain of not being busy. 


The contract for the plumbing in the new 
building now being erected at Broadway and 
20th street, Manhattan, New York City, is 
held by Jarcho Bros. of 22 East 105th street, 
This firm has been very successful and are 
always able to keep their force of men busy. 


Located in his new quarters at 163 West 
20th street, Manhattan, New York City, 
M. C. Fash is better able to take care of 
the growing business he has built up in his 
section. From the talk with his repre- 
sentative we gather that he is looking for- 
ward to continued good times. 


“The warmer the weather, the harder the 
job,” seems to fit the case of A. G. Brown 
of 239 East 42d street, Manhattan, New 
York City. Mr. Brown is installing the 
steam heating system and boilers in two 
large apartments in Manhattan, and with 
repairs and new contracts finds that he is 
kept busy. 


Hard at work upon an operation of 12 
buildings on Third avenue, near Wentover 
avenue, Bronx, New York City the Alfred 
David Company of 865 Caldwell avenue, 
New York City, are rapidly completing the 
work. They are installing ‘Kewanee’ 
boilers and have the contracts for the plumb- 
ing and steam fitting. 


His many friends in the trade will be 
glad to know that President Jas. Theiss of 
the Bronx association, New York City, has 
almost entirely recovered from his recent 
illness and expects to take up the activities 
of business again in the near future. At 
present Mr. Theiss has several fine plumbing 
installations under way. 


Strange things happen even in plumbers’ 
lives. Our friend Sam Addenbrooke of 150 
West 4th street, Manhattan, New York City, 
tiring of moving pictures, Coney Island, and 
the great White Way, has taken up church 


work. We congratulate him and know that 
he will find encouragement from all his 
friends. Sam has attended ‘to the sanitary 


wants of his neighbors in the plumbing line 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Save Two Hours’ Time 
ona Day’s Work 


For a pipe to flatten, or a kink when 
bent, the sides must expand. Therefore, 
if prevented from expanding the heel 
must bend by wedging in 


The L. G. M. Pipe Bender 


This device does away with the necessity 
of filling pipe with sand, and the carrying 
of springs and sand plugs. If interested, 
write for prices and descriptive matter. 


L. C. McGUIRE 
414 37th St., Brooklyn, N. Y. 


SSS Tile your Bathroom 


SSSSSSSS8S88s 
SSS and kitchen walls with the only PERFECT 
ES metallic imitation of PORCELAIN tile— 


(La TILING 


Trade-Mark 


Cost only one-fifth. Lasts lifetime. Germ, 
. Fire, Waterproof. Ask dealer for booklet, 

§ or write the manufacturers. NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y, 


REGULATING VALVES 


For Water or Steam 


ROSS VALVE MFG. CO. 
TROY, N. Y. 


LAWLESS FORCE PUMP 


For Water Mains 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N.J. 


Something New 


Extension End Ferrule 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 


Made in the following sizes: 
2in. 3in and 4in. 


C. P. MARSHALL 
Rochester, N. Y. 


YOU SAVE DOLLARS 


_ In the saving of time in 
installing A. D. M. Co.’s 
high grade Wastes and 
Traps, because they fit 
THREADED. the fixture perfectly. They 
IRON PIPE are made from new stock. 
All castings heavy andfree 
from sand holes, Finished 
in triple white (not dull) 
nickel plate. Pleasing in 
| Design and _ Finish. 
STRICTLY SANITARY,en- 
dorsed by Sanitary Engin- 
eers and Inspectors. 
Jobbers supply at fac- 
tory price, or we ship di- 
rect for cash. Catalog and 
Discount Sheet free. 


A. D. Manufacturing Co. 
Detroit, Mich., U. S. A. 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
‘WORKS 


986-1016 Met-ropolit-an Ave. 
Send for Catalogue. BROOKLYN, N. Y. | 
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so long that he finds it takes all his time 
for work and his new vocation. 


Our good old friend James McIver of 
111 Greenwich avenue, Manhattan, New 
York City, is always glad to see and talk 
to the representative of THr PLUMBERS’ 
TRADE JOURNAL, and took pains to say how 
he looked forward to the receipt of each 
coming issue. Mr. Melver is one of our 
old subscribers and not only reads THE 
PLUMBERS’ TRADE JOURNAL but keeps them 
on file. He makes a specialty of jobbing 
and repair work, which keeps him busy all 
year ‘round. 


ove 


OVER ON THE OTHER SIDE 


Kirchner & McShane have removed from 
655 Rogers avenue to 308 Myrtle avenue, 
Brooklyn, N. Y. 


John H. Read of 156 Gates avenue, Brook- 
lyn, N. Y., is spending his annual vacation 
at Monticello. Mr. Read is accompanied by 
his motor car. 


The Spatt Plumbing Supply Co. of 1848-50 
Pitkin avenue, Brooklyn, N. Y., have lately 
acquired the building adjoining their store 
for storage purposes. 


Kirchner & McShane, 308 Myrtle avenue, 
Brooklyn, N. Y., are overhauling the plumb- 
ing systems in Public Schools Nos. 39 and 
46, Brooklyn, N. Y. 


S. Hollander, 168 Huron street, Brooklyn, 
N. Y., is doing the plumbing in the new 
moving picture theatre at Manhattan and 
Greenpoint avenues, Brooklyn, N. Y. 


W. & J. Nolan have removed from 63 to 
91 Broadway, Brooklyn, N. Y., where they 
enjoy a very large jobbing business. They 
cater exclusively to this class of work. 


Louis Grossberg of 138 North 6th street. 
Brooklyn, N. Y., is busily engaged over- 
hauling the buildings located at 678, 680, 
682 and 684 Myrtle avenue, Brooklyn, N. Y. 


McAuliffe & Clark, 751 Franklin avenue, 
Brooklyn, N. Y., are doing the plumbing and 
heating on some fine residences at Centre- 
port, Belle Harbor and Manhattan Beach. 


Seinsoth Bros., 1073 Myrtle avenue, Brook- 
lyn, N. Y., are busily engaged with quite a 
volume of overhauling work. Both of the 
Messrs. Seinsoth manifest much interest in 
boating. 

Frank O’Brien, 636 Myrtle avenue, Brook- 
lyn, N. Y., advises that he is just completing 
a large overhauling job in the residence re- 
cently purchased by Thomas Powell at 
Flatbush, 


James Rogers, formerly at 1452 Fulton 
street, Brooklyn, N. Y., has removed to his 
old stand at 417 Tompkins avenue. He is 
now busily engaged erecting a number of 
contracts. 


Bartholomew Villanti, 132 Franklin ave- 
nue, Brooklyn, N. Y., announces his entrance 
into the plumbing business. Mr. Villanti was 
formerly employed by Wm. A. Hill of Ash- 
land Place. 


J. P. Killian, 458 De Kalb avenue, Brook- 
lyn, N. Y., is busily engaged completing his 
work on hand, preparatory to taking an 
extended vacation in the mountains for a 
long-needed rest. 


Following the completion of several large 
overhauling contracts, on which he is now 
engaged, David Minden of 153 Broadway, 
Brooklyn, N. Y., will take his annual vaca- 
tion at Atlantic City. 


THE PLUMBERS’ TRADE JOURNAL repre- 
sentative caught Wm. B. Phillipbar, Phelps 
Bros. Co.’s popular Brooklyn representative, 
in the act of jotting down a “big one” in 
Flatbush, N. Y., recently. 


Oscar Schoger, representing McElravey- 
Hauck Co., 440-446 Broadway, Brooklyn, N. 
Y., is very busy these days acquainting the 
trade with the fact that his concern is now 
carrying a complete stock. 


Simon Gasner, the Brownsville, Brooklyn, 
N. Y., jobber, is busily engaged supplying 
the plumbing material to be used by Louis 
Seigelbaum in the four sixteen-family apart- 
ments being erected at Alabama and Blake 
avenues. 


Cc. & J. Bender, heating contractors of 
1090 Flatbush avenue, Brooklyn, N. Y., are 
busy installing heating apparatus in twelve 
houses on Carroll street and New York ave- 
nue for The Harris Building Company, and 
two twelve-family apartments on Eastern 


Parkway and Albany avenue, for M. F. Glea- 
son, the popular Brooklyn plumber. 


John Abernathy, Myrtle avenue, Brooklyn, 
N. Y., is busily engaged executing two large 
lead burning contracts for The New York 
Central & Hudson River R. R. Co. at Ossi- 
Mine NG Ys, and mk. HH» Comey, Co., 18th 
street, Brooklyn, N. Y. 

The steam yacht Oars, the joint property 
of F. A. Hutchinson, Jr., of 1057 Flatbush 
avenue, and W. H. Robins, of 1349 Fulton 
street, Brooklyn, N. Y., is now being put 
in commission for a trip. These prominent 
Brooklyn plumbers intend to make Chesa- 
peake Bay their destination. 

Martin J. Hayden, 360 Bedford avenue, 
Brooklyn, N. Y., advised THE PLUMBERS’ 
TRADE JOURNAL representative that business 
is entirely satisfactory. From the fact that 
he has just purchased a fine big motor car, 
we are inclined to the opinion that Mother 
Fortune has been smiling on him. 


Cc. J. Ahlborn Co., 981 Manhattan avenue, 
Brooklyn, N. Y., report that they are pretty 
busy on overhauling work, of which business 
they do a large volume. Among other work, 
they are doing the work in buildings located 
at 256 Jefferson avenue and 158 Eagle street, 
Brooklyn, N. Y. 


Fill & Malane, 1501 Cortelyou Road, Flat- 
bush, Brooklyn, N. Y., are doing an extensive 
business installing high-grade fixtures, an 
elaborate display of which is made in their 
very attractive show-room. W. D. Malane 
of the concern was formerly engaged in the 
sale of plumbing material and is well known 
in the trade. 
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DOINGS _IN N. Y. JOBBERDOM 


HE old saying that “nothing succeeds 
| like success” seems to fit the New 
York office of the H. Mueller Manu- 
facturing Company, manufacturers and job- 
bers of water, gas and plumbing brass goods, 
254 Canal street, New York City. One of 
the popular Mueller specialties is their 
“Colonial” self-closing basin cocks, which are 
tested under 200 pounds hydraulic pressure 
before they leave the factory, and are guar- 
anteed. They will soon be ready to occupy 
their new building now being erected, 


“The House of Reliability,” is the motto on 
the banner of the John A. Murray Company 


of 310-312 West 39th street, Manhattan, 
New York City. They carry a full line of 
plumbers’, steam, gas and mill supplies. 


We understand that ‘Auto’ Billy Robertson 
was lost in the woods for a few days, but 
was finally found. 


Every plumber knows Geo. W. Heiland 
of 149-151 West 35th street, Manhattan, New 
York City, manufacturer of rubber goods. 
THE PLUMBERS’ TRADE JOURNAL representa- 
tive had the pleasure of calling upon Mr. 
Heiland recently, and heard from him that 
his business had been good. Mr. Heiland 
carries a most complete line of plumbers’ 
rubber goods. 


H. Newbury, formerly of the firm of 
Feaney & Newbury, 2032 Lexington avenue, 
Manhattan, New York City, recently with- 
drew from the above firm and is now ar- 
ranging a new location in the same line at 
495 West 145th street, Manhattan, New York 
City. Mr. Newbury expects to be open foi 
business about August Ist with a complete 
line of plumbers’ supplies. 


Peck Bros. Co. of 219 West 49th street, 
Manhattan, New York City, are supplying 
material for a number of buildings now in 
course of erection in this and other cities. 
At the present time they are furnishing the 
plumbing accessories for the Stockyard Inn 
at Chicago. Business seems to be normal with 
them. They are figuring on several nice con- 
tracts, which they will probably secure. 


“Busy” is the way Ed. Smolka of the E. 
Smolka Plumbing Supply Company, 231-233 
East 33d street, Manhattan, New York City, 
put it when THr PLUMBERS’ TRADE JOURNAL 
repicsentative asked how trade was. Their 
motto is, “Good Goods, Low Prices and 
Prompt Deliveries,” and in their complete 
lines of plumbers’, steam and gas fitters’ 
supplies can be found everything desired by 
the craft. 


R. B. de Bussey of the Meyer-Sniffen 
Company, 11 West 36th street, Manhattan, 
New York City, manufacturers of brass 
goods for plumbers, and dealers in high- 
grade plumbing fixtures, is one of the many 
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“THE NEW HOFFMAN” 


the market. 
plicated, 
durability. 


highest 


Are you using HOFFMAN AUTO- 
MATIC WATER HEATERS? If 
not, get in line now. 

We have the most complete and 
up-to-date line of Water Heaters on 
They are the least com- 
in efficiency and 


Write us for catalogue and discounts. 


The Hoffman Heater 
Company 


General Office and Factory, 
Lorain, Ohio. 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 


the proper price by 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


: Plumbers, Steamfitters, Gasfitters & Tinsmiths Supplies 


BLUE & QUERIPEL COMPANY, INC, 


119 & 121 East 124th Street, 


e 
MATERIALS ff ‘ 
FOR ‘FITTINGS 
| CASFITTERS VALVES 
AND ‘OILS AND 
TINSMITHS : TOOLS 


Telephone 1178-1779 Harlem 


NEW YORK 
$ 


Energy 
Economy 
Despatch 


Our specialty is giv- 
ing you just exactly 
what you want, just 
and 
where you want it. 


Our Materials and 
Prices are Right 


Walsh & Hartwig 
Inc. 
215-219 East 58th St. 


New York City 
Tel. Plaza 1656 


exactly when 


When in need call Orchard 4878 


EICHENBAUM BROS. 


Plumbers, 
97 East 3rd Street = - - 


THE ACKERMANN CORPORATION 


Steam and Gas Fitters Supplies 
NEW YORH CITY, N. Y. 


Sales Office: 1216 Brook Avenue, NEW YORK Telephone 2919 Melrose 


MANUFACTURERS AND IMPORTERS OF 


BRONZE POWDERS, GOLD, ALUMINUM & SPECIAL PAINTS 


Bath Tub Enamel and Special Liquids for Radiator Bronzing 
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WANTED 


Plumbers 
Everywhere 


To Try a 


BULLARD 
ROOF 
FLANGE 


“The Flange Without a Flaw” 
This 1s why—because 


Q It is adjustable to all 
pitches. 


q It fits either standard or 
extra. heavy soil pipe. 


q It is always ready for use. 
q It is easily installed. 


q It is rust-proof and non- 
leakable. 


Q It is made in all sizes from 
1 1-4—6 in., copper and 
galvanized iron. 


Do it NOW 


SEND THIS IN TO 


BULLARD SPECIALTY CO. 
TIFFIN, OHIO 


Dear Sirs-- 

Enclosed find $1 for which 
please send me one 4 inch gal- 
vanized Bullard Roof Flange. 
This amount to be credited to me 
on next order for Bullard Flanges 
amounting to $10 or more. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


who look for a good fall business following 
a fairly satisfactory summer. This firm 
carries a high grade of goods, and with the 
orders now on their books cannot but feel 
encouraged. 

From reports, the jobbers and supply 
houses seem to have been kept busy the 
past month, and among those who received 
a satisfactory share of the business was the 
Colwell Lead Company of 107-109 Lafayette 
street, Manhattan, New York City. This 
house is at the present time supplying the 
sundries for a number of buildings, among 
which is the twelve-story loft building at 
48-56 West 38th street. They manufacture 
and make a specialty of lead goods. 


Keeping in line with all the latest ideas, 
in business, our friend Doolittle of the Cen- 
tral Plumbers’ Supply Co. of 252 Pearl 
street, Manhattan, New York City, calls 
upon his trade in an auto. Mr. Doolittle 
has just returned from an auto trip, and 
reports that business conditions seem nor- 
mal with a good outlook for the fall. The 
Central Plumbers’ Supply Company are fur- 
nishing the supplies for a number of opera- 
tions under way and for material in several 
buildings about to begin. 


To facilitate the deliveries of the many 
orders now on their books, F. N. Du Bois 
& Co.,, 248-247 Ninth avenue, Manhattan, 
New York City, have purchased two four- 
ton trucks. This busy house has found it 
necessary to add to its selling force in New 
York City and have secured the services of 
BE. J. Irving and Carl Roth. Both of these 
chaps are well known to the trade. Messrs. 
Du Bois & Co. manufacture a line of lead 
goods which are much in demand, one of 
which is their four-inch lead ells with one 
end spun closed for testing. These ells are 
to be had in all sizes and are a great sav- 
ing of time to the trade. 


The opera season may be over for this 
season, but our friend Vail of the Hotchkiss, 
Vail & Garrison Company of 104 Hast 41st 
street, Manhattan, New York City, intends 
to keep in good vocal condition, judging 
from the amount of practicing he has been 
doing lately. Mr. Vail was interrupted in 
his rehearsal by THE PLUMBERS’ TRADE 
JOURNAL representative, but found time to 
discuss the trade situation as he found it. 
This house enjoys a good patronage and 
carries a line of high-grade plumbing ac- 
cessories. They have been fortunate in se- 
curing many contracts during the past, and 
look forward for a good year in their line. 
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FLASHES FROM NEW YORK 
STATE 


Edward Sperry, 375 William street, Buf- 
falo, N. Y., is doing the plumbing in the 
$8,000 residence being built by M. Slotkin 
on Richmond avenue. 

The McGee Co., 101 Morgan Building, Buf- 
falo, N. Y., are finishing the plumbing and 
heating in the splendid residence being built 


the best months that they have ever had. 
They carry a high-grade line of goods, and 
have one of the finest show-rooms in west- 
ern New York. 


Theodore Guenther & Sons, Buffalo, N. Y., 
have moved their entire store building to 
the south of its former location, and are 
getting ready to put up a new building. 
Jacob Oberkircher has drawn the plans, and 
the building will be modern and up to date 
in every respect. 


Mr. and Mrs. Thomas F. Park, 71 East 
Utica street, Buffalo, N. Y., have returned 
from a trip South, where they visited Palm 
Beach, Old Point Comfort, Atlantic City and 
other points of interest. They report a 
splendid trip, the only trouble being that it 
was not long enough. 


Patrick Gannon Co., 259 James street, 
Syracuse, N. Y., are certainly on the job. 
“The boss” invited his office force to lunch 
and he says ‘‘never again.” The menu with 
quail on toast, frogs’ legs, tata fish, green 
cucumbers, red tomatoes and other delicacies 
too numerous to mention, but! my! my! that 
bill! 


——} 0+ 0 


W. G. Cornell Co., New York City, 
Hold First Annual Outing 


HE first annual outing and games of 
the employees of W. G. Cornell Com- 
pany was held at Boehm’s Southfield 
Pavilion, New Dorp, Staten Island, Satur- 
day, July 13, 1912. To voice the opinion 


Gro. J. SIMMONS AND PRESIDENT W. G. 
CoRNELL, Two GENIAL Hosts 


of those fortunate enough to be present, the 
affair was one grand success from the fir- 
ing of the first gun to the ringing down of 
the curtain late in the evening. 

The success of the outing was due in a 
great measure to the untiring efforts of the 
Committee of Arrangements, consisting of 


EMPLOYEES AND GUESTS or W. G. CoRNELL Co., New YorK City, wHoO ENJOYED THE 
First ANNUAL OUTING AT STATEN ISLAND, N. Y. 


by George B. Bassett, 941 W. Ferry street. 
Mr. Bassett is president of the Buffalo 
Meter Co. 

Barnd & Geiger, 11 E. Mohawk street, 
Buffalo, N. Y., are about ready to install 
the fixtures in the $25,000 home being built 
by M. J. Kinsella, president of the Frontier 
Press, on Depew avenue between Wesley and 
Parker streets. 

The Zander Plumbing Supply Co., 77 
Broadway, Buffalo, N. Y., report business 
very good. They say that June was one of 


F. Schweizer, F. Mahon, Wm. Williams, T. 
McGuire, J. Dunn, C. Hochtor and T. M. 
Cochran (chairman). “Tom” was every- 
where looking after the comforts of the 
guests, 

The members and guests began arriving 
about nine o’clock and some of the wise 
ones arrived in time for breakfast. 

The event of the outing was a baseball 
game between the office staff and outside 
men, which was won by the office staff with 
the score of 11 to 10, after a spirited con- 


HAVE YOU 
FIGURED 
IT OUT? 


A Hot 
Water Heating Job 


costing less than 


Steam or even Hot 
Air Heating 


The Horigan Aqua 
Expansion Tank 


Its ADVANTAGES 


All risers 34 in. and 4 in. 
any radiation, 2 inch mains, 


no larger. Located in the 
73 basement, 

—=— 10: exe 

expansion 


tank. 


THE GREAT 
SAVING 


Reduces FUEL 
BILLS, smaller 
piping, radia- 
tors, COS, Gm 
material and 
labor. 


BESIDES 


It can be placed | 
on old, sluggish 
jobs and will 
increase the 
circulation 50Z 


THE COST 


LAST and LEAST, 
complete, $11.50 


ti THE 
HORIGAN 
AQUA 
EXPANSION TAN®: 


We both lose money if 
you don’t investigate. — ; 


The Horigan | 
Supply Co. — | 


240 South 4 th Street | 
St. Joseph, Missouri — 
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test. The following were the other events Krispen, International Steam Pump Works; 
and the winners :— Cc. C. Schlott and C. J. Cannon, E. F. Keat- 
e 100-yard dash—Jas. Stevens, Crane Co.; ing Co.; T. A. Rourke and James Stevens, 
RIF Pneumatic 220-yard dash—Geo. MHachmeister; 440- Crane Co.; D. C. Chaddock, Peck Bros. Co.; 
yard fat men’s race—P. J. Blaesser; 16-lb. 


SYSTEMS shot put—Dan Dennery; %-mile run—Gus 


Peterson; running broad jump—Tom Coch- 
ran; swimming race—Jack Snyder, and 

Supply WATER bowling contest—John Frank. 
All of the events were warmly contested 

wherever you want it. “lhe and bristled with keen rivalry. 

: : When the call for supper was sounded, 
system operates with its own there was not one who was not ready for 
water power the call and after partaking of the splendid 
repast and enjoying themselves with song 
and mirth, the boys were called to order by 


and works 


day and night, the “Pride of Yonkers,’ none other than 

winter and Phoebe Snow Henry Issertell, who was in 

: a happy frame of mind and with ready wit 

summer with- presented the prizes to the winners in the 
out attention. different contests. © bs 
; é W. G. Cornell, president; E. Slosson, 5 H h h @) 
If you have a flowing Artesian vice-president; G. W. Simmons, secretary ° ave you ever t oug t & 
rife Moe S ee and treasurer, and G. J. Simmons of the firm S = 
Weil, Spring, Brook or River were in attendance and helped to make this S about the © 
on your property write for our occasion successful and were untiring in @) P | © 
Free catalog which gives de- their efforts to make everybody happy. iS} armeiee Wrench = 
: : : Later in the evening, the office force en- @) @) 
tailed information, gaged in a bowling match for the cham- @ and wondered how it works? The best way © 
: . 3 @ tofind out isto ask anyone who has used a @) 
pionship of the office. This was won by @) Parmelee. We leaveit to his verdict. 0) 
RIFE ENGINE CO., team consisting of Messrs. Cornell, Slosson, @) _ There is another way youcan getthe facts. @ 
Cochran and Chaddock. The losers were @ Send aor iebmt ete literature. It’s free for © 
2111 Trinity Building, New York } Messrs. Simmons, Marshall, Yepsee and S pee ps : © 
Fleet. 0) PARMELEE © 
e) e) 


The following representatives of the trade 
were met by the representative of THE 


pALe oe IME PLUMBERS’ TRADE JOURNAL :— 
Picatew he vena ao te George E. Sealy, G. E. Sealy Co.; John 
date tools. That’s why R. Korff, Sanitary Mechanical Specialty 


ee oa enpen having Company; Alexander Grant, Alexander 
ox Torches, for they pro- Grant Company; O. Sorrenson, Murray and 


© The Toothless Wonder ® 


8 Can’t chew or crush or mar the threads. ™ 
<=) Makes or breaks the tightest joints easily. () 
© Positive grip. No lost motion. ns 


pce eee heat, wang Sorrenson; John Granson, Ronalds and John- * 
ess gasoline, and wi ; i faee 
Panmicaredheticcstin son; W. G. Le Compte and Louis Frers, a 
saving of fuel alone. Jenkins Bros.; C. W. Mitchell, W. H. Hus- 
a, A anes A pera sey & Co.; S. E. Swenton and W. J. Reed, ‘ rg O Pp 
: , s if IM NE ’ PRESIDENT > 
irect if cash accom- arles *Donnell, ohn A urray (oH ORNELL § GREEABLE DES Y 
panies the order. Send Henry G, Issertell and G. T. Eager, Sprague 2 PARMELEE WRENCH CO. © 
= for Catalog. It’s free, : ae . ee _ J. L. Smith, Natt iitieaa Can Ae BI O ~ 
z and will save money. Electric Works; Fred Scrimgeour and F. J. L. Smith, Nationa ea 0.; A. um-} @ 2516 West Monroe Street ¢ 
pio, 1 Fire Pot CLAYTON & LAMBERT L. Diedrich, J. L. Mott Iron Works; G. lein and T. Blumlein, Parker Sheet Metal © 4 > a ©) 
Price each $6.00 net MEG. CO.., Washington Brown, Knickerbocker Engi- Works; Thomas Hill and Wm. H. Crookston} © Chicago, Illinois © 
Detroit. Mich U-S-A-_] neering Co.; James Barrett and Frank of W. H. Crookston & Co., New York City.| G@Q0OQQOQOQOQOOOOONOODOOOOOOOOOS 
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The Only Way 


The Belknap Generator insures success in operation, reduction in cost 
of installation, Economy in Coal Consumption and Profit for the Steam Fitter, 


The Belknap Generator is made of the best of steam metal, no iron 
used anywhere. A neat, nickeled device— easy to install. No installation, 
new or old, that THE BELKNAP will not improve. Your Jobber knows 
about THE BELKNAP Specialties. 

The Belknap Hot Water Circulating Coupling is designed to save labor and 


material besides giving a more efficient circulation, and overcoming the many 
drawbacks often experienced in the installation of hot water. 


Send for our booklet ‘The Belknap System of Hot Water Heating.”’ 
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Brass . 
Cesspools 


Flain cr with hinged 
m vig 2” opening 
cover and strainer. o” -3*-openine 


Kokomo Brass Works, 


Kokomo, Ind. 


Fig. 13 


Fig. 14% 
9" 3° opening 


Soil Pipe, Earthenware and Enameled Ware 


We Specialize On 


Our customers derive the benefit of our system. If you are in a position to pay cash for 
your goods, write to the nearest house for prices and see how much money we can save you. 


Davis-Boston We Pay 
Lead Co. Cash 


Successors to 


Holyoke Lead Pipe Co. 


132 Broadway, Cambridge, Mass. 


For All Our 


Purchases 


PLEASE 
DON'T IMITATE 


Not in any trust or combination for prices. 

See how much lower our prices are for cash. 
New England Plumbing Supply Co. Davis Block, 356-398 Bridge St., Spingfield, Mass. 
Cambridge Plumbing Supply Co. 39-49 Harvard St., Cambridgeport, Mass. 
All our prices positively spot cash. Prices quoted to Master Plumbers only. 


New England Business Only Solicited 


STACKS IN IT 


No. 1 Vise and Nipple Cutter 


Threads pieces of pipe into nipples at the shop or on the job, without change 
or use of bushing. Threads long lengths of pipe with use of bushings. 
Complete initself. Use any common square die or order our attachment for 
Armstrong adjustable stock. If you don’t likeitsend it back. PRICE $6.00. 


New England Auto Parts Mfg. Co. 18 Tremont St. Boston, Mass. 
Stack Patents (Pending) Pacific Coast Rep.—W. B. Biggar. Portland, Ore. 
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Copper Boilers 


mS 


Will give you clean water. 


Will give you a boiler that can be 
cleaned out without taking down. 


Will give you a handsome fixture 
for your kitchen. 


Will give a sanitary up-to date hot 
water supply. 


Is the iron boiler worth considering 
against these facts ? 


Write for full particulars. 


Er, B. BADGER & SONS CO. 
63 PITT ST., BOSTON, MASS. 


we SEG EEE a RN SERIE 
X American Society of Keating and Gentilat- 


F ing Engineers Hold Semi-Annual Meeting. : 
K at Detroit, Mich., July, 12,13 


OTEL TULLER, Detroit, Mich., 
on Thursday, Friday and Sat- 
urday, July i1ith, 12th and 
13th, was the scene of the 
semi-annual meeting of the 
American Society of Heating 

and Ventilating Engineers. Four score mem- 
bers answered roll call at the opening ses- 
sion in the spacious hall of the hotel on 
Thursday morning at ten-thirty o’clock. 

In the absence of President John R. Allen, 


who is at present in Turkey, Vice-President - 


John F. Hale of Camden, N. J., presided in 
the chair. Following the opening remarks 
by Mr. Hale, an interesting paper entitled 
“Heating in Turkey” was read. This essay 
was from President Allen and described the 
crude heating methods generally in use in 
that country. A letter of regret from Mr. 
Allen also contained greetings to the Society 
and said that the writer was greatly disap- 
pointed to not be present, but that the 
Italian-Turkish conflict had rendered travel- 
ing difficult. Thanks from Professor Allen 
to the Society for the honor conferred upon 
him were also expressed. 

The unanimous vote of the meeting was 
given a motion made by Jrof. Jas. D. Hop- 
kins of the University of Nebraska that 
Mr. Allen be written to and thanked for his 
interesting and valuable paper. 

The complete report of the Illinois Chapter 
of the Society was then read by President 
Samuel R. Lewis of Chicago, after which 
Joseph Graham of the New York City Chap- 
ter gave an account of the activities of 
that body. 

Massachusetts had an able representative 
in W. H. Whitten of Boston, who conveyed 
the greetings of his colleagues and also gave 
his report to the meeting. 

The report of the Committee on the Test- 
ing of House Heating Boilers contained much 
valuable and interesting data, but Chairman 
Edwin A. May of Chicago explained that 
even more exhaustive tests would be made 
as soon as opportunity presents, when such 
material facts as are secured will be given the 
Society at its next meeting. 

In the absence of R. B. Bolton, a paper 
by him was read by Secretary W. W. Macon, 
on “Standard Outside Minimum Tempera- 
tures.” 

The report of the Committee on the Ven- 
tilation of Motion Picture Theatres was 
deferred, as Frank T. Chapman explained 
that that committee desired more time in 
which a more comprehensive report would 
be compiled. 

A particularly useful and well prepared 
paper on the steam heating of factory build- 
ings was submitted by Jas. A. Donnelly of 
New York City. This was one of the more 
portentious subjects reported upon. 

A brief but complete report of the Com- 
mittee on Compulsory Legislation was next 
given by Professor Hoffman, who was fol- 
lowed by Wm. M. Mackay of New York City 
with a fine report on heating guarantees. 

The co-operation between the Society and 
the National District Heating Association 
was solicited, the communication from that 
body also asking for the appointment of a 
committee of five to confer with a like 
body in the preparation and carrying out of 
tests for the mutual benefit of both organ- 
izations. This resulted in a motion made 
by D. M. Quay, Bishop-Babcock-Becker Co., 
Cleveland, Ohio, and seconded by Jas. A 
Donnelly, that such a committee be ap- 
pointed. A motion made by Wm. M. Mackay 
and seconded by Jas. A. Donnelly endors- 
ing the United States Standard Flange Fit- 
tings received the unanimous vote of the 
meeting. 

Geo. Mehring, Chicago; Fred R. Still, De- 
troit; Chas. F. Newport, Chicago, and H. 
W. Whitten, Boston, were elected officers 
of the 1913 Council. During the voting for 
the foregoing, Mr. Whitten read an able 


MM 


Equivalents of 
after which the meeting 


paper on “Temperature 
Wind Velocities,” 
adjourned. 

The opening of the afternoon session tcok 
place at two-thirty P. M., when the Chair- 
man declared the reading of essays in order. 
Papers entitled “The Elements in Heating 
Apparatus,” by J. A. Donnelly; “Office Prac- 
tice in Estimating Heating and Ventilation,” 
by J. D. Small; “Heating and Ventilation 
of a Factory,” by S. R. Lewis; “Humidity 
in Relation to Heating and Ventilating,” 
by L. C. Soule, and “Brick Drying,” by H. 
C. Russell, read by Secretary Macon, occu- 
pied the attention of the members for some 
time. Discussions followed the introduction 
of the topic, “Upward Versus Downward 
Ventilation for Theatres,” by D. M. Quay, 
who expressed his opinion as favorable to 
the downward method. Messrs. Whitten, 
Lewis and Hale were participants in the 
discussions and brought out many important 
points in the problems of ventilating build- 
ings of that character. 

Mr. Mackay read a paper on “Ventilation 
of a Dispensing Building,’ by A. M. Feld- 
mann, and the meeting then adjourned, it 
being after five P. M., with the announce- 
ment of the opening of the next day’s ses- 
sions at ten A. M. 

On Friday morning at the opening session, 
F. R. Still presented his essay, “The Removal 
of Refuse and Waste by Fans and Blowers.” 
Then followed “Methods of Automatic Hu- 
midity Control for Air Washers,’ by J. I. 
Lyle; “Open Windows in Mechanical Ven- 
tilation,’ by R. C. Taggart; “Heating and 
Ventilating of the Buildings of the North- 
western University Buildings,” by John M. 
Stannard, this latter being based. on the 
report of the committee of the Illinois Chap- 
ter, composed of C. F. Newport, E. F. Cap- 
ron, Robt. A. Widdecomb and J. M. Stan- 
nard. The discussions were then declared 
in order, after which the meeting adjourned 
sine die. 


ENTERTAINMENTS FOR THE VISITORS 


HE ladies were delightfully entertained 

i on Thursday afternoon by a boat trip 
to Bois Blanc Island, a spot of scenic 
beauty down the picturesque Detroit River. 
This pleasurable event was in charge of 
F. R. Still. Luncheon at the Casino on the 
Island was one of the enjoyable features 
arranged. a 
The delegates and guests were later taken 
by automobile to Belle Island, a trip that 
brought forth praises for the committee who 


arranged it, from every one who was for- 


tunate to be present. 

Friday and Saturday were devoted to tours 
of inspection of the tremendous plants of 
the Ford Motor Co., American Blower Co., 
and the Detroit Edison Co. The demonstra- 


tions and tests were a source of much favor-— 


able comment from the sight-seers. 

The list of those present included :— 

Detroit—J. O. Sargent, Chas. J. Peck, 
Fred. Venton, F. R. Still, C. A. Locke, J. P. 
Berry, E. W. Sanborn, H. S. Van Valken- 
burgh, W. T. White, A. G. Pittelkow, H. J. 
Hademacher, H. A. Hammond, J. B. Gough, 
R. Collamore, E. E. Walton, J. E. Degan, 
N. A. Henwood, T. C. Taylor, T. B. Cox, W. 
J. Keep, J. V. Bailey, C. MecSorley, E. J. 
Domasney, B. E. La Follette, J. C. Kenney, 
J. F. Lewis, C. D. Higgins, F. H. Mason, 
J. M. McHewn, J. B. Bolton, J. H. Walker, 
R. F. Coe, C. H. Vitalius, A. W. Varney, C: 
W. Daines, E. M. Harrigan and W. M. Foster. 

Chicago—E. F. Capron, Wm. Sells, Donald 
Stewart, J. E. Anderson, G. H. Kirk, S. O. 
Dugger, J. Boyleston, J. H. Davis, E. A. 
May, O. T. Carson, J. M. Stannard, L. C. 


Soule, J. D. Small, Chas. F. Newport and 


S. R. Lewis. 


New York—W. W. Macon, W. M. Mackay, i 
A. S. Armagnac, M. E. Monash, T. Wilson, — 


P. A. Hoffman, J. Meehan, J. I. Lyle, J. 
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Graham, H. T. Gates, T. Chapman and J. A. 
Donnelly. 

Boston—H. A, Whitten, R. L. Douglas. 

Camden, N. J., J. F. Hale; Lincoln, Nebd., 
J. D. Hoffman; Red Bank, N.J., A. W. Kelly ; 
Kalamazoo, Mich., A. Miller; Chattanooga, 
Tenn., R. W. Alger; Cleveland, Ohio, J. J. 
McDonald, D. M. Quay, S. C. Cutler, W. M. 
Kingsbury, W. R. Brewer and F. G. Phegley; 
La Fayette, Ind., A. E. Werkhoff; Milwau- 
kee, Wis., J. M. Doesburg and W. H. Ellis; 
Indianapolis, Ind., T. S. Keegan, D. E, Fen- 
stermaker and T. Weinshank; Rich Grove, 
Cal., J. G. Sorgen; St. Lowis, Mo., E. D. 
Smith, and E. P. Bradley; Toronto, Canada, 
W. Wrigley; Toledo, Ohio, A. C. Rodgers; 
Windsor, Ont., W. H. Chapman; Pittsburgh, 
Pa., H. L. Williams; Ann Arbor, Mich., J. A. 
Bursley. 

The ladies present were :— 

Mrs. T. Weinshank and Miss Weinshank, 
Mrs. W. W. Macon, Mrs. A. W. Kelly, Mrs. 
H. W. Whitten, Mrs. Donald Stewart, Mrs. 
A. G. Pittelkow, Mrs. E. E. Walton, Mrs. 
J. H. Davis, Mrs. F. G. Phegley and Miss 
Phegley, Mrs. W. Sells, Mrs. W. Wrigley, 
Mrs. R. Collamore, Mrs. J. H. Davis, and 
Mrs. A. W. Varney. 
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Union Sanitary Mfg. Co., Nobles- 
ville, Ind., Hold Annual Outing 
Y* July 4th, “Dreamland Park,” lo- 


cated about a mile and a half 

north of Noblesville, Ind., was the 
scene of an enjoyable occasion, for on that 
date The Union Sanitary Mfg. Co. held their 
annual picnic in this beautiful spot. 

As this was a holiday, the merchants and 
professional men of Noblesville, together 
with about two hundred and fifty employees 
o9f The Union Sanitary Mfg. Co. and their 
families, assembled early in the morning 
with well filled baskets for an all day out- 
ng, and until late in the evening there was 
not an idle moment. 

The sports started with a ball game at 
ten-thirty A. M., the contestants being the 
oath tub molders versus their helpers. The 
1elpers were victorious with a score of 16 
0 2, notwithstanding the fact that “Rube 
Marquard’’ Supple, the brawny pitcher for 
he molders, struck out nine of his oppo- 
ients, and also made their only two runs 
limself, 

After lunch and promptly at one P. M., 
vent number one, a race for children under 
ix years of age, was started, and until 
vening the time was well filled with stunts 
f a varied character. 


In the fat men’s race for employees weigh- 
ing over two hundred pounds, Geo. M. Sny- 
der, sales manager, was an easy victor. 

Each of fifteen proud mothers thought her 
baby was the prettiest, but as only two 
could win, the other thirteen were naturally 
disappointed. 

The program was concluded with a six- 
round boxing contest between Johnny Dalton 
of Indianapolis and Johnny Watson of 
Louisville, which through courtesy was pro- 
nounced a draw. 

The entire program was under the super- 
vision of Col. John O. Clarke, accountant 
for The Union Sanitary Mfg. Co., who was 
ably supported by a staff of associates. 

In the cool evening the merry-makers de- 
parted, tired and soiled, but feeling that it 
had been a day well spent. 


Our Title Page Illustration 


HE two views shown on the title 
qb page of THE PLUMBERS’ TRADE 

JouRNAL in this issue depict the 
happy body of California master plumb- 
ers and guests at their recent annual 
convention at Lake Tahoe, June 24th, 
25th and 26th. A complete report of the 
proceedings appears elsewhere in this 
issue, together with photographs of the 
members and their guests. 


New Factory Building Started 


HE Forbes Brass Company of Ro- 

chester, N. Y., are to have a new 

and up-to-date plant. They broke 
ground July 15th, and expect to be in 
their new building by October 1st. It 
will be located at Brighton, an eastern 
suburb of Rochester, and will cover an 
area of ground 320 x 70 feet. The build- 
ing will be of reinforced concrete and 
will be equipped with the latest furnaces 
and machinery for the manufacturing of 
plumbers’ brass goods and specialties. A 
spur from the New York Central Rail- 
road will connect their plant with the 
main line, which will give them excellent 
facilities for receiving raw material and 
shipping their finished product, which is 
becoming so well known to the trade. 


ZY 


Dixon’s Pipe Joint Compound is better 


Zi Rotter Than lead and cheaper than red or white lead. 


Doesn’t “set’’ joints—goes farther. 


JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 


725 7th Ave. 


The Brayman is absolutely water tight and non-freezable. 
Joints are caulked from the inside after the drain is set, 
The Brayman is the best solution of your floor drain problems. 


Send for your copy of this catalog 


JIFFY FIRE HOSE RACK CoO. 
New York City 


THE 


BRAYMAN 


WATER TIGHT 


DRAIN 


This catalog tells of all 
the new features embodied 
in the Brayman— 
features which you have 
always wanted. 
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THESE FACTS MEAN A 
LOT TO YOU 


Mr. Contractor, to hold the lead in your business you 


must keep right up-to-the-minute. Your customers rely on 
you to know the latest improvements in heating plants. 


Here’s what you and your customers get in the 


Broomell Vapor 
System of Heating 


Customer first— 


Automatic regulation of firing, insuring economy of fuel 
and least attention. 


Easy, individual control of room temperature. 
Quick heat distribution. 


No noise, no leaks, no breaks. 
pipes. 


In short, every advantage, and more, of steam and hot 
water systems, without their objections. 


And the Broomell Vapor System offers you— 


Sure, positive results. 
promise for if too, and more. 


No danger of bursting 


It will do everything you 


Straight, clean profits —no expensive changes and alter- 
ations needed to meet specifications. 


The satisfaction of knowing that your customer is and 
always will be pleased with his heating plant and has 
lasting confidence in your work and judgment. 


And our guarantee—we take responsibility for its perfect 
working when installed according to our plans and 
specifications. 


Send a postal now for our handsome booklet. We'll 
fell you, too, about our methods—how we work in 
the interest of the heating contractor. 


Vapor Heating Company 
PHILADELPHIA 


Room 551 North American Building 
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Ground Key 


Metal Handle 


Flat Way 


Head 


Socket 


in 


Round Way 


Double Three Grades 
yee No. 1. High Grade Red 
Oupls ig rade Re 
Double Metal. Hexes_ milled, 
Lead cap-finished. 
eeu on 1a No. 2. Red Metal. Hexes 
ron 


and cap-finished. 


Furnished without 
if desired. 


No. 3. Yellow Metal. 
Hexes Rough. No. cap 


All Tested 


cap 


Hydrant 


Cocks 


Write for 
samples and 


prices to plant No.1 and Inspected 


M’F’G. BY 


DETROIT BRASS WORKS, 


Detroit, Mich. 


Why Carry a Large Stock of Assorted Sizes? 
When One Reel of 


FITALL 
HANGER STRAP 


SERVES THE SAME PURPOSE 


100 Feet to the Reel. 
100 Cotter Pins with Every Reei. 
Reel and Cotter Pins packed in Cardboard Box 


No. 1—Made of % in. wide 24 gauge galvan- 
ized annealed steel. 
For pipes up to 4 in. in diameter 

$2.50 per reel 


No. 3—Made of 1 inch wide 20 gauge galvan- 
ized annealed steel. 
For pipes above 4 in. in diameter 

$3.25 per reel 


Twisted Wire and Steel Co. 
515-21 Greenwich St. - - New York, N. Y. 
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Figure No. 190 


“VW & K” 


Flectric Service Pumps 
Were Designed Especially For 


Pneumatic Water Supply Service 


You can assemble your own Water Systems using “V & K” Electric Pumps at 
+ 0 : a alo 
by purchasing the Systems complete. Ask for Bulletin Now 93. pea 


THE VAILE-KIMES CO. 
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41 So. St. Clair St. DAYTON, OHIO 
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O matter where you 
meet him, ‘Hello Bill” 
William J. Cross is al- 
ways on the job. He 
ean generally be found 
at the shop, 157 Web- 
ster avenue, Jersey City, 
N. J., with his faithful 
companion, “Bum,” who 
is open to meet all 
dogs at 33 Ibs. Mr. 
Cross has the follow- 
ing contracts: Spangam 
Office Building ; 10-fam- 
ily apartment, Palisade 
avenue and Ferry street ; 
one 4-family and one 
2-family apartment at 
Summit and Hopkins 
avenues. 

H. H. Bode, 7 Bleecker street, Jersey City, 
N. J., is very busy with alterations and 
jobbing. 

E. E. Steiner of 58 Union street, Newark, 
N. J., builder of portable ovens, is always 
on the job. 

John W. Gysbers, 282 Governor street, Pat- 
erson, N. J., has extended his business and 
is now also engaged in the paint business. 

Muro & Sherry of 379 2d street, Jersey 
City, N. J., reports a number of contracts 
on hand and business in general never better. 

Heatherton Bros. of 665 Ocean avenue, 
Jersey City, N. J., are erecting five 8-family 
apartments for themselves on Ocean avenue, 


F = =~, 


lew Jersey News 
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Firemen’s Ins. Co. Building, and Newark 
National Bank; also the Jersey City and 
the Hackensack High Schools. This firm has 
about seventy men employed at all times. 


Broedel & Metzger, 511 Elm street, Ar- 
lington, N. J., and 45 Clinton street, Newark, 
N. J., are very busy on numerous contracts, 


Getting to his office very late, John 
Moeller of 209, Tonnele avenue, Jersey City, 
N. J., iet the fact be known that he had o 
“date.’ Whatever that means John will 
tell you. ; 


“Hats off, boys!’ to brother Routh of 
the Routh Metals Company, 161 Mulberry 
street, Newark, N. J.. You cannot keep a 
good man down. He sells all kinds of metal 
goods for the trade. Fant 2) 


F. B. Behm of 30-32 Orchard street, 
Elizabeth, N. J., reports business good, and 
it surely must be, for he has so much to 
do that he had to put his three-year-old son 
to cutting the grass to make hay for the 
horse. : 

THE PLUMBERS’ TRADE JOURNAL’S New 
Jersey representative recently had the pleas- 
ure of meeting that smiling, suave and 
pleasant representative, H. W. Flaherty of 
the Richardson & Boynton Co., New York 
City. To say that “Ed” is popular with the 
trade is putting it mildly. He has a host 
of customers and friends who testify to his 
ability as a hustler. ee 


THE PLUMBERS’ TRADE JOURNAL repre- 
sentative calling on Berla Bros. of 217 | 
Washington avenue, Newark, N. J., found 


OFFICE oF BERLA Bros., 217 WASHINGTON AVE., NEwARK, N. J. BotH MEMBERS OF THE 


Firm Are Lookine AT You 


near Ege evenue, and four i-family brick 
houses at East Orange. They say that the 
outlook for business seems very good. 


John A. Danecke of 570-572 Devon street, 
Arlington, N. J., still wears the smile that 
won’t come off and reports that business is 
brisk. 


Clark & De Groot of 21 Park avenue, 
Rutherford, N. J., state that they cannot 
get men enough to do the work they have 
on hand. 


THE PLUMBERS’ TRADE JOURNAL repre- 
sentative met genial C. F. McGuire of 313 
Halsey street, Newark, N. J., and he reports 
business rushing. 


“Boss” Evans of Evans & Gurdman, 
Rutherford, N. J., gave his new machine a 
workout during a recent storm. We might 
say that “Boss” Evans is still intact. 


THE PLUMBERS’ TRADE JOURNAL is more 
than pleased to hear that Theo. C. Hammond 
of 13 Ferry street, Newark, N. J., has en- 
tirely recovered from his recent illness. 


Jachnig & Peoples of 221-223 Thirteenth 
avenue, Newark, N. J., are very busy with 
the following contracts: Bamberger Build- 
ing on Market street; Y. W. C. A. Building 
on Washington street; Miller Street School; 


Amzi Berla very busy with a prospect 
customer explaining the difference betwé 
steam and hot water heating. We present 
herewith a photograph of the firm, Amzi and 
Bob. a 
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Paterson, N. J., to Have Outing at 
Greenwood Lake, August 3. i 


HE Paterson, N. J., association wil 
aE hold their eleventh annual outing 

at Greenwood Lake, N. J., Satur- 
day, August 3d. The trip will be made 
on the Erie Railroad, and it is said that 
the scenery en route and also at the 
sort is not excelled for its beauty. Tr. 
will leave the Erie station at 7:24 
9:08, arriving at the grounds in tim 
luncheon at 11 A. M. at Brown’s 
Dinner will be served at 3:30 P. M. The 
committee of arrangements is composed: 
of Geo. S. O’Neil (chairman), F. A. Mey 
Bride, Robt. Beaumont, Frank Vreeland, 
Robt. E. Quinn, John Baker and James 
J. Maier, each an indefatigable worker. 
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Flaborate Sanitary Fixtures 
in Two Modern Hotels 


(By Courtesy of “Sanitary Pottery’ Published hy The Trenton Potteries 
Co., Trenton, N. J. 


S the bathroom is a primary 
feature in the well appointed 
house so it is with the mod- 
ern hotel. 

Hotels are built around 
their bathrooms, just as private dwell- 
ings should be. Nowadays when planning 
a hotel no detail is gone into more care- 


TYPICAL BATHROOM IN THE VANDERBILT HOTEL, PARK 
AvE. AND 34TH St., NEw York City 


fully. The fixtures are selected and the 
bathrooms made to fit the plumbing, not 
the plumbing, the bathrooms as used to 
be the case. 

Take this room in the Vanderbilt Hotel 
of New York City. It is typical of the 
1odern hotel bathroom and is carefully 


aS pa ee 


planned to give the greatest amount of 
utility from the smallest possible space. 

The use of tiled-in corner bathtubs 
aids in this—cramped as the bathroom 
in the large hotel must be, no oppor- 
tunity is given to reach or clean under 
the tub or around inconvenient corners. 
The corner bath saves the necessity, 
rests on its own base and 
smoothly plasters into the 
tile wainscoting. 

There was recently com- 
pleted in Minneapolis an- 
other hotel which has also 
taken advantage of every 
possible source of revenue 
for its owners and is, at 
the same time, expen- 
sively equipped as to its 
appointments. 

The Hotel Andrews is 
situated on the corner of 
4th street and Hennepin 
avenue. Being centrally 
located, its entire ground 
floor front windows are 
given over to stores ex- 
cept for the space used 
for the two wide en- 
trances from the street to 
the hotel lobby. 

The Andrews Hotel is 
expensively built, nothing 
but the best materials en- 
tering into its construc- 
tion. Its six stories are 
brick and white brick fac- 
ings atthe windows. Many 
large and handsome elec- 
tric light globes illumi- 
nate the building at night. 

Nowhere is the use of first-class mate- 
rial more apparent than in the plumbing 
fixtures. These were made by The Tren- 
ton Potteries Company and H. Kelly and 
Company installed the work in an able, 
efficient manner. 

Vitreous china lavatories were used 


Vitreous Cuina Lavatories INSTALLED IN THE MEn’s ToILet oF THE ANDREWS HOTEL, 
MINNEAPOLIS, MINNESOTA 


throughout, most of the guests’ rooms 
being equipped with a wall hanging 
lavatory. The main toilet rooms contain 
a fixture similar to Plate 819, as may be 
seen from the photograph. A total of 
214 vitreous china lavatories were used, 
by which it may be seen that, combined 
with 150 syphon jet closets, the sanita- 
tion of this hotel was admirably taken 
care of. 

Pedestal urinals of the syphon jet pat- 
tern were adopted for the main toilets. 
The reader may see from the photograph 
the manner of their use. You will also 
observe, if you glance carefully at the 
picture, a most curious freak of photog- 
raphy. What appears to be the pedestal 
urinal showing through a solid column 
of marble is in reality a partial reflection 
of one of the other urinals on the marble. 
It just happened to catch about right. 


ieceicceisceiieesiieecieeeieeeiiceeiimretoweiowsiinesiiowe of 
Who Are You With 
| Tonight ? i 
ee ie eee ee eee ea not 


(From Albany Dinner to State President J. 
H. Moran) 


OW gather ’round the circle, we're 
N goin’ to stay awhile; 
We’re goin’ to sing for John Moran, 

for John we’re goin’ to smile, 

With Dugan, too, and Doody; with Martin 
and Ridgway, 

And Addie Gray’ll be in the fray. Yauchzi 
will have his say. 

The same old gang we always knew, George 
Smith and Riegel, too, 

We will sing with Jimmy Feenan, Ad Roos 
and all the crew. 


(Shouted) FOR 


CHORUS 


They are the gang we’re with tonight, 

The gang we are with tonight; 

They are the dreamy, peachy and creamy 
visions of sweet delight. 

Schimpf and Schade and Tom O’Malley, 

Now sing with all your might, 

For we won’t go home until morning, 

We won’t leave the gang tonight. 


Carmody is a lawyer man from out in old 
Pen Yan, 

He plumbs the laws for old New York as 
neatly as he can, 

He knows about the statutes and makes a 
weighty speech 

Let them know we are here, 

And we won’t go home until morning 

Till daylight does appear. 


Charles Murphy was a plumber, not the boss 
of Tammany. 

From old New York he came to town to see 
what he could see. 

And Hannigan, that handsome chap he 
brought for chaperone, 

Just to lend the plumbers’ banquet a bit of 
city tone. 

But John Moran was ready with his red-hot 
grilling pan. 

Said he, “Now, Murph, we’ll make you think 
into a probe you ran.” 

(Shouted) For we’ll show you 


And he’ll show you that “Chance” Depew is 
not the only peach. 

And Mayor McEwan is right in tune, his gas 
tank needs no patch; 

The investigating ‘plumber’ went looking 
with a match. 


(Shouted) FOR 


CHORUS 


They’re two of the gang we’re with tonight, 

Two we are with tonight; 

Two of the dreamy, peachy and creamy 
visions of sweet delight. 

So give them a husky, lusty cheer, 

Who you are with tonight, tonight, 

Who you are with tonight; 

Make you a dreamy, peachy and creamy 
vision of sweet delight. 

Will we notify sister, Mister, answer us 
honor bright, 

Or do you think you’ll know in the morning 

Who you were with tonight? 
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m)CHUREMAN PATENTED 
SEAT OPERATING FIXTURES 


Ab\nr 
fi tal, 


LAN 
TUNINY 


The highest pinnacle 
in closet manufacture 
has been attained by the 


SCHUREMAN 
Patented Seat 


Operating Fixtures 


Known to the 
Trade as the 


“Challenger” 


They are different 
from all other makes. 


These fixtures are the 
kind that you can sell 
easily. Your customer 
appreciates their merits. 


iMieeEium ber sihey, 
hold a good profit for 
you. Remember the 
name 


“Challenger”’ 
Seat Operating Fixtures 


Mr. Jobber, you can 
buy this hardware and 
assemble your own seat 
action outfits fromstand- 
ardtanks,bowlsandseats, 


No Springs, Cup-Leathers 
or Packing Boxes 


Here are the specifications for our No. 
44 Combination: 


Plain Oak Solid Bent Low- 
Down Tank, Piano Finish, 
Copper Lined, with Trim- 
mings for seat Operating, 
with Offset or elbow Closet 
Connection. Can _ furnish 
Round CornerTank if wanted. 


Detail description fur- 
nished on application. 
Send for Catalogue 


and Prices. 


AN ML 
Findeisen & Kropf Mfg. Co. 


2100S. Rockwell Street 
Chicago, Ill. 


} Per TE I 


226 


ie 


Remedy ! 


Install the S & K Shower Heads and all 
the troubles with shower heads end. 
We have overcome it. The remedy: 


The “S &K” C-937. All parts Heavy Cast Brass, 
with removable face, with Air Valve, made to stand 
up under any pressure, even steam. Face has fine 
perforations giving that desirable stinging effect of 
the rain bath, easily cleaned having removable 
face. Made in two sizes. 

6% inch face, ¥% or % inch I. P. Size Thread 

8 inch face, % or %inch I. P. Size Thread 
¥%, inch J. P. Size threads sent unless otherwise 

ordered. 


WRITE FOR PRICES 


Street & Kent Mfg. Co. 


549 Fulton St. Chicago, Ill, 


co 


WASTE COCKS 
Ground Perfectly 


ABSOLUTELY 
GUARANTEED 


Send For Prices 


BRONZE & BRASS WORKS 


CLEVELAND, OHIO 


IT|PENDI 
PATER : itr 


What 


Counts 


125.000 2am 


Bath Cocks sold last year 


You know the reason. 


NORTHERN BRASS MFG. CO. 
NeueesDaLl 


Plumbers Attention !! 
GET YOUR PLANS AND SKETCHES MADE AT 
PRICES WHICH ARE RIGHT 
FIRST CLASS WORK BY SANITARY EXPERTS 
Arrangements have been: made with this magazine for your benefit to 
handle the subscribers’ work at special reduced rates, and you are referred to 
The Plumbers Trade Journal for any inquires you desire to make. 
ALTON ENGINEERING CO. 


SANITARY AND HEATING ENGINEERS 
149-151 W. 36th Street New York City 


Carries Radiators Anywhere Quickly, Easily, Safely 
Narrow crooked stairways and halls are easy for 


Buell’s Combined Casrier and Truck. 


It is a cinch to carry the radiator when necessary and a bigger cinch to 
yush it on the truck. Saves you 


Time, Strength, Money 
Send for booklet and prices 


BUELL. BROTHERS, Fulton, N. Y¥. 


HE firm of James 
Nolan & Sons, of 
Washington, D. C, 
has closed two nice 
contracts. These 
cover the plumbing 
installation in the 
James Cardinal Gib- 
bons Memorial Hall 
Tower at Brookland, 
Da C.vandiethenUs Se 
Quartermaster Vet- 
- erinary stables at 

Front Royal, Virginia. 
William McMahon and M. C. Fowler 
have formed a co-partnership under the 
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Nothing But ,Praiseifor the Motor- 
Cycle from this Progressive 
Washingtonian 


DWARD HE. ADAMSON of Washing- 
EK ton, D. C., is enthusiastic in urg- 
ing plumbers to avail themselves 
of the motor-cycle method of transporta- 
tion, by which much time can be saved. 
In the accompanying illustration Mr. 
Adamson was about ready to start off 
to one of his jobs, when the representa- 
tive of THr PrLuMBERS’ TRADE JOURNAL 
snapped him. 
The machine Mr. Adamson uses is a 
Harley-Davidson. Mr. Adamson is able 


Epwarp E. ADAMSON OF WASHINGTON, 


D. C., ABouT To START ON A ROUND OF 


INSPECTION 


firm name of McMahon & Fowler, with 
business formerly carriea on by Mr. 
McMahon. 


Maurice J. Colbert has been awarded 
the contract for making sewer and water 
connections for the premises 1220 and 
1222 Bladensburg Road, northeast, Wash- 
ington, D. C. 


William Van Riswick, formerly of 113 
Pennsylvania avenue, N. W., Washington, 
D. C., has taken H. C. Tasker as a part- 
ner, and the new firm will trade under 
the name of H. C. Tasker and Co. at No. 
306 B street, southeast. 


Four Washington master plumbers 
journeyed over to the Monumental City 
—Baltimore—during the past month, 
and renewed their Maryland licenses for 
the year. Those in the party were 
Walter D. Nolan, Samuel Artz, Arthur J. 
Tholl and Frank Kerr, of the Washing- 
ton association. 


Bids for sewer and water connections 
for a dwelling at 3417 P street, north- 
west, Washington, D. C., were opened re- 
cently by the Commissioners, and the 
contract was awarded to the firm of 
Coberth, Hanes and White Co., Inc., this 
firm being the lowest of five bidders. 


to give his personal attention to all his 
work through the use of his machine. 


—_—_~-e—___ 


Goodbye, the Horse 


HE motor-cycle, as a means of rapid 
transportation, is rapidly forging 
to the front, supplanting any other 

method of travel, by cars, automobiles, 
tc: 

Our Washington correspondent sends 
us several photographs, one of which we 
reproduce, showing how the D. C. master 
plumbers mount their fiery steeds and 
hasten away to the jobs, while those who 


depend on the old-fashioned method are © 


several hours behind. 

Motor-cycles can frequently go where 
automobiles and cars can not, and the 
expense of upkeep on such means of 
transportation is so small that it is not 
worth talking about. 

————_2--e—___ 


Indolence is a delightful but distressing 
state; we must be doing something to be 
happy. 


“T likes to sing about de good old times,” 
said Uncle Eben, “but jis’ de same I’se as 
thankful as anybody foh railroads an’ trolley 
cars an’ telephones.’’-—Washington Star. 
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number of fixtures for the convenience 
of employees in large establishments 

has had attention, as will be seen in the fol- 
lowing paragraphs. 

117—The branches on vertical lines must 
be Y or TY fittings and carried up to the 
safe with as much pitch as possible. 

118—Lead safes must be graded and 
neatly turned over bevel strips at their 
edges. 

119—Where there is an offset on a re- 
frigerator waste pipe in the cellar there 
must be cleanouts to control the horizontal 
part of the pipe. 

120—In all lodging and tenement houses 
the safe and refrigerator waste pipes must 
extend above the roof. 

121—-In all buildings occupied as stores, 
dwellings, lodging or boarding houses, ho- 
tels, offices, lofts, workshops, factories or 
storage houses, there must be at least one 
water-closet in each building. There must 
be sufficient water-closets so that there will 
never be more than 15 persons to each 
water-closet. In places of public assembly, 
the number of toilets and the most available 
location are to be determined by the Super- 
intendent of Buildings. 

122—Separate water-closets and _ toilet 
rooms must be provided for each sex in 
buildings used as workshops, lofts, office 
buildings, factories, hotels and all places 
of public assembly. 

123—In lodging houses there must be one 
water-closet on each floor, and where there 
are more than 15 persons on any floor 
there must be an additional water-closet on 
that floor for every 15 additional persons 
or fraction thereof. 

124—In tenement houses, lodging houses, 
factories, workshops, and all public build- 
ngs, the entire water-closet apartment and 
side walls to a height of six inches from 
he floor, except at the door, must be made 
waterproof with asphalt, cement, tile, metal 
or other waterproof material as approved 
by the Superintendent of Buildings. 

125—In all buildings the water-closet and 
urinal apartments must be ventilated to the 
outer air by windows opening on the same 
lot as the building is situated on or by a 
ventilating skylight placed over each room 
or apartment wherein such fixtures. are 
located. 

126—In all buildings the outside partition 
of any water-closet or urinal apartment 
must be air tight and extend to the ceiling 
or be independently ceiled over. When 
necessary to properly light such apartments, 
he upper part of the partitions must be 
orovided with translucent glass. The par- 
itions of such apartments must be dwarfed 
vartitions. 

127—The general water-closet accommo- 
lation of any building cannot be placed in 
he cellar, nor can any water-closet be 
laced outside of a building except to re- 
lace an existing water-closet. 

128—In alteration work where it is not 
sracticable to ventilate a water-closet or 
irinal apartment by windows or a skylight 
lirectly to the outer air, there may be pro- 
rided a galvanized wrought iron vent duct 
xtended to the outer air which, must be 
‘qual in area to at least 144 square inches 
or one water-closet or urinal, and an addi- 
jonal 72 square inches for each water- 
loset added therein. 

129—Where water-closets will not support 
. rim-seat, the seat must be supported on 
ralvanized iron legs. 

130—Every earthenware water-closet with 
‘onnection through the floor in all new 
vork, and in all alterations, must be set 
nm an approved floor slab of porcelain, slate 
Yr other material impervious to moisture, 


6 tex matter of providing a_ sufficient 
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same to be not less in size than the base 
of the water-closet set thereon. 

131—All water-closets must have earthen- 
ware flushing rim bowls. They must be set 
entirely free and open from all enclosing 
woodwork. 

132—Pan, plunger, offset-washout and 
washout, or other water-closets having an 
unventilated space, or whose walls are not 
thoroughly washed out at each discharge, 
will not be permitted. 

133—Long hopper water-closets will not 
be permitted, except earthenware hoppers 
where there is an exposure to frost. 

134—Drip trays on water-closets will not 
be permitted. 

135—Water-closets and urinals must 
never be connected directly with or flushed 
from the water supply pipes, except when 
flushometer valves are used. 

136—Each water-closet and urinal must 
be flushed from a separate cistern, the water 
from which is used for no other purpose, or 
many be flushed through flushometer valves. 

137—Where “flushometers” are used, they 
must be supplied from tank pressure, unless 
otherwise permitted by the Superintendent 
of Buildings; the rising lines shall be at 
least one and one-half inches in diameter, 
and the branches shall be at least one and 
one-quarter inches in diameter for water- 
closets and three-quarters inch in diameter 
for urinals. 

138—The overflow of cisterns may dis- 
charge into the bowls of the closet, but in 
no case connect with any part of the drain- 
age system. 

139—Iron water-closet and urinal cisterns 
and automatic water-closet and urinal cis- 
terns are prohibited unless approved by the 
Superintendent of Buildings. 

140—The copper lining of water-closet 
and urinal cisterns must not be lighter than 
ten (10) ounce copper. 

141—Water-closet flush pipes must be not 
less than one and one-fourth inches and 
urinal flush pipes one (1) inch in diameter, 
and if of lead must not weigh less than two 
and one-half pounds and two pounds per 
linear foot. Flush couplings must be of 
full size of the pipe. 

142—Rubber connections and elbows are 
not permitted on flush pipes. 

143—Latrines, trough water-closets and 
similar appliances may be used only on 
written permit from the said Superintendent 
of Buildings, and must be set and arranged 
as may be required by the terms of the 
permit. 

144—All urinals must be constructed of 
materials impervious to moisture, and that 
will not corrode under the action of urine. 
The floor and wall of the urinal apartments 
must be lined with similar non-absorbent 
and non-corrosive material. 

145—The platforms of treads of urinal 
stalls must never be connected independ- 
ently to the plumbing system, nor can they 
be connected to any safe waste pipe. 

146—Iron trough water-closets and trough 
urinals must be enameled or galvanized. 

147—In all houses, sinks must be entirely 
open, on iron legs or brackets without any 
inclosing woodwork. 

148—Wooden washtubs are prohibited, 
except when used in hotels, restaurants or 
bottling establishments for washing dishes 
or bottles. Cement or artificial stone tubs 
will not be permitted unless approved by 
the Superintendent of Buildings. 


(To be continued) 
——-—_ $< 
After doing one thing well, it is not 


often that you wish you had done the 
other thing. 


This is “Th 


Of Assurance 


*Vulcan’’ 


(IMPROVED PATTERN) 


Chain Pipe Wrench 


service is made absolutely dependable without additional 
cost but the service is worth more to you than the full 
cost of tool. 


To insure proper service, each Flat Link Chain is 
“proof-tested”’ ina standard tension machine up to 
two-thirds ofits breaking strain listed in table. 
Each Chain, so tested, is stamped O (circle) on the drop- 
forged swinging link, thus absolutely establishing the 
safety-factor and reliability of every wrench. 


Catalogue Free 


J. H. WILLIAMS & CO. 


Superior Drop-Forgings 


75 Richards St. Brooktyn, N. Y. 


is a warm, 
evenly heat- 
ed home day 
in and day 
out. This is 
always in- 
sured with 
the installa- 
tion of 


UNITED STATES RADIATORS AND BOILERS 


Every Steamfitter—Every Plumber who recom- 
mends the installation of United States Radiators 
and Boilers secures a satisfied customer, because 
with reasonable care they last a lifetime. The 
sterling reliability of this Corporation’s heating 
systems is your strongest asset. There are seldom 
“come-backs.” 


Write for our valuable hand-book, 
THE COMPLETE LINE 


UNITED STATES RADIATOR (GRPORATION 


General Offices—DETROIT, MICH. 
Branch Offices—All Important Cities 


Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlington, N.J., U.S. A. 


The World renowned D FITTINGS acknowledged Leader In 


design, quality of Material and Finish. 


The Practical Way to Pack Specialties 
CORRUGATED PAPER BOXES 


Actual facts obtained from the firm whose name appears on 
the accompanying cut: 


Car of Water Closet Tanks shipped to 
Portland, Oregon 


Weight of tank packed in wood 


Weight of tank packed in Cor- 
rugated Paper Box 


Actuai weight saved 


1,000 tanks loaded in car at 11 
lbs. each 


11,000 lbs at $1.50 per Hdwt 
(rate to Portland) $66.00 


Price of the Corrugated Paper 
Box $146.00 per M 


Less saving in freight 66.00 
é Re a TR 
Cost of packing thisear load 80.00 8c each 


51 lbs 


40 lbs 
~~ = 
11 lbs 


11,000 lbs 


These figures apply in every case where wooden boxes are used. 
Send us the inside measurement of your shipping cases and let us 
show youhow to cut the cost of your packing. 


GLOBE PAPER CO., = EVANSVILLE, IND. 


VOGEL 
Patent Frost Proof Closet 


NO PIT NO FREEZING 


Can he subjected to the hardest usage without being put 
out of order 


The valves are most durable and the bowls have our special 
design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


Send for Booklet 
For sale by all jobbers 


Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 
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IG. 4 shows a diagram of the second 
method practised largely in London and 
its immediate vicinity ; a trap is fixed at 

the foot of the soil pipe to disconnect it from 
the drain, provision being made at that point 
for the admission of fresh air to the soil 
pipe for ventilation purposes. 

It is contended by the advocates of this 
method that there is less risk to the occu- 
pants of the house from soil pipe air than 
from drain air which may inadvertently es- 
cape through defective traps or joints. 

It cannot be denied, however, that the de- 


Ground level 


B 
Ce 
=e 
ee ee eT | 
SX a a 
Plan 
Fig. 4—Trap Frixep At BoTtomM OF 


Soin PIPE 


posit in soil pipes is more foul than that 
generally found in drains, as the latter is 
modified by large volumes of water dis- 
charged through waste pipes, and it would 
appear to be illogical to disconnect the 
fouler pipe from one less foul. Moreover, 
with the connection indicated in Fig. 3 the 
soil pipe also acts as a vent pipe to the 
drainage system and the full force of the 
flush of water through the pipe is available 
for scouring the drain. 
DISADVANTAGE that is often ob- 
A served with the use of the soil pipe 
disconnecting trap, is the escape of 
foul air at the air inlet each time a dis- 
charge through the soil pipe occurs. Where 
this proves objectionable the inlet is 
blocked by an air-tight cast-iron cover. A 


Waste pipe 


Ground level 


Usep But Nor 


5 — Fitting Mucu 
ACKNOWLEDGED SATISFACTORY 


Fic. 


tube is connected to the side socket B (Fig. 
4) and continued to a height of COTE nu. 
above ground level, at which point a mica 
flap reflex valve is attached. This admits 
fresh air to, but is closed by a return flow 
of air from, the soil pipe. 

Several types of appliances are used to 
convey the liquid from waste pipes into 


drains, but the main principle of each is 
the complete disconnection of the drain and 
the waste pipe. The examples given in 
Figs. 5 and 6 are those chiefly used. Fig, 
5 is the one recommended in the model by- 
laws of the Local Government Board and 
consists of an open channel from 18 to 24 
ins. long in either stoneware or cast iron, 
which drains into a trap immediately be- 
neath the outlet. The trap is of cast iron 
where the drains are of that material, but 
of stoneware if such material be used for 
the pipes. The access cap on the trap out- 
let gives reasonable control for inspection 
and removal of blockages of the branch 
drain, grease soaked hemp rope being used 
for the packing of the cap, which is secured 
by means of a bridle. 

It is contended that by this method there 
is no risk of air entering the waste pipe in 
the event of the water seal of the trap being 
depleted. The writer has had a wide ex- 
perience of the use of this fitting and has 
found it to be unsatisfactory. The grid 
on the trap inlet is quickly blocked by lint 
and like debris and the surrounding earth 
is then permeated with offensive liquid 
waste. Moreover, the force of the flush of 
water is materially reduced by the changes 
of direction at the foot of the waste pipe 


Wasfe pipe 


OCU) 


: cee APAKela 3 
Fic. 6—FresH Arg INLET PROVIDED AT 
Foot or STack 


and at the channel outlet, consequently 
stoppages due to deposit in the trap are not 
infrequent. 
N the appliance illustrated by Fig. 6 
I the waste pipe is shown discharging 
through a special arm and directly into 
the trap, thereby ensuring a maximum 
scouring effect of the contents of the later. 
Where more than one waste pipe is to be 
dealt with by one fitting, additional inlets 
are provided. ‘The policy adopted by all 
leading experts in drainage work consists of 
grouping as many pipes as can be con- 
veniently managed on one drain trap, 
thereby reducing the number of drain con- 
nections and the total length of foul pipe 
It is more correct in principle and far less 
costly to convey several 2 -or 3-in. diameter 
waste pipes a few additional yards to 4 
trapped drain opening than to provide a 
separate branch drain with the attendant. 
trap at the foot of each stack of pipes 
The open grid on the top of the trap (Fis: 
6) provides for the free flow of fresh alr 
through the waste pipe. | 
Waste pipes from scullery and kitchen 
sinks in large houses, hotels, etc., are made 
to discharge into grease traps, but in the 
smaller class of houses this portion of the 
liquid waste is generally dealt with in like 
manner to that from baths, etc. as Pre 
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viously described. Two types of appliances installation is the lesser of the two evils. 
are used for arresting the passage of grease Access to Drains. The provision for ob- “EVERYBODY’S DOINGIT NOW!!”—ORDERING 
in a liquid state into the drains. Fig. 7 taining access to the various parts of the 
shows one in which the grease is retained, underground conduits may be considered 
and, after congealing, is removed by raising under two heads; one involving the con- 
the perforated galvanized iron trap AA. It struction of chambers or manholes, and the 
will be observed that the inlet enters the other consisting of access caps or eyes 
grease container at a higher level than the placed in advantageous postions on the main 


— 


commencement of the outlet, thereby avoid- and branch drains. It is a generally ac- ; ik ’ z 
ing the risk of a straight flow of greasy cepted principle that all parts of the drain- ; Automatic 
age system shall be so constructed as to é ena 
be under complete control for inspection , ‘ ie CELLAR DR LINE RS 
purposes and to facilitate the removal of ——— = WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 
stoppages. a ‘ Pe Ist. All parts, except the float are above water, no slime 
i i : 5 : or corrosion. 
Fe teadency eal MeAIB eer Stays ‘ 2nd. A foot valve in the strainer seals the suction pipe the 
toward a reduction in the number of f i a ; minute the drainer stops working, holding the water 
chambers and in favor of the simpler s 2 inall the pines, so that it is always primed ready 
i zi ig? to startinstantly. 
form of access, namely, the rodding eye: pare, 3rd. Weighs not over % that of others and requiring 
The cost of the former may be anything : vat less space. _ p 
from $50 to $150, according to circum- 3 " : 4th. The operating valves open and close instantly by 
k . | : action of the water pressure. ; 
stances; whereas the latter can be inserted ’ 5th. No leather washers used, leather dries and causes 
for one-tenth of that cost. 8 : . ; leaks. 


It will be observed on reference to the F a 6th. It costs less than many other drainer not as efficient, 
- drainage plan (Fig. 1) that there are four CircnlantandiPrices . . . 
Section chambers on the foul water drain and that PENBERTHY INJECTOR co. on request Detroit, Michigan 
at other changes of direction, ete., rodding 
O fe) | eyes are constructed. Fig. 9 shows plan 
and vertical section of this device; a junc- 
tion(J) is provided and the straight length THE BRAENDER:- AUTOMATIC 


oe sells CELLAR DRAINER 
Nea 


AM PIPE 


Fig. 7—REMOVABLE GREASE RETAINER FOR 
TRAP 


STE 
MSCHARGE PIPE 


water from inlet to outlet. The large body 
of cold water held in the trap causes the 
grease to congeal and gravity is responsible 
for its accumulation at the surface. This 
fitting is made in a number of sizes. 
WING to the offensive character of the 
grease thus collected and the nuis- 
ance to which its periodical removal ae 2 = i : : : 
Bives rise, the appliance shown in Fig. 8 is . J p | ; ae 
often used in connection with private dwell- = = = 7 \s PATENTED 


ings. It is constructed on the siphonic prin- VerFical Section OPERATED BY WATER PRESSURE 

ciple: The grease which congeals on the : as : sa BILGE SYPHON 
surface of the water in the body of the trap Ure Geveninent Soeurann ener Wy detain adits caverta Operated by steam 
’ : D j i g 

is broken into fragments by the discharge and is guaranteed to do what is claimed for it. Write for Circular. pressure 

of water from an automatic flush tank, usu- PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St, New York. 


ally fixed in the scullery. The sudden influx SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 
of a large volume of water creates a tem- 


porary head in the inlet which is responsible 
for the surcharging of the outlet limb B. 
[his action is aided by the slight resistance 
offered to the full flow of water by the trap 
co, siphonage immediately ensues and the 
ontents are passed into the drain. In this 
manner the grease is gotten rid of without 
he necessity of resorting to hand cleansing 
nethods. 

It cannot be denied that grease traps are 
iomewhat of the character of insanitary 


“Fdld JOYVHISIG 
“Adld AlddN, 
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Set 


Plan 


Fic. 9—CLEANOUTS PROVIDED AT Borrom 
OF VERTICAL STACKS 


is continued to ground level, where an air- 
tight cap is fitted as at C. This cap is 
surrounded by a rebated stone and covered 
with a cast-iron plate. By these means of 
access, drain rods can be passed through 
the various lengths to clear stoppages. On 
reference to Figs. 5 and 6 it will be seen 
that this principle is embodied in the forma- 
tion of the trap outlets, thus giving easy 
control over the branches between the traps 
and the main drains. Similarly in the case 


Access 


Ground level] 


Sectior 


Fic. 10—AnorHeR Typr or CLEANOUT 
Mvucu UsrEp in GREAT BRITAIN 


OW often the appearance of a high-priced Enameled 
of the cast-iron soil pipes marked X on the Bath Tub is ruined by using a Bath Cock of inartistic de- 


drainage plan, access is provided as illus- 


aaa } sign. We have what is conceded to be one of the most 
eran ee EA ee | trated in Fig. 10, the caps being placed on gn 


retain thal iver nese! eronhal lever: attractive Compression Bath Cocks on the market. Made of 
Ic. 8—SrPHON SoMETIMES Usep, Wutcu Croine.continacty High Grade Metal and of Perfect Workmanship and Finish. 
BREAKS Up GrEAsy MATTER AND A credit to any tub. Give your Jobber a trial order. 
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Passes Same Into Drain 


The Cully Sanitary Co. Incor- 
‘tings, as they retain the liquid waste in 


uk and provide conditi itable for i porated Th T t B & 
cies me Be pee on OT LASS 


NEWLY incorporated company, the 


‘esence of liquid grease in quantity in i ; 

use drains is a much more disturbing Cully Sanitary Co., Pitsburgh, Send for Machine Co 
ctor, as the warm grease congeals on the Pa., has been formed by A. D. Catalog : 
vol Pipe and gradually reduces the bore Cully, 213 (ON. Elizabeth street, Pitts- A-1 TRENTON N J 
itil a total stoppage occurs. The writer burgh, Paved; -S° Cully, Burgettstown, J ae 


is had numerous examples of this condi- 


on obtaining where the greasy water was poeends Hi oa ealy. ee aa : Me New York Office, 5 and 7 East 42nd Street 
Scharged directly into the drain, and has V4» and will manufacture specialties : 


) hesitation in stating that the grease trap used by the plumbing and heating trade. 
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Plumbers’ 
Slate 


We have two large factories 
and produce more than a 
carload of milled slate daily. 


Our reputation for execut- 
ing Plumers’ detail work 
carefully a.d accurately has 
been well earned. 


We will appreciate the 


favor if permitted to quote 
you prices when you are in 
the market. 


Urinals, Shower Stalls, 
Water Closets, Base, 
Wainscot, Drain 


Boards 


The Phoenix Slate Co. 


Penn Building 
WIND GAP, PA. 


Attention! 


Plumbers and Architects 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Eureka Adjustable Flange”’ 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Descriptive circulars and full in- 
formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 
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NE of the principal products 

quarried in certain parts of 

this country, which has a di- 

rect bearing importance on 

this trade, is slate. As is 

understood and well known, its qualities 

are of such a nature as make it very de- 

sirable for use in toilets and other places 
in building construction. 

The master plumber is more than in- 
terested in learning something about the 
quality of slate, how it is mined, or 
quarried rather, and the various mineral 
qualities that go to form the component 
parts of the stone. 

One of the greatest slate productive 
centres in the world is Pennsylvania. 
There are many firms in the Keystone 
State engaged in the quarrying, or Manu- 
facturing, (as they term it) of slate for 
use in sanitary installations. 

We purpose in these columns to give 
our readers a fair idea at various times 
of how this slate is quarried and pre- 
pared for use in building construction, 
how it is made in fixtures and the vari- 
ous ways of use by the plumbing trade. 
One of the leading firms engaged in 
operating in this district is the Ham- 
mann Structural & Roofing Slate Com- 
pany, who lease and operate the property 
of the New Northampton Slate Company, 
on which quarrying has been carried on 
for the past thirty years. This property 
contains forty-five acres, all of which 
is underlaid with the finest quality of 
slate suitable for structural, roofing and 
blackboard purposes. Only a compara- 
tively small portion of this enormous 
deposit has been developed, the size of 
the quarry at present being approxi- 
mately three hundred feet square and 
three hundred feet deep at the lowest 
point. 

It has required twenty-eight years to 
remove this mass of rock, the major por- 
tion of which has found its way into 
many of the finest and largest structures 
in the country. The present lessees are 
rapidly developing and are now engaged 
in a stripping which will give them at 
least three years’ supply of the finest 
quality of material. 


The equipment of the ~~ oe 


plant is up to date, hav- 
ing been recently re- 
modeled. There are five 
derricks or cable-ways 
in constant operation re- 
moving top and hoisting 
blocks for manufactur- 
ing and slaters. 

The main mill is 60’ 
x 120’, of frame construc- 
tion, but plans are under 
way to erect a concrete 
and steel structure. The 
power plant consists of 
two boilers, one of 150 
h.p. and one of 80 h.p. 

The organization of 
the company is rather 
unique for it is what 
may well be termed a 
co-operative corporation, 


CS 


EE 
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for the majority of its stockholders are 
employees of the company, all the depart- 
mental heads being stockholders as well 


material and workmanship leaves thei) 
hands, as well as fulfilling promises t 
the best of their ability. 

The principal line of manufacture i; 
slate for sanitary, structural and indus 
trial purposes, the roofing being a sid 
line; in other words, all slate rock whic] 
is not of sufficient size for their purpos 
is turned into roofing slate. 

Their production of structural slat 
averages 19,000 feet per month, fully onc 
half of which is for sanitary purposes 
Their rock is peculiarly adapted for thi 
class of work, and, in addition, the 


QuaARRY oF THE HAMMANN STRUCTURAL & ROOFING Sate Co., BANGor, PA. 


as directors. The result is a harmoni- 
ous whole, all working for the welfare of 
the organization by seeing it economi- 
cally operated and that only the best of 


make a specialty of it and their me 
are accurately trained and machines ¢ 
pecially equipped for turning out th! 
class of product for sanitary purpose 


way, Louisville, Ky., are plumbing 
the residences of M. Schoenman, 832 
821 E. 


His. & ZEHNDER, 1103 E. Broad- 


B®. Madison street, and M. Haller, 
Madison street. 

The plumbing for R. Wolff, 818 Burnett 
street, is being done by Henry Koehler, 
Louisville, Ky. 

G. N. Vetter, Louisville, Ky., is doing the 
plumbing in the building at 611 S. 5th street 
for Norton Caldwell Co. 

Duffy & Sons Co., Louisville, Ky., have 
received the contract for installing plumb- 
ing in the Lincoln Building in that city. 


SPRITES 


Barrery OF URINALS MADE OF SANITARY SLATE 


G. F. Schott, Louisville, Ky., is installin 
the plumbing at 3104 Portland avenue. 


Bywater Bros., Louisville, Ky., have 8! 
cured the contract for plumbing for Cha 
Keller, 3025 Virginia avenue. 


H. CG. Delph, Louisville, Ky., has recent 
been awarded the plumbing for S. Skeen 
at 652 S. 26th street and for EH. S. Fre 
1100 S. 18th street. 


The plumbing in the building at 10th a! 
Magazine streets, Louisville, Ky., for tl 
“Little Sisters of the Poor” is being install 
by M. J. Duffy & Sons Co., Louisville, K 

Thomas F. Quinlan of Milgate 4 
Bleecker streets, Utica, N. ¥., is one of t 
popular master plumbers of that city a! 
we are glad to know that he is very busy. 


The contract for plumbing and steam he? 
ing in the $10,000 garage being built | 
Willis O. Chapin, 1205 Delaware avent 
Buffalo, N. Y., has been let to Samt 
Wright, 681 Main street. | 


L. P. Spies, 436 E. Jefferson street, Lou 
ville, Ky., has just closed the contracts i 
plumbing for Rosenbaum & Sons, ul | 
Market street, and for Lena Capin, 508 
Jefferson street. 


Cc. M. Nevin, one of the well-known plum! 
ers of Louisville, Ky., is installing — 
closets, 24 basins, 8 sinks, 7 urinals, 
showers and 3 sinks for the Courier-Jour! 
Co. and is also doing the plumbing for 
Wright, S. W. corner Brook and Kentue 
streets. ’ | 

L. J. Rosenfield, 8th and W. Jeffers 
streets, Louisville, Ky., has recently ! 
cured the contracts for plumbing for ! 
Harlament, 1733 Kentucky street; Tho? 
& Whitton, 812 S. 5th street, and Hall Cot! 
Co., N. E. corner 8th and Congress — 
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VANCE NOT NO NOSENOTI NC NOTING 
hy Not Use Sanitary Slate? 


NS 


ACTA. 


— 


“6 


SANITARY SLATE INDUSTRIAL 


There is a place 


Excelsior Slate Cv. 


y Alpha Slate Co. Pen Argl, Pa. Slate Products Co. of America 
Bangor, Pa. Hammann Structural and Bangor, Pa. 

| Roofing Slate Co. 

F Crown Slate Co. Bangor, Pa. M. L. Tinsman & Co. Ine. 

I Pen Argl, Pa. Phoenix Slate Co. Pen Argl, Pa. 


Windgap, Pa. 


ay bonne at as and Tanks of all kinds for 
nower Stalls ye Works 
Bathroom Partitions Chemical Works 
Morgue Slabs for S L A 4B 18, on Dairies ‘ a 
ppg hee pone Establishments 
aboratory Slabs . anneries 
pe eicproo! Flooring every job you have eeaa Fountains 
ausoleums laughterhouses 
Grave Vaults Bakeries 
A Grave Covers Florists 
Grave Markers Tanneries ae 
I Cistern Covers : ‘ Electric Switch Boards 
Feed and Water It is non-combustible, non-absorbent, Refrigerator Linings L 
pees durable and clean—In Public Comfort  @arium Bottoms, Ete. 
aa OF Stations, Railway Depots and Employees’ HOUSEHOLD S 
a Toilet Rooms where harsh treatment is Se aces wy 
FN Risers received SLATE is a necessity. ReUine te. Shelves a 
rn ie ee 
Floor Tile Table Tops 
Wainscoting 
| Vestibule Panels aaReperne ISS 
Base ‘ f Ji 
Sink Tops 
pels Lavatory Tops A 
Window Sills <> 
Coping EDUCATIONAL SS 
peaee Blackboards 
BN Fire Boards Bulletin Boards 3 2 
ey Write S 
oS these Zw 
SJ firms > 
gy for ee 
Prices S 
G They wy 
quarry 
yg and = 
| finish {S 
G to size wy 
any 
y require- 
A ment S 
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INSTALL THE“KEENAN KIND” 


Sanitary |° 
Slate 
Fixtures 


in Shower || 
and Toilet 
Rooms, 
Laundry 


and Kitchen 0 


and insure satisfaction to your customer 
and prompt settlement of your bills. 


B5% 


Our Genuine Bangor Certificate Slate is absolutely Sanitary, Durable, 
Non-Absorbent, Non-Combustible, therefore is fast supplanting the use of marble. 


Cuts shown herewith are butafew taken 
from our large illustrated Catalog B which 
is yours for the asking. 

We furnish 


fixtures com- 
plete with brass 
work required 
to erect and all 
are set up in 
factory before 
shipment is 
made. 


Keenan Structural Slate Co. 


12 Washington Street 
BANGOR, PA. 
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It is more profitable to ask the Penn’a Structural 


Slate Company for quotations than to wish you had. 


The Penn’a Structural Slate Co. 


makers of Sanitary Structural Slate 
and Natural Slate Blackboards 


The Penn’a Structural Slate Co. 


Pell Bldg., Easton, Pa. 
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“ROBERTS” 
Electric Driven 
Water Lifts— 


Arranged for Automatic 
WATER PRESSURE 
SYSTEMS 
Made in sizes to pump 


from 3 to 10 gallons a 
minute. 


Please write for prices and 
full information 


FULLY GUARANTEED BY 


The Geo. J. Roberts Co. 
Dayton, Ohio 


Bullard Specialty Co. Make Lib- 
eral Offer 


In another part of this issue there appears 
an exceedingly liberal offer to the trade, 
made by the Bullard Specialty Co., Dept. 
P, Tiffin, Ohio, in connection with the well- 
known Bullard adjustable roof flanges for 
cast or wrought iron soil pipe vents. AS 
most of the trade know, the Bullard flange 


has long been recognized as one of the lead- 
ers in its particular field. Plumbers who 
have used them voice their approval in du- 
plicate orders and testimonials in the form 
of letters. It is easily seen from a glance 
at the flange that a satisfactory and prac- 
tical joint is effected around the pipe. 
Those who have not looked into this propo- 
sition should do so wthout delay. Kindly 
mention THE PLUMBERS’ TRADE JOURNAL. 


——<—__ > oe 


A Recent Haas Production 


The Haas automatic “Monitor” flushing 
valve shown herewith can be used with 
any type of bowl and is claimed by the 
makers to be absolutely fool-proof. The 
seat operating feature is absolutely certain 
in operation and a positive refill is guaran- 
teed with the “Monitor” valve. The item 
of repairs is also worthy of attention be- 
cause the valve does not have to be removed 


from the closet or the connections disturbed. 
All the fittings are of best aluminum metal 
and will not corrode. The combination re- 
produced herewith is one of the handsome 
Haas outfits that has attracted much praise 
from architects, plumbers and owners. Write 
the Philip Haas Co., Dayton, Ohio, for par- 
ticulars. Mention THE PLUMBERS’ TRADE 
JOURNAL. 
ee a 


The “Nujet” Closet Combination 


The “Nujet” closet combination is a new 
high-grade fixture placed before the trade 
by the Ronalds & Johnson Co., 64 Cliff 
street, New York City, and Brooklyn, N. Y. 
With this outfit is furnished a compound 
high pressure ball cock, solderless float, 
standard N. P. valve and supply pipe 
with flanges for floor and connection be- 
tween tank and bowl, flange and bolts and 
tank and seat of oak or mahogany finish, 
as desired. Several particular points to 


i 
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which the attention of the trade is called 
are the deep seal and noiseless flush and 
a double jet above the water line where it” 
can not be clogged or interfere with the 


thorough scouring out of the bowl. The 
low price at which this outfit is sold has 
not been made possible by any sacrifice of 
quality. Write for full particulars, men- 
tioning Tum PLUMBERS’ TRADE JOURNAL, 


——__o- >" 


A Water Operated Washer Us. 
ing but Twelve Pounds 


Pressure 


The “Economy” water driven washing 
machine is claimed by the Ohio Pump & 
Brass Co., Columbus, Ohio, to be the only 
water motor operated outfit which will ope 
rate on as low as 12 pounds pressure. Fol 
twenty years the development of thi 
“Beonomy” has constantly improved until 
in presenting this latest model, the maker 
seem to have reached a point of perfection be 
yond which there can be no advance. The con 
struction of the “Economy” requires so fe} 


parts that repairs are easily and 


made and at trifling expense. It is said 

this new washer also uses but two-thi 
to three-quarters the amount of water 8! 
erally required for such machines. This 
the season when plumbers are making | 
splendid profit from the sale of these bi 


chines. Write for circulars to the builde 
Kindly mention THE PLUMBERS’ TRA 
JOURNAL. 


—_— Oe - — 


A Most Practical Wrench 


The “Ideal” chain wrench made | 
Kroeschell Bros. Chicago, Ill. is claim 
by the manufacturers to have more Va 
able improvements combined in its constr 
tion than any other. The “Ideal” will 8 
any surface, no matter how irregular. 
the jaws are drop-forged steel, ackno 
edged the best material for pipe tools, 4) 
are carefully tempered and fitted. © 
“Taeal” wrench is reinforced by having | 
jaws bolted over the handle, and every Pi 
is interchangeable. The chain is ex! 
strong, as are the other parts, and 4 rel 
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n lock takes up all unnecessary motion. 
ry contractor who puts his faith in 
‘al’ wrenches will have tool satisfaction. 


444 W. Hrie 
mention 


ine to Kroeschell Bros., 
st, will bring circulars if you 
PLUMBERS’ TRADE JOURNAL. 


ee 


» “Hot Blast” Kerosene Furnace 


e show herewith one of two _heat- 
firepots made by the Turner Brass 
ks, Sycamore, Ill. These are the No. 
i232 > “Hot -Blast” 
kerosene furnace 
and the No. 42 
“Pioneer” gasoline 
furnace. The kero- 
sene burner is a 
marvel for its in- 
tense heat and 
smokeless flame. 
Another advantage 
is that this furnace 
burns either’ gaso- 
line or kerosene, or 
a mixture of both, 
without any change 
of adjustment. These 
furnaces, like’ the 
torches and other 
“Hot Blast” tools, 
‘ully guaranteed against defects. Write 
iterature covering brazing forges, braz- 
furnaces, alcohol torches and_ other 
ng appliances. 'You might mention THF 
IBERS’ TRADE JOURNAL in your letter. 


—o+e—___. 
erting Extra Fittings in Soil 
Pipe Without Trouble 


ere are but two ways to insert a fitting 
cast-iron soil pipe stack after same has 
completed; picking out three or more 
joints, with nine out of 
ten chances of breaking a 
hub, or using the Sisson 
insertable joints. Practical 
and progressive master 
plumbers use the latter 
method for the time saved, 
satisfactory joint obtained 
and the perfect freedom 
from any cracked hubs are 
factors which every up-to- 
date man considers. The 
easy way in which the 
Sisson joint is used is ex- 
plained fully in the latest 
catalog of R. Estabrook’s 
204 1st street, Boston, Mass. In 
ig the manufacturers please mention 
PLUMBERS’ TRADE JOURNAL. 


_——__s-oe______ 


Foot Operated Flush Valve 

Palmer Mfg. Co., Madison, N. J., have 
vel and practical flushing device for 
new foot-operated 


s in their 
valve 
e adapt- 
o any 
of closet 
and pos- 
many 
nective 
; which 
e Shira 
desirable 
Ilty. The working parts are durable 
imple; the various pieces subject to 
are made extra heavy and of good 
The foot lever attachment obviates 
uching of any flushing apparatus with 
nds. This is claimed by the manufac- 


valve. 


_reasonable when it 


turers to be far more sanitary. By its use 
a sure flush is given the fixture almost un- 
consciously by the user. Write for catalogs, 
mentioning THE PLUMBERS’ TRADE JOURNAL. 


—_—_3--9—__._ 
Bag for Carrying Tools 


The Excelsior tool bags are the most con- 
venient method of carrying tools. since 
pockets are provided for washers, screws, 
etc., and a spacious portion is reserved for 
other things. Made of heavy leather, the 
Excelsior bags will withstand an unusually 
large amount of abuse. Shoulder straps 
allow both hands to be used for any little 
extras that it might be necessary to carry. 
A place for everything and everything in its 
place results in a saving of time and trouble 


for the mechanic, at the same time he has 
his full set of tools right at hand. Write 
for prices and catalog to the Excelsior Bag 
& Mfg. Co., Troy, N.Y. Kindly mention 
THE PLUMBERS’ TRADE JOURNAL. 


——~- oe 
Forcing Chokages in Water and 
Sewer Pipes 


Any resistance in sewer or water pipes 
which cannot be dislodged by the Perkes 
force pump will posi- 
tively not be remov- 
edexcept by opening 
the pipe, is the 
claim of the manu- 
facturers, the Estate 
of Chas. Perkes, 627 
Arch street, Phila- 
delphia, Pa. This 
does not seem un- 


is considered that a 
high pressure is ob- 
tainable with little 
effort and no strain 
on the pump. Water 
companies and 
plumbers find the 
Perkes pump a most 
valuable assistant. 
So will you, so write 
for literature ex- 
plaining how it may 
be used for force or 
suction. Mention Tur 
PLUMBERS’ TRADE 
JOURNAL in your request, and prices and 
complete particulars will come to you by 
ensuing mail. 
SEE onan ae 


Threading Short Pieces of Pipe 


(A Necessity, Not an Accessory) 
The New England Auto Parts Mfg. Co., 
18 Tremont street, Boston, Mass., have 
designed a tool which fills a long felt want 
among the _ trade 
= and this is the No. 
~ 1 vise and nipple 
cutter. It is a com- 
— bination tool, small 
in size but great 
inits capacity, Any 
regular solid No. 1 
die will fit the 
socket and right 
and left hand 
threads up to and 
including %” can 
be cut with equal 
facility. They have an attachment to use 
Armstrong dies. Small enough to be placed 
in the tool bag, the No. 1 vise and nipple 
cutter takes the place of the regular vise and 
stock and dies. The jaws will grip nickle- 
plated and finished pipe without showing 
a mark. Think of the saving of time as 
well as material, for short pieces of pipe 


Sectional view of DEVORO 
Jet Bowl, showing structure 


of SJulgto vent and syphon 
passage of large calibre. 


TIFFIN, O 


List Price $47.25 


The DEVORO Syphon Jet Bow! with 8% inch round Srkgu Vent. This 
combination has WAVELINE vitreous China Tank, with China operating lever 
and seat in oak or imitation mahogany. 


The Sanitary Closet 


The DEVORO Jet, located at the bottom of the 
up-leg (see cut below) forces the water over the 
dam. There is no choke or reduction in area be- 
fore the water reaches the final outlet. 
proved construction of the suction, or down-leg, very 
little of the flushing water is diverted from the bowl 
proper to secure syphon jet action. 


TRADE 


By an im- 


The DEVORO Closet meets 
all the requirements of per- 
fect sanitation. Promptdis- 
charge of the bowl contents 
is assured. The discharge 
passage is of large calibre to 
pass freely a 2!4 inch ball. 
DEVORO has a large water 
surface and a deep seal, and 
is economical and soundless 
in Operation. : 


KOKOMO, IND. 


MANUFACTURERS OF VITREOUS CHINA LAVATORIES AND 
SPECIAL CLOSETS OF ALL KINDS. 


WRITE FOR CATALOG 
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TheDEVOR Olet 


MARK 


The Great Western Pottery Company 
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No SET SCREW to BREAK Sleeve 
may Conceals 
REGAR EXTENSION Adjustment 


FLANGED BIBBS 
Make a tight true job 
SAME IN FULLER 


MANUFACTUKERS OF 


COMPRESSION WORK 
FULLER WORK 
GROUND KEY WORK 


THE REGAR COMPANY 


CLEVELAND, OHIO 


HOT TALK 


It’s not what we say that counts, its what you say, Mr. Consumer, 
that puts us to the good. We confess we like to hear praises for our 


Clean Sweep Traps 


from worthy users. The hearty remark by a good 
plumber, ‘‘I know they are good, and the best in fact 
because I have used them”’ talk, is what puts the 
goose flesh all over one. The enthusiasm of the re- 
mark just makes the nerves twitch. In Brass and 
Lead. In use by the Government. 


Detroit Sanitary Supply Co. 


Sole Manufacturers 
Antoinette St. and Second Ave., 
Detroit, Mich. 


Patent Applied For 


Just What the Plumber Has been Looking For 


The “Sanitary”? Combination Sink and Pump Frame 


.! ! The frame is made of % inch 

: ‘ angle iron which fastens to the 
' 
' 


wall by clips, securely screwed to 
the studding, doing away with 
nailing boards on the wall to bold 
the brackets. Sink simply rests 
in the frame. No drilling of 
holes in the rim is necessary. 


The “SANITARY” has an ad- 
justment of 3 inches in width to 
accommodate all widths of sinks. 
Also has notches in back to allow 
the use of exposed water pipes. 


{ 
' 
‘ 
4 
' 
i 


Try one on your next job. 
Send for Circular 
Se Ee 


CHICAGO SKYSCRAPER SETTLES 


chicago, Bee. ha pee Temple one ohne highest buildings in the city, isreported to have 
sagged eight inches in the last six months. e tenants are said to fear for their safety when a 
high wind is blowing—Philadelphiu North American. es 


COLLAPSED 


; ; Every building erected settles, sags and shrinks, and unless provision is 
made for this settlement, closets are liable to be held above the floor, or rain leaders and closet con- 
nections torn apart. | 

ELASTO flexible fittings compensate for the various movemets of pipes, wallsand floors, due to 
shrinkage, settlement or temperature changes, and in addition to preyeuting damage, actually de- 


NORMAL 


That is nothing new. 


BENT STRETCHED 


crease the cost. Order now from your jobber. 


COSGROVE-COSGROVE MFG. CO., Philadelphia, Pa. 
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can be threaded and used where formerly 
they were thrown away. In writing for 
circular, mention THE PLUMBERS’ TRADE 
JOURNAL, 

———_+e——__——_ 


The New Lawson Gas Water 
Heater 


The new model No. 24 Lawson gas water 
heater has met with instant approval from 
the time it was placed on the market. The 
Lawson Mfg. Co. claim it to be “just a little 
better than. others,’ and call the attention 
of the trade to the well designed heating 
coils, three in number, of best copper, which 
are brazed to brass manifold connections. 


The jacket is cast iron and hinged so that 
easy inspection of the coils is possible. The 
gas burner is adjustable and of extraordi- 
nary high power. Those of our readers 
who have not received the latest gas water 
heater information should write the Lawson 
Mfg. Co., Homestead, Pa. Kindly mention 
THE PLUMBERS’ TRADE JOURNAL. 


—_——_s-o———_ 


A Practical Idea in Cast Iron 
Closet Bends 


When The Greenwood Mfg. Co., Cleveland 
Place, Detroit, Michigan, introduced their 
line of cast iron closet bends some years 
ago they gained a prestige among the trade 
which assumes larger proportions each year. 
The very fact that most improved sanitary 


ideas are to be found in this specialty has 
brought it before the attention of the archi- 
tect and plumber. It will be seen that the 
branch openings, one, two, three or four, 
are introduced above the line of waste from 
the closet and are located in the air cham- 
ber, where stoppage is impossible. Write 
for particulars of this bend, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 
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An Adjustable Cleanout Ferrule 


B&B. P. Marshall Co., Rochester, N. Y., 
have combined in their new cast-iron clean- 
out ferrule a number of long desired im- 
provements, namely a ferrule 
which could be adapted to a 
number of uses with allowances 
made for shortening if need be 
and also have a brass trap 
serew that would not suffer 
through frequent removal. Strip- 
ped threads were one of the 
most annoying circumstances 
usually encountered in the 
lighter weight trap screws. The 
grooves running around the 
circumference permit the fer- 
rule to be cut to any desired 
length without the danger of 
breaking. This specialty is 
made in several sizes for stand- 
ard and heavy soil pipe. The 
fact that the ferrule may be shortened to 
meet any condition has at once made a de- 
cided impression the the practical man. In 
writing for catalogs of this specialty kindly 
mention THE PLUMBERS’ TRADE JOURNAL. 


a 
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New Standard Pumps : 


The Standard Pump & Engine Co., Clev. 
land, Ohio, have recently added another in 
proved pump to their already comprehensiy 


line. This is the motor-driven pumping 
paratus shown here. The motor, bein; 
sufficient capacity, it is but the work | 
few moments to unfasten the base fla 
thus changing the outfit from a suctio 
deep-well pumping plant, and with the < 


tion of deep-well fittings. Like the rest ¢ 
“Standard” machinery, this model is the las 
word in simplicity and practicability. If yo 
have not the latest literature, write the mat 
ufacturers at once, mentioning THE PLUM! 
PRS’ TRADE JOURNAL. 


t 


0 


Brass Goods for Hard Service 


The Kinsey & Mahler Company, Peori 
TIll., have been supplying heating and plum! 
ing contractors with satisfactory goods fi 
so long that these specialties are n0 
synonymous with the word best in the mini 


This claim of | 


of the entire trade. 
ceil 


makers is justified by testimonials re 
from continuous consumers of their g00 
This company is always on the lookout | 
new and more modern ideas. Steam 4 
water brass goods are made in great | 
riety at the Kinsey & Mahler plant but ot 


! 
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gle piece is tested before it is passed. 
ite for complete catalog. There are items 
it which will surely appeal to you. Please 
ntion THE PLUMBERS’ TRADE JOURNAL. 


a 


.ellogs-Mackay Tank Heaters 
Make Good 


Juring the summer months the sale of 
ttle Giant” laundry and tank heaters has 
it the plumbers on the jump, so the Kel- 
g-Mackay Co., 419 W. 48th street, Chi- 
‘o, Ill, tell us. “Little Giant’ heaters are 
de in several sizes for the ordinary resi- 
ce or for larger structures such as hotels, 


rtments and other institutions of varied 
racter. The installation of these heaters 
rides the most economical method of 
lying hot water for domestic use. The 
e is invited to ask for literature cover- 
“Little Giant” heaters and other special- 
in the plumbing and heating line. Please 
tion THr PLUMBERS’ TRADE JOURNAL 
n writing. 


—_+e—___. 
rcelain Enameled Iron Ware 
of Modern Design 


ere is such a broad acquaintance be- 
on the trade and the well-known line of 
elain enameled iron ware manufactured 
the J. M. Kohler Sons Co., Sheboygan, 
., that it is hardly necessary for us to 
merate the pulling points of these prod- 
| A complete assortment of porcelain 
neled iron bath tubs, lavatories, sinks, 
king fountains, closet tanks and bowls, 


ict every fixture that comprises the line 
che up-to-date manufacturer, will be 
din the extensive stock of this concern. 
er ware is noted for its durability, 
eful design and uniformity of quality, 
every piece is fully guaranteed by their 
oon and Gold” label. Any reader of 
PLUMBERS’ TRADE JOURNAL who has not 
ved the latest Kohler catalog will re- 
a copy by requesting same, mentioning 
. PLUMBERS’ TRADE JOURNAL. 


—_—————_o-->> — _____ 


2 Threading Machines of any 
Capacity 


e Loew Victor pipe threading machines 
the O. K. of every contractor who has 
them. Victor machines are constructed 
eavy work. They have receding chasers 


which may be adjusted to cut any depth 
thread and may be operated by hand or 
power. The motor driven outfit is exactly 
what the plumber needs. Any size pipe to 
8” can be cut at the shop or on the job, 
with a great saving of time. All parts of 
the Victors are made from selected material 


by skilled workmen and purchasers of Loew 
machinery are assured of receiving only 
absolutely high-class machines. A complete 
complete catalog will be mailed to readers 
who address The Loew Mfg. Co., 9100 
Madison avenue, Cleveland, Ohio. 


i 


Specialties for the Plumbing and 
Heating Trades 


The entire output of the plant of the 
Jarecki Mfg. Co., Erie, Pa., is devoted ex- 
clusively to the requirements of the plumb- 
ing and heating 
trades. In this line 
will be found an 
assortment of 
valves and _ other 
heating accesso- 
ries, pipe hangers, 
malleable and cast 
iron special fit- 
tings, pipe thread- 
ing machines and 
hand die - stocks, 


which are _ noted 
for the many im- 
proved ideas em- 


bodied in their con- 
struction. The ad- 
justable cutter die- 
stocks are noted 
for their long life 
and easy operating qualities. Write for com- 
plete catalog and mention THE PLUMBERS’ 
TRADE JOURNAL. 


er ee 


“Toledo” Threading Tools a Mar- 
vel for Simplicity 


The first and foremost consideration that 
the Toledo Pipe Threading Machine Co. 
give to the construction of their line of 
tools is simplicity. They claim, while there 
are lots of other tools on the market, good 
tools, none approach the “Toledo” for sim- 
plicity and few parts. The cutting chasers 
of “Toledos” are just like lathe tools, nar- 


row easy cutting, perfect taper threads re- 
sulting from every operation. As the die 
advances on the pipe the chasers expand 
slightly without leaving chatter marks or 
irregular nicked threads. A running thread 
can be cut to any length or depth, and steel 
pipe can be cut without damage to the tool 
or the twisting of the pipe. Capacities up 
to 12” hand operated are shown in the latest 
catalog. Write for it, addressing your in- 
quiry to Toledo, Ohio. Mention THE PLUMB- 
ERS’ TRADE JOURNAL. 
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AND 


Forcieeemcmany etn a 
MOTEL CHAMPLAIN oan oes 


ON LAKE CHAMPLAIN, CLINTON Co., N. Y. 
Opened June 15 
CONDUCTED ON THE AMERICAN AND EUROPEAN PLAN 


Both Hotels new : 
and of Absolutely 
Fireproof Construc- 
tion, Affording 
Guests Every Com- 
venienceand Safety, 


Situated 500 feet above 
the lake in a natural park 
of nearly 700 acres. Newly 
cons**ucted 18 Hole Golf 
Course and attractive Club 
House. Boating, Bathing, 
Tennis, Ete. New Con- 
crete Garage, separate en- 
trance to Automobile Foy- 
er on ground floor.Private 
Dressing Rooms for Auto- 
mobile Parties. 


Modern in all their 
Equipment. Rooms Singly 
or En Suite, with Private 
Baths. 


FORT WILLIAM HENRY HOTEL 


LAKE GEORGE, N. J. 
OPEN ALL YEAR Conducted on European Plan Only 


New Concrete Garage 


Every Facility For the 
Automobilist 


Both Hotels reached via the Dela- 
ware & Hudson R. R. Fast Express 
Trains with Through Pullman Ser- 
vice. 
Both Hotels Located on ‘“‘Adiron- 
dack Trail’ and “Iroquois Trail” 
of the Empire Tours. 

For Information 
address 


Mortimer M. Kelly 
MANAGER 
389 FIFTH AVE. 


and _ Booklets 


NEW YORK 


"LEBI'S*L3I0 
O3LN31LVd 


Yet itsaves hundreds and hundreds 
of dollars every year. 


WRITE US 


R. ESTABROOK’S SONS 


204 FIRST STREET BOSTON, MASS. 
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Approved by the Philadelphia Board of Health 
ee 


The Improved 


oe bG La 


Plate 4 I. X. L.—Patent Applied for 


Anti- Freezing, Automatic, Low 
Down Closet Combination 

with galvanized tank and lid fittings. 

Guaranteed against freezing if properly set. 


Simple. No flush pipe. No washers. No 
fittings inside of tank. Complete drainage 
of all water surfaces. Quickly adjusted. 
Fasten tank against wall, ready for use. The 
FIRST low down anti-freezing closet. 


TRADE MARK I. X. L. 


“TXL”” PUMP & MFG. CO. 


Patentees and Makers 


957 to61 N.9th St. 958 to 62 N. Darien St. 
Philadelphia, Pa. 


IRON CLOSET BENDS 


GREENWOOD MFG. CO. 


Plumbers’ Grey tron Patented Specialties 
CLEVELAND PLACE, DETROIT, MICH. 


| vastly 


Boilers and “Norka” 
Radiators 


The many installations of “Norka’” radia- 
tion and “Craig” heating boilers can only 
be attributed to the excellent design and 
satisfaction secured in those popular prod- 
ucts of the Williamsport Radiator Co., 
Williamsport, Pa.; 99 Beekman street, New 
York City, and 1415 Commonwealth Bld., 
Philadelphia, Pa. 

Architects, heating trade, and owners 
realize the necessity of selecting only the 


“Craig” 


best apparatus for heating their buildings 
and the satisfaction which obtains from 
“Craig” and Norka” heating specialties has 
been the best advertisement for the manufac- 
turers. The trade will receive latest cata- 
logs by writing the Williamsport Radiator 
Co., Williamsport, Pa.; 99 Beekman street, 
New York City, and 1415 Commonwealth 
Bld., Philadelphia, Pa. 
ae a a aed 


“Young” Flush’ Tank Valves 


The Young flush valve which is claimed 
to be the simplest closet tank valve on the 
market is also claimed by the manufactur- 
ers to be the only valve guar- 
anteed for five years. An or- 
dinary 21%4” rubber ball is re- 
tained in position on the valve 
seat by brass rods which per- 
mit the ball to revolve in every 
direction thus equalizing wear. 
The ball positively cannot be- 
come unseated nor can it col- 
lapse or fill with water as is 
possible with the ordinary flush 


ball. The flush is obtained by 

ay + raising the ball which floats to 

Se the surface being drawn back 

as the tank empties and it 

is held on the seat through suction. A two 


year test convinced the Buckeye Tank & 
Seat Co., Canton, Ohio, that the Young flush 
valve would not only hold up under a five 
year guarantee, but that at the end of that 
period would still be in first class condition. 

Buckeye indestructible closet seats and 
round cornered flush tanks also represent 
the acme of seat and tank construction. The 
tanks are furnished with copper, lead or 
zine lining, nickel plated trimmings and 
flush pipes, and like the seats, in any wood 
finish. Those of the trade who have not 
perused the latest literature of the manu- 
facturers should write for same mentioning 
THE PLUMBERS TRADE JOURNAL. 


Dixon’s Pipe Joint Compound 

Dixon graphite pipe joint compound has 
succeeded lead and oil as it has proved 
superior in every case. Dixon’s 
graphite paste will do two or three times 
the work or red or white lead without waste. 
Joints made with this material will hold 
any pressure the pipe or fittings themselves 
will withstand, whether used for steam or 
water. Joints may be unscrewed easily 
after years of use without damage. Dixon’s 
paste has a peculiar property which makes 
it adhere to the threads and close every 
opening. Write to the Joseph Dixon Cru- 
cible Co., Jersey City, N. J., for booklet 


i) Rta 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVI 


on the use of graphite and the name of the 
jobber where same can be procured. Please 
mention THE PLUMBERS’ TRADE JOURNAL. 


. 


ee 

Water Supply Without Inconve- 
niences 

The experience gained by twenty-five 

years’ investigation and experiments is 


offered master plumbers in the water sup- 
ply apparatus built by the R. B. Carter Co., 
152 Chambers street, New York City. This 
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firm is at all times ready to co-operate with 
the trade in designing plants of any ca- 
pacity. The Carter system consists of a 
pneumatic outfit of sturdy construction and 
can be furnished in sizes for any installa- 
tion. Descriptive literature will be sent to 
interested readers who ask for same. Kindly 
mention THE PLUMBERS’ TRADE JOURNAL in 
writing. 
—— oO 


New Elgin Shower 


A new shower attachment for use in bath- 
rooms by merely slipping a rubber coupling 
over the bath cock nozzle has recently ap- 
peared on the mar- 
ket and seems to 
have instantly won 
its way into popu- 
lar favor. This is 
the Elgin shower, 
product of that 


well-known _—ibrass 
house, the Elgin 
Brass Co., Cleve- 


land, Ohio. It is 
claimed that for 
attractiveness 
there is no other 
shower that ex- 
ceeds the Elgin. 
While so low in 
price as to imme- 
diately attract at- 
tention, the quality 
of workmanship 
and material dif- 
fers not in the 
slightest from the 
other “Elgin” spe- 
cialties. The outfit 
as furnished consists of a 24” curtain ring, 
6” shower head, rings all nickel plated, white 
duck curtain, rubber tubing and coupling. 
When writing for prices and descriptive 
matter kindly mention THE PLUMBERS’ 
TRADE JOURNAL. 


penny 
TT 


PERKES 
FORCE PUMP 


Patents March 1898; June 1901 


Estate of CHARLES PERKES 


Manufacturers and Jobbers of 


PLUMBERS SUPPLIES — 


Gas Drip and Service Cleaniag 
Pumps, Proving Pumps and M@- 
cury Gauges, Beer and Air Pumps, 
Air and Water Regulators, Beer 
and Air Cocks, Faucets, Beer Bungs 
and Tubes, Tile Gutter Strainers, 
Block Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia, Pa. 


Positively stop all leak 
of steam, water, fire or 0 
in iron, steel or corer 

They are easy toapp 
harden quickly and mak 
permanent repairs; prove 
by years in use. 


Every Plumber and Steamfitter sho 
have a copy of our instruction bo 


SMOOTH-ON” 
Manufacturing Co. 
JERSEY CITY, N. J. 


231 N. Jefferson St. 
CHICAGO 


36 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
E. C. 
LONDON 


IGUST 187, 1912 


Simplicity, Durability 
AND 
Economy 


Are the keynotes of the 


BEILMAN - SEAMANS’ 
Improved Automatic 


Water Heater 


This Heater has 
an Automatic 
Pilot Burner 
which reduces 
the gas con- 
sumption to the 
minimum. 

It is strictly 
storage tank 


system, having 
no coils to 
clog up. 


Made for any 
kind of gas 


Write for Catalog and Discounts 


W. E. BEILMAN 


Department B. 


BUFFALO, N. Y. 


ihe Mouat Vapor 
Heating System 


(PATENTED) 


a a 


Positive temperature control 
at each radiator. 


rat With Hard Coal For Twelve Hours 
without attention. 


{ 


_ No air vents to bother with, 
| no leakage, no noise, no 
| odors. 


We prepare working plans. 
| WRITE FOR BOOKLET 
Mouat Vapor Heating Co. 


1246-54 W. Fourth Street 
CLEVELAND, OHIO 


Wade Sanitary Specialties 


The Wade sanitary and accessible flush- 
ing back water gate valves are the inven- 
tion of a master plumber who saw the 
need for a device of this kind. The pre- 
venting of sewer gas from entering the 
premises through the main sewer has al- 
Ways been a source of annoyance to the 
plumber, besides the accompanying danger 
to health from poisonous vapors. Flushing 
is accomplished by introducing fresh water 
through a tapped connection in the back 
water valve. The line manufactured by the 
Wade Iron Sanitary Mfg. Co., 43 E. Harri- 


son street, Chicago, Ill., contains flushing 
drain traps, catch basins, grease traps, man- 
hole covers, bilge drainers, drum traps, cess- 
pools, acid proof valves and lead burning 
apparatus. The latest catalog will be mailed 
to readers of THE PLUMBERS’ TRADE JOURNAL 
who request same, mentioning this publica- 
tion. 


Attractive “Celluvarno” White 
Bathroom Trimmings 


Even though a bathroom or nursery hag 
been provided with the most up-to-date 
sanitary enameled iron or porcelain fixtures 
it still lacks that distinctive tone which the 


“Celluvarno” white finished accessories give. 


Sanitation is regarded always as_ being 
white, no dirt or unsightly places. ‘Cellu- 
varno” articles may be cleansed with soap 
and water frequently without deteriorating 
effects. It is guaranteed not to change 
color, peel or crack; has enough elasticity 
to care for contraction and expansion and 
is made in every conceivable fixture, such 
as cabinets, stools, seats, closet tanks, towel 
racks, chairs and other household articles. 
These make splendid exhibits for  sales- 
rooms, too. Write for catalog showing full 
line to the Celluvarno Co., 44 East Kinney 
street, Newark, N. J. Mention THE PLUMB- 
ERS’ TRADE JOURNAL. 


a IR ee 


A Well Constructed Line of Tur- 
bine Pumps 


Multi-stage turbine pumps have _ been 
found to give general satisfaction when 
used for pumping water to roof tanks or in 
connection with pneumatic water supply sys- 
tems. One of the most valuable points in 
the Chicago Pump Company’s turbine pump 
is that it may be built up to any number of 
stages, according to the head _ required. 

Another style of centrifugal pump is the 
the bilge pump and the sewage ejector, 
which are intended for use in buildings 
where fixtures are below the sewer level. 
They have only recently designed a new 
bilge pump in which they have embodied all 


f 


? 


the latest improvements and their shops are 
working at high pressure to keep up with 
This company 


the demand for these pumps. 


claim that their turbine pumps will operate 
under greater lift with better results and 
less power than the piston pumps. A com- 
plete catalog showing the installation of 
these pumps will be sent to those who ad- 
dress the Chicago Pump Company, 904-10 
W. Lake street, Chicago, Ill. Mention THE 
PLUMBERS’ TRADE JOURNAL. 


eee 
Hot Water Heating Under Pres- 
sure 


The Watson “Masterpiece” is a _ simple 
mechanical device for accelerating the cir- 
culation of sluggish heating installations 
When used in _ connection 
with a new system smaller 
radiators and piping may 
e installed, due to the fact 
that increased pressure pro- 
duces a higher temperature 
in the system. It is no 
uncommon thing of recent 
years to find heating plants 
using the ‘‘Masterpiece” do- 
ing the same amount of 
heating with better results 
than that secured in gravity 
heating and larger radi- 
ators. The action of the 
“Masterpiece” is positive, re- 
lieving excess pressure and 
compensating the contrac- ¢ 
tion by permitting tie water 
in the expansion tank to 
flow back to the system. 
The construction is of best 
material and is free from 
repairs or adjustments. The 
“Masterpiece” can be _ in- 
stalled in’ places where space 
is limited and requires but 
two connections. Write for 
particulars regarding the liberal offer which 
the Watson Specialty Co., Terre Haute, Ind., 
make to the readers of THE PLUMBERS’ 
TRADE JOURNAL. 


ee 
Lead Ells With End Spun Closed 
for Testing 


F. N. DuBois & Co., 249 Ninth avenue 
New York City, are one of the largest manu- 
facturers of high-quality lead traps in the 
business, the DuBois lead traps being known 
in perhaps every shop in the country. Drawn 
from fine lead, it is said that these traps 
are free from flaws and sand holes. They 
are made in various styles and sizes up 
to 4”. Another popular DuBois product is 
the lead closet bend with the end spun 
closed. This advantage does away with 


all soldering 
applying the 
tems, 
and sure seal. The demand 
lead products from various parts of the 
country has caused the makers to look 
about for representatives in the principal 
sections, and they are desirous of hearing | 
from interested concerns who are in a posi- 
tion to look after this business. Write for | 
circulars to the makers, mentioning THE 
PLUMBERS’ TRADE JOURNAL in your inquiry. 


and annoyance 
water 
a great saving of time 


previous to | 
test to drainage sys- | 
and a safe | 

for these 
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Do away with the drinking cup. 
Substitute The Ashton Sanitary 
Bubbling Drinking Fountain. 


An efficient and inexpensive fountain 
THAT IS SANITARY. Can be applied to 
any faucet or basin cock in schools, fac- 
tories, hospitals and hundreds of other 
places. We have other types, too. 
Send for our catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 


g 
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No. 112 Turner 
COMBINATION 
FURNACE 


FADE 
HOT BLAST. 
Mart 


Made for gaso- 
line. Has auto- 
matic BrassPump 
in Tank. 

Has “Old Reli- 
able’’style of Bur- 
ner. Heats pair 
of soldering cop- 
persand melts pot 
of metal at the 
same time. 

Top section can 
be removed and 
the furnace used 
as a blow torch. 
Our new Non- 
Leaking Filler 
Plug is furnished 

I with the No. 112, 
Capacity—3 quarts. Consumption—one 
pint per hour. 

All jobbers sell at factory prices. 
Send for catalog of the complete Turner 
line. It is yours for the asking. 


The Turner Brass Works 


SYCAMORE, LLL. 


THE KELLY 
WATER - CLOSET 


(With accessible valve over top of 
Earthenware) 


Will Satisfy Your Cus- 
tomers’ Every 
Requirement 


Itis absolute and efficient 
in action. 

It is a water-saver. 
It will prove a money-maker 
for you. 
Every closet guaranteed for 
ten years and will work 15 to 
20 years without repairs. 
Few concerns can conscien- 
tiously make a claim like this. 


Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT 
CHICAGO 
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ALWAYS ON DUTY 


Works While You Sleep _ 
Thoroughly Reliable Most Efficient 


Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Operated by 
water, steam or compressed air. 

Fully Guaranteed 


The C. M. KEMP MFG. CO. 
BALTIMORE, MD. 
Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet 
Stocks and Plumbers’s Specialties 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIB} 
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Just OutWe 
a ne a 


BOOKLET of especial interest to our 
allied craftsmen is a new publica- 
tion being distributed by the Venti- 

lating Systems Co., 126 West 34th street, 

New York City. This company leads in the 

kind of ventilating apparatus installed by 

our trade. They have a complete line—a 
ventilating set to suit every requirement. 

You can install them, and at a fine profit. 


Qala 


® 


= 


This booklet, entitled ‘Duplex Venti- 
lators,” is just the inquiry-producer you 
want. Send it to your good prospects, fol- 


low it up properly, and the sale with its 
neat profit is yours. 

All their many styles of ventilators and 
air filters (you can easily install all of 
them) are interestingly described in this 
new book. You will be interested. 

The Ventilating Systems Co. will be glad 
to send you copies of this booklet if you 
mention THE PLUMBERS’ TRADE JOURNAL. 


Wm. B. Scaife & Sons Co., Pittsburgh, 
Pa., in compiling their catalog No. 12 have 
included almost every type of riveted and 
brazed rivetless 
tanks. Since 1802 
this concern has 
been manufacturing 
tanks for hot water 
storage, oils, air and 
gas. Thirty - eight 
pages have been de- 
voted to the descrip- 
tion of the various 
products, special 
wrought iron work, 
etc. The latter pages 
contain a_ splendid 
fund of information 
for the contractor. 
Any one desiring Catalog No. 12 can obtain 
same by request to the Scaife Co. Men- 
tion THE PLUMBERS’ TRADE JOURNAL. 


| AND 
/HIGH PRESSURE TANKS 
9) AL ae 


“Joint Wiping and Lead Work,” by Will- 
iam Hutton, is a practical and concise 
treatise on the art of joint wiping. It 
contains information equally valuable to the 
expert or the novice. Frequent cuts show 
the methods of holding the cloths, and give 
a clear idea of how to wipe every sort of 
joint, including 4-inch. Recipes for making 
solder and cleaning, and hints for determin- 
ing the proportion of tin and lead are also 
given. Copies of this book can be obtained 
at 50 cents each from The Plumbers Trade 
Journal Pub. Co., 45 W. 84th street, New 
York City. 


Readers of THE PLUMBERS’ TRADE JOUR- 
NAL who are interested in water supply 
systems should write The Bremen Manu- 


facturing Co., Bre- 
men, Ohio, for the 
handsome new 1912 
catalog just from 
the press. The il- 
lustrations show all 
Engines ond of the Bremen “Ca- 
WaterSystems lorie’? pumping en- 

Siro || gines and pneumatic 
water system acces- 
sories and the text 


Noiseless 


matter interestingly 
points out the va- 
rious improvements 


which go to make 

" the ‘ Caloric” en- 
gines the acme of simplicity. In writing the 
manufacturers for copies of this splendid 
twenty-eight page catalog, kindly men- 
tion TH PLUMBERS’ TRADE JOURNAL, 


We have carefully reviewed the catalog 
of the Nelson Valve Co., Chestnut Hill, Pa., 
and can say without fear of contradiction 
that for completeness and care in compiling 
it is one of the most delightful little works 
on valves to reach the editorial staff of 
THE PLUMBERS’ TRADE JOURNAL, It is hardly 
necessary to dwell upon the quality of the 
Nelson valves described therein as most 
of the trade are already familiar with this 
popular line. The Nelson Valve Co. special- 
oe entirely upon the manufacture of valves 

for every purpose, which comprise bronze, 


iron and open hearth steel body check 
valves, angle and globe valves, blow-off 
valves and accessories. Although this cata- 
log contains sixty-four pages, the Nelson Co. 
say that it is but an advance edition of 
an even more elaborate and complete volume 
now in the hands of their printers. This 
catalog is a distinct departure from the 
one track method of catalog compiling and 
shows the process employed in the manu- 
facture of Nelson acid open hearth steel 
valves, claimed to be the strongest material 
used and also the most expensive and diffi- 
cult to procure. An assortment of fittings 
such as are seldom found grouped under 
one manufacturer, is indexed and arranged 
for quick reference, so that the engineer, 
architect and contractor has all information 
within easy reach. In writing for this 


catalog, please mention THE PLUMBERS’ 
TRADE JOURNAL. 

The filtration of water for residences, 
institutions and even towns is carefully 


explained in the recent catalog of the New 
York Continental-Jewell-Filtration Co., 15 
Broad street, New York City. The in- 
stallation and operation of the New York 
and Continental filters are fully shown by 
excellent half-tones and line cuts, and the 
text is complete in its scope and under- 
standing of the present day water problems. 
In comparison with other filters these 
filters shows many valuable and exclusive 
ideas not found in other makes. The latter 
pages are retained for a complete line of 
coagulating devices suitable for use with 
The New York-Continental-Filtration Co.’s 
apparatus. If any of our readers have not 
yet received copies of the catalog, a request 
for same, mentioning THE PLUMBERS’ TRADE 
JOURNAL, will bring a reply by return mail. 


The Forbes pipe cutting 
machines, products of the Curtis & Curtis 
Co., Railroad avenue and Garden street, 
Bridgeport, Conn., 
are manufactured in 


and threading 


many types, as will Pive Curtiné AND THREADING 
be seen by perusing MACHINERY 

the latest catalog, 

“Edition No. 14.” 

The easy cutting 


feature as well as 
the large range of 
pipe handled have 
always been one of 
the strongest pullers 
for these machines, 
and. the facts. set 
forth in this catalog 
tend to substantiate the claim of the 
makers. Every plumbing or heating man 
interested in pipe threading on a profitable 
basis should ask for this thirty-two page 
book. Please mention THE PLUMBERS’ 
TRADE JOURNAL. 


THE CURTISSCURTIS COMPANY 
BRIGGEPOAT CONNECTICUT.U.S.A. 


“The Principles of Heating,” by Wm. G. 
Snow, is a volume of heating knowledge 
which is not exceeded for its completeness 
and carefully selected data. Although three 
editions have already been exhausted, this 
fourth contains much new material which 
greatly increases its value. It has been 
the aim of the author and his collaborators 
to prepare a volume which would fulfill every 
requirement as a text-book or heating refer- 
ence. The reputation of the writer is a 
sufficient guarantee of its authority and 
broad scope. One of the branches of mod- 
ern heating practice, district heating or 
heating from central plants, has been 
covered carefully, and is perhaps the latest 
solution of heating problems using the heat 
unit method of calculation, the method 
generally used by progressive contractors. 

Engineers and heating men have found 
“The Principles of Heating’ an invaluable 
aid in scientifically proportioning modern 
heating systems. Tables, formulas and 
charts are profusely scattered throughout 
the many pages. 

The price, $2.00 per volume, postpaid, 
places this volume within the’ reach of every 
contractor, and it will be sent anywhere in 
the United States upon receipt of price by 
The Plumbers’ Trade Journal Publishing 
Co., 45 W. 84th street, New York City. 


The Standard Sanitary Mfg. Co., Pitts- 
burgh, Pa., have issued the first descriptive 
literature on the “Duplex’’ automatic seat 
action flushing valve and this should be 


read by every owner, architect and plumbe 
The many improvements which have bec 
adapted in the construction of this late 
“Duplex” flushing valve are worthy 
more than passing note. Inasmuch ag tt 


“Duplex” can be used with almost an 
type of bowl, its popularity seems to } 
assured. Catalogs will be gladly forwarde 


to readers who ask for same, mentionir 
THE PLUMBERS’ TRADE JOURNAL, 


The new Pfau White-Copper tank 
thoroughly discussed in the latest liter; 
ture of the Pfau Manufacturing Co., Gi 
cinnati, Ohio, just ; 
being sent to the 
trade. Sixteen pages 
with clear half-tone 
illustrations convey 
an excellent impres- 
sion of quality 
which is_ incorpo- 
rated in this closet 
tank manufacture. 
The many merits of: 
the Pfau White- 
Copper tank are 
forcibly brought out 
in a manner which 
cannot but attract 
attention. Architects, 
plumbers and _ the 5 
general public have been quick to recogni: 
in this tank an article of merit. A novell 
in the shape of a blotter in colors is al; 
being sent broadcast in the campaign « 
publicity for Pfau products. Write for bot 
the booklet and blotters, mentioning Tx 
PLUMBERS’ TRADE JOURNAL. 


“Price List No. 3” is the title page ca) 
tion of an energetic and snappy catalc 
recently received from the National Ste 
Tank & Mfg. Co., Bradford, Illinois. Tan} 
for every purpose ranging in sizes 66 ga 
lons to 2,260, larger sizes to order, a 
shown. Hot water heating or storage tanl 
with or without coils, pneumatic tanks wil 
manholes and cleanouts and complete wat 
systems are a few of the products of th 
firm. In writing for literature, please me! 
tion THE PLUMBERS’ TRADE JOURNAL, 


A special catalog, “Bargain Catalog N 
11,” has been prepared for the electrician 
fixture maker by the New York Gas Appl 
ance Co., 138 Bowery,’New York City. Th 
contains a full line of parts used in tl 
manufacture of gas fixtures, such as shade 
tubing, burners, electric sockets, canopic 
shade holders, etc. Special attractive pric 
have been made which should be invest 
gated by interested readers. In writing f 
this literature, kindly mention THr PpDUM 
ERS’ TRADE JOURNAL. 


Three interesting and valuable catalo 
have reached the trade everywhere fro 
the Honeywell Heating Specialty Co., W 
bash, Ind. One vol- 
ume is practically a 
treatise on the mod- 
ern method of hot 
water heating with 
accelerated  circula- 
tion. One hundred 
and fifty pages, just 
coat pocket size, 
make this book a 
valuable acquisition 
to the engineer’s 
handbook library. 
Every branch of 
heating is carefully 
treated. The various 
Honeywell specialties are also shown W! 
sketches and data. The title of this bo 
is “How to Properly Design and Install T 
Honeywell Method of Hot Water Heatin: 

The second booklet is entitled “The Hone 
well Temperature Regulator,” and contai 
sixteen pages devoted exclusively to tal 
on the remarkable heat control obtainal 
by the application of that device in stea 
hot water or hot air heating plants. 

The third edition is the general descri 
ive literature showing and explaining © 
of the various Honeywell specialties, nam 
the Honeywell pressure generator, 
Honeywell water regulator, the HoneyW 
“Unique” valve and the Honeywell tempé! 
ture regulator. Hither or all of these boc 
will be sent to any one addressing the make 
mentioning TH PLUMBERS’ TRADE JOURN: 
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CALERA CCCCCCRALCUALE ATL CCUM ACEC UA CCU 


SOME USE TO SOCIETY 


STER PLUMBER (at the end of lecture to 
who has been “sent down’’)—Nothing, 
utely nothing to show for all the money 
spent! 

NY (from college)—How carr you, father, 
- you know they all copied my socks 
waistcoats ! 

——_ __—— 04 0 Ge 
LOST IN THE SHUFFLE 


‘hat’s this I hear about the wedding? 
say the groom didn’t show up until 
late?” asked TH PLUMBERS’ TRADE 
VAL representative of a master plumber 
2 daughter had just been married. 
ow, hold on. There is positively no 
lal. The groom was there, but he 
t conspicuous. Seems he got elbowed 
zu corner behind some palms,” corrected 
ride’s father. 
—\_——_—< +0 
HIGH TASTES 


_ your new maid particular with her 
2” asked the master plumber’s wife. 
‘s, indeed. She breaks nothing but the 
china,” said her neighbor. 
a Ot 7 oe 

| PAYING ATTENTION 

r, I am talking about what you owe 
Will you please pay me some atten- 
said the discharged journeyman. 
rtainly, if you do not want me to 
you anything else,” grimly said the 


a os 
FUTURE TAKEN CARE OF 


d dat man offer any inducements to 
yu to buy dat mule?” asked Mose, the 
er’s driver. 

ss, indeed. He gave me his member- 
in a’ ’sociation dat pervides a han’some 
‘l for anybody dat belongs to it.” 


<< 04 0 
MISTAKES WILL HAPPEN 


3T MASTER PLUMBER—It was raining 
light, and I went to two association 
igs. I had the bad luck to lose my 
‘lla at the second. 

fae it was lucky you didn’t lose it at 
rst,” commented his friend. 


st MAsTeR PLUMBER—Oh, 
{ 


Tee eot. it 


———————0 0-0 
EASILY ADJUSTED 


m sorry, Mrs. Tinner,” said the cashier 
little woman at the window, “but you 
»verdrawn the account Placed here by 
jusband to the amount of $20.” 
Tinner looked perplexed for a mo- 
then her face cleared and she smiled 
ly. “Oh, I’ll make that all right,” she 
d; and, stepping to a desk, she wrote 
_ check for the amount and gave it to 
-shier, 
———ab 0-0 


\ A BAD LUCK DOG 


ys you 'member dat dawg I used to 
| asked a plumber’s colored man of 
(mpanion. 
\,” replied the one addressed. 
1 dat mixed dog.” 
| was kind o’ mixed; he was what I 
black-an’-tan-dale terrier. Well, suh, 
wg ain’ brought me nuffin’ but bad 
( sold ’im to a man foh two dollahs, 
two dollahs were counterfeit.” 

it you gineter do?” 

it kin I do? If I shows ’im any way 
ve de transaction wus unlegal, he’s 

make me take de dawg back.” 


\ 
i 


“You 


CAUTION UNNECESSARY 


BUILDER (arriving home)—Well, I’ve had 
my life insured for $20,000. 

His BettrrR HaLtr—Thank goodness! Now 
I shan’t have to keep cautioning you to be 
careful whenever you go any place. 


ee 0 7 
BOILING POINT 
HELPER—If the boiling point of water ig 
212° F., when does a gum-boil? 
PLUMBER—Tooth-hurty. Ask me an easy 
one. 
sd £0 
NOT DISCOVERED 


Hans—Vat iss a bachelor? 
Fritz—A bachelor iss a man vot no wo- 
man hass daken a fancy to. 


———— 6+ « oe —— 


COULDN’T LOSE IT QUICK ENOUGH 


Brass SALESMAN—If I’m seen in your 
company much more I’ll lose my character. 

PoTTERY MaNn—Say, if I had your charac- 
ter I couldn’t lose it any too soon. 


———=— +0 = 
FITTED THE WEARER 


SALESMAN—That’s a swell hat Soil Pipe’s 
wearing. 


JOBBER—Yes. It matches his head. 


—f +o 
TROUBLH AHEAD 
PLUMBER’s Son—Mother’s awful mad with 
the Beef Trust. 
GrocER—She is, is she? Then maybe I’d 
better warm ’em to keep out of her Way. 
a 2 
NOTHING TO GO BY 
STENOGRAPHER — Hark! Isn’t 
church clock striking twelve? 


SHIPPING CLERK—Yes; but that’s nothing 
to go by. 


that the 


A ee 
HANDING HIM ONE 


The would-be contributor to THz PLUMB- 
ERS’ TRADE JOURNAL wrote: “Your office boy 
has been returning my jokes. Please look 
into the matter.” 

And the editor replied: 
now my assistant.” 

——_—$—$—<—<—5 090 ____ 
STRENUOUS OBJECTION 


“Does your wife object when you stay out 
late at night?’ asked the builder. 

“She couldn’t file more objections, my dear 
sir, if she were a corporation lawyer,” re- 
plied the electrical contractor. 


“IT have. He is 
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BY THE PLUMBER-CARTOONIST 
DICK CLARKE 


HEY 


can’t put anything over on 
HANK, the plumber’s helper. As 
you are probably aware, HANK 


makes his headquarters in Brooklyn. He 
is a local fixture there, just the same as 
the rubber plant and the baby carriage. 
Some time back the famous helper got the 
idea ‘sot’ in his bean that he would attend 


the convention in Salt Lake City that has 
just taken place. He talked the matter over 
with his boss and the boys around the shop 
and they agreed with HANK that the affair 
in the West would be of a very common- 
place nature without his august presence. 
To make a long story short, HANK showed 
up at the convention. Not until the third 
day, be it stated, and minus soles to his 
shoes—for it was one devil of a walk, but 
nevertheless he got there. 

The gorgeous affair made a deep dent in 
HANK’S impressive nature. It fired him 
with an ambitious idea, gave him a mission 
to perform that is to be undoubtedly of in- 
ternational import, and once again is THE 
PLUMBERS’ TRADE JOURNAL able to step into 
the lime light by being the first to announce 
to the wide, wide world that HANK has 
launched upon the tide of fraternal brother- 
hood a brand new, spic and span craft— 
THE GRAND AMALGAMATED AND FRA- 
TERNAL ORDER OF PLUMBERS’ AS- 
SISTANTS. Some title, we admit, but it 
sounds good, and we know the organization 
will have the well wishes of all the boys 
of the paternal master plumbers’ association. 

THE PLUMBERS’ TRADE JOURNAL was given 
a seat in the press box at the meeting 
HANK called in Madison Square Garden 
one night, where were gathered all the 
helpers and apprentices connected with the 
trade, who could be urged to break away 
from the absorbing occupation of blowing 


their Saturday night’s wages. HANK 
presided, of course. He elected himself 
chairman, speaker, high-munk-a-munk and 


all other official capacities of the meeting. 
Herewith is given a verbatim report of 
HANK’S oratorical outburst before the 
husky bunch of coming plumbers: 

“Feller helpers and any gentlemen who 
might be present. I have a important mis- 
sion to deform. A hypothetical and alge- 
braical demonstration to demoralize. I de- 


How muck, yj fee 


THE BowlER STAND = 


AND THE SYPHON 
WASH- DOWN i F¢ 


——— ©@}_-‘DE SyPHon-sep 
=> — Got FLUSH(eD) @ 


YOoRS TRULY 


Yr SURE } 
BBN TREATE? 


sire all present to give closest attention to 
what I am about to elucidate, and after my 
speech, should there be any point any per- 
son desires to insult me about, let them step 
forward. While attending the maste: 
plumbers’ invention at Salt Lake City I was 
depressed by the fact that such a disorgan- 
ization was just what us assistants needed. 
Look at the trip we could get each year. 
Do you know that the cafes out there 
wouldn’t take a cent from the delicates for 
their drinks. Why, I got in with a bunch 
of them and after visiting a few suds dis- 
pensaries I met Otto Hahn coming along 
the street with his wife, and I would have 
sworn that Otto had turned Mormon. But 
I enjoyed the effect. Just look what us 
helpers are missing. I never saw such a 
cinch. I always was the lucky one of our 
family, except my pap. He got free drinks 
once—but not until he had died, and the 
city had to bury him—he got free bier 
then, but that was the only time. Say, I 
guess we will adjourn the meeting, as these 
remembrances make me so thirsty that I 
cannot stand it any longer. We will hold 
a meeting again some time when it is not 
so hot. Farewell, brother helpers.” 

Brother M. A. Broadbere, Crescent City, 
California, 1s responsible for HANK’S at- 
tack of wit this time. 
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this trap, It has been in hun- 
dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 


Non- 
Siphoning 


Trap 


See the deep seal 
and very large 
water body? See 
the way it is made? 
There you 
the reasons. 


Jan. SSwug 


have 


Send for payticu- 


= ” 
MCAULIFFE’S : lars. 


PATENT 


McAuliffe Non-Siphoning Trap Co. 
51-53 Pearl St. Chelsea, Mass. 


The “NO-SOL” Solderless Copper Floats 
Made to Last The Only Real Float Made 
Always Gives Satisfaction 


5 in. Round 


The secret of our success with the “NO-SOL” 
Float is the little rubber washer that is used 
in the seam, without this no float would be 
tight, and the longer the rubber washer is in 
contact with the copper the more tight it 
gets as the rubber vulcanizes to both sides 
of the float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time, Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. All weaskis that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number of floats shipped each day 
2,500. We can ship more, send us yout order 
and find out. 


Beware of Infringements 


Manufactured by The Ayling & Reichert Co., 
Toledo, Ohio 


YOU ARE LOSING 
BY NOT USING 


3 


Plumbers’ Contract Forms * 


1 doz. postpaid 40 cts. 100 postpaid $2.50. 


Plumbers’ Estimate Book 
100 Complete Estimates. Postpaid $1.50 


Duplicate Order Books 


75 order blanks and 75 duplicates in each 
book. Single book postvaid 25c. 
1 doz. books $2.40 


Discount Table (22 in. x 28 in.) 


Every discount a plumber needs. Large 
figures. Tack it on the wall in frout of 
your desk. Postpaid $1.00. 


TIME CARDS 


2 kinds—For Contract Work—For Jolsbing. 
$3.00 per 1000. 

Write us for our Special March 

on Time Cards. 


Otter tor 


Samples Free 
Send for Tool and Publication Catalogs 
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R. M. Starbuck & Sons 


HARTFORD, CT. 
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Ball Cock Cups 
Bibb Washers 


Packings of Every Description 
For the Plumbing Trade 


Hydrant Leathers 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL 


Auburn Leather Goods Co., 
AUBURN, N. Y 


—PHOEN I xX— 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


Y-ofut Mer: 
Plumber and 
Mechanical 
Man why waste 
time with 
leaky pumps 
when the 
PHOENIX 
Torch is al- 
ways ready 
with a_con- 


y stant and steady pressure of 2500 degrees of heat. 
If your dealer cannot supply you, a line to us 
with enclosed amount will receive our prompt 


attention. 


Decker Mfg. Co. 
251-255 Elm St. Newark, N. J. 


THE PLUMBER 


Is interested in 


Improved Water Service 


The Perfect Curb Box is a 


step in advance. 


_Complete protection to the ser- 
vice cock, 


If your jobber does not keep 


them, write 
and prices. 


S. E. T. VALVE & 
HYDRANT CO. Inc. 
50 Church Street 


to us for catalogue 


New York 
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Among the Plumbers and 
Gas Fitters 
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S. G. Reed, of 313 9th street, New Brighton, 
Pa., although in business for himself only 
a few years, has built up a fine trade and 
this keeps him busy. Mr. Reed comes from 
a good school, as he practically succeeded 
to the business of Merrick & Son, who were 
pioneers in the business there years ago. 


Keppelmann & Drumheller, of 425 Spring 
street, Reading, Pa., are at work on the fol- 
lowing contracts: The Hershey Apartments, 
on North 5th street; The Seidel Apartments, 
on North 5th street; twelve houses on Wer- 
ner street; seven houses on 8d and Spring 
streets, and an apartment house on Wash- 
ington street. 

J. G. Wolf, of 33 North Franklin street, 
Titusville, Pa., is closing out his business 
and will retire to his estate in the central 
part of Florida. Mr. Wolf has been in 
business in Titusville for at least twenty 
years, and will be sadly missed by the people 
of his city, whom he has served faithfully 
for so long. 


Frederick Webster, 804 Third avenue, 
New Brighton, Pa., reports his business as 
being unusually good for this time of the 
year and has plenty of jobbing and repair 
work to keep his men busy for some time 
to come. Mr. Webster has the heating and 
plumbing contracts for the Beaver jail; the 
plumbing contract for the New Brighton 
School, and the plumbing and heating con- 
tracts in a new residence. 


M. H. Baker, of 1411 Derry street, Har- 
risburg, Pa., reports a very busy season in 
the jobbing and repair line. Among the 
several contracts on which he is at present 
engaged are the following: The plumbing 
in the apartment for J. Y. Boyd, on North 
4th street; the plumbing and heating in 
twelve houses on North 17th street, and the 
plumbing and heating in twenty-four houses 
on Park street. 


It seems to be the opinion of all the mas- 
ter plumbers in New Castle, Pa., that the 
plumbing business, or rather the plumbers, 
have all had a successful year. There has 
been considerable building and aé_ vast 
amount of alterations, which fact in itself 
is a sure evidence of prosperity. The rep- 
resentative of THE PLUMBERS’ TRADE JOUR- 
NAL called upon the plumbers and invariably 
found them happy over the past good year 
and looking forward to the next with en- 
thusiasm. 


THE PLUMBERS’ TRADE JOURNAL repre- 
sentative called upon Chas. BE. Crabbe, of 
116 South 2d street, Harrisburg, Pa., and 
found that he had passed through a very 
busy spring season. His work is both re- 
pairs and new contracts. Among the con- 
tracts Mr. Crabbe is now engaged upon are 
the following: The plumbing and heating 
for the Globe Clothing Co., on Market street; 
the plumbing and heating contracts for the 
Simonette Apartments, on 2d street, and the 
plumbing and heating in the Hamilton 
Apartments, on 17th street. 
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New Shops and Business 
Changes 


Plumbing & Heating Co., 
Rice Lake, Wis., have recently moved to 
more commodious quarters. The large in- 
crease in business is the result of conscien- 
tious efforts on the part of the owners. 


The firm of Neff Bros. & Co., Allentown, 
Pa., have dissolved, the plumbing and heat- 
ing interests being continued by Chas. Ss. 
Kuhnsman and Fred. J. Moyer. Messrs. 
Allen A. and William F. Neff have retired. 


A new plumbing and heating establishment 
has been opened at Groton, N. Y., by Frank 
C. Hazen. The firm name will be the Frank 
C. Hazen Co. Several nice contracts have 
been received and work on these is well 
under way. 

Increased business has necessitated the 
removal of J. P. Bisenius, St. Cloud, Minn., 
to handsome new quarters on Fifth avenue. 
Mr. Bisenius enjoys a class of high-grade 
work and has a number of men always busy 
all year ’round. 

A. F. Peterson and C. G. Shaw, formerly 
of Spokane, Wash., have left that city and 
engaged in business in Lewiston, Idaho. As 
both of these boys were hustlers in their 
home city, a bright and prosperous future 
is predicted for them. 

Former City Sanitary Inspector Alfred 
Schlitz of Milwaukee, Wis., has resigned his 
position and will engage in the plumbing 
business in that city. He is at present look- 
ing about for suitable quarters and an- 
nouncement will be made later as to the lo- 
cation of his shop. 

Belvedere, Ill, has a new establishment 
in the firm of Leonard & Henigan. The 
principal lines consist of plumbing and heat- 
ing and this firm has recently completed 
several nice installations in some of the fine 
homes of their city. é 

W. R. Conover and William Bull, two 
well-known members of the New Jersey 
craft, have opened a shop at Westfield, N. J., 
and report that they have plenty of work 
on hand. Manufacturers are requested to 
send literature and price lists. 

W. M. Clark has bought a half interest in 
the business of Y. Q. Baker, at Temple, 
Texas. Mr. Clark has had an extensive 
experience, having been connected with 
Cc. C. Hartwell Co. of New Orleans, La., 
for a number of years. 

A new heating company has been formed 
in Milwaukee, Wis. William F. Adams, J. 
Gilbert Hargrove and S. J. McMahon have 
filed articles of incorporation with the sec- 
retary of state at Madison, incorporating the 
Central Heating Company of Milwaukee 
with a capital of $100,000. 

Moving to his handsome new store at 102- 
104 Governor street, Hartford, Conn., James 
F. Duffy now has one of the finest equipped 
displays of sanitary fixtures in that state. 
In announcements being sent his customers, 
Mr. Duffy thanks them for their past pa- 
tronage and solicits a continuance of same. 


The Petitt 


1,025,723. ACETYLENE - GAS GENE- 
RATOR. CLINTON SHAFER, Upper San- 
dusky, Ohio. Filed Sept. 6, 1910. Serial 
No. 580,611. (Cl. 48—46.) 

1,045,648. ACETYLENE - GAS GENE- 
RATOR. Epwin M. ROSENBLUTH, Phila- 
delphia, Pa. Filed July 19, 1909. Serial 
No. 508,369. (Cl. 48—4.) 

1,025,827. VALVE. WiLtiiam L. PARKIN- 


son, Ashland, Ohio. Filed Nov. 8, 1910. 
Serial No. 591,362. (Cl. 4—5.) 

1,025,777. INSTANTANEOUS GAS HOT- 
WATER HEATER. ApbOoLF BELER, Pitts- 
burgh, Pa. assignor to Beler Water 
Heater Co., Pittsburgh, Pa. Filed Sept. 


11. 1911. Serial No. 648,724. (Cl. 126— 
351.) 
1,025,655. WATER-CLOSET. JAMES AL- 


BERT STEVENSON and LEWIS OLIVER PHIL- 
Lips, New Castle, Pa. Filed May 10, 1910. 
Serial No. 560,415. (Cl. 4—22.) 


[=I Late Patents Issued to Our Trade = 


1,025,919. HEAT-CONTROLLING DEVICE 
FOR RADIATORS. THomas K. LYSIN- 
GER, Wilkinsburg, Pa. Filed July 7, 1910. 
Serial No. 570,878. (Cl. 236—8.) 

1,023,727. WATER AND SEWAGE 
EJECTOR. ARTHUR CORNWALL WELLS, 
Amityville, N. Y. Filed Jan. 25, 1911. 

_ Serial No. 604,524. (Cl. 103—8.) 

1,025,364. VENTILATOR FOR WATER- 
CLOSETS. Kirk S. BLANCHARD, Brook- 
lyn, N. Y. Filed Aug. 15, 1911. Serial 
No. 644,188. (Cl. 4—21.) 

1,025,248. PIPE-HANGER. Lewis A. CarR- 
PENTER and RICHARD MIDDLETON, Revere, 


Mass. Filed Feb. 24, 1912. Serial No. 
679,594. (Cl. 248—81.) 

1,025,575. MIXING- VALVE. IENGELBERT 
KinwrG, Henry Moruier, and FRANK 


Filed July 5, 
(Cl. 137—26.) 


WAGNER, Milwaukee, Wis. 
1910. Serial No. 570,253. 


Barnes’ Pneumatic Ratchet Doubie-Ac 
Pump With Air Cylinder 


is the best and most power 
pump made for use with Pne 
matic Water Supply Systems. T 
leverage being compounded, 
pressure of 100 pounds can bee: 
ily obtained. It is so construct 
the air does not enter the wat 
cylinder preventing ‘Wat 
Pockets.” Write for circulars a 
special prices. 2 


The Barnes Manufacturing Compan 


Department P ; 
3 - —— Ohic 


Manufacturer; 
of over three hu 
dred styles and siz 
of pune 
; allay 


Mansfield, 


purpos 


DELAWARE “2 


ADVANTAGES 

OF AN . 
INDUSTRIAL LOCATIO 

This railroad extends from the eoal fields 

of Pennsylvania to connections with 


the great railroads of Canada an 
Eastern trunk lines; provides a 
freight service to the East, West, } 
and South, and parallels the upper | 
son River, also the new two-thou 
ton barge canal connecting the river 
Lake Champlain, now being built b; 
state. An establishment located ir 
territory receives the benefit of ¢ 
fuel, electric power and low freight: 

Its Industrial Department will a 
the establishment of industries, det 
side track questiors and give complete 
information. : 
JRA H. SHOEMi 


ALBANY, N. Y. INDUSTRIAL AG 


IT WILL PAY YOU TO INVESTIGATI 


INGHAM SHOWER M 


Maximum Comfort, Safety and Eco 
Write for free, illustrated descriptive t 
“A Good Mixer.” : 


IMPERIAL BRASS MANUFACTURING CON 
1224 W. Harrison St. Dept. 184 


Profit for Plumb 
An this Lighting Sy 


| Plumbers and Gas Fitters are ™ 
ing large profits selling the Det 
7 Combination Gas Machine. 
is a good profit on the Sale. 
another profit on the Insta 
and the Gas Ap 
ot already se ‘ 
CST: ie: at once. It mak 
Gas for Illuminating. 
Gas for Cooking. 
Gas for Laundry Purpe 
Gas for all other uses co 
mon to city coal gas at ju 
fee, as cheap or cheape 


L L T OFT combinati 
ni D Gas Me hil 
FOR ILLUMINATING AND COO 


The standard for over 40 A 
than 15,000 in use in 


Stores, Factories, Church a ( 
Colleg2s and Hospitals. TE will 
you to ‘nvestigate. Write togey 
complete information and : | 
terms. 


" Detroit Heating & Lighting , 
{449 Wight Street, Betroit, Michil 
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VIEWS OF THE ATTRACTIVE SHOW ROOMS OF THE MINNEAPOLIS BRANCH OF 
THE L, WOLKE MFG. CO., IN THE ANDRUS BUI LDING, MINNEAPOLIS, MINN. 


PEERS 
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HE new Pierce-Arrow 
plant lately completed 
at Buffalo, New York, 
ranks well up among 
the largest of indus- 
trial plumbing instal- 
lations made recently 
and is well worth the 
attention of every 
plumber interested in 


this class of work. 
This building is 
ewe | “owned, erected and 


operated by the Pierce-Arrow Motor Car 
Co. The architects and engineers are 
Lockwood, Greene & Co. of Boston, 
Mass., and the plumbing contractor is 
John H. Knepper & Son, Inc., of Buffalo, 
New York. The latter have been en- 
gaged in the plumbing business for prac- 


Fig. 1— Plan of Typical Toilets in the 
Pierce-Arrow Plant 


tically half a century; this work being 
installed under the personal direction 
of Harry J. Knepper, Jr., and required 
from October, 1909, to August, 1911, to 
complete. Probably the size and extent 
of the work will be more quickly appre- 
ciated when it is realized that on this 
job were used 22 carloads of soil pipe 
and fittings from 2” to 14”; 47 carloads 
of extra heavy galvanized and black iron 
pipe (the black iron being used on the 
sprinkler and power piping) and 5 car- 
loads of slate for toilet room use. 
Drainage System and Venting. The 
drainage system consists of extra heavy 
cast-iron coated soil pipe throughout, 


being 5” in diameter on the main stacks 
diameter branches to each 
with 


and 4” in 


group of water-closets, 4” branch 
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VEE VENT STACK 6°SOIL 
Fig. 2—Sectional Elevation of Toilet 
Shown in Fig. 1 
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LUMBING IN THE PIERCE-ARROW 
PLANT AT BUFFALO, N. Y. 
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Fig. 
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%7—A View of One of the Large Batteries of Porcelain Lavatories in the Plant 


of the Pierce-Arrow Motor Car Oo., Buffalo, N. Y. 


for each closet. Each soil stack is car- 
ried up through all stories and roof with 
a Y and brass cleanout screws at base 
just inside the walls. Where the drains 
leave building are installed running 
traps with sealed hand holes, and fresh 
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Fig. 3— Plan of Toilets in Garage and 
Motor Testing Sections 


air inlets are located immediately back 
of the trap extending through the wall 
and carried up above grade. The waste 
pipes from all sinks and lavatories are 
2” in diameter from the floor line to 
where connection is made with the soil 
stacks. The floor cesspools installed in 
each water-closet room are iron body 
with brass top 9” x 9” with removable 
cover but no bell trap. They have 3” 
outlets and are connected with 3” half 
or three-quarter “S” traps with 2” cast- 
iron vent connections in top and clean- 
out screw in bottoms. The vent piping 
on the-closets is a continuation of the 
4” branch soil running to the closets and 
is carried up through the floor connect- 
ing with the vent stack at a point at least 
24” above the top of the fixture. 

Figs. 1 and 2 show a plan and eleva- 
tion of a typical toilet room in the new 
nickel-plating building and method of 
piping. The sink and lavatory vent 
stacks start at the lowest floor and run 
up through all floors, entering the main 


waste stack above the fixtures on the 
top floor or are carried through the roof 
independently with proper branch vents 
at each floor. Throughout the entire 
work no branch vent is connected into 
a vent stack less than 24” above the 
tops of the fixtures. 

Fig. 3 shows a plan of the toilets lo- 
cated in the new garage and motor test- 
ing extensions, and Figs. 4 and 5 show 
the elevations of the piping. At all 


4 AIR INLET 
4°SOIL TO SEWER 
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Fig. 4—Elevation Showing Drainage and 
Venting of Toilets in Fig. 3 
points where pipes run through the con- 
crete floors and roof are provided floor 
sleeves consisting of standard  light- 
weight cast-iron pipe set flush with the 
under side and projecting 1” above the 

upper side. 
At the roof the pipes are flashed with 
a copper sleeve having an apron turned 
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out on the roof slab. The interior r 
leaders are run from the conductor 


ning trap with the drains outside 
building; all runs are supported 
wrought-iron hangers from the ceili 
columns or beams. Hach leader has 
brass screw cleanout located just aboy 
the first floor. 
Water Supply. The water supply | 
obtained direct from the city m 
where the pressure is about 65 
through a 6” cast-iron pipe with a 
water meter, and is brought into 
building in the usual manner. F 


iron pipe reducing to 1%” nickel-pl 
brass supply connections for all lav. 
ries and arranged so that each fix 
may be shut off separately. Besides 
supply, which is ample under all u 


Fig. 5—Another View of the Piping 
Shown in Fig. 3 

conditions, there is provided for emerg- 
ency use a steam pump on the premises, 
which takes its supply from an adjacent 
driven well, the discharge from which 
is connected to the water supply lines. | 
This makes the water supply of the plant 
quite independent of any troubles in the 
municipal system which otherwise might 
result in very serious trouble or at least 
be most inconvenient. 
It is the usual custom in large indus 
trial plants to make some provision 
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Fig. 6—Cross-Section of the Double Bat 
teries Shown in Fig. 7 
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KOHLER 


Porcelain Enameled Iron 


Sanitary Pedestal 
Lavatories 


are made in a large variety of attractive 
designs. 


The “Beldere” is a new pattern we are now prepared to 
furnish. It is made with roomy basin, deep apron, and new 
improved flared waste outlet which is an important sanitary 
improvement. The pedestal top goes well up under the apron 
giving the whole fixture a One Piece appearance. On account 
of its compactness it is a very appropriate fixture for fine bath 
rooms and apartments where economy of space is required. 


Quality fully guaranteed by our MAROON and GOLD 
Trade Mark Label. 


Send for folder for distribution among your trade. 
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& mew us some Mueller 
But Not Untried Compression 


The Mueller Compression Stop and Waste Cock is not an unknown or 
untried piece of goods. Hundreds of plumbers use it, like it and speak 
well of it—won’t use anything else. 


It’s construction makes it impossible for it to waste until entirely shut 
off or vice versa—at no point does direct pressure pass through the waste. 


Mueller Compression Stop and Waste 


There is Lasting Class in Mueller Brass 


Place a trial order. Keep tab on the cocks you install. You'll find 


| them toeing the scratch at every stage of the game. All parts can be 
duplicated. 


| Mueller Goods are tested under 200 pounds hydraulic pressure and 
| Unconditionally Guaranteed. Ask us about them. 


oe eee reel UELLER . Eastern Division 
+ U.S.A, EW YORK,N.Y., U.S. 
West Cerro Gordo s+ H. MUELLER MFG. Co. SRG caida” 
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Pies | 
This 


Trademar 
on your packages of 
Traps 
Wastes and 
Overflows 
Valves 
Supply Pipes 
Floats 


and 


Plumbing Supplies 


signifies to you 


the guarantee of 


Fine Workmanship 
Best Quality 


Superior Finish 


of the 


AMERICAN 


OMPANY 


Waterbury, Conn. 
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against water famine, although generally 
a storage or fire tank is erected or a 
reservoir built to hold a temporary 
supply. The great advantage of this 
practice is that the private supply is 
practically unlimited up to the capacity 
of available well water. 

Portions of the mammoth wash rooms 
are shown in two views (Figs. 7 and 8), 


one alabastine 20” x 38” soap- 
one syphon urinal with au- 
these together with fix- 
in miscellaneous places 


closets; 
stone sink; 
tomatic tank; 
tures located 


bring the total up to 378 water-closets; 
80 sinks and 59 urinals. 

Besides the above, there are located 
in the basement 1,078 extra heavy vitre- 
ous lavatories, 


size 20” x 18”, with 6° 


Fig. 8—A Corner of the Mammoth Washroom Showing Lavatory Installations in 
the Pierce-Arrow Factory 


the basins being mounted back to back 
with an enameled brick dwarf partition 
between and a gutter below, as shown 
in the cross-section, Fig. 6, on the pre- 
ceding page. 

Fizctures. There are 47 shop toilet 
rooms installed, each room being fitted 
out with three round vitreous china 


tank and seat action combination water- 
integral backs and wall supports; nickel- 
plated plugs, chains and couplings; 114” 


nickel-plated cast-brass half “S” traps 
with outlets threaded for iron pipe; 
nickel-plated %%” iron-pipe-size supply 


pipes to wall and nickel-plated Fuller 
faucets with china indexed name-plates. 
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T the more important points 
on the drain lines full access 
chambers are provided of 
which there are two chief 
types, one having open chan- 
nels in the chamber bottom 

and the other, as illustrated by Fig. 11, hav- 
ing air-tight access covers secured by bridles 
or bolts over the pipe channels. The latter 
method is undoubtedly the better of the two, 
as the foul air is confined to the pipes and 
ventilation of the system is facilitated. The 
chamber walls are usually of brick or con- 
crete. In the former case, hard engineering 
bricks are used, and in the latter, the con- 
erete is generally used. 


Ground leve! 


Fig. 11— Elevation of Orednout Piping 


in Manhole 


Where shallow drains have to be. con- 
nected to deep drains, much labor in exca- 
vation is saved by adopting the dip pipe 
method of connection, as shown in Fig. 11. 
The shallow drain is continued into the shaft 
of the chamber and covered with an air- 
tight cap and the liquid is conveyed to the 
main conduit by a vertical pipe on the out- 
side of the chamber. This method can also 
be adopted in the case of minor branches 
joining the main line where no chambers 
are constructed, but the junction must be 
continued to the surface to be treated as 
shown at C, Fig. 9. 

The flushing of drains forms an important 
part of all well designed drainage schemes, 
especially in the case of those constructed 
on the separate principle. The normal dis- 
charge of sewage rarely fills the pipe to 
more than half its diameter, and, in conse- 
quence, the part of the invert immediately 
above that point is liable to be fouled by 
deposit of floating particles which cannot 
be removed by the flow of sewage. More- 
over, the filling of the pipes with a plug 
of water disturbs their air contents and 
thereby assists the ventilation of the sys- 
tem. A flush tank is fixed at the head of 
each main drain and occasionally in a simi- 
lar position on important branch drains. 
The capacity of the tank is rarely less than 
25 gallons or more than 50 gallons. The 
arrangements are such as to fill the main 
drain to 13/16 of its diameter. 

Flush tanks that are automatic in action 
are generally used and supplied with water 
from the town service to the house which is 
in special cases supplemented by a supply 
from the rain-water. 

Fig. 12 shows a vertical section through 
an automatic siphonic flush tank in “situ” 
beneath the ground floor of the _ billiard- 


This tank can be set to 
The > 


room in Fig. 1. 
work with a “drop by drop” supply. 
stand pipe dips into the trap box to 
extent of % in. and is provided at the top 
with an inverted Eee frustum o 


11a— Plan of Cleanout Manh 


Fig. 
Shown in Fig. 11 
cone. When the water rises in the tank 


commences to fall over the stand pip: 
is broken up by the cone frustum, 
falling clear of the sides, drives small 
ticles of air through the lower wate 
thereby gradually reducing the air pre 
under the cover until the tank content 
forced by atmospheric pressure over — 
stand pipe and sets up siphonic action. 

HIS tank is certain in action and : 

excellent results. It is also simp 

construction and not likely to 
out of order. 

The mode adopted for the ventilatio 
a drainage system is usually governec 
local conditions. ‘The one in general 
provides for the admission of fresh 
the point where the drain leaves pi 
land to join the sewer, or where it 
charges its contents into a private puril 
tion works, as in the example under ¢ 


11b — Section Through Manh 


Fig. 
Showing Access Arrangement — 
sideration. The escape of foul air ta 


place through the various vent pipes ¢ 
soil pipes, the upper terminals of which 
carried to safe positions and away fron 
windows or ventilators opening into 
building. All main drains and long b 
drains are provided with special exit sh 
or vent pipes unless they are already ©¢0 
nected to soil pipes discharging directl 
them. ‘To reduce the length of branch d 
and thereby simplify the ventilation | 
drain flushing problems, the main @ 
lines are laid as close to the buildin 
possible; it being obvious that the i 


Ground Floor 


Derail of one alae Pipe 
12— Section of an Underg 
Automatic Drain Flushing Tank 


Fig. 


lation of a vent shaft on each branch 
would carry the cost of the scheme DP 
the practical limit; the next best m 
therefore, consists in shortening the } 
drains as far as possible. “ 

The testing of drains, soil and waste 
will be considered in detail before th 
mination of this series of articles. ; 


(To be continued) 
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You © can get above the clouds of competition if 


you let the power of our advertising push your sales. 
Give us the names of prospective system buyers—we will write them and 
send booklets and follow-up letters referring them to you. 


We will work with you to increase your sales, furnishing monthly Advisory 
Service free—no cost to you. We pay the postage—will supply you with a quantity of booklets 


and catalogs with your name on front and back cover. Its easy for you—all you have to do is 
co-operate with us. We will work with architects and owners, preparing the way for your sale and your profit. 


The Reliable Vacuum Heating System 


Any steam-heating installation is made more effective when The VACUSTAT takes the place of the air valve on the 

the barrier of air in pipes and radiators is removed and the radiator—automatically permits the air to be withdrawn 

steam is given free circulation. It means equal heat in the by the Reliable Vacuum Pump—and positively prevents 

most distant radiators and a positive fuel saving of from the escape of steam. The result Is a quiet system—and 

25% to 40%. The cost of operating either the Reliable Hydraulic or a tight system—with the full efficiency of every heat THE 

Electric Vacuum Pump is very trivial, and the system makes an invit- unit utilized. Our guarantee behind the VACU- 

ing proposition that will add greatly to your prestige and to your profits. STAT is the most absolute ever given on an air valve. BISHOP. 
st BABCOCK.- 

BECKER CO. 


Cleveland, Ohio 


i 
n 
is 


Send catalog and de- 

tails of your co-operative 

Ad Plan and the Reliable 
Vacuum Heating System. 


i Name_ 
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ote BISHOP-BABCOCK- BECKER (0.4 A 
i] GENERAL OFFICES , CLEVELAND, OHIO. \ 
SY EIGHT FACTORIES AND TWENTY BRANCHES. \¥s= 
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The Harvest of the Grain 


means the prosperity of the dealer. This year’s crops will 
enable farmers everywhere to buy anything they want in 
home conveniences. 


@ Uppermost in their thoughts will 


be running water furnished by one of the many complete 


Ay eT Te = ee DS y) nN > 7 4 Si . 


Q Make it a point to show your farmer 


friends through the pages of Zeer. Catalog E—there they 
will see outfits to suit any conditions. 


6 

@ They are ready and willing to ac- 
cept your recommendations of a fader Outfit. Have 
you Catalog E to show them? If not, ask for it. 


New York City Office, 
15 William St. 


Chicago Office, 


Outfit Fig. 151-E Monadnock Block 


CHAPTER VII 
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now used in modern building con- 

struction has necessitated a revision 
of pipe sizes for the various supply connec- 
tions. The distribution of stop cocks to con- 
trol the various parts of the system are now 
specified as well. The following paragraphs 
also touch on sewage lifts and oil separators. 


6 ir increase in the number of fixtures 


XIII—WATER SUPPLY FOR FIXTURES 


149—All water-closets and other plumbing 
fixtures must be provided with a sufficient 
supply of water for flushing to keep them 
in a proper and cleanly condition. 

Flush tanks must have a capacity of eight 


House Service Connections from Street 
Main (Para. 150) 


gallons for water-closets and five gallons 
for urinals. 

150—House service pipes must be con- 
nected to the street mains by means of 
taps, and a stop cock or valve placed under 
the sidewalk at the curb, in compliance with 
the rules and under the supervision of the 
Department of Water Supply, Gas and Elec- 
tricity. 

151—A separate stop or valve must be 
placed upon the service pipe inside the front 
wall. 

152—-The diameters of street service pipes 
must not be less than three-quarter inch for 
dwellings and tenements occupied by six 
families or less; one inch for tenements or 
apartment houses occupied by more than six 
families and one and one-half inch for ho- 
tels, factories and other miscellaneous build- 
ings, provided that in no case can the 
diameter of the service pipes be less than 
the diameter of the tap installed under the 
supervision of the Department of Water 
Supply, Gas and Electricity. 

153—That all rising lines have a stop cock 


THE PLUMBERS' TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW / 


and (Requlations 
in ew Yor Cily 


For Plumbing & Drainage, Water Supply, Gas Piping & Ventilation of Buildings 


or valve at the foot of each line and in all 
buildings, except dwellings, a separate stop 
cock or valve must be placed on the 
branches from riser for each fixture if iso- 
lated or each group of fixtures such as 
bathrooms, kitchens, etc., located to be ac- 
cessible at all times. The diameters of all 
rising lines must not be less than % inch, 
but where lead or brass pipe is used the 
minimum diameter may be % inch, 
154—-Diameters of branches to an; 
tures must not be less than % inch, | 
when used to supply water-closet, ci 
or lavatories. When the material us 
lead or brass pipe, the minimum dia 
may be % inch. Branches for flush 1 
for water-closets must not be less t 
inches in diameter and for urinals no 
than % inch in diameter. e 
155—Where a hot water supply 5 
is installed, the distance between th 
and cold water risers should not 
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Shut-Off Cock Provided Inside of 
Wall (Para. 151) 


than 6 inches. Where it is impo: 
place them 6 inches or more ap 
hot water riser must be covered 
approved insulating material and a 
of circulation provided that will 1 


when required. - ’ 
156 — All risers and _ branches 
be properly fastened on firm 


House Tank to Hold Sufficient Water for Needs. 
; flow Necessary, 


Ball Cock on Supply and 0v¢ 
(Para, 157) ie s 
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Line That 
Challenges 
Comparison 


Write for Catalogue and 
Consult Your Jobber 


OUR LINE - 
IS COMPLETE 


PLATE NO. 231 PLATE NO. 232 


PLATE NO.11 D PLATE NO. 15 


“‘Riverside’’ “Avon”’ ‘“‘Porceliron”’ 
Vitreous China Porcelain Enameled Ware 


Wheeling Sanitary Mfg. Co. 
Wheeling, W. Va. 
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ROOSEVELT ? 
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TAFT P 


WILSON ? 


It makes no difference whom you are rooting for. 
The plumber who KNOWS votes for the 


No. 1, % to % inches, one set of Dies 
No. 11, % to 


The 


<a 


1 inch, two sets of Dies 


Handy Manufacturing Co. 
£00 Cannon Street 
Bridgeport, Conn. 


HANDY 


DIE STOCK 


THE STOCK 
THAT LOCKS 


Don’t wait until November to vote for a Handy 
Die Stock. 
A post card brings a set fora fourteen days trial. 


Send for 


GREATEST TONG ON EARTH 
“The GEALY” It’s new—It’s different 


Positive Grip—Instant-self- 
Release—Will not crush 
Pipe. 

For over head work—in 
corners and tight places, 
IT IS PERFECT. 

Try “THE. GEALY” and 
be convinced. 

Write for data and trial 
proposition. 


The Gealy Wrench & Mfg. Co. 


200 Broad St. Grove City, Pa. 


RAR RR 
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Loosly- 
Mounted 
Jaws 


New 
Cam-Lever 
Principle 

For Sale by 
Leading Jobbers 


THE JETECTOR 


The Best Closet 


Sanitary Seat and Lip Insures 
Greatest Degree of Cleanliness 


Our wall outlet closet is secured direct to the soil stack and does not depend 
on wall for support. Not an experiment—has been in daily use for years. No 


hole in floor to weaken span. 


Placed close to wall. 


in the World 


The only effective wall 
Outlet closet ever made 


Operates on from 2 to 3 gallons of 
water. Saves from three to four 
gallons at every flush. Means 
economy in water consumption. 


Cannot clog out of easy reach of 
the hand. Only contraction four 
inches inside of the water-way. 


Is instantaneous in action, con- 
cents of bowl being discharged 
in one second. 


Is self-venting, downward action 
is instantaneous and so powerful 
that the suction created removes 
foul air from the bowl and sur- 
roundings at every flush. 


Requires less piping, is 


much easier and costs less to install. Particularly adapted to HOTELS, 
OFFICE BUILDINGS, HOSPITALS, FACTORIES, PRISONS, and all buildings 
where cleanliness, efficiency and economy are given proper consideration. 


We Carry Pull Line of Highest Grade Brass Goods and Plumbing Supplies 


EEDERALHUBER COMPANY 


CHICAGO 


a set now and keep cool. 
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157—-When the water pressure is not 
sufficient to supply freely and continuously 
all fixtures, a house tank must be provided 
of sufficient size to afford an ample supply 
of water to all fixtures at all times. Such 
tanks must be supplied from the pressure 
or by power pumps, as may be necessary ; 
when from the pressure, ball cocks must be 
provided. 

158—House supply tanks must be metal 
covered. so as to exclude dust and so lo- 
cated as to prevent water contamination by 
gas and odors from plumbing fixtures. 

159—House supply tanks must be of wood 
or iron or of wood lined with tinned and 
planished copper. 

160—House tanks must be supported on 
iron beams. 

161—The overflow pipe should discharge 
upon the roof, where possible, and in such 
cases should be brought down to within 
six (6) inches of the roof, or it must be 
trapped and discharged over an open and 
water-supplied sink not in the same room, 
not over 3% feet above the floor. In no 
case shall the overflow be connected with 
any part of the plumbing system. 

162—Emptying pipes for such tanks must 
be provided, and be discharged in the man- 
ner required for overflow pipes,.and may 
be branched into overflow pipes. Emptying 
pipes for tanks containing more than five 
hundred (500) gallons must be four (4) 
inches in diameter and provided with a 
valve of same size fitted with a wheel or 
lever handle. 

163—Acid wastes must be “B” lead pipe 
or earthen pipe, if of lead pipe they must 
be at least 2 inches in diameter and if of 
earthen pipe at least 3 inches in diameter. 
They must be extended through roof for 
ventilation and continued down to _ the 
lowest story of building and so arranged as 
to discharge into a lime box and diluting 
sink properly trapped and vented and con- 
nected inside of house trap. If the lime box 
and diluting sink is not used the acid waste 
must be extended to an earthen house 
sewer or separately and independently con- 
nected to a public or private sewer in street 
and provided with an accessible running 
trap located just inside of front wall of 
building. All branches and joints on lead 
acid wastes must be made by means of 
burned lead joints. If earthenware pipe is 
used, vertical joints must be made with a 
mixture of asphaltum and cement. Each 
length of pipe on vertical runs and on hori- 
zontal runs when above the cellar floor must 
be supported at each hub by proper supports. 
All floor drains and fixture connections must 
be trapped and run as direct as possible. 


SEWAGE LIFTS 


164—-When it is necessary to use a sump 
system and sewage lift to receive the dis- 
charge from the waste or soil connection of 
fixtures, same shall be arranged to be ac- 
cessible. If discharged with compressed air 
it shall be connected to the house drain on 
the sewer side of all leader or area drain 
traps and fixture connections or may be con- 
nected to house drain on the sewer side of 
house trap. A separate trap and fresh air 
inlet must be provided on the inlet side of 
sump and a 4-inch pipe line continued from 
drain discharging into sump up to and above 
roof, for purposes of ventilation. Relief 
pipes must be provided on sewage receptacles 
of sumps. Traps of fixtures connected to 
sump systems must not be vented to vent 
lines which are used to ventilate traps of 
fixtures on gravity system. Sump systems 
should be entirely separate both as to dis- 
charge and venting from rest of plumbing 
system in buildings. 


OIL SEPARATORS 


165—Oil separators installed in any build- 
ing where volatile fluids are used, must be 
arranged to be readily accessible. They 
must not receive the discharge of any 
water-closet, rain leader, yard, court or area 
drain. 

166—They must, if discharged by gravity, 
be connected by a Y branch fitting to the 
house drain behind the house trap in such 
a manner that will not interfere with the 
house drain and the rest of the plumbing 
and drainage system. When mechanical 
force is used to discharge the contents, the 
connection must be made by a Y branch 
fitting on the sewer side of house trap. 

167—No separate running trap need be 
provided on the drain entering oil separators, 
but a separate fresh air inlet and vent line 
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must be provided to keep the system of 
drainage controlled by the oil separator en- 
tirely separate from the rest of plumbing 
and drainage system. 

168—The size of fresh air inlet shall be 
determined by the size of inlet connection 
to oil separator, which shall be considered 
the same as the term house drain for de- 
termining the size of all fresh air inlets, 
which shall conform to the same require- 
ments as regards size and arrangement of 
terminals for fresh air inlets as called for 
in regulations. 

169—Vent lines shall conform in all re- 
spects to vent lines for plumbing fixtures as 
regards size and arrangement. 

170—Relief pipes must be provided at 
least 1% inches in diameter, They may be 
connected to a vent line when installed as 
a separate system or must be carried inde- 
pendently above the roof. 

(To be continued) 
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Separating Grease in Drainage 
Systems > 
Editor THE PLUMBERS’ TRADE JOURNAL; 


In submitting the two sketches herewith 
my idea is to get your opinion as to the 
most efficient grease trap. The contention 
is that the baffle wall in Fig. 1 could he 


Fixture tose 
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Fig. 1—Baffle Plate Drain Trap the More 
Preferable a 
eliminated and better results could be ob- 
tained by constructing them as shown in 
Hig. 2. E 
Your valued. opinion in the Queries and 
Answers columns of THE PLUMBERS’ TRADE 
JOURNAL will be appreciated. 
New Orleans, La. A. Ge 
Of the two grease traps submitted in 
Figs. 1 and 2, we prefer the one in Fig. 
1, which has the baffle plate. This plate, 
we believe, will allow a more thorough 
separation of the grease from the waste 


entering the trap, and will result in less 


Fixtere laste 


Fig. 2—This Type, While Much Used, 
Not so Preferable as Fig. 1 
grease passing off through the outlet 
than in the case of the connections and 
construction shown in Fig. 2. The col 
tents of the trap will not be stirred uP 
so much with a baffle plate as without, 
for the contents of the inlet chamber will 
pass into the outlet chamber by overflow 

ing. 
The construction and connections 1 
Fig. 2 are not bad, however. 7a 


———— a 
Brass Coil the Best for Water 
Heating a 


Editor THE PLUMBERS’ TRADE JOURNAL: 


As a reader of Tue PLumBERS’ TRADE 
JoURNAL, I would like to ask what you ¢cOn- 
sider the best material for tank coil heate 

At present we have a coil of about 160 ft. 
of 2” galvanized pipe placed in a 42” X 12’ 
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horizontal boiler. The life of this coil has 
been less than three years. It carries two 
to four lbs. back pressure at times. Prob- 
ably the short life of this coil is due to keep- 
ing the water very hot. Since the cost of 
a brass coil is considerable and as many 
say they are apt to leak from contraction 
and expansion, I have been thinking of try- 
ing some cast iron hot water radiation, say 
a 23” 4-col. radiator with push nipple con- 
nections between each section. 

Is there any cast iron coil made for this 
size tank? It has but a 10” x 14” opening 
to work through. 


Minneapolis, Minn. Eis Ce 


Our judgment would be that first-class 
results would be obtained by “H. C.” if 
a brass pipe coil were used, and we do, 
not see that expansion and contraction 
will cause any trouble. Naturally, brass 
fittings would be used, and as the pipe 
and fittings are of the same material, 
the rate of expansion would be the same, 
and there would be no greater opportu- 
nity for leakage at joints than with any 
other material so far as we can see. 

We know of no cast iron coil that is 
made for such purpose as “H. (C.” re- 
yuires. He will know better than we 
whether his scheme for using cast iron 
radiation will be practicable. 


(Se 


-ontinuous Venting Far Super- 
ior to Crown Venting in 
Every Case 


Sditor THE PLUMBERS’ TRADE JOURNAL: 


In the June 15th issue, page 873, of THE 
°LUMBERS’ TRADE JOURNAL you show two 
iketches of a piping plan for closets and 
yasins, etc., calling one a unique sketch and 
n two showing how pipe can be cut out, 
vithout injury to job. I think your sar- 
asm in criticism is a little too severe. 
fost of us like to get day’s work and when 
ve do we try to make it as satisfactory as 
ossible to the owner by keeping the bills 
vithin the bounds of reason. Any one not 
onnected with the business reading your 
riticism would think we made a practice of 
utting over all we could on a man, if he 
itrusted his work to us and opened his 
ocket-book to our reach. 

I am sending you a revised plan, as I 
se the job. I cannot see what service the 
»p 4” vent pipe is. If there is need for a 


g. I1—Not Good Practice to Connect 
Waste into Vent Line 


pipe it looks to be like we need it where 
» most soil will pass and where the most 
is needed. 

You will notice I have changed the con- 
ction from the drinking fountain. I be- 
ve any crown vented trap is liable to be 
yhoned under very aggravated circum- 
neces, and I believe it is next to impos- 
‘e to syphon any trap connecting directly 
> the vent by a Sanitary T connection as 
Wn. You will also notice the two wash 
ys are connected into one 2” pipe by 
ans of a sanitary cross. This is per- 
‘ly sanitary, as neither of them can sy- 
n the other, and it also cuts down the 
ac 

obs, about as I have drawn the plan, 
e been in use here for years and we are 
stantly using this loop system. 

prefer to make my connections as shown 
Mg. 2, using a 3” lead pipe for the down 


pipe, especially where we use the Syphon 
action, or wash-down, closet bowls, but our 
law does not permit the use of 3” pipe. My 
reason for using 3” lead pipe is to insure 
suction on the closet bowl. The elbow and 
the Y branch would be 4”. 


Atlanta, Ga. A. F. B. 


We are glad to have such an intelligent 
contribution as the one which corre- 
spondent submits. 

We believe that with two 4-in. stacks 
through the roof, the system of plumb- 
ing under discussion would be fully pro- 
tected, but there can certainly be no 
harm in increasing the main vent line 
to 5 in., as shown in Fig. 1. 

Concerning the drinking fountain con- 
nection. it is a question whether the 
fixture is located anywhere near the vent 
extension into which it is connected by 
correspondent. It certainly is always 
good practice to use a continuous vent 
rather than a crown vent, but in the 
case under discussion, it will be noted 
that the waste of this fixture enters the 
circuit vent line. It is not good prac- 
tice to connect waste into a vent pipe 


raz 


Fig. 2—Three Inch Connection for Water 
Closets 


under any condition, and such practice 
would generally be a violation of the 
plumbing ordinances. Practically, how- 
ever, we presume that this waste would 
have little or no effect on the action and 
efficiency of the circuit vent. 

Correspondent’s connection of the two 
wash sinks is certainly the best that can 
be made, both as regards efficiency and 
economy. 

We would say that in our criticism of 
this job as originally installed, we con- 
fined our attention chiefly to cutting out 
the superfluous piping, rather than to the 
matter of improving the venting by mak- 
ing it continuous rather than of the 
crown type. It goes without saying, that 
the continuous vent is far superior to 
the crown vent as anything can be, and 
from all points of view. 
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Probable Obstruction Somewhere 
Editor THz PLUMBERS’ TRADE JOURNAL: 


I have had some trouble with a siphon 
jet bowl. Can you give me any information? 
The bowl has worked all right for the last 
six or eight years. Now it acts as though 
it were stopped up. The water comes down 
from a 5-gal. tank and backs up in the 14%” 
flush pipe. High tank. I took the bowl out 
and ran a wire through trap. I am sure 
there is nothing in trap part of the bowl; 
also had wire in jet—and it seemed to be 
O. K. Do you think there is anything wrong 
with small holes in the top part of bowl? 

Portland, Ore. lame wes 

We presume that correspondent’s dif- 
ficulty, more plainly stated than he 
makes it, is that the water does not 
get away from the closet bowl fast 
enough to siphon it. We can see how the 
water will set back in the bowl, but can- 
not understand how it sets back in the 
flush pipe. Correspondent does not say 
that the water overflows onto the floor. 
If there is no obstruction in the trap, 
we believe it must be in the contracted 
horizontal leg beyond the trap, and would 
advise looking for it there. Possibly the 
obstruction may shift, and be of such 
a nature that the wire could be run 
through without disclosing its presence. 


We do not believe the rim clogged. 
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A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line, 
Itis different from ail others. 
In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechanics can make it. 
Absolutely uenendabie. 
MONITOR agencies offer profitable open- 
ings for progressive heating men. 
propositicn is liberal. Send for it. 
name Ona post card brings it. 

Write now. 


Monitor Steam 
Generator Co. 
LANDISVILLE, PA. 


Just as your success depends upon your reputation, so 
your reputation depends upon the amount of trouble 
and money you save for your customers. Their lack 
of experience might lead them into a preference for 
expensive water heating apparatus if your knowledge of 
results did not lead them to select the 


Pierce 
LITTLE GIANT 


Water Boiler and 
Tank Heater 


which is just as convenient, far 
more durable and dependable, and 
vastly more economical. The 
great heating surface, large firepot 
capacity and free circulation of 
the Pierce Little 
Giant insure per- 

fect satisfaction. 


Write today 
for complete de- 
tails. 


0 


Pierce Mark 


Pierce, Butler & Pierce Mfg. Co., 
Syracuse, N. Y. 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 


West for the past 15 years. ,Easily 
cleaned and kept clean. Price 
reasonable. Sizes 500 feet to 20,000 
feet. 


Get the agency in your territory. 


Herbert Boiler Co. 
Root and La Salle Streets, Chicago, Il. 


HE heating of a 
garage differs from 
that of other build- 
ings, in that the 
highly inflammable 
and explosive gas 
from evaporating 
gasoline must be 
prevented from com- 
ing in contact with 
"o fire of any kind. 
This gas, which is heavier than air, set- 
tles along the floor and will find its way 
into basements and cellars, so that 
stoves, hot-air furnaces, and boilers must 
either be placed entirely outside of the 
building or protected in such a manner 
that it will be impossible for the gas 
to reach them. 

Gasoline itself is not explosive, neither 
is the gas formed by evaporation, until 
mixed with the right proportion of air. 
As one can never tell just when this 
mixture will be formed, no chances 
should be taken in placing the furnace 
where there is any possible chance of it 
being reached. 

Should gasoline be spilled upon the 
concrete floor of a garage, and take fire, 
there will be no particular chances of 
an explosion. In cases of this kind, it 
is as well to let it burn itself out, unless 
there is danger of it reaching something 
inflammable. If this floor is not fire- 


CAIAAATA IAS 77S 


Fig. 1— Boiler Located in Small Sepa- 
rated Room 

proof and there is danger of spreading, 
it should be smothered with blankets, 
loose sand, earth, ashes, or anything of 
a similar nature which may happen to 
be at hand. 

While the foregoing has nothing par- 
ticularly to do with the subject of heat- 
ing, it emphasizes the necessity of keep- 
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ELLEN HERS RERELRE 


anv HoT WATER 


ficating A Garage With 


Steam and Hoot Water 


By CHAS. L. HUBBARD 


ing the furnace away from possible 
contact with the gasoline in any form, 
and its common use by plumbers and 
fitters makes it necessary for them to 
have a knowledge of its action under 
different conditions. The temperature 
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acer eat tate 
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es es rn". .caacaemnnmanase 
Fig. 2—Radiator Supported on Brackets 


maintained in the coldest weather need 
not be above 50 or 60 degrees under or- 
dinary conditions. The idea is to pro- 
vide sufficient heat to make comfortable 
the work of washing and oiling. 

A car with cold bearings requires ex- 
tra power for operating it, and also cer- 
tain types of carburetors give trouble 
when the car is housed in a cold build- 
ing. Whatever temperature is main- 
tained, it should never be allowed to fall 
below the freezing point. 

JIRECT steam and hot water are 
D probably used more widely than 
any other systems for garage 
heating. They have the advantage of 
simplicity and are easily supplied from 
boilers located in other buildings. There 
is no especial danger from fire with di- 
rect steam, except from the possibility 
of oily waste or dry wood being thrown 
against hot pipes and radiators and be- 
coming charred. This, however, is not 
likely to happen with ordinary care. 

In the case of buildings of ordinary 
wooden construction, with inside sheath- 
ing, each square foot of glass surface 
may be counted as four of wall, and one 
square foot of steam radiating surface 
should be provided for each fifteen square 
feet of equivalent wall and roof surface. 
This is for ordinary cast-iron radiation 
and should keep the building at 50 de- 
grees. in zero weather. For concrete 
buildings, with walls about 4 inches in 
thickness, increase the radiating sur- 
face as found above by multiplying by 
1.6 . If hot water is used, multiply the 


computed surface for steam by 15. A 
good arrangement for hot-water heating, 
when an independent boiler is required, 
is shown in Fig. 1. In this case a small 
addition or “lean-to” is erected just out- 
side the garage for the accommodation 
of the boiler. There should be no com- 
munication between this and the main 
building except the holes for the flow and 
return pipes. With the arrangement 
shown these are at a height of at least 
6 feet above the floor so that the level 
of the gasoline vapor would never be 
likely to reach them under any ordinary 
conditions. 

The radiator is supported upon a shelf 
or brackets attached to the wall at a 
sufficient height to produce a good cir- 
culation of water. The expansion tank 
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of Hot Water 


is placed above the radiator and is con- 
nected with it by means of a small pipe 
leading from the top of the last section, 
which also acts as an air vent and 
makes the use of an air valve unneces- 
sary. The top of the tank has a vent 
pipe leading through the roof for taking 
care of the air or any overflow from the 
tank. A front view of this arrangement 
is shown in Fig. 2. 
HE design for a steam system 
would be practically the same ex- 
cept the expansion pipe and tank 
would be omitted and an automatic air 
valve substituted in its place. If the two- 
pipe connection were used it would be 
the same as shown for hot water in Fig. 
2. A single-pipe connection would an- 
swer as well for a radiator of medium 
size by connecting a drip in one of the 
ways shown in Fig. 3. 
Example: A garage has the following 
dimensions—20’ x 30’, by 10’ in height. 


i 


FS 


-It has six windows, each 3’ x 4’ in size, 


The construction is of concrete. Com-— 

pute sizes of heating apparatus for both 

steam and water heating. Solution:— 
Net wall surface, 928 sq. ft. 
Roof surface, 600 sq. ft. 


3 


he 


Window surface, 72 sq. ft. = 
Equivalent wall surface = 928 + 288 
= Si Gesa; ete oh 
Radiating surface for steam = (1,816 


+ 15) X 16 = 192 sq. ft. s 

Radiating surface for water = 192 a 
1.5 — 288 sq. ft. = 

The grate area of the boiler may be 
found by assuming a steam radiator 
efficiency of 250 T.U. per square foot per 
hour; an available heat value per pour 
of coal of 7,000 T.U.; and a combustion — 
of 3 pounds of coal per square foot of | 


grate per hour. 


192 X 250 4 
This calls for —————— = 1.8 sa. ft. 
7000 xX 3 <3 


of grate area. This corresponds to a 
grate 18” in diameter, which would be. 
the same for either steam or water. 
If it was desired to have more furnace 
capacity, so as to lengthen the periods of 
firing, a 20” grate might be used, al 
though the 18” grate is large enough to 
supply the radiation under ordinary 
conditions. a 
For a steam radiator with a two-pipe 
connection, a supply of 11%”, and a re 
turn of 1” should be used. For a single 
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Fig. 4—Hot Water Furnished for Domes 
tic Purposes in Conjunction 
with Heating 


pipe connection, a supply of 214” would 
be best, with a 34” drip. 

For hot water the supply and return | 
should be 214” in size for the low head 
available. a | 

The expansion tank should have a Ca 
pacity of about 7 gallons. | 

Another point to be considered in com- 
puting the size of boiler is the hot water 
supply for washing purposes. This is 
best connected with a steam systole 4 
| 
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That’s the comment from the owner 
when he sees 
Davis Patent Regulating Valve 

as part of his Atmospheric Heating 

System. 
He knows that he can’t 
get ASGOOD. Archi- 
tects, Engineers and 
Contractors insist on 
Davis Patent Regulat- 
ing Valve. There must 
be some reason. 


Are you interested enough to write 
us? Our catalog at your call. 


» LOUIS N. DAVIS 
38 E. Gay St., 


Westchester, Pa. 


The Dunham Trap 


is the cause for 


All Dunham Systems of 
Heating Working so Well 
Here is What it Does 


Keeps radiators drained of 
water of condensation 
and air without loss of 

steam and 

In performing this all im- 

portant function it does not. 
clog up and lasts as long 
as the radiator 


We guarantee that the 


Dunham Trap will do the above 
things. 


A postal card that you can 
write in one minute’s time will 
bring our Catalog “B”’—64 
pages. 


It’s “arth your while inves- 


tigating for it may bring dollar 
to you. Write day, : : 


Cc. A. DUNHAM CO. 


Marshalltown 
Iowa 


Chicago—343 S, Dearborn St. New York 
—1l Madison Ave. Philadelphia—18 S. 7th 
St. Fort Worth, Texas—Flatiron Bldg. 
Minneapolis—715 Temple Court. Spokane, 
Wash.—720 Realty Bldg. Indianapolis— 


Mohawk Bidg. Kansas City—207 Reliance 
Bldg. Rochester—46 Clinton Ave, N. Salt 
Lake City—210 Scott Bldg. Davenport— 
308 Security Bldg. Kalamazoo—210 8. 
Pitcher St. Los Angeles—413 So. Los An- 
re pe “hel A aero 8, Mack Bldg. 
a, Ga.— rant Bldg. Canadi 
Factory—Toronto, Ont, 2 a 


512 Board of Trade Bldg. Portland, Ore.— | 


storage tank containing the heating coil 
may be located in the garage and left 
uncovered, in which case it will serve 
as radiating surface, and no extra grate 
area need be provided for this purpose. 
N a similar manner a part of the 
I radiating surface of a hot water sys- 
tem may be in the form of a storage 
tank connected up with the radiator, as 
shown in Fig. 4. This will be full of 
hot water which can be drawn from 
when wanted. This will also serve as 
an expansion tank, and if provided with 
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Fig. 5—A Steam Radiator Using One- 

Pipe System 
a ball-cock arranged for admitting cold 
water, as hot water is drawn from the 
tank, the apparatus will work automatic- 
ally and be as simple in operation as 
the heating system without hot water 
service. 

If the garage is properly located with 
reference to distance and grade, it is 
usually best to connect it with a house 
or stable heating system, as this does 
away with the care of another fire. 
When this arrangement is used, great 
care must be taken to prevent any of 
the inflammable gas from finding its 
way back to the furnace room through 
the pipe conduit. 

IG. 5 shows a steam radiator in a 
F garage where the distance is short 

and the relative elevations are such 
that the condensation will flow back to 
the boiler against the current of steam. 
In other words, a single-pipe connection 
is used, in which the horizontal run is 
made extra large size. This pipe is run 
inside a tile drain pipe with cemented 
joints, and placed deep enough below the 
surface to prevent it from being dis- 
turbed by frost. The tile should be some- 
what larger than the steam pipe, and 
the space packed with granulated cork 
or some equally good insulating material. 

An absolutely tight joint may be made 
between the pit in the garage and the 
tile conduit by building into the founda- 
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Fig. 6 — Returning Condensation by 
Means of a Trap 


tion a length of pipe, “A,” with flanged 
ends, setting the same in cement. To 
this the pipe line from the boiler, and 
the radiator connection are bolted by the 
use of corresponding flanges, the whole 
making a tight joint through the wall. 
In using this method it must be borne 
in mind that this rigid sleeve acts as 
an anchor and provision for pipe ex- 
pansion must be made on either side 
by off-sets or loops to provide this, 


N Fig. 5, “B” represents the pipe line 
I leading to the boiler-room, and “C” 
the tile conduit. If the garage is 
not more than 20 feet or so from the 
boiler, the vertical rise to the radiator 
may be made the usual size for a single- 
pipe connection, and the horizontal run 
one size larger, with a pitch toward the 
boiler of 1 inch in 4 feet. If the pitch 
cannot be over 1 inch in 8 or 10 feet, 
make the horizontal pipe two sizes larger 
than the vertical riser. When the garage 
is at a considerable distance from the 
boiler, and at a lower level, so that the 
condensation will not flow back by 
gravity, it is usually best to arrange the 
piping so that all condensation will flow 
to a low point, and trap it to a dry well 
or other drain, rather than to try and 
get it back to the boiler. Such an ar- 
rangement is shown in Fig. 6, a small 
expansion trap being employed in this 
case. Here, as before, the single-pipe 
connection is used, as it is more simple 
and will give equally good results when 
properly designed and installed. 

If the grades are such that the con- 
densation may be returned to the boiler 
by gravity, while the distance is too 
great for the single-pipe method, two 
pipes may be used. 

Another way of carrying pipes through 
the wall of a garage is shown in Fig. 7, 
in which case it is possible for the pipe 
to slide back and forth a certain amount 
under expansion. This arrangement con- 


Fig. 8 — Ventilator 
for Gasoline Va- 
por at Floor 


Fig. 7—An Asbes- 
tos Packed Joint 
Around Pipe 
Through Wall 


sists of a piece of pipe two or three sizes 
larger than the steam pipe, threaded at 
both ends and provided with caps, hav- 
ing holes drilled in the center slightly 
larger than the pipe passing through 
them. The space between the two pipes 
is packed with mineral wool or asbestos 
sponge, and the caps are screwed up tight 
to hold it in place. 

This device is in effect a stuffing-box 
like that around the piston rod of an 
engine or pump, and will allow the inner 
pipe to slide back and forth as it ex- 
pands and contracts. 

N arrangement of much conveni- 
A ence, but not commonly provided 
in a garage of small size, is a 
pit with three or four lines of steam pipe 
running around the sides, for use in 
thawing snow and ice from the under 
side of the car. This is not difficult to 
provide, as pits are often constructed 
anyway for reaching the under side of 
the car for adjustments and repairs, and 
the extra expense of putting in the coil 
is not great. The coil should be provided 
with valves, as it is only to be used on 
special occasions. 

If kept on at all times and used for 
room or general heating as well, it might 
injure the car if left standing over it 
continuously. Although no _ particular 
effort is made to ventilate garages of 
small gize, it is well to provide some 
means of freeing the room of any gas 
which may be formed temporarily due 
to the spilling or leakage of gasoline. 
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Dehn’s “PEERLESS” 


Floor Drains 


Garage 
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These and our one hundred or more other styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN'S SANITARY 
SAFE GUARDS No. 16 contains many new and 
improved fixtures. Write today for fullinformation. 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 


419-421 North 52nd Ave., CHICAGO, U.S.A. 
Long Distance Tel. Austin 543 


WAKE UP! 


Big Profits for Plumber 


You certainly have a prospect for the 
ORIGINAL WALTHER IMPROVED 
GAS MACHINE (Cold Process) the gas 
and light of the age for country homes. 
A postal will bring our catalog and liberal 
discounts. 


FIVE PROFITS FOR YOU 

On Gas 
Machines 

On Gas 
Fixtures 

On Gas 
Ranges 

On Gas 
Piping 

On In- 
stallation 


it 
GROUND: | 


LER GAS MACHINE CO, 
APORTROWA i 


Walther-Vogler 


Gas Machine Company 
711-715 Harrison St., Davenport, la., U.S.A. 


THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


15 Broad St., New York 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
“THE BELL.” in the future, Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


ANDREW BELL, 373-375 Market St., Newark, N. J. 
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“NORKA” 


RADIATORS 


CRAIG 
BOILERS 


May we Send a Catalogue? 


Williamsport Radiator 
Company, 


WILLIAMSPORT, PENNA. 


99 Beekman Street, 
NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 
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As this gas is heavier than air the out- 
let should be at the floor, and may be 
of the general form shown in Fig. 8. 
This consists of a galvanized iron sleeve 
extending through the outer wall and 
provided with a protecting hood turned 
down, as indicated. 

This should be furnished with a strong 
wire netting to keep out small birds and 
animals. It is also well to provide a 
damper or slide for closing the opening 
in cold weather, except when needed for 
ventilating purposes. 

Two other points, while not coming 
under the subject of heating, are closely 
related to it, and may well be included 
in the present article. One of these is 
the water supply for washing purposes, 
and the other one is the drainage. 
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F all the facts about 
vapor heating were 
generally known by 
architects, engineers 
and heating con- 
tractors, I firmly 
believe no other 
method of heating 
buildings would be 
used. 

This statement is 
made after much 
consideration and re- 
flection and answer 
= will be made in due 
time to any one who may take ex- 
ception to it. 

Vapor heating is as speedy as hot air 
heating and as easily controlled. With 
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Methods for obtaining a hot water 
supply have already been described. A 
convenient arrangement for washing is 
the revolving head or swivel attachment 
with a short length of hose. A device of 
this kind is attached to both the hot 
and cold water supplies with a mixing 
valve for obtaining water of the desired 
temperature. This arrangement can only 
be used with a hot water tank heated 
by steam, as the pressure from a vented 
expansion tank, as shown in Fig. 4, 
would not be sufficient in a building of 
ordinary height. 

The drainage system of a garage is 
important because means must be pro- 
vided for preventing any leakage or 
overflow of gasoline from reaching the 
sewer. If this occurs, the gas which is 


the best method of hot water heating 
and the resulting room atmosphere is far 
more pleasant and agreeable. 

Vapor heating is noiseless. In fact, 
it approaches the ideal in heating more 
closely than it is approximated in any 
other line of endeavor. 

Vapor heating is, of course, steam 
heating and what is meant here by vapor 
heating is the method of heating in 
which steam is circulated in a system 
of piping and radiators at or about at- 
mospheric pressure without the use of 
pumps or automatic appliances of any 
sort attached to the radiators, and the 
condensation is returned by gravity, 
either to the boiler, or to a receiving 
tank from which it can be pumped 
into the boiler as the necessity arises. 
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formed may find its way into the drain- 
age pipes of other buildings, and under 
certain conditions is capable of produc- 
ing dangerous explosions. 

Gasoline may be prevented from reach- 
ing the sewer by providing a catch-basin 
with the outlet to the sewer taken from 
a point near the bottom, but so arranged 
that the basin will stand partly full of 
water at all times, thus sealing the out- 
let like an ordinary trap. The gasoline, 
being lighter than water, will rise to the 
surface and evaporate, the gas either 
overflowing into the garage or being 
carried outboard by a special vent pipe 
provided for this purpose. There are 
several forms of catch-basins or traps in 
common use for this class of work, but 
the general construction is the same. 
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SOME FACTS ABOUT 
VAPOR HEATING 
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of in the same manner as one who 
would recommend pumps to draw the 
water out of an elevated tank to some 
point at a lower level. F 
In vapor heating, after all the amount 
of radiating surface has been deter- 
mined, the aim of the designing engi- 
neer is to get the steam to the radiators 
with as little friction loss as possible 
and to provide a free drain line from the 
radiators that will carry away from 
them, the condensation and air as 
quickly as possible. 
Engineers designing vacuum pump 
jobs have been driven to recognize this 
requirement in their work also, and the 
best engineers on such work now de- 
sign so carefully that their jobs will 
operate as well without the vacuum 
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vapor heat, the heat delivery from the 
radiators can be regulated to. suit 
weather conditions more easily and 
positively than with any other method 
of heating. 

The temperatures of the radiating sur- 
faces are as low in vapor heating as in 
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Piping Layout of a Closed Return Type Vapor Heating System 


If the circulation of steam in a heat- 
ing system had received the same 
amount of intelligent research that has 
been given to the distribution of elec- 
tricity, the engineer who advocates the 
use of a vacuum pump to circulate steam 
in a heating system would be thought 


_ tems, and the automatic traps that the 


pumps on the returns as with them. 
As a matter of fact, if the manufac | 
ture of vacuum pumps, for heating sys | 


use of vacuum pumps demands, were | 
not so profitable, it would long ago have 
been found that successful heating 10 | 
the highest meaning of this expression _ 
can be more easily obtained without 
such apparatus than with it. k 

When a heating job has been so de 
signed, and the history of thousands of 
successful jobs installed during the last | 
forty years shows this accomplishment ' 
is easy, when the underlying principles — 
are grasped, a properly erected vapor job. 
will do anything that the most corel ! 
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designed pump vacuum heating job will 
do. It will further do many things that 
the most carefully designed pump 
vacuum heating job will not do, and it 
will do these things year in and year 
out, without any skilled attention, as 
long as the piping and radiation will 
hold together. 

The question of the fuel economy of 
vapor heating will be discussed in an- 
other part of this article. 

When the principles of vapor heating 
are known, it will be demonstrated be- 
yond question that the use of any auto- 
matic valve on the return end of a radi- 
ator is an economic waste. 

When a pump is used to induce cir- 
culation, an automatic valve or trap on 
each radiator, or group of radiators is 
necessary to distribute the pump’s 
energy and apply it as most required. 


is better, saving expense and trouble. 

The vapor heating people have demon- 
strated in their work that no automatic 
valves or steam traps, of any sort, are 
needed anywhere in the return system 
of a properly designed heating job and 
that steam heat can be economically dis- 
tributed over any extent of territory, to 
as many different buildings as desired, 
without the use of pumps or any kind 
of automatic valves or steam traps on 
the radiators. 

Vapor heating systems, of the kind 
this article covers, are of two types— 
those with the returns open to the at- 
mosphere, in which no pressure can 
ever be carried in the radiators, and 
those which have the open returns pro- 
tected with a heat valve that closes with 
the heat and permits any pressure de- 
sired to be carried on the radiators. 


ATmosmnemic Verve 


7. 


n Open Type of Vapor Heating 


System in Which 


ie 
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the Air Is Exhausted to the 


Atmosphere 


Long experience has shown beyond 
jestion that the use of an automatic 
ilve, or a steam trap on each radiator 
‘turn connection fails of its purpose 
cause of the great amount of atten- 
on these steam traps demand to keep 
em operating. 

It has further been proven that di- 
\ding the radiators in groups with a 
WE trap on the common return from 
ich group, is a marked improvement 
(er applying a steam trap to each ra- 
: and that this has resulted in 


eat economy of maintenance and much 
tter heating service. 

Practice having proved that cutting 
wn the number of steam traps on a 
ating job to be good, it follows that 
ing away with steam traps altogether 


Vapor heating of the latter class, also 
usually has a vacuum valve to seal the 
piping and radiators against the return 
of air that has been expelled from them 
so that heat can be delivered to the radi- 
ators when the radiators of an open re- 
turn system of vapor heating would be 
cold. 


OPEN AND CLOSED SYSTEMS OF 
VAPOR HEATING, 


HE two classes of vapor heating 
will be designated in this article 
as open and closed return vapor 
systems. Both classes of vapor heating 
consist, outside of the source of steam 
supply, of hot water radiators for heat- 
ing the space to be warmed, with the 
steam supply at the top of the radiators; 
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The Three Burnham Boilers 


HERE’S a Burnham Boiler for every purpose, from 
heating a large mansion right down theline to a cottage, 
a conservatory, or a hot water supply. 
The construction of each is based on the undeniable fact 
that ‘‘a long fire travel makes a short coal bill’”’. 


Send for new tall catalog. It’s said to tell the truth about 
boilers in general and the Burnhamin particular. 


Lord and Burnham Co. 


Irvington, N. Y. 

Troy, N Y.—Aird-Don Co. Boston—819 Tremont Bldg. 
Chicago— Davies Supply Co. 
Philadelphia—Haynes-Thompson Co. 


Providence—Allen & Reed Inc. 
Minneapolis— Roberts-Hamilton Co. 
Jobnstown, Pa,—Union Radiator Co. 


Water Heating 
Garbage Burner 


For Destroying Refuse 
Without Odor 


Burns the Garbage 
st ALL 
Heats 


the Odor 
Patented 


the Water you can use 
Send for Catalog No. 59 


KEWANEE BOILER COMPANY 


KEWANEE, ILLINOJS 
SAINT LOUIS NEW YORK 
SALT LAKE CITY 


CHICAGO 
KANSAS CITY 


THE MAHONY 


Sectional Water Boiler 
The Boiler with the Good Points 


Made of cast iron, so heavy that it will not corrode 
or wear out. 


Requires no brick work and can be set up complete 
in from one to two hours. 


Direct surface is so arranged as to bein a measure 
self-cleaning while its revertible flue surface is 
easily accessible for removing any accumulation 
of soot. 


Catalog for the Asking 


The Mahony Boiler & Radiator Co. 
TROY, N. Y. 


al a, » CV Will Please Mention This Journal 
SUBSCRIBER when Writing to Advertisers 
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JARECKI MFG. CO. 
ERIE, PA. 

BRASS WORK for STEAM, GAS, 
ATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 


Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, are and with Electric 
Motor Attachment. We 

ean furnish Bolt Thread- 


ap ing Attachment for these 
7 machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 


Is it worth while to save ten cents on 
a valve when you know youwill be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 
You will find our Steam Brass Goods 
just what you want. Write us 


KINSEY & MAHLER CO. 


SUTNAM 


“THE PRIDE v' NEW ENGLAND” 


TLRS 


Steam or 
Water 


Send for Catalog 


ewe mS ee ee re ee 


Putnam Foundry 
& Machine Co. — 


Factory: Putnam, Conn. 
OFFICE AND SALESROOM - - 73 SOUTH MAIN ST., PROVIDENCE, R. L 


The 
GILT EDGE Proposition 


The GILT EDGE Prop- 
osition which we are mak- 
ing to progressive up-to- 
date fitters means money 
in your pocket. 

GILT EDGE Heaters and Boilers are 
distinctly QUALITY products. 


Let us tell you why the GILT EDGE 
Boiler shown here has three times the heat- 
ing area found in other heaters. 


Our catalog has the complete GILT 
EDGE story. 


Send for it 


SCHWAB & SONS COMPANY 


Milwaukee, Wis. 


a two pipe system of piping very care- 
fully designed and just as carefully 
erected, to get the steam to the radiators 
and remove the water and air from 
them; a very sensitive damper regu- 
lator to limit the pressure the boiler 
can generate if a low pressure boiler is 
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used to furnish the steam; especially 
designed supply valves for the radiators, 
to give each one the heat it requires, 
but no more, and giving positive con- 
trol of the heat delivered from each ra- 
diator; return valves that will limit the 
amount of steam that can pass into the 
return main in case the supply valve is 
not properly adjusted to the radiator 
capacity; means of separating the air 
from the water of condensation and dis- 
charging it from the system of piping 
and radiation either into a chimney flue 
or elsewhere. 

With the open return class of vapor 
heating, a very sensitive damper regu- 
lator is highly important, and it is just 
as necessary that the boiler be absolutely 
controlled by the opening and closing of 
the draft doors. Many boilers, in fact, 
most boilers, are so poorly built that 
the operation of the draft doors fails 
to check and control the action of the 
fire. This feature of vapor heating must 
receive most careful attention or trouble 
will certainly result. Again, soft coal 
fires are most difficult to control. Boilers 
that give splendid service on vapor heat- 
ing with hard coal or coke are positive 
failures with soft coal, for this reason. 

With a properly designed supply valve, 
both classes or vapor heating permit 
fractional control of the radiators. The 
maximum pressure on the mains being 
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Dripping the Header on a Vapor Job 
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connection 


limited by the damper regulator, a 
given position of the radiator supply 
valve will heat a given portion of the 
radiator. This feature permits the ten- 
ant of each room to limit his use of 
heat, if he will, to the weather condi- 
tions, and it is this feature of vapor 
heating that results in fuel economy, if 
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used, and much stress is laid on this 
feature of such vapor systems by their 
promoters. Human nature, however, is 
always human, and much of it will for- 
get to regulate the radiator supply 
valves. On this account, closed return 
vapor systems are superior to the open 
return systems, as the heat delivery 
with them is controlled by the boiler 
fire in the same manner as in a hot 
water job. 

Open return vapor heating always :.. 
mands a slight pressure, at the boiler, 
although in a properly designed system, 
carefully erected, the radiators will 
heat with so little pressure at the boiler, 
that the safety valve may be opened and 
no steam escape from it, while the ra- 
diators are delivering heat. 

Closed return vapor systems are es- 
pecially adapted to soft coal fuel, for the 
difficulty of controlling the fire with this 
fuel makes it morally certain that ex- 
cess pressure will be generated at times. 
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Proper Method of Connecting Datiner 
Regulator 


At such times, the automatic heat or a 
trap valve prevents waste of steam, and 
it also insures more rapid heating. ~ 
This automatic heat valve or air trap 
leaves the system just as open to the 
atmosphere as an open return system, 
so the air is relieved just as freely and 
as quickly. 
(To be continued) i, 
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Thos. Maddock’s Sons Co., Weeki} 
A Snappy House Organ 


HERE comes to the editorial stafl 
ale of THe PLUMBERS’ TRADE JOURNAI 

a copy of the Anchor, publishe¢ 
by the Thos. Maddock’s Sons Co. of Tren 
ton, N. J., for the interest of its em 
ployees. It is distributed weekly t( 
those whose names are on the company’ 
payroll and contains each issue a lead 
ing editorial written by one of the headi 
of the several departments, some spic, 
bits of office news regarding the volum 
of business being done. This awaken 
a personal interest on the part of eacl 
of the workers in doing their part t( 
ward making each one work in uniso: 
with the other. Considerable space i 
devoted to the Anchor baseball teat 
which is leading the city league ¢ 
Trenton. A publication such as thi 
cannot fail to be of immense value t 
both the men and the company. 

It shows the new spirit that is toda 
becoming more important, that of mal 
ing each employee feel that he or sh, 
is a part of a large corporation, 2¢ 
simply a wage-earner, and that the Bu 
cess of the worker depends absolutely 0 
the success of the firm while co- -operatio 
means the advancement of the interes’ 
of both. We believe the Anchor is 
move in the right direction by the Ma 
dock’s Sons Co. and wish it every su 
cess. The editor-in-chief is H. 8. Ma 
dock, assisted by L. A. Kelly, J. F. Hu 
and J. T. Spicer. 
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Expansion of Steam Mains 


Editor THE PLUMBERS’ TRADE JOURNAL: 


when they were about to start up a 
new engine. The engineer asked how 
much the steam pipe would vibrate. There 
was a master mechanic from another plant 
in there all the time and he asked how long 
the pipe was, what steam pressure they had 
and what the temperature of the room was. 
The engineer told him, and after he had 
figured for a while he told him how much 
it would vibrate. I would like to ask how 
he got his figures and what formula he had. 
[ have looked in a number of hand-books but 
sannot find anything. Can you give me any 
nformation? 
Brooklyn, N. Y. 


|| ey in a steam plant the other day 


H. N. W. 


It would seem that our correspondent 
is confusing the vibration of steam pipes 
with the expansion of steam pipes. We 


know of no rule which will determine the 
vibration of a steam pipe. This is in our 
judgment entirely dependent upon how 
well stayed the steam pipe is, just how 
much the engine vibrates due to poor 
setting or rigid setting, the speed of the 
engine, and several other like conditions. 

Does not our correspondent mean the 
expansion of pipe? 

In the above letter the questions asked 
of the engineer by the master mechanic 
all have to do with the expansion of 
pipe; that is, how long the pipe is, what 
the steam pressure, and what the tem- 
perature of the room. 

If we are correct in our surmise the 
following table showing the expansion 
of 100’ of wrought iron pipe at different 
temperatures will prove of help to our 
correspondent: — 


Temperature of Length of Pipe | Length When Heated to the Temperature 

= load Soenestted 160 Deg. 180 Deg. 200 Deg. 215 Deg. 

= iss Ses 1 Lb. Steam 

Deg. Fahr. Ft. Ft. In. Ft. In. Ft. In. Bt In. 
Zero (0) 100 100 + 1.28 100 + 1.44 100 + 1.60 100 + 1.72 
32 100 100 + 1.02 100 + 1.18 100 + 1.34 100 + 1.47 
64 100 100 + .77 100+ .93 100 + 1.09 100 + 1.21 

Temperature of 

Air When the Length of Pipe 265 Deg. 297 Deg. 338 Deg. 

Pipe Is Fitted When Fitted 25 Lbs. Steam 50 Lbs. Steam 100 Lbs. Steam 
Deg. Fahr. Ft. Ft. In. Ft. In. Ahir In. 
Zero (0) 100 100 + 2.12 100 + 2.31 100 + 2.70 

32 100 100 + 1.78 100 + 2.12 100 + 2.45 
64 100 100 + 1.61 100 + 1.87 100 + 2.19 


Probable Shortage of Radiation 


fditor THk PLUMBERS’ TRADE JOURNAL: 


NCLOSED please find sketch of a 
y “Honeywell” heating system installed 
a year ago. This is a drawing of the 
econd floor, the first floor having another 
lant of its own, which coincides with that 
f the second. The first floor system works 
ike a charm, but the second floor will not 
leat in cold weather. The thermometer will 
egister 180° at the boiler and the rooms 
ire not comfortable. 
The boiler has an area of 550 ft., and the 
generator is situated at the boiler, with the 
‘xpansion tank in the bathroom. The build- 


ture registered 180°, we could have de- 
termined this at once. If the tempera- 
ture of water in radiators is 165° to 170° 
when boiler temperature is 180° and room 
remains uncomfortable, plainly, it is a 
case of radiator shortage. We believe 
trouble is that radiation was figured by 
rules of heat transmission, without allow- 
ing for the considerable loss through the 
roof. We have gone over figures very 


carefully and find that they are about 
correct for first floor, where no roof loss 
is to be considered, but considerably 


0 


Plan of Identical Installations, One of Which Heats While the Other Does Not 


ig is a flat-roof cement-block constructed 


at and stands in a somewhat exposed loca- 
on, 


Do you think the pipes are too small or do 
ou think a larger boiler would remedy the 
b? I hope to see this in the Queries and 
nswers columns of THE PLUMBERS’ TRADE 
SURNAL soon, together with your answer. 

Mil., Wis. seg a 

From description and information 
iven us, we would say that corre- 
pondent’s trouble is a shortage of radi- 
tion on second floor, Had he told us 
le temperature of water at each or any 
f the radiators when boiler tempera- 


short for second floor, where loss of heat 
units through roof is a factor of import- 
ance. For this type of construction and 
for correspondent’s locality, we recom- 
mend additional radiation as follows:— 
Square feet of ceiling x 20 


160 
Example: Sitting-room, 114%, x 16 = 
184 X 20 = 3,680 + 160 — 23 sq. ft. 
This addition will compensate for heat 
loss through roof and will make his sec- 
ond floor as comfortable as the first. 


What, Would Happen 


If the Temperature Regulator Failed to Work 


THAT would be very near impossible with 
a “PITTSBURG”; but assuming the unusual 
our Center Regulator Water Valve plunger 
would recede and permit the gas valve to 


close, preventing any over heating of the 
water. 
This CENTER-REGULATOR WATER 


VALVE is a unique mechanical improvement, 
eliminating the old brass to brass or split 
plunger construction which required continu- 
ous adjustment or rubbing down. 


Any alert plumber will tell you Madam 
that trouble calls are unknown with the 
fi DP eSsBURGESCENTER-REGULATOR 
WATER VALVE. This valve is a_ positive 
cure for reaction troubles—sticking—binding 
or wearing of the water valve plunger. Why 
it is really a COIL THERMOSTAT or temper- 
ature regulator. 


Certainly it is an indispensable improve- 
ment, nothing less than a THIRD SAFETY, 
which can only be found on the simplest auto- 
matic gas water heater built. 


THE “PITTSBURG” 


Made by the World’s Standard Makers 


Pittsburg Water Heater Company 


PITTSBURG, PENNSYLVANIA 
And all Large Cities. 
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The New 
“Oaken Bucket’ 


In the days of the 


“Old Oaken Bucket” 


there were few bath tubs 
and no modern plumbing. 
Every country home TODAY can 
have a SHOWER BATH at city 
pressure, modern plumbing and 
cool, fresh drinking water direct from 
a well or spring. 
The well can be of any size or 
depth and distance from house. 


The Weber 
Suburban Pump 


uses compressed air to force pure 
and cool water from  nature’s 
storehouse to any desired place at 
uniform pressure. Water is NOT 
stored in a tank but remains in the 
eround until the faucet is opened. 

None of the principal working 
parts submerged—no chance to 
freeze. 

COME and SEE the Glass Model, 
also standard 10 gallon size in 
daily operation at the Hudson 
Terminal Bldg., 50 Church Street, 
“Concourse Floor’’ FultonSt. end. 


Weber Subterranean 


Pump Company, 
MAIN OFFICE 


90 West St. 


New York City 


_|rainy weather the water 
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Correspondent has, in part, answered 
himself. The first floor plant “coincides 
with that of the second. The first “works 
like a charm,” consequently if both are 
piped alike, the piping cannot be at fault. 
If piping were at fault, defects would 
much more readily be detected in first 
floor than second, which has the ad- 
vantage of greater Leight above boiler. 

The 550 sq. ft. boiler selected was big 
enough for original amounts of radiation 
and would still be big enough for the 
first floor; when necessary additions are 
made to second floor, bringing total up 
to above 400 sq. ft. there will not be 
sufficient margin for a first-class job. 


—_— oo 


A Common Problem and One 
not Easily Solved 
Editor THE PLUMBERS’ TRADE JOURNAL: 


I have noticed articles on cesspools in 
Tur PLUMBERS’ TRADE JOURNAL from time 
to time and would like to have you give me 
some information regarding same. The 
proposition is as follows: The soil I wish 
to put the cesspool in is rather a clay soil 
and does not allow the water to leech 
or drain off as a good sand soil would. In 
in the cesspool 
rises to top of the ground and after the 
rain stops it goes back again. There is 
also some rock in the soil. 

All of the plans I have come across are 
rather expensive propositions and those that 
are not do not seem to be suitable for a 
fairly well settled suburban place where 


“ ye — 
: he ene we 


Inexpensive Septic Cesspool for Limited 
Grounds 


you have only lots 50 x 100 feet to work on. 
I would like very much to get a an inex- 
pensive cesspool layout that will give good 
service. 

Morris Cove, HacihasM: 

Correspondent’s problem is a common 
one that is often very difficult to solve, 
especially so because? of the expense 
limitation 

It is true that the common leeching 
cesspool is not the proper thing to use 
in such a soil as the soil in question. 

We presume that under the circum- 
stances the septic cesspool would be as 
inexpensive, and give as good an account 
of itself as anything else that could be 
devised. 

Such a cesspool is made tight, a Port- 
land cement coating over the inner sur- 
face giving the desired result. 

Outside the tight cesspool, completely 
surrounding it, and underneath it as well, 
a deep filling of broken stone or gravel, 
and sand should be used. In the present 
instance the greater the amount of this 
filtering material, the better the results 
will be. Well up toward the top of the 
tight cesspool, at different points around 
it, overflows of 2-in. pipe should be 
placed, carrying the liquid as it accumu- 
lates into the filtering material. Such 
a@ cesspool we show in our illustration, 
Fig. 1. 

The solid matter accumulating will 
have to be removed at intervals. 

It is very important that the overflows 
shall be on exactly the same level, s0 


Conn. 


that each shall do its share of the work. 

Another method would be the use of 
a septic tank of two compartments made 
glazed tile, 


of 24-in. two lengths for 


Therefore to give 4 square feet, 180 ir 
or 15 ft. of %” pipe would be neede 
From this estimate it would seem th; 
the present coil is entirely too small, ¢ 


each compartment, with an automatic 
siphon in the discharge chamber. The 
discharge should be carried if possible 
into some considerable body of filtering 
material. We show this arrangement in 
Fig. 2. 

We trust that with these suggestions 
correspondent may solve his difficulty. 
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Job not Correctly Piped for Best 


Results 
Editor THE PLUMBERS’ TRADE JOURNAL: 

I enclose herewith a sketch of a hot water 
job which does not heat above luke warm. 
The customer complains that with a large 
fire in heater the coil will not heat boilers. 
Although I have my own idea of the trouble, 
I would like to have your opinion before I 
try to remedy it. I will also ask you how 
to determine size of coil for a given amount 
of water. A reply through the Questions 
and Answers columns of THE PLUMBERS’ 
TRADE JOURNAL will greatly oblige. 

Winthrop, Mass. Ce AMG 

In Fig. 1 we show the job which corre- 
spondent says is not giving satisfaction, 
and we find several points to criticise in 
this work. 

In the first place, we do not like the 
connections of the heater coil and laun- 
dry stove to boilers. 

We would naturally suppose that the 
upper boiler would get most of the hot 
water, and that the lower boiler would 
work least satisfactorily, for the reason 
that hot water will tend to reach the 
highest point. In Fig. 2 we show a con- 
nection that will tend to favor the lower 
boiler and distribute the hot water more 
evenly. 

The expansion pipe from the lower 
boiler is connected properly, but that 
from the upper boiler is not, and will not 
relieve the air that may collect in the 
high part of the piping. In Fig. 2 we 
show this error corrected. 

We do not understand the connection 
from the middle top opening of the 
lower boiler in Fig. 1, and can see no 
use for it, so have cut it out in Fig. 2. 

It is generally estimated that when 
covered with live coal, 1 square foot of 
heating surface in a coil will heat about 
15 gallons of water in the boiler to be 
heated. Therefore, 4 square feet would 
be needed to heat the two 30-gal. boilers. 

Forty-five inches of %-in. pipe repre- 
sents 1 square foot of heating surface.. 


run that is made. 


We think the estimate above is 
and that probably less than 15 ft. 


to Frxtores 


Hot to Fixtures 


Coll in Heater, 
ott 44° Fipe 


Fig. 1—Job Which Fig. 2—S8 
Fails to Work Errors in 
Properly 


be O. K. This correspondent wi 
ably be able to judge. 

We might add that 1-in. pipe 
call for 36 in. per square foot of 
surface. 

ee 


Information Regarding S 
Disposal Plants 


Editor THE PLUMBERS’ TRADE JOURN 


I have a job of plumbing and he 
the country. The building is drain 
ditch. There may be a possible d 
ditch filling with water and then | 
cesspool and back into basement. 
best method to prevent water from 
basement in that event? If back-w 
nection should be used, what kind 
and where should we locate it? T 
stands 75 ft. to rear of cesspool 


Correcte 


cesspool is 150 ft. from the ditch, 


Also give proper size cesspool for 


nary 8-room residence with basemen! Es 


down spouts will empty into other tile 


and two will help to wash sanitar 
Is a syphon in cesspool a good thin 
and should a cesspool be ventilate 
owner wishes to bury cesspool und 
also. i 

Cleveland, Ohio. A. 


We do not quite understant 
spondent’s job. If it is a: 


Bas 
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Where do the Dirt, Dust 
and Germs Go? 


The New Complete HYDRO 
Vacuum Cleaner takes the dirt, dust 
and germs that it gathers up through 
the house and delivers them to the 
sewer, out of sight and danger, instead 
of depositing them in a dust can or 
bag that must ne- 
cessarily be emp- 
tied—a dangerous 
and unsanitary 
operation. 


The HYDRO is the /ast 
and final step in the search 
for a Perfect, Economical 


a rs and Sanitary Vacuum 
zal Cleaner. It is now ready 
\ Sol for every plumber and 
S| sanitary engineer in the 
3g) United States who desires 

( 


SS 


to represent ft.) [hem v= 
DRO" is*.soldat-ankex-= 
tremely reasonable price 
complete with twelve at- 
tachments. It is perma- 
nently installed in the 

basement and con- 

sumes but one-tenth 

the amount of water 
that flows from an ordi- 
nary faucet. Getthe Propc- 
sition and Price List today. 


To the Sewer 


The Hyrdraulic Va- 
cuum Cleaner is fully 
protected by United 
States and foreign 
Patents, and all in- 
fringers or imitators 
will be prosecuted 
to the full extent of 
the law. 


The Hydraulic Vacuum 
Cleaning Co. 


1038 JENKINS ARCADE, PITTSBURGH, PA. 


leeching cesspool, we should not look for 
trouble from the ditch if 150 ft. away. 
If from the cesspool to the ditch there 
is an overflow, and the danger comes in 
the ditch filling and backing up through 
the overflow, it might be well to use an 
easy acting back water valve, of which 
there are many makes on the market. 

A back water valve on the waste pipe 
from house to cesspool would prevent 
backing into the house. If the leeching 
cesspool is used in a good filtering soil, 
the size of the cesspool is not of great 
consequence, a comparatively small cess- 
pool being O. K., but a small one will 
have to be cleaned oftener than a larger 
one. 

We would not advise entering the down 
spouts into the cesspool. 

We would, however, advise ventilating 
the cesspool. There is no occasion for 
using a siphon in a cesspool. In the 
case of this septic tank in automatic si- 
phon is a necessity, but in that case only 
liquid which enters the discharge cham- 
ber is handled by the siphon, whereas if 
used in the ordinary cesspool the siphon 
would carry off both liquid and solid, 
and at once cause all kinds of trouble. 

A septic tank properly installed can- 
not be excelled, and is far superior to 
any cesspool. 

—_——__—-e———_— 


Crown Vents Easy to Clog With 


Grease and Refuse 
Editor THE PLUMBERS’ TRADE JOURNAL: 


removed many sinks and other 
and have always found the vents 
when the vents were 


I have 
fixtures, 
plugged with grease, 


A B 
Fig 1— Crown Fig. 2 — An Im- 
Vent Which provement, But 
Becomes Clogged Not so Good as 
Easily Fig. 3 
taken from the crown of the trap. Wher- 


ever possible I always try to connect my 
vents in the manner shown on sketch here- 
with. 

Mahwah, N. J. J Ve_B: 

The sketch shown in Fig. 1 represents 
the old connections our correspondent 
refers to when he speaks of the vents 
being found stopped up with grease at 
“A.” It is a fact well known to the up- 
to-date plumber that vents connected at 
the crown of any trap are subject to this 
complaint and that for this reason the 
connection of a vent at this point has 
fallen into disfavor and is no longer used 
on good work. Fig. 2 shows what our 
correspondent says he uses instead of 
the old style method of Fig. 1. As far 
as grease in the vent pipe is concerned, 
this second method is much preferable 
to the first, but we doubt if the ease of 
the drainage flow at “B” is anything 
like it should be or even equal to a 
drainage T .It would seem that this 
method is scarcely to be preferred either. 
To overcome this difficulty, we suggest 
the use of a % “S” trap instead of the 
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% “S” which is being used. This ig 
shown connected up in Fig. 3 and ought 
to give better satisfaction. It is assumed 
that as this is old work, the soil and 


Fig. 83—While Better Than Figs. 1 and 2 2 
This Installation Is Not Best Practice — 


vent pipes and outlets are fixed and im- 
movable so that at best this is only an 
improvement over Fig. 1, and not a sam- 
ple of modern first-class work. 


—-+e——_ 


Cooling Water for Table Use 


Editor THE PLUMBERS’ TRADE JOURNAL: 

Will you tell me the best and cheapest 
way to cool 50 gallons of water three times 
daily for table use? Ice and water to be 
separated. 

Princeton, N. J. SUBSCRIBER, 

A good method for cooling drinking 
water out of contact with ice, is to in- 
sert a coil in the piping of the water 
supply system, locating this coil in a 
box which can be packed with ice. : 

Often the coil might be located in some 
box packed with ice for other purposes, 
such as the storing of milk, so that it 
would not be necessary to furnish ice 
especially for water cooling purposes. 

Best results can probably be obtained 
by using a flat coil with the ice packed 
on top of it. If this does not give stor- 
age enough, a coil can be used which cir- 
culates around the box, with a sufficient 
number of turns to provide ample 
storage. 

We do not know whether the water is 
to be used gradually or whether its use 
comes at stated short periods, making 
sudden large demands. If the latter, a 
larger storage, of course, would have to 
be provided. 


————— 


Thumping Noises in Range Boilers 


Editor THE PLUMBERS’ TRADE JOURNAL: © 

Please advise why a kitchen range boiler, 
when filled with hot water, snaps and cracks 
when cold water is turned on at any of the 
fixtures and all connections to boiler are 
correct. 

Rochester, N. Y. A SUBSCRIBER. . 

Some of the causes of cracking and 
rumbling noises in range boilers are 
viz.: Partial stoppage of boiler supply, 
house service pipe or return on range 
connection, air pocket in water front, too 
small boiler tube, wrong pitch on range 
flow pipe, sag in range pipe, and too 
great heating surface. : 

When there is a partial stoppage of 
the supply to boiler, service pipe or re- 
turn on range connection, the opening 
of a faucet will draw water faster than 
it will enter the water front, and as a 
consequence steam will tend to form, and 
as cold water comes in the steam -con- 
denses, causing the noises which — 2 
luded to. 

When the faucet is closed the cia 
will often stop, as the pressure rea 
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Bridging a Span of Fifty-Three Years 


The Thos. Maddock’s Sons Co. have maintained the reputation for making the highest quality of sanitary 
pottery that is offered in the trade. 


Mr. Thomas Maddock 


Quality was the first essential required by Mr. Maddock when he founded our business and it has been 
to the adherence to the principles which he considered vital to success that the steady growth of the Thos. 
Maddock’s Sons Co. can be eredited. The Anchor is your safeguard. 


frchitectural Catalog maintained in the Building 
Trade Calalog (A. B. C. System—Section 35-B; Catalog §) 


% eats, Lon Ih 
‘ Srey 
ott 


Thos. Maddock’s Sons 


The Oldest Sanitary Potters in America 
Trenton, N. J., U.S. A. 


FIRE 
PROTECTION 


The SIMMONS LINE of Fire 
Equipment Specialties embraces 
everything designed for the pro- 
tection of lite and property. 


“Made in accordance with under- 
writers and Fire Department Spec- 
ifications with special heavy checks 
and finished trimmings, highly 
efficient and fully guaranteed.” 


@ By installing such depend- 
able specialties as are herein 
shown you offer your custo- 
mers absolute protection a- 
gainst appalling losses by fire, 
and a certain decrease in the 
cost of insurance. 


“Josico” Fire Extinguisher 
Entirely new in design and ex- 
ceedingly higher in efficie: cy. 
Overcomes objectionable features 
found in usual types. 


@ Fully 75% of heavy losses 
by fire—daily chronicalled in 
the newspapers—are due to 
negligence. Should the build- 
ing be properly equipped 
with the “SIMMONS” Spec- 
ialties thousands of dollars 
and many lives would be 
saved. 


“Star” Swinging Hose Reel 


Improved design made in iron, 
bronzed, japanned or electroplat- 
ed. Made to harmonize with any 
furnishings. Best reel made. 


@ Master Plumbers should 
have our handsome new cat- 
alog containing full line. Sent 
on request. 


“Siamese” Stand Pipe 


with single check, plugs and 
chain. Guaranteed test 300 lbs. 
Made in brass. 


JOHN 
SIMMONS CO. 
110 CENTER ST. 


New York 
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a point where steam does not form. 
Whenever, for any reason, steam forms, 
this trouble will occur. 


—————— ee 


Removing Lime Deposit from 
Water Back 


Editor THE PLUMBERS’ TRADE JOURNAL: 


Would you please advise me if there is 
any acid preparation that can be used effect- 
ively in water-backs to dissolve the lime 
deposit after same has become hard. Of 
course, the water-back is to be taken out 
of range for the acid application. 

Ruxton, Md. R.- Ho. 


The cleaning of limed water fronts by 
the use of acid is not generally entirely 
effective or satisfactory, especially if the 
water front is badly filled. 

If it is to be cleaned in this way, how- 
ever, muriatic acid should be used. Take 
the water front out, and immerse it in 
the acid, leaving it for two or three 
hours, depending on the amount of lime 
and strength of acid. The water front 
should then be thoroughly washed with 
water. : 

Correspondent can try this method and 
it may perform the work satisfactorily 
to him. 


— $e 


May Be Stoppage Somewhere in 
System 
Editor THs PLUMBERS’ TRADE JOURNAL: 


I hand you herewith a sketch of a job 
that I have installed but does not give the 
results that I expected of it. The water does 
not run as it should. When a pail of water 
is drawn at the sink it stops entirely on 
either hot or cold. When the closet tank 
is filling, you cannot get a drop at the sink 
basin or bath and it takes the closet tank 
about ten minutes to fill. 

When the water stops there is a rumbling 
noise in the range boiler, which is in the 


Exp onsion 
ge 


ype 


Fig. 1—Job Piped Correctly, But Which 
Will Not Work 
bathroom. The pipe is large enough to sup- 
ply the water and every piece had the burr 
reamed out. Do you think that the 4” 
cross-over under the floor would interfere 
with the flow or stop it off? I was very 
careful to see that none of the pipe was 
blocked and tried them out with 60-lb. air 
pressure. I used the air to blow out what 
dirt or lead that may have gotten in, but 
to no avail. I have been a subscriber to 
Tum PLUMBERS’ TRADE JOURNAL for the last 
four years and it has been a big help to me. 
I have never met with anything like this 
problem in my time and will be very much 
pleased if you can give me any information 
as to what to do to make it give better 
results. 
Scranton, Pa. Ww. M. 


In Figs. 1 and 2 we show the two il- 
lustrations of the work which corre- 
spondent has submitted. 

Fig. 1 gives by far the most informa- 


tion, and from it we cannot see that 
work is installed other than corre 
We note that both hot and cold 
plies are affected, which leads us to 
lieve that there is trouble either at 
Wyre ES eee 

~— Frorm Lo//er 


Sia" 


{ 
| 


Ty" 
— Jo Both Foor 


Fig. 2—Water Drawn at Sink I 
tem Out of Commission 


shut-off at tank or at the ope 
the tank. 

We would advise corresponden 
at those two points for a sto 
obstruction. 

—_—_4+-———— 


Solder Flux For Alumi 


Editor THE PLUMBERS’ TRADE JOUR 


aluminum? 

same published in next issue of TH 

ERS’ TRADE JOURNAL. 
Philadelphia, Pa. 


There are two great difficulti 
soldering of aluminum. It is 
conductor of heat, and the ra 
drawal of heat from the joi 
troubles. Worse, however, is 
that galvanic action always ta 
between the aluminum and the 
this action resulting in corr 
destruction of the joint in tim 
completed the joint may appear 
and yet in a few months galva 
may destroy it. 

The following solder is sai 
good results: 30 per cent or le 
5 per cent or less of bismuth, } 
per cent or more of tin. a 

Another solder is made viz.: 1.55 
tin, 23 parts zine, 5 parts silver : 
parts aluminum. wee 

$+ 


Fort William Henry Tave 
Delightful Vacation Reso 


N 1848 there was built on the § 
I a famous battlefield on the sh¢ 
Lake George, a country inn | 
“good old times” type,—the Fort W 
Henry Tavern. The reports of th 
pitality and good cheer dispensed 
little road-house won for it many 
friends and as it gained in patron 
also it grew in size, keeping stead 
with the march of progress, estab! 
name and fame for itself as © 
America’s foremost mountain-tal 
sorts. 

Many will remember the majes 
building with its charming blend 
the past and present, and its d 
tion by fire early in June of 1909, 
loyal adherents as sincere sort 
would the loss of a revered friet 

As Lake George entertains som 
visitors from New York and 
states every summer, and the nut 
growing larger yearly, the deman¢ 
large first-class hotel there is 
tive; therefore, the owners, the De 
& Hudson Co., with true 20th ¢ 
enterprise, began operations for q 
ing immediately, and two yea! 
(June 17, 1911) there stood on ¢ 


a 
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SELLING Co 
Foe ae 


Yes Sir! That Trade Mark is 
Synonymous With Success 


Wherever you find a successful master plumber 
you will also find 


Peerless Closet Combinations 
AND 


“Don’t Worry” Seats 


Ask any successful master plumber about Peerless 
Goods. We leave it to what he tells you as to whether you 
buy Peerless products or not. 


Peerless Closet Combinations 
AND 


“Don’t Worry” Seats 


have been made to meet the requirements laid down by 
progressive master plumbers. When you have told us your 
wants, we have carried them out. That explains the wonder- 
ful hold these goods have taken on the entire country. 


Oar Policy is 


‘Perfect co-operation in every 
way with the Master Plumber ’ 


Maximum 
Comfort 
Safety and 
| Economy 


Simple 
Durable 


“The World's Wyma 
Standard”  \‘ 
y Shower Mixer 


No other Shower Mixer on the market has such \ / 

a simple, dependable, and absolutely perfect 

control. It is this one central feature which ex- 

plains why so many Plumbers, Contractors and if 
Architects are now specifying and insisting on ng 


INGHAM SHOWER 
MIXER 


ee 
a 


“Maximum Comfort, Safety and Economy” Gace 


Every installation of the Ingham makes a satisfied customer for you. 
When you consider how easy itis to grasp the many advantages of 
the Ingham you see how easy it is to induce your customer to install it. 


For instance, you can show how the Ingham saves thousands of 
gallons of water which is usually lost while trying to adjust the temper- 
ature ofother shower mixers. 


You can easily explain the superiority of the maximum tempera- 
ture adjustment on the Ingham which absolutely removes all danger of 
scalding. 


Then you can tell about the easy control of the Ingham, and simple 
installation. 


Further, the Builder or Owner will readily appreciate the fact that 

the Ingham is the only Shower Mixer which is so designed that 

the steam, can be carried directly to the cold water without the 
usual disagreeable noise of steam pounding. 


Best of all, you can cite the testimonials of the leading Clubs, 
Hotels, Gymnasiums, Colleges, Industrial Plants, Residences, 
etc. in which Ingham Shower Mixers are installed. And 
there are many other superior features explained in our 


booklet. 


WRITE FOR some of these facts, also a detailed ex- 

planation of the INGHAM Shower Mixer, (with price 

list)—all contained in our Booklet “A Good Mixer”. 
It’s Free. Send coupon today. 


FREE 
COUPON 


IMPERIAL BRASS 
MFG. CO. 


Chicago, Ill. 


Without obligation 
please send me free 

a copy of your booklet 
**\ Good Mixer.”’ 


Imperial Brass Mfg. Co. 


DEPT. 188 


Mame 


Address 


Harrison St. and Center Ave. 


Chicago, Ill. 


ul ‘ UM) TN 


To 


same site a stately new fireproof hotel, 
American-Colonial in design and archi- 
tecture and up to date in equipment. 

This attractive resort has now be- 
come the Mecca for both pleasure and 
rest seekers and the thousands of guests 
entertained within her doors have long 
since found in this spot the ideal vaca- 
tion place. 

Fine, commodious rooms, all of which 
have running water, hot and cold, or are 
adjacent to numerous bathrooms, give 
just that touch of homelike comforts 
which many find so agreeable. 

Situated on the shore of Lake George, 
an unobstructed view of the many 
beauties of Nature may be had from the 
spacious veranda. As the hostelry is 
open both winter and summer, the colder 
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months find as many guests as 

milder. Boating, bathing, tennis, mo 
ing and other sports can be enjoyed 
this gem of the Adirondacks. A ear 
introduction from the manager of 

Hotel Champlain to the secretary of 
Lake George Country Club will give : 
of the guests the privilege of play 
on the latter’s nine-hole links. 

The best way to reach Lake George 
the water and rail route is via Hud 
River boats to Albany or Troy and f; 
there by train to Lake George. 

Interesting booklets with views ; 
matter describing the many scenes, 
well as giving other data, will be 
warded upon request to the Fort Willi 
Henry Hotel, Lake George, N. Y. & 
tion THe PrLumMpBeErRS’ TRADE JOURNAT. 
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Studies on Pressure Tanks for 


SN) Water Supply4= 


DESIGNS FOR INTERCONNECTIONS OF A THREE-WAY 
WATER SUPPLY EXTENSION 


CHAPTER XV 


HE layout shown in this arti- 

cle is one of the most compli- 

cated of the pipe connections 

thus far illustrated. This 

system is what is known 
among designers of water supply piping 
systems as the cross connected method, 
and that shown here is an example of 
the least confusing of such pipe con- 
nections. Because of this, the writer has 
singled it for description in a separate 
chapter. 

The functions of the corresponding 
parts of this diagram are essentially like 
those described in previous articles. The 
drawing plainly illustrates how the 
lateral and vertical branches of a tri- 
plex water supply are connected, and by 


By DENIS KEOHANE 


ous valves either or all floor risers < 
be supplied. For instance, riser “A” 
be supplied from high pressure sery 
by closing the stop cocks on the int 
secting branches connecting it to head 
B and C. Riser “C” is supplied direc 
from street main, when the stop co 
on its branches are closed and the s 
cock on the vertical branch uniting 
to header C is open. The delivery fr 
the supplemental receiver is furnisl 
to riser “D” by closing the stop co 
on A and C and so on for any num 
of floor risers. It will be noticed tl 
check valves are omitted from the ¢ 
nections, though elsewhere their use 
urged. Check yalves are needed on s0 
systems only where the operating of §1 


Three Means of Obtaining Water—High Pressure, Low Pressure, and Pump A 
iliary. Hither May Be Used by Manipulation of Stop Cocks 


which one relay section aids another. 
It also shows how any unit can be con- 
verted to supply an installation inde- 
pendently of the other. Class 2 and 
Class 1 pressure tanks are located about 
as shown in sketch. The high pressure 
service (Class 2) supplies pipe 1, which 
feeds the distributing manifold header 
A. The auxiliary unit (Class 1) supplies 
pipe 2, which feeds distribution header 
B. The distributing header C is fed di- 
rectly from street main service through 
branch pipe. By adjustment of the vari- 


cocks is left to careless persons. 
course, it is noticed that there are ché 
valves on some branches which ret 
or prevent the storage water from 0) 
to waste. | 
Attention is next directed to pu) 
pipe 4, which replenishes the high PT 
sure .tank. Pipe 5 is the drain, or 8 
eral emptying pipe from tanks, ¢ 
Pipe 6 is the street main service 4 
tracing pipe 6 along we see the mi 
ner in which it supplies header 
through branch 3 and Class 1 presst 


| 
| 
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Gentlemen of the Jury, 


Master Plumbers, 
We appeal to your judgement. 


About two years ago we placed the “SIWELCLO” Noiseless 
Closet before the trade. Outside of its general sanitary qualities, 
such as a first class syphon jet closet should have, we made no claims 
except its guiet working feature. The closet was built to be noise- 
less and Is. 


Since the “SIWELCLO” has found such favor with the trade, 
we have noticed a number of closets claiming the same _ virtue. 
Strangely enough the majority had formerly been advertised for 
some other feature. 


The “SIWELCLO” Closet is so constructed (the construction is 
specialand made integral) that when flushed the operation is quiet— 
more quiet than any closet we have ever seen. It issold only with 
our noiseless tank fittings to insure absolute satisfaction. 


Don't you feel that when asked for a noiseless closet you should 
get the “SIWELCLO”—the closet made for the purpose—the 
only one? Any jobber of supplies can fill your order. 


The Trenton Potteries Co. 
Trenton, New Jersey, U.S. A. 
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Tt will 


cost him more than he can make back in a year. 


Her word goes, She and 
the children rejoice or suffer 
—according to the heating 


system. And woe to the plum- 
ber who puts in the wrong one. 


The 


Has Piended fe -t re 5 Years 


simply because it’s built right from the start. 
“dead sure” of no come-back when you tell her 
Vapor always stands at every radiator ready to 
Turns off any degree without pounding. Heat stays 


ahead of the times. You can be 
these points about the Moline: 


enter at the turn of a valve. 


Present models are really five years 


up a long time after fire starts to go down, and can be revived almost imme- 


diately. 
radiators. 


FREE BOOK ON HEATING tells the whole story. 


No noise, air vents, waterin piping, or chance of freezing. Small 
A complete guarantee system, not a pump attachment. Price low. 


Write for it. 


Moline Vacuum-Vapor Heating Co. 
Dept. A, Moline, Ills. 


‘Mo more pressure Man ~ 
Mi Vol led hele mC Ust 
GS Sipe.” 


—— aa i (a ao (atone fe 
———— i 


Every Steam and Hot Water 
Fitter should have a copy of 


| House Heating 


By 


: Steam and Water 


House HEATING 


By 


STEAM & WATER 


CHARLES B. THOMPSON. 


Written by that eminent authority 
Chas. B. Thompson 


aud coaotaining improved heating 
methods in the home, accurate and 
simple rules and tables for comput- 
ing heat 
charts showing boiler power and 
coal consumption, heating systems 
for baths, 


radiation, losses, etc., 


swimming pools, etc. 


Vacuum Systems. Direct and 


Indirect Systems. 
This book covers the 


complete heating field 


258 Original Drawings, 265 Pages 


‘Price prepaid $3.00 


The Plumbers’ Trade Journal 
Publishing Company, 


45 West 34th Street 


_S Ss 


New York City 
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cylinder through branch pipe 7. Stop 
cocks 8 and 9 respectively contro] the 
feed water and equalizing tension to 
balance the water column in glass tube 
water gauge of Class 1 cylinder. Stop 
cock 10 admits air to the same unit. 
Stop cocks 11, 12 and 13 perform identi- 
cal duties for Class 2 pressure tank. All 
stop cocks numbered 14 are the drain 
or drip waste outlets. As regards check 
valves, it: is observed that one is placed 
on horizontal branch piece 3 to prevent 
the water in header C going to waste 
into low pressure street main during 
the time header C is in cannection with 
either header B or A through the risers. 
A check valve is inserted on Class 1 
pressure tank supply pipe 7 for the same 
purpose. As a precaution, a check valve 
is inserted on the feed pipe to the 
header B as shown. To shut off feed 
water from header A, close stop cock 1. 
To shut off feed water from header B, 
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Southern Wisconsin Master Plum- 
bers Discuss Sanitation 


@& BOUT thirty members were present 
A at the meeting of the Southern 
Wisconsin Master Plumbers’ Be- 
nevolent and Sanitary Club at Water- 
town, Tuesday, July 9th. These meetings 
take piace bi-monthly and are always at- 
tended by the progressive plumbers in 
Southern Wisconsin. President Wm. 
MeVicker called the meeting to order, 
after which he introduced Mayor Grube 
of Watertown, who addressed them and 
spoke of the wonderful improvement in 
sanitary conditions in and about his city 
which could be traced to the efforts of 
the master plumbers to secure proper 
sanitary regulations. 

The meeting was a very interesting 
one, subjects of sanitation, benevolence, 
city ordinance and laws governing plumb- 
ing were discussed and all present pro- 


Members of the Southern Wisconsin Master Plumbers’ 


Benevolent and Sanitary 


Club Who Met at Watertown, July 9 


close stop cock 2. By closing stop cock 
3, feed water is cut off from header C. 
Stop cock 7 shuts off water to Class 1 
pressure tank. 

The hydraulic pressure gauge is at- 
tached. on the vertical riser on a cross 
T branch whose side outlets are con- 
nected to both pressure cylinders. To 
register the degree of compression in 
high pressure receiver, stop cocks 15 and 
14 are closed and stop cock 16 opened. 
By opening or closing stop cocks 15 and 
16, the pressure in the auxiliary supply 
can be readily indicated. In order to 
obtain the pressures in either tank, the 
drain stop cock 14 should first be opened 
and then closed. This operation should 
not be neglected, even if the water pres- 
sure to be registered is known to be 
higher than the one previously recorded. 
We also should have shown a check valve 
between stop cock 15 and the cross T so 
as to prevent a flooding of the low pres- 
sure system from the high pressure tank 
(Class 2). This would surely take place 
if one could happen to open stop cocks 
16 and 15 and leave them open. The 
check valve tends to detain the move- 
ments of the pressure gauge to such an 
extent as to hinder it from registering 
quickly. Should there be frequent in- 
correct operations of stop cocks 15 and 
16, there would be no loss of storage 
water. That which should pass from 
Class 2 into Class 1 would be retained in 
the latter by the check valve 3. 

Regarding additional stop cocks on 
floor risers for shutting off the water 
from a particular floor, the same rules 
are recommended. The usual expansion 
or swivel joint method would natur- 
ally be adopted in installing the system. 


nounced the meeting of great benefit 
to all. 

The next meeting will be held at Madi- 
son, Wis., and the families of the mem- 
bers are also expected and invited to be 
present at a picnic that will be a feature 
of this meeting. Entertainment features 
have also been planned for the guests. 


wee ee Oe 


Doings of the Trade 
in Delaware 


EORGE C. HUTTON of 839 

Orange street, Wilmington, 

Del., is a hustler. A _ busy 

plumber, yet he takes time to 

serve the city as a member of 

its Board of Health, and his 

local association, as its treasurer. We wun- 

derstand that he also manages a farm of 

no mean proportions. Mr. Hutton was one 

of the committee which had in charge the 

recent annual shad bake, looking after the 

financial end as well as other trying details. 

Notwithstanding all these accomplishments, 

he has one other, so the story goes, and 

that is, managing an automobile. He is the 

fortunate owner of a good machine and he 

knows how to avoid other’s dust. Of course 
this is confidential. 


Bisco & Co., of 615 Orange street, Wil 
mington, Del., are quite busy with an 
abundance of alteration and jobbing work, | 
such as accumulates during the summer 
season. 


Charles Stewart of 508 Shipley street, 
Wilmington, Del., who played the part of 
the good natured chairman of the shad bake 
committee, contents himself with doing | 
jobbing and alteration work, of which they | 
say he has a goodly supply on tap at all 
times. 


J. H. Wigglesworth of 231 E. 4th eet| 
Wilmington, Del. reported business good. | 
His store is quite up to date and well sup 
plied with fine plumbing fixtures. | 
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Efficiency 


Is What Counts 


ae BIGNESS is no advantage in 
a toilet tank. Most tanks are so 
large that they are ugly,—needlessly so. 
Most tanks are absurdly heavy. There 
is altogether too much waste space in the 
ordinary tank and too much water that 


does no work. But the 


High Water 
Level 


Low Water 
Level 


CopPer 


axe nit’ TANK 


is small and good to look at. It can be in- 
stalled in fifteen and a half inches of wall 
space and it stands only seven and five eighths 
inches from front to back. There is no waste 
space in it and not an ounce of superfluous 
weight. One man can easily handle it. The 
water level before flushing is the highest pos- 
sible;—after flushing it is the lowest,—which 
means that the working efficiency of the tank 
is 100%. 


The Pfau White-Copper Tank will do all the 
work that a big tank will do and do it better 
and without half as much noise. The price is 
reasonable and the profit good. 


The Pfau White-Copper Tank can be installed in connection with any type of bowl and 


will give perfect satisfaction under all conditions. 


All sizes cf seats shown in the Pfau Catalog 


can be had in Pfau White finish to match the Pfau White-Copper Tank. 


All Jobbers — 


Guaranteed by the Makers 


THE PFAU MANUFACTURING COMPANY 


CINCINNATI, OHIO 
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IG BEAR Lani 
Bvanston Snow, the 
cute little repre- 
sentative of the 
Peerless Selling 
Company, decided, 
Wednesday, that in 
view of the many 
temptations which 
beset him on all 
sides in the big city, 
a chaperone would be the proper scheme. 
He therefore finally succeeded in joining 
the Sunday-school class of delegates, 
which is taught and chaperoned by Ab 
Weinberg of Youngstown. Everything 
went smoothly until suddenly he dis- 
covered that he had lost his watch and 
he at once resigned from the class, 
pointing the finger of suspicion at each 
member. 


It is surprising to note that occasion- 
ally a bright chap wears a celluloid collar. 
Billy Dill of Muellers bought a few dozens 
Wednesday of the convention week. 

Geo. Moore of Evanston, Ill. a con- 
firmed convention-goer, was the lone 
delegate from the North Shore Asso- 
ciation. 


Ww. J. Hilliard of Elmhurst, Ill., presi- 
dent of the Illinois State Association, 


Bill Hughes of Minneapolis Wanted to 
Prospect in the Hills 

with R. P. Kennedy of Alton and John 

McKay of Winnetka, were delegates at 

large from Illinois. 


The ever pleasing and hospitable dele- 
gation of “Peerless” entertainers were 
responsible for the handsome floral bou- 
quets the ladies carried to the organ 
recital at the Tabernacle. 


Pittsburgh, Pa., was well represented 
by President W. H. Rowswell and Secre- 
tary E. M. Tate of the local association 
and Hugh M. Hay. All of these chaps 
proved themselves genial hosts on the 
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dedleatsstectsctsctsctsctectectedtedtectastastastastsstsatsatsatsatsctsctsdtsctsdtedts, 
Happenings Among the 
Delegates and Visitors 
at Salt Lake Convention 
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way to and in the convention city. 

A long wait at Chicago did not dam- 
pen the ardor of “Bob” Beaumont, Geo. 
S. O’Neill, “Bob” Quinn and Mr. and Mrs. 
J. H. Cadigan of Paterson, N. J., who, 
with the rest of the delegation, met the 
New York special at Chicago. Although 


Se 


kindly chaps with an indomitable will, 
that characterizes him as an ideal leader. 
He led the other Ohio delegates a merry 
chase from the hotel to convention hall 


and return. From Ohio we also met 


H. P. Cahill, Akron; John Drees, Cleve- 
land, 


state president; Ab Weinberg, 


The Philadelphia Delegates Leave Their Pullman to Stretch Their Limbs En Route 


somewhat tired through their tedious 
wait, the spirit of the party revived and 
all greatly enjoyed the beautiful scenery 
along the route to Salt Lake City. 


Carl J. Stein of Chicago and his wife 
joined the special train of their home 
city at Colorado Springs. Mr. and Mrs. 
Stein made the trip to Denver about 
ten days previous in order to visit Mr. 
Stein’s brother at that city and take in 
the side trips around Colorado Springs. 
They are going to Spokane, Portland, 
Tacoma, and Seattle, returning to Chi- 
cago via the Canadian Pacific. 


John Vogelpohl, a recent president of 
the Cincinnati local, is one of those 


Youngstown; Wm. Gerkins, Toledo; G. 
Ridenour, Springfield, and Al Eynon’s 
body guard, consisting of Messrs. Fife, 


Ahrhardt, Westrick and Deuble, all of 
Canton. 
Harry Cahill of Akron, Ohio, says: 


“No matter how expensive gas becomes, 
Bill Gerkins of Toledo, Ohio, will always 
have an abundant supply.” 


One of the early convention-goers who 
has seen his three score years and ten, 
who was present as a delegate from New 
York City, is William Young. Mr. Young 
denied all claim to being a member of 
the Mormon bishop’s (Brigham Young) 
family, but says that one reason why he 
went to Salt Lake City was to see how 


A Short Halt for a Rest at Bingham Where the Visitors Viewed the Copper Mines 


j 


all the other members of the Young cle 
were making out. 


The sight-seeing automobiles did 
land office business. The women folk 
with visitors who were not delegate 
enjoyed the beautiful scenery in and 0) 
of the valley and in some instances | 


the base of the hills. 
| 


The tallest man at the Convention w) 
Frank Hoff of Wichita, Kansas. In h) 
thick woolen socks he stands seven fe 
six. This may be a typographical errc 
possibly it should read six feet seve 
At any rate he is some tall. It is a sa 
wager that a man has got to have son 
height to him when the kids on t) 
streets look up to him and inquire, “Ho 
is the weather up there?” He w 
pressed for second place by G. M. Smi 
of Denver, Colo. Mr. Smith tips t) 
scales at six feet. 


Ww. A. Loftis is president of the Atlant 
Ga., delegation and state vice-presider 
Delegate Melson is vice-president of A 
lanta. The other delegates in attendan 
were Messrs. Stewart, Lynch, Smith ar 
Seckinger. Mrs. Loftis was the chap¢ 
one of the party. 


In order to have his wearing appar 
in plenty of season, A. Selden Walker 
New Jeresy expressed his trunk thr 
days ahead to Salt Lake City. For son 
mysterious reason the trunk had D 
reached its destination up to last repor! 
Examining Mr. Walker’s trunk cheek, 1 
could not suppress a start to find ti 
number to be thirteen. If any delega 
got away with an extra trunk which do 
not belong to him he might get in oN 
with our friend Walker. 


S. H. Morgan of Detroit, Mich., sai 
“Byery loyal member should be a wa 
ing, talking press agent for the Assoc 
tion that claims his allegiance, and th 


Treasurer McCoach’s Fishing Party ¢ 
Salt Lake 


there is always more opportunity for } 


promotion of good in any progress? 
association.” 


i 


The Joneses are making a strong a 
for the honor of being the leading far 
of Salt Lake City. It is getting down? 
a strong finish between the Youngs il 
the Joneses. The latest addition to 
force of the Joneses was the arrival ? 
July 4th of a young Jones, presented J 
the stork to Secretary and Mrs. F. i 
Jones. It was certainly a patriotic sp! 
that the Jones family displayed. | 


En route to the National me 
John R. Alpine, president of the Unid 


if 
| 
(i 
i 
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IRON CITY 


IS THE 


In the making of IRON CITY Enamel Ware we 
maintain a high standard of quality. Every piece 
must pass a rigid inspection before it receives the 
Black and Gold label that stamps it as the leader 
in the enamel ware field. 


PLATE D 112 
Made in one size only 
22 X 27 


Iron City 
Pittsburgh, 


Sanitary Mfg. Co. 
1 Pennsylvania 


eS 


The Milwaukee 


Heat Generator 


This shows a sectional view of the 
‘sMilwaukee’”’ Heat Generator. One 
glance is sufficient to convince the 
fitter pis us simplicity of construction. 
By You can read- 
ily see that the 
“Milwaukee”’ 
can be installed 
for the same 
cost as an or- 
dinary expan- 
sion tani, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 
sion tank. 
A trial order 
will convince 
you that the 
‘*Milwaukee”’ 
Heat Gene- 
rator is the 
only device to 
use on a small 
pipe system 
and be sure 
that the system 
will give satis- 
PATENTED faction. 
Write for descriptive catalogue. If 
your jobber does not handle the 
“‘Milwaukee’”’ then write us aboutit, 


Milwaukee Heat Generator Co., 
460 11th Ave. Milwaukee, Wis. 


Eastern Representatives 


Beard & Beard, Reading, Pa. 


Manufactured under Shanklin Patent and 
Mott and Edgar Patent- 


VENT CAPS 


allow the full 
area of the 
pipe opening. 
Dirt cannot 
s enter pipe. 


J. R. S. 


Cobwebs can’t 
obstruct. 


ticulars. 


Mechanicville Specialty Supply Mfg. Co., 
Mechanicville, N. Y. 


It costs nothing to 


maintain a 
RIFE Ram and 
Pneumatic Tank 
Water System 
Moreover, the 
first cost is low 
and no fuel or 
power other 
than the water 
It works auto- 


matically day and night, winter and 
summer, and you need never go 


itself is required. 


near it. 


Write for catalogue describing this 
water system which is unequalled in 
economy, simplicity and reliability. 


RIFE ENGINE CO. 


2111 Trinity Building, New York 


Send for par- 


* 
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Looking Across the Canyon at the Great Bingham Copper Mines 


Association of Journeymen Plumbers, 
met a group of Chicagoans, Mr. and Mrs. 
Cc. J. Herbert and their two daughters, 
at Golden, Colorado, and accompanied 
them on one of their side jaunts. Shortly 
after starting the descent from the sum- 
mit of Castle Rock, Mr. Alpine deserted 
his mount on the burro known as “Prin- 
cess,” not because of fear of any personal 
injury or the undignified position he 
occupied, but for the reason he wished 
to save himself for his family and the 
large organization of men he represents, 
rather than take chances by continuing 
his trip on “Princess,” who considered 
his action very considerate. 


In some places it takes even better 
than a pair of aces to open a pot, but 
there was a pair of kings at the Conven- 
tion in the persons of Bellingham and 
Griggs of Tacoma, the Damon and 
Pythias of the Convention, that out- 
shadowed any kind of a pair. The em- 
bodiment of grace and dignity, always 
inseparable, they sallied forth daily to 
give the fair ladies of Salt Lake City a 
treat as they toddled along the Bois de 
Bologne, the cynosure of all eyes—it’s 
great to be big and handsome. Ain't it 
the truth? 


M. F. Kirkwood, a handsome and popu- 
lar member of the traveling staff of the H. 
Mueller Manufacturing Company of De- 
catur, Ill., suffered from a bum wheel, 
a bad flat tire. It happened this way: 
While explaining to several delegates 
how simple a matter it is to be for the 
Cubs to beat out the Giants, he placed 
so much reliance on his left leg, which 
was supposed to represent the Cubs, that 
it twisted, bent, curled over, laid down, 
and then as a climax to its ingratitude, 
jumped up and struck him in the face. 
He hobbled about, however, but pinned 
his faith on the Giants, which were rep- 
resented by his right leg. 


When two or three of the Western 
delegates boasted of the 26-mile-long 
street in Salt Lake City, Main street, 
Louis Barnes of Philadelphia wanted 
them to distinctly understand that Salt 
Lake City had nothing on Philadelphia. 
The delegates came back at Louie with 
the statement that Main street hasn’t a 
single bend in it. “Oh, fudge!” replied 
Louie, with a nonchalant shrug of his 
southern shoulders, ‘Broad street, Phila- 
delphia, has got 26 miles to its credit, 
and besides that, two turns!” This 
proves the old adage that one good turn 
deserves another. 


The delegates from Chicago at the 
Convention were: HE. J. Benning, presi- 


dent of the local; Carl J. Stein, C. J. Her- 
bert, Chas. T. Byrne, Thos. C. Boyd, E. 
F. Bahn, 
Mundt, A. P. Me- 
Henry Breyer, W. F. Knauss. 
The ladies in attendance from Chicago 
RoeB: 
Finn, Mrs. C. J. Herbert, Miss Gertrude 
Herbert, Miss Theresa M. Herbert, Mrs. 
Alvin W. Bahn, Miss Myra Bahn, Mrs. 
Wm. F. Bahn, Miss Melinda Bahn, Mrs. 


C. Wagner, A. W. Bahn, W. 
Fred Grosch, Chas. 
Inerney, 
Mrs. Mrs. 


were: Carl J. Stein, 


Guess Who This Is With His Hand-out 


E. C. Wagner, Miss Louise Wagner, Mrs. 


Henry Breyer and Miss Breyer. 


It was an attractive advertisement that 
the Speakman Supply & Valve Co. of Wil- 
in the daily 
papers of Salt Lake City. We believe in 
advertising, in fact it greatly assists us 
TRADE 


mington, Del., displayed 


in publishing THr PLUMBERS’ 


JoURNAL, and the liberal way the a) 
man people advertise their wares we-b 
lieve helps them and we are more ‘thay 
positive does us some good: 


Financial secretary of the Manha 
Association of New York, Thomas 
Loughlin, was present as a dele 
Tom stood on the beach at Saltair, 
nesday evening, and remarked in { 
presence of a number of other deleg 
“This beach looks rather dang 
don’t people get drowned her 
often?” f 

“No,” replied the quick-witted K 
rick of St. Louis, “No one ever 
drowned here more than once.” 


The only delegate from Brooklyn, } 
Y., the good-looking giant J. P. Byrn 
is a philosopher. Said he to THe Pioum 
eRS’ TRADE JOURNAL representative: “W 
master plumbers ought to work hard an 
deny ourselves while we are young, q 
that when we are old we may be abl 
to possess things we cannot enjoy.” 


Tom Ryan of New England made | 
statement on a certain subject. Anoth¢ 
delegate questioned the accuracy. To 
insisted. “Well, money talks,” said th 
.disputer. “Well, if it does,” replied To) 
with his accustomed geniality, “all thi 
it ever has said to me is, ‘Good-by,’ 


No more charming couple -was in a 
tendance at the Convention, than Del 
gate Harry Righter and wife of Phil 
delphia. Miss Helen Righter, who — 
nine years old and who has been to pr 
vious conventions with her folks, wi 
also there. At the San Francisco co 
vention about ten years ago, the tl 
Righters were on their wedding tri 
Bill McCoach was with them. | 


Following a glorious red necktie can 
Walter Nolan of Washington. We don 
remember ever having seen Walter spo 


any other color scarfs. | 
ee : 
President Eynon was the center of a 
traction when he ambled out of his roo 


arrayed in a brilliant cerese unifor 
ready for his plunge in the a 
blister.” 


One of the married men who was i 
the Convention with his wife was tal 
ing. It was midnight. Over the transo 
of their room in the hotel came i 
sound of conversation. Several del 


gates passing could not help but “ove 


| 


ST 15TH, 1912 


Atlanta Delegation With Mrs. Loftis as Chaperone 


And where,’ said she, “would 
now, only for me?” We could 
. man sigh as he made no reply. 
nidnight. 


efreshing and invigorating ride 
lake fortified the merrymakers 
» hours of tedious deliberation in 
rention hall during the morning 
ly afternoon. On the way out, 
through the salt and sand fields, 
Moore” of St. Louis asked Sec- 
yeuble what kind of fruit bear- 
h grew there. Deuble explained 
> brush growing in the sand 
is sand-paper vines. 


ian that built the hills in Kan- 
_Kas., Ed Draper, press agented 
the official swimming master for 
ss during the afternoon. 


ainty sylph-like form of Tom 
as one of the first to slip into 
and as soon as he touched bot- 


water noticeably rose several | 


2s Julius George Haas!’ Who 
be successful as a salesman with 
ful name like that? Charles 
‘the pleasing representative of 
arch Brass Company, who are 
n Cleveland, Ohio. At the Con- 
Charley took his first real salt 


lelegates were escorted by John 
to the Jos. Nelson Supply Com- 
lere a demonstration of a new 
king syphon bowl was being 
hey were also attracted to the 
ckstone” lavatory, both of these 
cing new “ideas” marketed to 
by the Thomas Maddock’s Sons 
of Trenton, N. J. 


zambourne, of Grand Rapids, 

a handsome and delightful 
ie did not spike his blonde part- 
ig the entire evening. 


Brooks, the “Wolverine” artist, 
elieves in woman suffrage. He 
it is only proper to let them 


eerless” bunch, Messrs. Weaver, 
_Trons, are everything that the 
lies. They not only created most 
attention et their exhibit, but 
' mingled among the delegates 
in their entertainment. Harry 
d he was especially fond of 
a la Queen,” and Billy Irons 
‘ly asked if he liked birds of 


maturity. Now Harry Weaver would 
like to know what the maturity age 
might be. None of this trio like tough 
old hens. Isn’t it funny that the present 


popular fowl is the broiler? 


A convention would hardly seem the 
same without those good old-timers who 
make it a point to regularly attend. Our 


The Father of All the Plumbers, 


Exz-Treasurer Wm. E. Good- 
man of Milwaukee 


old friend Jeremiah Sheehan of St. 
Louis, looking just as young as he used 
to be, was kept busy hand-shaking with 
his many friends. Mrs. Sheehan was 
with him. They intend to take a trip to 
Yellowstone Park, and then will go on 
to Los Angeles to visit John Foy. Mr. 
Foy, it will be remembered, was a mem- 


A Trio of Mischievous Delegates Debate Whether or Not They Will Fill 
Friend’s Gasoline Tank With Water 


ber of the Board of Directors of the Na- 
tional Association some years ago. He 
is now manager for N. O. Nelson Com- 
pany of Los Angeles. 


When Fred Mueller, of Decatur, IIl., 
was addressing a large gathering in the 
lobby of the Hotel Utah, he remarked 
that there would soon be a better under- 
standing among its members. Charley 
Wagonseller piped in that “it would take 
some of them a long time to understand 
suffragism, baseball, poker and prize 
fight slang.” 


It is surprising to note that occasion- 
ally a bright chap wears a celluloid col- 
lar. Billy Dill of Muellers bought a few 
dozens. 


The charming personality of Mrs. E. 
D. Hornbrook of Kansas City illumined 
the corridors and lobby of the Hotel 
Utah. Mrs. Hornbrook had in charge 
the distribution of the candidate badges 
of President Fee. She also entertained 
a number of charming ladies at a de- 
lightful noon luncheon. 


The fine new bathrooms excited the 
envy and admiration of all the delegates 
at the Hotel Utah. One man said he 
could hardly wait until Saturday night 
to use his. 


The all-water route was not chosen by 
the delegates from the East. They took 
theirs on the side. 


The New York Association, joined by 
the New Englanders, Philadelphia, Balti- 
more, and other cities en route to Salt 
Lake City, had one cracker-jack fine 
time. One of the delightful and pleasing 
episodes of the trip was the shampooing 
of John Falstaff Kelley, the herculean 
representative of Thomas Maddock’s Sons 
Co., by Ex-President Roberts of Phila. 
delphia. It was an egg shampoo, and 
we are told did Mr. Kelly great good. 


Frank J. Fee of New York City was a 
most energetic chairman. He possesses 
many of the unusual qualities which 
made his contemporary, Richard Croker, 
such a powerful leader and such a rich 
man. 


The office of THe PLuMBERS’ TRADE 
JOURNAL CONVENTION Datty, in the Presi- 
dential suite of the Hotel Utah, was 
honored by a visit from one of our oldest 
and most esteemed friends, William BE. 
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A Testimonial 


“H, L. E. Peterson, 

“Your Peterson Push Nipple Vises are a 
thing that no heating contractor should be 
without. We have given them a thorough 
test, putting together about 700 radiator 
sections. 

“As a labor and time saver we think they 
have no equal. One after using the PETER- 
SON PUSH NIPPLE RADIATOR VISES 
would not be without them.” 

“James A. Kreglo & Co., Indianapolis, Ind.” 


H. L. E. PETERSON, 
ELGIN, ILL. 


THE ENGINEERING DIRECTORY 


FOR 1912—19th Annual Edition 
JUST OUT: COMPLETELY REVISED 


Contains over 300 new names of dealers, and the 
following most complete and accurate lists 
published: 

1, Jobbers of Plumbing and Heating Supplies. 

2. Jobbers and Dealers in Mill, Steam, Mine, Rail- 
way and Heating Supplies, Tools and Machinery. 

8. Manufacturers’Agents;representing manufactur- 
ers of Plumbing, Heating, Steam, Mill, Mine and 
Machinery Supplies. 

4. Waterworks Companies in U.S, 

5. Gas Companies in U.S. 

6. Prominent Architects in U. S. 

7%. Wholesale Hardware Dealers in U. S. 

8. Alphabetical List of Manufacturers of Goods 
Classified giving street address, home and 
branch offices. 

9. Classified Lists of Products of Manufacturers of 
Plumbing, Heating, Lighting, Power Plant, Mill, 
Mine and Railroad Supplies, Tools and Machin- 
ery, giving trade names or brands by which the 
goods are known. Indispensible to buyers. 

Over 1400 Pages, 6%x3% inches, Leather Bound 

PRICE $5.00 PREPAID 


Invaluable to Manufacturers, Jobbers, Contractors 
and Salesmen 


For Sale By 
The Plumbers’ Trade Journal Publishing Co. 
46 WEST 34th Street New York, N. ¥ 


Griffin’s Patent ys 


Send for circular. 
J. H. GRIFFIN 
506 W. 26th St., New York City 


ASK THE USER 

Why he can 
work better and 
quicker with a C. 
& L. Fire Pot or 
Torch. The answer, 
“Because they are 
strong, well made, 
durable, and _ pro- 
duce more heat, 
using less gasoline 
than other makes. 

Jobbers supply 
at factory price, or 
we ship direct for 
cash. 

Send _ for 
log—it’s free. 
CLAYTON & LAMBERT 

MFG. CO. 


Detroit, Mich., U.S. A. 


Cata- 


No. 32 Torch 
Price each $4.00 net 


MECHANIC’S LIENS 


filed and foreclosed. Collections every- 
where. Breach of contract cases. Bank- 
ruptey and other legal matters. Satisfactory 
terms. References, New York and out 
of town parties. JACOBFRIEDMAN, Attor- 
ney and Counselor at Law, 302 Broadway, 
New York. Telephone 1676 Worth 


| 
| 


THE PLUMBERS TRADE JOURNAL, STEAM SND HOP WATER FIFPERS’ REVIEY 


Cyn SI OD O14? a | cop ( Jia 
Bhd ye’ i iS 0 Wy) | 
2S ema igt "dG S 
VL wes mS ‘Se 
P % NES BENS G 


3 
Ta Ve 

) SH ere? 
— 


ee 
(eye) 
23\' 


Three Reasons Why 
TRIMO TOOLS 


are the best for a mechanic 


TRIMO PIPE WRENCH 

1. They are made so strong that but few repairs are 
required. 

2. The inserted jaw in the Trimo Pipe Wrench, when 


the teeth are worn, can be readily replaced, thus 
adding 50 per cent to the life of the tool. 


3 Every part of every Trimo Tool is interchangeable: 
and can be replaced at small cost. 


Some of the “Ceiling Decorations” Were Very Interesting at the Bar of the Hotel Uta 


Goodman, of Milwaukee. Mr. Goodman, sas City, who, for many years, so abl 
who has been retired from the plumbing assisted in guiding the destinies of tt 
business for a number of years, was National Association, and has alwaj 
treasurer of the National Association for been looked upon as a tower of strengt 
many terms. He is now an honorary and wisdom in the councils of the N 
member of the organization. We were tional Association. He is also respecte 
mighty pleased to welcome Mr. Good- by the citizens of his home town, whe) 
man, and to note his hale and hearty his name is synonymous with all th 
appearance. portends toward civic pride and i 
provement. 
The three delegates trom Connecticut, ——— 

who accompanied the Eastern contin- When they run an all-rail route fro 
gent, claim to have had the most en- Texas to Bremen, Germany, and tl 
joyable trip possible. They are T. J. National Association of Master Plumbe 
Dowling, Daniel Sullivan and R. T. Rock. 
They desire THE PLUMBERS’ TRADE J OUR- 
NAL to extend thanks to the weather clerk 
for furnishing showers all along their 
trip out. 


“SCREW R aan 


HANDLE PIECE 


TRIMO PIPE CUTTER 


SEND FOR CATALOG No. 100 
MADE BY 


TRIMONT MANUFACTURING CO. 


55-71 Amory Street Roxbury, Mass. 


Another familiar face and figure at the 
Convention, who has been missing for a 
number of years, was William H. Doyle 
of Philadelphia. About sixteen years ago 
Mr. Doyle ruled as one of the able presi- 
dents of the National Association. We 
are not intending to flatter him when 
we honestly observe that he appears as 
young and energetic as when he occu- 
pied the presidential chair. 


Of course, there’s more money 
for the plumber in a 4 piece 
bathroom than a 3 piece one 


The Bathroom of Tomorrow 
is surely going to be a 4 piece 
room, because the Shower Bath 
has unquestionably come to stay. 


Miss Loretta Martin and her friend, F. W. Jones, Sec of Salt Lake Local 


Miss McCausland, of Fort Wayne, Ind., holds its annual convention in that ci 
after doing the Elks’ convention in Port- Mrs. G. S. Robinson of Galveston W 
land, arrived at Salt Lake City in time urge her husband to become a delegi 
for the plumbers’ meeting. Miss Martin so that she can make the trip. She |! 
is an old-time convention-goer and ‘is al- a bunch of relatives in that far-off f 
ways accompanied by one of her nine big eign land. 
brothers. 


Speakman Showers 
are the best 


—— A bitter fracas was narrowly aver’ 

To old convention-goers, it has been at the Kenyon Hotel, the cause of | 
a great pleasure to grasp the big hand rumpus being that some delegate s: 
of our old friend Ed Hornbrook of Kan- that Pat Moran of Salt Lake City ¥ 


Sell Speakman Portable Showers 
at $12.50 for old bathrooms. 
Every one you sell helps to make 
the next man want a Shower Bath 
as a part of his new Bathroom. 


You not only make a good 
profit on the Portable Shower, but 
you build up a Permanent Shower 
business which runs into far more 
money. 


If you don’t carry Speakman 
Showers, you are missing both 
present and future profits. 


eo Write today for Catalogue. 


Speakman Supply & Pipe Co. 


Riverview Wks., WILMINGTON, DEL. 


New York Office San Francisco Office 
; A. G. Weber W. E. Gilchrist 
Representative Representative 

156 Fifth Avenue Monadnock Bldg. 


Members of the New York Delegation Upon Arriving at Salt Lake City 


. 
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is Is How a Newly Wedded Delegate Parted From His Wife When She Joined 
the Sight-Seeing Expedition 


swede. It should have been apparent 
it one with so distinctly a German 
ne as Patrick Moran could not have 
m a native of the land of the mid- 
ht sun. Pat is one of the old guard 
Utah, who has arisen from the ranks 
the plumbers to influence and afflu- 
se, his busy moments being occupied 
w in clipping coupons and attending 
his numerous large interests. He is, 
wever, the same old Pat of old, and his 


(“onyou SALT risn”) 


"ale of Fitisburgh Fishing at Saltair 


art has grown in proportion to his 
alth. 


Charles Dickens once happily had one 
his famous characters say: “Spell 
wit a ‘Wee’ Samuel.” So our friend 
m Spokane, James, alias “Jimmie,” 
iythe, says: “Spell it with a “Y.” 
mes is the live wire from Spokane. 
, aS usual, came with a retinue of 
vants and valets and every few hours 
ne forth resplendent in robes that 
uld make the fashion plates of the 
eat White Way in New York City turn 


green with envy. Jim’s favorite creation 
at the Convention was a cream colored 
bit of scenery that dolled him up to the 
best advantage of his Adonis-like physi- 
que, and caused a flutter among the fair 
sex whenever he appeared upon the scene. 


Mrs. R. G. Thomas, a charming 
delegate from San Antonio, Texas, was 
one of the few lady plumbers about the 
Convention. Those million-dollar con- 
tracts, Mr. Thomas has been executing 
during the past year, were all figured by 
his tactful and able wife. Indeed, it is 
she who figures every bid that leaves 
the Thomas establishment, and he usu- 
ally gets it, too. 


That renowned promulgator of trade 
literature and the science of conducting 
the plumbing business on business-like 
principles, Thomas P. Watts, of Kansas 
City, was at the convention. Tom, be- 
tween his scientific spasms, finds time to 
put over a few of his customary good 
ones on his fellow delegates. He is one 
of the renowned practical jokers of the 
trade. 


Mrs. R. Quackenbush and Mrs. T. J. 
Rowe of Portland, Oregon, went to the 
Convention to see that their husbands 
behaved. Since some one told them that 
there were many cases of drowning in 
Saltair they have been pleading with 
their spouses to bathe only in the Utah 
tubs. Miss Marion Quackenbush accom- 
panied her mother. 


The Apollo from Baltimore, Plumbing 
Inspector Charles Putts, after listening 
to an account of Brigham Young’s ex- 
emplary life, and learning that the late 


Wm. F. Black of Enid, Gus Hanson of Oklahoma City, and 


Wichita, 


Frank Hoff of 


Kans. 
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“Kretschmer 


Sanitary Bubbling Cup 


The most sanitary and econom- 
ical bubbling cup on the mar- 
ket. Thousands have already 
been installed in some of the 
largest cities and public build- 
ings in the United States. Self- 
closing cock and screw driver 
valve prevent waste of water 
and admit of perfect adjust- 
ment. Drain cup _ prevents 
splashing. Wecan also furnish 
bubbling cups to attach to sink 
backs if desired. Patented July 
4th, 1911. Write us for prices. 


Kretschmer Mfg. Co. 


Manufacturers and Jobbers of Plumbing, Heating and Pump Supplies 
Dubuque, Iowa 


ANOTHER “CLARKE” 


BATH TRAP 


POSITIVELY NON-SYPHONING 


LOOKS Good. IS Good. 
DRAWN Lead, not CAST 


“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn St., Brooklyn, N. Y. 


Ask Your Supply House or 
Specialty Salesman for 


REDTFX or — Blackrock 


TRADE MARK TRADE MARK 


Rubber Elbows 


Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 1% in. Short 
1% in, Extra Long 

1% in. Pipe Con. x 1% in. Flush Fittings 
lin PES ei eee ey 

i x1% in. 

2) “in; 


The Canfield Rubber Co. 


Railroad Ave. & Garden St. 
Bridgeport, Conn. 


Ch Risa Le 


When in need call Orchard 4878 


EICHENBAUM BROS. 


Plumbers, Steam and Gas Fitters Supplies 
97 East 3rd Street - - = NEW YORK CITY, N. Y. 


STRONG EFFICIENT 


FITS EVERY SIZE PIPE 


FITALL HANGER STRAP 


ADJUSTABLE ECONOMICAL 


TWISTFD WIRE AND STEEL CO. 
515-21 Greenwich St., - - - - New York 


SUBSCRIBERS 


Will Please Mention This Journal 
when Writing to Advertisers 


Increase Your ANNUAL PROFITS 
from $1,000 to $5,000 


Every Month You Can 


Install a Few 


SUNLIGHT 
OMEGA GAS 


Machines 


YOUR CUSTOMER wants 


up-to-date gas light in his coun- 
try house and has the money 
to pay forit. ‘‘Sunlight’’ Acet- 
ylene is brighter than Electric- 
ity, cheaper than Oil, safer than 
Candles. 


If you are in business to make money, you cannot afford to over-look the 
increasing demand of our Automatic Generators. Write for catalogue and 


dealers’ prices, and get your share of the business. 


The Sunlight Gas Machine Co. 
41 Warren Street, New York 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 
We have manufact- 
ured the “Standard’’ 
Burners for the last 
ten years. 


Write for Catalog 
Standard Heating & Radiator Co. 


Manufacturers 


LOEW VICTOR 
PIPE MACHINE 


For 
Genuine 
Service 


¥%, to 8 inches 


Belt, Motor and Gas Engine Driven, also Hand 
Operated. May we send you catalog of complete 
line? 


The Loew Manufacturing Co.,, 
9100 Madison Ave, - - - Cleveland, Ohio 


~~, SEALS WITH OR Put in the White House by the U. S. Government 
\s a WA 


—_— F. E. CUDELL’S 


D Pat. SEWER-GAS and BACK WATER TRAP 


For Wash Bowls, Sinks, Baths and Wash Tubs 
CLEVELAND - - OHIO 


$, 4S, %S, RB. 


Mormon bD)ishop had nineteen wives, 
fifty-four children, and two adopted, 
asked for an application for membership 
into the society. Mrs. Putts would not 
endorse the application, and unless the 
genial plumbing inspector is made an 
honorary member, the chances for his 
becoming a Mormon are mighty slim. 


It wouldn’t be fair to make a pun of 
our friend John B. Mutch of Long Beach, 
Cal., by saying that the trip was a little 
too much for him. It would be a poor 
joke even if it wasn’t true. As a matter 
of fact, Delegate Mutch had not been 
feeling in the best of spirits since reach- 
ing the city. Under the careful minis- 
tering of Mrs. Mutch, who fortunately 
accompanied her husband, he was doing 
very well at last reports. 


To Alexander M. Buchman of the 
Glauber Brass Mfg. Co., of Cleveland, 
Ohio, was handed the honor of being the 
dean of all the representatives present. 
Alex, or as he is most familiarly known 
known to everybody—‘“Buck,” has been 
a visitor to Salt Lake City and the West 
for twenty-two years and many of the 
office boys and apprentices during the 
early days of his trips selling “Glauber’’ 
cocks are now master plumbers, who will 
favorably remember the old boy. One of 
these delegates remarked: ‘Plumbers 
come and plumbers go, but Alex Buch- 
man, it seems, goes on forever.” Buck 


honor of being a past exalted ruler of 
Cleveland Lodge of Elks No. 18. 


The remarks of President Eynon 
anent “Woman’s Auxiliary” met with 
some little comment among various of 
the women folks at the Convention. One 
member desired THE PLUMBERS’ TRADE 


is also an enthusiastic Elk and has the ~ 
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A Bunch of Delegates as They Arrived Sunday on the Chicago Special, 
Meeting a Tue PrumMRERS’ TRADE JOURNAL Representative 


JouRNAL to state that in Milwaukee a 
Ladies’ Auxiliary has been in existence 
for fourteen years with a commission 
form of government. Mrs. W. H. Halsey 
has held the office of president since its 
inception and she claims that she has 
never been impeached. Last winter, how- 


Lake Entertainers 


ever, she had a narrow escape when 
called on the ’phone by the wife of a 
brewer of the wet goods that makes 
Milwaukee famous, who was most dread: 
fully distressed by noise in the hot 
water boiler and fearful of being blown 
into eternity. Mrs. Halsey assured the 
brewer’s wife that there was absolutely 


Joker Bill McCoach Caught Some New Delegates With His Loaded Cigars 


: a 


AUGUST 15TH, 1912 


Some of the Western Delegates Motored to Salt Lake City. A Very Enjoyable Ride 


no danger and no necessity of a plumber. 
When she informed Mr. Halsey, her hus- 
band, of the incident, he explained that 
there was excellent ground for her im- 
peachment, as work for the plumber 
was mighty scarce. 


There has hardly been an annual con- 
vention of our trade but what has been 
attended by the very popular W. J. Bapst 
of the Trenton Pottery Company. Mr. 
Bapst made the trip West as a sort of 
vacation, stopping off to meet old friends 


/ BATHING PAVTL« 
TALK ABOUT “LOT'S WIFE BEING 7% 
TURNED INTO A PILLAR, OF SALT 1" 
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An Eastern Delegate Stayed in the Lake 
as Long as He Does at Home and 
Had to Be Scraped When 

He Came Out 


en route, intending to return in a simi: 
lar way. 


The mayor of Nahant, Daniel G. Fin- 
nerty of Boston, was there as a delegate. 
Daniel is spruce, looks happy and is one 
of the most contented members of the 
.plumbing trade it has been our good 
fortune to meet. We wonder if he made 


-it in the plumbing business. If he did 
it is an exceptional case. 
At Maxim’s one evening, while the 


orchestra of handsome young ladies was 
sawing off several chunks of melody 


from the “Grizzly Bear,’ Bobby Beau- 
mont of Paterson, N. J., swallowed a 
silver spoon while eating chocolate ice- 
cream. The proprietor indignantly pro- 
tested, but Bobby asserted that he had 
been brought up on a silver spoon, and 
the accident was therefore a _ perfectly 
natural one. As the freedom of the city 
had been accorded every delegate, 
Maxim’s proprietor accepted Bobby’s 
statement, but suggested that he con- 
tinue his spoon diet at the Hotel Utah, 
or some other restaurant in the future. 


A great source of pleasure to the oldest 
of the old guard present was the meet- 
ing of that grizzled old veteran William 
Bowen, the genial local manager of the 
Salt Lake City branch of Crane Co. 
Mr. Bowen has been connected with the 
plumbing industry for so many years 
that his memory goes back further than 
that of the Grandpas in the business. 
“Bill,” in fact, has been referred to as 
the successful plumber who put the 
plumbing and steam heating in the Ark 
of Noah, his first job, to which he still 
points with pride. Since then his popu- 
larity with the trade, all of whom he 
numbers as his friends, has increased 
commensurately with time. He is one 
of the foremost citizens of Zion—Long 
Live Bill Bowen! 


One of the old-timers and an honorary 
member of the National Association, who 
attended the Convention is Charles J. 
Byrne, of Chicago, Ill. We recall many 
sterling acts he has performed in the 
past for the National Association. Mr. 
Byrne is a former national secretary. 


About June ist, Richard B. Finn and 
wife of Chicago, Ill., left on an extended 
continuation of their wedding trip. They 
visited the Pacific Coast cities and ar- 
rived at Salt Lake City in time for the 
Convention. Dick ,who was a delegate, 
said he liked the country so well that 
he was going to delay his return home 
until August Ist. 


Burton Hungerford, the pleasing West- 
ern representative of the Pittsburgh 
Water Heater Co., wishes THE PLUMBERS’ 


Our Artist's Idea of a 


SS  — : = 
SS Py ast a ——— 


FAN) 10 WON (Way > 
LI ree ae Do Pin) 
Ane. Woy eS is 17 = 
STRUCK, Wight <4 Seas 
AS | eaten YS AE 


= 


*e - 


“Plumbers’ Special’ En Route to Salt Lake 


I’m Nye, the Die Man 
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Truth and a Tomcat 


Always Come Back 


So Does a Satisfied Customer! 


That’s why Iam reminding you to 
“come back’’ when you need any- 
thing in my line. Youare nota tom- 
cat—hence you must be a satisfied 
customer. Thanks! Same to you! 


Just tear out this page and put it in the top drawer, 
SS eS a ees SED ee 


right hand side of your desk, until you want it! 
——— ee ee eee 


@ Remember that | guarantee all the Nye Tools, That I make 
them of the finest tool steel, That I send them to any re- 
putable firm with the privilege of a free trial. I am anxious 
to have you test out my tools. Write me a letter and I'll 
do the rest. 


QIf you don’t like the tool more than the price I ask for it, 
send it back to me at my expense! 
certainly can’t show greater confidence in my goods than by 
this offer. 


As a manufacturer, | 


NYE, THE DIE MAN 


The Nye Tool and Machine Works 
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116 N. Jefferson Street, Chicago, Iil. 
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LUNT-MOSS 


Pneumatic Water 
Supply Systems 


enable you to supply your country cus- 
tomer with all the luxuries of modern 
plumbing. 


NT-MOSS system is the correct solution of the water 
supply problem for country homes. Equipped with 


LUITWIELER DEEP WELL NON-PULSATING 
GASOLINE PUMPING ENGINES 
or electric motor, or hand operating plants. Capacity 315 to 


16,000 gallons We send all inquiries direct to our agents. Send 
for our proposition and Cata’og No. 45. 


LUNT-MOSS COMPANY - BOSTON, MASS. 
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New York—37 Warren Street. 


For Water Systems 


Hand and Power Pumps for all uses 
Combined Air and Water Pumps 
Compression Tank Pumps 
Cylinders, Ete. 


TLE ee a 


* 


SALEM, OHIO 


s Agencies—Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburg 


Ralph B. Carter Co., New York 
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MOTOR DRIVEN PUMPS 


1/3 


THE DEMING COMPANY 
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TRADE JouRNAL to announce that it was 


TEST BY 
SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


NOTICE 


There is Only One 


Range Boiler This is manufactured by the 
John Wood Mfg. Co., and it is guaranteed to 
be more dependable than any other Range Boiler 
regardless of by whom manufactured. 


Demand ‘0, Range Boilers stenciled with 
the Trade Mark. Make up your 
mind that where this Trade Mark 


is not in evidence, substitution is being made to 
your disadvantage. 


John Wood Mfg. Co. 


Conshocken, Pa. 


(PATENTED) : 
The Triplex Test Apparatus 


Tests old work or new 


The Three Genial Gentlemen of Salt 
Lake who Went to Cheyenne, 
Messrs. Davidson, Carthey 
and Higham 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and 
Leading Master Plumbers. owing to a delay in transit, they were 
not able to carry out their intention. 
However, Mr. Hungerford is a pretty 
good fellow and there is no doubt but 
what he made many friends for his com- 


pany. 


Mechanic’s time saved soon pays 
for apparatus. 


So simple any one can use It. 


FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn.; 
M. Glauber & Co., New York. 


SHWAB-BROS CO., 


811 EAST 9TH ST., NEW YORK 
Manufacturers of the “NEVER-BREAK” Seat. 


_ Our seats are constructed of four pieces mitred, the joints being held firmly together 
with a % in. dowel running into each end of joint and also two small dowels going 
through the large dowel making an absolute lock joint as ycu will notice by cut. 


The “‘NEVER-BREAK’’ Seat is made in all Styles, Shapes and all kinds of 
Wood. FOR SALE BY ALL JOBBERS. 

Galvanized wash tub covers, Galvanized flush pipes and everything in 
Plumbers woodwork, full line Medicine Cabinets. 


One of the delegates, who was accom- 
panied by his faithful spouse, told us a 
good one. We cannot afford to say what 
city he is from, although we believe it 
is St. Louis. He had been out rather 
late with the others of the delegates. 
One of them asked if his wife scolded 
him for getting in late. “You bet she 
did,” said he. “About two hours.” 
“Heavens!” ejaculated the other delegate, 
“what did you do?” 

“Oh, I fell asleep as usual during the 
lecture.” 

“But didn’t she wake you up?” 

“Come to think of it, she did; wanted 
to know if I loved her as much as ever 
of something of the sort.” 


“NEVER BREAK” Patented July 12, 2980, 


“Bill’ Hughes ran down from Minne- 
apolis, Minn., for a few days. Incident- 
ally, he is a delegate. Some one told 
Bill, several months ago, that the finest 
specimens of gold and silver, with now 
and then an occasional diamond, were to 
be found in the numerous hills adjacent 
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Roserrsov’ on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 
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THE James Robertson Manufacturing Co. 
106-108 Hopkins Place BALTIMORE, MD. 


For Country and City Manufactured by 
Homes, Clubs, Public IY JON AT ER VSI EMS The Dayton 
Institutions. Apart- Pump & Mfg. 
ment Houses and Bath | Company 
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The Crush at Tue PLumpers’ TRADE JOUR 
NAL Booth Never Ceased 

to Salt Lake. So Bill packed into his 

grip a complete mining outfit, that he 

thought would be proper, including 4 


6 Norwood Avenue 
Dayton, Ohio 


Room Water Supply. 


y 


their intention to have a line of their 
popular water heaters on display, but, | 


AUGUST 15TH, 1912 


shave hook, a soldering iron, a couple 
of dressers, a saw, a rasp, and a “Honey- 
well’ generator. This, together with a 
copy of that famous book by Izaak Wal- 
ton, entitled “What I Don’t Know About 


Treas. McCoach, President Eynon and 
Geo. Uber 


Mining; or, How to Dig Diamonds When 
Miles Away from a Jewelry Store,’ com- 
pleted the material for his prospecting. 
If Bill had expected to pay his subscrip- 
tions to THe PrumsBers’ TRADE JOURNAL 
with the profits of his mining expedition, 
this journal would have had a deuce of a 
long wait. 


There was at the Convention a dele- 
gate from New Jersey who sings like a 
lark in the morning and chirps like a 
bullfrog in the night. He is Richard 
Thrush of Newark. This genial good 
fellow from the home of the mosquito 
can also whistle in seven different lan- 
guages, these various accomplishments 
being acquired when but a mere lad. 
He did not return until the last toot 
of the all-aboard horn. 


Nat Nelson of Kansas City, Kan., is 
of an inventive turn of mind) He was 
the one delegate and also president of 
his local. Mr. Nelson distributed a neat 
booklet, which called attention to his 
“Nelson” cleanout drain, and which he 
claims has a popular distribution in his 
locality. 


Farnham Yardley, vice-president of 
Jenkins Bros., with headquarters at New 
York City, was a visitor to the Conven- 
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Some of the Executive Committee 
Carried the Debate to Bed 


tion. Mr. Yardley made a combined 
business and pleasure trip through the 
West and will visit Alaska before re- 


Every User Who Has Seen a Demons- 
tration Says: 


The Heater I Want 
Installed In My 
Home?”’ 
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GAs 


Warer Hearer 
& RANGE BOWLER 


Mr. Robinson, who is 
city representative for 
The Hand-Book for 
Architects and Build- 
ers of Chicago, says 
his letter only mild- 
ly expresses his 
appreciation of the 
“Superior.” 


You may ask person- 
ally or write him 


‘There is 
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Builders & Traders Exchange of Chicagn 


217 CHAMBER OF COMMERCE BUILDING 


TELEPHONES FRANELIN. 954, 955 AND 956 


CHICAGO,__July 18, 198, 


Bastian-Morley Co., 
Chicago, Ill. 


Gentlemen: 


Permit me to offer my unsolicited testimonial and 
&pproval of your water heater known as the "Superior" Gas Wat- 
er Heater and Range Boiler, which was installed in my home 
early last June, 


Briefly let me say that every statement made by your 
representative in the sale of your Heater to me, relating to 
cheapness and économy in operation and quickness with which hot 


Water can be produced, has been more than fulfilled. 


what he thinks about 
it—telephone Frank- 
lin 954. 

Our new catalogue 
No, A-12 is yours for 
the asking. Mention 
your Jobber when 


; I have had your Heater now in operation over one 
Month, and thie A. M. paid my gas bill for the month of June; 
there was just twenty four cents increase over the previous» 
month which proves your claim of fuel economy in the operation 
of your Heater. There are five grown persons in our family, 
end we heve had all the hot water that has been needed. 


I cheerfully recommend your system of heating and 


extend to you the liberty of referring anyone to me who is 
interested. 


writing. 
i Very respectfully yours, 


Lp Lae See 


BASTIAN-MORLEY Co. 


SCHILLER BLDG CHICAGO, ILL. 


(PATENTED) 


(CHICAGO) 


Just think of it—150 pipe ma- 
chines of ONE make in ONE city. 
Some machines, you say. Sure, 
but there is a sane reason for it. 


They prove in use the best money 
can buy, and a paying investment. 
No matter how severe the duty 
required of them they are always 
ready for it. 


GET THE CATALOG 
Bignall & Keeler Mfg. Co. EDWARDSVILLE, ILL. 
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Cocks for Water, Gas or Steans 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA, 


GRIPS EVERYTHING 


On a square A combination tool for every emergency. Grips them On a Round 


Bead all—pipe, bends on fittings, valves, flanges, surfaces of Bead 


all kinds. The V Jaws between its regular jaws do the trick. 
Has many other time and labor saving features of great importance to the user. 


A GOOD TIP—GET THE BEST—TIME IS MONEY 


Made in 
FOUL SIZES pees 
2, 3,4, 5, ft, <a 


Buy Direct aa Your Jobber 
or Dealer 


KROESCHELL BROS. CO. MFRS. 


444 W Erie St. CHICAGO 


To Plumbers and Master Fitters 


THE above slogan, which appears in our regular magazine advertising, will 

be read by millions of property owners. Are you ready to meet the de- 
mand for the Underfeed? An exclusive sales agency is a bonanza because of the 
exclusive money-saving advantages of the Underfeed. You can prove by fac- 
simile letters of hundreds that Coal Bills are cut 1-2 to 2-3 by the installation of 


WILLIAMSON 
UNDERFEED BOILERS 


Many an Underfeed Agency which began with a one boiler or- 


der is now buying in carload lots. Every Underfeed Boiler which 
you install means a persistent, enthusiastic, all-time booster for 
you. Here’s a characteristic sales-promoting letter from Howard 
Weiss, Seigfried, Pa., Ist Vice Pres’t of Pennsylvania Ass’n of 
Postmasters, written April 19, 1912: 


“Last winter, my two Underfeed Boilers saved me $122 
in coal cost.” 


Let us tell you of our special offer to put an Underfeed Sample 
Boiler on your floor NOW. It will prove a most convincing Silent 
Salesman. 

Our continuous national advertising creates big business and to 


get YOUR share write TODAY for FREE Catalog and aaee 
Agency Proposition. Services of our Engineering corps FREE 


The Williamson Foundry Co, 
438 West Fifth Ave. Cincinnati, O. 


turning home. This was his first visit 
to Salt Lake City, and he expressed him- 
self as being very much impressed with 
the progressive city. He said it was an 
eye-opener to him to see so much enter- 
prise, and he prophesied that Salt Lake 
City would increase in population as 
rapidly in the future as it had in the 
past, and with the advance in population, 


the business done from this center 
would correspondingly increase. 
Harry J. Farrell, of Camden, Ni. Ji; 


brought along a body-guard in the per- 
son of Jim Walton. It kept Jim busy 
trying to hold his own with Harry, who 
was continually hunting up lady barbers 
to shave his classic phiz. Walton was 
much taken up with the Mormon faith 
and was a frequent attendant at the 
Tabernacle... Both Harry and Jim will 
go to Yellowstone, thence to Portland, 
California and New Mexico, on the way 
home. 


Mother Lou Maier, the delegate from 
Newark, had her hands full with the 
Newark flock. 
Florida water, smelling salts, 


As Lou handled the 
digestive 


J. S. Cassedy, One of the Boston 
Delegates 


tablets, appetizing bracers, etc., which he 
dispensed among his fellow delegates as 
he thought proper and as the occasion 
permitted, the frugal use of Jersey light- 
ning on the side, it is easy to understand 
his popularity. Lou brought all these in- 
gredients to ward off sun stroke, croup, 
and the faith cure. 


The distribution of the very handsome 
badges and souvenirs which adorned the 
bosoms of the various delegates and were 
taken away from the Convention, was 
in charge of that indefatigable member 
of the Salt Lake City Association, O. S. 
Walsh. He was in constant touch with 
the visitors and is one of the hard-work- 
ing members of the Salt Lake City or- 
ganization. 


After a few hours of deliberation in 
an effort to determine the prize-winner 
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of the “Ranger Vitreous Tank Seat Ac- 
tion” combination, given by the Peerless 
Selling Company, of Evansville, Ind., for 
the nearest correct weight of the combi- 
nation complete, the judges concluded 
that both Mrs. T. J. Cody, of Peoria, IIL, 
and R. G. Wenzel, of Milwaukee, Wis., 
had given the same estimated weight. 
Once again the generosity of “Red” 
Weaver was in evidence when he decided 
that the proper solution to break this 
tie would be the donating of another 
similar combination. Hach of the win- 
ners therefore had a vitreous china com- 
bination to pack in their trunks when 
they returned home. 


The Attorney-General of the Texas 


delegation was George J. Robischung of 
Houston. He took care of all the re 
quirements of the Lone Star State dele- 
gates, informed them how many cigars 
they were entitled to smoke per day, as 


well as the number of chocolate sodas 


that were good for them. In the mean- 
while don’t for one minute imagine that 
the energetic George overlooked a single 
trick himself. 


Member Bellemy of Omaha, Neb., said 
Billy Bryan is a grease spot on the 
Democratic party. Some other delegate 
suggested that chloroform was a good 
remover. 


One of the funny little incidents of 
the Convention happened when Hugh 
Hay, of Pittsburgh, Pa., was introduced 
to L. M. Straw of Danville, Ill. Said 
the mutual friend: “Hay, meet Straw,” 
“Straw-Hay.” At this exciting moment 
when a battle seemed imminent other 
delegates interfered and explained the 
matter. At last reports Hay and Straw 
were very good friends. 


Among the numerous callers at the 


editorial rooms of Tur PLUMBERS’ TRADE 
JouRNAL was Robert V. Lambert of 
New Orleans, La. It is nice to know 
who we have with us and to be made 
aware of their social or financial stand- 
ing. Lambert Bros., is one of the oldest 
and wealthiest firms in the city of New 
Orleans. Mr. Lambert brought as part 
of his trousseau, his cream-colored pants 
and coat. So far as we know he had not 
the nerve to wear them. If somebody 
else besides Jim Smythe had deigned to 
adorn himself in lavender or the sign 
of purity—white—you would have seen 
“Duke” Lambert sprouting out in his 
most gorgeous raiment. 


“Hrnie’ Wagner of Chicago, Ill. said 
that when he was an office boy he killed 
off all his grand parents so early in the 
baseball season that he frequently found 
it necessary to look around for a new 
supply of elderly relatives. 


Louis Hollard, 20 E. South Temple 
street, Salt Lake City, was the photog 
rapher who took the official photograph 
at Saltair. He has made a cut rate of 
one dollar each, and those desiring copies 
may communicate with him. 


Among the callers at the Presidential 
suite, occupied by Tur PLUMBERS’ TRADE 
JocrnaL Convention Dairy, was Andrew 
O’Neill of Peoria, Ill. Mr. O’Neill is 4 
brother of Jack O’Neill, who for years 
attended conventions and was known 4s 
one of our most practical jokers. From 
Peoria other delegates were Thomas 


Me, 


i 
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Burton Hungerford and Wife of Kan- 
sas City, Reading THE PLUMB- 
ERS’ TRADE JOURNAL DAILY 


Cody and W. H. Hitchcock. Mrs. O’Neill 
and Mrs. Hitchcock were also in the 
party. This delegation enjoyed a special 
trip to Yellowstone Park, which was ar- 
ranged by Mr. Hays. 


Deacon Drees, the lanky executive 
officer of the Ohio State Association, 
upon registering at his hotel, inquired 
of the clerk if they made special rates 
for Association officers. The clerk replied 
that they did, the rate being double 


regular charges. John asked the reason 
for this unusual thoughtfulness, and was 
advised that these rates are always made 
to Association officers because they do 
not patronize the bar. 


Robert Knauer of Des Moines, presi- 
dent of the Iowa State Association, was 
present with Miss Knauer, his charming 
daughter. Mr. Knauer told us that 
twenty-nine new members had _ been 
added to the Iowa roster*since he took 
the chair. He had an uphill job this 
year, and is to be congratulated upon 
this excellent showing. What’s the se- 
cret, Bob—trading stamps? 


Thomas Ryan of Springfield, Mass., 
was toting around a handsome new 
silver-mounted cane, which the local as- 
sociation at Springfield presented to him 
just prior to his departure from home 
for Salt Lake City with other delegates. 


Treasurer Wm. McCoach, of Philadel- 
phia, Pa., said that after the next con- 
vention, which, of course, will be held 
in Philadelphia, the National Association 
of Master Plumbers would make a great 
hit by holding their annual conventions 
in Atlantic City, N. J., which brings 
visitors yearly from all over the world. 


One of the charming ladies in attend- 
ance at the Convention, accompanied by 
her young son, was partaking of lunch- 
eon with her husband. When the con- 
somme was brought, the young master 


plumber did not touch his. 
noticing, solicitously inquired: “Why, 
Johnny dear, what is the matter; I 
thought you were hungry?” 

“Yes,” answered the future great, “I’m 
quite hungry, but I’m not thirsty.” 


His mother, 


With deadly fury beaming from his 
fiery orbs, his royal highness, the quince, 
or rather the prince, M. W. Wuesthoff, 
ambassador plenipotentiary of the Glau- 
ber Brass Works in the gay West, burst 
into the editorial rooms of THr PLUMB- 
ERS’ TRADE JOURNAL CONVENTION DAILY. 
“What the h ” he exploded, ‘do you 
mean by speaking of me in your black- 
mailing, good-for-nothing, mean, miser- 
able, low-down sheet as Count Boni?” 
When we endeavored to calm the irate 
ambass., he wouldn’t have it. “Why, I 
want you to know the kings are related 
to me!” We smoothed his ruffled feel- 
ings by inviting him to a game of poker 
where he saw that he held four jacks, 
and they beat being related-to kings by 
a long way. From now on the quince, 
or rather prince, will be our friend 
for life. 


Sic him, Tige! Dave Roberts of Cleve- 
land, Ohio, bought two cigars for four 
bits. He bit your mother! 


Ask our friend Christ Boettiger of 
Erie, Pa., how it is that he is buying 
the railroad company. We thought he 
had such heavy investments in his home 
city that he would not have time for 
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railroad stocks. However, we were in- 
formed through his chaperon, R. P. Mc- 
Kay, that he had ordered a full train of 
Pullman cars to convey them in state 
through our beautiful country when they 
left Salt Lake City. 


While doing a Marathon through the 
corridor of the Hotel Utah, THe PLuUMpB- 
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ERS’ TRADE JOURNAL representative ran 
into a mighty fine looking bunch of 
Denverites. There were G. M. Smith, 
Arch J. Davis, Harry Le Gassick, A. J. 
Gumlick, John F. Wallace, W. T. Crean, 
Allan §S. Hubbell and Michael Kerch- 
stein. Naturally, with them was also 
that popular delegate, Chris Irving. Mrs. 
Irving and Mrs. Le Gassick accompanied 
the boys as chaperones. 


Think of it! Can you imagine that, 
ten years ago, acreage in and about Salt 
Lake City sold at less than ten dollars 
per acre, and is today worth over a 
thousand dollars? This beats plumbing 
all to pieces. 


Cheyenne, Wyoming, is furnishing a 
“White Hope.’ Master Plumber Jett 
Nash, stripped for fighting, weighs 224 
pounds. They say his left upper-cut is 
a thing of beauty and a joy forever, while 
his right cross is so slick that it will put 
you to sleep without effort. 


Since the meeting of the last conven- 
tion of the National Association of Mas- 
ter Plumbers, which was held in Galves- 
ton, Texas, a new star has arisen and 
Utah is that particular star. 

Less than one year ago they were not 
on the map and at the last convention 
were sitting under the banner of the 
Colorado association of which banner 
they were exceedingly proud, however. 

“Fully alive to the responsibility that 
would rest upon our shoulders in enter- 
taining the National Association of 1912, 
and in order to serve our own interests 
as well as that of the National Associa- 
tion, who are our guests, we set to work 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


The Guests of Ff P. Moran Upon Their Arrival at Saltair for an 


with a will and organized the Utah State 
Association of Master Plumbers with 
thirty members and up to date have 
grown from an infant in swadling 
clothes to that of a well matured per- 
sonality with a net gain of over one hun- 
dred per cent. We are not egotistical, 
neither are we from Missouri, but we 
will have to be shown any better mate- 
rial growth by any other state in the 
Union, and while we are being shown we 
are going to show the delegates who 
attend this Convention that the master 
plumbers of Salt Lake City are going to 
give them the busiest, best and the big- 
gest time of their lives. Every moment 
will be filled with one continual round 
of pleasures and surprises.” 

So spoke one of the members while in 
the office of THk PLUMBERS’ TRADE JOUR- 
NAL at the Hotel Utah. 


Jules Hoefner and wife of St. Louis, 
Mo., immensely enjoyed the Convention. 


EHvening’s Pleasure 
As this was Jules’ first national attempt, 
he. was naturally a little timid. He 
traveled with a pretty lively outfit from 
his home town, and it was therefore good 
judgment on his part to be somewhat 
careful; they let him down lightly. He 
received a fake telegram advising him 
that his two horses had burned down 
and his barn burned to death. It affected 
him so seriously that Mrs. Robeneck ex- 
plained the joke, her husband having 
been the goat on a previous convention 
trip. Three of the St. Louis delegates, 
Fettig, Kilpatrick and Blake, took care 
of Hoefner and saw that he fell into no 
greater misfortune. 


THE DELEGATES VISIT SALTAIR AS 
THE GUESTS OF MR. MORAN 
HE excursion to Saltair on Wednes- 

Ae day afternoon, July 17th, will prob- 

ably linger long in the minds of 
the delegates and their friends who were 
so fortunate as to be guests of that prince 


of good fellows, J. P. Moran, on that 
pleasurable occasion. 
The session adjourned at an early hour 


that day in order that the visitors would | 


have ample time to enjoy all the enter- 


tainment provided for them. Almost a | 


thousand passengers occupied the special 
train which Mr. Moran had secured to 
convey the party to the resort. Upon 
the arrival at Saltair, the party divided 
in different groups, each intent upon 
visiting some particular amusement. 
Many were eager to take a plunge into 
the briny, having heard so much of its 
curative qualities; so, after posing for 
the official photographer, they proceeded 
to don their bathing suits, and then be- 
gan the fun. 
A rising tide warned the bathers that 
Tom Watts and Harry Snow had entered 
the wet, but there were other equally 
interesting phenomena taking place at 
the same time. President Hynon wore 
a beautiful costume of Crepe de Chine 
trimmed with one-half inch elbows and 
horse-shoes, while many of the others 
were equally dazzling. After obtaining 
a good coat of tan to show their friends 
at home, all left the water to partake of 
a most splendid dinner. A most pleas- 
ant feature of the event was when the 
announcement was made that the Utah 
master plumbers desired to present 4 
small token of appreciation to Mr. Moran, 
for his courtesies toward the visitors. 
President Eynon, in presenting a dia- 
mond-studded watch-charm, in a charac- 
teristic speech, said he spoke on behalf 
of the National Association and most 
heartily thanked Mr. Moran for his 
kindness, which he said did much to- 
ward invigorating all after the tedious 


any moving part. 


requires no attention after erection and cannot rust or wear out. 


facts that you can use every day. 


THE BELKNAP MFG. GO. 


Specialty Department. 


You will find in it some solid 


Bridgeport, Gonn. 


Before installing or even figuring on that 
Hot Water Job—Learn about the 
Belknap Generator 


_ It increases the heating efficiency by holding the temperature of the water at 240 degrees 
instead of 160 degrees, the average temperature of the gravity system as usually installed. 
By increasing the temperature it allows a great reduction in the size of pipe and radiation. It 


There is no mercury column or 


_ The Belknap Generator can be easily installed on present systems where the radiation is 
insufficient or the piping too small. 


Saves its Gost in Pipe and Radiation 


pilie Belknap Coupling requires but one connection at the radiator and induces complete 
circulation keeping the radiator filled with the hottest water at all times. 
simple in construction and the price is low. 
If you do not know about the Belknap specialties write for our new booklet— 
“The Belknap System of Hot Water Heating”. 


The Belknap system is 


AUGUST 15TH, 1912 


hours in convention. Mr. Moran replied 
in his usual humorous spirit, and in 
thanking the members spoke of the es- 
teem in which he held the plumbing 
craft and said that although he had 
since retired from that field, his heart 
was always with the boys. Prolonged 
applause greeted Mr. Moran when he 
concluded. 

The hour growing late, it was decided 
to return to Salt Lake City, every one 
regreting the close of the day. On the 
way in, the many comments of the de- 
lighted but tired guests showed that 
each and every one had enjoyed him- 
self and carried with him most pleasant 
memories of one of those events which 
has made Salt Lake City famous as a 
host. 


VISITORS WITNESS SPECIAL DRILL 
OF FIRE DEPARTMENT 


HE PLUMBERS’ TRADE JOURNAL 
EF ConvENTION Dairy representative, 

while visiting the different sec- 
tions of the city with W. H. Bywater, 
chief of the Fire Department, was 
informed of the fact that Salt Lake 
City has a system of drill, different 
to that of other cities throughout the 
United States. At the suggestion of 
Tue PLUMBERS’ TRADE JOURNAL repre- 
sentative, the chief kindly consented to 
put on an extra drill and fire racing 
apparatus in action, for the benefit of 
the National Plumbers’ Association dele- 
gates and their friends. 

The following members of the Salt 
Lake City Fire Department, under direc- 
tion of Chief Bywater, took part in ex- 
hibiting their wonderful skill for the 
benefit of the visiting delegates and 
friends: Assistant Chief James Paul, 
Captain Andrew EHikorn, Firemen Harry 
Hammond, George Nelson, Richard 
Reimer, Edward Anthony, George Jen- 
sen and George Carter. Chief Bywater 
has one of the most up-to-date apparatus 
and men who understand that his word 
is law. Salt Lake City is to be con- 
gratulated on having a man of such ex- 
ecutive ability. THE PLUMBERS’ TRADE 
JourNaL extends the chief, W. H.:By- 
water, and his assistant hearty congratu- 
lations and thanks in behalf of the many 
delegates who witnessed the unusual 
and delightful entertainment. 


AUXILIARY ENTERTAIN 
LADY VISITORS 


EDNESDAY afternoon, while the 
men folks were busy figuring 
out how to make money in 

every other business but their own, the 
lady guests were given a delightful jaunt 
by the Ladies Auxiliary Committee. The 
trip was up through Emigration Canyon, 
over the old “Mormon” trail. The special 
train carried nearly three hundred visit- 
ors and their hostesses. They returned 
in time for dinner, after having had a 
just “too perfectly lovely time.” 


LADIES’ 


THOS. MADDOCK’S SONS’ REPRE- 
SENTATIVE AN INDISPENSIBLE 
FIXTURE AT THE CONVENTION 


ie... one of the party of New York- 
ers who made the trip to Salt Lake 
City will remember John Falstaff 
Kelly, he of the generous girth and jovial 
countenance, who entertained the travel- 
ers with amusing anecdotes on the jour- 
ney to the convention city. Incidentally, 


Mr. Kelly sails under the Anchor, the 
same being none other than the trade- 
mark of the Thos. Maddock’s Sons Co., 
of Trenton, N. J. 

While in Salt Lake, this genial chap es- 
corted the delegates around to the vari- 
ous points of interest with the skill of 


John F. Kelly, Jovial Representative of 
Thos. Maddock’s Sons, Trenton, N. J. 
a veteran guide, and when not engaged 
in this pleasant occupation, enlightened 
the craft on the merits of Maddock’s sani- 
tary fixtures and accessories. A _ dis- 
tinguished linguist, conversing in three 
languages—New York, United States, 
and English—Mr. Kelly was able to 
spread the Maddock’s gospel among a 
greater number of pilgrims than the 

other representatives. 

The handsome headquarters of the Jos. 
Nelson Supply Co., one of the largest 
in the West, were the base of Mr. Kelly’s 
operations. Here an “Ariston” syphon 
jet closet combination in action under 
usual conditions attracted the attention 
of the delegates by its silent working. 

oo 


Unsanitary Conditions Prevail in 
California Prisons 


HE prison officials of California 
sn have at last been aroused to the 

need of modern sanitary equip- 
ment in the two institutions maintained 
by the state, and an appropriation has 
been secured for the immediate instal- 
lation of bathing facilities in the prison 
at Folsom. Conditions there are almost 
intolerable. Between 1,100 and 1,200 
prisoners are confined at this institution 
and the entire bathing system consists 
of two bath tubs and one dilapidated 
shower, which has been in service for 
more than twenty years. A new bath- 
house is now to be erected. There will 
be a plunge flanked upon either side by 
hot and cold showers, twenty on each 
side. There will be twenty tub baths and 
separate tubs for prisoners not permit- 
ted to mingle with the other convicts. 


—_—_—> +4<-——___—_ 
The only successful thing some people 
do is nothing. 
a 


The blush of a really bashful girl is a 
straight flush that always wins. 
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sarily endorse the contributed articles. 
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material on the trades it represents. 


It is a free and independent paper, established in the 
hole, given to the publication of news and practical 


HE PLUMBERS’ TRADE JOURNAL extends 

its hearty congratulations to J. A. 
Gerrity of the Glauber Brass Manufactur- 
ing Company of Cleveland, Ohio. Mr. 
Gerrity gave a bachelor dinner to his 
friends at the Oklahoma Plumbers’ Con- 
vention, held at Shawnee last April, but 
the real ceremony took place a short 
while thereafter at Harrisburg, Pa., the 
home of the happy bride, who formerly 
was Miss Anna Mae Staub. Joe is back 
in. his territory with Mrs. Gerrity now 
hunting up a home in Oklahoma. They 
will probably locate in Muskogee. 


O better choice for President, than 
Thomas J. Claffy of Chicago, 
could have been made by The American 
Society Inspectors of Plumbing and San- 


President Thos. J. Claffy, Chicago, Ill., of 
The American Society Inspectors of 
Plumbing and Sanitary Engineers 


itary Hngineers at their recent meeting 
in St. Louis. Mr. Claffy has served his 
home city in the Department of Health 
for more than fifteen years, during which 
time the improvements brought about 
probably have never been attained by 


any similar health department. Presi- 
dent Claffy has had an active connection 
with the plumbing business for a period 
extending back twenty-five years, his ex- 
perience ably fitting him for the position 
he now occupies. A conscientious ser- 
vant, he has never permitted obstacles 
to interfere with the work of his de- 
partment and he enjoys the friendship 
of the trade, professional and business 
men, who see in him a man of sound 
judgment and an authority on matters 
sanitary. Tur PLUMBERS’ TRADE JOURNAL 
takes this opportunity to extend con- 
gratulations and wish continued success 
in the work Mr. Claffy has so energetic- 
ally carried on. 


IEUTENANT WILLIAM N. 


McKENNA, of Boston, president 
and treasurer of the Wm. N. McKenna 
Co., and ex-president of the Master 


Steam Fitters’ Association, is now en- 
joying an extended trip abroad with his 
daughter, Miss May McKenna. They left 
Boston July 2d, with the Ancient and 
Honorable Artillery Co., of which com- 
pany he has the distinction of “Bearing 
the Colors” of our country. After a week 
of entertainment by the London Artillery 
Co., and a reception at Windsor Castle, 
they presented a tablet of bronze in- 
scribed with the name of Capt. Robert 
Kane, who was the first captain of the 
company in 1638. They were royally 
entertained by Lord Denbigh and his 
company, and reviewed at Buckingham 
Palace and given a reception by King 
George V. The company enjoyed a two 
weeks’ tour of the Continent and return- 
ing to London where they were photo- 
graphed in a group in the centre of 
which was King George V., Capt. Francis 
Appleton of the Ancients, Ambassador 
Reid, Lord Denbigh, and Lieutenant Mc- 
Kenna proudly supporting Old Glory and 
the emblem of the company. 

It is expected that “Billy” will have 
an interesting account of his travels 


upon his return. He has recently been 
elected a member of the American So- 
ciety of Heating and Ventilating Engi- 
neers and we no doubt will hear from 
him at their next annual meeting. 


N expert with the rod and line is 
John B. Mutch of Long Beach, 
California. Mr. Mutch, accompanied by 
his wife, was a delegate to the recent 
California convention at Lake Tahoe 
and during the intervals between ses- 
sions wiled away the time with his 


Mr. John B. Mutch, Holding the Record 
Trout at Lake Tahoe, California 


favorite sport, fishing. That other than 
fisherman’s luck favored him will be 
seen from the photograph herewith. Mrs. 
Mutch basked in the sunshine overlook- 
ing the beautiful waters of the lake, at 
the same time viewing the efforts of her 
husband in landing the big ones. The 
chipmunk in her lap is eating his din- 
ner as placidly as can be.  Incident- 
ally it might be mentioned that the 


Mrs. John B. Mutch Feeding a Chip- 
munk While Her Husband Angled 


trout is the record catch for Lake 
Tahoe, weighing more than five pounds 
and exceeding twenty-four inches in 
length. 

Mr. and Mrs. Mutch were also among 
the delegation from California at Salt 


= 
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Lake City, and although Mr. Mutch was 
not in the best of health, under the 
kindly care of the best of nurses, his | 
wife, he had a much more enjoyable trip 
than could possibly have been the case. 
otherwise. No use talking, John, we 
agree with you that a loving companion 
is man’s greatest possession. | 


ICK COLLINGS of the American 
Pin Company is an enthusiastic 
fisherman and would rather fish than 
do anything else except take orders - 
the trade and attend conventions. I 
is spending a well-earned vacation 
up in Canada on a little lake 
Chicken Pond. The firm received a le 
from their traveling representatiy 
other day which contained an accoun 
a harrowing experience, or rather a. 
story; something like this: “I had a 
good strong bite and a severe pull on 
my line, after playing the fish for an 
hour or more I succeeded in landing him, 
My guide told me it was a Chickocum- 
chipo and weighed 17 pounds. Thig re- 
markable fish is caught usually after 
dark and in the waters of the Rhine.” 
Dick will have to prove it. 


RECENT visitor to the editorial 
offices of Tur PuLuMpBeERS’ TRADE 
JouRNAL was W. N. Fairfield, represent- 
ing that well-known brass goods house, 
the Haydenville Co., Haydenville, Mass. 
Mr. Fairfield was a busy fellow at the 
joint meetings of the Hastern and Cen- 
tral Supply Associations at Atlantic 


W. N. Fairfield, Eastern Represen 
the Haydenville Co., Haydenville, 


City a short time ago.’ His terr 
covers the entire section east Ol 
Louis, and the orders which he sent 
house testify to his ability as a con 
ing talker and capable representa 
Mr. Fairfield’s knowledge of the 
game has been acquired through actual 
contact with the goods he sells, having 
been in the shops where he obtained a 
complete fund of information as to what 
constitutes high-grade goods. 

E show herewith an excellent pho- 

tograph of Master Donald Murphy, 
grandson of Philip Snyder of the firm 
of Huebner & Co., Milboygan, Wis. It 
does not require two pairs of spectacles 
to guess Master Donald’s future. Al 


though but eighteen months old, and 
the youngest full-fledged plumber in the 


“ 


AUGUST 15TH, 1912 


state, Grandpa Snyder says that his 
boy already exhibits an unusual han- 
kering for all things pertaining to 
plumbing. He has a right to be, for 
quite a ways back the men folks have 


Master Donald Murphy, Milboygan, Wis 


all been plumbers. We just glory in 
the fine clean-cut boys whom we note 
have chosen the craft and know that the 
business is ever on the path to success. 
Here’s to more like Master Donald. 


NE of the well-known characters in 
the heating trade, Fred. W. Leut- 
hesser, formerly with the Monash- 
Younker Co., of Chicago, Ill., has been 
elected president of the Kelly Brass 
Works of the same city. Through his 
long connection with the heating indus- 
try, Mr. Leuthesser is ably competent 
to fill the new position, which he has 
merited. The Kelly Brass Works are 
now located in their splendid new and 
commodious quarters at 225-231 West II- 
linois street, Chicago, II. 


E are reproducing herewith a pic- 
ture of a future craftsman at 
Streator, Ill. Master Roy Wonders is 
the youngster’s name, and if present 
performances can be taken as a crite- 
rion, this eighteen-months-old plumber 


Master Roy Wonders, Grandson of J. A. 
Huggans, Streator, Ill. 

ought to do “wonders” when those 

months roll into years. Roy is the pride 

of his grandfather, J. A. Huggans of The 

J. A. Huggans Company at Streator. 


Oe J. SAXE, together with his 

wife and daughter, Helen L., sailed 
from New York, August 15th, on the 
S. S. America of the Hamburg-American 
Line for an extended trip through 
Europe. Our old friend Oscar has long 


been identified with the Dalton-Ingersoll 
Co. of Boston, Mass., and has many warm 
acquaintances throughout New England. 
The party will visit Hamburg, Berlin, 
London, Paris, Rome, Vienna and tour 
through Switzerland. Miss Helen will 
finish her education abroad and return 
later. Bon Voyage, Oscar. 


VISITOR from “Way down South” 
a recently honored the _ editorial 
sanctum of THk PLUMBERS’ TRADE JouR- 
NAL by a call in the person of T. R. 
Warburton of Aberdeen, Miss. Mrs. 
Warburton accompanied her husband, 
the trip being merely a pleasure jaunt, 
earned after a long period of hustling. 
That the Mississippi master plumbers 
are right up to snuff could be noted 
from his interesting account of trade 
doings in that far southern state. Mr. 
Warburton reported that prosperity 
seems to have come generally upon the 
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“Fords,” “Mercedes,” 
class “buzz wagons,” but Flora still 
sticks to his Cayuse. In view of the 
fact that he weighs 200 pounds, the sym- 
pathy of his town’s people all go to the 
horse and they are daily expecting to 
see Flora pass on that broken rib affair 
to his proud charger. Somewhere in 
this story there’s a moral. It may be: 
“Don’t ever take a bath.” 


and other high- 


NCLE SAM had a narrow escape 
from being stranded without his 
supply of Celestial slant eyed shirt pol- 
ishers and chop suey cooks not long ago 
when J. Lee Hammond, representative of 
the Federal-Huber Co. of Chicago, was 
offered more than $500,000 good gold dol- 
lars by a Chinese revolutionary to fly 
over Pekin and gently lower on that 
turbulent city a few cases of dynamite 
and nitro-glycerine. First, let us en- 
lighten the reader that J. Lee was for- 


J. Lee Hammond, Latest Acquisition to the Sales Department of the Federal-Huber 
Co., Chicago, Ill. 


members of the craft in that section. 
Automobiles and other evidences of 
good times can now be seen in almost 
every shop. 

Mr. Warburton was looking up a 
quicker mode of transportation to en- 
able him to cover more ground and 
while his wife was shopping, he investi- 
gated the relative merits of aeroplanes 
and racing benzine buggies. He asked 
our opinion in the matter of choice, but 
we had to decline inasmuch as the sub- 
ject was entirely too portentious for our 
modest judgment. At any rate, we hope 
T. R. arrived home without mishap, for 
we should regret deeply any necessity 


of mentioning this fine chap in our 
obituary columns. 
RANK toe bASOH TI JR: until 


August Ist the eastern sales manager 
of the International Heater Company, 
has identified himself with the Utica 
Heater Company in the capacity of sec- 
retary. Mr. Bassett, who is well known 
in the heating trade, will hereafter de- 
vote his interests to the pushing of his 
new house’s line of heating apparatus. 
His headquarters will be in Utica, N. Y., 
the home offices of his new firm. 


OU would never imagine, to see 
Geo. E. Flora of the Slate Products 

Co. of America, Bangor, Pa., dressed in 
his wild west costume which he uses as 
a business suit, that he was the kind 
of a fellow who would let his “foot slip.” 
especially on such a common-place thing 
as a bath tub. But that’s just what he 
did and is now nursing a broken rib as 
a result. Mr. Flora thought that he was 
stronger than any old tub that was ever 
made, but the first fall put him down for 
the count. That wild west costume, by 
the way, is by far the most picturesque 
thing in Bangor. Most of the quarry 
owners there sport around to business in 


merly in the flying game, a last sur- 
vivor of the Baldwin crew of air-men, all 
of whom lost their lives except he. 
The four hundred odd flights which he 
has made in different countries have 
netted him a fortune, and his feats have 
startled thousands of spectators in every 
clime. His thrilling account of some 
of his flights convinced Tur PLUMBERS’ 
TRADE JOURNAL representative that after 
all Mother Terra Firma was the safer 
place in spite of dodging 
gas bills. 

However, two little events transpired 
that have since developed into greater 
ones. Those were: First, 
Dawes of the Federal-Huber Co. hap- 
pened to suggest the certain future in 
the plumbing supply business, against 
an uncertain one in aviation. Second, 
There was a Mrs. J. Lee Hammond to-be 
who did not want a husband who went up 
in the air on every trivial occasion, so un- 
der such persuading influences Mr. Ham- 
mond had to give up his chosen calling. 
As a reward for being good, Miss May 
EK. Andrews, Garden City, Long Island, 
consented to link her fortunes with his, 
and the happy couple were the first 
newly-weds to take a honeymoon trip 
in an aeroplane. Latest news from Chi- 
cago says that J. Lee is doing great. 


ee 


A Western Concern That Has 
Enjoyed Rapid Growth 


ORE than seventeen years ago the 
Horigan Supply So., St. Joseph, 

Mo., started business in a modest 
two-story building in the water, gas, steam 
and plumbers’ supply lines, and through a 
policy of square dealing, supplying only 
the best, and the fact that they were 
always ready to co-operate with and as- 
sist their clients in every way, has made 
lifelong friends of their every customer. 
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Steadily throughout that period, the 
business constantly increased in volume, 
requiring frequent changes to take care 
of the expansion until now the Horigan 
Supply Co. are one of the largest and 
most important supply houses in the 
West. Recently they moved into their 
new warehouse and office building, which 
contains every modern convenience and 
labor-saving device. Formerly the busi- 
ness mostly occupied the jobbing trade, 
but within the past ten years manufac- 
turing has been embraced and some of 
the products which bear the Horigan 
trade-mark are already well known and 
in use by the trade. Every reader of 
THE PLUMBERS’ TRADE JouRNAL is  fa- 
miliar with the merits of the Horigan 
aqua expansion tank for hot water heat- 
ing installations. Another type of appa 
ratus and one that is being frequently 
shipped from St. Joseph, is the Horigan 
pnematic water supply systems. These 
systems are giving universal satisfaction, 
despite the fact that they have been 
manufactured for less than ten years. 

Carrying a full stock of gas and gaso- 
line engines, tanks for water, air or any 
purpose, windmills and a high-grade line 
of pumps, this firm are in a position to 
fill almost any requirements from stock. 

A visit to the warehouse reveals some 
of the most modern methods of handling 
such material as pipe and heavy goods. 
A railroad track runs alongside the build- 
ing, from which the cars are unloaded by 
a traveling electric crane. 

Special mention should be made of 
the pipe department on the second floor. 
Here a car running the entire length of 


Charles G. 2 


Handsome and Commodious New Offices 


and Warehouse of the Horigan 
Supply Co., St. Joseph, Mo. 


the floor carries the pipe to the various 
piles, where another crane stacks each 
size in the proper place, this entire work 
being done without trouble or loss of 
time. The saving of time seems to have 
been a foremost point in the considera- 
tion of the building’s designers, for as 
little handling as possible of any of the 
various goods is especially noticeable. 
Supplies are unloaded into one side of 
the building and distributed through the 
other. The system and orderly appear- 
ance at onceattracts the visitor’s atten- 
tion. 

President J. J. Horigan took delight in 
escorting THE PLUMBERS’ TRADE JOURNAT. 
representative through his establishment, 
explaining the use of the various appli- 
ances and pointing out some of the exclu- 
sive facts about Horigan goods. From 
the activity prevailing about this bee- 
hive of industry, it appeared to our scribe 
that soon the Horigan Supply Co. would 
send out another order: Enlarge! 
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HE work of your 
Sanitary Committee 
the past year has not 
been devoted to scien- 
tific research but has 
consisted mainly in 
gathering statistics 
from members of our 
Association regarding 
the Sanitary Condition 
of public buildings, 
parks, ete., in different 
parts of the country. 


As stated in a com- 
munication from .our 
President, the Na- 


tional Association of Master Plumbers from 
time to time has resolved against the un- 
sanitary conditions of public places and 
decided to ask Congress to create laws con- 
trolling them, so that the master plumbers 
have placed themselves on record as pio- 
neers in the movement in fighting possible 
disease that could be transmitted through 
that medium. 

The press has given the matter much 
publicity and the medical profession in an- 
nual convention acted along the same line, 
setting forth the possible chance of infec- 
tion in these public nuisances. Conse- 
quently, I considered the idea and sugges- 
tion of our National President in this mat- 
ter most admirable and _ believe that the 
gathering of this information from the mem- 
bers of our Association will inaugurate a 
most important and practical work for the 
Sanitary Committee and also for the Legis- 
lative Committee of our National Associa- 
tion. It will, I believe, be the means of 
bringing prominently to the attention of the 


people, the danger of ignoring these breed- 
ing places of disease, and arouse them to 
the importance and necessity of securing 
legislation that will place them in sanitary 
condition. For the purpose of carrying out 
the work mapped out for our committee a 
printed form to be filled out, showing the 
general condition of sanitary appliances in 
the public places of each city, such as thea- 
tres, depots, public parks, fair grounds, 
schools, churches, was mailed to the sec- 
retary of every local affiliated with our 
national association. 

The communication, which also asked the 
appointment of a special committee by each 
local to report upon the sanitary condition 
of the toilet rooms, whether the plumbing 
fixtures were modern or antiquated, the 
condition of the room as to cleanliness, 
whether the plumbing was connected with 
sanitary sewers or cesspool; also whether 
those used for drinking were located within 
one hundred feet of cesspools. To this letter 
we received replies from 108 cities, repre- 
senting 31 states. 

NUMBER of locals throughout the 
A country have shown their willing- 
ness to co-operate with the National 
Association by making a systematic investi- 
gation of the sanitary conditions of public 
buildings in their respective localities. Some 
have submitted a report that shows their 
investigation has not been of a very thor- 
ough character, while still others have evi- 
dently been too busy or too indifferent to 
honor us with a reply. 

In nearly all of the reports there are 
marked points of resemblance, showing that 
while many of our public buildings and 


parks throughout the country are equipped 
with modern plumbing, there is a tremen- 
dous number that are not in sanitary con- 
dition, indicating that great as the progress 
that has perhaps been made in sanitation in 
recent years much yet remains to be at- 
tended to in that direction. A great many 
of the buildings where the plumbing is 
classed as unsanitary are such, because they 
are not kept up with the proper degree 
of cleanliness, even though in some cases 
they are provided with modern plumbing 
fixtures. 

In some the plumbing system is in vari- 
ous stages of dilapidation. In others the 
fixtures are antiquated and in deplorably 
unsanitary shape and have become nothing 
but breeding places for disease. The thea- 
tres are indifferently equipped with toilet 
conveniences for the public. Some of the 
more recently constructed theatres are pro- 
vided with modern plumbing, but the vast 
majority, it is quite evident, have insuffi- 
cient facilities in this respect, and are poorly 
ventilated and unsanitary. A development 
of the past few years is the numerous mov- 
ing picture theatres, nine-tenths of which are 
not provided with any public toilets, and 
practically all of them are without proper 
ventilation. 

With regard to the country’s depots and 
tractional terminals, we find that while 
many of the railroad stations, especially in 
some of the larger cities, have attained a 
high plane in the excellence of their plumb- 
ing, it has also come to the knowledge of 
your committee that in many of the trac- 
tional terminals all over and some of them 
owned by the wealthiest railroads, the 
plumbing is in the most lamentable condi- 
tion, and in many cases unfit for the use 
of human beings, the fixtures never being 
washed and the toilet rooms devoid of effi- 
cient janitor service, kept in a filthy condition. 

A general matter of complaint from differ- 
ent states also is that the railroads do not 
provide janitor service or attendants to keep 
the depot toilet rooms in proper condition. 
Similar conditions to a more or less extent 
prevail in connection with the public parks, 
resorts and fair grounds, in all of which 
there is a vast room for improvement. A 


few of the states and municipalities, more 
progressive than the others, have commend- 
ably erected modern public comfort stations 
for the convenience of the public, but in 
nearly every instance the parks and recre- 
ation spots of the people are woefully lacking 
in proper plumbing facilities, Many of them 
indeed are without any convenience what- 
ever, some having the most primitive equip-. 
ment, while others are really a menace to 
the public health. al 
N the various school buildings throughout 
I the country we find a gradual improve- 
ment going on in the quality of plumb- 
ing being installed. With comparatively few 
exceptions, it would seem that the plumb- 
ing of the schools is modern. A great many, 
if not the majority of them, are equipped 
with the latest improvements in sanitary 
construction. There are many public and 
private schools, however, that are in a dis- 
graceful condition as far as sanitary plumb- 
ing is concerned. Some of these are pro- 
vided with the latrine type of closet, which 
unless flushed regularly is unsanitary an 
as a general thing unsatisfactory. ; 
There seems, however, to be a ten 
among the intelligent and progressive 1 
of education to replace the latrine with in- 
dividual closets. Some of the private schools 
which seem somehow to escape state muni- 
cipal supervision are provided with only 
the most primitive form of plumbing, vaults 
in many cases being used. The plumbing 
in the churches of the various towns and 
cities is fairly modern but not always kept 
in the most cleanly condition. While the 
majority of the state, county and municipal 
buildings contain modern plumbing and are 
kept in fair condition, it is nevertheless a 
fact that in many of the court houses and 
other public buildings owned by the city or 
state, the plumbing is both dilapidated and 
unsanitary. The plumbing facilities of 
meeting and dance halls, according t 
ports received, are far from what ey 
should be. A great many of the toilet 
rooms used in connection with these public 
places of amusement are in a filthy and 
unsanitary condition. The same and worse 
is true of many of the country’s summer 
and sea shore resorts in various sections. 


Pedestal 
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The “Standard? line of pedestal lavatories 
comprises an excellent assortment of beautiful 
designs, each of which embodies every requisite 
of a sanitary, durable and serviceable plumb- 


The new “Standard” Catalogue “P” contains 
80 illustrations of this class of lavatory, includ- 
ing an exceptionally large variety of designs 
and sizes, making it possible to meet all speci- 
fications for this class of fixture. 


Every “Standard” Lavatory bears the 
Green and Gold Guarantee 
Label, also has our trade-mark “Standard” 
cast on the exterior and is guaranteed against 
defective material and workmanship. 


Standard Sanitary TIfg. Co. 
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I have not the time to go into detail, but, 
judging from our reports from some sections 
and which I have not the slightest doubt 
2xist in every state, the conditions are ap- 
palling and certainly a great source of dan- 
ger in the infection and spread of disease to 
those who frequent these places. While in 
the circular sent out by the National Asso- 
tiation information was not sought concern- 
ng their sanitary condition, the hotels, res- 
aurants and private dwellings, it is evi- 
lent are sadly in need of attention. The 
dumbing of some may be of the finest 
juality, but I venture to state that prob- 
ubly 50 per cent are unsanitary to a less 
yr greater extent. 

With these facts before you, gentlemen, 
sleaned from a source which we have every 
eason to believe reliable, does not the sug- 
sestion of your National President impress 
fou as it impresses your committee, that 
he information gained is of the most valu- 
ble nature and undoubtedly will inaugurate 
me of the most practical movements for the 
venefit of our trade ever undertaken by 
he National Association? 

UCH has been said and written con- 
M cerning the great progress made in 
sanitary science, but the resultant 
nefits to be desired therefrom we have 
he evidence to show are not enjoyed by 
he great masses of the people, one of the 
reatest needs in the public’s parks and play- 
‘rounds, in its summer and sea shore re- 
orts, in its small towns and in its large 
ities, is comfort stations. From nearly 
ver state in the Union comes an urgent 
ry for the establishment of these conve- 
jiences, which are regarded as necessities 
f modern life. For years our National As- 
ociation and the master plumbers generally 
lave probably been advocating these things, 
ut we are making such slow progress that 
ve are almost standing still. There seems 
0 be no systematic efforts being made by 
ither the larger or smaller cities in the 
arious states to provide reasonable toilet 
acilities in their parks or populous districts 
or the convenience of the public. 

There should be, in the opinion of your 
anitary Committee, a standing committee 
n public comfort stations in every local 


association throughout the country to advo- 
eate and push with all the influence they 
possess, legislation, both on the part of the 
city and the state that will bring this about. 
I understand from Mr. Paul Blatchford, 
secretary of the Central Supply Association, 
that the plumbing supply houses of this 
country, through the National Committee of 
the Confederated Supply Associations, are 
also working strongly for public comfort 
stations. I have written Mr. Frank S. Han- 
ley, secretary of their National Committee 
(261 Broadway, New York) on the subject 
and I understand the matter of advocating 
public comfort stations was made an im- 
portant topic of discussion at the annual 
meeting held at Atlantic City, July 5, 1912. 
HERE should also be, in the opinion 
of your Sanitary Committee, created 
by law in the various states, a stand- 
ard plumbing code, and state and country 
inspectors of plumbing whose duty it would 
be to compel a rigid compliance with the 
plumbing laws to the end that all public 
buildings, parks, resorts, hotels and private 
dwellings would be placed and kept in sani- 
tary condition as far as plumbing and ven- 
tilation are concerned. Let us also advo- 
cate, as has been the slogan of some of the 
older members of our trade, ‘house-to-house 
inspection.” If not another new building 
was constructed in the United States for 
the next ten years, it is the judgment of 
your committee, formed from the informa- 
tion we have received from our own mem- 
bers, there is more than sufficient plumbing 
work to be overhauled, replaced and put 
in sanitary condition, that would keep the 
plumbers busy for that period of time. 
We are an organization of business men 
organized for mutual benefit and protection, 
and if we utilize our energies and secure 
by proper legislation adequate Sanitary im- 
provements, will it not of necessity greatly 
increase the volume of our business and 
be of benefit to our trade financially? We 
must not lose sight of the fact that we are 
organized primarily to better our own con- 
dition and if in doing so we are the instru- 
ment by which the public health is im- 
proved, let us not feel ourselves called upon 
to dwell upon the blessings we have con- 


veyed to humanity, of the inventive genius 
of the members of our craft, but let us de- 
vote some of our time and thought to prac- 
tical things and struggle onward, with all 
the energy we possess to make our local, 
state and national associations a medium 
through which the plumbing trade and its 
members may continue to improve and pro- 
gress. 


Seren Ge rs 


Report of Standardization Com- 
mittee of the Confederated 
Supply Associations 


HE following report of the Stand- 

ardization Committee of the Con- 

federated Supply Associations was 
adopted July 11th. The members of the 
committee were D. L. Hamill, F. D. 
Keeler and J. F. Wolff. Copies of the 
report have been sent to all known manu- 
facturers of soil pipe and fittings in the 
United States by Secretary Frank S. 
Hanley. 


Your committee appointed on Standards, 
consisting of Messrs. D. L. Hamill, Frank 
D. Keeler and John F. Wolff, have discussed 
at length, in meeting, the possibility of 
standardizing cast iron soil pipe and fittings, 
deeming it advisable to use the word “NACO” 
on extra heavy pipe and fittings only at 
this time. 

In our opinion the following dimensions 
and weights should be adopted as a standard 
for the “Naco” proposition: 

All pipe and fittings of 2” to 6” diameter 
must be marked with the manufacturer’s 
name or appropriate initial. 


INSIDE DIAMETER :—The inside diameter of 
the barrel of any extra-heavy pipe or fitting 
or branch thereof shall not be less than 1” 
less than the nominal size of same. Except 
for the unavoidable irregularities, the full 
nominal bore must be maintained. 


WALL THICKNESS :—A variation of 1/32” 
less than these figures will be permitted, 
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but only when the actual weight is not less 
than the estimated weight. 


WALL THICKNESS 
Barrel—\4”, 
Body of Hub—5/16”. 
Through Bead of Hub—\%” thicker than hub. 
Through Bead at Spigot End—%” thicker 
than spigot. 


Huss:—The depth of extra heavy hubs 
shall not be less than as follows: 
Size of Pipe—_ 2 ” se 4 to 6” 


Depth of Hub— 2%” 2%” yo: ae 

Hub bead shall have at its greatest diame- 
ter a width as follows: 

2% 3” 4 to 6” 
56” 11/16” 4” 

The inside diameter of the hubs shall not 
be less than— 

2” Bi 47, 5” 6” 
3-3/16” 4-3/16” 5-3/16” 6-3/16” 7-3/16” 
Spicot:— The outside diameter of the 

spigot bead must not exceed 276% -on: 27 
3%” on 3”; 4% on 4”; 57%” on 5”; and 6%” 
on 6’. The bead shall not at its greatest 
diameter be less than 9/16” on 2”; 54” on 3” 
and 11/16” on 4”, 5” and 6”. 

CALKING Room:-—The spigot end includ- 
ing bead of every fitting must be straight 
without offset or change in direction for at 
least 4”; on traps this must be at least 5”. 

TRAPS :—The calking room at spigot end 
shall not be less than 5”. Seal to be not 
less than 2%”, 


reg iP 


Omaha, Neb., Master Plumbers’ 


Annual Outing 
HE Omaha, Neb., Master Plumbers’ 
Association held their annual pic- 
nic at Hillside Park at Ralston. 
About one hundred and twenty-five mem- 
bers and their families attended and all 
plumbing shops in the city were closed 
during the day. A program of athletic 
contests and a baseball game occupied 
the attention of the picnickers during 
the day, and an efficient committee 
looked after the comforts of every one. 


WATCH THIS AD FOR SOMETHING NEW WHICH WILL BE OF INTEREST TO THE TRADE 


QUINN QUALITY CLOSETS 


are fully explained in our new Catalog ‘‘S’. Have 


you acopyP 


QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who’ 


has ever installed them. 


tion. Can you beat it ? 


That’s some recommenda- 


QUINN QUALITY CLOSETS 
will eliminate 90 per cent. of your 


worries and_ troubles. 


All our 
output is stamped with our mono- 


Quin 
(QUALITY 


gram trade mark, which is your 


absolute guarantee of first quality. 


If you haven’t our catalog, send postal for it today. 


It is catalogue “S”, 


QUINN MANUFACTURING CO. 


MFGRS. OF PLUMBING AND STEAM SUPPLIES 


DETROIT, MICHIGAN 
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Beler Water Heater Co. Expand 


AMES HAY, president of the Beler 
Water Heater Co., Pittsburgh, Pa.; 
John Ellis, vice-president, and W. ‘le 

Langenheim, secretary and treasurer, 
have disposed of their holdings in the 
Ruud Manufacturing Company. 

The Beler Water Heater Co. has all 
the orders it can take care of promptly 
at the present time. Offices and sales 
rooms have been opened in Boston, New 
York, Baltimore, Columbus, Cincinnati, 
Chicago, Indianapolis, Kansas Gity,= Du- 
luth, San Antonio, Los Angeles and San 
Francisco. The success of the heater is 
phenomenal and the company expects to 
double its output during the next two 
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throughout the country, hence the in- 
creasing demand and popularity of this 
product of Pittsburgh skill and brains. 
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Tennessee Master Plumbers Meet 
in Annual Convention at 
Nashville, July 8 


T the recent annual convention of 
A the master plumbers of Tennes- 
see, held in Nashville on July 
8th, Frank Herbrick, of Nashville, was 
elected president of the organization 
and T. Cronlin, of Memphis, vice-presi- 
dent. The secretary, treasurer and board 
of directors will be appointed by the 
president. The meeting was called to 
order by President W. H. Grewar, of 
Nashville. Regular routine business 
followed. 

At the noon hour, luncheon was served 
in the dining-room of the Tulane Hotel, 
at which Frank Herbrick acted as toast- 
master. Several impromptu talks fol- 
lowed the luncheon. At the afternoon 
session, the election of officers was taken 
up. In the evening the delegates and 
local members were taken to Haury’s 
Camp on Hyde's Ferry pike, where a 
fish fry was tendered them. Later a 
theatre party was given the company. 

In every respect Nashville’s high rep- 
utation for hospitality was upheld. The 
committee on entertainment was com- 
posed of M. Gallagher, Charles Preston, 
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WwW. H. Grewar and P. J. Kane, assisted) 
by J. B. Kean, the local president. — } 


—————_+- > | 
Western Plumbing and Heating 
League Have Picnic 


ITH an attendance larger thar 
W they have yet had, the Wester 

Plumbing and Heating League 
held its fourth annual picnic at River. 
view Park, Aurora, Ill, Wednesday 
August 7th. The master plumbers anc 
their families in the Fox River Valley 
comprising Aurora, Elgin, Batavia, Ge 
neva, St. Charles, Joliet, LaGrange, Em 
hurst, Glen Hllen, Riverside and ad 
jacent towns, were largely represente(| 
as were men in the plumbing and heat 
ing business from other parts of thi 
state. A feature of the outing was al 
excellent dinner served in the dining 
room at the League’s expense. Lemon 
ade, ice-cream and other refreshment, 
were also served to the League’s guest 
during the day. Arrangements were als 
made for those in attendance to witnes 
a fast professional baseball game be 
tween the Illinois-Wisconsin League du) 
ing the afternoon. ’ 


Novelty Iron Co., Canton, Bhi 
Occupy More Commodious 
Showrooms in Pittsburgh | 


HE Novelty Iron Co. of Canto: 
Sa Ohio, whose Pittsburgh brane! 

under the management of ©. } 
Morrow, has been doing a ‘spl 
pusiness, have moved to the sb 
formerly occupied by the United 
Radiator Corporation, on Wood 
The new showroom gives them ¢ 
larger space than the older one 
lows opportunity to show their full Ii 
This enterprising company have ma 


s i! 
wonderful strides since the new manag 
ment has taken hold and have adc ed 
number of new designs to their li eo 
boilers for every size and mm 


as well as radiators for steam an 
water. ™ 

F. H. Mechling, formerly of the Unit! 
States Radiator & Boiler Co, of Pit 
burgh, is general manager at the hor 
office of the concern at Canton, Oh. 
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NE of the hustling mas- 
ter plumbers of Eliza- 
pethweNe J. 48 C.J. -Tif- 
fer of 314 Madison ave- 
nue. A few of the con- 
tracts on hand are: The 
No. 7 Fire House, Ep- 
worth M. EE. Church, 
Webber Office Building, 
Byrne Apartment House, 
three two-family houses, 
and numerous alterations 
and jobbing. 


Macgregor & Mulford 
of 10 Julian Place, Eliza- 
beth, N. J., have the 
show place of the city. 
Outside of their display 
of high-grade plumbing 
pods their aquarium is the equal of the 
ne in New York City. 

A. O. Bornemann of 491 Elm street, Ar- 
ngton, N. J., reports business as very good. 
“Happy” J. K. Stein of 508 3d_ street, 
[oboken, N. J., with his branch office at 
05 9th street, wonders why folks ‘kick’ 
bout autos. His high powered car never 
oes. 

Hugh F. Parle of 808 West Side evenue, 
ersey City, N. J.. was very busy when seen 
n the job at No. 7 Duncan Court. He is 
oing the plumbing in a 2-family house, 


Robt. Berla, R. A. Koether and Louis 
Maier have chartered the palatial 
steamer Commander to convey the party 
to the scene of operations, Jos. Witzel’s 
Point View Island, College Point, N. Y. 
The steamer leaves Ripley’s Dock, Canal 
and Market streets, at nine A. M., leaving 
College Point at five P. M. Music and 
other divertisements will make the trip 
an enjoyable one. 


2 ee 


Eastern Trade Golf Association 
Meet at Montelair, N. J. 


UST as we go to press, the Eastern 
J Trade Golf Association held their 
summer tournament at the links of 

the Montclair Golf Club, Montclair, N. J. 
The privileges of the club were courte- 
ously extended the members by A. L. 
Pierson, and the links of this club are 
among the finest in the country. Some 
of the events were an 18-hole medal play 
handicap, first round counting; four-ball 
competition, 18-hole medal play handicap, 
best ball; match against bogey, 18-hole 


'. Grossman, Jersey City, Out for a Drive With Mrs. Grossman and Baby on Hudson 
Boulevard 


sing all brass pipe, and _in another at 420 
‘airmont avenue. 


“Hey! Dey can’t draw de beer. What’s 
2 matter?” That was the question to our 
‘iend Charles Bach of 541 Bloomfield street, 
‘oboken, N. J., who immediately jumped 
ito his auto and rushed to the City Hall 
' help his brother Dick out of trouble. 
The photograph on this page was snapped 
1 the Hudson Boulevard not long ago by 
HE PLUMBERS’ TRADE JOURNAL representa- 
ve, who happened to be meandering along 
hen G. Grossman of Jersey City, one of 
ir brothers, was taking his wife and baby 
v their evening constitutional. Mr. Gross- 
an is very fond of horses and may be 
und driving whenever business and the 
eather permit. 


_——__s>--o—____—__— 


tewark, N. J .. Master Plumbers 
Prepare For J ollification 


JC UESDAY. August 20th, will mark 
: the nineteenth annual festivities 

and outing of the Newark master 
lumbers and their friends. This year’s 
metion will consist of a clam-bake and 
orting events. The committee consist- 
ig of John J. Turbett, chairman; Elmer 
utz, secretary; F. J. Sturn, treasurer; 


i - _— 


three-quarters handicap, and a putting, 
contest, 18-hole on the putting green. 
The names of the winners of the prizes, 
which were gold medals and silver cups, 
etc., will be given in a complete report 
together with photos in the September 
ist issue of THrE PLUMBERS’ “TRADE 
JOURNAL. 


— ~-+e——_—_ 


The Asbury Park, N. J. Master 
Plumbers to Have Clam-Bake 


HE ninth annual outing of the 

Asbury Park, N. J., master plumb- 

ers will be held at Green Gables, 
Pleasure Bay, on Tuesday, August 20th. 
Invitations are being mailed by the 
Committee on Entertainment, Messrs. A. 
T. VanCleve (chairman), Wm. J. Lepine 
and W. H. Brighton, who have promised 
a program that will meet with the ap- 
proval of every one present. A clam- 
bake will also be a feature of the out- 
ing. The special cars which will convey 
the members and guests to the scene of 
the frolic will leave Cookman avenue and 
Main street, Asbury Park, at nine A. M. 
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Chapter III. 


ILL,” said Mrs. Asket that dismal 

W morning, as she shook the rain 

off her umbrella and _ carefully 
stood it up to drip in his lead pot, ‘Bill, 
you spoke the other day about the difficulty 
of getting any solid and greasy substances 
in the water through a trap with a very 
deep water seal. Now I ean’t for the life 
of me see,if the grease is in the water run- 
ning through the trap, why it doesn’t run 
right along with the water and go through 
the trap no matter how deep it is.” 

“Well,” said Bill, “you see, Mrs. Asket, 
there are great natural laws which govern 
everything and one of those laws is that any- 
thing which bulk for bulk weighs less than 
water will float, or try to; and anything 
which, bulk for bulk, is heavier than water 
will sink or have a tendency to settle to 
the bottom. Now a cubic foot of grease 
weighs less than a cubic foot of water and 
therefore grease has a tendency to float. 
With a very deep trap the greasy solids in 
the first part of the discharge from the 
sink or other fixture may be forced down 
and around the bend of the trap simply be- 
cause their floating tendencies are not great 
enough to overcome the strong current of 
water carrying them along. But towards 
the end of the discharge the flow becomes 
slower and slower and the current weaker 
and weaker until the buoyancy or floating 
tendencies of the greasy particles become 
stronger than the current. 

“Then they begin to rise back to the 
surface of the water on the inlet side of 
the trap and collect and harden there form- 
ing a sort of ring around the inside of the 
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trap, obstructing the flow of water. This 
in turn causes a weaker current for each 
successive discharge carrying fewer and 


fewer of the greasy particles around the bend 
each time until, together with lint, hair and 
other obstructions which have been caught 
and hardened into grease, the waste ceases 
to run and is stopped up. Another thing is, 
that the warmer greasy matter is kept, the 
easier it will flow and the result of empty- 
ing a pan full of hot and greasy water into 
a sink with a very deep trap full of cold 
water would be that the grease in the first 
part of the discharge would be immediately 
cooled, by the cold water in the trap and 
harden on the spot which is the very thing 
that is most dangerous. This is why traps 
have their troubles even now and why they 
would have more if made with deeper water 
seals. 

“Grease is one of the hardest things to 
handle and sometimes special traps with 
water cooled jackets to solidify and collect 
the grease are used. I might tell you about 
those some day when I have more time than 
this mornings.” 

“Ts there any other place where grease 
bothers you except right at the trap?’ in- 
quired Mrs. Asket. 

“Oh, yes,” said Bill, “it is always a 
nuisance throughout any drainage system 
until it strikes a line_ where the flow is 
strong enough and constant enough to keep 
the pipes scoured out. It is in the smaller 
pipes where most of the trouble comes and 
where the vents are taken off the high 
points of the traps the grease is often 
splashed into them and after a while com- 
pletely shuts off the vent lines.” 

“Goodness sakes alive!” said Mrs. Asket, 
“T shall be careful after this about empty- 
ing so much grease into my sink; I thought 
it just ran off and that was the end to it.” 

“Well,” said Bill, “sometimes that’s only 
the beginning of the trouble caused by it.” 

Mrs. Asket reclaimed her umbrella from 
the lead pot, noticing that only about half 
a pint of water had run off of it, and wished 
Bill a pleasant “Good morning.” 
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Bill emptied out his lead pot after she 
had departed and said something which was 
very expressive but at the same time quite 
unprintable. 

N her way home from downtown one 
O day Mrs. Asket stopped in to see 

Bill a few minutes and also to sit 
down and rest a spell before she climbed 
the stairs. ‘Bill,’ popped Mrs. Asket, “I 
wish you would tell me about the vents 
on the traps that you said sometimes got 
clogged up with grease; now I don’t see 
why if a trap stops the sewer gas (as you 
say it does) that you need any vents.” 

“Well,” said Bill, ‘venting is probably 
something which has been more talked over 
and more enlarged and increased in late 
years than any other _ single point in 
plumbing systems. The idea is this, Mrs. 


By H. L. ALT 


fresh-air inlet, which allows a current o 
fresh air to enter the pipe at this point anc 
circulate all up through every soil anc 
waste and vent stack, finally coming out a 
the roof.” ( | 
“Yes,” said Mrs. Asket, 
fresh-air inlet?” 
“Why,” replied Bill, “it is only a brancl 
pipe run from the drain up above the groun( 
with the open end protected from bein 
stopped up.” 
“T don’t see,” said Mrs. Asket, “what thi 
all has to do with the vent on the trap an' 
the grease stopping it up.” 
“Really it hasn’t,” said Bill, “but Ill tel 
you about that tomorrow.” 


“but what is thi 


Mrs. Asket then made her departur¢ 
firmly of the mind that Bill had bee. 
“hedging” because he didn’t know the an| 


Oy 


“By the Way, Mrs. Asket, Did You Open Your Bedroom Window Wide 
Your Room When You Got Up This Morning?” 


Asket—” Bill stopped for a moment. By 
the way, did you open your bedroom win- 
dow wide and air your room when you got 
up this morning?” 

“Of all the impertinence!” exclaimed Mrs. 
Asket, getting a little edgy. “Of course I 
did; and it was open all night, too.” 

“Just so,” said Bill, “and you doubtless 
would not have a fresh and healthy room 
unless you did this. Now that is the idea 
with the ventilating of plumbing systems, 
to keep up a constant circulation of air 
through all the drainage pipes in the house 
and in this way trying to keep them in a 
much sweeter and more cleanly condition 
than would otherwise be the case. 

“All drainage pipes should be continued 
up to and through the roof so as to allow 
the air and gas formed in the drain pipes 
to rise out of the pipes and thus ventilate 
the whole system. To help this along, many 
cities make you install what is called. a 
fresh-air inlet where the drainage pipe 
leaves the house to run to the sewer, In 
cases where this is done, it is usual to 
place a running trap at the point where 
the drain leaves the building and this trap 
then serves to stop the gases from the sewer 
from even entering the house. Then on the 
house side of this trap is connected the 
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swer to the question she had asked. « 
resolved that the next day she would b 
let Bill backslide and get away with it 
he had just succeeded in doing. 

Ae 


HE next time when Mrs. 

: dropped in to see Bill she was i 
most determined frame of mind K 
firmly decided that she would get the! 
formation out of Bill about the venti 
the trap and the grease stopping it up. > 
she settled herself comfortably in one? 
Bill’’s best chairs that he always off? 
to his customers, and said: ‘Well, Bi) 
am all ready to hear about that trap Ai: 
Bill saw there was. no escape as she 
between him and the door, so he bet! 
“In the first place, Mrs. Asket, you doit 
less know. what a syphon is and hot! 
operates?” \ 
“No,” said Mrs. Asket, “I never could® 
how it made water run up hill, but I KD 
what a syphon is all right and it is n 
trap by any means. Yow can’t fool me | 
way.” : | 
“No,” said Bill, ‘it is not a trap 
some traps are put in so as to form aid 
phon when the waste pipe is added 7 
this makes the vent necessary. t 
is a sketch of a trap such as I explain€ 
you the other day and also a piece of ¥ 
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ipe on the discharge end such as it is often 

ecessary to use. I will put the same lines 

n this sketch as I used the other day so 

ou will be more familiar with it. The line 

.-F may be considered as the bottom of the 

vaste pipe drop and it produces the same 

ffect regardless of where it is located be- 
yw the line E-E. (See chapter II in July 
5th issue.) : 

“Tf you will imagine the trap with water 

owing through it in a solid column it is 

asy to see that the trap and drop leg from 

-D to F-F are both filled completely with 

rater. Now, at the end or near the end of 

ne run-off of water the supply coming into 
ne trap at A ceases and the water level 

1 the inlet leg comes back to its old and 

ormal position at D-D. At the same time, 

owever, the drop leg between E-E and F-F 

; still full of water falling or trying to 

ull to the outlet at F-F. Then we have 

condition like this. 
“This water in the drop leg between E-E 
nd F-F continues to fall on account of the 
tart it has received and the pull of gravity 
nd draws the water in the trap between 
, and C after it. This in turn pulls the 
‘ater between A and B on the inlet side 
f the trap until it sinks down to the line 
-E when the air rushes under the bend 
sing up in the leg B-C breaking the pull- 
ig force or syphonic action. You see from 
1is, Mrs. Asket, that the operation is ex- 
ctly opposite to what I explained to you 
sveral days ago about ‘breaking’ a trap 
2al from the sewer side. In this case it 
| broken from the house side.” 
“Now,” said Mrs. Asket, “what about the 
ent?” 
“Here,” replied Bill, “is where the vent 
oes in. You saw that the minute the 
ir got through under the bend and rose 
p into the crown of the trap that the 
yphonic action was broken. Well if you 
ist connect a vent pipe at the crown of the 
‘ap to let the air in at that point then 
ou can never have any such effect and the 
ater in the trap will always stand at D-D 
nless it is evaporated through disuse or 
mmething like that.” 
“What is the harm if-a trap syphons 
ut?” Mrs. Asket inquired. 
“Usually,” said Bill, ‘the water remain- 
ig is sufficient to establish either such a 
ary shallow water seal that the slightest 
iff of sewer gas will break it, or it is not 
1ough to reach up to line E-E and close 
ie trap, thus giving the sewer gas a free 
assage out into the room through the 
aste pipe.” 

“Weil,” said Mrs. Asket, “if what you say 

so, why I can see how a vent is very 

scessary but I never could understand why 

Syphon syphons, and what the force is 

iat raises the water up over the high part. 

have heard some people talk something 
90ut the ‘pull of suction’ doing it, but I’ve 
ied to pull water up over the side of a 
ass with my finger and never got more 
ian just what stuck on to it. Now, what 
akes the water go over the top of a sy- 
ion so as to make the attaching of a vent 
pe there so needful?” 

“T see,” said Bill, “that you not only 

ant to know if a thing is so, but also why 

is so.” 

“Yes,” said Mrs. Asket, “and I am going 
stop in tomorrow to hear you tell more 

out it. I think plumbing must be very 

teresting work if all plumbers get as much 

t of it as you have.” 

Bill turned a good turkey red and had 

get down behind the bench to find a nut 
had dropped. Presently he appeared in 

2w again and told Mrs. Asket that he 
yuld be only too glad to explain anything 
could to her whenever she felt like drop- 
ag in and he wasn’t too busy. 

‘'T was not long before Mrs. Asket found 
time again to visit Bill and to quiz 
him further about syphons. ‘First,’ 

id Mrs. Asket, “why does the water run 

hill and over the high part?” 

“Did you know,” asked Bill, “that the 

nosphere all over the earth pressed down 

your body and all other objects with a 

“ssure of about fourteen pounds per 

ware inch, and that an ordinary man 

srefore sustains a pressure of way up in 
> hundreds of pounds?” 

“Mercy me! No!” said Mrs. Asket. 

vhy don’t every one get crushed to 

ath?” 

“Quite likely they would,” said Bill, “if 

P pressure was not counterbalanced or 


equalized by a like pressure inside of our 
bodies pushing out. Owing to this equaliz- 
ing pressure which is present almost every- 
where, we feel no ill effects from the air 
pressure and are often likely to forget about 
it. Did you every try to suck the contents 
out of a bottle with your mouth, Mrs. 
Asket?” 

“IT have no such use for bottles,” spoke 
up Mrs. Asket, getting a little huffed up. 

“Oh, I thought possibly as a child a 
said Bill. “But no matter. If you ever 
should, you will find as you gradually with- 
draw the contents it becomes harder and 
harder, unless you take your mouth away 
and admit air to replace what you have 
withdrawn, you will find your tongue getting 
drawn in. 

“Now, the bottle is no different and exerts 
no more force than before, but you have 
been withdrawing its contents, leaving a 
space which was not occupied (a partial 
vacuum) by the equalizing air pressure so 
that you had an ordinary air pressure of 
fourteen pounds per square inch outside 
pushing against the bottle and your tongue 
with no equalizing force to counterbalance 
it. There is no such thing, Mrs. Asket, as 
the pull of suction which you spoke of and 
this is a common mistaken idea. This 
force is really the push of the atmosphere 
which pushed your tongue into the partial 
vacuum in the bottle. To come back to 
our old sketch of a trap, when the water 
in the trap stands at D-D as it should, 
there is an atmospheric push on the top 
of the water in both the inlet leg at A and 
also the outlet leg at C. These two pushes 
or pressures counterbalance, being both the 
same, and the water is undisturbed. 


the air pressure when the drop 
as I showed you the other day, 
leg is full of water is not exerted on the 
outlet surface of the trap because this sur- 
face is absent, the entire trap and leg be- 
ing one continuous column of water. Then 
the air pressure is exerted on the wate) 
at the outlet of the drop leg (near line 
F-F) and it has to push against the weight 
of the column of water in the drop leg 
By the time this rises up to the top, the 
pressure has been reduced from the origi- 
nal fourteen pounds at the bottom to the 
difference between fourteen pounds and the 
weight of the drop leg of water per inch. 
This may (if the water in the drop leg 
weighed say six pounds per square inch of 
area) amount to only about eight pounds 
“Then it should be plain that the water in 
the trap is being pushed forward by the 
atmosphere with fourteen pounds of pres- 
sure on the top of the inlet side and pushed 
back by the water in the drop leg with a 
pressure of only say eight pounds. Then 
this leaves an unbalanced pressure exerted 
on the inlet of the trap by the air of six 
pounds per square inch, which force is more 
than ample to push the water in the trap 
up and over the high point of the syphon.”’ 
“Well,” said Mrs. Asket, “I never un- 
derstood how that was before. Then, ac- 
cording to that, if you had no water in 
the drop leg at all but put a pump on it 
and sucked out the air so as to get a 
vacuum, you would syphon out the trap?” 
“Sure you would,” said Bill. 
“T guess,” said Mrs. Asket, “that I wil! 
take a day or so to think that over.” 
“Don’t think it over,” said Bill; ‘try it.” 


SN when we add the drop leg on 


(To be continued) 
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The Standardization of 


Plambing 


Materials 


Q—______py p, w. BLAIR, Decatur, Ili —-———_ 
RECREATE 


HIS is a subject that has been 

before the different supply asso- 

ciations for the past five years 

and but slow progress has been 

made. The National Association 

of Master Plumbers has had a 
committee on this for a number of years. 
The’ Brass Manufacturers’ Association has 
also been giving this matter considerable 
attention for the past three years, but at 
the present rate it will be fifty years before 
they adopt standards on the different lines 
of goods that they manufacture for the 
plumbing trade. 

The writer desires to give the above 
association full credit for standardizing 
one of the accessories for the plumbing 
trade when they adopted a standard on dis- 
tance between centers of bathroom supply 
pipes. At the time this was brought about, 
each and every manufacturer was making 
his fittings of different dimensions between 
centers. The plumber was greatly handi- 
capped, for he would rough-in his work to 
use a certain fitting and when he came to 
set the fixture he would be furnished with 
a set of trimmings which measured an inch 
or more one way or another between his 
roughed-in centers. 

The standardization of this one item has 
been to the plumbing trade a great saving 
of time. From the manufacturers’ stand- 
point, they have a very difficult problem, as 
it seems each makes his goods a little dif- 
ferent in some detail. Take the length of 
shanks of the different basin cocks. They 
run from two and one-quarter inches long 
to three and one-half. The diameter and 
pitch of the threads vary as well. The 
standardization of some of these goods will 
make quite an item of expense, as it will 
necessitate changes of both patterns and 
tools. 

The National Association of Brass Manu- 
facturers have recently met and agreed 
upon this standard for cock shanks, which is 
two and one-quarter inches. The manufac- 
turers would only be too glad to supply 
standard goods as specified or have them 
returned as not being standard. 

From the report of the meeting held some 
months ago in Chicago of the Board of Di- 


rectors of the American Society of Inspectors 
of Plumbing and Sanitary Engineers, it was 
unanimously agreed that the secretary write 
to the presidents of the following associa- 


tions: National Association of Master 
Plumbers, supply and manufacturers’ asso- 
ciations, requesting them to consider the 


appointment of a standardization committee 
composed of three members from each or- 
ganization with three members from their 
society to take up the question of stand- 
ardizing materials such as fixtures, pipes 
and fittings. 

Since the American Society of Inspectors 
of Plumbing and Sanitary Engineers have 
taken hold of the question of standardization 
we will probably soon see some action along 
these lines. 

There is also another question, that of 
quality of goods which the standardization 
should cover. The public are demanding 
quality and the trade-marked goods, as they 
have found out from experience that it pays 
in the end. The method followed in London, 
England, the city with the largest population 
in the world, is that the Water Board and 
Sanitary Inspection Departments maintain a 
testing plant where all material and fixtures 
are subjected to tests under their personal 
supervision and then stamped with the 
official seal and date of same before instal- 
lation. This is done at a cost of two cents 
per fixture. This protects the property owner 
as he can examine his fixtures when they 
are installed and see if they have the official 
stamp of the Board on same. The results 
of this move have been in the installation 
of high-grade goods and the driving out of 
cheap and shoddy goods. The class of some 
goods furnished the public by the mail-order 
houses would seldom withstand these tests. 
It would benefit the leading manufacturers 
of plumbing goods that trade-mark and 
guarantee their products, and the plumber 
would have confidence in such lines. This 
matter has been given some consideration 
in some of the plumbing ordinances of our 
cities and has been found to be a great 
benefit and has elevated the plumbing trade. 
Cheap and inferior goods have done more 
to demoralize the plumbing business than 
any other item that I can remember. 
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KENNEDY VALVES 


have a 


REPUTATION 


founded on real 


CATALOGUE ON REQUEST 


THEKENNEDY VALVE MFG.CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA N.Y. 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 

Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL,, Monadnock Bldg., SAN 
FRANCISCO, CAL. 


HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 


Send for cata- 
log and prices. 


BERGER BROS. CO. 


Manufacturers 


237 Arch St., Philadelphia, Pa. 


Thousand 
Island 
House 


ST. LAWRENCE RIVER, 
ALEXANDRIA BAY, N. Y. 


O. G. Staples, Proprietor 


A most attractive summer 
home in the midst of America’s 
Venice—the famous Thousand 
Islands. Write for terms. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Go. 


559 West Lake St. 
Chicago, Ill. 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on the 
Pacific Coast 


POSTAL 
TELEGRAPH 


BUILDING SAN FRANCISCO CAL, 
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A Compact Durable Portable 
PIPE CUTTING AND 
THREADING MACHINE 


Simple in construction, easy to work, requires 
no skilled labor. Fitted with a special chuck 
on the back of spindle, doing away with guides 
for centering pipe. The low price on this ma- 
chine makes it pay for itself on every large job, 


Write for Catalog 


D. SAUNDERS SONS 


Yonkers, N. Y. 


¥%, to 2 in. pipe 


A Profit-Maker for You—A Comfort-Maker 
for Your Customers! 


You can make yourself “solid’’ with your customers 
and increase the profits of your business by selling 
the one heat regulator that is simple, inexpensive and 
efficient—the 


Automatic 
Thermostat 
Heat Regulator 


The Crandon can be so easily installed and gives such 
universal satisfaction in fue] economy and heat 
control that every progressive dealer will want to sell 
it and one sale will make others. Write for our 
attractive dealer proposition. 


Crandon Mfg. Co., Crandon Bldg., Bellows Falls. Vt. 


The Question of Uniform Heat 


and how to guarantee it 
to your customers is 
treated in this free book- 
let ‘Automatic Comfort.” 


: 


Steel Tanks for Compressed Air 
and Water Systems 


Every AIR-TIGHT ‘Tank is g saranteed not 


to leak under pressure specified. 


The seams and heads are “brazed”, making 
the tank one solid piece of steel. 


We have been building AIR-TIGHT tanks 
for 20 YEARS with never one returned, 


Send for prices 


Air-tight Steel Tank Co., 


; Pittsburgh, Pa. 


FUUUIIULAVLLGVLULULUU UHI TTT 
(INLULYAIVUVNCAVUCOU LO 


AT IT 25 YEARS PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 
| BEST BY TEST 
152 CHAMBERS ST.,N. Y. CITY 


Ask what Carter Service means to you 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON. INC., NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 


THE PLUMBERS’ 


OLEDO is in the midst 


of the best building 
season it has known 
in years. Hundreds of 


residences, all of a 
high order, with mod- 
ern improvements, are 
under construction and 
many more will be built 
this season. Many fac- 
tory additions are being 
built. The Willys-Over- 
Jand Co., having the 
largest factory in the 
city, is doubling its ca- 
pacity, and many others 
are being improved. New concerns have 
been coming in and investment structures 
are numerous, many of them being of an 
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pay his own expenses for transportation, 
The Council retained the right to decrease 
the salary back to the former figure when- 
ever the city deemed proper. | 

A $24,000 Masonic Temple is to be built 
at Defiance, Ohio. It will occupy the site 
of the Hotel Wayne, the oldest brick build-| 
ing in the city, which has been razed. The 
plumbing contract has not been awarded 
as yet. i 

Peter J. McDermott, one of Cleveland, 
prominent master plumbers, who but re. 
cently returned to Cleveland from a trip t¢ 
Ireland, his third since he came to thi 
country some twenty-seven years ago, hai 
a tale of much interest to all Irish-Ameri. 
cans. Mr. McDermott came to this countr 
from Gurteen County, Sligo, Ireland, becaus: 
he was evicted by a landlord under the in) 


Result of Looking for a Gas Leak With a Candle at Bellaire, Ohio 


extensive character involving thousands of 
dollars. Plumbers are all busy and there 
seems to be plenty of business to go around 
and the business seems pretty well divided 
so there is practically no complaint from 
plumbers generally. 

James R. Tilton, chief fire marshal, Bel- 
laire, Ohio, sends us the interesting photo- 
graph appearing herewith of a gas explosion 
which took place one day last winter and 
which nearly wrecked the adjoining struc- 
tures. The disaster happened in the coldest 
part of winter when the ground was frozen 
for a distance of several feet. The house 
had been closed for several days and .a gas 
leak in the street had followed the pipe 
through the wall into the cellar. When the 
owner smelled gas in opening the building, 
he started on a round of inspection with a 
lighted candle. Reports say that he found 
the leak all right, as the picture shows. 
Additional danger was apparent as the street 
was difficult to dig up to shut off the gas 
on account of being frozen. The moral ac- 
companying this tale is: Don’t look for a 
gas leak with a light. 


The Dauben Plumbing Co., Of. 467) 0S: 
High street, Columbus, Ohio, are always 
after the contracts and have a number of 
one and two family houses on hand. 


Schneider & Westrick, 212 West North 
street, Canton, Ohio, were caught in the 
act of taking a load of bath tubs, basins 
and closets to their various alteration jobs 
and reported that they were very busy. 

Bowling Green, Ohio, is to have a new 
$40,000 United Brethren church, and plumb- 
ers are awaiting the call for bids with in- 
terest. The old building has been purchased 
and is being razed by the Ohio Wrecking 
Co., of Toledo. 


The salary of City Plumber Charles 
Measle, of Fremont, Ohio, has been in- 
creased from $80 to $100 a month by the 
City Council, with the condition that he 


famous system which was in vosue fat th 
time in Ireland. From the time he land! 
in this country and on each of his pry 
trips home, he has not swerved from 3 
determination to fight that eviction and v) 
his substantial right in return. On his Kt 
trip to Ireland he was successful, the ho? 
office of the British Minister finally conc 
ing the justice of his position and placis 
the seal of victory upon his long war w} 


Peter J. McDermott, Cleveland, Ohi 


landlords, by making him a free gran 
forty-eight acres of land by way of 1 
pensation. Mac, as he is commonly kt 
to the plumbers, is one of Cleveland’s P? 
nent men and all his friends wish him 

on his splendid victory. f : 


AUGUST 15TH, 1912 


TORCH AND SCHIED, 1102 
Wolf street, Philadelphia, 
Pa., well-known plumbers of 
the southern section of that 
city, have the contract for 
the plumbing of one hun- 
dred and eight new dwelling 
houses on Dunfor and Fitz- 
gerald streets, for J. W. 
Shisler. 

Robert J. McNally, 5618 
Germantown avenue, Phila- 
delphia, Pa. a prominent 
Germantown plumber, is a 
busy man. Among other 
anes. work, he is about to start 
il HUAN WAM work on the plumbing and 

heating of a large store 
ind office building on Germantown avenue 

Morris Cutler, 1811 North 7th street, 
*hiladelphia, Pa., one of the active men of 
he trade, has been awarded the plumbing 
ontract for the four-story apartment house 
it 15th and Poplar streets. 


Walter Semple, 1626 Mifflin street, Phil- 
idelphia, Pa., is draining six houses on 
Mountain street, for J. Stewart. 

D. J. Potter, 3232 Frankford avenue, 
Philadelphia, Pa., is installing plumbing in 
. new house at 814 E. Tioga street. 

W. J. Weidner, 2220 N. Reese street, 
Philadelphia, Pa., has the contract for 
Jumbing the new building at 1717 Sum- 
ler street. 


Ellwood Kentz, Gorgas street, Mt, Airy, 
*hiladelphia, Pa., is installing the plumbing 
n the new building at Pleasant and Ander- 
on streets. 


The plumbing of the new building at 
3road and Tioga streets, Philadelphia, Pa., 


Ss being installed by Lord and Read of 5909 
’ark avenue. 


J. J. Cunningham, 10th and Ruscomb 
treets, Philadelphia, Pa., is fitting up 
lumbing in two new houses at 86th and 
\shwood streets. 


John T. Harnett, 2340 N. 29th street, 
*hiladelphia, Pa., has the contract for 
lumbing eight dwellings at 55th street and 
3altimore avenue. 


Wm. Vz. Hadfield, 825 Cambria street, 
*hiladelphia, Pa., is fitting up the plumb- 
ng in the new building at 724 W. Venango 
treet, for Z. K. Slifer. 


Jos. Isman, 731 Brown street, Philadel- 
hia, Pa., has the contract for plumbing 
our new houses on Frankford avenue, and 
ne on Clementine street. 


Chas. Beiling, 3218 Frankford avenue, 
*hiladelphia, Pa., in addition to other work, 
3 fitting up the Plumbing in the new build- 
18 at 814 Schiller street. 


The plumbing in the new dwelling at 
4th street and Overbrook avenue is being 
istalled by W. J. McCuliff of 5940 Haver- 
ord avenue, Philadelphia, Pa. 


The plumbing in the four new residences 
t Lincoln Drive anda Horter street, Phila- 
elphia, Pa., is being installed by Andrew 
Janner of 3743 Bouvier street. 

The Plumbing of the new building at 
locum and Germantown avenues is being 
istalled by Robert Steele of 6650 Ger- 
‘antown avenue, Philadelphia, Pa. 


Wm. Vv. Ryan, 1626 S. 19th street, Phila- 
aIphia, Pa., igs installing the drainage Sys- 
m in a building on Wharton street, and 
‘veral buildings on §. Lambert street. 

Wm. H. McClain of 5922 Girard avenue, 
hiladelphia, Pa, is busy with a number 
- plumbing contracts, one of which is for 


‘ven new houses at 61st and Locust 
reets, 


The Plumbing of the fifteen houses at 
ranklin and Adams streets, Philadelphia, 
Be, is being installed by Weideman Bros., 
- 3013 Kensington avenue, for H. Matthew. 
Benjamin Bailey, 108 S. 52a street, Phila- 
Iphia, Pa., ig Plumbing four new houses 


at 57th and Christian streets, for Benham 
and Reckinpin. 

Chas. E. Smith & Son, 17 E. Coulter 
street, Germantown, Philadelphia, Pa., have 
the contract for the plumbing of the two 
new buildings on West Penn street, num- 
bers 2 and 4, 

John J. Kelly, 3038 W. York street, Phil- 
adelphia, Pa., is about starting work on 
the plumbing of twenty-six new dwellings 
on N. 26th street, and twenty-seven on N. 
Judson street. 

C. P. Scanlin, 2409 E. Sommerset street, 
Philadelphia, Pa., is a hustler. At present 
he is busy with a number of contracts for 
the drainage of houses in the northeastern 
section of the city. 

The plumbing in the new building of 
The Farm Journal, at Washington Square 
and Locust street, Philadelphia, Pa., is be- 
ing installed by P. Gormly Co., of 155 N. 
10th street, Philadelphia, Pa. 

The plumbing in twenty new houses be- 
ing erected by the Model Building Co. at 
48th and Walnut streets, and S. 57th street, 
Philadelphia, Pa., is being installed by 
Thos. H. Beamer of 5701 Pine street. 

The old established plumbing firm o. 
D. R. Burnes & Son of 152 N. 19th street, 
Philadelphia, Pa. in addition to other 
plumbing and heating jobs, are fitting up 
the building at Wayne avenue and Johnson 
street, for W. E. Rees. 

Rhodes Bros., 930 N. 8th street, Phila- 
delphia, Pa. have started work on the 
plumbing of a number of new dwelling 
houses, some of which are: Six on Fallon 
street, twenty-one on Chestnut street, ten 
at 66th and Upland streets, and twelve at 
22d and Venango streets. 


One of the highly appreciated men in 
the plumbing trade in Philadelphia, Pa., is 
S. W. Barnes of the firm of S. W. Barnes 
& Son, 2104-06 N. 6th street. Mr. Barnes 
is the father of the genial secretary of the 
Philadelphia Master Plumbers’ Association. 
He is a member of the Legislative Com- 
mittee of the Pennsylvania State Associa- 
tion and takes a great interest in all mat- 
ters affecting the plumbing business. His 
advice and the benefit derived from his 
long experience is frequently sought in trade 
matters. 


——— i he 


Master Plumbers of Southern 
Philadelphia Banquet 


; N occasion that will be remembered 
by the master plumbers in the 
southern section of Philadelphia 

was the celebration on the evening of 

June 28th in the banquet room of “Lieb- 

ster Cafe,” 502 So. 5th street. This was 

the first annual banquet of the new 

South Eastern Master Plumbers’ Asso- 

ciation. 

The table was lavishly decorated and 
a most excellent menu provided, to which 
all did justice. President Abram Fields 
in a short address introduced Morris 
Lehman as toastmaster. Mr. Lehman 
then, in a complimentary address, intro- 
duced Plumbing Inspector John S. Bross 
as the speaker of the evening. Mr. Bross 
discussed at length the dangerous effects 
of faulty plumbing construction. He 
also spoke on the relation between the 
plumber and health officials and compli- 
mented both bodies for the co-operation 
given to protect the public health. Much 
interest was manifested on the part of 
those present, and the speaker was loudly 
applauded. Remarks were made _ by 
others, after which the meeting ad- 


journed. The affair was highly success- 
ful and was enjoyed by all present. 

The committee in charge was: H. As- 
kovitch, chairman; Jos. Maudel, M. A. 
Lehman, J. Ganzberg, N. Rothchild and 
B. Copperman. 

The officers of the association are: 
Abram Fields, president; H. Schwartz, 
vice-president; N. Rothchilds, secretary, 
and M. A. Lehman, treasurer. 

Board of Directors: H. Hurowitz, H. 
Askovitch, J. Glanzberg, H. C. Copper- 
man, Jos. Maudel, B. Copperman, S. 
Blasentine and Mr. Lehman. 
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Here’s an Interesting One 


F the many interesting(?) commu- 
O nications received by different 
plumbing officials throughout the 
country, the following copy of one which 
recently came to Inspector of Plumbing 
McGonegal of Washington, D. C., is one 
of the best we have seen for some time. 
We give it in full, except the names:— 
“Washington, May 12th 1 912. 
Mr. A. R. McGonegal 
Dear sir, as soon as i hat your communi- 
cation, I showed this to my Plumber 
* * * * * * he told me that he has send 
one of his men to inform you, the ineloser 
my tenant said he will maek, generally when 
I Do fnd somthing out of Order i Do it 
withaut any Notice so i faund this, but 
what geds to me is, Before i Bought this 
the Party who Oculyed this Place for 
Eight Years in a _ unsanitary Condition, i 
made it Sanitary at greed Exspenes of my 
own acord, now the inspeckter find things 
uncalled for only to maek exspences a 
little larger. Resp yours * * * * * # 
The above was in reference to a notice 
issued by the Plumbing Department on 
the owner to have an enclosure placed 
about a water-closet, as required by the 
plumbing regulations of the District. 
The writing of the communication was 
about as illegible as correct in English. 


———_>-+-—____ 


Art Calendars Free to Our Trade 


LASSY advertising ideas in our 
C line are coming so thick and fast 
that we never know what to ex- 

pect next. The latest and one of the 
very best is the August calendar issued 
by The Great Western Pottery Co., 
Kokomo, Ind. We show a small repro- 
duction of this beautifully colored office 
necessity. This little picture, though 
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The Great Western Pottery Go. Vitreous China Sanitary Ware 


vactouy 


TIFFIN 
ONTO 
— 


WHEN CASEY'S 


1912 AUGUST i912 
on On TE rom 


ere | 
465 67 8 9 0 
1 32 13 «14 «15 16 17 
6 19 20 21 2 23 2 
25 26 27 28 29 30 3) 


OTHER SURJEETS TO FOLLOW-SEK OTHER SDK 


giving an approximate idea of the month- 
measurer, in no way does credit to its 
actual artistic merit. 

The title of the August picture shown 
herewith is “When Casey’s at the Bat.” 
Nuff Sed. If you haven’t been receiv- 
ing this series of monthly calendars, 
send in your name and address today, 
mentioning THk PLuMBERS’ TRADE Jour- 
NAL, and you will be in time to get the 
September and following numbers. 
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You Cannot 


Afford 


to overlook the banner proposi- 


tion we are making on 


Vitreous Lavatories 


Vitreous Tanks 


The Goods Are Right 
The Prices Are Right 


You save money by consulting us, 


Get Our Prices 


Thos J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 


1006 Filbert St. 


Philadelphia, Pa, 


Roberts Water Filters 


The filter 
with a re- 
putation. 

It does its 
work and 


pleases the § 


customer. 


No come- 
backs. 


When you 
have a job 
requiring 
a filter of 
any size, 

remember 
the name 
ROBERTS 

and write 


Roberts Filter 


i 
Mfg.Co. 


DARBY, PHILADELPHIA, PA. 
Louis Wheelwright & Bro. 


THE “AIR 


Sales Agents 
Flatiron Bldg. 


New York 


ANTI-SYPHO”’ 


BOILER 
COUPLING 


A positive safe 
guard against 
syphonageand 
collapse of 
boiler. Practi- 
eal and inex- 
pensive, 


Geo. H. Ayer, 
Room 502 
46 Cornhill St 


Boston, Mass. 
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GORTON 


WROUGHT STEEL 


BOILERS 


Besides the 
advantages 
of long life, 
and the 


highest 


Fy economy in 
fuel con- 
sumption, 
the boilers 
have a self- 
feeding coal 
reservolr, 
which per= 
forms the 
duty of an 
experienced 


fireman in supplying coal to the fire, and will 
maintain a steady fire and a constant heat for 
twelve hours without attention. 


Send for catalog and investigate 
for yourself their superiority 


GORTON & LIDGERWOOD CO. 


96 Liberty Street, NEW YORK 
BOSTON: 182 High Street 
CHICAGO: Fisher Building 


PLUMBERS’ TOOL BAGS 
N Made of heavy russet 
grain leather, hot wax 
locked stitched, im- 
possible to rip. Dur- 


able and convenient. 


Shoulder Strap and Pad. 


Our Catalog? 


EXCELSIOR BAG & MFG. 
CO., Troy, N. Y. 


Miles in 
Advance 


Every new specialty or device after it is 
brought out, seems so simple everybody 
says “why didn’t somebody think of that 
before?’”’ Itis the same with 


“THE McCORD” 


Steel, Porcelain Enameled Closet Seats. 

Just as big an advance over wooden seats 
as the porcelain enameled bath tub was over 
the old copper affair. 


“THE McCORD” 


Steel Enameled ToiletSeats are indestruct- 
ible. They have a finer finish than the 
best of the wooden seats on the market, 
Made in white or black porcelain enamel. 


Send for Circular and Prices 


Metallic Specialty 
Mfg. Co. 
22 and 24 S. Spring Ave. 
St. | duis, Mo. 
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AS. COUPLAND of 
Chicago, Ill., has re- 
cently returned from 
an automobile trip 
in his new touring 
car through several 
of the eastern states 
and Canada. Mr. 
Coupland visited 
Buffalo and Niagara 
Falls, Cleveland and 
Detroit and a number of other towns. At 
Cleveland he spent a few days with Mayor 
Burley, with whom he has a personal ac- 
quaintance, the latter entertaining him 
royally during his stay in that city. Mr. 
Coupland enjoyed his trip greatly, more 
particularly owing to the fact that he had 
comparatively few accidents on the road— 
which is something unusual for him. 

Harry DeBruin, Chicago, Ill., who started 
in the plumbing business several months 
ago at 115th street and Michigan avenue, 
has sold out his shop to Wm. Price. 

Fred Siefert & Son, Peoria, Ill., have the 
contract for the plumbing on the Whittier 


the balance as an office building. The plumb- 
ing will cost approximately between $40,000 
and $50,000. 


S. W. Scott, formerly with Weil Bros., 
and the Blake Specialty Company of Rock 
Island, has accepted a position as credit 
man for the National Plumbing & Heating 
Supply Company, 6044 S. State street, Chi- 
cago, Ill. Mr. Scott, who is favorably 
known in this territory, has been with the 
above concern since July Ist. 


The accompanying photograph shows 
some of the happy Chicago conventionists 
who stopped off at Denver, Colo., on the 
way to Salt Lake City, to enjoy the scenery, 
and also pictures how the delegates enjoyed 
themselves. In the party were C. J. Her- 
bert, the popular Chicago disciple of sani- 
tation, and his family, and also John R. 
Alpine and son. Mr. Alpine is president of 
the United Association of Journeymen 
Plumbers of the United States and Canada, 
and gave an able and interesting talk upon 
relationship between the masters and jour- 
neymen at one session of the Convention. 
The little burros in the pictures were all 


Families of John R. Alpine and C. J. Herbert, of Chicago, at Denver, Colo., en 
Route to Salt Lake City for the National Convention 


City School, amounting to $4,000, in addi- 
tion to considerable jobbing and overhauling 
work. 


Ward & McMahon of Rock Island, IIl., 
have been awarded the contract for the 
plumbing of St. Joseph’s School. 
ing contract of the same school was let to 
the Johnson Hardware Company of Peoria. 


Stanley S. Schultz of Cicero, Ill., is busy 
at the present time. He has the contract 
for the plumbing of considerable new work 
in and around Cicero. He also has the con- 


tract for several buildings inside the city 
limits. 
Chas. W. O’Neill of Peoria, Ill., has the 


contract for the plumbing and heating of 
the Greeley City School, amounting to 
$8,000. He also has several other good con- 
tracts in and around his home city, besides 


in excellent jobbing trade. 


Frank Cook, 629 Wells street, Chicago, 
Ill., has sold out his plumbing shop to Robt. 
Lechner. Frank, who is in poor health at 
present, is a son of the late John E. Cook. 
It is likely, however, he will start up in 
business again for himself in the fall. 


Carl J. Stein, 853 S. State street, Chicago, 
fll., has been awarded the contract for the 
plumbing of the Lytton job, an eighteen- 
story building to be erected at State street 
and Jackson Boulevard, on the present site 
of the “Hub.” The first eight stories will 
be occupied by the Hub Clothing Store and 


The heat- — 


delighted to assist in entertaining the visi- 
tors, as will be seen from the contented ex- 
pressions on their faces. The names of the 
burros were: ‘Taft, Roosevelt, Wilson and 
Bryan. The keeper said they would all 
work together or singly, as desired. 


A. C. Hickey, the West Side, Chicago, IIl., 
plumber has the sympathy of the trade in 
the death of his oldest sister, Mrs. Ellen 
Roe, 70 years of age, which occurred at her 
home in Detroit, Mich, June 30th. This 
was one of the reasons Mr. Hickey was 
unable to accompany the Chicago Delegation 
to Salt Lake City. 


H. W. Schertz, 209 S. Madison street, 
Peoria, Ill., has sold out his plumbing and 
heating business to the local plumbers. He 
has bought a farm of 303 acres at Hamlet, 
Start County, Indiana, and will move there 
with his family in September. His friends 
in the plumbing business wish him every 
success in his new venture. 


J. H. Kaleher, the South Side, Chicago, IIl., 
plumber whose place of business is at 1008 
E. 48d street, is putting up a _ three-fiat 
building for himself on East End avenue, 
near the Lake. John has seen to it that 
there will be plenty of plumbing in his 
building, having arranged for two _ bath- 
rooms in each flat. 

Instead of attending the National Conven- 


tion this year, where he was no doubt 
missed by his many friends, Wm. J. Lang 


of Chicago chose as a restful form of | 
recreation an automobile trip for himself | 
and family. With his wife and daughter, | 
Vera, Mr. Lang left Chicago July 9th in 
his motor car for an extended trip through | 
the Eastern States. They will travel from — 
Chicago through Indiana and Michigan to 
Detroit, will also visit Buffalo and Niagara | 
Falls, winding up in New York City, Un- | 
less he gets arrested for speeding on 
Broadway, and thereby uses up his gasoline | 
money, Bill will make the trip back to. 
Chicago in his automobile. He expected to | 
be away about six weeks. - 


In the accompanying photograph is shown 
Dr. Earl V. Hill, the newly appointed ven- 
tilating inspector in charge of the Bureau | 
of Ventilation just established by the city 
of Chicago. Dr. Hill was certified to the | 
place by the Civil Service Commission. He 
is a graduate of Rush Medical College and | 
for the past six years has been a sanitary 


Dr. E. V. Hill, Newly Appointed Chicago | 
Ventilating Inspector 


inspector in the Health Department. There 
will be four inspectors appointed to assist 
Dr. Hill in carrying out the provisions of 
the Building Ordinance, with regard to ven-| 
tilation. Chicago, it may be said, is the 
only city in the United States which has) 
an Inspection Bureau devoted exclusively 
to ventilation. 
<0 +6 ____ 


Endorses Mr. Williams’ Paper on 
Acetylene Gas Apparatus 


HE following self-explanatory com- 

munication from Francis B. Ray 

of Ray & Lawrence, manufacturers, 
of acetylene gas machines, Macomb, I, 
sets forth the views of reputable manu, 
facturers of this sort of high-grade appa 
ratus regarding the safety of acetylene, 
gas when used for domestic and other 
purposes :— é 


THE PLUMBERS’ TRADE JOURNAL, 
New York, N. Y- 

I have been particularly interested Hoy 
the paper on acetylene by Mr. J. T. Will- 
iams brought to a conclusion in the August 
ist number. I wish to especially endorse ~ 
what he says about the inferior and unre) 
liable types of generators, some of which 
are still offered for sale. There are thou 
sands of these machines still in use which 
ought not to be used. They are dangerous, 
and although they may haye been listed | 
by the underwriters several years ago, the 
rules have since been made more stringent 
as defective features have developed. Alt 
though the safeguards thrown around thes 
possibility of accident are now so el 
that accidents are very rare, there has beens 
within the past year a very few. Such” 
accidents occur almost invariably to reel 
rators which have been in use for several 
years. They are without the safeguards: 
which experience has shown to be cc aa 
Generator makers should make 4 combinet 
effort to educate the public to the numerous 
improvements in acetylene gas apparatus. 
I also heartily 


endorse Mr. Willams 
closing words to the plumbing trade, The 
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selling and installation of acetylene gene- 
rators ought to be in the hands of this 
trade. It just as naturally belongs to 
them as the bath and closet trade. Every 
purchaser of a generator would be better 
satisfied if he had beught through his local 
dealer in whom he has eonfidence rather 
than a traveling salesman whem he may 
never see again. I have regreted to see 
that some manufacturers of acetylene gene- 
rators advertise that no capital is neees- 
sary in order to secure the sale of their 
machines. It is no wonder that so many 
reputable plumbers and gas fitters look upon 
the acetylene generator with hostility. Surely 
no permanently successful business can be 
established in this manner. I would be 
glad if more generator manufacturers would 
advertise in your columns, it might justify 
you in giving us a separate department, 
which I am sure could be made of great 


interest. FRANCIS B. Ray, Macomb, II. 
—__<_<# o+e 
A Hustling Pontiac, Ill., Master 
Plumber 


E present on this page a view of 
W the interior of the establishment 

of J. W. Lepper, Pontiac, Ill. 
Mr. Lepper was formerly in business 
with Mr. Rusk under the name of Lep- 
per & Rusk. The partnership was dis- 
solved and Mr. Lepper is now conducting 
the business. This hustler gets plenty 
of the good work in and about his city. 


ep 0 


Clow Bulletin A Complete Guide 
at the National Convention 


N the job and right up to the 

O second, as usual, James B. Clow 

& Sons, of Chicago, IIll., sent to 

a majority of our trade their “Conven- 

tion Number” of the “Clow Bulletin’— 

the snappy publication they issue free 
to our trade once a month. 

The editors of this worth-while house 
organ are to be congratulated. They are 
getting out a publication that is worthy 
of the closest scrutiny of every master 
plumber in the county. 

Their Salt Lake number gave a map 
of the convention city and a great deal 
of valuable general information concern- 
ing the Mormon Capital. Besides the 
usual interesting articles of a somewhat 
general nature, each issue contains a 
very complete illustrated catalog of 
plumbers’ necessities, which are sure to 
be most in demand during the following 
months. In this way, recipients of the 
“Clow Bulletin” are supplied each month 
with a catalog that is absolutely up to 
the minute. If you are not receiving this 
“Clow Bulletin,’ send in your name and 
address, mentioning THE PLUMBERS’ 
TRADE JOURNAL, and you will be put on 
the mailing list to receive the September 
and following issues. 


— sb 0 0 


Monthly Tournament Western 
Trade Golf Association at 
Chicago, July 25 


H E. KEELER was the attentive 
e host of the Association on 

Thursday, July 25th, at the 
Edgewater Country Club, Rogers Park, 
Chicago. About twenty devotees of the 
game participated in the day’s sport. 
Had it not been that few had ever 
played over these links before, the 
Colonel would have been hard pressed. 
The new method of arriving at the handi- 
caps seemed to appeal to all. The Asso- 
ciation cup, a new feature, was exhibited 
and played for. It goes to the member 
making the low net score at each tour- 
nhament. Three wins establish possession. 


J. M. McDonald, of Dubuque, Iowa, won 
the first leg on the cup, which becomes 
the property of any member winning it 
three times. Mr. McDonald received a 
replica of the cup and will have his 
hame engraved on the cup, which will 
remain in the possession of the Associa- 
tion to be played for at later tourna- 
ments. 

The winners in each of the different 
events were as follows, and each winner 
received a very handsome cup:— 

First flight cup, H. M. Sedgwick; 
second, D. H. McCabe; third, W. B. Dale; 
fourth, L. C. Huckins, and fifth, W. M. 
Scudder. 

The officers desire that every man con- 
nected with the trade (manufacturer or 
wholesaler of plumbing, heating and gas 
goods) shall become a member of the 
Association, and participate in its pleas- 
urable and recreative outings. Applica- 
tions may be made to Secretary H. M. 
Sedgwick, 3617 Shields avenue, Chicago. 


Partial View of the 


Interior of the Establishment of J. W. Lepper, 


Manitow. The party were fortunate in miss- 
ing by a couple of hours the cloud-burst 
which flooded the Union Station in Denver, 
Sunday morning, July 14th. All day Sun- 
day, they traveled through the excellent 
scenery of the Denver and Rio Grande, in- 
cluding the Royal Gorge and other famous 
points of interest which they witnessed from 
their special observation car. While travel- 
ing through this interesting part of the 
country and although they caught glimpses 
of it now and then, Jim Cassedy and Dick 
Walsh of the Boston delegation, Carl Stein, 
Tom Boyd and Charlie Byrne, and THE 
PLUMBERS’ TRADE JOURNAL correspondent 
were busily engaged in the great American 
game getting their ‘beaks shot off,’ to 
use the favorite expression of Jim Cassedy. 

At Provo, Utah, the members of the party 
had a foretaste of Salt Lake City’s hospi- 
tality when a delegation of the local plumb- 
ers met the train and presented each indi- 
vidual on it with a box of homegrown cher- 
ries with a bouquet of flowers for the 
ladies. The Chicago special train arrived 
in Salt Lake City, Monday afternoon, July 
15th, at two-thirty o’clock and was met 
by a delegation of the Salt Lake City plumb- 
ers who had made arrangements to convey 
the party to their hotels in automobiles. 


Formerly 


Lepper & Rusk, Pontiac, Il. 


The next meet of the Association will 
be held during the month of August at 
the Homewood Country Club, Chicago. 


ne eee 


Chicago Delegation’s Delightful Trip 
to Salt Lake City 


ITH three special cars attached to 
W the regular train, the Chicago 

delegation to the National Conven- 
tion and their guests, numbering in all 
sixty-eight people, left Chicago for Salt 
Lake City on the evening of July 12th, via 
the Burlington and Denver and Rio Grande 
Railway. The journey between Chicago and 
Denver was comparatively uneventful, al- 
though the time was utilized most happily 
by all to establish better acquaintance and 
friendship between the Chicago delegation 
and their guests, who hailed all the way 
from Savana, Boston, Detroit, Peoria and 
Evansville. 

With a bountiful commissary aboard, 
which was dispensed with the compliments 
of the Chicago association by Commander- 
in-Chief Ernie Wagner, ably assisted’ by 
Jack McKay (Redlead Jack) of Wilmette, 
and occasionally by Doc. Wm. Knauss of 
Chicago, every one participated and enjoyed 
the good fellowship and hospitality which 
prevailed. Leaving Denver, Sunday morn- 
ing, July 14th, over the Denver and Rio 
Grande, the party, especially those who had 
never made the Western trip before, pro- 
ceeded to drink in the grand and wonderful 
scenery which begins at this point. 

At Colorado Springs the Chicago train 
was supplemented by two of the Windy 
City’s favorite sons, Chas. J. Herbert and 
Carl J. Stein, who with their families had 
preceded them about a week to take in 
the sights around Colorado Springs and 


The trip was one of the most enjoyable 
ever undertaken by the Chicago delegation. 

The train was in charge of R. E. Scott, 
ticket agent of the Denver and Rio Grande 
Railroad Company, to whom the thanks of 
the delegates is due for the excellent man- 
ner in which the schedule and arrangements 
were carried out. 


MEMBERS OF THE CHICAGO SPECIAL 


TRAIN 


S. H. Morgan, Mr. and Mrs. C. P. Tietze, 
J. P. Fromm, C. G. Kayser, J. R. Bolton, 
W. G. Merbach, Jos. Lee and Norman 
Boosey, Detroit, Mich.; W. J. Becker, Grand 
Rapids, Mich. 

Mr. and Mrs. Fred Grosch, Mr. and Mrs. 
E. C. Wagner, Mr. and Mrs. Chas. Mundt, 
Peter M. Munn, THE PLUMBERS’ TRADE 
JOURNAL; Thos. C. Boyd, C. T. Byrne, H. 
De Joannis, The Metal Worker; Mr. and 
Mrs. C. J. Stein, Geo. B. Carr and Miss 
Carr, J. G. Lawson, W. F. Knauss, Mr. 
and Mrs. Wm. Bahn and Miss Bahn, Mr. 
and Mrs. C. J. Herbert and the Misses 
Herbert, R. E. Scott, A. P. McInerney, E. J 
Benning, Mr. and Mrs. Henry Breyer and 
Miss Breyer, Geo. Franklin and Harry 
Snow, Chicago, Ill.; M. S§. Seckinger, 
Savana, lil; Mri. and Mrs. HH... L. ~2E. 
Peterson, Elgin, Ill.; Mr. and Mrs. W. W. 
Hitchcock, Thos. J. Cody and Mr. and Mrs. 
R. J. O’Neil; C. N. Wagenseller, Decatur, 
Ill, and H. W. Straw, Denville, Il. 

Mr. and Mrs. Wm. J. Woolley and H. F. 
Weaver, Evansville, Ind.; Mr. and Mrs. B 
Js. O'Donnell; Syracuse, N. Y.3 J. > D: 
McKay, Winnetka, Ill. L. H. Skiff, Brock- 
ings, N. D. 

L. P. Bresnahan, D. G. Finnerty, C. J. 
Murphy, J. I. Cassedy and R. J. Welsh, 
Boston, Mass,; C.G. Ryan, Springfield, Mass. 
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On January 31st, we were granted, 
by the U. S. Government, at Washington, 
Patent No. 983101, for an automatic regu- 
lating and cut-off valve, to be attached 
to a Water Lift, for the purpose of auto- 
matically starting and stopping the Lift, 
for taking the city pressure off of the 
Lift, when not working, and to prevent 
absolutely any waste of city water, when 
the Lift was not moving. 

We consider this invention the greatest 
achievement made in the Water Litt 
Field, in the last ten (10) years, and 
knowing what a good thing it is, we 
are anxious to get it widely introduced, 
in the shortest possible time. 

For this reason, we make this special 
offer, that we will sell you one of our 
Improved “Triumph” Water Lifts (‘1912 
model’) at the regular price of the Lift 
alone, and will attach one of these new 
patent, automatic devices, (worth $3.75 
at wholesale) without extra charge. 

Hoping to receive your orders, 

Yours truly, 
THE OHIO Pump AND Brass Co., 

Columbus, Ohio. 


BUBBLING 


DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 
Catalog on request 
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DETROIT 
CLEVELAND 


BUFFALO 


PT. HURON 
GODERICH 
NIAGARA FALLS ALPENA  ST.IGNACE 
THE CHARMS OF SUMMER SEAS (J 
Spend yourvacationontheGreatLakesthemost 
economical and enjoyable outing in America. 
laily service is operated between Detroit and 
oveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way rts; daily service between Toledo, 
Cleveland and Put-in-Bay, 
A Cleveland to Mackinac special steamer will 
¢ operated two trips weekly from June [5th to 
September !0th, stopping only at Detroit every 
tripand Goderich, Ont., every other trip,—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
Steamers. 
Send 2 cent stamp for Illustrated Pamphlet 
Address LG Lents, G. P. A, Detroit, Mich 
ress: 2. Lewis, . A., Detroit, Mich, 
Philip H.McMillan, Pres. A.A. Schantz, Gen'l Mgr. 
Detroit & Cleveland Navigation Company 
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It doesn’t take much to start a girl’s 
dimples to working. 
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WILHELMI and MODERN 


Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 


INTERIOR HEAVILY TINNED 
Guaranteed Against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO., Makers 


PATERSON, NEW JERSEY 


Long Life Greater Adjustment 


This WATSON adjustable roof flashing is made of 
heavy copper. It is practically indestructible. 


There are NO SEAMS and NO SOLDER at the roof 
line. You can set itin two minutes. When once set 
iTS PAY OulaWuane 
Send for complete particulars 


Davis-Watson Mfg. Co., Inc. 


Nashua, New Hampshire 


Fabian Patent Ball Gock 


A new departure of all the many in the market, 
no lever construction with loose motion to wear 
out. 


Patented gears that lock and shut off positively. 
Removeable parts, noiseless, no hammering. 
Prices reasonable, send for booklet. 


Have all your tanks furnished with the Fabian 
Patent Ball Cock. 


MANUFACTURED BY 


FABIAN-HOWARD CoO. 


Pat, Feb. 3. 1 
i a 2130 Germantown Avenue Philadelphia, Pa. 


THE WADE IRON SANITARY CO. 


Back Water Gate Valves, Cleanout House 
Drainage Fittings, Iron Catch Basins 


Cast Iron Covers, etc. 
Send for catalog 


18 E. Harrison Street, Chicago, Ill. 


BE WISE. USE IT-SELL IT. 


Millions of cans sold since 1903 


The BEST hand-soap and BIGGEST BOX 


we l Ly 
See Tne any oR 
— CeO 


Send for free sample and Introductory Offer 
1 1b. can $0.10 3 1b. can $0.25 3 


6lb.can .50 131b. can 1.00 The Utility Company 


633 West 44th Street New York City 


FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 


cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to ale 


Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 


pale glass Shelves. Beveled French Plate Glass 
irror, and Lock and Key. 


Price is right. Send for catalog. 


Frank H. Graf Mfg. Co. 
$23 7th Ave, New York City 


cb. A FOOT LEVER 


Will fit any closet made. For 


outside connection. 
tent Applied 
For 


inside 
No tank on water closet. 


or 


Write for Prices and Descriptive Matter 


THE PALMER MFG. CoO. Madison, N. J. 
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OHN H. EUSTICE, 
past president of the 
Master Plumbers’ As- 
sociation of Califronia, 
and for many years a 
prominent plumber of 
Oakland, Cal., has been 
nominated for the 
office of commissioner 
of streets in that city 
by the advocates of the 
recall movement which 
seeks to make a change 
in certain city officials. 
Mr. Eustice now rep- 
d resents a San Fran- 
cisco plumbing supply house in the Oak- 
land field. 

Mangrum & Otter have contracted to in- 
stall a steam heating plant for Dr. A. W. 
Morton in a hotel building at 8d and How- 
ard streets, San Francisco, Cal. 


J. E. O’Mara is installing the heating, 
steam dryer and hot water heating appara- 
tus in the EK. L. Hueter Building on Bush 
street, near Jones street. 


The plumbing work in the six-story office 
building erected by the Crocker Estate 
Company at Market and Ecker streets, San 
Francisco, Cal., was installed by the Burn- 
ham Plumbing Company, 


J. L. Bowen & Son Co., San Francisco. 
Cal., is to install the plumbing, gas fitting, 
sewering and hot water piping for R. W. 
Payne in the apartment building in course 
of construction on Bush street, near Grant 
avenue. 


Improvements are being made on _ the 
property of St. Ignatius College at Fulton 
street and Parker avenue, San Francisco, 
Cal., and J. Looney has contracted to in- 
stall the plumbing system in the church 
building being erected there. 


The William F. Wilson Company has been 
awarded the contract for the installation 
of the plumbing system in the six-story 
structure~ being erected by the Levy Real 
Estate Company at O’Farrell street and 
Carlos Place, San Francisco, Cal. The 
heating will be done by the John G. Sutton 
Company. 

The John G. Sutton Company are install+ 
ing the heating, ventilating and electrical 
work in the Fleishacker Hotel building at 
Grand avenue and Bush street, San Fran- 
cisco. This firm will also install the heat- 
ing system for the Sierra Investment Com- 
pany in its new building on Stockton street, 


near Sutter street. 

Alexander Coleman, president of the San 
Francisco Master Plumbers’ Association, 
has secured the contract for the installa- 


tion of the plumbing, gas piping, piping for 
vacuum cleaning system and stand pipes in 
the seven-story hotel building being erected 
by M. Fleishacker at Bush street and Grant 
avenue, the consideration mentioned being 
$18,300. 


The Peterson-James Co. have the con- 
tracts for the plumbing and _ ventilating 
systems in the building being erected by the 
Hind Estate Company at 6th and Natoma 
streets, San Francisco. This concern also 
has the contract for installing the plumb- 
ing and piping for a vacuum cleaning plant 
in a seven-story building being erected by 
Eva and George Metcalf on Geary street, 
near Mason street. 


The Panama-Pacific International Expo- 
sition officials are preparing to let a con- 
tract for the erection of the first building 
on the Exposition grounds at San Francisco, 


this to be a structure devoted to the needs 
of the Exposition. The old buildings are 
being cleared from the site, a tract of 
seventy acres is being filled in and within a 
short time a complete. sewer system will be 
installed as a part of the system of sanita-— 
tion planned. 

Nathaniel J. Brittan, a prominent figure 
in the local supply world, died reeently in 
San Francisco, Cal. at the age of sixty-— 
four years. 
John W. Brittan, founder of the firm of 
Brittan & Holbrook, now conducted as Hol- 
brook, Merrill & Stetson. Following the 
death of his father, Nathaniel Brittan as- 
sumed charge of the business affairs of the 
latter, and looked after these until his death. 
The deceased merchant is survived by three 
daughters. : 


——— 
Send in Your Name for This 
Attractive Calender 4 


OU bet you’ll want one. Have you 
Y seen them—we mean the classy 

little monthly calendars the Peer-— 
less Selling Co., of Evansville, Ind., are 
sending free to the trade? Just the 
thing for your office! This little photo- 
graphic reproduction will give you an 
idea of what the August contribution was 4 
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like. Simply suffice it to say it is up to 
the standard of the usual output of the 
Peerless Selling Co. It will come in 
handy. If you are not on their mailing 
list, simply write them you saw this im 
Tur PrumpBers’ TRADE JOURNAL, and they 
will put you down to get the September 
and succeeding issues. 
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The summer landlord soon will close 
His hostelry and disappear, 3 
Since patrons must have time, he knows. 
To earn enough to board next year. 


The deceased was the son of © 


| 
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TENNESSEE NOTES 


ANY innovations are to 
be inaugurated by the 
new company which 
recently purchased _ the 
local interests of the 
Nashville Gas & Heat- 


ing Co. The distribution 
system will be greatly 
enlarged from time to 


time and pipes and 
mains will be laid in 
many different sections 
just as soon as the busi- 
ness warrants. o> UB? 
Handley, of the old com- 
pany, has been made 
commercial agent for the 
new concern. 


Jas. L. Evans & Co., of Memphis, Tenn., 
report that they have contracts on hand 
for the plumbing work on several stores. 


J. W. Robertson, plumber at McKenzie, 
Tenn., reports that he has completed several 
nice plumbing jobs on the McKenzie Hotel, 
the Garland Hotel and at McTyeire School. 


The Postlewaite Plumbing & Machine Co, 
at Paris, Tenn., which recently acquired the 
Roe & Gilbert business, report summer trade 
developing nicely. 

President Frank Herbrick, of the Tennes- 
see Association of Master Plumbers, has 
appointed John B. Kane, of the firm of Kane 
& Murray, secretary of the organization. 


E. P. Grissom, of Union City, Tenn., will 
have erected a new brick and stone build- 
ing for his mercantile business at that 
place. A meat market is included and up- 
to-date plumbing will be installed. 


Manager Wayne Warden, of the Ahrens 
and Ott Mfg. Co., Nashville, Tenn., is now 
m an extended trip visiting Louisville, Cin- 
‘innati, Pittsburgh, New York and Savan- 
nah. Pittsburgh is the head office of the 
Ahrens and Ott Mfg. Co., and Mr. Warden 
will spend several days in that city. 


Martin Woods, plumber, of Memphis, 
lenn., says that the summer business in 
hat city has been below the average, due 
0 the hazard of big politics and the tend- 
ney of large investors to hold back their 
york somewhat, also to the spring floods 
ff the Mississippi and Wolf Rivers, which, 
vhile not affecting the city, did the sur- 
ounding trade territory, thus giving a 
‘trong reflex action. 


The local association of master plumbers 
itt Memphis has been. reorganizing and prac- 
ically every firm in town is now on the 
nembership rolls. The future looks bright. 
social features, boat rides on the Misssis- 
‘ippi and to Riverside Park all come in for 
ittention. Jas. L. Evans is president ; 
Martin Woods, vice-president, and J. F., 
Vhittaker is secretary and treasurer. Mr. 
Vhittaker mentions that the Plumbers had 
ead and enjoyed Mr. Morgan’s articles on 
usiness conduct, overhead expenses, etce., 
yrhich appeared in Tue PLUMBERS’ TRADE 


OURNAL, and have been greatly helped 
nereby. 


xerce Butler & Pierce Mfg. Co., 
Move Boston Office 


: HE Pierce, Butler & Pierce Mfg. 
Co., Syracuse, N. Y., announce the 
removal of their Boston, Mass , 

ranch and show-rooms to the splendid 

2W quarters at the corner of Franklin 

id Federal streets. 


'o Manufacture Specialties for 
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of two cents a word. 


BROCKTON, MASS.—MY BUSINESS FOR 
sale. Established 10 years. Ill health cause 
of selling. V. R. Donovan, plumbing, heating 
and sheet metal. 


FOR SALE— MODERN 4” STANDARD 
Wieland pipe machine, pulleys, belting, 
shafting and hangers. Passman Bros., 30 
South Green street, Chicago, Ill. 


PLUMBING SCHOOL—WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today, Stout Institute, Menomonee, Wis. 


FIRST-CLASS PLUMBER AND FITTER 
desires permanent position. No objections to 
out of town. Address J. W. E., 30 Rochester 
avenue, Brooklyn, N. Y. 


PLUMBING SUPPLY SALESMAN — 
Wanted at once to cover Eastern New York 
and Vermont. State experience and give 
reference. Address 190, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


SALESMAN WANTED TO CALL ON 
plumbing and heating trade in St. Louis 
and nearby territory. State salary and ex- 
perience. Address 184, c/o THE PLUMBERS’ 
TRADE JOURNAL, 


WANTED — FIRST-CLASS SALESMAN 
to handle complete line of closet combinations 
in Indiana and Western Ohio. Salary and 
commission basis. Address 188, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


WANTED, AT ONCE—TWO STRICTLY 
first-class plumbers and one steam and hot 


water fitter. Steady work. Union = shop. 
Eight hours, $5.00. Missouri River town. 
Address 178, c/o THE PLUMBERS’ TRADE 


JOURNAL. 


STEADY SITUATION DESIRED IN OR 
within fifty miles of New York City by 
capable plumber and draughtsman for re- 
liable firm. Financial interest considered. 
Address 192, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


WANTED—A FIRST-CLASS SALESMAN 
to sell magnesia pipe covering to jobbers 
throughout the country. State what salary 
you desire and why yeu should have it. 
Norristown Magnesia & Asbestos Co., Nor- 
ristown, Pa. 

YOUNG MAN WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


IN FINE RESIDENCE DISTRICT — GO- 
ing plumbing shop with well established job- 
bing trade. Excellent opportunity for right 
party, For particulars inquire Chicago 
Master Plumbers’ Association, 718 Schiller 
Bldg., Chicago, Ill. 


SALESMAN WANTED —A GOOD LIVE 
hustling salesman to sell complete line of 
plumbing, steam and mill supplies, in Texas 
territory. We want a salesman. No order- 
takers need apply. The Ahrens & Ott Mfe. 
Co., Ft. Worth, Texas. 


FOR SALE—A PLUMBING AND HEAT- 
ing business located in a most progressive 
gulf coast town in south Alabama. This is 
a good opportunity and worth while looking 
up, if interested. Address 183, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE—ESTABLISHED AND WELL 
equipped plumbing, heating and electric busi- 
ness. The best town in Kansas. An excellent 
opportunity. Present owner going into en- 
gineering business in Chicago. Address 181, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—DREIS & KRUMP, 4-FOOT 
brake, 22-in. squaring machine, edging ma- 
chine, %4-in. hand punch, tinsmith mallets, 
hammers, ete. Will sell separately, cheap. 
Everson’s Storage, 622 Communipaw avenue, 
Jersey City, N. J. 


less will be charged for insertions under these headings. Additional words at the rate 
Cash or stamps must accompany order. 


Help Wanted, Business Opportunities, 
Situations Wanted, Salesmen Wanted, 
Exchanges and Miscellaneous Notices. 


A uniform Rate of 50 cents for 25 words or 


SALESMAN WANTED TO SELL PLUMB- 
ing supplies in Greater New York. Must be 
thoruoghly experienced, have 
quaintance, and have first-class references. 
Address 196, c/o THE PLUMBERS’ 
JOURNAL. 


MASTER PLUMBER WISHES 
tion as traveling salesman for 
brass and heating goods. Good figuring 
heating plants. 17 years’ experience at 
trade. Willing to travel New Jersey, Penn- 
sylvania, New York States. Address . N. 
Skinner, 140 North street, Middletown, N. Y. 


SUPERINTENDENT FAMILIAR W)TH 
heating and plumbing in all branches de- 
sires connection with concern where services 
will be appreciated. Twenty years’ practical 
experience. Will go anywhere if reply war- 
rants. 191, c/o THE PLUMBERS’ 
JOURNAL. 


SALESMAN IN PLUMBING SUPPLIES 
for Hudson River territory; must be thor- 
oughly familiar with the line. One with 
established trade preferred. Give full par- 
ticulars. Correspondence strictly confidential, 
Address 195, c/o THE PLUMBERS’ TRADE 
JOWRNAL. 


WANTED — POSITION AS MANAGER 
and foreman of a plumbing and _ heating 
business, by a young man with six years’ 
experience along these lines. Strictly tem- 
perate, with first-class character. No. 193, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


SALESMAN WANTED FOR EASTERN 
New York State, portion of Massachusetts 
and Vermont—to sell a line of plumbers’ 
specialties; rubber goods, brass goods and 
tools. Good clean man of experience de- 
sired. Address 187, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


HIGH-GRADE SALESMAN WITH EX- 
ceptional experience and ability is opening 
a sales office in Chicago. Will be glad t: 
hear from manufacturers of Plumbing and 
steam supplies who are desirous of securing 
a first-class representative in Chicago an4 
the surrounding territory. Address 182, c/¢ 
THE PLUMBERS’ TRADE JOURNAL. 


WANTED — BY WELL-KNOWN JOB- 
bing house, two experienced and capable 
salesmen well acquainted with plumbing 
and heating lines, to travel in West Central 
States. Must be sober and have clean 
record. Answer quick, giving reference, 
qualifications and salary expected. Addres: 
189, c/o THr PLUMBERS’ TRADE JOURNAL. 


FOREMAN PLUMBER WISHES POSI- 
tion — Plumber, foreman, 18 years’ experi- 
ence on large and unusual installations, open 
for position in establishment where services 
will be of value. Familiar with all branches 
of plumbing and heating. Estimating if de- 
sired. Address 180, c/o THe PLUMBERS’ 
TRADE JOURNAL. 


WANTED—A PARTNER IN A WELL- 
established plumbing business—largest eity in 
Texas. One who understands steam and hot 
water heating preferred. A good opportunity 
for the right man. Three thousand ($3,000) 
dollars will buy half interest. Correspondence 
solicited and references given and required. 
Address J. J. Madigan, 505 Main street, 
Dallas, Tex. 


FOR SALE—ESTABLISHED PLUMB- 
ing, heating and chandelier business in the 
sreat manufacturing city of Gary, Ind. Five 
years old with a population of 35,000 and 
srowing faster than ever. Over 800 build- 
ing permits taken out last year. Over 13,000 
men employed in the mills, 3,000 of which 
can not live here on account of lack of resi- 
dences. Stock will invoice about $5,000 but 
can be reduced. Doing over $30,000 business 
per year. Want to sell out to go into the 
manufacturing business. H. H., Highlands, 
Gary, Ind. 


Stop! Read! and Consider!! 


Which is the better off, the man who 
has a good trade, or he who belongs 
to the vast army of unskilled workers? 


a wide ac- 
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HOUSE “HEATING 


By 


STEAM & WATER 


CHARLES B. THOMPSON. 


Every Steam and Hot Water 
Fitter should have a copy of 


House Heating by 
Steam and Water 


written by that eminent authority 
Chas. B. Thompson 


and containing improved heating methods 
in the home, accurate rules for computing 
radiation, heat losses, etc., charts showing 
boiler power and coal consumption, heating 
systems for baths, swimming pools, etc. 


258 Original Drawings. _ Price postpaid $3.00 
The Plumbers’ Trade Journal 
Publishing Company 
45 West 34th St. New York City 


Plumber 


“Makes Good” 


Do you want to know about the Course 
in Plumbing that has made thousands of 
successful plumbers? 

As an example of the excellent testi- 
monials that have been received from 
I.C.S. Students read the following from 
H. D. Dunn, Arlington, Washington.: 

“When I enrolled I was getting but 
$1.50 a day, but within six months I was 
running the shop. My present income is 
about $180 a month for labor, while the 
profits on sales amount toabout the same. 
Last year I did $15,000 worth of business.” 

Let us tell you what the Course will do 
for YOU. Fill in and mail the coupon at 
once, Doing so will not obligate you in 
any way, but will bring to you a wealth 
of information about the I. C. S. Course 
in Plumbing. 
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Bronx Branch New York City 
Association Master Plumbers 
Enjoy a Day’s Fun 


HE annual outing of the Bronx 
( branch of the New York City Mas- 
ter Plumbers’ Association was held 
on Thursday, August 1st, at Duer’s Pavil- 
lion, Whitestone Landing, Long Island, and 
afforded a pleasant day’s sport for the 
members and their friends in attendance. 
The party started from Classon’s Point 
Pier and after a delightful sail up Long 
Island Sound on the steamer Argyle were 
landed at Whitestone, being entertained en 
route by the efficient band provided. Soon 
after arrival the welcome sound of the 
breakfast bell was heard and the wants of 
inner man were looked after to the 
satisfaction of all. 
Breakfast being over, 


the 


the games were 


Asa Orookston and His Gray Car of 
Mystery 


then in order, and the annual swatfest be- 
tween the master plumbers and salesmen 
representing the various manufacturers and 
jobbers began and after nine strenuous in- 
nings the master plumbers avenged their 
defeat of last year by the score of 13 to 12. 
The following is the line-up of the teams :— 


Salesmen—Heim, Kelly, Oswald, Sullivan, 
Byrne, Henderson, Crookston, Degenhardt, 
Shumacher. 

Master Plumbers — F. Harbeck, Steve 


Welch, McEvily, Arnow, Rolzelli, 
Keasing, Bernesser, Lyons. 
Umpire—‘Kid” Nelson. 
The athletic games resulted as follows: 


Babcock, 


100-yard dash—Tom Byrne, ist; Harold 
Crookston, 2d; C. Shumacher, 3d. Fat 
men’s race—J. Babcock, 1st; George Heim, 


2d. Running broad jump—Harold Crook- 
ston, Ist; R. J. Mitchell, 24; C. Shumacher, 
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Officers of The Bronz Association—J. Theiss, President; 
VY. B. Bernesser, 


Steven H. Welch, Secretary; 


W. Wilcox, Vice-President ; 
Treasurer; A. S. Johnson, 


Frank Harbeck, Sergeant-at-Arms; Peter Swikert, Past 


President, and John Foley, Chairman Arbitration Committee 


Marshall ; 
3a. Potato race—R. J. Mitchell, 1st; Fred 
Patterson, 2d; H. Oswald, 3d. 16-pound 
shot-put—Thos. F. J. Moffat, 1st; Harold 


Crookston, 2d; C. Shumacher, 3d. 

At the conclusion of the athletic games a 
second trip was made to the dining hall, 
where a very fine clam-bake was enjoyed 
and the health of the Bronx Association was 
many times toasted. ; 

Much credit for the success of the outing 
is due to the officers and committee in 
charge, composed as follows: Jos. Theiss, 
president; S. Welch, treasurer; Walter 
Wilcox, vice-president; Vincent Bernesser, 
financial secretary; David Durie, secretary. 
Arrangement Committee: J. P. Muller, W. 
J. Flynn, A. Beyrodt, W. Wilson, J. J. Foley, 
F. Harbeck, A. Johnson, V. F. Bernesser, 
TRY YD. Moat. 

President Theiss is to be congratulated 
upon his recovery from his recent illness. 
His contemplated trip to the mountains will 
undoubtedly restore him to his usual good 
form. 

Superintendent of Buildings Jas. Hender- 
son, Deputy Commissioner Jordan and Chief 
Meter Inspector Dunn and members of their 
respective staffs motored down to the outing. 


Jim King of the National Lead Company 
is some catcher. He can even pocket them. 
George Heim, in his usual graceful form 
rendered several touching ballads. His 
touches were confined, of course, to the 
heart and not to the pocket. 

John Kelly, of the Colwell 
pany’s Bronx branch, 
motored down. 

Coghlan and Gleason, we are informed 
are there some when it comes to fishing. 
The result of their trip, however, did not 
burden them. Ed Cassin is the author of 
this little fish story. 

Jack McEvily contributed a home run to 
the master plumbers’ score, while Steve 
Welch retired the salesmen in one, two, 
three order with his famous spitter. 

The following representatives of the trade 
were met by THE PLUMBERS’ TRADE JOURNAL 
embassadors :— 

E. J. Irving, F. N. DuBois & Co.; Eugene 


Lead Com- 
and his bunch also 


Morgenthal, Crane Co.; John Marxhauser, 
United Plumbing Supply Co.; E. A. July, 
Loomis-Manning Filter Distributing Co.; 


F. J. Smith, Henry R. Worthington; Geo. 
Heim and A. M. Hovermann, United Lead 
Co.; J. H. Caffray, Coyne’ & Delany Co.; 


The Bronx Association on the Pier Just Before the Start to Whitestone 


John G. Kelly, Fred. Petterson and E. Mou- 
cha, Colwell Lead Co.; H. Gleichman, Cen- 
tral Brass Mfg. Co.; Jack Fisher, Atlas 
Brass Co.; Wiliam Hennessey, H. Mueller 
Mfg. Co.; Edward D. Cassin, Henry Sonnig, 
William Herzberg, John Daley and Edward 
O’Brien, Standard Plumbing, Supply Co.; 
J. T. Radcliffe, Humphrey Co.; Thomas J. 
Byrne, Metropolitan Sewer Pipe Co.; H. 
Degenhardt, John A. Murray Co.; C. Shu- 
macher, Haskins Boiler Co.; 
Wheeler, American Radiator Co.; Chas 
Webber, Dimmock & Fink Co.; Frank Silk- 
man, Ford Terra Cotta Works; Fred. J. 
Reiley, Beith & Reilly Co.; Chas. Falt, 
Sam. S. Glauber, Inc.; W. J. Sullivan, 
Spencer Heating Co.; Wm. Henderson and 
Wm. Crotty, Central Foundry Co.; Jas. 


Gribble, Harlem Supply Co.; John Maire, 
Pierce, Butler & Pierce Mfg. Co.; Joseph 
Liwatch, E. F. Keating Co.; Al. Sealy, 


George Sealy; Jas. King, National Lead Co. 
and Asa Crookston and Harold Crookston, 
W. H. Crookston & Bro. 

THE PLUMBERS’ TRADE JOURNAL wishes to 
extend our 


8. S. Freeman, P. B. McGinnity, B. J. 
Reardon, E. R. Russell and E. H. 
Beede at Providence 


all present for the many courtesies accorded | 
representatives A. D. Campbell and ie: 
Hanlon. 
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Rhode Island Master Plumbers. 
Take a Day’s Rest 


HE Rhode Island State Association of | 
Master Plumbers held its 30th annual | 
outing at the Warwick Club, Provi- | 
dence, R. I., on Wednesday, July 24th. 
Sixty-five members with their families and 
friends engaged in the festivities of the day 
and enjoyed the splendid shore dinner pre- | 
pared by Chef Othoboon of that well-known | 
resort. 
Among the officers of the Association 
present were: First Vice-President Senator 
P. J. Murphy, Newport; Second Vice-Presi- 
dent T. H. Nash, Providence; Treasurer T 
J. Tierney, Providence, and Secretary Ed-| 
ward Barry of Providence. fx-President | 
Cc. P. Brennen of Providence and F. G. Lees} 
of Providence, commander of the old guard, 
were among the guests. | 
A number of athletic events were held, 


Nason 0, - 


thanks to thé committees and | 


AUGUST 15TH, 1912 


The Defeated Salesmen’s Team at The Bronx Outing at Whitestone 


onsisting of a pipe race, which was won by 
ferbert Hutchison of Hutchison & Lom- 
ardi, Providence, the prize being a pocket- 
ook. The fat men’s race, after a _ hot 
print in the home stretch, was won by 
‘hris Brennen, who received a box of 
igars, and, needless to say, they were soon 
istributed among those present. 
Not to be outdone by the men, the ladies 
lso had an event, which was a sprint of 
00 yards and which was won by Mrs. G. 
ticcitelli, who received a box of silk hose 
or her efforts. 
The members and guests amused them- 
elves playing baseball, bowling, singing, 
nd in many other ways. 
After the ball game, the glove and ball 
rizes were raced for, and won by C. J. 
rennen and I. Lombardi, and in a run off 
or both prizes Mr. Brennen was again the 
‘inner. 
Needless to say, the life of the outing was 
1¢ dashing, captivating Beau Brummel, 
enator P. J. Murphy of Newport, whose 
icture you will recognize (notice the hat). 
The Senator was everywhere striving to 
ake every one happy, especially the ladies. 
The prizes which were presented were do- 
ated by the Providence Plumbing Company. 
Among the representatives of various sup- 
y houses present and met by THE PLUMB- 
1s’ TRADE JOURNAL representative were :— 
Edward V. Reardon, M. Glauber & Co.; 
S. Freeman, Glauber Brass Mfg. Co.; 
B. MecGinnity, United Brass Company, 
id E. H. Beede, Rhode Island Supply & 


ngineering Company, Providence, and EF. 
. Russell, 

Among the members present were :— 

Cc. P. Brennen, C. J. Brennen, Edward 


arry, James E. Satrell, H. H. Dauphinee, 
H. Fallon, J. E. Fitzpatrick, William 
reenbaugh, William Graham, J. R. Hop- 
ns, W. Hutchinson, F. G. Lees, W. Lough- 
y, J. J. McKeen, W. F. Murphy, D. Mc- 
hare, T. H. J. Nash, James Philips, G. 
iccitelli, T. J. Tierney, C. A. Quirk, E. 
uirk, E. Monahan and L. N. Austin, Provi- 
nce; oR. I. 
E. Bidmead, A. Entwistle, W. Macomber, 
Macomber and J. T. Homley, Pawtucket, 
5 
L. Hammett, Senator P. J. Murphy and 
Wilson, Newport, R. I.; F. Merryweather, 
verside, R. I. 
The success of the outing was due to the 
tiring efforts of the Entertainment Com- 
ttee, composed of Edward Barry (chair- 
in), Herbert Hutchinson, Preston R. Wal- 
r, M. F. Murphy and Frederick Macomber. 
THE PLUMBERS’ TRADE JOURNAL takes this 
portunity of expressing our kind appre- 
tion of the courtesies extended our repre- 
itative, A. D. Campbell. 
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‘ie Master Plumbers Have De- 
lightful Outing 


EPORTS of the Erie, Pa., master 
plumbers’ outing and picnic held 
Saturday, July 13th, on the lake 


ore at Orchard Beach, near North East, 
y that this outing was the largest and 
st from every point of view of any pre- 
us gathering. The merry party of pic- 
‘kers remained as long as they could see 
» sand beach and lake and every one left 
ling that they could not have had a better 


time. They danced until a late hour and 
did not reach Erie again until long after 
midnight. 

The master plumbers crowded all the cars 
going to the resort during the morning and 
early afternoon. Representatives of sixty- 
two firms were in the gathering. They took 
their families and their lunch baskets. Din- 
ner was served at one o’clock. 

City Plumbing Inspector George W. A. 
Butler and his assistants in the city health 
department were with them just to keep 
up the friendly relations that exist. 

Business cares were laid aside after a few 


pleasure of the members and their guests. 

The chicken dinner prepared was voted 
by all to be the most delicious and with 
other equally appetizing viands made a fit- 
ting spread for a king. 

The first number of the program an- 
nounced was a fat man’s race, which was 
won by “Little Eva’ Harry O’Brien of the 
Shirley Radiator & Foundry Co., Beach 
Grove, Ind., against a field of some ten con- 
testants, in a record time that would make 
the Olympic Marathoners look like a can- 
celed stamp. 

About the most ludicrous event scheduled 


was the race for slender (otherwise called 
skinny) men, in the last lap of which all 
runners were compelled to jump through 


the eye of a needle. Clarence Warner of 
Hayes Bros. Co. captured the laurels, except 


that he could only get half way through 
the eye. 
Walter Keffer and Willie O’Rourke then 


gave a boxing exhibition, the account of 
which made Jack Johnson’s teeth rattle till 
the fillings dropped out. The officials at the 
ringside were Timekeeper Geo. Reis and 
Referee Louis Skinner. 

The meeting was a notable one from the 
attendance of many representatives of trade 
supply houses and a number of the city in- 
spectors. 

The guest of honor was State President 
Wm. J. Woolley of Evansville, who jour- 
neyed to Broad Ripple especially to be 
present. President Woolley with his usual 
snap and progressive spirit took occasion to 
speak on the benefits of association and 
pointed out the many improvements in the 
trade due to organization and co-operation. 


First Vice-President Senator P. J. Murphy, Newport, R. I.; Secretary Edward 
Barry, Second Vice-President T. H J. Nash, Treasurer T. J. Tierney, Provi- 
dence, R. I. (Standing); C. P. Brennan, Ex-President, and E. G. Lees, Ex- 


President and Commander 


of the Old 


Guard (Sitting). Get the 


Senator's Hat? 


practical talks following the dinner. In- 
spector Butler spoke on ‘Plumbing as an Art 
and Science,’ pointing out how the masters 
could entrench themselves strongly in the 
esteem of their fellow citizens by doing 
sanitary work finished artistically. Fred J. 
Miller of the city examining board, spoke on 
the advantages of iron pipe over tile, as 
required by the state laws. 

The afternoon events included a_tug-of- 
war, baseball game, foot races for men and 
women, card parties for the ladies, and 
bathing for them all. The dance hall was 
invaded after supper and a moving picture 
program was presented as a _ special num- 
ber for the visitors. 


ep ee 


Indianapolis Master Plumbers 
Celebrate for a Day 


W Rey the Indianapolis Master Plumb- 
ers met on June 22d at their ren- 
dezvous at The Home Circle Pleas- 

ure Club, Broad Ripple, every member had 

made up his mind to forget the cares of 
business for a day and devote his time to 
making friends and taking life easy. This 
program was followed out to a letter and 
except for the usual trade talk no one out- 
side the ropes could have been convinced 
that these were the same men whom they 
would find next day pouring over their 
estimate books. 

All sorts of athletic games and contests 
had been arranged by a committee for the 


Among the representatives present were: 
Messrs. Rowley, H. Mueller Mfg. Co.; Chas. 
Ruehrwein, John Douglass Co.; Messrs. 
Strong, Gardner and McIntyre, Indiana Sup- 
ply Co.; Messrs. Dunn, Wilson and Barry, 
Central Supply Co.; Mr. Dow, McLain Boiler 
Co.; Messrs. Holden and McGill, Crane Co. 
Messrs. Castline and McElwaine, Van Camp 
Hardware Co.; C. Warner, Hayes Bros. Co. 


The Rhode Island Master Plumbers and 
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North Shore Massachusetts Mas- 
ter Plumbers Have First 
Annual Outing 


HE North Shore Master Plumbers 

i Association of Massachusetts held 

their first annual outing at Camp 
Kenjockety with dinner at Lake-Croft Inn, 
on Thursday, July 25, 1912. Camp Ken- 
jockety is owned by Jas. H. Trow, secretary 
of the Salem, Mass., local, and is located on 
the east shore of Chebacco Lake. 

This association comprises master plumb- 
ers from Beverly, Beverly Farms, Manches. 
ter, Hamilton, Salem, Peabody and Danvers. 

At ten o’clock, fourteen automobiles left 
the City Hall at Salem, Mass., with fifty- 
one members and guests of the association, 
for a ride through the beauti’ al section of 
the North Shore, arriving ac Camp Ken- 
jockety about eleven-thirty o’clock, where 
autos were put up. Some of the members 
attempted to negotiate the big hill in front 
of the camp, others did not. Pat Sweeney 
started up but soon came down again and 
those occupying his car made a quick exit. 

After relieving themselves of a little of 
the dust which had accumulated on their 
clothes, the party assembled on a large field 
back of the camp, where a ball game was 
played by the plumbers and the supply 
salesmen. Let it be recorded here that it 
was some game. The master plumbers 
played rings around the salesmen, and at 
the end of five innings played, the score was 
£2 to. 2: 

The umpires were Bennie Williams and 
F. W. Williamson, but Mr. Williamson was 
relieved later by John Scott, whose witty 
remarks caused many Those par- 
ticipating in the games were as follows :— 

Master Plumbers W. J. Prince, Robt. 
Robertson, Jr., R. E. Dockham, Wm. Goggin, 


encores. 


James H. Trow, Joe Stanwood, F. J. Barry, 
Pat Sweeney, Robt. Robertson, Sr., and C. 
W. Coombs. 

Supply Salesmen— John Philbin, Frank 
Eaton, E. J. Morgan, Frank Leary, Al. Cut- 
ler, Harry Stilphin,; E. J. Riley, J. D. Tin- 
ney and Ralph Kelly. 

M. J. Hirshfield acted as official scorer. 

As soon as the ball game was over the 
entire party made for the inn, which was 
but a short distance from the camp. Pro- 


prietor Ramb escorted the boys to the dining- 


room, where covers were laid for the enti.e 
party, and the boys lost no time in getting 
around the good things served them. The 


committee certainly did themselves proud in 


the selection of the menu and when all had 


finished there wasn’t a man in the crowd 
who had any room left below his belt. 
After enjoying the large and _ spacious 


porch of the inn until about three P. M., 
the party walked back to the camp 
from then on there was. something 
doing every minute until the boys left fo 
their respective about six P. M. 
The committee in charge were the officers 
of the association: R. E. Dockham, 


again 
and 


homes, 


presi- 


dent, Salem; E. S. Bradley, vice-president 
Manchester; J. H. Trow, secretary, and J. 
F. Cabeen, treasurer, Salem. 

The guests of the association included: 
L. E. Millea, inspector of plumbing, Salem ; 
E. W. Coombs, inspector of plumbing, Pea- 


% 
« * de 
he 
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Their Guests at Providence 
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body ; E. G. Sullivan, secretary of the Salem 
Board of Trade; F. W. Herrick, inspector 
of plumbing, Beverly, and C. B. Merrill, 
New Orleans, La. 

The plumbing supply salesmen attending 
were: F. P. Leary, James Barrett Mfg. 
Co.; A. D. Cutler, Locke-Stevens Co. ; Frank 
S. Eaton, Dalton-Ingersoll Mfg. Co.; Chas. 
F. A. Walcott, H. W. Johns-Manville Co. ; 
Geo. W. Durkee, Thompson-Durkee Co. ; 
W. P. Abbott, American Radiator Co.; J. 
D. Tierney, National Lead Co.; E. J. Riley, 
The Philip Carey Mfg. Co.; H. E. Stilphin, 
W. H. Gallison Co.; BE. J. Morgan, W. B. 
Hubbard Sons & Co.; John F. Philbin and 
J. E. Blaney, F. W. Webb Mfg. Co., and Joe 
Mayer and Moe Hirschfield, Hirschfield & 
Mayer, Boston, Mass. R. B. Williams, H. 
B. Smith Mfg. Co., Westfield; R. F. Kelly, 
L. B. Brass Co., Peabody. 

The members of the association present 
were: CG. S. Prickett, A. C. Goodwin, Jos. 
IE. Stanwood, Robert Robertson, F. W. Will- 
iamson and C. S. Knapp, Beverly, Mass. , 
Wilbur J. Pierce and Thos. J. McDonald, 
Beverly Farms, Mass. 

F. W. Herrick, J. N. Gould, B. J. Driscoll, 
F. Piper, F. A. Mendall, R. E. Dock- 
ham, John P. Shaughnessy, P. H. Sweeney, 
A. R. Gifford, John F. Cabeen, W. F. Gog- 
gins, F. J. Barry and James H. Trow, Salem, 
Mass. ie 


Geo. 


Cc. F. Sheehan, H. M. Cauley, John G. 
Bulbeck and G. F. Woodbury, Peabody, 
Mass. 

Robert Robertson, Jr., South Manchester, 
Mass. 


BE. S. Bradley, D. T. Beaton and John F. 
Scott, Manchester, Mass. 


NOTES OF THE OUTING 
P J. BARRY of Salem was the star out- 
e 


fielder for the plumbers. He made 
a catch of a fly ball. 


“Ward 8” had the call around the table. 
It seerns that Jim Trow is the leader. 


Jack Philbin was handed a lemon in the 


shape of a lobster without any claws and 
by a little coaxing the waitress finally 
handed him a whole one. 
Harry Stilphin was a good shot, though it 
was dark and he couldn’t see very well. 
Everybody wondered who threw the pail. 
Nobody seemed to know but several got wet. 
ee ee 


Paterson N. J ap Master Plumbers 
Celebrate 


eleventh annual outing of the 
master plumbers and heating engi- 
neers of Paterson, N. J., was held 
at Brown’s Hotel, Greenwood Lake, N. J., 


HE 


Officers of The Paterson Association, 
R. E. Quinn, F. A. McBride, F. 
Vreeland, W. Dethagen, A. J. Field- 

ing, Jas. Butler and J. Baker. 
and Some of the Guests 


on’ Saturday, August 3, 1912, and more 
than repaid those who took the trip to this 
well-known pleasure resort. 

Paterson being a prosperous city, most 
of the master plumbers had motor cars in 
which many of the members and guests 
were taken to the grounds. 


The Picnickers at the North Shore Massachusetts Master Plumbers’ Outing at Camp 


Kewjockety 


The crowd of picnickers amused them- 
selves with games and field sports, among 
which was the ball game between the mas- 
ter plumbers and salesmen, which was won 
by the master plumbers. 

The results of the other events were as 
follows: 100-yard dash—won by Walter 
Johnson; 50-yard dash for members over 
50 years—won by John Campbell; fat 
men’s race—won by R. D. Bilder; race for 
salesmen of jobbing houses—won by Bert 
Gessler of H. C. Leindrin & Company of 
Paterson, N. J.; young men’s race—won by- 
Samuel T. Hennion; 100-yard dash for 
members only—won by Samuel T. Hennion ; 


John Beaumont and James Kearney, 
Two of Paterson's Oldest Mas- 
ter Plumbers 


walking match (100 yards)—won by Charles 
A. Kasse, and three backward jumps—won 
by William Rear. 

During the time between breakfast and 
dinner a number of the members with their 
guests motored through the many pictur- 
esque hills and valleys in that vicinity. 

The success of the outing was due to the 
untiring efforts of the committee composed 
of George S. O’Neil (chairman), Frank A. 
McBride (secretary), John Baker, Robert 
FE. Quinn, James J. Mahar, Robert Beau- 
mont and Frank Vreeland. 

The list of names of the officers of the 
Association who were present follows :— 

President, Robert E. Quinn; vice-presi- 
dent, Frank A. McBride; recording secre- 
tary, Frank Vreeland; financial secretary. 
William Delhagen; treasurer, A. J. Fielding ; 
sergeant-at-arms, James Butler; business 
agent, John Baker, and trustees, Robert 
Beaumont, John W. Gysbers and Charles 
A. Kasse. 

Among the guests and representatives of 
various supply houses present and met by 
THE PLUMBERS’ TRADE JOURNAL representa- 
tive were :— 

Chas. Maltby and G. Muhlemann, Pierce- 
Butler and Pierce; Herbert C. Rutt, Rudd 


CO. E. Gorton and OC. E. Gorton, IJr., 
Gorton & Lidgerwood Co., New 
York City 
McNab and Harlin; 
Ww. H. Gurney and Robert Falls, Corwin Co. ; 
Lewis Braum, Braum Bros.; Frank Snooks, 
James Jones and Frank Christmas, Passaic 


Bros.; Joseph Hughes, 


Water Co.; Bert Gessler, H. C. Leindrin & 
Co.; E. N. Cakefair and A. C. Young, Na- 
tional Air Cooling Co.; Emil F. Maihl; 


William R. Smith, Haines, Jones & Cadbury 
Co.; John F. Tattersall, John S. Norton & 
Co.; B. H. Herrmann, United Brass Co. ; 
Richard J. Donaldson, John A. Murray & 
Co.; John A. Jacobus, Alberene Stone Co. ; 
N. E. Sippell, H. Mueller Mfg. Co.; Charles 
FE. Gorton, Gorton & Lidgerwood; Ted 
Moran, Atlas Brass Co.; William Johnson, 


— 
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American Radiator Co.; Elbert C. Haskins 
Haskins Boiler Co.; George B. Howell, J. L 


Mott; Bob Elder, Ronalds & Johnson Go. ; 
John Reid, Thatcher Furnace Co., and James 
A. Oston, Johns-Manville Co.; Frank K 
Chew; “Col.’”? William Rogers; H. F. Bail- 
let, secretary New Jersey State Master 
Plumbers’ Association, and William H. Mc. 
Donald. 


a 


Central Wisconsin Master Plenl 
ers. Outing, July 16, at Waupacs 


HE first outing party in connectioz 
ale with District meeting of the Cen 

tral Wisconsin Social Benevolen 
and Sanitary Club held at Waupaca 
July 16th, proved a grand success, Thi 
weather was ideal for outing and ever) 
one enjoyed the launch trips afte 
luncheon on the beautiful Chain 0 
Lakes. It was a pleasant sight to se 
so many master plumbers with thei 
families and employees gathered for oni 
great day of business and pleasure. 

Messrs. Burgess and Dahm of Wau 
paca made the necessary arrangement 
for grounds, refreshments and boatin; 
and a general good time was enjoyed b; 
all. Wausau, as usual, made a goo 
showing, coming by train and five autc 
mobiles, which in itself was a trip lon) 
to be remembered by all. 

Upon invitation of Geo. Meekma o 
Rhinelander, that city was selected fo 
the next district meeting, which will b 
held sometime in October. 


An Exceptional Opportunity 7) 
Purchasing an old Established 


Business | 

N one of the thriving towns of C91 
I necticut, a highly prosperous plum! 

ing business, which has been estal 
lished for over twenty (20) years, is fc 
sale for the reason that the propriet¢ 
wishes to retire. This is an exceptioni 
opportunity and the business will “I 
sold at actual cost, inventory amounti 
to about $6,500. 

From the right party $2,000 in cas 
and notes for the balance at 5% wil 
privilege of renewal or part renewe 
on hand at time of purchase, will | 
accepted. Rental of the establishme! 
is $100 per month, portion of which | 
sublet at $40, making a net rental — 
$60. This leaves the largest half of t) 
store and the entire basement. 

We can assure our readers that tb 
is a fine proposition, and is an exct 
tional opportunity for some compete, 
young man. Address communications | 
“Hxceptional Opportunity,” c/o y 
Priumpers’ TRADE JOURNAL. e | 
—————_¢+- e———_ 


California Now Has Several I; 
portant Porcelain Ware | 
Factories 

ICHMOND, Cal., a suburb of S| 
R Francisco, and an integral pé 
of the Greater San Francisco, * 
developing into an important center 
the manufacture of porcelain ware. 
has been but a matter of two or thi 
years since the Pacific Porcelain Wé 
Company first commenced operatio} 
The success met with by this concern hk 
stimulated others to enter the field, @ 
the Pacific Sanitary Manufacturing C¢ 
pany is now erecting its initial fact 
building 175 by 600 feet in size. A th! 
plant is also under construction, that 
the Western States Porcelain Wi 
Works, on the Rivers tract in the nor 
ern part of the city. 
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“SANDS” 
SANITARY 
FIXTURES 


Iding Lavatories for use Where 
Re asaace is Limited 


PLATE S-145 


The “Hobron” Vitro-Adamant 
Glazed White all over Folding 
lavatory N. P. brass supports and 
brackets, ‘catch and bumpers. N. wi 
brass combination self closing 
faucet for hot and cold water. N. P. 
brass waste coupling and towel rack. 
Complete - «= 2+« = $45.00 
Weight: Net, 45 lbs. Gross, 75 lbs. 
Dimensions: Height over all 26% 
inches; width, 16% inches; depth open 
17 inches; depth closed, 7 inches. 


Send for catalog “‘D’’ illustrating complete 
line of fixtures and specialties 


A. B. SANDS & SONS 
i349 COMPANY 912 


Manufacturers of 


PLUMBING SPECIALTIES 
22-24 VESEY ST. NEW YORK, U.S.A 


NO. 1 TIP TOP 
- WENT 


Patent applied for 
Is unique in construction, easy in 
adjustment and a sticker when 
rightly placed. 
For Sale by your Jobber 


Miller Foundry & Specialty Co. 


No. Tonawanda, N. Y 


BOSTON 


ADJUSTABLE 


BRACKETS 
FOR SINKS AND TRAYS 
Send for price list 


JOSEPH H. YOUNG CO., 


Boston, Mass. 
Full line of Plumbers’ Supplies 


for Plumbers and Steam Fitters is a 
Practical book for practical men written 
by a practical plumber and fitter. Itisa 
compact little volume neatly and strongly 
boundin stiff cloth covered board covers. 
It is of convenient size to carry in the 
Pocket for constant reference, 


It sells for one dollar a copy, and may 
secured from THE PLUMBERS’ 
E JOURNAL PUB. Co., 45 

W. 34 St., New York City. 
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Kinks for The 
Plumber and Fitter 7 


BY OSCAR BEB. BINNER 


has 


Fastening a Soil Pipe or Vent Line 
on an Outside Wall 


ID you ever in your experience as a 
D plumber or fitter have to run a soil, 
vent, pump, exhaust or other line of 
pipe up the outside wall of a tall building, 
where there was nothing to afford a foot- 
hold for the workmen, or means of securing 
the pipe to the wall? The writer has had 
that very interesting experience, many times, 
and perhaps the hints about to be given, 
which are the ripened fruit of such experi- 
ences, will be helpful to those of our readers 
who wish to avail themselves of them. 

In these days of factory-made plumbing, 
the difficulties are not so great, nor nearly 
so insurmountable, for with recent years 
special bolts have been put on the market 
to take care of just such cases; for the most 
difficult part of the task, formerly, was to 
secure the pipe properly to the wall, in per- 
fect alignment and so it would not sag 
vibrate or become loosened. Of course, the 
first thing necessary in running a line of 
pipe up an outside wall is a block and fall 
for handling the lengths of pipe, and a swing 
seat for the workman to sit upon while 
running the pipe and securing it to place. 

Having the accessories all ready, the first 
thing the plumber or fitter does is to drop 
or hang a good heavy plumb bob from a 
line where one side of the clamp which will 
hold the pipe in place will be located. Hav- 
ing this fixed line to work from, the work- 
man next drills a couple of holes at suitable 
intervals apart and at elevation of about 
ten feet apart, for the fastening of the pipe 
clamps that will be used. It is the secur- 
ing of these pipe clamps in place where our 
kink comes in, for the fastening must be 
both secure and lasting. Driving wooden 
plugs in the drilled holes and screwing lag 
screws in the plugs, to hold the clamps in 
place might make a secure job temporarily, 
but there is no permanence in a wooden 
plug in an outside wall. In an inside wall 
when it will be always dry, wooden plugs 
are fairly good—nothing more. Outside, 
where they are alternately wet and dry, they 
soon rot out, and there is then nothing left 
to hold the pipe in place but force of habit. 
A better way than using wooden plugs is 
to use expansion bolts in the drill holes. 


N expansion bolt with slotted head, like 

a screw, is shown in Fig. 1. An ex- 
pansion bolt with square bolt head is 

shown in Fig. 2. Both of these illustrations 
show the expansion nuts of the device in 
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Figs. 1-2-3-4 Showing Four Means of Fas- 
tening Bolt in Masonry 


place and expanded by the bolts which are 
driven almost home. It will be noticed that 
the expansion nut is tapered after it has 
been expanded in Place, therefore the holes 
in which they are to be used will have much 
greater holding strength if they are made 


likewise tapered a little bit. The outer sides 
of the expansion nuts are toothed or corru- 
gated, giving to them still greater holding 
power than they would have if made smooth 
on the outside. And when a series of these 
bolts are properly and securely employed, 
there is no danger of the stack falling down 
or fouling for lack of adequate support. The 
use of expansion bolts is not limited to sup- 
porting stacks on the outside walls of build- 


Figs. 5-6-7-8, Lead Plug and Toggle Bolt 
Methods of Fastening 


ings, but they are likewise extensively used 
for securing sink brackets in place, support- 
ing closet tanks, lavatories, and a thousand 
and one purposes like that in plumbing in- 
stallations. 

In practice, after the holes are drilled, the 
expansion nuts are placed in the drill holes 
as shown in Fig. 3. When ready to secure 
the pipe clamp in place, it is slipped over 
the pipe, with a bolt hole lining up with 
the drill hole and expansion nut within. The 
bolt is then entered with the expansion nut, 
and driven home. The driving home of the 
bolt expands the nut, which in turn grips 
the stone or brick in which it is embedded, 
thereby making it almost impossible to pull 
the bolt out—impossible, in fact, without 
breaking the stone, brick or the bolt. On 
the other hand, the female thread on the 
inside of the expansion nut, and the male 
thread on the outside of the bolt, form an 
interlocking grip which cannot be broken 
without stripping the threads. 

But the plumber or fitter is not always 
so fortunate as to have expansion bolts on 
hand when he has a line of pipe to run, and 
it is then he must exercise his ingenuity to 
devise a way which will prove just as satis- 
factory and not be any more costly in ap- 
plication. It is here the kink we are speak- 
ing of becomes a real kink, for he must 
construct out of materials to be had in 
any shop or hardware store, the equivalent 
of a modern up-to-date factory-made ex- 
pansion bolt; and it is this knack of form- 
ing a suitable appliance from materials al- 
ways at hand, which is the real test of 
the resourcefulness of the workman. 

Fig. 4 shows one way of meeting this 
seeming emergency. There are but few 
plumbing shops where ordinary bolts are 
not kept in stock. When they are not, it 
is a certainty that bolts can be had in 
any hardware store. In order to fasten a 
pipe stack, sink bracket, tank or other ap- 
paratus, a hole is first drilled in the wall, 
the head of the bolt inserted, the drill hole 
poured full of lead, and the lead calked 
well in place, very much on the order of 
the way that old-fashioned basin clamps 
were secured to the old-time marble basin 
slabs. Such a method is perfectly secure, 
for the head of the bolt imbedded in the 
lead and the lead cannot pull out of the 
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drill hole on account of the undercut, or 
wedge shape of the hole. Even though the 
lead were not calked in place, the lead would 
still hold the bolt fast, for as soon as ten- 
sion was put on the bolt, it would pull the 
lead plug forward until the beveled sides 
wedged it tight. When bolts are to be leaded 
into a side wall, a special pouring gate 
must be used to make the lead run into the 
drill hole. A special gate may be made of 
putty, plaster-of-paris, rope or any other 
means that could be or would be employed 
in running a horizontal joint in cast-iron 
soil pipe. Owing to the trapping of air in 
the top of the drill hole, above the dotted 
line marked 2, lead will not flow in there; 


but, as the calking need not be water-tight, 
only strong and secure, the absence of this 
lead does not make any difference to the 


strength, and no vent need be improvised to 
allow it to escape. 


OMETIMES bolts and nuts 
S are not obtainable, but there is a 
certainty that screws and lag-screws 
can be had in all communities, and when 
a lag-screw is to be used, it can be worked 
in the following manner: The hole is 
first drilled as in the preceding cases, 
the lag-screw is then blocked in _ place 
as shown in Fig. 5, and the lead poured 
around the lag-screw and calked. After 
the lead is securely caulked, the lag-screw 
is backed out, thereby leaving a threaded 
hole in the lead, into which the bolt 
can be again screwed when time to make 
it up permanently in place. It will be 
noticed that in this case there is only 
the threads in the lead to hold the lag- 
screws firmly in place, and as lead is a very 
soft metal, the threads would be compara- 
tively easily stripped. A greater degree of 
strength can be given the calking material 
by mixing some tin with it, thereby making 
a sort of coarse solder. Whether or not 
this will be necessary will depend, of course, 
on the degree of strength that will be re- 
quired in each clamp or bolt. 

An even more puzzling task than securing 
objects to blank but solid walls, will be 
found in securing brackets to hollow walls, 
or metallic trim, such as is commonly used 
now-a-days in fireproof buildings. Many a 
plumber has been sorely puzzled when con- 
fronted with such a job; yet, the solution 
is easy, and the materials readily obtainable 
in any community. A bolt suitable for this 
purpose is shown in Fig. 6. The end of the 
bolt where the head would normally be is 
slotted, and a cross-piece riveted in place on 
a loose-fitting rivet, so that the cross-piece 
can be moved or opened and closed like the 
blade of a jack knife. When ready to put 
up the bracket, a hole is drilled clear through 
the thin material. The cross-piece is then 
closed, as shown in Fig. 7, and the end with 
the cross-piece is inserted in the drill hole 
and pushed clear through. It will be no- 
ticed that one end of the cross-piece is 
longer than the other, so that when released 
from the fingers and allowed to resume its 
natural position, the long leg of the cross- 
piece, being heavier than the short piece, will 
drop down, forming the letter T. When 
pulled against the back side of the hollow 
wall or casing, this holds the bolt firmly in 
place; and the bracket can be slipped over 
the bolt and the nuts driven home, as shown 
in the illustration, Fig. 8. 

The kind of bolts used for this purpose, 
or in fact for securing any of the parts of 
a plumbing system to place, would, of course, 
be proportioned to their use, and ought to 
be made of a material best suited to the 
purpose. Steel bolts, or wrought or malle- 
able iron bolts would, of course, be the 
strongest; but, if the bolts are to be used 
in toilet rooms where they will be frequently 
wetted, and that perhaps by urine, or 
the splashing from water-closets and other 
fixtures, iron should be eliminated as far as 
possible, for it will sooner or later corrode 
through, thereby destroying the supports on 
which the tanks or stacks rested. 

A final caution: When securing bolts to 
stone, brick or concrete, be sure that the 
holes drilled have more or less undercut. 
Special drills are now made that will un- 
dercut a hole they drill, and these will be 
found time-savers for the purpose. At all 
events, see that the holes are undercut, even 
though you have to do it by hand; there is 
nothing but frictional resistance of the walls 
to keep the plug from pulling out, and 
this will happen as soon as any pressure is 
put on the nuts in tightening the fixtures, 


ordinary 
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WHAT A PLUMBER’S WIFE | 
CAN GET 
Our large exclusive line of Popular Priced 


HOSIERY, HANDKERCHIEFS and AR 
JEWELRY is now offered Directto You, by 


mail ata saving of 30 per cent to 40 per cent, 


OAS) 
) o), 


Set No, 577J.—14 Karat Gold 
Filled 2 inch Bar Pin with 
two handy beauty pins to 
match, in Rose, English or 
Green Gold finish, the 
set - - 75¢ 
Set No. 810J.—14 Karat Gold 
Plated 3inch Sash or Belt 
Pin, set with either Ruby 
Emerald, Sapphire, Topaz \ 
or Amethyst, Cut Stone, in 
Roman, Rose or Green 
Gold or in Oxidized 
silver oy - 50c 

Satisfaction Guaranteed 


Write for particulars of SPECIAL OUTFITS at 
$1.70, $2.00, $2.75, $3.00, $3.75. and our new 
Free Catalog. Agents wanted. 


C. M. Reynolds & Co., Dept. C 
156 5th Ave. New York 


LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of 
placing before your clients the latest 
and best in sanitary fixtures? Ifso 
you must not overlook the one 
best bet. 


The Emery Self-Raising Seat 


You owe it to yourselves and the 
suffering public to investigate this 
most sanitary fixture. 


Write 


for 


Catalog 


and 


EMERY 

Self-Raising 
Seat 

Pat. 1908-9 


Here Are a Few Pointers. Do They 


Interest You? 
These hinges have automatic stop 


that prevents the seat from swinging 
back too far and denting flush pipe 
or front of Low Down Tank. | 

They can be adjusted to raise the 
seat to any desired angle. | 

They eliminate unsightly iron balls 
or weights, and the breaking of 
closets and denting of walls by them. 

You can rough-in closer than with 
any other seat. ; 

This seat and hinges are uncondi- 
tionally guaranteed byme. 

‘Also inquire about the full line of 
Plumbers’ Woodwork manufactured 
by me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Svecialty 


Wm. S. Emery, 
74-78 Cliff St. 45-49 Ferry St. 
New York City 


ILLING WATER WELLS 

Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how, Many 


th sizes; traction and porta- 
ble. Easy terms. These ma- 
chines make good any- 
where. 
Keystone Artesian Drill Co. 
Beaver Falls, Pa. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEY 


ACTSSE amcies 
In& About 


HE 
THE 
JOURNAL 
ure of meeting 
the oldest master 
plumber in New York 
City when he called upon 
Philip Smith at his place 
of business, 178 Sixth 
avenue, New York City. 
Mr. Smith started as an 
apprentice in 1852, and 
in 1854 opened a shop of 
his ‘own in the same vi- 
cinity in which he is now 
located. Mr. Smith en- 
joys the good will of his 
neighbors, especially in 
his business dealings, and 
attends to the conveniences of a long list 
of customers whom he has been serving for 
years. 

The cartoon herewith was prepared by 
Joseph Miller of 205 Lexington avenue, 
Manhattan, New York City, and sent to his 
customers as a notification that he was re- 
moving from 463 Fourth avenue, Manhattan, 


representative of 
PLUMBERS’ TRADE 
had the pleas- 
possibly 


the fall business. Mr. Shaefer forgot, 
somehow, to mention anything about con- 
tracts, but we know he is very busy jobbing. 


Geo. Schweppenhauser of 274 West 135th 
street, Manhattan, New York City, reports 
that he is employing his full force at job- 
bing. 

Messrs. Baker & Cash of 210 East 21st 
street, Manhattan, New York City, report 
fair conditions in their business for this 
season of the year. 

S. Samuels of 1777 Third avenue, Man- 
hattan, New York City, told THE PLUMBERS’ 
TRADE JOURNAL representative that he was 
very busy jobbing. 

John Buchanan of 952 Sixth avenue, Man- 
hattan, New York City, stated that he is 
putting in full time jobbing and expects a 
very busy fall season. 


A. A. Gelb of 1629 Madison avenue, Man- 
hattan, New York City, informs, us that he 
is very busy jobbing. Mr. Cobb looks for- 
ward to a good fall season. 


Louis I. Bregman of 4031 Third avenue, 
Bronx, New York City, is installing new 
plumbing and gas fixtures in four two- 
family houses on Hast 233d street, Bronx, 
New York City; installing new plumbing 
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How Joseph Miller, 205 Lexington Avé., Manhattan, 


New York City, to the above address. In 
addition to the confusion of moving, Mr. 
Miller stated that he was a very busy man. 

Emil Spindler of 220 East 21st street, 
Manhattan, New York City, is busy jobbing 
and, between jobs, is enjoying the use of 
his motorboat on the Hudson River. 

D. F. Haggerty is very busy at his new 
address, 356 West 17th street, Manhattan, 
New York City. 

John P. Levins of 220 East 21st street, 
Manhattan, New York City, observes that 
business is good in his locality. 

Keller Bros., of 168 East 91st street, 
Manhattan, New York City, consider busi- 
ness conditions good for this time of the 


year. 
H. Shaeger of 2598 Eighth avenue, Man- 
hattan, New York City, is a busy man. 


He has opened a branch office and shop 
at 245 West 145th street, Manhattan, New 
York City, and expects a good share of 
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and gas fixtures in two houses at 1658 and 
1660 Home street, Bronx, New York City, 
and making alterations at 40 East 73d 
street, Manhattan, New York City. 


Messrs. C. Muller & Son of 881 Sixth 
avenue, Manhattan, New York City, state 
that business in their locality is fairly good 
for this season of the year. 


J. Kramer of 2141 Amsterdam avenue, 
Manhattan, New York City, is conducting 
a paying business at the above address and 
looks forward to a good fall season. 

Messrs. Breakell & Hughes of 228 lLex- 
ington avenue, Manhattan, New York City, 
report that business is good, and that their 
expectations are for a good fall season. 

Ww. J. McDermott of 93 Lexington ave- 
nue, Manhattan, New York City, is install- 
ing new gas fixtures at 5 Bast 61st street 
and is superintending general repairs at 
schools Nos. 92, 188 and 64. Mr. McDer- 
mott fills in the intervals between these two 
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contracts by fitting a private house 
Montclair, N. J., with gas, steam heat, an 
plumbing appliances. 

James H. Coleburn of 2388 Eighth aye 
nue, Manhattan, New York City, is enjoyin; 
a visit to his home in Michigan and is ex 
pected to return to his very busy offic 
shortly. 

Otto Goldberg of 527 Lenox avenu: 
Bronx, New York City, is very busy wit 
steam fitting and boiler jobbing. Mr. Gold 
berg has recently finished several larg 
contracts. 

F. L. Mayer of 64 Bradhurst avenue, Mar 
hattan, New York City, states that his bus 
ness is quite brisk for this time of the yea) 
and looks forward to an increase of busines 
in the fall. | 

Messrs. Federoll-Ilchert Co., of 434 We 
35th street, Manhattan, New York Cit) 
have a very attractive looking office an 
shop, and are pleased that they are unus) 
ally busy. ‘ | 

Albert Sigel of 2655 Eighth avenue, Mar 
hattan, New York City, stated that he | 
employing, steadily, a force of seven me 
and that he finds business very good 
this time of the year. 

Messrs. Keppel & Hansen, who were fo 
merly enjoying a good business at 42 
Fourth avenue, Manhattan, New York Cit 
report no falling off in trade at their ne 
location at 83 Lexington avenue. 


Philip Levitt of 21 East 110th stre 
Manhattan, New York City, is imnstalli 
new plumbing at 1690 to 1696 Broadwa 
and has nearly completed alterations at 6) 
Broadway, which building was damaged | 
fire. 


Among the many contracts held by M 
ton Schnaier & Company of 347 Columb 
avenue, Manhattan, New York City, is t 
plumbing for the seventeen-story loft buil 
ing now being erected at 29-33 West 38 
street. 


Messrs. 
sterdam 


Kaufman & Vaupel, of 1506 A) 
avenue, Manhattan, New Yo 
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New York City, Notified His Customers That He Had Moved 


i 

City, state that they find business 
good for this time of the year. They ! 
a young firm and we wish them ep 
success. | 
N. S. Poppert of 782 Sixth avenue, My 
hattan, New York City, says he will ¢ 
complain if his business remains at ' 
present standard. Mr. Poppert expects! 
spend a few days at Atlantic City, N 
in the near future. { 


J. J. Halloran of 241 West 125th st’ 
Manhattan, New York City, did not y 
much time to talk to THE PLUMBERS’ a 
JouRNAL representative the other day. 
Halloran, however, bore the appearanc' 


being a busy man. 


Mr. and Mrs. Samuel L. Snyder, 
married on the 19th ult, have 
from their honeymoon, 
visited mumerous friends 
D. C., and Philadelphia, Pa., 
Democratic convention at Balti 


who ”! 
retué 


during which ‘ 
at Washini) 
attended ! 
more, 
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and later enjoyed a pleasant stay at At- 
lantic City, N. J. They are spending the 
summer at Arverne, L. I. Mr. Snyder is 
keeping very much on the go at his place 
of business at 271 West 40th street, Man- 
hattan, New York City. Here’s to the 
bride and groom, may all their troubles be 
little ones. 

The business of William Bach of 435 
East 82d street, Manhattan, New York 
City, who died last February, is being 
capably managed by Mrs. William Bach, 
his widow, to whom we extend every best 
wish for success. 


Messrs. Geo. H. Beck & Sons state that 
business is very good. Mr. Geo. H., Sr., and 
Geo. H., Jr., are spending their vacation on 
a farm in Orange County, N. J. This firm 
have a very attractive place of business at 


1515 First avenue, Manhattan, New York 
City. 
Herman Auskulat of 274 West 135th 


street, Manhattan, New York City, has re- 
turned from a two months’ visit to his 
home in Germany, which he had not seen 
for thirty years. Mr. Auskalat assures us 
that he gained ten pounds in weight on the 
trip, and found business very good upon 
his arrival home. 


Since he succeeded to the business of 
Kaplan & Bregman of 4031 Third avenue, 
Bronx, New York City, Louis I. Bregman 
has been very successful. At the present 
time he is at work upon a number of con- 
tracts, among which is an operation on East 
233d street, where he has the contracts for 
the plumbing, steam fitting and gas fitting. 


Business seems always to be good with 
P. F. Murphy of 38 Sixth avenue, Manhat- 
tan, New York City. Mr. Murphy keeps a 
force of men busy all the year ‘round as he 
makes a specialty of repair and jobbing 
work. He also has a number of contracts 
for alterations, which, with the regular work, 
is the solution of the bustle about his shop. 


Away down town—not in the corn fields— 
but in Manhattan, New York City, you find 
Young & Myers, 245 Greenwich _ street. 
For years they have catered to the wants 
of their customers in that section. Messrs. 
Young & Myers have among their cus- 
tomers a number of estates which keep 
them very busy with repair, jobbing and 
alteration work. 


William Wilson is now located at 2544 
Decatur street, Bronx, New York City, while 
he recently moved from Webster street, near 
Kingsbridge Road. Among the many con- 
tracts he is now engaged upon are the 
plumbing and steam fitting in operations at 
City Island, and Van Cortlandt Park. He 
also has been kept busy with repair and 
alteration work. “ 


Located at 244 East 54th street, Man- 
hattan, New York City, where he has kept 
shop for a number of years, W. C. Bilz 
sreeted the representative of Tur PLUMBERS’ 
TRADE JOURNAL. ‘The day was one of the 
warmest of the year, but our friend Bilz 
Was just as cool as a cucumber. Business 
has been good and he looks for a continu- 
ance of busy times. 


In the same shop where he has been lo- 
cated for years, at 165 West 25th street, 
Manhattan, New York City, A. Johnson 
talked with the representative of THE 
PLUMBERS’ TRADE JOURNAL relative to the 
changes in the Plumbing profession as time 
s0€8 on. Mr. Johnson has seen the wave 
of improvement Sweep through his neigh- 
borhood but it has been his gain for his 
business has improved right along. 


Howard M. Bullard of 1023 Lexington 
avenue, Manhattan, New York City, informs 
us that business is looking up. Mr. Bullard 
carries a full line of Plumbers’ specialties 
and has a very attractive office and store. 


Geo. Schmitt, who has recently changed 
his address from 246 East 45th street, 
Manhattan, New York City, to 243 Bast 
46th street, Manhattan, New York City, 
says that every day is a busy day for him. 

It is with regret that we announce the 
jeath, through accident, of an old sub- 
scriber, Mr, Hugh McCreery, 64 years of 
ise, who resided at 1498 Vyse avenue, 
Bronx, New York City, and who conducted 
4 prosperous business at 224 East 57th 
street, Manhattan, New York City. While 
naking Some repairs at his home, the scaf- 
‘old on which Mr. McCreery was working 
‘ell and carried him to his death. Mr. Mc- 


Creery was well known as one of New 
York’s oldest plumbers, and THr PLUMBERS’ 
TRADE JOURNAL extends its deepest sym- 
pathy to the remaining members of the 
family. 

John McCarron of 915 Sixth avenue, 
Manhattan, New York City, is busy at 
present with two contracts in addition to 
jobbing. He is installing modern plumbing 
in five buildings belonging to the Terminal 
Warehouse Co., at 27th and 28th streets, be- 
tween Eleventh and Thirteenth avenues, 
which were destroyed by fire. Though for- 
merly seven-story buildings, they will now 
be converted into buildings of nine stories 
each. The other contract calls for installa- 
tion of plumbing in a private residence at 
Bellport, N. Y. Mr. McCarron said he was 
too busy to take a vacation. 
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WITH THE BROOKLYNITES 


Fred J. Hertel of 441 Metropolitan ave- 
nue, Brooklyn, N. Y., is resting up at the 
Meister House, Mt. Pleasant, N. Y., after 
a busy season. 

S. Blum of 839 Park avenue, Brooklyn, 
N. Y., has the Plumbing contract for the 
new Gold Theatre at Broadway and Gerry 


street, Brooklyn. 
D. Nechamkus & Co., 655 Saratoga 
avenue, Brooklyn, N. Y., are doing the 


plumbing on the new Kobre Bank at Pitkin 
avenue, near Stone street, Brooklyn. 


The Brooklyn Plumbing Supply House, 537 
Broadway, Brooklyn, N. Y., of which N. 
Maistelman is the proprietor, is another to 
be added to the number of eastern district 
jobbers, 


The plumbing contract for the new Globe 
Theatre, being erected at Grand and Gra- 
ham avenues, Brooklyn, N. Y., has been 
awarded to A. Wexler, 637 Metropolitan 


avenue. 
Richard J. Foraker of 1353 Fulton street, 
Brooklyn, N. Y., is another enthusiastic 


motorist who intends to duck the bends and 
hoppers for a while to make a tour of New 
Jersey and Pennsylvania, 


Charles Hamfield, of 253 Tompkins ave- 
nue Brooklyn, N. Y., is busy on _ several 
city contracts, among which are the plumb- 
ing for three new testing depots for the 
Department of Weights and Measures. 


The contracts for the plumbing and gas 
fitting in the nine two-story and_ store 
buildings now being erected on the west 
side of Fifth avenue, from 40th to 41st 
streets, Brooklyn, N. Y., will be consum- 
mated by Meeks Bros of 473 52d street. 


The Malone Plumbing & Heating Com- 
pany of 642 Nostrand avenue, Brooklyn, 
N. Y., are doing the plumbing and heating 
on the two new buildings being erected by 
The Zimmerman Construction Company at 
Nostrand avenue and Malbone street. 


M. J. Simpson, 456 Court street, Brook- 
lyn, N. Y., is a very busy man, superintend- 
ing the very large alteration business he is 
conducting. Among the jobs on hand are 
the alterations to Plumbing systems in 
buildings at 6511, 513, 515 and 617 Clinton 
Street, and 134 and 136 Kosciosko street. 


Ferd. Platner, of 678 Grand street, Brook- 
lyn, N. Y., has just returned from Sharon 
Springs, N. Y., after attending a family 
reunion at the old homestead there. It’s 
now some twenty-five years since Mr. Plat- 
ner proceeded to Brooklyn from Sharon to 
establish the large plumbing business which 
he built up. 


The Grand Plumbing Co., of No. 826 St. 
John’s Place, Brooklyn, N. Y., are doing the 
plumbing on six houses at Dumont avenue 
and Barrett street, for The Cottage Con- 
struction Co., and are Overhauling the 
plumbing system in the apartment building 
located on the northeast corner of Nostrand 
and St. Marks avenues, for The Realty 
Association. 


John P, Hersch, Jr., of 857 Grand street, 
Brooklyn, N. Y., in addition to managing 
his extensive plumbing business, finds a 
little time to push the new third party 
movement of which Theodore Roosevelt is 
the leader. Mr. Hersch is a great booster 
for “Teddy,” and is the treasurer of the 
National Progressive Club of the estern dis- 
trict. 

THE PLUMBERS’ 
sentative had the 


TRADE JOURNAL 
pleasure of 


repre- 
meeting 


George Virbrock, of C. & T. Virbrock, 429 
Cornelia street, Brooklyn, N. Yj 20m his 
return from a trip on Long Island in his 
famous ‘Coffee Grinder,” the name given 
George’s motor by his Ridgewood friends. 
George took time enough to advise us that 
among other work on hand, they have con- 
tracts for plumbing fifty-nine two-family 
houses for Paul Stein and a new fire engine 
house for the city of New York at Spruce 
street, Richmond Hill, Queens Borough. 
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WHAT’S WHAT IN THE JOB- 
BING TRADE 


HE well-known house of L. O. Koven 

| & Bro. of 50 Cliff street, Manhattan, 

New York City, manufacturers of the 

well-known ‘“Naco” boilers, are more than 

kept busy at this time of the year. They 

report enough orders on the books to keep 
them busy for some time to come. 


Although the vacation season is on, the 
house of Behrer & Co. of 81 Beekman 
street, Manhattan, New York City, seems 
to be one of the busy places. They have 
a good clientele of customers, and at ali 
times carry a full line for the Plumber and 
steam fitter. 


The United Plumbers’ Supply Company of 


181 East 108th street, Manhattan, New 
York City, have enjoyed a good share of 
business. They do not make a specialty of 


any one line, but carry a full line of sup- 
plies suitable for the trade, They are at 
present supplying the plumbing accessories 
for a number of operations in this city. 

W. H. Hussey & Co. of 150 West 85th 
street, Manhattan, New York City, jobbers 
in plumbing supplies of every description, 
are enjoying a prosperous season. For the 
last three months their business has been 
far in excess of the same period last year. 
They report that they are supplying the 
accessories for a number of building opera- 
tions in this city. 


McLoughlin and Donovan of 47 Clift 
street, Manhattan, New York City, dealers 
in wrought and cast iron pipe and boiler 
tubes, brass and iron valves, gas—steam 
fitters’ and engineers’ supplies, have had 
a good season. While they cater to all 
lines, they make a specialty of supplies 
for engineers. 


The Central Foundry Co. have established 
a branch warehouse at 1434 Fulton street, 
Brooklyn, N. Y., for the accommodation of 
their customers in that section. It was on 
the occasion of a visit there that THp 
PLUMBERS’ TRADE JOURNAL representative 
met J. J. Kitchen, of the F. & W. Depart- 
ment, who advised us that the results thus 
far have justified the new establishment. 


One of the oldest supply houses in New 
York City, the William McShane Company 
of 711 Sixth avenue, report business as be- 


ing good. They carry a full line of sani- 
tary specialties and plumbing supplies. 
They have been located at their present 


address for the last thirteen years; previ- 
ous to that they were located on the site 
upon which the New York Herald now 
stands. 


Located at 344 Hudson street, Manhattan, 
New York City, the Mayor-Lane Co. has 
a well equipped plant. They carry every 
accessory that a plumber, gas or steam 
fitter may need. This firm have enjoyed a 
prosperous year. Victor Harder, Jr., Chas. 
Glespen, and Fred Ellis claim to be in 
good shape after their outing with the 
Sheep and are hustling to make this a 
banner year for their house. 


The Brooklyn house of George P. Jacobs 
& Company of 274 South 9th street, job- 
bers in supplies for plumbers, gas and steam 
fitters, report that they are getting their 
share of trade. While most of their busi- 
ness is local, they have several contracts 
for supplies in other boroughs. They look 
for a good business in the fall, . judging 
from information gathered by their repre- 
sentatives. 


The Bronx Borough has in the Dimock 
and Fink Company, 220 East 125th street, 
with branches at 3497 Third avenue, and 
26 Rose street, New Rochelle, one of the 
largest jobbing houses of plumbing supplies 
in the city. Their Mr. Burt told THE 
PLUMBERS’ TRADE JOURNAL representative 
they had been very rushed, and from 
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HERE’S YOUR DOPE 
Make Money 


Your sales facts for the 


HOWARD 
THERMOSTAT 


Cuts down coal bills 

Pays for itself 

Keeps the house atan even 
healthful temperature. 


Thousands in use 
more than 25 yrs. 


Guaranteed for 10 years. 


Send for selling proposition 


Howard 
Thermostat Co. 


Oswego, New York 


SSX Tile your Bathroom 


SSSS = andkitchen walls with the only PERFECT 
<= metallic imitation of PORCELAIN tile— 


<iCiiS0> TILING 


Trade-Mark 


Cost only one-fifth. Lasts lifetime. Germ, 
Fire, Waterproof. Ask dealer for booklet, 
¥ or write the manufacturers, NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y. 


REGULATING VALVES 


For Water or Steam 


ROSS VALVE MFG. CO. 
TROY, N. Y. 


LAWLESS FORCE PUMP 


For Water Mains 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N. J. 


° Something New 


Extension End Ferrule 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 


Made in the following sizes: 
2in. 3in. and 4in. 


C. P. MARSHALL 
Rochester, N. Y. 


EVERY MASTER PLUMBER 

Who has installed A, 
D. M. Co.’s high grade 
Wastes and Traps will 
tell you he could not 
afford to use any other 
make, even if they cost 
less, as the saving in 
time to install saves 
double the difference in 
cost. 

Castings are made from 
new metal, heavy and 
free from sand _ holes. 

Jobbers supply at fac- 
tory price, or we ship di- 
rect for cash. Catalog 
and Discount Sheet will 
save you dollars. 

A. D. Manufacturing Co. 

Detroit, Mich., U. S. A. 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue. BROOKLYN, N. Y. 


HE PLUMBERS’ 
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present prospects saw no let up in their 
trade. This house caters to many of the 
plumbers in the Bronx and in their courte- 
ous treatment is found the secret of their 
success. ; 


SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. Nothing more simple or compact 


=. 


DOINGS UP NEW YORK STATE 


W Jenna WATTERMAN, No. 37 
Greenwood Place, Buffalo, N. Wicg 
has the contract for the hot water 

heating in the $12,000 two-family house 

being built by Mrs. Maria Pincus, No. 211 

Ashland avenue. 


P. J. Donovan of 705 Lake avenue, Ro- 
chester, N. Y., reports business very brisk. 

Downs & Dunn of 495 State street, Ro- 
chester, N. Y., are having a very successful 
season. 

w. A. McCormick, 520 State street, Ro- 
chester, N. Y., reports business as being 
very good. 

N. Harris Co., 79 North street, Rochester, 
N. Y., are very busy with several large 
contracts. 

F. W. Oliver of the F. W. Oliver Co., 
Niagara Falls, N. Y., reports business as 
being very good. 

Chas. H. Metzler of 313 State street, Ro- 
chester, N. Y., is one of the very busy 
Rochester plumbers. 

Dodds & Wallace are among the busy 
plumbers of Batavia, N. Y. They are located 
at 30 Jackson street. 

Eysvogel & Hanson, 466 West avenue, 
Rochester, N. Y., are very busy with a 
number of alteration jobs. 

A. G. Meyn of 196 Jefferson avenue, Ro- 
chester, N. Y., says: “I am so busy I do 
not even have time to sleep.” 

Hodgson, Knapp & Oviatt, 657 Monroe 
avenue, Rochester, N. Y., are a new and 
enterprising firm in that city. 

H. C. Lehr & Co., No. 378 Broadway, 
Buffalo, N. Y., will do the plumbing in the 
$6,000 dwelling being built for Wm. Phole, 
No. 84 Davis street. 

Ww. J. Kerwin, 213 East avenue, Rochester, 
N. Y., is making extensive alterations and 
additions to another building which he pur- 
chased a short while ago. 

Timothy McEvoy & Son, No. 519 Niagara 
street, Buffalo, N. Y., are low bidders on 
the $13,000 heating plant to be installed in 
the Erie County Penitentiary, Buffalo. 

Charles E. Wilson, No. 1345 Seneca street, 
Buffalo, N. Y., will do the plumbing in the 
three-story school building being erected by 
the School District of Ebenezer, N. Y. 


Batt & Co., No. 201 Maple street, Buffalo, 
N. Y., have the contract for plumbing in 
the $8,000 residence being built by Charles 
Rholfs at No. 156 Park street, Buffalo. 


The hot water heating contract for 
Charles Rholf’s new residence on Park 
street, Buffalo, N. Y., has been let to Mar- 
tin Fisher & Sons, No. 75 W. Chippewa 
street. 

Henry Hart of 283 Andrews street, Ro- 
chester, N. Y., is still the charming enter- 
tainer. He always welcomes THE PLUMBERS’ 
TRADE JOURNAL representative to his city. 


Peter Voltz, No. 69 Johnson street, Buf- 
falo, N. Y., has the hot water heating con- 
tract for the two-family house being built 
at No. 144 Blaine avenue, by Henry Witting- 
schlaeger. 

The plumbing in the $6,500 dwelling being 
built by Henry Wittingschlaeger, No. 51 
Lemon street, Buffalo, N. Y., is being done 
by C. Brenner & Sons, No. 540 Genesee 
street. 

We are glad to hear that J. H. Macher 
of the firm of Macher & Glasgow, 13 and 15 
Cortland street, Rochester, N. Y., is recover- 
ing from a very severe case of blood 
poisoning. 

F. E. Fladd and Edward Luig of The 
Fladd & Bay Plumbing & Heating Co., 212 
Clinton avenue, Rochester, N. Y., are trying 
to catch up with their work, having many 
new and alteration contracts. 

Samuel Wright, No. 861 Main street, 
Buffalo, N. Y., is low bidder on the hot 
water heating and plumbing in the residence 
and garage to be built for Mrs. Henry Vom- 
berge, No. 699 Lafayette avenue, Buffalo. 

Samuel Wright, No. 681 Main street, Buf- 
falo, N. Y., has the contract for steam 
heating and plumbing for the addition be- 


Installed in the Municipal Lodging House, N. Y. C. 
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HEN in need of any stock article or spec- 
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: Plumbers, Steamfitters, Gasfitters & Tinsmiths Supplies 


BLUE & QUERIPEL COMPANY, INC 
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HG 
Economy 


Despatch 


Our specialty is giv- 
ing you just exactly 
what you want, just 


exactly when and 


where you want it. 


Our Materials and 
Prices are Right 


Walsh & Hartwig 


Inc. 
215-219 East 58th St. 


New York City 
Tel. Plaza 1656 
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ing built to the hospital owned by the Sis- 
ters of Charity, No. 1833 Main street. 


Dark & Co., No. 654 Main street, Buffalo, | 
N. Y., have the contract for plumbing in 
the $7,000 two-story store and fiat build- 
ing being erected at No. 15 Greenfield street, 
Buffalo, N. Y., by J. R. Norton. 


Wm. ‘W. Ebbs, No. 105 Niagara street, 
Buffalo, N. Y., has the contract for the | 
plumbing in the new brick power-house and 
forge-shop for the vocational school at 
Peckham and Townson streets, Buffalo. 


The contract for the steam heating in the 
vocational school being remodeled by the 
city of Buffalo, N. Y., at Peckham and 
Townson streets, Buffalo, has been let to | 
the Frontier Heating & Plumbing Co., No, 
315 Ellicott street. 


The contract for the plumbing and heat- 
ing in the public school at Kingston, N. Y., 
has been awarded to B. Saughran & Com- 
pany of that city. This firm also have > 
several contracts upon which they are at 
work in Woodstock, N. Y. 


—_—___——=@ o¢@ 


Changes in the Staff of The John 


Simmons Co. 


HARLES W. FREAN will resign 
G his position as manager of the 
plumbing supply department of 
the John Simmons Company, 48 E. 4ist 
street, New York City, to take up the 
office of secretary of the New York 
Plumbing Exchange. 
William N. Hawkins, who has been 
Mr. Frean’s assistant, will take up his 
duties at 48 E. 41st street, beginning 
with September 1, 1912. 


ie 


New Regulations in Effect at 
Washington, D. C. 
HE semi-annual changes and 
oy amendments to the Plumbing 
Regulations of the District of 
Columbia went into effect August Ist. 
One of the more important ones affects 
every master plumber in the District. 
This is in the matter of the deposit re- 
quired by the District Officials to cover 
“repairs” made in the surface of streets, 
alleys, or other public space. For many 
years this deposit has been $25, and at 
the first of each month a bill has been 
rendered by the Surface Division of the 
District to those plumbers who have| 
during the month previous, ordered re 
pairs to surfaces, the cost of such repair 
being noted on the bill, and the plumbe! 
has been required to bring his deposit 
up to the $25 mark, before the tenth 0) 
that month, or notice will be sent th 
Permit Clerk to cease issuing him per 
mits until such new deposit is made. 
Beginning August Ist, the amount 0 
the deposit has been raised to $50 an 
every master plumber is called upon t' 
raise his balance to that figure. TH 
PLUMBERS’ TRADE JOURNAL corresponden| 
is informed that the amendment give 
the discretion to the District officials © 
sending bills to the plumbers as the 
deem advisable, and so guard the ba 
ance on the deposit of each mast¢ 
plumber, so that it will never get belo’ 
the amount they desire shall always iy 
kept on hand. 
Our correspondent in talking the peas 
ter over with a number of the loci 
plumbers has had it suggested that j 
the near future a movement may 1 
started, by some of them, towards cor 
pelling the District to pay an intere 
on this deposit money, the same as ce 
‘tain private corporations do at prese 
on such deposits, as those for the u 
of a gas meter, an electric ei 
etc. which are installed in @ hou 
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HE Henry Plumbing 
Co, New Canaan, 
Conn. has opened 
a plumbing establish- 
ment on Main street. 
Mr. Henry was for- 
merly with Fred E. 
Wolfel for a number 
of years. 

J. ©. Rogers has 
purchased the _ busi- 
ness of the late John 
} Galvin at Brattleboro, 
_ Vt. He will continue 
at the old stand. 


Jae oarstow Co., 
Norwich, Conn., have secured the plumbing 
contract in the new addition to the State 
Insane Asylum. 


Steward & Blunt, Skowhegan, Me., have 
considerable work on hand, including the 
plumbing and heating in the new library at 
Waterville. 

Wm. C. Taylor, Danbury, Conn., has 
the contract for plumbing in the new San- 
ford School at Reading, Conn. He also has 
had considerable work at Brewsters, N. Y. 


ge RiocirE ce, 


PRACTICAL 


PLUMBER. 


English & Dolliver, Lewiston, Me., have 
the contract for plumbing in the new fac- 
tory on Bates street, also a number of 
plumbing contracts on hand which will keep 
them busy all the year. 


E, A. Lynde, Lowell, Mass., reports busi- 
ness as exceptionally good. He has a num- 
ber of contracts for plumbing, including a 
Sroup of two-family houses in Lowell, and 
several cottages at Ocean Park, Maine. 


J. E. Holland & Co., who have been lo- 
cated for years at 11 Crescent street, Brock- 
ton, Mass., have removed to 82 Crescent 
Street, where they have much better facili- 
ties for handling the increasing steam heat- 
ing and plumbing business. 


E. F. Zeigler, Waterbury, Conn., reports 
considerable work on hand at this time, in- 
cluding plumbing in two houses for Geo. 
Hanson, Watertown Road; plumbing in 
residence of Edward S. Hunt, Kellogg street; 
plumbing in residence of H. Kunkgle on 
North Main street. 


J. L. Woodworth ‘& Co., New London, 
Conn., have secured the contract for plumb- 
ing in residence for C. P. Capron on Lewis 
street; plumbing in residence for Jos. Mc- 
Namara at Golden Spring, East Lyme. He 
also has the plumbing in residence of Chas. 
Elliott Blackhall, New London, Conn. 


H. F. Fuller, Portland, Me., has the con- 
tract for plumbing and heating in the new 


Exterior of the Establishment of G. Riccitelli, 


hotel at Barton, N. H.; plumbing and heat- 
ing in The Wilder School at White River 
Junction, Vt. He has just completed the 
plumbing in the annex to St. Barnard’s Hos- 
pital and has a number of two-family houses 
in which to install plumbing. 


A. Birtwell, East Providence, R. I. has 
the plumbing and heating in the residence 
for Mrs. O. Condon, Burgess avenue; plumb- 
ing and heating for J. W. Burton in a sum- 
mer residence, Secouk, Mass.; plumbing in 
residence for R. G. Meehan, Rumford, R. I.: 
J. B. Smith & Co., Lewiston, Me., has just 
secured the contract in the new mill for 
The Bates Mfg. Co. of that city. 


C. Groose, 1771 Dorchester avenue, Dor- 
chester, Boston, Mass., has been kept busy 
all spring with many contracts, among which 
are the plumbing in two houses on Fuller 
street for E. Mealowitz; the plumbing in a 
residence on Speedwell street, and the plumb- 
ing contract in the Cambridge apartments on 
Cambridge street, Cambridge, for Dr. A. 
Davidson. 

T. J. McManus of 128 Millbury street, 
Worcester, Mass., is about completing the 
following contracts; the plumbing and gas- 


48 Sutton St., Providence, R. I. 


fitting in the new Wolf Block on Main street 
for A. Wolf; the plumbing contract for the 
Fitzgerald Block on William street; the 
plumbing and gas-fitting in the new residence 
for Harry Ballard on Grammont road, and 
the plumbing in six houses for J. Divarman 
on Arlington, Chapin and Bradly streets. 


———_~¢+e—____ 


A Busy New Englander 


HE accompanying photograph is 
4p that of the plumbing establish- 

ment of G. Riccitelli of 48 Sutton 
street, Providence, R. I. Mr. Riccitelli 
started in business in Providence in 
1897 at 143 Acorn street and has been 
at his present address since 1903. He 
is one of the busy master plumbers of 
Prividence and at the present time is 
at work upon eighteen apartments for 
which he holds the plumbing and gas 
fitting contracts. He also finds time to 
attend to fraternal obligations, and is a 


grand trustee of the Foresters’ of 
America. 
Among Mr. Riccitelliis immediate 


family are several 
plumbers-to-be. 


promising master- 
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Brass Floor 
Drains and 
Traps 


Drains with 3’'and 4" 


outlets are furnished 
with iron body unless 
ordered otherwise. 


Kokomo Brass 


Works, 


KOKOMO, IND. 


Would You Like to Locate at Providence? 


Mr. Davis has just signed with the Contractors for the erection 
of a building 60 feet by 100 feet on West Exchange Street. 
Five minutes walk from the City Hall right in the heart of the 
wholesale district. Foundation will be made for an eight story 
building so there will be an opportunity for expansion and you 
will not be obliged to move. This building is to be Mill con- 
struction, an expensive front and is to rent. If you are inter- 
ested in the proposition write Mr. Davis, care 


New England 
Plumbing 
Supply Co., 


Davis Bk. 396-398 Bridge St. 
Springfield, Mass. 


We Pay 
Cash 
For All Our 


eLEASE Purchases 


DON'T IMITATE 


STACKS IN IT 
WHY bother with lugging a vise and stock and dies to every job? The No. 1 
Vise and Nipple Cutter is a compact combination of these tools. Fits your tool 
kit. Capacity % to 1 in pipe. What other tool is there that will thread a short 
nipple without using nipple chuck or bushings? None. 

The No. 1 Vise and Nipple will use any ordinary square die. Price $6.00. You 
may send it back «‘ter trial but you won’t. Stack Patent (Pending) 

NEW ENGLAND AUTO PARTS MFG. CO. 18 Tremont St, Boston, Mass: 


Pacific Coast Rep.—W. B. Biggar, Portland, Ore. 


THE BEST IS THE BADGER 
BADGER COPPER BOILERS 


ARE THE RESULT OF 


70 YEARS EXPERIENCE 


BADGER QUALITY 


is the standard by 


which others are 


judged. 


Copper only—no 
iron, no rust, inter- 
ior heavily tinned in- 
suring clean water 


at all times. 


Send for 
and prices. 


E. B. BADGER & SONS CoO. 


63-75 PITT ST., BOSTON, MASS. 


Made in all sizes 
from 5 to 1500 gal- 


catalogs 
lons. 


THE TOOL YOU LONGED FOR 


N. Mf. GOMBINATION 
KEY WRENGH 


the best tool for plumbers ever invented 


for connecting up 


Bath Wastes 
Basin and Pedestal 


Basin Plugs 
Tank Spuds 
Closet Spuds 
Wash Tub and 
Strainers 


Enameled Sink Plugs 


Square openings in handle, three sizes 
for Curb Boxes and Plugs 


Send for Catalog 


National Mechanical Appliance Co. 
600-610 Kent Ave., Brooklyn, N. Y. 
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This Truck 
SAVED 


$1546.21 


in aSingle Year 


The purchase price of this four-ton truck owned and operated by the Howard 
Company of New Haven, Conn., plus interest, depreciation, overhauling, fuel and 
driver’s salary for one year amounted to $5,921.88. 


It replaced three double trucking teams. The cost of the horses, wagons and 
harness, plus interest, maintenance and drivers’ salaries for one year amounted 
to $7,468.00. A balance in favor of the truck of $1,546.12—the first year. 


KISSELKAR TRUCKS 


1500 Ib.-1-2-3-4-5 Tons 


A KisselKar Truck is your logical selection because it is the truck of surest 
economy and slowest depreciation. It is strong, simple and silent. It carries 
50 per cent overload, without harm. It consumes the least fuel. It rides easiest. 


At the disposal of Kisse)Kar owners is the unrivaled KisselKar service, con- 
sisting of completely equipped service buildings at leading centres, where the 
mechanical end of motor trucks is taken off your hands. 


Your copy of the new catalog is ready. Send for it. 


KISSEL MOTOR CAR CO. 512 Kissel Ave., Hartford, Wis. 


New York St. Louis Minneapolis Milwaukee 
Los Angeles Boston St. Paul Dallas 


Chicago 
Kansas City 


Branches in 


KisselKar Service Stations and Agencies at 


over 200 leading points throughout United States 


y 
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7 Better Than Lead 


Dixon’s Pipe Joint Compound is better 
and cheaper than red or white lead. 
Doesn’t “‘set’’ joints—goes farther. 


JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 


Try Me Ball Cocks. 


Have 


Compound leverage of the ball rod, Magazine of 
Packings, Revolving Plunger, Special Metals for 
Wearing Parts, Absence of Sand Pockets. 

Ease of adjustment to High or Low Pressure, 
Regulation of water in Tank. 
_ Renewal of bottom and top seats without disturb- 
ing the Plumbing, or the use of tools. Last but not 
least—the using of the same valve for Top, Bottom 
and End Connections. 


Universal Tool Co., 
Springfield, Mass. 
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CHASE TRUCKS 


A repeat order. 


Selected by the Big Ones W ho Know 


This is our New Model L, capacity 


3000 lbs. Combines all the great Chase truck features 


of economy, durability and simplicity. 


Write and 


let us tell you how to improve your delivery service. 


CHASE MOTOR TRUCK CO. 


100 West Street, 


SYRACUSE, N. Y. 


THERE’S A GIRL IN HAVANA 


(From Albany Dinner to State President J. H. Moran) 


E’RE in love with them, but you'll 
W admit we have a tale to tell 
Of the plumbers bold, who won’t 
admit, they ever go to—well 
They did a job for old man Nick—yep, Nick. 
He saw the bill and then he swore right 
quick 
No plumbers here, not in this dell, they’d 
surely raise old hell. 


CHORUS 

There are plumbers in heaven, 
just seven ; 

There are a few who'll get there, too, if they 
have to break right through. 

There’s Nolan and Schimpf, O’Donnell and 
Whitbeck, 

And Freddie Fladd, a likely lad, who’ll get 
there By Heck’ 


altogether 


Oh, we love you, Mayor, but you’ll admit we 
have a tale of woe 

Of a lot of guys who won’t admit they went 
to see the show; 

They swiped the key to Al-ban-y—they did; 

They opened up the town and then—they 
hid. 

And we think for future happiness their past 
we should confess. 


CHORUS 
There are girls in the West End; there are 
girls in the South End; 


There are a few sweet girlies, too, they 
promised to be true to, 
And they’re waiting for you, Mayor, to 


hand them the old town key; 
They missed a few that Frank Fee knew, 
they wanted to see. 


LDERMAN JOHN C. MEYER of She- 
A boygan, Wis. is fighting for the 
passage of an ordinance, creating 
the office of a plumbing inspector at a salary 
of $1,000 annually. Alderman Meyer has 
proved to the common council the need for 
such an office, but the resolution to appoint 
the official is still in the hands of the judi- 
cial committee of the council. 

Wm. Halsey & Co. have the plumbing in 
the Merchants & Manufacturers Bank, Mil- 
waukee, Wis. 

F. A. Goll, Milwaukee, Wis., has com- 
pleted the plumbing contract in the State 
School in that city. 


The O’Neil Co. of Chicago, Ill., have com- ° 


pleted the plumbing in the First National 
Bank, Milwaukee, Wis. 


G. W. Spinti of Milwaukee, Wis., has 
finished the plumbing contract for the new 
Kreuger Flat, 44th street. 


A steam heating plant is to be installed 
in the school-house at Mazomanie, Wiscon- 
sin. 

The Common Council of La Crosse, Wis- 
consin, has ordered the Board of Public 
Works to advertise for bids for the con- 
struction of sewer extensions in the south 
end of the city. 

A sewer is to be constructed in the big 
ravine from the north line of the railroad 
tracks to Packard street, in the city of 
Appleton, Wis. The bids for the work have 
been closed by the Board of Public Works. 


When bids for the construction of a sewer 
were opened at Manitowoc, Wisconsin, the 
bids of W. I. Bahr were found to be the 
lowest. The three contracts for the work 
were awarded that concern. 

The Board of Public Works of Appleton, 
Wisconsin, has opened bids for work in 
connection with the proposed extension and 


improvements of the municipal water works 
system. Between eighty and ninety bids 
on the distribution system, filtration plant 
and pumps were opened. On account of the 
large number of bids received, it will take 
several weeks, perhaps, before contracts 
will be awarded. 


A. G. Maag, & Co., of Milwaukee, Wis., 
have completed the plumbing contract for the 
new Wirth residence on Newberry Boulevard 
of that city. They are also doing the plumb- 
ing work in a residence on Martin street. 


A vacuum system in connection with the 
heating plant at the Appleton, Wisconsin, 
High School Building is to be installed. The 
W. S. Patterson Company were the lowest 
bidder for the work and were awarded the 
contract. 


The new comfort station erected at Osh- 
kosh, Wis., by Mueller Brothers has been 
accepted by the city and has been placed in 
commission. The station is located in 
Riverside Park and is the first to be erected 
in Oshkosh. 


Cudahy, Wis., an outlying city near Mil- 
waukee, is advertising for bids for the con- 
struction of a concrete sewer, 7,000 feet long, 
which is expected to cost $50,000. Increasing 
population has made the sewer extension ab- 
solutely necessary. G. Steinhagen & Son are 
consulting engineers. 


The Thomas Heating Company, of Racine, 
Wisconsin, is enjoying splendid business. 
Recently they were awarded contracts at 
Green Bay for installing heating systems in 
the new Howe and Woelz schools. When 
contracts were let by the Racine county 
board in connection with the new county 
courthouse recently, the heating and ventila- 
tion contracts were also awarded to this 
firm. The plumbing contract for the same 
structure was awarded the Charles Wilken- 
son Co., Minneapolis, Minn. es 
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“The Car They Are All Talking ac 


Embodies the most advanced American and European ideas of approved design and construction. 
A distinctive car of unusual power, quietness, comfort and style. 


“Its the Car You’ve Been Waiting For” 


6-Cylinder motor, 4 3-in. bore x 9%-in. stroke, A. L. A. M. rating 46 H. P. 
130-in. wheel-base, 37x5-in. tires. 


Handsome V-shaped radiator. 

Silent chain-driven cam and magneto shafts. 

Option on right or left hand steering control, 

Exceptional quietness in operation. 

Attractive straight line body designs with concealed locks and hinges. 
Clean running boards. 

Self-starter on motor. 

Dynamo lighting system. 

Unequaled riding qualities. 


Prices with standard equipment on ee ee ELD GDOUICR. Seeman nm ene enna eM ke ie, $5350 


The Car That Comes Nearest to the Ideal You’ve Cherishd So Long 


Send for Advance Folder and arrange for an early demonstration. 


KNOX AUTOMOBILE COMPANY, Springfield, Mass. 


New York 7 BRANCHES Chicago 


a | 
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HE second annual outing and shore 

‘ dinner of The United Bunch of Sheep 
of America, New York Fold No. 3, was 

held at Boehm’s picnic grounds, New Dorp, 


Staten Island, Saturday, July 27, 1912. The 
Sheep were herded at the Staten Island 
Municipal Ferry, and at the command of 


Grand Ram William 
M. Murray proceed- 
ed to the picnic 
grounds. 

Immediately upon 
arrival at New, 
Dorp, the band hit 
up the old familiar 
tune of “He Ram- 
bled, He Rambled,” 
which was notice to 
all that the gambol 
was on. 

The Sheep amused 
themselves in vari- 
ous sports, including 
a baseball game be- 
tween the married 
and single men, the 
laurels falling to the 
lot of the married 
men by a score of 
7 to 4. There was also a one-mile race. 
which was won by L. M. Keller, with Sam 
Siegel second and H. H. Miller third. 

Not to be outshone by the lighter weights, 
the heavy weights also showed their ability 
on the cinder path in a 100-yard sprint, in 
which the Mayor-Lane entry was nosed out 
by Jerry Chalke, the judge, Abel Hansen, 
having decided: Jerry Chalke, first; Vic 


Grand Ram Will- 
iam M. Murray 


Second Annual Outing of the 
New York Fold No. 3 United Bunch of Sheep 
A Great Event 
y ESSE SS (SSS SS (SSS SSS (SSS Sse 


holm. The result, however, failed to satisfy 
as to who was the faster man, the judge’s 


ST 


Jim Kelly and Bob McGuire Placing Bets 
on the Fat Men’s Race. THE PLUMB- 
ERS’ TRADE JOURNAL Scribe Bookie 
and Eddie Griffin Stakeholder 


decision being a dead heat; time, 9 1/5 


seconds. 

After a strenuous afternoon, and the time 
for the big eats having arrived, the bunch 
harkened to the call of the Grand Ram, who 


John W. 


Gannon, Wm. Schulmerick, Victor Harder, 


Jr., Frank Silkman, Henry 


Stein and Paul Schawb, in Charge of the Sheep Outing 


Harder, second, and “Happy” Glespen, third. 

The Sheep were accorded a great treat in 
an event not carded on the program—a 
special 100-yard match race between Jim 
Kelly and Bob McGuire, both of whom, due 
to the pressure of business, could not ac- 
company the American Athletes to Stock- 


announced that grazing time was on, and 
to the strain of the band marched to the 
pasture where they partook of the fodder— 
a meal not soon to be forgotten. 
Among those present met by THE PLUMB- 
ERS’ TRADE JOURNAL representatives were :— 
Julius Cohen and Edward Winzinger, Sal- 


Abel Hansen, Proprietor Fords Porcelain Works, Perth Amboy, N. J., His Family and 


60 H. P. Car and Frank Silkman, His First Lieutenant 


| 
| 


Hail! Hail! The Gang's All Here. The Sheep Assembled for THE PLUMBERS’ TRA 
JOURNAL Camera 


zer & Winzer; Victor Harder, Jr., Chas. 
Glespen, Fred. Ellis, Robt. McGuire and Hy. 
G. Pokorny, Mayor-Lane Co.; H. B. Ged- 
des, Colwell Lead Co.; Wm. M. Murray and 
Peter J. Brenner, John A. Murray Co.; 
Edwin Griffin and Jas. H. Caffray, Coyne & 
Delaney Co.; Sam’l Seigel, Eagle Smelting 
& Refining Works; H. H. Miller, Paul Schaad 
Co.; B. F. Stolinsky, Williamsburgh Plumb- 
ing Supply Co.; Herman J. Eekhoff, J. E. Kel- 
ley and Hy. Maurer, Jr., John Simmons Co. ; 
Abel Hansen and Frank Silkman, Ford Terra 
Cottial” Pottery 
Works; John W. 
Gannon; Albert 
Baerenklau, Morse 
Tron Works; L. Vare- 
noff and D. Waters, 
Waters Plumbing 
Siampip Ise -G:0 wa) kts 
Glickman, Simon 
Gasner and H. Gas- 
ner, Howard Plumb- 
ing Co.; Newark; 
Robt. Smolka, Sam 
S. Glauber, Ine. ; 
Jas. Chambers and 
Oscar A. Rundieher, 
Chambers & Co., 
Newark ; Paul 
Schwab, Gordon Mit- 
chell and A. Wohl, 
Schwab Bros. Co.; 
S. Rendelstein and 
Joseph J. Chalke, 
Story & Stephens; 
L. M. Keller, Hotch- 
kiss, Vail & Garrison; J. Henderson, Central 
Foundry Co.; C. H. Lindermann and William 
Schulmerick, L. O. Koven & Bro.; Val. Wer- 


Herman J. Eekhoff, 
John Simmons Co. 


ner, Werner Bros. Co., Jersey City; Henry 
Stein, Allen W. Hann, United States Sani- 
tary Manufacturing Co.; Frank K. Chew, 


A. A. Du Mond, A. D. Campbell and H. S. 


Hanlon. 
Bho +o fe 


= OBITUARY 


WILLIAM §8. VERITY, JR., CHICAGO, ILL. 


WV J ILLIAM S. VERITY, JR., one of the 
best-known plumbing supply sales- 
men on the west, and for the past 

eighteen years representative of the Stand- 

ard Sanitary Mfg. Company of Pittsburgh, 

Pa., in the middle Western States, passed 

away at his home in Chicago, Saturday, 

August 3d. His final illness was but a 

week’s duration. He had been ailing, how- 

ever, with nervous trouble for the past two 
years, and had been granted a year’s leave 
of absence by his firm. Mr. Verity had 
charge of the western territory with head- 
quarters in Chicago, calling on the trade in 

Chicago, Milwaukee, St. Louis, Kansas City, 

Minneapolis and St. Paul. 

He had been associated with the plumbing 
trade all his life. He started as bookkeeper 
for his father, William S. Verity, Sr., who 
is now in his 80th year and the oldest liv- 


ing master plumber in Chicago, although 
retired from active business for several 
years. He was with the L. Wolff Mfg. 


Company as credit man for fourteen years 
and for two years occupied a similiar posi- 
tion with the old firm of Smoth and Web- 
ster. Mr. Verity was one of the most popu- 
lar men in the plumbing supply trade as 
well as one of the most efficient. He is 
survived by a widow, four brothers, three 


sisters and his father. Three of his brothe 
are connected with the plumbing industry) 
George Verity for many years has been | 
charge of the showrooms in Chicago of t 
L. Wolff Mfg. Company, while D. A, a 
Albert Verity are in the plumbing busin¢ 
at 810 Lake street. Another brother is 
W. Verity. His sisters are Mrs. Ingra| 
Mrs. Wm. Jewell and Miss Cora Verity. 

Mr. Verity’s funeral was held from | 
late residence at 2758 Washington Bou 
vard, where services were conducted by {) 
Rev. Chas. V. McCaskill, pastor of the ( 
vett Methodist Church. Services were a) 
held at Central Masonic Temple by the | 
Bernard Commandery, Knights Templar, | 
which he belonged and at the grave | 
Pleiades Lodge No. 478, A. F. and A. | 
He was also a member of Garden C) 
Council, Royal Arcanum; Bankers Coun) 
Royal Leage, and Medinah Temple, A | 
Oo. N. M. S. The funeral was largely - 
tended by members of the plumbing sup)’ 
trade, including Mr. Francis Torrance, vi: 
president of the Standard Sanitary M, 
Company, who came on_ specially fr) 
Pittsburgh to be present at obsequies. 

The pall-bearers were C. C. Todd, of | 
Central Foundry Company; Paul Blatchtfo) 
secretary Central Supply Association; I 
Niedecken, of the Hoffman & Billings M, 
Company, Milwaukee; Al. Prentice, of R.} 
Wood & Company, Philadelphia; L. C. Hu- 
ins, Kelly & Jones, Pittsburgh, and A. i 
Frampton of Chicago. The interment \: 
at Rosehill Cemetery. 


OE 


Happenings in Minnesota | 


The New Prague Foundry Co, M 
Prague, Minn., have finished the installat! 
of a hot water heating plant in the resideé 
of F. J. Dovak, besides several other ope} 
tions. j 

The contract for the construction of \ 
largest sewer to be built during 19121 
St. Paul, Minn., was awarded by the Boe 
of Public Works to the Fraser & Danft! 
Company. 

Baker & Hansen of Rochester, Mi: 
have dissolved partnership and the busir} 
in the future will be econducted under | 
name of O. G. Hanson & Son. Shel & YI 
also of the same city, have dissol'! 
Frank Yost will continue the business. | 


oo re } 
Settling Down 


HERE are two ways to “se§ 
down.” One is to settle dol 
contented and the other is to ! 
tle down discontented. 
Give me the man that settles dc! 
discontented. There’s some hope ? 
him. To imagine that your nest is | 
nicely made and to think that it 
stay made is fatal to growth. Don't | 
tle down on your job. Grow bigger tl? 
the job. Just holding down a posi! 
won’t do. 
But making the position of greater } 
portance and making it more profit! 
for yourself and your employer are 
things to work out. I know a porter \ 
recently worked himself into the P 
tion of receiving clerk by abhoring 
settle down on the porter job. 
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By PHILIP F. GRACE. 


"KNEW the Captain meant to give 
him something to eat, that is 
take him to where he could pro- 
cure it, and felt relieved. Then 
we saw two figures coming to- 
ds us, and they provea to be Ging 
4e and Ding Foo. They tud come from 
yagoda to hunt us up, and spent some 
with us, but the advent of the 
ey interfered in a measure and 
ged the program. The Captain got 
) meet them and they retired a short 
nce and began conversation in a low 
leaving the darkey and me alone. 
cuse me mistah, yo’ yo’ Honah, is 
yhat dey calls a bahbarian?”’ 

es,” I answered in a_ sepulchral 


suah don thought so soon as I luk 
y. Reckon yo’ won’t eat me up mis- 
Kase I’se jes a poo’ niggah whats a 
’ to git back t’ my mah an’ my pah 
ichmon, Vahginny. Does yo! know 
’ Richmon’ is, yo Honah?” 
worked there for Salton and Chap- 
nce,” I answered slowly, in as deep 
ce as I could command. 
jumped that darkey from his seat, 
yes as big as saucers and his teeth 
’ chattered with excitement or fear, 
d if I know which. His knees really 
‘ under him, poor fellow, and he 
1 have fallen if I had not pulled 
on the seat. They noticed the epi- 
and came over. I spoke to ‘them with 
yes, and they seemed to understand 
mised they would bring him to the 
la and they did. 
ell, my friend, you are a weary trav- 
in want of food and shelter, are 
10t?” asked Ging Whee. 
suah is boss, an’ say, mistah, this 
bahbarian” looking at me, “he jes 
whar Richmon Vahginny’s at, kase 
ym wuk fo folks what I knows thar 
S plumbers they is. Reckon mistah 
arian aftah I gits somethin’ to eat, 
1 show me th’ way to Richmon’ to 
1ah an’ pah” he said turning to me. 
en we all had a good laugh, partly 
hat the darkey said, and more so at 
xpense, as we started for the pagoda 
s glad, as the hour was getting chilly. 
les the reader knows what the Gov- 
' of North Carolina said, etc. 
vent upstairs to the reception room, 
che others went with the darkey into 
I might call the Executive Depart- 
They were gone some time—an 
perhaps when her Highness and 
Whee came up. They left the Cap- 
and Ding Foo below talking to the 
‘y, who they told me was in a fam- 
condition and eating chicken and 
3 Toast pig till he didn’t know or 
t rather the name of his pah an 


© was a deserter from a United 
S warship, because he told us so. He 
shly left, thinking that some time or 
he would reach his home in Vir- 
We asked him if he could dance, 
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Chapter Vil. 


and he told us he could. He can sing like 
all his people, but knows no words, just 
snatches of negro folk lore. Strange as 
it may appear he can be of much use to 
us very much. And you, I am positive 
you can. I wish I could tell you all, but 
I can not; let this much suffice—Wang 
Dang, he of the glass eye is passionately 
fond of the dances practiced by the dark- 
ies of the South. In this trouble we ex 
pect sooner or later, we do not know 
which side he will take. It does not pay 
as formerly to sequester ‘or do away 
with him, for that matter. He must and 
can be placated.” 

“You, I am positive, have heard in your 
rambles many of the folk songs of the 
South. How many of them do you know, 
or what melodies can you either hum, 


man to his business, and it is doubtful if 
he could solder a hinge on a pretzel or 
“sweat” over a left-handed hole in a right 
handed hickory nut, same as I or any 
other plumber man could. So Heaven dis- 
tributes its gifts. 

She was very much pleased of course, 
but something told me, ‘‘she was still wor- 
ried, and she was.” 

“There are no words to those melodies, 
are there.” 

“No,” I answered. ‘The origin of some 
of them has been lost in antiquity, and 
they were only instrumental pieces, and 
for a lone backwoods fidler at that. If 
there were any words for them the 
darkey would never get them through his 
thick skull any way. ‘The feet of the 
darkey are only to be depended on not his 
brains.” 

“If there were any words, those of the 
orchestra could memorize them, and the 
darkey dance while they played and sang. 
You kept singing the other night when 
you were dancing. Some sort of gibber- 


ish, we could not make out—something 
like, ‘Oh, Miss Lucy, wait for me,” or 
something like that. We all liked it,” 


said her Highness. 

“Oh,” I answered. “I simply impro- 
vised those words, they are what one 
would call rhyme without reason.” 
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“Scuse Me, Yo’ Honah, Is Yo’ What Dey Calls a Bahbarian2?” 


warble or whistle? If you know any, es- 
pecially those fast or ragtime melodies, 
why Whee Wing the leader of the orches- 
tra will arrange them. Wang Dang owns 
large estates in the interior, and I am 
as sure that he will bring the darkey 
there, to teach his children buck and 
wing dancing, as that I have a soul to 
save. Strange as it may appear to you. 
may be it may be the means of saving 
China at least this dynasty. You will 
have your share in it to a large degree.”’ 

I would have laughed outright at the 
idea of a wandering plumber man saving 
China, but I saw she was so sincere that 
I said slowly—‘“I will try.” 

Yes I had heard and knew the melodies 
of many of the old time darkey airs of the 
South. I suggested that she send for 
Whee Wing, the orchestra leader, and as 
I write these lines, the best and most fit- 
ting words I can pencil are that he was 
a bird at musical notation. I gave him 
the “Mississippi Sawyer,” ‘Loosen Up 
Nigger,” “Rattlesnake Jig,” “Meet Me In 
Th’ Boneyard,” “Jacob On De Heavenly 
Ladder,” “Roas’ Dat Possum,” “Git 
Aboard Dat Ark,” “Down Tybee,” “When 
De Cotton’s Done Laid By.” 

He took down the melodies as fast as 
I could hum or whistle them, and I 
wished I only knew half as much about 
music as he. Still, it is a case of every 


“Do you think you could improvise 
more words to those melodies? You would 
lose nothing by so doing. It will be a 
great help to us.” She emphasized ‘us.’ 

This time I surely did burst out laugh- 
ing at the pizen rediculous situation— 
that the fate of the present dynasty de- 
pended in a measure on the composition 
of coon words to ancient coon melodies, 
composed by a hobo plumber in the sub- 
embassay at Fin Chow told her I would 
save China at all hazards. I would im- 
provise words for melodies, and the or- 
chestra could memorize them. The coon 
would do the dancing, the musicians 
playing and singing at the same time. 

At this juncture the Captain came in 
and she told him what I was going to 
do, and he seemed pleased. Then she 
stood up and taking me by the both hands 
said, “You will do a great favor to me.” 
Then she motioned the Captain and I to 
help ourselves, and we both drank for 
the salvation of China. ‘The reason I 
told her I would save China was that I 
was a born rhymster. At the age of six, 
if anything happened in our neighbor. 
hood, I would make a rhyme about it. As 
I grew older I grew worse at it. Some 
neighbor would tell me of an incident 
that happened to another neighbor, and 
the rhyme would be surely made. It was 
all right when the laugh was on the 
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3 Have you ever thought % 
9 about the eo 
) © 
° Parmelee Wrench 2 
5 and wondered how it works? The best way 5) 


tofind out is to ask anyone who has used a @ 
e) Parmelee. We leaveit to his verdict. °) 
(O) There is another way youcan getthefacts. @ 
@ Send for complete literature. It’s free for @ 
@) the asking. The O 


3 PARMELEE ; 
© The Toothless Wonder 


8 Can’t chew or crush or mar the threads. 
© Makes or breaks the tightest joints easily. 
=) Positive grip. No lost motion. 


YOOOOGO 


(D\OSO$M CLK CKO KCKS 


PARMELEE WRENCH CO. ¢ 
2516 West Monroe Street © 
Chicago, Illinois © 

FOQQGOO®OGOHOOQGOOOOODOOOOOOOOS 


B 
2 Send for circular. 
: 


GALORIG 
PUMPING ENGINES 


This CALORIC Surface Pumping 


Engine is NOISELESS. It gives off no 
explosion or exhaust. It has no batteries 
or complicated partsto get out of order. 
A woman or child can operate it. 


For either elevated or pressure tanks, 
where water does not have to be raised 
more than 25 perpendicular feet, this 
CALORIC Pumping Engine is the most 
economical, durable and reliable power 
pump on the market. 


SEND FOR CATALOG “D” 


THE BREMEN MFG CO. 
BREMEN, OHIO 
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other fellow, but when I began to make 
rhymes right and left about everybody, 
my own included, why the thing wasn’t 
so funny. The consequences were, I often 
came under parental displeasure, and 
many times was not only sent to bed with- 
out any supper, but had to eat my meals 
standing up for at least six months in 
the year. This of course does not in- 
clude the myriads of stray knocks, bruises 
and kicks that I received always gratis of 
course. They say a man who behaves 
himself can go anywhere. Don’t believe 
el 

I’ve had people walk right up to me 
and let go at my classical mug, for no 
cause whatever. I hadn't spoken one 
word even. Nor did I speak after receiv- 
ing the blow. I knew what it was for. 
I was doing penance for the sins of my 
youth. Being a Christian I know those 
sins must be atoned for, either in this 
world or the next. So when they get at 
me one or more of them, to administer 
on my estate, I bear my burden with that 
piety and fortitude for which I am noted. 
Reader, never be a rhymster! 

Whee Wing took his musical notes to 
|the Conservatory to arrange them. Her 
Highness gave me a writing tablet and a 
soft pencil saying, “Go over to that. table 
in the alcove.” I did so, and she brought 
the decanter over and set it near me on 
a whatnot. She went into the Hxecutive 
Office and the Captain went down to see 
how the darkey, Ging Whee and Ding 
Foo were doing. I might say that the 
words and melody of “Loosen Up Nigger” 
are my own, so the fellow who appro- 
priates them in the future will have to 
hunt up one or more verses. The melody 
—well that is in China. The ‘Mississippi 
Sawyer” is so like “Money Musk” that 
I didn’t monkey with it. So here goes 
to save China. 


THE “QOANCO” BARBER SLAB COCK 


a ES 
A > The “Qoanco”’ Barber Slab Cock 
Rapid Action 


For 2 Basins 
All valves oper: to full 
capacity on quarter turn 


TA EERE TE I TIS TE 
The “Qoanco” Barber Slab 
Cock for 1 Basin 


Upper valves Fuller Pat- 
tern. Lower valves Com- 
pression with FULLER 
ACTION. Can be repaired 
by any one without taking 
from the slab. Note the 
Ground Joint Unions on 
this cock, making it easy 
to insert a new Fuller ball 
when required. 


Write for prices. 


STOP AND 


WASTE COCKS 
Ground Perfectly 


ABSOLUTELY 
GUARANTEED 


Send For Prices 


BRONZE & BRASS WORKS 


CLEVELAND, OHIO 


Loosen Up NIGGER. 


“Ragtime with a vengeance, 
Lively, shake yo’ feet. 
Look in mah eye you pizen face nigger, 
See how yo’ baby got ¢’ toil an scrub ; 
Gittin’ grub fo you durn’d lazy ol’ jigger, 
Abustin’? mah back at dis heah ol’ wash- 
tub. 
You made a hit, I done heah it dis mawn- 
in, 
All to de good on dat crazy dead gig; 
Ax all you’ frens as yo’ flash out a ten- 
ner, 
Come hom to yo’ baby as drunk as a pig. 


of our 

No.444 

Fuller 

Bath Cocks sold last year 
You know the reason. 


NORTHERN BRASS MFG. CO. Cronus. 
Waukegan, Ill Loosen up Nigger! dat’s what I say, 
DEE oy Come down wid de do’ or yo’ life’s goin 
away, 
I need a pair shoes, an I wants a new 
hat— 


Loosen up Nigger or die lak a rat; 

Loosen up Nigger! dat’s what I say, 

If you’ wants t’ keep friends with yo’ 
baby- 

Next I tackled Jacobs Ladder in my 
second poetical attempt to save China. 
“The Musé (?)” aided by what was on 
the whatnot produced the following: 
Oh, Jacob Clumb de Heavenly Jadder 
An when he git half way 
He say I’m wiser an I’m sadder, 

Can’t climb no moah te-day. 
CHORUS. 


Hol’ fas bredder Jacob 
We knows you back is sprung. 
Youll suah drop down to Belzebub 
If you let go dat rung. 
Swing yo’ partners. 
(To be continued) 


Plumbers Attention !! 


GET YOUR PLANS AND SKETCHES MADE AT 
PRICES WHICH ARE RIGHT 


FIRST CLASS WORK BY SANITARY EXPERTS 
Arrangements have been made with this magazine for your benefit to 
handle the subscribers’ work at special reduced rates, and you are referred to 
The Plumbers Trade Journal for any inquires you desire to make. 


ALTON ENGINEERING CO. 


SANITARY AND HEATING ENGINEERS 
149-151 W. 36th Street New York City 


Carries Radiators Anywhere Quickly, Easily, Safely 


Narrow crooked stairways and halls are easy for 
Bueil’s Combined Carrier and Truck. 


It is a cinch to carry the radiator when necessary and i 
push it on the truck. Saves you. 2 Ah ASS 


Time, Strength, Money 
Send for booklet and prices 


BUELL BROTHERS, Fulton, N. Y. 


Combined Carrier and Truc’: 
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thiecreiescincenmee: 
Confidence—Compact— 
Perseverence | 
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Giese 
An Essay by L. J. Butler at the - 


Michigan State Convention at Kalamazoo | 
ae 

HAT sis confidence 

Confidence, applied { 


our trade, as well as i 
all others, is the bag 
of business. ee 

Securing of contrac 
depends upon confidenc 
as much as any oth 
transaction. If me 
who buy in the plum 
ing construction  liy 
have confidence in tk 
quality of the co 
structive labor you pri 
pose to furnish and j 
the goods you propo 
to install, you can si 
cure a fair proportic 
of their contracts; by 
if confidence is lacking, your contracts mu) 
necessarily be few; and the incidental bus 
ness must therefore be limited in proportic 
as confidence is limited, because the found: 
tion of your business is confidence and witll 
out confidence it is impossible to Dui 
business. : 

If your prospective customer has not co) 


tire efforts into building up in him a feelir 
of confidence. ; | 
In our business, the greatest builders _ 
confidence are honesty of purpose and fai) 
ig the quality of the workmanship and m 
terials we propose to furnish, and unle 
we have confidence in these two factors al 
persistently keep them to the fore, we ca’ 
not expect to obtain or maintain confiden| 
of any marked desirable degree. | 
These things being true, in so far as t 
purchasing public and we, as 8 Sal 
business builders are concerned, we mu 
not lose sight of the fact that the pi 
day-is one of general business org: 
and association in all lines, © 
sought being to secure and main 
understanding of modern and -progressi 
business methods and our moral and leg 
rights and obligations in order that we ¢ 
be more successful and at the same til 
keep our business in the foremost ran 
and above reproach, and as CO idence } 
the basis of all industrial and financial b) 
terment, we must recognize that with 
confidence in each other, the maintaining” 
our business at the high level to which 
has been uplifted through persistent assoc 
tion work and the further advancement 
deserves, would be impossible. . 
: UMAN beings, not being like m 
H chandise, cannot be handled ‘ 
merchandise. As dealing P 
purchasing public is a problem i 
ity, it is through the point of contact, W 
ever in 


impressions are created, which © 
constitute some of our greatest 
assets. : 


early period of its successful f° 


ing the : 
mation, and as the plumbing. | 
nothing more nor less than a science / 


service, it must necessarily follow that ? 
who gives the best service will secure 7m 
to do and will profit most. i 

Perseverance, then, must be the eter 
watchword in every detail of the plum: 
business and we must realize that - 
worthy and dependable customers we 
advertise the success of our business 
the continued getting and keeping of 
tomers who are profitable to us can only 


maintained by perseverance in combin? 
the efficiency of ourselves with the a 
eC 


of those we employ in establishing the © 
fidence of the public in us as intellise 
upright and progressive men engaged it} 
calling that today is recognized as am! 
the foremost sciences in promoting and PF 
tecting the health and well being of moc) 
civilization. 

—— 


The one thing we can all get 
ing is gratuitous advice. 


for 10 
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1UST 15TH, 1912 


WHAT Is GOING ON 


Mion THE SE oes S — 


Ee | VERY manufacturing plant in all 
lines in Detroit is busy “up to 
4 the neck” and nearly all of 
them have more orders ahead 
ad than they can possibly handle. 
Naturally, such a condition of 
rs helps the building industry, which in 
means more work for the plumbers. 
itects and builders say that never in 
history of Detroit has there been so 
1. construction work, and especially is 
true in the downtown district At least 
ty big structures are in progress, all 
n a mile of the City Hall, the cost of 
h aggregates more than $6,000,000. 
ring the past six months the building 
its issued represent a gain of approxi- 
ly 35.88 per cent as compared with the 
six months of 1911. 
e writer has been personally calling on 
it plumbers and was very much pleased 
te the very friendly feeling, and in fact 
sreat interest, that seems to be mani- 
d in THE PLUMBERS’ TRADE JOURNAL. 
ne plumber expressed himself, “I’d just 
yon go without eating for a week as to 
a copy of that paper.” 
1en in Bay City, Mich., recently THE 
[BERS’ TRADE JOURNAL representative 
a very pleasant call at the office of F. 
inn, plumbing inspector for that city. 
Finn has been a resident of Bay City 
ver forty years, during which time he 
engaged in the plumbing business. He 


_ Finn, Plumbing Inspector of Bay 
City, Michigan 


2d his trade in Oswego, N. Y., and later 
well, Mass. He worked a good deal of 
in Boston and vicinity and has many 
ls in that part of the country. 

Finn has one brother in Chicago, who 
0 in the plumbing business. Two years 
Mr. Finn was appointed plumbing in- 
w of Bay City, at which time he turned 
isiness over to his son, Robt. Finn, who 
ng credit to himself and father. 


‘rigan & Reid, Detroit, Mich., will do. 


lumbing and heating at 310 Woodward 


€, where extensive alterations are be- 
iade, 


tin Bros., Detroit, Mich.; will install 
lumbing and heating in the two-family 


flat building for M. A. West on Lafay- 
ivenue, 


in & DeVille have the plumbing for the 
on to the Detroit Aluminum & Brass 
1g Co., also for the residence of H. F. 


George to be erected on Delaware avenue, 
Detroit, Mich. 

James Crumley, Detroit, Mich., has the 
plumbing contract for the new W. EB. Hunt 
residence in Arden Park. 

Ralph P. Peckman is doing the work on 
S. E. Remey’s brick residence on Englewood 
near Brush, Detroit, Mich. 

Roos & Wood, Detroit, Mich., will install 
the plumbing in the Altman Flat Building to 
be erected on Second avenue. 

George Schmeid has the contract for the 
beautiful residence to be erected on Law- 
rence avenue, Detroit, Mich. 


J. W. Partlan, Detroit, Mich., was awarded 
the plumbing contract for the addition to 
the japaning room of the Burroughs Adding 
Machine Co. 

O’Connor Bros., Detroit, Mich., have the 
contract for the plumbing of the new addi- 
tions to the Walker Bros. bakery building 
on Grand River. 

Ernst Bros., Detroit, Mich., were awarded 
the contract for the plumbing and heating 
in the new foundry building addition of the 
McCord Mfg. Co. 

Otto Wurm, Detroit, Mich., secured the 
plumbing and heating contract for the brick 
theatre building of John Geyman on Wood- 
ward and Harmon avenues. 
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Our Title Page--Minneapolis Show- 
rooms of the L. Wolff Mfg. Co. 


UR title page in this issue shows 
O four views of the up-to-date and 
attractive display of high-grade 
sanitary ware of the L. Wolff Manufac- 


turing Co., at Minneapolis, Minn. This 


branch is located in the Andrus Build- 
ing and has become the center of atten- 
tion in plumbing circles, for the trade 
may take their customers there and let 
them make personal selections of the 
fixtures they wish installed. The Min- 
neapolis branch reports a splendid busi- 
ness and the L. Wolff Manufacturing Co. 
are to be congratulated for their splendid 
exhibit. 


we np <i 


J. M. Kohler Sons Co., Working 
Overtime 


HE J. M. Kohler Sons Co., of She- 

boygan, manufacturers of the well- 

known Kohler porcelain enameled 
goods line, have started a double. shift 
in one department, owing to a decided 
increase ‘in business. Two  nine-hour 
shifts have been arranged-in place of the 
one ten-hour shift. A new street car 
schedule has been arranged to accomo- 
date the men. 


a ee ie 


An Up-to-date Plumber of Idaho 
Falls, Idaho 


UT West in Idaho Falls, Idaho, 
O Vincent McMullen, one of the pro- 
gressive master plumbers in that 
thriving city, has hit upon a nifty busi- 
ness booster in the shape of pretty 
monthly calendars, which he is mailing 
to his customers and prospects. These 
are reproductions of works of famous 
artists and are reproduced in colors ex- 
actly as the originals. On the back of 
there are short talks on sanitation and 
heating. This method of advertising 
may well be adopted by our trade. 
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RADIATOR VALVES 


STEAM—HOT WATER 
GATE—UNION ELLS 


Our valves are all tested before they leave 
the factory. 

Every valve before it leaves the factory is in- 
spected by a staff of competent men. 

That means that you get a valve that is right, 


and you know that when you buy our valves 
your troubles are eliminated. 


OUR MOTTO: 
“High Grade Goods, 
Moderate Prices.” 


Detroit Brass Works 


; i 
Detroit, Michigan 


ull 
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Master Plumbers—wWhy You Should Sell 
Jiffy Fire Hose Racks 


In the first place you can make more 
money on the JIFFY. This is no 
idle statement—figure it out for 
yourself. 


The JIFFY is made simpler than 
others. For this reason one of 
your men can put in three JIFFYS 
in the time he could put in one of 
some other make. You know how 
much the man’s time is worth 
to you. 


SEE THAT SAVING ? 


Let us give you some other 
reasons why you should sell JIFFYS: 
JIFFY FIRE HOSE RACKS are 
installed in most of the famous 
buildings in New York City. 


SEND FOR CATALOG 


JIFFY FIRE HOSE RACK CO. 


725 7th Ave., New York City 


The Original Non-Venting 
Acetylene Generator 


Listed by the Consulting Engineers of the National 
Board of Fire Underwriters 


This Generator is Non-Venting 


Do you realize what that means ? 
It means Admitting No Air, 
It means No Dangerous Mixture 


of Gas and Air in the Generator 
at any time. 


It means Absolute Safety from 
Internal Explosion. 


Write us at once for our new booklet 
which fully explainsthis very important im- 
provement in Acetylene Generators. 


We still have some valuable territory open 
for live, hustling agents, 


WRITE AT ONCE—YOU CAN SELL IT 


RAY & LAWRENCE 


Sole Manufacturers 


Macomb, III. 
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Plumbers’ 
Slate 


We have two large factories 
and produce more than a 
carload of milled slate daily. 


Our reputation for execut- 
ing Plumbers’ detail work 
carefully a.id accurately has 
been well earned. 


We will appreciate the 
favor if permitted to quote 
you prices when you are in 
the market. 


Urinals, Shower Stalls, 


Water Closets, Base, 
Wainscot, Drain 


Boards 


The Phoenix Slate Co. 


Penn Building 
WIND GAP, PA. 


Attention! 


Plumbers and Architects 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Eureka Adjustable Flange”’ 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 

Descriptive circulars and full in- 
formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 
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HE business acumen that is 

behind the slate industry of 

Pennsylvania has been amply 

shown by the latest adver- 

tising “stunt” some of these 
firms are putting out. Taking advantage 
of the popularity of the moving picture 
field, they have made arrangements 
with one of the leading film manufac- 
turers in this country to take a series 
of pictures of their quarries, showing 
the methods used in blasting the 
slate from its bed, hoisting the blocks 
by the overhead cables to the tramcars. 
The entire operations of splitting and 
squaring the sections to sizes are shown 
through the milling work to produce 
plumbers’ urinal and closet slabs, drain 
boards, blackboards, roofing slate, etc. 
These films are to be shown throughout 
the regular circuit of the moving picture 
houses working through each city until 
they reach the coast, where they will be 
shown as a part of the educational sec- 
tion of the Panama Exposition at San 
Francisco in 1915. 

Advertising such as this can not help 
but impress on the public the vastness 
of the slate industry and the importance 
of this product in the structural field. 
The firms behind the proposition are the 
Alpha State Manufacturing Co., The 
dammann Structural & Roofing Slate Co. 
and the Slate Products Co. of America, 
all of whose offices are at Bangor, Pa. 

A visit to one of these quarries is a 
very interesting one, for they have been 
in operation twenty-five to fifty years. 
As the waste taken from the pit equals 
80% of the entire amount quarried, there 
rises beside the quarries immense 
mounds of broken slate to the height of 
one hundred and fifty feet. The open- 
ing of the quarry averages 300 feet 
square with a depth of about 500 feet. 
From the top banks the men working 
appear like flies crawling along the floor 
as they use the heavy crowbars and 
chains necessary to move the blocks. 

Among the quarries that have been in 
operation for a number of years is that 
of the Crown Slate Co. of Pen Argl, 
Pa. The management of this plant is in 
the hands of J. S. Morss, secretary and 
vice-president. The mill is one of the 
largest in the district, being fully 
equipped to handle orders of any size for 
slate. Overhead electric cranes handle 
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Slate As Used In The Plumbing Field 
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Looking Down into the Slate Quarry of The Crown Slate Oo., Pen Arg 


the blocks from the time they leave the 
quarry until the finished product is 
loaded on the freight cars and packed 
for shipment. The mill is laid out 
with one object in view, to save un- 
necessary handling and to keep the 
product moving in one direction until 
it is finished. The railroad siding runs 
the entire length of the mill, making it 


The Way in Which the Men Descend to Work with the Cable Tramway 


possible to load each different depi} 
ment directly from the machine. Lat 
blocks as well as slabs are constat! 
kept on hand ready to finish to any § 
ordered and are stored where the crit 
can place them on the planer and | 
bing bed immediately on receipt of § 
specifications. All standard sizes | 
structural and blackboard slate | 
earried in stock. | 

The officers of the company, besif 
the vice-president and secretary mi 
tioned, are Frederick Hussey, presid() 
New York, and L. W. Morss, treasul) 
Scranton, Pa. | 

—— 


Manufacturers of Sink Strainé 
Attention | 
SUBSCRIBER who signs him! 
A E. C. Co., complains of the laf 
size holes in the ordinary b?} 

sink strainers and wishes to know ~ 
addresses of manufacturers who will $! 
ply such strainers with sufficient he* 
of 14%” in diameter or smaller. Kin} 
address replies to EH. C. Co, 0/0 © 
PLuMBeRS’ TRADE JOURNAL, and the 84° 
will be forwarded at once to our 00! 
spondent with such other data as is 8¢ 
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is Vital, Slate is 
a Necessity 


The harsh treatment received by the fittings in public comfort 
stations requires a material that is non-absorbent, durable, easy to 
clean and will not discolor. Slate is the only substance that fulfills 
these requirements and is the cheapest as well as the best. When 
erected it lasts forever. Does not crack, stain or emit odors like 
marble. Government tests show slate to be next to steel in non- 
absorbing qualities. 


Write these firms for 
prices. They quarry 
and finish to size any 
requirement you may 
have. 


Excelsior Slate Co. 
ren’Argly Pa. 


Alpha Slate Mfg. Co. Slate Products Co, of America 
Bangor, Pa. Hammann Structural and Bangor Pa. 
Crown Slate Co. Rue Slate Co. M. L. Tinsman & Co. Ine. 
gor, Pa. | 
Bem Atole Pa. é Pen ntel, Pa: 
Phoenix Slate Co. 


Windgap, Pa. 


Where Cleanliness 


L 
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It costs you nothing to let us submit 
quotations on your requirements. 


It may cost you quite some in missed 
profits if you don't. 


Catalog of Sanitary Structural Slate and 
Natural Slate Blackboards free on request. 


The Penn’a Structural Slate 


Pell Bldg., Easton, Pa. 


Co. 
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SUNRAY HEATER drives worry and 

dread of “Blue Monday” from the house- 

wife’s face because it saves her time and 
labor. It makes washing mere child’s play. 


A Sunray Heater requires little fuel—one 
shovel full twice a day will suffice. Itis so 
simple to operate a child can run it. 


Heaters are durable in construction because 
they are made of the best grade of cast iron. They are 
built in the same efficient and scientific way that we build 
United States Radiators and Boilers. Sunray Heaters 
have a deep fire pot which makes possible slow, steady 
combustion. 


Sunray 


EEN 


Why not place your order for Tank Heaters now. 
Our booklet showing eachand every style of the Com- 
plete Line of Sunray Tank Heaters will go to you 
for the asking. 


An early order for Sunray Tank Heaters will pick 
up early sales. 


UnireD STATES RADIATOR (GRPORATION 


General Offices, Detroit, Mich. 
Manufacturers of the United States Boilers, 


Radiators and Heattng Specsaltie 
Pues piticen ane pia! Rooms— Neon een eae 
y Kansas City and Onan Cbisaed, Mins eapels ist aas yy 
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The Utility of the Auto Truck in 
the Trade 


Ti exact advantages of the motor 


truck over horses in any particular 

case is a question that can be easily 
determined from the experience of others. 
This is so, for the reason that no two busi- 
ness organizations have to meet precisely, or 
even approximately, the same haulage prob- 
lems. 

Facilities for loading, length of hauls, 
number of stops, daily tonnage carried, na- 
ture of the streets and highways traversed, 
climatic conditions—all these are questions 
which go directly to the economical phase of 
the proposition. And there are others. 
Firms engaged in a certain business find 
that investigation of motor haulage in their 
own line leaves them stranded in further 
doubt. They learn that where certain con- 
ditions may be materially like theirs, that 
there are special elements in each case to 
which it is difficult to find a parallel. 

In the files of the Kissel Motor Car Com- 
pany are experience letters from users of 
Kissel Kar Trucks in seventy-five or more 
lines of. trade. That each individual experi- 
ence is different is the most marked impres- 
sion that these letters leave. Statistics— 
comparative data—mazes of figures that il- 
lustrate when analyzed nothing more than 
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individual cases, have been fulsomely pub- 
lished in truck discussions and it is not 
surprising that one bewildered truck prospect 
writes to the Kissel Company: “Tell me how 
your truck has met haulage questions that 
might arise in any business. That is the 
point I want to settle in my mind first.” 

There are several such cases in the Kis- 
sel files, knowledge of which is valuable as 
throwing light upon the power, perform- 
ance, endurance and reliability of trucks as 
compared with horses. 

The experience of Alexander H. Revell & 
Co., of Chicago, during the excessive bliz- 
zard of February 26, 1912, a day when 
horses were unable to travel to any extent, 
was merely the experience that would have 
come to any owner of as good a truck ser- 
vice. Revell & Co. used four Kissel Kar 
Trucks on that day, covering a total of 
124 miles, and making 95 deliveries. 

Last March during a week of incessant 
rain, with roads in such condition as to 
almost preclude horse haulage, the New 
Jersey Flour Co., of Passaic, N. J., operated 
a four-ton Kissel Kar Truck 290 miles, all 
in country traffic, delivering 948 barrels of 
flour. This concern writes: “We consider 
this is a greater amount of business de- 
livered than could be possible with four 
teams of horses.” The Weideman Brewing 
Co., of New Haven, Conn., report a similar 
experience, mentioning specifically a _ trip 
from New Haven to Bridgeport, a distance 
of thirty-six miles, when the mud was so 
deep that the truck sank in nearly to the 
sprockets, yet went through without any 
mechanical trouble whatever. The truck 
carried a full four-ton load. ; 

The Plumb & Nelson Company, of Mani- 
towoc, Wis., state that they were able, 
through the use of their motor truck, to fill 
a big emergency telegraph order, which had 
to make a certain train, whereas with horses 
there would have been insufficient time. 

The Kansas City Transfer Co., of Kansas 
City, Mo., hitehed a three-ton Kissel Kar 
Truck to a trailer on which was a 37,000 
pound boiler, and a haul of a mile and a 
quarter of this huge bulk was made in forty 
minutes. Sometime previously it had taken 
twelve horses ten hours to do this identical 
thing. ; 

These are merely straws indicating the 
duty that can be expected of a motor truck 
if required. One owner engaged in a busi- 
ness that does not involve much delivering, 
writes that he is able to make a profit by 


undertaking the drayage of neighboring me; 
chants similarly situated. ; | 
That motor trucks, under nearly all no) 
mal circumstances, are less expensive { 
operate and care for than horses is a fac 
made stronger by investigating the excey 
tional instances where they do not seem t 
be so. In such cases it is invariably foun 
that extrinsic conditions are at fault, ; 
The study of the motor truck from th 
standpoint of economy—or actual mone 
saving—should be supplemented b 
ough consideration of its value h 
standpoint of service and advertising. Wri 
to the Kissel Motor Car Co. Hartfon 
_Wis., for catalogs and further data on th 
results obtained by the plumbing an 
heating trade. Mention THE PLuUMpnR 
TRADE JOURNAL. pie 


— OE 
Starbuck’s Specialties — : 

R. M. Starbuck & Sons, Hartford, Con: 
are publishing a fine line of plumbers’ con 
mercial forms in addition to their alread 
well-known educational works on plumbin, 
etc. These include contract and estima 
planks, order books, discount sheets, tin 
cards, etc., with which may plumbers hay 
already become familiar. The use of the 


forms makes a great saving of time 
money. 


The Starbuck concern also 


KISSELKAR” 


1. STON TRUCK 


and accessories, including their famo 
“Securo” soil pipe cement. They will glad) 
send printed matter to those who write mé 
tioning THE PLUMBERS’ TRADE JOURNAL. 
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Regulating Heating Systems — 
The “Howard” thermostat has be 
installed by many heating contractors | 
connection with hot air, | 
steam or hot water 3 | 
heating systems, and 
is giving utmost satis- 
faction in every case. 
The device is sim- 
ple, accurate in its con- 
trol of the fire and 
economical in the use of 
fuel. The results are an 
absolute certainty, no 
guessing or skipping 
when set at some deter- 
mined point. This is the 
time of the year to bring 
the ‘Howard’ thermo- 
stat before the owner’s 
attention. When once set, 
no further care need be 
bestowed upon it. It per- 
forms its duty without 
interruption and to a re- ¢ 
markably accurate dé- 
gree. Write The Howard 
Thermostat Co., Oswego, ¥ 
N. Y., for booklet telling 
some interesting facts 
about heating plants. 
PLUMBERS’ TRADE 
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The Gealy Wrench Growi 8 
Popularity 


There has been but little chanse in | 
sign in the manufacture of chain ton 
recent years except the “Gealy” cam 
wrench, a practical tool, built on the 4) 
lines and thoroughly well made in every? 
spect. A distinct and different idea in! 
manufacture of pipe tools will be fount 
the “Gealy.” It is claimed by those 
have used these wrenches that a most P 
ful grip is secured without slipping, chew 
the pipe or lost motion. The jaw* ins) 
of being bolted to the handle rigidly: 
mounted loosely on a single bolt. No et 
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ed upon this pin, which merely holds 
vs in place. The thrust and pull comes 
lever handle and on the cam action. 
ick releasing feature is an important 
‘he jaws and handle are made of best 
nd are interchangeable in the event 
airs. To prove their faith in the 


ww eo 


the manufacturers, The Gealy 


| & Mfg. Co., 200 Broad street, Grove. 


'a., Offer readers of THE PLUMBERS’ 
JOURNAL a liberal trial proposition. 
dvantage of this now by writing for 
ars. Mention this publication when 
advertisers. 


—— Pe 
ie Pumps for Heavy Usage 


rsal success has been the lot of the 
1e Driller Company since they took 
1¢ manufacture of the well-known 
e” deep well apparatus in connection 
eir artesian well drilling outfits. We 
ere one of the popular models which 
ne much into use. All parts likely 
r are made amply large and heavy, 
; Surfaces accurately finished and 


Ss cut from the solid. These pumps 
le in almost any capacity, from the 
requirements of a country residence 
of a town water supply plant. Write 
i\dsome catalog giving much useful 
In determining your requirements, 
your request to The Keystone Arte- 
ill Company, Beaver Falls, Pa., and 
mention THE PLUMBERS’ TRADE 
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wentieth Century Bubbling 
Drinking Fountain 


nstallation of the “Twentieth Cen- 
ibbling drinking fountains has grown 

remarkable proportions that we 
en tempted to inquire of the manu- 
s the reason for such unparalleled 


Their reply was that the merits 
products were their best salesmen 
ertisements. The M. H. Foundry & 
»» Belleville, Il., were one of the 
in the manufacture of high-grade 
devices, so their claim is justified, 
have improved each model with 
leas as soon as Same have been 
id found O. K. The many different 
for every conceivable fixture are 
1 with or without porcelain tops 


311 


and receptors and are provided with anti- 
squirting bubblers. Write for complete data 
and kindly mention THz PLUMBERS’ TRADP 
JOURNAL. 


“EVERYBODY’S DOING IT NOW!!’—_ORDERING 


—_——__o+o——___—— 
Saving Money on Pipe Thread- 
- ing 
One of the easiest ways to lose money 
in the plumbing and heating business is on 
pipe threading expense. Plumbers’ and 
heating men who are up to date have re- 
duced this item considerably by the instal- 
lation of The Williams pipe cutting and 
threading machines. Williams machines are 
made to handle from 14” to 18” pipe and 
are belt driven, hand, gas engine or elec- 
tric motor power. These machines are made 


Automatic 
CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


Ist. All parts, except the float are above witer, no slime 
or corrosion. 

2nd. A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
inallthe pipes, so that it is always primed ready 
to startinstantly. 

3rd. Weighs not over % that of others and requiring 
less space. 

4th. The operating valves open and close instantly by 
action of the water pressure. 

5th. No leather washers used, leather dries and causes 

- 5 Jeaks. 
sos 6th. It costs less than many other drairev's not as efficient, 


PENBERTHY INJECTOR CO, “culsrand Prices, Detroit, Michigan 


on request 


THE BRAENDER AUTOMATIC 


CELLAR DRAINER 


STEAM PIPE ; 


MSCMARCE PIPE 


in a factory where quality is the first re 
quirement and every machine is put _ to- 
gether and inspected by skilled mechanics. 
The wearing parts are amply large and 
adjustable when occasion demands, but this 
is seldom necessary even after years of 
vigorous service. The scientific principle 
by which easy threading has been accom- 
plished is the result of many years’ labor. 
The latest catalog awaits your postal at 
The Williams Tool Co., Erie Pa. Mention 
THE PLUMBERS’ TRADE JOURNAL in writing 
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/\ PATENTED 
OPERATED BY WATER PRESSURE 


It is the best; therefore the cheapest. It is used in Municipal and BILGE SYPHON 
-S. Government Departments, endorsed by leading sanitary experts Operated by steam 
and is guaranteed to do what is claimed for it. Write for Circular. pressure 
PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St, New York. 
SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


The Belknap Generator and the 
Hot Water Circulating Coupling 


Hot water heating systems are acknowl- 
edged to be superior to any other method 
of heating, but the increased cost has in 
many instances prohibited its installation 


for that of steam. With the “Belknap” 
generator and the accelerated system of 
heating, smaller radiators and piping may 
be employed, thus lessening the cost of new 
heating plants to very little more than 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 
sign. We have what is conceded to be one of the most 

attractive Compression Bath Cocks on the market. Made of 
High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


GENER APOR 


3S EE SNAP MEG CORB RING 


steam. Old jobs where sluggisn circulation 
makes big fuel bills can be remedied by 
connecting up a “Belknap” generator. This 
device increases the pressure within the 
heating system to 10 Ibs. relieving excess 
pressure without danger and permitting the 
expansion tank contents to again enter the 
system when cooling causes contraction. 
The “Belknap” generator is made of high- 
srade steam metal, is but 6” x. 4” x 2” in 
size and is handsomely nickel plated. It is 


The Trenton Brass & 
Send for Machine Co. 
Al TRENTON, N. J. 
New York Office, 5 and 7 East 42nd Street 


Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlingtono, N. J., U. S. A. 


The World renowned D FITTINGS acknowledged Leader In 
design, quality of Material and Finish. 


The Practical Way to Pack Specialties 
CORRUGATED PAPER BOXES 


Actual facts obtained from the firm whose name appears on 


the accompanying cut: 


Car of Water Closet Tanks shipped to 
Portland, Oregon 


Weight of tank packed in wood 51 lbs 


Weight of tank packed in Cor- 


rugated Paper Box 40 lbs 
- a — 
Actuai weight saved 11 lbs 
1,000 tanks loaded in car at il 
lbs. each 11,000 Ibs 
11,000 lbs at $1.50 per Hdwt 
(rate to Portland) $66.00 


Price of the Corrugated Paper 
Box $146.00 per M 


Less saving in freight 66.00 


SS 
Cost of packing thiscar load 80.00 8c each 


These figures apply in every case where wooden boxes are used. 
Send us the inside measurement of your shipping cases and let us 
show you how to cut the cost of your packing. 


GLOBE PAPER CO., = EVANSVILLE, IND. 


VOGEL 


Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can he subjected to the hardest usage without being put 
out of order 


The valves are most durable and the bowls have our special 
design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


Send for Booklet 
For sale by all jobbers 


Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REYIny 


fully guaranteed by the makers and they 
stand ready to back every claim made 
in their literature. Another “Belknap” 
specialty and one equally popular with the 
heating trade is the hot water circulating 
coupling. This attaches to a single connec- 
tion on a hot water radiator saving con- 
siderable piping and labor and actually in- 
creases the efficiency of heating jobs where 
installed. A booklet, “The Belknap System 
of Hot Water Heating,” should be read by 
every heating contractor. The valuable data 
contained in its pages makes this volume a 
handy reference. In writing for copies to 


the Belknap Mfg. Co., Bridgeport, Conn., 
kindly mention THE PLUMBERS’ TRADE 
JOURNAL. 
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The Pfau Enameled Copper Tank 


“A Thing of Beauty,” a fitting tribute to 
that recent production of the Pfau Mfg. Co., 
Cincinnati, Ohio, the new White-Copper 
tank, is surely making a hit with the trade. 
Into it have been incorporated more im- 
provements, it is claimed, than in any other. 
Lightness in weight, yet with great strength, 

Pees es See : eS 


silence in use and fitted with best flushing 
and filling mechanism, and the fact that the 
tank itself is stamped from a single piece 


of 24-oz. sheet copper, treated with acid- 
proof finish, and then enameled with a fine 
glaze coat of glossy white, are sufficient 
points of superiority to make all tank users 
pay attention. The Pfau White-Copper 
tanks can be fitted to any bowl. Write for 
latest catalog and mention THE PLUMBERS’ 
TRADE JOURNAL. 
——_—_—_—__>-- a> ——__— 


A Handy and Practical Tool 


The trade will be pleased to learn of the 
appearance of a tool in the market which 


fulfils every requirement for a tool to tighten 
up spuds in closets and porcelain ware, 
waste couplings, strainers and for unscrew- 
ing the tops of service boxes. Three extra 
attachments furnished fit almost every coup- 
ling or strainer made, while handholds and 
wrenchholds are easily secured by the T 


handle and square bosses on the ghanj 
Send for catalog of this new specialty { 
the National Mechanical Appliance Co,, 69( 
610 Kent avenue, Brooklyn, N. Y. Kina] 
mention THE PLUMBERS’ TRADE JOURNAL, | 


“Volunteer Junior’ Steam an 
Hot Water Boilers and 
Tank Heaters ’ 


The two views herewith are of one of tl 
popular models of heating apparatus mam 
factured by the Wm. H. Page Boiler 
9-15 Murray street, New York City, 1 
small heating installations or for supplyir 


hot water for numerous uses the “Volunt 
Junior,” like the larger “Volunteer,” ney 
fails to give complete satisfaction. Th 


are made in few parts, thus are easily / 


quickly installed and have a number of i 
provements. The firepot section is of }| 
one piece with deep fuel carrying body a 
large heating area. Long period fires { 
easily and economically maintained us} 
this heater. Prices and catalog matter }| 
be sent any one addressing the manuf: 
turers, mentioning Tur PLumpyrs’ TR) 
JOURNAL. i 
——_2-e—_—_ 
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Illinois Acetylene Generators ‘ 
Great Demand | 


The use of acetylene among farmers ¢ 
subyurbgm. homes, so the Monmouth Ace: 
lene, Blectric Mfg. Co. tells us, has becd' 
almost: as general as the installation | 
water systems, even though a few ye} 
back there were comparatively few pla‘ 
in use. The “Illinois” generator has 
many distinctive features, which can 
seen from comparison with other mal 
and which are exclusively found only in {s 


———__—_-+—— 


make of apparatus. The operation 
other facts, among them the extra 
cured by the plumber, in furnishi 
and lighting appliances and modern 
room equipments, are convincingly set f 
in the latest literature of the makers. Y 
for copy, addressing your communicatio 
the makers, Dept. 3, Monmouth, Il. 
mention THE PLUMBERS’ TRADP JOURNAL 
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Vogel’s Frost Proof Closets 


e severe tests which have been applied 
Vogel” frost-proof closets have proved 
undreds of cases that coldest weather 


has no effect on their 
TTR, operation. This frost-proof 
YOGE), closet requires no pit. In- 
, 


stallation in most exposed 
places can be accomplished 
with this outfit. The tank 
flushing or the direct flush 
from water supply are dis- 
Bios. and tinctive features. All water 

pipes instantly drain as 


soon as the fixture is out 
of use. 


No water left in 


fank or pipes to freeze. The valve 
are easily removable from above the 
and are made of best material. A 
srade seat, self raising, and well made, 
nameled iron roll-rim hopper are fur- 
1. Send for latest catalog to Joseph 
ogel Co., Wilmington, Del. Mention 
PLUMBERS’ TRADE JOURNAL. 
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andy Compound for Yourself 
and Your Men 


“Gre-Solvent’—a paste which in- 
y dissolves and removes from the 
all machine grease, grime, paint, ink, 
From all reports from our composing 
ress rooms, it solves the cleaning-up 
m better than anything we know of 
ts use seems to actually benefit the 
besides. It would appear that plumb- 
id dealers in plumbers’ supplies could 
to advantage and also sell at a good 
many a useful article like “Gre- 
it.’ We can safely suggest “Gre- 
it” to our readers for such an experi- 
It is made by the Utility Co., 636- 
Test 44th street, New York City, whom 
iderstand have a very attractive in- 
tory proposition and would doubtless 
id to hear from you and send sample. 
'0-cent size is the popular size and 
Ss a full pound. Their large $1 size 
ll more economical. Mention THE 


BERS’ TRADE JOURNAL in writing for 
Q 
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uliffe’s Non Siphoning Traps, 
will not Siphon 


oning of the seal of any McAuliffe 
3 claimed by the maker to be an im- 
le feat. The peculiar construction of 
the interior of all 
McAuliffe traps has 
successfully with- 
stood the most un- 
usual tests applied 
to them by sani- 
tary exper t.s:, 
health boards, and 
practical trade. 
So popular have 
these _ specialties 
become that there 
is seldom a large 
building in which 
these traps are not 
specified for some 
Parts of the sys- 
tem. Two desir- 
able points about 
the McAuliffe trap 
are the means for 
drainage and re- 
for cleanout pur- 
n lead and brass, 
ailed to readers of 


le upper portion 
They are made j 
utalog will be m 


THE PLUMBERS’ TRADE JOURNAL who will 
write the McAuliffe Non-Siphoning Trap Co., 
51-53 Pearl street, Chelsea, Mass. 
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Wall Type Closets Have Many 
Advantages 


The closet which we show herewith is 
the “Jetector,” the latest design made by 
The Federal Huber Company, Halsted and 
Fulton streets, Chicago, Ill. As no part of 


the bowl rests upon the floor, the sanitary 
features will instantly be recognized. The 


“Jetector’ is supported firmly from _ the 
stack and does not require the notching-out 
of timbers. It requires little space and re- 
quires little water to flush, thus saving 
water bills. The lip projection on the 
bowl is a distinct improvement. Over a hun- 
dred large buildings are equipped with this 
combination. Write for catalog of this and 
other high-grade specialties, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 
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A Complete Line of Sanitary Bub- 


bling Drinking Fountains 

The Kretschmer Mfg. Co., Dubuque, Iowa, 
have perfected a most comprehensive line 
of sanitary bubbling drinking attachments 
suitable for almost any type of standard 
plumbing fixture, be it sink, lavatory o1 
fountain. Three principal requirements have 
been borne in mind in producing the Kretch- 


mer devices—simplicity, durability and rea- 
sonable cost. Absolutely the best of materi- 
als, skilled workmanship and a scientific ad- 
justable supply are points which are not to 
be overlooked by those wanting perfect 
goods. Kretschmer fountains are now in use 
all over the country under all conditions, 
and are holding up to their reputation. 
Write for catalog, mentioning THr PLUMB- 
ERS’ TRADE JOURNAL. 


——_-+—__——. 
The Sanitary Excellence of the 
McCord Seats 


Metal has played such an important part 
in the production of sanitary accessories 
that the appearance of the McCord steel 
closet seats has proved the prediction made 
some years ago that steel would eventually 
be used for this purpose. The Metallic 
Specialty Co., 22-24 Spring street, St. Louis, 
Mo., claim their seat to be superior to wood, 
as it can positively not crack or split under 
most abusive use, nor glaze or peel. Being 


List Price $47.25 


The DEVORQ Syphon Jet Bow! with 3% inch round Srltg~ Vent. This 
combination has WAVELINE vitreous China Tank, with China operating lever 
and seat in oak or imitation mahogany. 


313 


The Sanitary Closet 


The DEVORO Jet, located at the bottom of the 
up-leg (see cut below) forces the water over the 
dam. There is no choke or reduction in area be- 
fore the water reaches the final outlet. 
proved construction cf the suction, or down-leg, very 
little of the flushing water is diverted from the bowl 


proper to secure syphon jet action. 


The DEVORO Closet meets 
all the requirements of per- 
fect sanitation. 
charge of the bowl contents 
The discharge 
passage is of large calibre to 
pass freely a 244 inch ball. 
DEVORO has a large water 
surface anda deep seal, and 
is economical and soundless 
in Operation. 


Sectional view of DEVORO 
Jet Bowl, showing structure 


of SJulegtor vent and syphon 
passage of large calibre. 


is assured. 


By an im- 


Prompt dis- 


The Great Western Pottery Company 


TIFFIN, O 


MANUFACTURERS OF VITREOUS 
SPECIAL CLOSETS OF ALL KINDS. 


KOKOMO, IND. 


CHINA LAVATORIES AND 
WRITE FOR CATALOG 
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| 
absolutely non-absorbent, the problem of ciple, that is, one-quarter turn of the han| 
keeping clean is one of no importance, as_ dle, manufactured by A. Y. McDonald Mf¢ 
ordinary soap and water will always keep Co., Dubuque, Iowa. The finely finishe, 
the seat in sanitary condition. Made in appearance just adds tone to the bathroor 
fixtures of spotless white. They are mad 
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GIVING GENERA 
INFORMATION 
ALSO RATES 
AND OTHER 
INFORMATION 
CHEERFULLY f= 


SENT ON f= = 
ey) pS PEQUESTA, a. hi 


beautiful white or black porcelain enamel, 

the black being a correct imitation of ebony, 

or in highly polished aluminum. Write for 

catalog of these specialties, mentioning 

THE PLUMBERS’ TRADE JOURNAL. 

oe with dome caps, china indexed handle, lo) 

Cs = oval anti-splashing nozzles, and of ext| 

Purity Self - Closing Bubbling heavy weight. The catalog of this mz uta 

: turer shows many other high-grade specis| 

Fountains ties. Write for it, mentioning THE ae 

The fountain which we show herewith is ERS’ TRADE JOURNAL. : al 

put one of a very complete line of modern ‘ r 
sanitary drinking devices made by the James a 

Barrett Mfg. Co., 48-50 Pearl street, Boston, [.unt-Moss Water Supply Outf. 

Mass. One of the strongest points, and one M k F 5 d a. | 

which will instantly appeal to the sanitary aKke rien Ss val 

expert, is the means taken to prevent con- Plumbers can and are reaping peotital| 

tact of the lips with the bubbling nozzle. returns from the installation of Tuned! 

The “Purity” fountains are fitted with reg- pneumatic water supply outfits, fon a 

ulating stops and non-squirting attachment, pleased customers can result from the : 

lection of this apparatus. Three modes | 

PRESS operating these systems are offered—g) 

; engine, electric motor, and hand. The lk 
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COO 


8 sponontononesenseesobnoneOee CC ete eee eens 


Accessible, quiet, elegant, for 
Business Men, Families and Yourists 


THE ' 
SOUTHERN | | Pautinental Hote 


es PHILADELPHIA 


near Broadway 


NEW YORK Remodeled, Refurnished 
FIREPROOF MODERN 
PERMANENT AND TRANSIENT AN) Rooms 
Rael heart of the theatre and shopping 00 With Bath 


Cars pass the door for all railroad stations. 


Parlor, Bedroom and Bath, $3.50, $4.00 per 
day and up. a es 0 ; 
s 


Single Room and Bath, $1.50, $2.00 per day 
anJ up. 


i SPRCINE RAS AE APE EUROPEAN PLAN 


and up. 


eee. European pian THE BEST CAFEIN THE GITY 


J. G. VENETOS, Proprietor 
Send for Booklet FRANK KIMBLE, MANAGER 


cost of maintenance, simplicity of operar 
and the reliability of the systems, he 
f ever been the drawing card for the plumt 
making their use desirable in public schools, Inquiries are forwarded direct eto i 
parks, residences and, in fact, in every build- plumber, who can present in a pers«t 
ing. As soon as the pressure is taken from interview the merits of the Lunt-Moss }} 
the ring guard, the flow of water ceases. tem. Catalogs and literature are suP 

No hammering or shock is occasioned by without cost, so that with the well four\ 
this operation, nor can matchsticks, pencils arguments based on the merits of the Lit 
or other objects be forced into the jet. Moss plants, the plumber rarely experie!’ 
Plumbers are reaping a good profit by in- difficulty in landing the order. Wr te. 
stalling the ‘Purity’ devices. Write for prospectus and catalogs to Lunt-Moss- 
handy pocket catalog, mentioning THE Boston, Mass. or 37 Warren street } 


PLUMB’ERS’ TRADE JOURNAL. York City. Mention THE PLUMBER 
The BEST is None ui oo ae 
Too Good for YOU epee ae Aaa The Sanitary Mechanical Sp 


“A wonder it has not been put on the mar- Sewage Ejector 


ket long ago.” That’s the comment of every The Sanitary Mechanical Speci: 
plumber who has tried the McGuire pipe pany, 157 East 72d street, New 
bender. are the manufacturers of the © 
Lead pipe automatic sewage ejector, which 
can be bent 
ier1cesiyousie 
curves with- 
out sand 
Pwlsuisey Sas, 
springs or 
dressing out 
of kinks. Simply shape the pipe on the 
McGuire pipe bender, and your job is done. 
Particulars of this low-priced tool give some 
tips on expedient pipe bending with which 
many of the trade are unfamiliar. Write 
for information to L. C. McGuire, 414 37th 
street, Brooklyn, N. Y. Please mention 
THr PLUMBERS’ TRADE JOURNAL. 


GIVE YOUR PLUMBERS 


WARNOCK WRENCHES 


to use on that fine contract you have just taKen, 
Let them PROVE at our expense that WARNOCKHS 


never Slip and never Scratch. 
They are always BEST for 
NicKel-plated Piping 


WARNOCK MEG. CO. 


Worcester, Mass. 


RENTISS VISES 


ADE RIGHT FOR 35 YEARS 
Ask Your Jobber 


PRENTISS VISE CO. 


New McDonald Quarter Turn Com- 
pression Work 


The basin cock shown is one of the several successfully used to elevate case 
artistie and durable types of compression hotels, office buildings, apartmen ret 
basin cocks operating on the Fuller prin-  etc., where plumbing fixtures and other 


Jac) 


106-110 Lafayette Street : - NEW YORK —— 


GUST 15TH, 1912 


atus requiring drainage are below the 
3] of the public sewer. The simplicity of 
; apparatus is one of the most noticeable 
tures, compressed air being the operating 
lium, with the absence of all trappy 
shanical movements. Plumbers settle for 
e and all time this important problem 
installing this apparatus. Write for 
criptive literature and mention THE 
JMBERS’? TRADE JOURNAL. 


ee 


he Horigan Aqua. Generator 
Remedies Sluggish Heating 
Installations 


The Horigan aqua 
generator is a com- 
bination expansion 
tank and _ pressure 
seal for increasing 

the capacity of heating sys- 
tems. In new installations 
its use makes possible great 
decrease in the sizes of 
the radiators and piping. 
It is claimed that in hot 
water heating the use of the 
Horigan aqua’ generator 
brings the cost down to 
that of the hot air method. 
The pressure generated in 
the hot water system is re- 
lieved at about 20 Ibs. 

All of the comforts of 
both steam and hot water 
heating are secured by us- 
ing the Horigan aqua ex- 
pansion tank. This is in- 
stalled in the cellar along- 
side of the boiler instead 
of in a more valuable and 
conspicuous place in the 
rooms above. The piping 
and connections are easily 
installed and _ the gene- 
rator will outlast the heat- 
/ ing system, and is abso- 
| . lutely = safe. A heating 
booklet published by The 
Horigan Supply Company, 
St. Joseph, Mo., gives some 
interesting facts on heat- 
ing. Write for it, men- 
tioning THE PLUMBER®’ 
TRADE JOURNAL. 


_——_s- oa 


& Lasting Qualities of Copper 
Range Boilers 


: is an undeniable fact that copper has 
ays been considered the best material 
the manufacture of range boilers, storage 
tanks and other hot water ap- 
Pparatus. Copper outlasts other 
material, does not discolor the 
water, holds the heat longer 
and heats quicker than iron. 
The Dahlquist Mfg. Co., 40 
West 3d street, South Boston, 
Mass., have been eminently 
successful in supplying all sorts 
of copper work for the trade. 
Their products are giving grati- 
fying results everywhere, due 
to the care and material used 
in making their range boilers, 
tanks, ete. Special work to 
specifications can be had at 
short notice, pressure resistance 
guaranteed. Write them for 


log and mention THz PLuMBERS’ TRADE 
NAL, 


——+--e—____ 
“Trimo” Tools Well Known 


1€ care used in the construction and 
stion of material in the well and favor- 

known “Trimo” tools has been the 
test factor in distributing these to every 
Wy on the globe. Plumbers and steam 


TRAOE ™ TRIMO“MARK. PATENTED 


Ts ever recognize the merits of “Trimo” 
aches and pipe cutters and insist on 
& supplied with no other. The steel 
3 of the wrenches are carefully tempered, 

like the other parts, made sturdy 
igh for rough and abusive service. If 
of our readers have not recelved the 


latest catalog, write The Trimont Mfg. Co., 
55 Armory street, Roxbury, Mass., and men- 
tion THE PLUMBERS’ TRADE JOURNAL. 


ea fine 


A Great Many Northern Bath 
Cocks Sold Yearly 


The gratifying record of sales is bette: 
than any other means for impressing users 
of bath cocks of the great popularity of th« 
No. 44% combination bath cocks made by 
the Northern Brass Mfg. Co., Waukegan 
Ill. In one year, the entire output of this 
one firm, who make and specialize on one 
product, the bath cock shown here, has in- 


creased by thousands and the present record 
exceeds 150,000 by a good margin. For 
graceful and pleasing designs in a _ well- 
made and durable cock, it is claimed, the 
Northern Brass Mfg. Company have met 
no equal. Sold only by the wholesale trade. 
Inquire of your jobber for Northern Brass 
Mfg. Co. bath cocks. Mention THE PLUMB- 
ERS’ TRADE JOURNAL. 


ee 


The J-M Lead Joint Runner a 
Handy Device 


The “J-M” Asbestos lead joint runner, 
made by the H. W. Johns-Manville Co., 
Park avenue and 42d street, New York 
City, successfully replaces the old-fashioned 
“snake,” making it possible to pour a 
smooth, even lead joint in one-quarter of 
the time formerly required—and without 
wasting any lead. It is made of pure as- 
bestos rope of square cross section, having 
ferrules at each end to prevent raveling, 


and is provided with a patent clamp, which, 
when given a single twist, securely locks 
the device in position for pouring the molten 
metal. Every mechanic who has tried the 
tool is loud in his praise of it as a time 
saver. They claim that it quickly pays for 
itself in the saving of lead alone. The H. 
W. Johns-Manville Co. are also manufac- 
turers of asbestos in every conceivable 
shape. Write for literature, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


—_+-+e——_ 


A Combined Trap and Floor Drain 
for Laundry Use 


We show herewith an illustration of a 
combined floor drain and laundry tub trap, 
which the inventor, D. W. Guiles, 517 Park 
street, Olympia, Washington, claims is a 
big saver of time and material on account 
of its adaptability to any position. 

This device is designed for use in connec- 
tion with laundry tubs in basement acting 
as a floor drain and laundry trap combined, 
with adjustable vent connection. The waste 
water from the tubs acts as a primer for the 
floor drain maintaining seal at all times. 


This 
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“The Mark’’ 


Of Assurance 


*Vulcan’’ 


(IMPROVED PATTERN) 


Chain Pipe Wrench 


service is made absolutely dependable without additional 
cost but the service is worth more to you than the full 


cost of tool. 


To insure proper service, each Flat Link Chain is 
““proof-tested”’ in astandard tension machine up to 
two-thirds ofits breaking strain listed in table. 
Each Chain, so tested, is stamped O (circle) on the drop- 
forged swinging link, thus absolutely establishing the 
safety-factor and reliability of every wrench. 


Catalogue Free 


J. H. WILLIAMS & CO. 


Superior Drop-Forgings 


75 Richards St. Brooklyn, N. Y. 


HOTEL CHAMPLAIN  ..“®°... 


ON LAKE CHAMPLAIN, CLINTON CO., N. Y. 


| CONDUCTED O 


Both Hotels new 
and of Absolutely 
Fireproof Construc- 
tion, Affording 
Guests Every Com- 
venienceand Safety, 


Situated 500 feet above 
the lake in a natural park 
of nearly 700 acres. Newly 
cons*ucted 18 Hole Golf 
Course and attractive Club 
House. Boating, Bathing, 
Tennis, Ete. New Con- 
crete Garage, separate en- 
trance to Automobile Foy- 
er on ground floor.Private 
Dressing Rooms for Auto- 

_ mobile Parties. 


Modern in all their 
Equipment. Rooms Singly 
or En Suite, with Private 
Baths. 


FORT WILL 


OPEN ALL YEAR 


Opened June 15 
N THE AMERICAN AND EUROPEAN PLAN 


IAM HENRY HOTEL 


AKE GEORGE, N. J. 
Conducted on European Plan Only 


New Concrete Garage 


Every Facility For the 
Automobilist 


Both Hotels reached via the Dela- 
ware & Hudson R. R. Fast Express 
Trains with Through Pullman Ser- 
vice. 

Both Hotels Located on “Adiron- 
dack Trail’? and “Iroquois Trail’ 
of the Empire Tours. 


For Information and _ Booklets 
address 


Mortimer M. Kelly 
MANAGER 
389 FIFTH AVE. © NEW YORK 
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Approved by the Philadelphia Board of Health 


The Improved “IXL’’ Anti-Freez- 


ing Low Down Combination 


I XL PUMP “MEG Co 
PHILA 


The “IXL’”’ Anti-Freezing Closet can be 
installed very quickly, it is simple, not 
complicated, nothing inside of tank but 
the standpipe; gives no trouble, is 
cheaper, infringes no patents. Can as 
much be said for others? 
THAT’S ALL 
A Few of Our Specialties 
“IXL”’ Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freez- 
ing Closets, Belt or Electric Driven Air 
Compressors, Beer Pumps, Factory or 
Mill Closets, Seat Action Closets High 
and Low Down, Pull Combinations High 
and Low Down, Automatic Syphon Tanks 
1% to 2% Syphon, Urinal Sprays, Com- 
pound Air and Water Regulators, High 
Tank Anti-Freezing Combinations, Air 
and Water Regulators, Hopper Valves, 
(Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, 
Valve Rests, Air Chambers. 
We guarantee them in every respect. 
Send for Catalogue 


“ITXL’’ Pump and Mfg. Co. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-69-62 N. Darien St. 
PHILADELPHIA, PA. 


SMOOTH-ON 


Positively stop all leaks 
of steam, water, fire or oil; 
in iron, steel or corcrete. 

They are easy toapply, 
harden quickly and make 
permanent repairs; proved 
by years i1 use. 


Every Plumber and Steamfitter should 
have a copy of our instruction book 


SMOOTH-ON‘ 
Manufacturing Co. 
JERSEY CITY, N. J, 


231 N. Jefferson St. 
CHICAGO 


86 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
iE. Cz 
LONDON 


The lower inlet may be omitted, if de- 
sired, our illustration showing a pattern of 
this device designed for connecting waste 
of an additional fixture. 


The patent on this device, which is pend- 
ing, is for sale. Particulars may be pro- 
cured of the patentee by addressing as 
above. 

————__— 9 


An Anti-Scalding 
Shower Mixer 


mixers have been speci- 
fied so frequently for so 
many important installa- 
tions, it is apparent they 
must have points which 
make them the ideal 
mixing valves for gym- 
nasiums, hotels, public 
baths and_ institutions. 
yet hot steam and cold 
water are perfectly 
mixed. They 4a Nyt l= 
scalding feature as 
Billings Mfg. Co. This 
comprises hospital and 
special showers, combi- 
nation showers and 
needle showers and many 
varieties of shampoo fix- 
tures. The new elbow 
type Niedecken mixer is 
a necessary addition to 
any hospital’s operating 
room. The latest cata- 
log shows the complete 
line with prices, and 
should be in the files of 
every plumber. In writ- 
ing the makers, kindly 
mention THE PLUMBER’ 
TRADE JOURNAL. 


——— 


An Excellent Line of Porcelain 


Fixtures 


We desire to call the attention of the trade 
to the excellent reputation borne by that 
much desired line of roll rim wash trays, 
sinks, pantry and kitchen and other fixtures 
of brown vitreous porcelain made by The 


Chas. Graham Chemical Pottery Works, 
986-1016 Metropolitan avenue, Brooklyn, N. 
Y. A catalog showing a complete assortment 
of these high-grade brown fixtures will be 
sent to every reader of THE PLUMBERS’ 
TRADE JOURNAL who requests same. Kindly 
mention this publication. 


Advantages of the Crandon Aufo- 
matic Thermostat Heat Regulator 


Opportunity is affored to the trade for 
netting a neat profit by the installation of 
the “Crandon” automatic thermostat heat 
regulator, which is meeting with signal suc- 
cess in connection with hot air, hot water 
and steam heating systems. This device 


can be automatically set to open the drafts 
at any predetermined time; for instance, 
in the early morning when it is desired to 
raise the temperature of the building. The 
“Crandon” regulator is a simple inexpensive 
and entirely practical device and has been 
recommended by foremost heating men. The 
comforts obtained by its application are 
sure to result in new customers and busi- 
ness. Write for booklet entitled “Automatic 
Comfort.” It contains valuable data for the 
heating engineer. Address the Crandon Mfg. 
Co., Crandon Building, Bellows Falls, Vt., 
and mention THr PLUMBERS’ TRADE JOURNAL. 


—_.o-- 


Two Desirable Copper Range 


Boilers 


The pre - eminence which” 
“Modern”? and Wilhelmi’” cop- 
per range boilers have attained 
in the trade is due to the splen- 
did facilities and care which are 
devoted to their construction. 
The Hayes Mfg. Company, 
Paterson, N. J., have usec 
every effort to maintain this 
fine standard. There is no 
iron whatever in these boilers. 
They are tinned inside and 
guaranteed against collapse or g 
leakage. Send for literature on 
the subject of high-grade cop- 
per range boilers to the manu- 
facturers, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


————_++-e—_-_—_ 


American Pin Company’s Spec- 
ialties 


The American Pin Co., Waterbury, Conn., 
have incorporated a number of useful ideas 
in their flush valve balls for closet tanks. The 
valve ball we show herewith, and enumerate 
a few of the strong points in its construc- 
tion. Instead of having a top of rubber 
which permits collapse, this ball consists of 


two parts, a copper upper half and rubber 
lower half, joined together with specially 
made tools, forming a water-tight ball, the 
copper top preventing any distortion of the 
rubber. Other facts about the American 
Pin products are given in a catalog which 
will be mailed to every interested reade) 
who requests same, mentioning THE PLUMB- 
ERS’ TRADE JOURNAL. 


OG 


Trident Frost Proof Water Meters 


The Neptune Meter Co., 90 West street, 
New York City, claim many improvements 
have made the “Trident” frost-proof meters 
the best and most practical on the market. 
The mechanism is carefully assembled and 


is absolutely accurate in registering. Vary- 
ing pressures do not interfere with the 
proper working of “Trident” meters. The 
frost-proof feature consists of a false bot- 
tom so fastened that when a freeze-up oc- 
curs this casting breaks at the bolt lugs 
and allows the expansion to push out the 
bottom. The matter of replacing this is but 


LAWSO 


Single Coil, Cast Iron _ 
Jacket Heater ~ 


This illustration shows the latest 
model Lawson single coil cast 
iron jacket heater equipped — 
with high power burnerand cast _ 
iron deflectors, (quite an im- 


provement over the sheet iron 
cones formerly used). Note new 
design of jacket. Made in three 


sizes, Nos. 6,7 and 8. Get our _ 
H-11 Catalog for details. a: 


Lawson Manufacturing ey 
Company, ee: 
Homestead 


Pennsylvania 


Manufactured hy 


THE KITSON CO. 
Philadelphia. Penn. “a { 
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“The Hottest 
Thing This Side 
of My Residence” 


the ‘Rapid’ Instantaneous Bath 
ater sure does heat a lot of water 
th a little gas—and it doesn’t re- 
ire a vent pipe, either. As one 
9d plumber told us a while ago 
ou’ve certainly got that Model ‘C’ 
n-Vent Heater down pat now 
thee he 
‘w Gas 
gulatin 
vice an 

» other 
pro ve- 
nts.” 


Plumber 

fou can 
ke more 
ney with 
“Rapid” 


Vrite for 
alog and 
ces. 


API De} EATER* COM PAN 


UiNcoRPORATED) 


] GRAND RAPIDS, MICH.,U.S.A, 


mplicity, Durability 
Economy 


Are the keynotes of the 


EILMAN - SEAMANS’ 
mproved Automatic 


Water Heater 


This Heater has 
an Automatic 
Pilot Burner 
which reduces 
the gas con- 
sumption to the 
minimum. 

It is strictly 
storage tank 
system, having 
no coils to 

clog up. 

Made for any 
kind of gas 


ite for Catalog and Discounts 


W. E. BEILMAN 


Department B. 


BUFFALO, N. Y. 


the work of a few minutes, the expense 
nominal. Water companies and the trade 
have given their approval to this line as 
the many thousands of “Tridents”’ in use 
indicate. A handsomely illustrated catalog 
will be mailed any interested reader for the 


asking. Kindly mention Tur PLUMBERS’ 
TRADE JOURNAL, 
—_——_s-o—___- 
Automatic Electric Driven Water 
Systems 


Compact water supply outfits arranged 
like the one shown herewith are made in 
various sizes with capacities from 8 to 10 
gallons per minute by The Geo. J. Roberts 
Co., Dayton, Ohio. All parts are enclosed 
in oil chambers, operating noiselessly and 
without perceptible wear. These water lifts 


Srerrrrrrenrerrrranannan anne nnSGnnnnmnrenan oe! 


cones 


are so arranged that an automatic control 
starts and stops the apparatus when a cer- 
tain limit is reached, whether low or high 
water. “Roberts” water lifts do not re- 
quire expert engineers to operate and there 
are no parts to need adjustment after once 
set. An unconditional guarantee covers 
every plant. Write for catalog and men- 
tion THE PLUMBERS’ TRADE JOURNAL. 


ee 
Screwing up Polished Pipe 


Why mar and ruin many otherwise per- 
fect jobs of polished pipe work by using a 
pipe wrench? The ‘‘Parmelee’ wrench is 
the solution of all kicks from the mechanic 
who undertakes this most important and 
delicate part of the modern plumbing sys- 
tem. The “Parmelee’”’ wrench works equally 
well in either direction, or on oily or iron 


pipe, grips the pipe evenly around the en- 
tire circumference, thus eliminating crush- 
ing. There are no parts having teeth to 
be filed when wear takes place, and can be 
operated in close places with excellent re- 
sults. Send for literature showing the ad- 
vantages which obtain from owning the 
“Parmelee.” Address the Parmelee Wrench 
Co., 2516 W. Harrison street, Chicago, II. 


——_+-o—_— 


Sanitary Drinking Fountains Ice- 
cooled at the Using Station 


This cut shows a new piece of apparatus 
designed to be thoroughly sanitary; a con- 
venient and ready-for-use piece of appara- 
tus, and one which makes for the increased 
efficiency of the employee. The satisfactory 
solution of the drinking water problem for 
shops, factories, institutions and general 
use, singular as it may seem, long awaited 
its complete solution. Little is left to be 
accomplished in the furnishing of drinking 
water when provision is made for the sup- 
plying of water through a highly satisfac- 
tory bubbling fountain, ice cooled at the 
spot. 

This cut shows a type of drinking appara- 
tus being put upon the market by a concern 
which is continually rendering humanity a 
Sreat service in adding new types of effi- 
ciency making apparatus unknown to any 
but the present time. This bubbling foun- 
tain ice cooling on the spot tank apparatus 
consists of a regulation bubbling fountain 
standard complete, constructed with a view 


to its adaptation for ice cooling tank. The 
ice cooling tank has a thick cork packed 
jacket; is equipped with a long coil of 
brass pipe with heavy ice guard, with proper 
provision for connection with the bubbler, 
water supply and waste. The supply and 
waste pipes are principally enclosed within 
the pipe and tank structure. The apparatus 
has a 144” pipe standard, with a 10” or ae 
as may be desired, cast iron waste bowl, 
heavily vitrified porcelain enameled on the 
inside. The water supply is controlled by 


a nickel-plated 


self-closing 
water is furnished through a Keith Boston 
bubbler. 


bibb, and the 


The Keith bubbler is one of the many 
bubblers—good, bad and indifferent which 
have been rushed upon the market—which 
has come to stay. Its construction is such 
that it automatically regulates within the 
bubbler the height of the flow of water, 
and it is claimed by the makers to be the 
only fountain upon the market which has 
this automatic construction. The height of 
the water, after adjustment to the height 
desired, remains essentially constant, and 
is so regulated that all disposition to get 
the mouth onto the appliance itself is easily 
frustrated. 

The tank is galvanized iron construction, 
and the whole frame is to a high degree 


sanitary. The present construction of this 
piece of apparatus is as follows :— 
Total. height for adults....... 42” 
Total height for children.....36” 
Outside diameter of tank..... 161%” 
Inside diameter of tank...... 12” 
Height of tank, inside........ 16” 


The apparatus is compact, and can be at- 
tached to any water supply at any conve- 
nient point. 

This fixture is manufactured by the 
Manufacturing, Equipment and Engineering 
Company, Boston, Mass., to whom requests 
asking for literature and mentioning THE 
PLUMBERS’ TRADE JOURNAL will be promptly 
answered. 

_———~+- 
Specialists in Slate for Plumbers 


The Geo. B. Lawrence Co., 4 Alden street, 
Boston, Mass., have had an extensive and 
successful career as specialists in slate pro- 
duction for every branch of the building in- 
dustry. <A few of the many different forms 
in which they furnish slate are partitions, 
and base boards for urinal and closet stalls 
such as public comfort stations, hotels, hos- 
pitals, ete, also slabs for electrical work. 
Drain boards of slate for sinks make most 
sanitary and durable installations, as the 
slate is impervious to stains, does not show 
scratches and is not easily damaged by 
dropping utensils. Special slate work to 
sketch can also be secured at short notice. 
In addressing the manufacturers, kindly 

mention THE PLUMBERS’ TRADE JOURNAL. 
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Do away with the drinking cup. 
Substitute The Ashton Sanitary 
Bubbling Drinking Fountain. 


An efficient and inexpensive fountain 
THAT IS SANITARY. Can be applied to 
any faucet or basin cock in schools, fac- 
tories, hospitals and hundreds of other 
places. We have other types, too, 

Send for our catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 


This is our No. 25 
Torch. It is fitted 
with our One Piece 
Adjustable Soldering 
Iron Rest, patented. 
Also with our Never 
Leak Pump, paten- 
ted. There is no bet- 
tertorch made. Your 
nearest jobber will 
supply at factory 
price. We make a 
larger variety of 
Burners forgasoline, 
kero ene,alcohol 
and crude oil than 
other manufacturers 


OTTO BERNZ 
Newark, N. J. 
Est. 1876 


Price each $4.00 net 


No. 112 Turner  hentos Suman 
COMBINATION HOT BLAST 
FURNACE Manh 


Made for gaso- 
line. Has auto- 
matie BrassPump 
in Tank. 

Has ‘Old Reli- 
able’’style of Bur- 
ner. Heats pair 
of soldering cop- 
persand melts pot 
of metal at the 
same time. 

Top section can 
be removed and 
the furnace used 
as a blow torch. 
Our new Non- 
Leaking Filler 
Plug is furnished 
with the No. 112. 

Consumption—one 


Price $4.50 each 
Capacity —3 quarts. 
pint per hour. 
All jobbers sell at factory prices. 
Send for catalog of the complete Turner 
line. It is yours for the asking. 


The Turner Brass Works 


SYCAMORE, ILL. 


THE KELLY 
WATER - CLOSET 


(With accessible valve over top of 
Earthenware) 


Will Satisfy Your Cus- 
tomers’ Every 


Requirement 


Itis absolute and efficient 
in action. 

It is a water-saver. 

It will prove a money-maker 
for you. 

Every closet guaranteed for 
ten years and will work 15 to 
20 years without repairs. ; 

Few concerns can consclen- 
tiously make a claim like this. 


Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT 
CHICAGO 
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ALWAYS ON DUTY 


Works While You Sleep | 
Thoroughly Reliable Most Efficient 


Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Operated by 


water, steam or compressed air. 
Fully Guaranteed 
The C. M. KEMP MFG. CO. 
BALTIMORE, MD. 
Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet 
Stocks and Plumbers’s Specialties 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 
CHICAGO BOSTON ATLANTA LOS ANGELES 
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A SPLENDID line of sanitary bubbling 


drinking fountains is manufactured 

by the M. H. Foundry & Mfg. Co., 
Belleville, Illinois, and described in the new 
“Catalog E” just from the press. In this 
edition there are presented many new and 
improved types of bubbling drinking de- 
vices. The numerous designs, among which 
may be noticed some splendid attachments 
for ice-water coolers, can not but attract 
the attention of the trade. A number of 
pedestal drinking fountains, suitable for 
public parks, ete, are also shown. The 
supplemental pages to this edition contain 
cuts and prices of the “M. H.” cast-iron 
bends, traps and floor flanges. In writing 
for this literature, kindly mention THE 
PLUMBERS’ TRADE JOURNAL. 


The H. W. Johns-Manville Co., 41st street 
and Madison avenue, New York City, are 
distributing an attractive booklet to the 
trade showing the new “Sanitor” closet seats. 
Prices and complete list of finishes are given 
among the pages. Among other specialties 
manufactured for our trade by the H. W. 
Johns-Manville Co. will be found asbestos 
products, plastic, moulded, packings, ete. 
Literature pertaining to any of these will 
be sent upon request to any interested 
reader who writes mentioning THE PLUMB- 
ERS’ TRADE JOURNAL. 


The Crampton-Farley Brass Co., manu- 
facturers of sanitary specialties and plumb- 
ers’ brass goods, have distributed among 
the trade their latest 
literature in the 
shape of a splendid 
loose-leaf catalog of 
thirty-eight pages. 
In this edition 


CRAMPTON-FARLEY 


Brass CO special attention is 
called to the various 
EATALOGNC” specialties such as 
high-grade self-clos- 
ing cocks, compres- 
sion and Fuller 


work, lavatory and 
tub trimmings, 
ground key work, 
bath cocks,  frost- 
proof closets, the well-known “ Sansealo ”’ 
drains and a full line of rubber specialties. 
The Crampton-Farley Co. in compiling this 
“Catalog C” have thoughtfully provided for 
the insertion of extra pageS as improved 
devices appear on the market. They will 
gladly forward copies to readers of THE 
PLUMBERS’ TRADE JOURNAL who address their 
requests to 221 Main street, Kansas City, Mo. 


The Herbert Boiler Company, Root and 
La Salle street, Chicago, Ill, have com- 
piled an unusually complete catalog show- 
ing their well-known line of heating boilers, 
garbage burners, water heaters and tanks. 
This edition supersedes all previous publi- 
cations. The features of the detachable 
firebox boilers for high or low pressure 
heating are interestingly discussed as well 
as the other strong talking points of the 
Herbert magazine base-burning boilers, 
cast-iron magazine heaters and garbage 
burning heaters. The new smokeless tubu- 
lar power and heating boiler represents the 
latest development in fuel economy. This 
catalog should be in the hands of every 
contractor and will be sent free upon re- 
quest. Kindly mention THE PLUMBERS’ 
TRADE JOURNAL. 


Two recent publications from the William- 
son Foundry Co., 438 Fifth avenue, Cincin- 
nati, Ohio, entitled ‘From Overfeed to 
Underfeea” and “Underfeed Boilers, Steam 
and Hot Water Heating,” are both instruct- 
ive and useful editions. In them are many 
vigorous arguments in favor of the use of 
the underfeed method of heating apparatus. 
The manufacturers say that this method 
of supplying fuel is more economical, 
cleanly and better than any other. The 
splendid results gotten by the use of all 


have issued a handsome catalog in colors the’ expane 
showing the popular “Eriez’” line of gas sion tank, 
heating appliances. In this comprehensive and the in- 
line will be found several types of efficient let ee 
and economical water heaters. The coils Cut No.2 
are of copper of extra large heating sur- shows the 
face, which, in conjunction with an improved Ses Das 
burner, make this a most desirable water Se he vas 
heating apparatus. This concern also makes let passage 
‘gas burners suitable for kitchen ranges and aed al- 

; owing the 
stoves. Forty-eight pages are devoted to water. to 
the description of “Eriez’ speciaities. Write again re- 
for “Catalog 9,” mentioning THr PLUMBERS’ pees the 


the underfeed heating apparatus, whether 
for steam, hot water or hot air, has been 
a source of universal satisfaction to the 
owner as well as the heating man. Those 
who haven’t read these catalogs should ad- 
dress the manufacturers, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 
Pie at So Sh 

Among the various trade literature re- 
viewed by THE PLUMBERS’ TRADE JOURNAL 
staff, the catalog of The Canfield Rubbe: 
Co., Bridgeport, Conn., is one of the most 
complete editions covering rubber goods 
used by the trade that we have ever seen. 
The “Redtex” and “Blackrock” grades of 
rubber specialties are made in four distinct 
regular grades and these two brands are 
in the United States, 


The Masterpiece | 


For Hot Water 
Heating Plants 


Length 
10 inches 
Diameter 


decidedly popular Les 
: 2 : 2 inches 
Canada and foreign countries. The manu- Weight 
facturers say that the export business for 4 Ibs. 
these specialties has been eminently satis- thee 
factory. The catalog is just pocket size, Finish 
contains 80 pages of interesting data and Nickel 
same will be mailed to every user of rubbez apes Ne 
goods who asks for same, mentioning THE earn oe 
PLUMBERS’ TRADE JOURNAL. sage open 
for the es- 


cape of the 
expanded 


Co., Erie, Pa., d 
water into 


The Eriez Stove & Mfg. 


TRADE JOURNAL. 


+ 
Write for prices and a copy ie 
of the beautiful picture ‘& 
‘‘The Masterpiece’’ 


The Watson 
Specialty Co. 
Terre Haute, Ind. 


The Illinois Malleable Iron Company, 1801- 
1825 Diversay Driveway, Chicago, Ill., have 
just received from their printers and are 
distributing to the 
trade copies of their 
latest catalog illus- 
trating and describ- 
ing the full line of 


“TImico” hot water 
and steam heating 
boilers, garbage 
burners and water 
heaters, tank heat- 
ers and_ specialties. 


Thirty - two pages 
show sectional views 
of “Imico” heating 
specialties and enu- 
merate the many dis- 
tinetive features in- 
corporated in their 
construction, Any reader of THE PLUMBERS’ 
TRADE JOURNAL who desires a copy will 
have same if he addresses the manufac- 
turers, mentioning this publication. 
iid Ae So Sev! IE SE 

Readers of THE PLUMBERS’ TRADE JOUR- 
NAL have doubtless received that latest 
pamphlet from the Standard Sanitary Mfs. 
Co., Pittsburgh, Pa., showing the new 
“Standard” metric flushing valve for watei 
closets. This little booklet contains sev- 
eral excellent views of this flush valve in 
connection with floor and wall type closets, 
urinals, ete., and a sectional view gives the 
reader a clear idea of its construction and 
simplicity. This valve and the “Duplex,” 
which was mentioned in these columns in 
the August ist issue of THE PLUMBERS’ 
TRADE JOURNAL, both represent one of the 
highest types of flush valve manufacture. 
Write for these publications, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 

EEE ECR ee ee 

A series of attractive and interesting bul- 
letins issued by The Jewell Mfg. Co., Auburn, 
N. Y., are being scattered broadcast over the 
country to every heating and plumbing con- 
tractor. These are pleasant little talks on 
the comforts obtained by the installation of 
the “Jewell” heat controller and show the 
heating man how to present his arguments 
and follow up his prospects. The literature 
supplied the trade by this concern is snappy 
and to the point and their co-operation is 
given every contractor to secure the busi- 
ness. This is the season to install “Jewell” 
regulators on steam and hot water heating 
jobs, while the annual overhauling is going 
on. Better write for catalogs and circular 
matter. It will be forwarded promptly if 
you mention THE PLUMBERS’ TRADE JOURNAL. 


Hot Water 


And 
Hot Air 
The National 
Hot Water Heater 


Suitable for large or small houses, ~ 
stores, conservatories, barber 
shops, hotels, ete. ee 


Heats water quickly. Circulation 
is positive. No joints inside to 
leak. , 


Also, all kinds of coils and bends 
of iron. brass and copper pipe. 


Manufactured by ‘a 
The National Pipe — 
Bending Co. 


85 Lloyd Street, 
New Haven, Conn. 


ST 15TH, 1912 


AVE YOU 
IGURED 
. OUT? 


A Hot 
Jater Heating Job 


costing less than 


eam or even Hot 
Air Heating 


¢ Horigan Aqua 
xpansion Tank 


ADVANTAGES 


All risers 94 in. and /4 in. 
y radiation, 2inch mains, 
larger. Located in the 
om basement, 
no extra 
expansion 
tank. 


THE GREAT 
SAVING 


Reduces FUEL 
BILLS, smaller 
piping, radia- 
tors, cost of 
material and 
labor. 


BESIDES 


It can be placed 
on old, sluggish 
jobs and will 
increase the 
circulation 50% 


THE COST 


LAST and LEAST, 
complete, $11.50 


We both lose money if 
1 don’t investigate. 


[he Horigan 
Supply Co. 


40 South 4 th Street 
st. Joseph, Missouri 
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COOL UNTIL THE ROASTING 


“Was he cool on the witness stand?” asked 
the sub-contractor who had been stung. 

“Yes—until the lawyer on our side began 
to roast him,” said his foreman. 


oe 0 
A GREAT DIFFERENCE 


“Say, pa, what’s the difference between 
a public servant and any other kind?” asked 
the plumber’s bright son. 

“The difference, my son, is that the public 
servant tries to hold his job longer than the 
other kind,” was his fond father’s reply. 


Ah 


OFFERING HIM A CHANCE 


OLD BUILDER—I want to get married, don’t 
you know. 


SWEET SIXTEEN—Well, why don’t you go 


over and talk to my chaperon. She’s a 
widow, you know. 
5 + 0 


KEEPING OUT STALE AIR 


CONTRACTOR’S WIFE—Why did you close 
the window? I opened it to let in the fresh 
air. 

CoNnTRACTOR—And I closed it to shut out 
the cussed stale air played on that phono- 
graph next door. 


———__—=— 00 ge — 


LENDING TROUBLE 


“Can you lend me something for a while?” 
asked the shipping clerk who was financially 
pinched. 

“My dear boy, I have nothing to lend un- 
less you would like to borrow some trouble,” 
was all the sympathy he received from the 
stock clerk. 

eh oto ee = 
SLAVE’S WORK 

“They say the natives who gather rubber 
in Africa have to work very hard,” said the 
plumber’s wife. 

“Yes,” replied Mr. Turnpin, who owned a 
car. “And yet I wonder if they have to 
work as hard as the man who tries to put 
the rubber in place after it’s made into an 
automobile tire.” 


————— 0 0 
FOLLOWING DOCTOR’S ORDERS 


SALESMAN—Shirt, sir? Yes, sir. Will you 
have a soft fronted or a stiff bosom? 

MASTER PLUMBER—Soft fronted. The doc- 
tor says I must avoid starchy things. 


> + 2 
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PLUMBERDOM 


BY THE PLUMBER-CARTOONIST 


ELP HELP! S-O-S! S-O-S! THE 
H PLUMBERS’ TRADE JOURNAL herewith 
issues an urgent appeal for aid. Of 
course, it is all on account of HANK, the 
inimitable Helper, but as he is very near 
and dear to our heart we are considerably 
concerned in his behalf. 
HANK, as you all know, has been spout- 
ing witty dafodils sent to him from all parts 


of the American continent, and from some 
nearby islands as well. He has become sur- 
prisingly popular, thanks to the generous 
aid of the good natured boys, but who would 
ever have dreamed that his popularity 
would extend into the dreamy and mysteri- 
ous Orient? Well, it has gone and done it! 

You will note that the dafodil inscribed 
within the margin of the HANK sketch this 
time is written in very spectacular hiero- 
glyphics — undoubtedly undecipherable to 
you of the plumbing cult. We are likewise 
at sea. So is HANK. 

We even went so far as to send an office 
messenger around to a_ Celestial shirt 
polisher with the original inscription (of 
which a faithful reproduction is made in 
the HANK sketch) to secure a translation. 
The missive came from Fin Chow, by the 
way, and from what is evidently a plumb- 
ing firm, since a cut of a bathroom is in 
prominence at the top of the letter-head. 
At any rate, the messenger was sent with 


the letter to a Third avenue, New York City, 
laundry, and the boy came back with the 
information that after reading the inscrip- 
tion over to himself, the Chink blushed 
furiously, flung the letter back to the boy 
and exclaimed violently, “You gettelle outee 
here.” 

Now, what do you suppose the cussed 
thing means? They say that curiosity killed 
a cat. Since receiving this foreign dafodil 
we have had enough of the deadly article 
accumulated in our system to exterminate 
a whole alley full of the feline species. The 
effect is much in evidence in Tur PLUMBERS’ 
TRADE JOURNAL Offices. Two stenographers, 
three proof readers, one bookkeeper, two 
linotype operators and a couple of assitant 
editors are exhausted from the effects of 
over-curiosity. Several other prostrations 
are imminent. Therefore, we send broadcast 
this appeal :— 

Should any of the boys learn by any 
means what the message contains, will they 
kindly let us know at their very earliest 
convenience, If there be any of our brother- 
hood who possess the gratitude of a native 
of the Flowery Kingdom, we hope they will 


take advantage of the excellent opportunity 


to effect a solution of the riddle that is 
working such havoc in this office. Hope- 
fully we await the results. In the mean- 
time we desire to credit the dafodil to our 
friend Fin Wock Woo, of Fin Chow, China. 
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this trap, It has been in hun- 


dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 
_  Non- 
\) Siphoning 


Trap 


See the deep seal 
and very large 
water body? See 
the way it is made? 
There you have 
the reasons. 


38NL SSvua 


ME AGLIEEES Send for partieu- 
‘PATENT | 


McAuliffe Non- 
51-53 Pearl St. 


iphoning Trap Co. 
Chelsea, Mass. 


The “NO-SOL” Solderless Copper Floats 
Made to Last The Only Real Float Made 
Always Gives Satisfaction 


5 in. Round 


The secret of our success with the *““NO-SOL” 
Float is the little rubber washer that is used 
in the seam, without this no float would be 
tight, and the longer the rubber washer is in 
contact with the copper the more tight it 
gets as the rubber vuleanizes to both sides 
of the float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time, Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. All weaskis that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number of floats shipped each day 
2,500. We can ship more, send us yom order 
and find out. 


Beware of Infringements 


Manufactured by The Ayling & Reichert Co., 
Toledo, Ohio 


YOU ARE LOSING 
BY NOT USING 


3 


Plumbers’ Contract Ferms ~ 


1 doz. postpaid 40 cts. 100 postpaid $2.50. 


Plumbers’ Estimate Book 


100 Complete Estimates. Postpaid $1.50 


Duplicate Order Bosks 


75 order blanks and 75 duplicates in each 
book. Single book postvaid 25c. 
1 doz. books $2.40 


Discount Table (22 in. x 28 in.) 


Every discount a plumber needs. Large 
figures. Tack it on the wall in frout of 
your desk. Postpaid $1.00. 


TIME CARDS 


2 kinds—For Contract Work—ror Jol,bing. 
$3.00 per 1000. 

Write us for our Special Offer 

on Time Cards. 


for March 


Samples Free 
Send for Tool and Publication Cata'ogs 


- 


R. M. Starbuck & Sons 


HARTFORD, CT. 
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Ball Cock Cups 


Bibb Washers 


Packings of Every Description 
For the Plumbing Trade 


Hydrant Leathers 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL 


Auburn Leather Goods Co., 
AUBURN, N. Y 


Wherever There’s Room to Handle Pipe 


there’s room for one man and a FORRES 
Patent Pipe Cutting and Threading Ma- 
chine to cut and thread pipe up to 15 in. in 
diameter ata trifling cost and in record 
time. Ask for new catalogue 


THE CURTIS & CURTIS CO. 
65 Garden Street Bridgeport, Conn. 


THE PLUMBER 


Is interested in 


Improved Water Service 


The Perfect 
step in advance. 


Curb Box is a 


_Complete protection to the ser- 
vice cock. 


If your jobber does not keep 


them, write 
and prices. 


S. E. T. VALVE & 
HYDRANT CO. inc. 
50 Church Street New York 


to us for catalogue 


Sauces ies =~ 
ess g tl bers and 


Cre0Gr29Greoed 


Seagraves & Koon, 140 N. 7th street, 
Allentown, Pa., have just completed the 
plumbing, gas fitting and vacuum cleaning 
apparatus contracts in the new building of 
the Lehigh Valley Trust Co. 


BE. P. Saeger & Co., of 226 N. Franklin 
street, Allentown, Pa., have been awarded 
the contracts for the plumbing and heating 


for the twelve Queene cottages to be 
erected on 18th street for Albright & 
Kappel. 


W. C. Williams of 347 E. Market street, 
Wilkesbarre, Pa., has just completed the 
plumbing in the new home for General 
Oliver at Laurel River, Pa., and the plumb- 
ing in two houses on Grove street, for W. 
J. Thomas. 


R. O. Carlin of Chattanooga, Tennessee, 
is doing the plumbing in the four-story ad- 
dition to the Times Office Building, also in 
the residence of C. E. James on Lookout 
Mountain, and in the apartment house of 
Sidney B. Wright, consisting of twenty-one 
suites. 


H. N. Bell of 755 W. 10th street, Reading, 
Pa., reports business improving. Mr. Bell 
has numerous contracts for remodeling 
buildings with most up-to-date plumbing. 
Mr. Bell has just been awarded the contract 
for the plumbing in the Bueth Anchorage 
on South 5th street. 

J. H. Mayberger, 424 Main street, Hum- 
phrey, Neb., is one of the old _ reliable 
plumbers in his section. He has completed 
some of the best plumbing installations in 


the West. When seen by THE PLUMBERS’ 
TRADE JOURNAL representative, Mr. May- 
berger expressed himself as well pleased 


with conditions in and about Humphrey. 


R. H. Jones of 216 Sanbourne street, 
Wilkesbarre, Pa., has succeeded to the busi- 
ness carried on for many years by Jones 
Bros. Mr. Jones has completed the follow- 
ing contracts: The plumbing and heating in 
the Pennsylvania Apartments on Pennsyl- 
vania avenue, for M. David Hyman, and the 
plumbing and heating in two houses on 
McLean street, for S. M. Smith. 


J. W. Haines & Bro. of Seventh avenue, 
Altoona, Pa., have just completed the con- 
tract for the plumbing and heating in the 
new Mirror Printing Co.’s_ building on 
Greene avenue, also the plumbing and 
heating in the new residence for BH. A. 
Caum at Llynswen. This firm has had its 
share of the jobbing, repair and alteration 
work during the past season, and is one of 
the busy shops of Altoona. 


Swoyer & Liebold, of 30 North 6th street, 
Allentown, Pa., have completed the follow- 
ing contracts: The plumbing contract in 
the Allentown Testing Laboratory at 4th 
and Linden streets; the plumbing contract 
for the Franklin Club, Turner street; the 
plumbing contract for the addition to the 
Muhlenberg Cottage on Clay street, and 
the plumbing and heating contracts for the 
Brinker Apartments on North 6th _ street. 
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New Shops and Business 
S Changes 
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Citrin & Jordan, 242 Fifth avenue, 
Brooklyn, N. L., have taken over the busi- 
ness of Benjamin Shapiro at that address. 

Stoney Bros. have recently started in the 
plumbing business at Winnipeg, Manitoba, 
where they desire trade literature and prices. 

Lieb and Buchalter, dealers in hardware 
and plumbing supplies, have removed from 
1725 to 1747 Fulton street, Brooklyn, N. Y. 

Myles H. O’Sullivan, Portland, Me., has 
removed from his place on Market street to 
a new stand at 114 Brackett Street, where 
he has fitted up a fine show-room. 


Newburgh, N. Y., has a new plumbing con- 
cern under the name of H. E. Todd. Mr 
Todd wishes catalogs and price lists, from 
the heating and plumbing specialty manu- 
facturers. 


The Model Plumbing Company of Bir- 
mingham, Ala., have closed their doors. in 
West End, where their shop was located for 
a number of years, and are now at 111 
North 24th street. 


Ww. A. Murrey, for a number of years lo- 


cated on Main street, Hartford, Conn., and’ 


later under the firm name of W. & J. Mur- 
rey at the same address, has now opened a 
place under the name of W. A. Murrey at 
122 Smith street. 


August Heimann, New Haven, Conn., has 
incorporated his business and it will be 
known as The August Heimann Co. The in- 
corporators are Ernest Knapp, August Hei- 
mann and Oscar Steinke. 


Ss. F. Grilly,“ Altoona, Pa.,, has» moved 
from 321 Howard avenue to 1400 4th street, 
where he can better take care of his rapidly 
increasing business. The show-rooms are 
stocked with all the latest patterns of 
sanitary plumbing appliances. Mr. Crilly 
is busy with alteration and repair work. 


A. S. Minto & Company succeeds to the 
plumbing and heating business formerly 
conducted by the late P. Bressingham at 
Montgomery, Ala. Mr. Minto was in part- 
nership with Mr. Bressingham until about 
two years ago. He now has J. C. Fagan 
associated with him in the new firm. 


J. H. Lannom, at Humboldt, Tenn., re- 
cently took a partner in his plumbing busi- 
ness, which is now known’ as the Lannom- 
Johnson Company. The new member is 
Roy Johnson of Humboldt. Mr. Lannom 
tells us the prospects for business in Hum- 
boldt and vicinity are better than ever 
before. 


John H. Dyer of 48 Iron street, Johns- 
town, Pa., has succeeded to the business 
carried on by Bailey Bros., at the same ad- 
dress for the last ten years. Mr. Dyer has 
doubled the volume of business in the short 
time he has been for himself. Besides the 
general jobbing and alteration jobs that 
come his way, Mr. Dyer is busy upon a 
number of contracts, among which is the 
installation of the plumbing for the William 
Allen Art Glass Factory at Johnstown. 


= Late Patents .Jssued to Our Trade EI 


1,031,294. VALVE. Louis ScHuUTTE, Phila- 
delphia, Pa. assignor to Schutte and 
Keerting Company, Philadelphia, Pa, a 
Corporation of Pennsylvania. Filed July 
7, 1904. Serial No. 215,639. (Cl. 1837—4.) 

1,031,531. FLOOR CONNECTION FOR 
WATER-CLOSETS. WILLIAM G. CRAMER, 
Buffalo, N. Y., assignor to Catherine M. 
Cramer, Buffalo, N. Y. Filed May 6, 1910. 
Serial No. 559,831. (Cl. 137—94.) 

1,031,070. WRENCH. THomaAs J. KENNEL, 
Middletown, Ohio. Filed Jan. 29, 1912. 
Serial No. 674,144. (Cl. 81—126.) 


1,031,151. PNEUMATIC PUMPING APPA- 
RATUS FOR VACUUM CLEANERS. 
JOHN W. SMITH, Chicago, Ill. Filed May 
15, 1909. Serial No. 496,254. (Cl. 230— 
5.) 

1,030,881. PIPE-WRENCH. Aten S. ErR- 


QUHART and JAMES C. HUMMEL, Coalinga, 


Cal. Filed Feb. 24, 1911. 
610,647. (Cl. 81—66.) 

1,031,418. WRENCH. JoHN BocosH, Mc- 
Keesport, Pa. Filed Mar. 29, 1912. Serial 
No. 687,061. (Cl. 81—91.) 

1,080,465. GASOLINE BLOW - TORCH. 
JAMrs E. Fuitcrorr, Ocean Grove, N. J., 
assignor to Patrick Wall, Pittsburgh, Pa. 
Filed Dec. 26, 1911. Serial No. 667,730. 
(Cl. 158—33.) 

1,031,642. UNIVERSAL ANGLE . COUP- 
LING AND VALVE-SEAT FOR PIPING. 
HreRMAN G. HaAase, Minneapolis, Minn. 
Filed Feb. 16, 1911. 
(Cl. 187—30.) 

1,031,051. SANITARY DRINKING-FOUN- 
TAIN. Lestiz <A. Cooprr, Springfield, 
Mass., assignor of one-half to George W. 
Kimball, Springfield, Mass. Filed Aug. 3, 
1911. Serial No. 642,070. (Cl. 137—11.) 


Serial No. 


Serial No. 609,028. - 
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Absolutely Fro 
Proof Closet 


Requires no pit. After the 
is set the trench is refilled 
level of the ground. This doe 
with the old time unsanifary pit, 

All working parts are enclosi 
standard threaded iron pipe, 
it easy to extend to any de 
length. 


The valve is very simple. It can be i 
repaired easily and packings can be | 
remoyed without shutting off water. | 
Only tools required are a screw driver 
and monkey wrench. 
The waste of this valve does not | 
operate until the closet seat is re- 
leased. lt is very quick in draining | 
the pipes leading to hopper and tank. | 
HAAS FROST-PROOF CLOSETS have | 
other good points. 
Let us tell you about them 


Philip Haas 
Company, © 


Manufacturers 


Dayton, Ohio 


enamel 
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OCATED on the 
west side of Cass 
street with a front- 
age of 220 feet and 
extending from Ohio 
street to Ontario 
street with a depth 
of 150 feet, is the 
new Medinah Tem- 
ple of Chicago, I11., 
built of pressed 
brick by the Chicago 
Medinah Temple As- 
sociation for lodge purposes from plans 
prepared by Messrs. Huell & Schmid, 
architects. of Chicago. This structure 
will be used as a meeting place of the 
Shriners of Medinah Temple, whose 
membership is between 11,000 and 
12,000. The new temple will take the 
place of the Shriners’ present quarters at 
Dearborn street and Walton Place and 
will cost about $500,000. The building 
consists of a basement, main floor, bal- 
cony, tunnel floor and gallery floor. The 
basement is utilized mainly for a large 
banquet hall with a kitchen and service 
rooms, and the main floor forms the 
auditorium with coat rooms, parlors, ete., 
and stage, with the balcony and gallery 
floors above. The space between the flat 
ceiling over the balcony and the inclined 
floor of the gallery is utilized for coat 
rooms, toilets, etc. The seating capacity 
of the Temple is about 5,000, divided 
mainly as follows: Main floor, about 
1,000; balcony, about 1,500, and gallery, 
about 1,500. 

There is no general contract on this 
ae, each trade being let separately, and 
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Fig. 1—Plan of Typical Main Toilet 
Room in the Medinah Temple 
Carl J. Stein of Chicago is the lucky 
bidder for the plumbing work, which 
may be briefly described as follows:— 
Drainage System. All soil and waste 
pipes above ground and 3” or over in 
size are tarred wrought iron pipe, the 
soil pipes being 4” and the waste 2” or 
3” as required. Waste pipes under 3” 
are of galvanized wrought iron, and sizes 
of connections to individual fixtures are 


IAS SASS SAAS ASSIS LSS 
a a a a a a a a a a a a a a VY 


NISL IS SSL ELS LS LE 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ aa 


TEMPLE AT CHICAGO, ILL. 


as follows: Water-closets, 4”; urinals, 
3”; showers, 8”; sinks, 2”; slop sinks, 
2”; lavatories, 144”, and drinking water 
fountains, 114”. 

All the main soil and waste stacks are 
provided with brass screw cleanouts at 
the foot and are enlarged one size of 
pipe where passing through the roof. 
The flashings consist of 4-lb. sheet lead 
extending 12” out onto the roof. The 
underground system commences 5’ out- 
side the building wall and runs back in 
extra heavy cast iron coated pipe and 
fittings to the points where it rises above 
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trolling devices will automatically start 
the second one, until normal flow is 
restored, when the second pump will be 
automatically stopped. Both pumps are 
driven by 220 volt direct current motors 
at 550 revolutions per minute, and are 
connected to the motors by flexible coup- 
lings. The pump shafts and impellers 
are supported at the floor by self-oiling 
thrust bearings. Check and gate valves 
are placed in the discharge line from 
each pump. 

Roof Leaders. The inside downspouts 
are of galvanized wrought iron, the two 


The Handsome New Home of the Shriners of Medinah Temple on Cass St., 
Chicago, Ill. 


the floor. Cleanouts are installed at nu- 
merous places with covers brought flush 
with the cement floor and at points 
where necessary “Wade” (Fig. 1) back- 
water gates with valved cold water con- 
nections for flushing out are placed. All 
turns in this piping are made with Y 
branches and eighth bends. An arrange- 
ment of a typical main floor toilet room 
is shown in Figs. 1 and 2, and a plan 
and cross-section of one of the balcony 
toilet rooms in Figs. 3 and 4. 

Vent Piping. The main vent and re- 
vent pipes are of galvanized wrought 
iron with galvanized fittings, and all 
fixtures are vented and re-vented as re- 
quired by the Chicago ordinances. 

Ejector Drainage. The ejector takes 
care of the hot water drains, air washer 
drains, vacuum cleaning drains and floor 
drains, and the discharge is run on base- 
ment ceiling and connected into the soil 
pipe from the southwest toilets. The 
ejector system consists of a submerged 
duplex electric ejector with a cast iron 
pit three feet deeper than the lowest 
inlet. The ejector total capacity is 150 
gallons per minute against a 15-ft. head 
above the floor level, and the two pumps 
are arranged so that if the capacity of 
one pump be exceeded the automatic con- 


west downspouts being of 6” pipe and 
the other six of 4” pipe, and are fed by 
means of 16-0z. copper conductor boxes 
with wire basket screens and are con- 
nected to these boxes by galvanized iron 
flange unions. At the foot are located 
extra heavy cast iron gravel basins with 
bolted covers flush with floor. 

Water Supply. The water supply for 
the building is brought in at three 
points, one connection being 6” and run 
to the fire pump in basement with a brick 
meter box and a 6” Worthington fire 
meter, the second being 3” supplied with 
a brick meter box and meter at curb, 
and the third, a 2” run in a manner 
similar to the 3”. The 2” line takes care 
of all fixtures in the basement toilet 
rooms, and toilet rooms in east end of 
building by direct pressure, while the 
3” line is used to supply the compression 
pumping system tank in the basement, 
the toilet rooms, kitchens, ete., in the 
west end of the building with branches 
as follows: 38” to hot water tank; 114” 
to each steam boiler, to tier of closets 
in southwest corner (reducing above 
second floor to 1” for the third and fourth 
floors), branch to tier of toilets in north- 
west corner with similar reduction above 
second floor; 1” to drinking water 
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cooler, to first floor north toilet 
to first floor south toilet room, te 
of the air washers, to vacuum cle 
pump, to curtain pump; %4” to base 
north toilet, to basement kitchen 
to each basement slop sink, to boil 
room toilet, to coal vault faucet, to 
faucet at boilers, to each slop sin 1 

each back-water gate flush, to « each | 
the sill cocks. : ot 

From the 2” supply are run fe 
lowing branches: 1” to north bas 
toilet, to south basement toilet, to noi 
toilets (reducing to 34” for fourth floc 
and to south toilets (reducing to %” | 
fourth floor). al 

The branches to individual ‘fain 
are 44” in size for all water-closets, v 
nals and lavatories, and %4” for all i 
slop sinks, bath tubs and showers. — 
entire service water system is arrani| 
for complete drainage and consists of { 
best quality standard weight galvaniil 
water pipe with galvanized fittings | 
cept where laid underground, which 1 
tions are made up of extra heavy el 
iron water pipe. Every branch is yall 
with Jenkins dise globe valves with 
cocks and stamped brass tags indicat; 
the lines each valve controls. These ti 
are nearly attached by the use of | 
rings. 

Sill Cocks. Before the 3” a 
line enters the compression tank the 
are taken off 1” branches for 6 sill 0th 
which are of the loose-key brass ty) 
Inside of basement wall is isl 
Jenkins disc shut-off valve with a 
cock for drainage and brass tag. | 

Compression System. The comprest! 
water supply is a duplex automatic e 


1 
tric compression system, consisting ! 
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Fig. 2— Elevation of Piping Shown 
Fig. 1 i 


\. 
two pumps, with motors and control! 
panel, and a storage and compres) 
tank. The pumps are horizontal, at 
fitted, two-stage, centrifugal, witl | 
capacity each of 50 gallons per mitt 
against 50 lbs. pressure and are mou® 
on iron bases, with direct connect! 
by means of insulated flexible pay 
to the motors, which are 220 volt i 
current type with sufficient capacit;! 

operate continuously under full toa 
necessary. The tank itself sets 0. 
pipe stand and is approximately 
diameter, by 12’ long of black ge | 
vided with a water glass and sul? 
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Mt isfaction All Wound 


is absolutely guaranteed if you install only 


“NACO” BOILERS 


Mr. Plumber: The word ‘‘NACO”’ on a range boiler is your only absolute 
guarantee that you are getting the Jast word in range boiler construction. 


Here .is the history of “NACO” 


The Jobbers of Plumbing Goods of the United States desired a Standard of Weights 
and Capacities of “Galvanized Range Boilers.” The National Committee of the Confederated 
Supply Associations thereupon appointed a committee on Standards. This committee compiled 
a standard for Range Boilers. The Standard stipulates that all Galvanized Range Boilers must 
be stamped with their actual capacity, and the materials used in the boilers must be of a specified 
thickness. On all such boilers the ‘‘Naco’’ label may be used. 


Koven Boilers bear the “NACO” mark 


SEND FOR CATALOGUE 


L.O. KROVEN ® BRO. 


5O CLIFF STREET, - NEW YORK 


\\ 


Mueller Rapid Acting Olamnptession 
AsK Us About It 


H. Mueller Mfg. O., 
Decatur III. New York Cit 


[o] 


$24 


Fae 
This 
Trademark 
on your packages of 
Traps 
Wastes and 
Overflows 
Valves 
Supply Pipes 
Floats 


and 
Plumbing Supplies 


signifies to you 


the guarantee of 


Fine Workmanship 
Best Quality 


Superior Finish 


of the 


AMERICAN 
PIN 
COMPANY 


Waterbury, Conn. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVI 


for a working pressure of 85 lbs. per 
square inch. The control panel is ar- 
ranged to automatically control the 
operation of the pumps on a variation 
of 10 lbs. in pressure in the tank. The 
air supply in the tank is kept a constant 
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connection for the heater consists of a 
heavy galvanized iron smoke pipe: with 
the customary damper and cleanout. 
On the 500-gallon boiler is provided a 
2” sediment chamber and waste to sewer 
with a brass sediment cock. The cold 
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Fig. 3 — Plan of One of the Toilet Rooms Located in the Balcony of the 
Medinah Temple 


quantity by a No. 1 National two-cylinder 
air compressor capable of delivering 11 
cubic feet of air per minute against 100 
lbs. pressure. Both pumps and com- 
pressor are mounted on finished and 
champferred concrete foundations. 

Fire Protection. The fire protection 
is furnished by an electric automatic 
compression type theatre fire pumping 
equipment, which is quite similar to the 
cold water pressure system already de- 
scribed. The pump is a horizontal en- 
closed impeller type centrifugal, rated 
at 500 gallons per minute against 100 
Ibs. pressure and has a 6” suction and 
4” discharge. It is driven by a direct 
connected motor and discharges into a 
42” x 96” compression tank designed for 
100 lbs. working pressure. The tank and 
electric motor control system together 
with the air supply from the air com- 
pressor are identical with that already 
described for the cold water pressure 
system and the apparatus is mounted on 
similar supports. 

From the tank a 4” header is run and 
connected to two 2” stand pipes, one on 
each side of stage extending up to rig: 
ging loft, with an outlet at each level 
consisting of a quick-operating stand-pipe 
fire-hose valve, properly connected. 

Drinking Water Supply. The water 
filter was furnished and installed by the 
owners, and is supplied through a 1” 
cold water line, the filtered water being 
then carried to the cooler (also supplied 
by the owner), and from there run in 
a 1” line so as to pass closely to each 
drinking water fountain, connecting with 
a short branch, and then back to where 
cooler is located, making one continuous 
pipe with a bleeder at the cooler wasting 
into the sewer. The circulation is main- 
tained by means of this bleeder only. 

Hot Water Supply. The hot water 
system is supplied from a 500-gallon steel 
tank of %”-thick riveted metal and hay- 
ing a large manhole for access. This 
tank is located in the basement and 
supported on a heavy stand of galvanized 
pipe. The water for this boiler is 
heated by a combination garbage burner 
and hot water heater, the heater and 
boiler being connected by 3” galvanized 
iron circulation pipes. The chimney 


water supply to this tank, and the hot 
water supply and return are all valved 
at the tank. 

In addition to this supply there is 
located in the kitchen a 200-gallon gal- 
vanized iron hot water tank heated by 
another garbage burner and _ heater, 
erected and connected in manner similar 
to the basement tank, and the two tanks 
are cross-connected so that either or both 
may be used at the same time, as desired. 
From these boilers is run a 2%” hot 
water supply main with connections and 
branches (to the various fixtures requir- 
ing hot water) of the same size as the 
cold water previously given, similarly 
valved and tagged. 

All hot water supplies, however, have 
air chambers to prevent pounding and 
are circulating (except the ones running 
to the east basement toilet rooms), those 
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water and return pipes throughout } 
moulded asbestos pipe covering with 
vas jacket, and brass bands where 
posed to view. The cold water pi 
has %4” wool felt covering with cay 
jacket, and brass bands where expo 
The drinking water fountain ha 
double-thick wool felt covering. 
Fisture List. The fixtures used 
this work are those manufactu 
L. Wolff & Co., of Chicago, and ax 
follows:— eee! 


Twenty-six water-closets th 
building being “Ontario” syp 
closet with lipped front, vitre 
down dome topped tank, bir 
mahogany open front seat wi 
plated reinforcing ring, rubb 
and box hinge, push button 
floor flange. 

Two water-closets in serv: 
room in basement are “Ma 
down closet with antique oak 
tank, seat and cover, nickel. E 
connection, nickel-plated supply 
stop valve, push button and “ 
flange. : 

The water-closet stalls 
(H-7320) Italian marble closet 
%,”-thick marble back, partitioz 
14%” thick front pilaster. Pa 
12” high, nickel-plated brass 1 
plated top standard and r 
stained mahogany 4-panel d 
plated single action hinges, n: 
door stop, lock and indicator 
and nickel-plated toilet paper 

One janitor’s closet (H-7015 
rior” syphon jet water-closet ¥ 
outlet, antique oak low-down 
and cover; nickel-plated flush | 
tion, supply pipe and stop valy 
button and “Duro” flange. 

One bath (H-6502) 4’-6” “Cor 
nickel-plated “Corona” bath cock, 1G 


finish on tub and legs, supplied 


and cold water. 


Fig. 4 — Piping of the Balcony 


over %” having a return pipe one size 
smaller than the supply run back to the 
starting point. 

Covering. All hot water tanks and 
garbage crematory are covered with 2” 
moulded asbestos plastic cement wired 
in place and canvas jacketed. The hot 


t iS tea ee a yh 


. a, 
2°RED. TRAP ~ (2" WASTE: 


Toilets in the Medinah Temple 


apron on front and one end with !3 
rim, soap cup, galvanized iron legs,” 
frame; two %%” finished Fuller y 
tray bibbs and 114” polished bra‘ 
trap and waste. =. 

Five slop sinks (H-8113) 20” x* 
porcelain with intergral back, 2” en” 
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you should get the benefit of our Co-Operative Advertising Plan and make 


more money. Sell the Reliable Vacuum Heating System—show your cus- 
tomers how they can save 25 to 40 per cent in fuel—change old systems into Reliable Vacuum 
Heating Systems at slight cost—make a “useless pile” of pipe an efficient heating system. Reliable 
Electric or Hydraulic Vacuum Pumps in connection with Vacustats, provide constant circulation 
in every part of the system—efficient heat at a percentage of former cost. 


The Only Reliable Air Line 


Exhausts the air from every part of the system—steam 
rushes in to fill the void—no dead ends—every radiator 
does full duty. Ounces of pressure in place of pounds 
pressure, sufficient in the most severe weather. It means 
lower fuel bills—the saving in fuel covers the cost in a 
short time. 


Reliable Air Line Vacuum System a 


| Can be applied to steam-heating plants of all types: BISHOP. 
q single or two pipe; whether low pressure, exhaust BABCOCK- 
g steam, or central station steam is used, in either BECKER CO. 


ld CLEVELAND, O. 
) or new plants. Send full details of your 
Advertising Plan and catalog 
of the Reliable Vacuum Heat- 
ing System. 
GENERAL OFFICES, CLEVELAND, OHIO. 
EIGHT FACTORIES AND TWENTY BRANCHES. 
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This is ‘The Mark’’ 


Of Assurance 


“Vulcan’’ 


(IMPROVED PATTERN) 


Chain Pipe Wrench 


service is made absolutely dependable without additional 
cost but the service is worth more to you than the full 
cost of tool. 


To insure proper service,each Flat Link Chain is 
“*proof-tested”’ inastandard tension machine up to 
two-thirds ofits breaking strain listed in table. 
Each Chain, so tested, is stamped O (circle) on the drop- 
forged swinging link, thus absolutely establishing the 
safety-factor and reliability of every wrench. 


Catalogue Free 


of kee & WILLIAMS & CO. 
Superior Drop-Forgings 


75 Richards St. Brookiyn, N. Y. 


= MEDICINE 


This Trade Mark ‘S\nirary 


ona toilet room cabinet or medicine CABINET 
case is an assurance of the finest on the market. 


The HESS Sanitary 
Medicine Cabinets 


are made of solid steel enameled through- 
out with everlasting, snow-white, baked 


enamel. 


Germ and dust proof and easily cleaned. 


Nickel-plated solid brass hinges. Ad- 
justable enameled steel or plate glass 


shelves. Best quality plate glass mirror. 


Two styles, 4 sizes, to recess in wall. 
Two styles, 2 sizes, to attach on face of 


wall. 


Cost less than wood. An_ excellent 


profit in it for you. 


SEND FOR CIRCULAR 


Sty'e H 


Hess Warming & Ventilating Co., 
952 Tacoma Bldg. CHICAGO 
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iron adjustable P trap and waste to wall 
and two %” nickel-plated Fuller sink 
bibbs for hot and cold water. 

One scullery sink in basement 24” x 
36” x 12” deep “Durostone”’ with 12” 
high back, galvanized iron legs, 11” 
brass waste, plug and stopper, polished 
brass standing waste and overflow, 114” 
P trap and waste to wall with two %” 
finished Fuller tray bibbs. 

One kitchen sink for ffirst floor 
(H-7941) 20” x 30” enameled all over, 
with 15” high separate back integral sink 
drainboard, enameled adjustable legs, 
two 5” nickel-plated sink bibbs, and 114” 
P trap and waste to wall. 

Two stage and fly gallery sinks 
(H-7919) 20” x 30” enameled iron sinks, 
with 15” x 380” enameled iron backs, 
painted iron legs, two %” nickel-plated 
Fuller sink bibbs, 114” P trap and waste 
to wall, supplied with hot and cold water. 

One boiler-room sink (H-8135) 20” x 
24” x 12” galvanized iron slop sink and 
back, 2” adjustable P trap and waste, 
two 5%” finished Fuller tray bibbs. 

Twenty-nine lavatories (H-3525) 22” x 
28” vitreous china with vitreous china 
legs (H-915) nickel-plated “Gielow” self- 
closing basin cocks, nickel-plated ‘“Ideal” 
waste and P trap to wall, nickel-plated 
short bent supplies to wall, enamel iron 
wall supports, china indexes marked 
“Hot’—“Cold.” Lavatories in east toilet 
rooms above first story are not supplied 
with hot water. 

Six lavatories (H-3509) 
vitreous with nickel-plated 
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“ Gielow ” 


N this, the concluding, article of this 
series, the restrictions covering the 
testing and inspection of drainage 


work are set forth while in the latter para- 
graphs will be noted the requirements to be 
fulfilled in gas piping structures of various 
sizes. 

171—The entire plumbing and drainage 
system within the building must be tested 
by the plumber, in the presence of a plumb- 
ing inspector, under a water test. All pipes 
must remain uncovered in every part until 
they have successfully passed the test. The 
plumber must securely close all openings, 
as directed by the Inspector of Plumbing. 
The use of wooden plugs for this purpose is 
prohibited. 

172—-The water test will be applied by 
closing the lower end of the main house- 
drain and filling the pipes to the highest 
opening above the roof with water. The 
water test shall include at one time the 
house drain and branches, all vertical and 
horizontal soil, waste and vent and leader 
lines and all branches therefrom to a point 
above the surface of the finished floor and 
beyond the finished face of walls and parti- 
tions. If the drain or any part of the sys- 
tem is to be tested separately there must be 
‘a head of water at least six (6) feet above 
all parts of the work so tested, and special 
provision must be made for including all 
joints and connections in at least one test. 

173—After the completion of the plumbing 
work in any new or altered building and 
before the building is occupied, a final 
smoke test must be applied in the presence 
of a Plumbing Inspector. Except that 
for a _ building not over six stories in 
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self-closing basin cocks, marked “H 
—‘Cold,” nickel-plated “Aetna” wa 
nickel-plated 114” P trap and waste 
wall, short bent supplies to wall, ¢ 
cealed wall hanger and china index, 
Fifty urinals set in batteries (H-85; 
porcelain with porcelain front piece ; 
top piece. H-6998 vitreous autom; 
flushing tank, nickel-plated flush y 
and spreader, nickel-plated inlet, we: 


coupling, porcelain strainer and { 
slab. 

Highteen drinking water founte 
(H-6907) vitreous with integral bh; 


“Duro Metal’ bubbling cup, with ¢ 
closing handle, vitreous china ghi 
enamel iron trap, brass supply pipe | 
loose key regulating stop for each ij 
vidual fixture. 

Six showers (H-6753)  nickel-pl 
overhead needle with nickel-plated 
brass shower head, set in Italian ma} 
stall 3’-0” x 3’-0” x 7-0” high with dr 
ing-room attached of equal size, 2” Ita) 
marble floor slab, with (H-2121) east j 
shower trap and nickel-plated strai 
6” high Italian marble riser, nickel-pli 
curtain rod and white duck curt 
Italian marble pilaster, birch  staj 
mahogany slat door with nickel-pli 
single action hinges and nickel-pl 
door stop at dressing-room  openi 
Italian marble dressing-room seats, 
standard, nickel-plated top rail and ) 
flange, nickel-plated clamps and }h 
with three (H-5662) nickel-plated — 
brass hooks in dressing-room and 
(H-5806) 30” nickel-plated towel rac 


height a peppermint test may be 

174—The material and labor for the 
must be furnished by the plumber. 
the peppermint test is used, two 
oil of peppermint must be provided 
line up to five stories and cellar in h 
and an additional ounce of oil of peppel 
must be provided for each line when 
are more than five stories in height. 


PLUMBING IN TENEMENT HOUS 


175—All sections or parts of sectiol 
the Tenement House Law relating to Pl) 
ing, and drainage of tenement houses 
to be observed, and are hereby made 4! 
of these Rules and Regulations. 


GAS PIPING AND FIXTURES | 


176—Hereafter the gas piping and 
tures and all alterations and exter? 
made to the gas piping or fixtures | 
buildings must be done in accordance | 
the following rules, which are made iif 
cordance with the provisions of secti¢ 
of the Building Code. 

For additional requirements 
buildings, theatres, and places 
blage, see Part XXI of the Building 

177—Before the construction or altel! 
of any gas piping in any building or! 
of any building, a permit must be obt? 
from the Superintendent of Buildings. 
permit will be issued only to a resis 
plumber. Small alterations may be 
by notifying the Bureau of Buildinss, 
the same blank forms provided for 4 
tions and repairs to plumbing. 

178—All gas pipe shall be of the! 
quality wrought iron or steel and Of 
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Silence 
is Golden 


OBODY wants a noisy 
toilet tank at any price, 
but everybody is willing to 
pay, and pay well, for a tank 
that does its work silently. 


This is one reason why the money-making plumbers 
everywhere are so enthusiastic about the 


The Pfau White-Copper Tank can 
be installed in connection with any 
type of bowl and is fully guaranteed 
to do perfect work. 


FAU,.COoPPEr (FIV 
@ Ee- OW) 
whit? TANK WA 

It makes less noice than any other toilet 
tank,—and does better work. There are no 


complaints from customers who buy the Pfau | 


White-Copper Tank,— no tank troubles to be 
corrected,—no fussing over the bill. And you 
take no chances of breakage or of defective parts, 
Every Pfau White-Copper Tank is perfect and 
built to stay perfect. Every one is beautiful, 
snowy white and free from blemish. It does 
not sweat. There are nocracks or irregularities, 
no seconds and no pieces with chipped edgesas 
with china and enameled tanks. 


The price is right and the profit certain. Your 
jobber can supply you. 


The Pfau Manufacturing Co, 
CINCINNATI, OHIO 


827 
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WHY NOT YOUP 


From Portland, Maine, to Portland, Oregon, 
From London, England, to okio: Japan; 
From Winnipeg, Canada, to Buenos Ayres, 
Argentine, thousands of plumbers are glad 
to use 


HANDY DIE STOCKS 


It is the 


No. 1, 4 to % in., one set of dies 


No. 11, % to 1in., two sets of dies STOCK THAT LOCKS 


No. 2, % to1%, in., one set of dies Fourteen Days Trial 


You will like that QUICK RELEASE No more stripped threads ! ! 
Have you tried that UNIVERSAL SELF-LOCKINC GUIDE ? 
No thumb screws to cuss—no dies to lose 
HANDY MFG. CO. 
200 Cannon St. 
Bridgeport, Conn. 


A TIME SAVER-— Send for a set today 
WHY NOT NOW ? 


OO OO OO OL OO OOO CCT CTS 


GREATEST TONG ON EARTH 
“The GEALY” It’s new—It’s different 


Positive Grip—Instant-self- 
Release—Will not crush 
Pipe. 

For over head work—in 
corners and tight places, 
IT IS PERFECT. 

Try “THE GEALY”’ and 
be convinced. 

Write for data and trial 
proposition. 


The Gealy Wrench & Mfg. Co. 


200 Broad St. Grove City, Pa. 


the Slot 


Loosly- 
Mounted 
Jaws 


New 
Cam-Lever 
Principle 


For Sale by 
Leading Jobbers 


THE JETECTOR 
The Best Closet in the World 


The only effective wall 
Outlet closet ever made 


Operates on from 2 to 3 gallons of 
water. Saves from three to four 
gallons at every flush. Means 
economy in water consumption. 


Cannot clog out of easy reach of 
the hand. Only contraction four 
inches inside of the water-way. 


Is instantaneous in action, con- 
cents of bowl being discharged 
in one second. 


Is self-venting, downward action 
is instantaneous and so powerful 
that the suction created removes 
foul air from the bowl and sur- 
roundings at every flush. 


Sanitary Seat and Lip Insures 
Greatest Degree of Cleanliness 


Our wall outlet closet is secured direct to the soil stack and does not depend 
on wall for support. Not an experiment—has been in daily use for years. No 


hole in floor to weaken span. Placed close to wall. Requires less piping, is 
much easier and costs less to install. Particularly adapted to HOTELS, 
OFFICE BUILDINGS, HOSPITALS, FACTORIES, PRISONS, and all buildings 
where cleanliness, efficiency and economy are given proper consideration. 


We Carry Full Line of Highest Grade Brass Goods and Plumbing Supplies 


FEDERALHUBER COMPANY = c#tcase 


kind classed as standard pipe, and shall 
weigh according to the following scale :— 
Be Mier atolataiils aiteae aca. ats 0.56 pound 
ae paereese ae . 0.85 ie 
LAU Aner comigttay sha Dadea 1.12 ns 
1 entry A ris ceca aS Grd phe 
1 Ee aNe Orn on 2.24 se 
OAS cose Saas PGs 2.68 ss 
Die, Jeeuse ene Teiteresvennteie 3.61 s 
DI UBTAE, eicws tatts fo boelonsnonene 5.75 “ 
Bie tokicecs hia 6 Rosa sec, od 4 
Sah siatckice loonelar stor efaye 9.00 
Be cragenanens sus): tueaele 10.66 “ 
No pipe allowed of less than % inch in 
“diameter. 
179—All fittings (except stop-cocks or 


valves) shall be of malleable iron. 

180—There shall be a heavy brass 
straightway cock or valve on the service 
pipe immediately inside the front founda- 
tion wall. Iron cocks or valves are not per- 
mitted. 

181—Where it is not impracticable so to 
do, all risers shall be left not more than five 
feet from front wall. 

182—-No pipe shall be laid so as to sup- 
port any weight (except fixtures) or be 
subjected to any strain whatsoever. All 
pipe shall be properly laid and fastened to 
prevent becoming trapped, and shall be laid, 
when practicable, above timbers or beams 
instead of beneath them. Where running 
lines or branches cross beams they must 
do so within thirty-six inches of the end of 
the beams, and in no case shall the said 
pipes be let into the beams more than two 
inches in depth. Any pipe laid in a cold or 
damp place shall be properly dripped, pro- 
tected and painted with two coats of red 
lead and boiled oil or tarred. 

183—-No gas pipe shall be laid in cement 
or concrete unless the pipe or channel in 
which it is placed is well covered with tar. 

184—All drops must be set plumb and se- 
curely fastened, each one having at least one 
solid strap. Drops and outlets less than 
% of an inch in diameter shall not be left 
more than one inch below plastering, centre- 
pieces, or woodwork. 

185—All outlets and risers shall be left 
capped until covered by fixtures. 

186—No unions or running threads shall 
be permitted. Where necessary to cut out 
to repair leaks or make extensions, pipe shall 
be again put together with right and left 
couplings. 

187—No gas fitters’ cement shall be used. 
except in putting fixtures together. 

188—All gas brackets and fixtures shall 
be placed so that the burners of same are 
not less than three feet below any ceiling 
or woodwork, unless the same is properly 
protected by a shield, in which case the 
distance shall not be less than eighteen 
inches. 

No swinging or folding gas brackets shall 
be placed against any stud partition or 
woodwork. 

No gas brackets on any lath and plaster 
partition or woodwork shall be less than 
five inches in length, measured from the 
burner to the plaster surface or woodwork. 

Gas lights placed near window curtains 
or any other combustible material shall be 
protected by a proper shield. 

189—Gas outlets for burners shall not be 
placed under tanks, back of doors or within 
four feet of any meter. 

190—AlIl buildings shall be piped accord- 
ing to the following scale :— 


Diameter Length Burners 
SER ICE Corer PAM 3 
YN Sala ole ei stetogeheberstiens 36’ 6 
METAR AD OOO e 60’ 20 

pile Hise ead oso dead 1 80’ 35 
De rorcibircte oossatoretelote 110’ 60 
ga ee eters ck BAS oul 100 
UD Solo tarye CO, ce: 200’ 200 
Pts Cintin oe A Orne 300 
Ras Arihia Seats sparen eo Or 450 
BAG” ciareterere ovate reiaervenT OCG 600 
Ay 2. araroper Hesston tatstepetane 600’ 750 


191—Outlets for gas ranges shall have a 
diameter not less than required for six 
burners, and all gas ranges and heaters shall 
have a straightway cock on service pipe. 

192—-When brass piping is used on the 
outside of plastering or woodwork it shall 
be classed as fixtures. 

1983—431 brass tubing used for arms and 
stems of fixtures shall be at least No. 18 
standard gauge and full size outside to cut 


a full thread. 


All threads on brass pipe shall screw in 


at least 5/16 of an inch. All rope or square 


“mechanics. 
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tubing shall be brazed or soldered into 4) 
tings and distributors, or have a nipp 
brazed into the tubing. | 

194—All cast fittings, such as cocks, swir 
joints, double centres, nozzles, ete, shall | 
extra heavy brass. The plugs of all eogj 
must be ground to a smooth and true sy| 
face for their entire length, be free fro 
sandholes, have not less than % of an inc 
bearing (except in cases of special desgign| 
have two flat sides on the end for 4 
washer, and have two nuts instead of « {| 
screw. All stop pins to keys or cocks sha 
be screwed into place. 

195—-After all piping is fitted and fas ( 
and all outlets capped up, there must | 
applied by the plumber, in the prese 
an inspector of the Bureau of Buildings, | 
test with air to a pressure equal to a co. 
umn of mercury 6 inches in height, and t} 
same to stand for five minutes; only me 
cury gauge shall be used. No piping ghg 
be covered up, nor shall any fixture, g: 
heater or range be connected thereto un| 
a card showing the approval of this test h; 
been issued by the ae | 
Buildings. 

196—No meter will be set by any Bi 
company until a certificate is filed wi 
them from the Bureau of Buildings certify 
ing that the gas pipes and fixtures comp. 
with the foregoing rules. 

197—When for any reason it may be in| 
practicable to comply strictly with the for 
going rules, the Superintendent of Buildin; 
shall have power to modify their proyisio) 
so that the spirit and substance thereof she. 
be complied with. Such modifications sha 
be indorsed upon the permit over the sign) 
ture of the Superintendent of Buildings. | 


— 


Appointed Inspector at oo 
nati, Ohio | 


HE testing of plumbing in ci 
a cinnati, Ohio, is now under tl! 

direction of Chief Inspector A 
thur G. Hall, who was recently appointe 
Mr. Hall most creditably passed an e 
amination, receiving the highest ayera; 
against a long list of candidates. H 
knowledge is broad, both practical al 
theoretical, having been a practical eng 
neer for eighteen years and later tec’ 
nical instructor in engineering al 


Two Riverside, Cal., Master Plun 
bers Banquet Their Friends 
MOST delightful social evenil 

and banquet was given at Fai 
mount Park, Riverside, Cal., ¢ 

Saturday, July 27, to more than 0) 

hundred and twenty-five guests of Mess . 

Potter and Knight, two progressive al 

prominent master plumbers of th 

city. Among the many notables prese 
were the Mayor, and the Council, as we 
as many of the important business 
of Riverside. It was just a “good fello) 
ship” affair where every one laugh 

and chatted with every one else and t 

evening was most enjoyably spent. T 

menu provided by the hosts was a ( 

light to the epicure, the setting for t 

affair enlivened by music by an orchest!_ 

all combined to make the guests hapl 

The two hosts were recipients of mai 

expressions of thanks for the cli! 

evening provided. 


i 


Ruud Mfs. Co., Pittsburgh, 
Opens Display Room 
pee new display room bh 


ol 
fe 


| 
t 
} 
7 


been opened at 428 Penn avellt 

Pittsburgh, Pa., by the Ruud ‘al 
Co. G. C. Mahaffey, well known in tra 
circles and formerly with the Sanita 
Co., Cleveland, Ohio, will be in char’ 
and will have as assistants John — 
Dyer and Wm. Barr. The territo | 
covered from the Pittsburgh ee 7 
cludes Allegheny County. 
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a HEN a person builds a 
hotel, a residence, or in 
fact any structure, does he 
realize the importance of 
making a permanent record 
of the details involved in 

work? Does he really believe that when 

last finishing touches are put on, that 

- will be the last time he will want to 

w about this or that feature of its con- 

iction? 

do not intend to go into the subject of 

entire construction of any structure, but 

ply to take up the “plumbing” end of a 

ding. When the architect completes his 

is and specifications, we will say that 

, embody every detail as far as practic- 

He calls for estimates, and if the 
iences of a reputable architect prevail, 
owner awards the several contracts to 
best man, though he may not be the 
ast bidder in every case. The best man 
he one who can always be depended on 
urn over a complete and good workman- 
job. 

ut how many of these “best” men keep 

ystematic record of the work they do? 

number of master plumbers carry a 

l or other records of the material used 

the job but depend on their plan to show 

run and length of sewer, the outlets, the 
tion of the fixtures and the many other 
is of importance. 

ne may say, “Well, what is the need of 

scord? When my contract is filled that 

ufficient, and I shall have nothing more 
lo with the work.” 

robably not, and then again maybe you 

be called in for extra work in a month, 

ear, or several years later. The same 
lies to the architect, the plumber, and 
builder, as well as the numerous sub- 
actors. It is oftentimes the little details 

- count so much. 

ist stop and think a moment. How 

iy times do we hear of obstructed 

ers, an apparently simple detail, yet in 
ly cases you can’t find any one who 
ws how the sewer runs. It then be- 
es necessary to call in a plumber, and 
the obstruction cannot be plunged out, 

e him make an excavation in order to 

te the line of sewer and remove a por- 

_of same to get out the obstruction. I 

w of one case where a laborer dug for 

umber of days before the sewer was lo- 

»d, and when he had found the main, 

ground surrounding the opening pre- 

‘ed the appearance of mountains. This 

sssity of so much excavating causes not 

* the expense but the great incon- 

ences of having the place all torn up— 

worry of expectancy of a probable in- 
rite continuance of the nuisance. 

ELL then, what is to be done to 

Overcome such troubles? Let every 

owner retain 2 complete card 
rd of the details involved in the entire 
struction of the building. This cer- 
ly must prove of value in many ways. 
pose you want to make an alteration, 
addition. Consult your plans, your 
rds pertaining not only to the structural 
ures but to the smallest facts, and with 

e you will be enabled to figure more 

lligently and cheaper for the work in 

’, siloee | 

1 many of our principal cities, those 

es which control supervision over the 

tion of buildings in all its branches, 

) records of some kind of the different 

iches of the work, and these records in 

ly cases may be constantly referred to 
the general public. Yet even this con- 
ence is not the same as having your 

. set of records. 

peaking of city records, I believe those 

he Department of Plumbing in the Dis- 

t of Columbia are about as complete and 

ematically kept as any. To begin with, 

ore any plumbing work—new construc- 
work, or remodeling which requires the 


The Advantages of a Permanent 
Record of Plumbing Work 


ee” an ee ee OY 


inspection of the office—can be commenced, 
it is necessary for approved plans and 
specifications to be filed, and the application 
stating the name of the owner, plumber, 
number of premises, lot and square, with a 
detail of the work. A certificate of approval 
of the plans is then issued. 

The record is then commenced, there being 
three different forms in use, the “Inspection 
Record,” “Inspection Record of Remodeling 
Work” and the “‘Complaint” or ‘Request for 

” jacket. The latter is used for com- 
plaints of all kinds, and for requests for 
exceptions to the plumbing regulations. 

The data given in the application is trans- 
ferred to the “Inspection Record,’ and when 
the plumber takes out the permit to run in 
the sewer and water pipes, the number of 
the permit is inserted together with the date 
of issue. 

The record of remodeled plumbing is simi- 
lar to the foregoing form, except that in 
place of the data regarding “Cast Iron 
Sewers,” “Yard Drains” and ‘Test on Sewer 
by Water,” it has “Extension of ****” being 
reference to both cast iron and terra cotta 
sewers, and the length, and location, as well 
as size. The water extensions are also pro- 
vided for. 

These make up a complete and compact 
record of all details of the plumbing work 
installed in the particular building, and are 
permanent records, any of which may be re- 
ferred to at any time in the future, as the 
jackets, after a certain time, are filed in 
a fire-proof vault, properly marked and re- 
corded so that they may be found in a very 
little while. These records together with 
the plans and specifications would inform a 
person years afterwards just how the work 
was installed and should he want to find 
any covered part of the work, consultation 
of the plans would make it possible for an 
excavation, or a portion of a wall to be 
taken out and the pipe immediately located. 

Isn’t it really more necessary for an 
owner, and, in our particular case here, for 
the plumber, to keep a more systematic and 
permanent record of the work he does, 
rather than the Department of Plumbing? 
The latter is only interested in the case up 
to the time that the work is completed and 
to see that everything is done in accordance 
to the rules and regulations of the particular 
city, yet the plumber, or the owner are di- 
rectly interested for years to come. 

Get abreast of the advancing times. Im- 
prove your business by having at your 
fingers’ end information that may be of 
vital importance in the time of necessity. 
You will make for yourself a reputation 
that will be financially profitable. 


An Oklahoma Plumber Who 
Does Bis Thin&s 

UGO, Oklahoma, boasts of one of 
H the finest up-to-date plumbing 
and heating establishments in the 

West, that of Dan Hartwell. Dan for- 
merly resided in Moline, Il., but was 
tempted to locate in Oklahoma because 
{t was a growing section. His judgment 
has been substantiated, for he is now one 
of the most prosperous business men in 
his city and has recently executed a num- 
ber of plumbing and heating installations 
that are monuments to their designer. 
Two of the more important contracts 
just completed are the low-pressure 
gravity return heating plant in the Vree- 
land Building and the plumbing in the 
same structure, forty-five modern fixtures 
being required; the other was the plumb- 
ing in the Wells Hotel, the fixtures in 
this installation also being of the latest 
and most approved designs and materials. 
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GUARANTEED 


A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
It is different from ail others. 
In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechanics can make it. 
Absolutely dependabie. 
MONITOR agencies offer profitable open- 
ings for progressive heating men. Our 
proposition is liberal. Send forit. Your 
name ona post card brings it. 

Write now. 


Monitor Steam 
Generator Co. 
LANDISVILLE, PA. 


Just as your success depends upon your reputation, so 
your reputation depends upon the amount of trouble 
and money you save for your customers. Their lack 
of experience might lead them into a preference for 
expensive water heating apparatus if your knowledge of 
results did not lead them to select the 


Pierce 
LITTLE GIANT 


Water Boiler and 
Tank Heater 


which is just as convenient, far 
more durable and dependable, and 
vastly more economical. The 
great heating surface, large firepot 
capacity and free circulation of 
the Pierce Little 
Giant Insure per- 
fect satisfaction. 


Write today 
for complete de- 


Pierce Mark tails. 


Pierce, Butler & Pierce Mfg. Co., 
Syracuse, N. Y. 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 
West for the past 15 years. ,Easily 
cleaned and kept clean. Price 
fp eonenle. Sizes 500 feet to 20,000 
eet. 


Get the agency in your territory. 


Herbert Boiler Co. 
Root and La Salle Streets, Chicago, Ill. 
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HE installation of 
central heating plants 
for small institutions, 
groups of municipal 
» buildings, ete., makes 
it important that the 
well equipped con- 
tractor and fitter 
should know some- 
thing of this class of 
work. 

It is not intended 
in the present article 
to touch upon large 
and complicated 
plants, as this is 
more strictly in the field of the engineer, 
but to show how to design and install 
a simple outfit for a small cottage hos- 
pital, or other group of buildings, which 
it is desired to heat from a single boiler 
plant. 

An equipment of this kind, when not 
combined with the generation of power, 
is usually a simple proposition. The 
heating apparatus in the several build- 
ings is practically the same as though 
each were heated by its own low-pres- 
sure boiler, and the boiler-house equip- 
ment is very simple, being only an ordi- 
nary outfit upon a larger scale. 

While the distributing mains may seem 
somewhat formidable, they are laid out 
in exactly the same way as smaller pip- 
ing, and with certain arrangements com- 
monly used, the size may be kept down 
to a point where the work is easily 
handled by the average contractor. In 
connection with this, the writer recalls 
a case where steam for heating and ven- 
tilating a large college building was sup- 


Fig. 2— Pump and Receiver Used When 
Steam Pressure Is Greater Than 
Water Pressure 
plied through a 2-inch pipe some 300 or 
400 feet in length. The result Was per- 
fectly satisfactory, and the plant has 
been in regular use for more than fifteen 
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Satie saci 


aND HOT WATER 


Central Heating Equipmesel 


For Small Plants 


By CHAS. L. HUBBARD Chapter I 


years, holding up under hard service. 
This small size of pipe was made pos- 
sible by using steam at a fairly high 
initial pressure, and allowing for a con- 
siderable drop between the two ends. 


HE first step in laying out a plant 
J) Bi is to determine the boiler power 

required, and to settle upon the 
type of boiler to be used. The data upon 
which the power is based usually con- 
sists of the pounds of steam required 
per hour, and the square feet of radia- 
tion to be supplied. Steam required for 
laundry purposes, cooking, sterilizing, 
ete., can usually be approximated in 
pounds per hour, and this, divided by 
30, will give the corresponding boiler 


W 
N 
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ing coils? The maximum steam require- 
ments for various purposes outside of 
heating and ventilation amount to 600 
pounds per hour. 


Solution :-— 
3,000 2,400 1,200 375 600 
cae Pea ae ee ee ee 
100 120 60 75 30 


horse power. 

The capacity computed by the above 
method should be increased about 15 per 
cent, as a factor of safety, to cover the 
various radiation losses from _ boilers, 
mains, etc. 

Applying this correction to the above 
example calls for 95 * 1.15 = 109 horse 
power. Tubular boilers of the horizontal 


Fig. 1—A Valwed Feed-Water Connection From the City Water Main Desirable 
When Water Pressure Is Greater Than Boiler Pressure 


horse power needed for the installation. 

The power required for heating is ob- 
tained most easily from a table of ratios 
based upon the efficiency of the diffierent 
forms of radiation. Assuming for low- 
pressure steam, efficiencies of 300 T.U. 
per square foot per hour for circulation 
coil; 250 T.U. for direct cast-iron radia- 
tion; 500 T.U. for indirect cast-iron, and 
400 T.U. for aspirating coils or vent flue 
heaters, we have the relations given in 
Table I. 

TABLE I 


Square Feet Supplied by 
1 Boiler Horse Power 


Type of Radiat- 
ing Surface 


Direct wrought-iron coils............. 100 
Direct cast-iron radiators............. 120 
Indirect cast-iron radiators........... 60 
Aspirating. COUlSem cn aes ce eee 75 


Ezample: What boiler horse power will 
be required for a central plant containing 
3,000 square feet of circulation coils, 
2,400 of direct cast-iron radiation, 1,200 
of indirect radiation, and 375 of aspirat- 


type, with brick settings, are probably 
used more than any others for this class 
of work. They are low in first cost, 
carry a good body of water, which pre- 
vents a rapid fluctuation in the water 
level, and may be operated with a good 
degree of safety when properly con- 
structed and cared for. They should be 
designed for a working pressure of 100 
pounds per square inch with a factor of 
safety of 6. 

The pressure actually carried will de- 
pend upon the character of the work. 
If laundry service is included in the 
load, a pressure of about 60 pounds will 
be necessary for operating the mangles. 
On the other hand, if heating, cooking, 
sterilizing, etc. make up the work, a 
pressure of 20 pounds will be suffiicient. 
The maximum pressure is often fixed 
by that required to operate the return 
pump, which, in general, ranges from 15 
to 20 pounds. Although in some cases 


it may be possible to return the cond 
sation to the boilers by gravity, it 
usually much better to carry a hig] 
boiler pressure than is needed for he 
ing and reduce through a pressure . 
ducing valve. a 


N this way it is possible to maint; 
I an even pressure on the heating s 
tem, regardless of any fluctuation 
the boiler pressure. This is a very 
portant point in an extended system 
heating where there are long supply 4 
return mains. Systems of this kind y 
operate quietly after the press) 
throughout the mains becomes equaliz 
but any fluctuation in pressure y 
throw the system out of balance tem 
rarily, and cause singing and water-h: 
mer in the returns. For this reason, 
is sometimes desirable to install a 
ducing valve and return pump, « 
though the grades are such that | 
water will return to the boilers 
gravity. 
The ordinary form of cast- ica a 
heating boiler is not well adapted 
central plant work on account of 
limited size. Although a number n 
be in a battery, it makes a greater m 
ber of fires to care for and it is a 
rather difficult in some cases to mé 
tain a uniform water line where a nm 
ber of these boilers are tied togett' 
The additional expense of water+y 
boilers of the power type is hardly cal 
for in this class of work with the | 
pressures called for, and are not c( 
monly used, except where powal H 
heating are combined. ; 
Data relating to the dimensions 
horizontal tubular boilers has alre 
been given by the writer in a previi 
article (Dec. 1, 1910) and need not. 
repeated here in detail. 
As there is a tendency on the part| 
some makers to crowd too many tu: 
into a shell of given diameter to sec! 
the best efficiency, it may be well | 


Fig 


8—Gaskets 


Fig. 4 — A Go! 


Properly Placed Method for Han 
Inside of Bolt ing Flow ant 
Circle : Return Mains) 


repeat here in tabular form some of | 
more important data already given ’ 
the article referred to, adding, also, di 
for obtaining grate dimensions |! 
the best results for ordinary conditio) 


t 


TEMBER 18T, 1912 


Do you want a Valve that 
really gives satisfaction on 
a Vapor or Atmospheric 
Heating System? 
Patented 
Regulating 
Valves 
DO 
control 
the 
tempera- 
ture 


a oe 


The Davis Valve will 
use every heat unit. We 
don’t claim impossibili- 
ties but our Valve is a 
wonder. You can decide 
after your first trial. 


LOUIS N. DAVIS 
8 East Gay St., Westchester. Pa, 


The Dunham Trap 


is the cause for 


All Dunham Systems of 
feating Working so Well 


Here is What it Does 


eeps radiators drained of 
water of condensation 
and air without loss of 

steam and 

n performing this all im- 

portant function it does not 
clog up and lasts as long 

as the radiator 


We guarantee that the 


unham Trap will do the above 
lings, 


A postal card that you can 
rite inone minute’s time will 
ring Our Catalog ‘B’’—64 
ages, 


It’s worth your while inves- 


gating for it may bring doll 
)you. Write ee dny: ‘ - 


1. A, DUNHAM CO. 


Marshalltown 
Towa 


SS a, 
SS 


Thicago—343 §, Dearborn St. New York 
. Madison Ave. Philadelphia—18 S. 7th 

Fort Worth, Texas—Flatiron Bldg. 
aneapolis—715 Temple Court. Spokane, 
ish.—720 Realty Bldg. Indianapolis— 
: Board of Trade Bldg. Portland, Ore.— 
hawk Bidg. Kansas City—207 Reliance 
lg. Rochester—46 Clinton Ave. N. Salt 
ke City—210 Scott Bldg. Davenport— 

Security Bldg. Kalamazoo—210 S. 
cher St. Los Angeles—413 So. Los An- 
~ bt Beer aexte — Hoorn 8, Mack Bldg. 

, — rant Bldg. anadi. 

ctory—Toronto, Ont, ae - 


TABLE II 

Diameter Number Length Horse Power Maximum 
of Shell, of of Tubes, Horse per Additional Length, in Feet, 

in 3-Inch in Power Ft. Length of for Good 

Inches Tubes Feet Shell and Tubes Proportion 

42 34 10 20 2 12 

48 44 10 30 2.5 13 

54 54 12 38 3 14 

60 72 12 48 4 15 

66 90 14 70 5 16 

72 114 14 87 6 17 


The required grate area per horse 


power and the proper ratio of heating 
surface to grate area vary a good deal. 


The boilers should be provided with the 
usual trimmings, consisting of pressure 
gauge, safety-valve, water-glass, and 


BSO/LERF 


Fig. 5— Typical Layout of Mains Between Central Heating Station and Structures 


to Be 


depending upon the character of the fuel 
and the chimney draft. 

By assuming the probable rates of com- 
bustion and evaporation, we may com- 
pute the required grate area for any 


Ee oxeo a5 

boiler by the equation S —-——————_, 
EXC 

in which S = grate area, in square feet, 


E = pounds of water per pound. of coal, 
C = pounds of coal burned per square 
foot of grate per hour. 

Table III gives the approximate grate 
area per horse power for different rates 
of evaporation and combustion, as com- 
puted by the above method. 

TABLE III 


Pounds of Coal Burned per 
Sq. Ft. of Grate per Hour 


Pounds of Steam 
per Pound of Coal 


8 10 12 15 20 

lie ch oncud cape yaaa cagt OO me aeeS | Reou Ll 
Me ob 5 ee Comore © ASH .OSumenDa! ei2O ld 
eels Aon cin So i 4 neo 04 143° .86 .29 .22 
icra yaus ater cheese epdiiey ous C2 cert 9 AL ss 8 2d. 
Daa aidad cera oldioron Yirig ASE TERS ea) 


Assuming an evaporation of 8 pounds 
of steam per pound of coal, and a com- 


VIN RETORA 


STELAY SIAIN 


Heated 


gauge cocks. For low-pressure gravity 
heating, a gauge reading to 30 pounds 
is sufficient, but where the working 
pressure runs up to 60 pounds the gauge 
should read to at least 100 pounds. 

Pop safety-valves are best for this 
class of work, as they are not easily tam- 
pered with after once being set. They 
should be of ample size and set to blow 
at 5 to 10 pounds above the working 
pressure. Just enough leeway should be 
allowed so they will not open on ordi- 
nary fluctuations of pressure. 


T is always best to install a spare 
] boiler for use in case of repairs and 
cleaning. For example, in the prob- 
lem worked out, it was found that 109 
horse power were required, in which case 
it would be best to use three 55 horse 
power boilers. Two of these will give 
the necessary capacity and there will al- 
ways be an extra boiler in case of acci- 
dent or repairs. Although more ex- 
pensive at the start, it will add more 
than 30 per cent to the life of the plant, 


STRESS. (PEO. VALVE 


STAYI Jo 
BW/L DING 


TAAP 


BAILPINCE (VP 


Fig. 6 — Each Individual Heating System Connected Through Its Own Supply and 
Return Piping 


bustion per square foot of grate per hour 
ranging from 8 pounds in the smaller 
sizes to 13 pounds in the larger, it is a 
simple matter to determine the required 
size of grate in any particular case. 


and at the same time provide a safeguard 
against a possible breakdown in cold 
weather, which would be a serious mat- 
ter in case of a hospital or asylum. 


(To be continued) 
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“PEERLESS”’ 
Floor Drains 


Dehn’s Garage 
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These and our one hundred or more other styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN’S SANITARY 
SAFE GUARDS No. 16 contains many new and 
improved fixtures. Write today for full information. 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 


419-421 North 52nd Ave., CHICAGO, U.S. A. 
Long Distance Tel. Austin 543 


this trap, It has been in hun- 


dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 
Non- 
 Siphoning 
Trap 


See the deep seal 
and very large 
water body? See 
the way it is made? 
There you have 
the reasons. 


Send for particu- 


c D 
MCAULIFFE'S |, eb 


PATENT 


McAuliffe Non-Siphoning Trap Co. 
51-53 Pearl St. Chelsea, Mass. 


YOU ARE LOSING 
BY NOT USING 


( 


Plumbers’ Contract Forms 
1doz. postpaid 40 cts. 100 postpaid $2.50. 


Plumbers’ Estimate Sook 
100 Complete Estimates. Postpaid $1.50 


Duplicate Order Books 


75 order blanks and 75 duplicates in each 
book. Single book postvaid 25c. 
1 doz. books $2.40 


Discount Table (22 in. x 28 in.) 


Every discount a plumber needs. Large 
figures. Tack it on the wall in front of 
your desk. Postpaid $1.00. 


TIME CARDS 


2 kinds—For Contract Work—¥or Jolbing. 


$3.00 per 1000. 
Write us for our Special Offer tor March 


on Time Cards. 


~) 


Samples Free 
Send for Tool and Publication Catalogs 


R. M. Starbuck & Sons 


HARTFORD, CT; 
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CRAIG 
BOILERS 


May we Send a Cataloguer 


Williamsport Radiator 
Company, 


WILLIAMSPORT, PENNA. 


99 Beekman Street, 
NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 
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REMOVAL OF AIR FROM RADIATORS 


HE question of air 
removal from radi- 
ators and piping has 
always been the 
bugaboo of steam 
fitters. So few of 
them realize that 
proper piping design 
will free a heating 
system of air just 
as readily as a tea- 
kettle is freed when the water in it 
boils. With vapor heating, a 100 sq. ft. 
radiator with a %4” supply valve will 
heat at three ounces pressure, in less 
time than the same radiator on a one 
pipe steam job, with two lbs. pressure 
and a 2” radiator supply valve, and 
automatic air valve. 

Correctly designed and erected vapor 
heating jobs will heat their radiators 
faster than any ordinary steam jobs of 
any type, and just as fast as the best 
pump vacuum job that can be built. 


eee 


Rerven Riser 
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Cases are on record where radiators in 
buildings with vapor systems and large 
radiators, 500 feet away from the boilers, 
heated faster than radiators in buildings 
immediately over the same boilers, with 
ordinary steam heating well installed, 
steam being turned on both buildings at 
a pound pressure at the same time. 
This is because vapor heating jobs are 
open to the atmosphere. The air leaves 
them as readily as it leaves a teakettle, 
while with ordinary steam heating, the 
air must pass through a pin hole in each 
automatic air valve on each radiator. 
Less radiation is required in closed, 
than in open return vapor systems, for 


Chapter II. 


SOME FACTS ABOUT 
VAPOR HEATING 


ee 


pressure may be carried on the radiators 
if weather conditions demand it. 

With closed return vapor systems, the 
heat delivery from the radiators can be 
more positively controlled by the condi- 
tions of the boiler fire than with any 
other method of heating, not even ex- 
cepting hot water. More or less fire in 
a hot water heating system means a 
higher or lower temperature in the ra- 
diators, but this varying temperature 
requires hours to produce. More or less 
fire in closed return vapor systems 
means more or less of each radiator 
heated and this variation can be effected 
in a few minutes, if desired. 

Vapor heating gives lower radiator 
temperatures than water heating. The 
vapor is put into the top of the radiator. 
The rapid expansion of the vapor in the 
radiator produces immediate condensa- 
tion. The water of condensation trickles 
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A Typical Closed Return Vapor Heating Installation Now in Common Use for 


down the radiator loops and gives up its 
heat in the downward passage. The bot- 
tom of the radiator is cold and the top 
is much cooler than the temperature 
of the vapor at the boiler. A closed 
return vapor system will deliver heat to 
the radiators as long as any hot water 
job will. The only objection that can be 
urged against the closed return vapor 
system is the use of the automatic heat 
valve. 

There is always the possibility that 
automatic valves will not be automatic 
at times. The component parts of the 
types of automatic heat valves are so 
large and the apparatus generally used, 


BY J. M. ROBB 
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so simple, that there is far less pos 
bility of its failure to operate than th 
is for trouble from the sensitive dam 
regulator of the open return vapor 8 
tems. The chances for successful op 
ation with the least attention are my 
in favor of the closed return meth 
where soft coal is used for fuel. 
At least one of the leading promot 
of the closed return vapor heating 8 
tems will guarantee the operation | 
their apparatus for five years, so it ¢ 
be readily seen how little chance 
trouble the use of this type of appara 
gives. 
VAPOR HEATING SYSTEMS 
LARGE INSTALLATIONS | 
Roa has been made to 


i 


use of vapor heating on la: 


installations. There are many; 
these throughout the country, some 
them where as high as 100,000 sq. ft.! 


«| 
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(ie Natit oe 
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Both Large and Small Installations 


radiation are in use with distribi! 
mains extending as much 4s onea 
mile from the boiler-house. All of | 
plants operate successfully, and siv! 
sults for economy and maintenance ® 
no pump induced circulation ib 
equal. | 

Here again practice differs. | 

In some installations the trunk al 
are designed for a maximum press 
one-half pound. In others, steam = 
pressure is distributed to the v4 
buildings, where it is reduced to al 
pheric pressure. In either case, the? 
densation is returned to the boiler! 
by gravity and is put back intel 
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ers, either with feed pumps or by 
1mm traps, as conditions require. 
he question of high or low pressure 
ik mains is one to be decided by the 
ditions prevailing on each installa- 
. Low pressure trunk mains have 
r advantages, but in nearly every 
. they will be offset by excessive first 
and higher heat losses in operation. 
igh pressure trunk mains mean lower 
_ cost, less heat loss in mains and 
r steam in the distributing systems 
the buildings. The main objection 
. can be urged against them is the 
sation of the pressure reducing 
‘es. These have given such good ser- 
over so long a term of years that 
objection can be dismissed at once. 
eat losses in the mains increase more 
idly with increased main sizes than 
n increased pressures, so the ad- 
tage here is with smaller mains and 
ler pressures. 
igher main pressures mean, too, that 
boiler pressures can fluctuate within 
sr limits without affecting the heat- 
of the various buildings. This means 
the boiler-room service need not be 
high grade as would otherwise be 
ssary. 
he question of drier steam in the dis- 
uting mains in the building deserves 
e consideration than it has ever 
ived. The principle of steam expan- 
that has worked out so well in en- 
_ practice applies to heating appara- 
also. Steam reduced from 20 pounds 
he trunk main to atmospheric pres- 
in the distributing mains in a 
ding is practically dry and can be 
ulated with the least friction loss. 
will be urged that there is greater 
economy in generating low pressure 
m, say one pound, or less than there 
mn generating high pressure, say 35 
0 pounds, assuming the same degree 
ittention to the boiler fires in both 
s. This is because the transfer of 
is proportional to the difference in 
oeratures between the fire and steam 
vater in the boilers. The small loss 
, if there really is any, will, how- 
, be more than offset by the gain in 
ributing the drier steam in the build- 
This part of this discussion ap- 
3, Of course, to the distribution of 
steam only. 
here exhaust steam is available, the 
as must, of course, be proportioned 
he back pressure permissible on the 
nes, 
hen the use of exhaust steam is con- 
jlated, another factor must be given 
consideration. The heating load is 
lly heaviest during the early morn- 
hours when the exhaust steam pro- 
ion is lightest. When the maximum 
unt of exhaust steam is produced 
2 is often no demand for heat or 
little demand. The result is that 
o exhaust steam is at this time 
ed to the atmosphere. In most 
3 a careful analysis of the whole 
ition will develop the fact that the 
Ing proposition can be _ profitably 
‘ed on a live steam basis. 


‘ES FOR PROPORTIONING RaA- 
ATING SURFACE MOSTLY A 
MATTER OF COMMON SENSE 


| J HEN the question of underground 
main design is being considered, 

it is well to remember that the 
construction known is none too 
Pipe tunnels always should be 
if the first cost can be borne, for 


the cost of tunnels will, in every case, 
be returned to the owner many times 
during the life of his heating plant. 

kadiation. It is not the purpose here 
to discuss any method of calculating ra- 
diation, but a few remarks will be made 
concerning the use of common sense in 
proportioning radiating surface. No 
rules ever can be deduced for calculating 
radiation, that can be successfully ap- 
plied by anybody, for every case. Com- 
mon sense must be used, and the de- 
signer who has common sense will get 
results with his rule of thumb that will 
make his technical brothers wonder how 
he does it. 

It must be borne in mind that boilers 
can be forced by burning more coal in 
them, mains can be made to carry a 
larger load by increasing the pressures 
in them, but the heat delivery of radi- 
ators is practically fixed. Further, an 
ample amount of radiating surface main- 
tained at low temperatures gives the 
most comfortable room atmosphere. 

Vapor heating permits easy control of 
the heat delivery from the radiators. 
The heat delivery can always be cut 
down, but a small radiator cannot be 
forced to do the work of a large one. 

In every other engineering line, the 
designer always increases his results for 
factors to which he cannot give true 
weight, by using a liberal factor of 
safety. Heating engineers feel they have 
gone the limit when they have added 
10% for factors that they cannot con- 
trol, like poor building construction, air 
leakage, etc., yet the unknown quanti- 
ties they must assume in their calcula- 
tions are far greater than in any other 
similar work. 

A 25% factor of safety is little enough 
to add to theoretical figures when cal- 
culating radiation. In many instances 
even this amount is not enough. 

To secure even heating in a building, 
requires nice judgment in proportion- 
ing the radiating surface. Radiators on 
the exposed sides of the building must 
be increased liberally and so must radi- 
ators that are on the ends of the long 
mains. 

Rooms that open onto stairways need 
more radiating surface than they other- 
wise would. 

In these days the demand for fresh 
air is growing. People open their win- 
dows more frequently. All these things 
demand more heat and the heating engi- 
neer must deliver it. 

It is more economical to drop the tem- 
perature of a building 10 or 20 degrees 
at night when it is not occupied, or the 
occupants are asleep, than it is to keep 
the building constantly at 70 degrees. 
If this is done enough radiation must 
be added to quickly bring the building 
up to temperature in the morning or 
dissatisfaction will surely result. 

Churches and halls, that are heated 
only once a week, must have more radia- 
tion by at least 25% than if they were 
heated every day. Radiation in schools 
must be increased liberally, for no jani- 
tor is going to remain all night to keep 
the building temperature up in severe 
weather. Enough radiation must be in- 
stalled to bring up the building tempera- 
ture quickly in the morning. This re- 
sults in fuel economy. 

Every school-room should have enough 
direct radiation to compensate for the 
heat loss from walls and glass. The 
ventilation should be treated independent 


Add More Cerone When 
You Add More House 


ADMITTING that no more severe test could be 
given any boiler than that of meeting the rigid 
demands of economical greenhouse heating, you 
will at once see why the Burnham is so economical 
for residence work. It’s cast iron—made in sec- 
tions—add to the boiler as you add to the house. 
Send for new tall catalog. 


Lord and Burnham Co. 


Irvington, N. Y. 
Boston—819 Tremont Bldg. Providence—Allen & Reed, Inc. 
Minneapolis— Roberts-Hamilton Co. 
Johnstown, Pa.—Union Radiator Co. 


Troy, N. Y.—Aird-Don Co. 
Chicago—Davies Supply Co. 
Philadelphia—Haynes-Thompson Co. 


KEWANEE Smokeless Fire-Box Boilers 
ARE SMOKELESS 


The well known tech- 
nical engineers, Robt. W. 
Hunt & Co., say so after 
exhaustive tests with the 
cheapest of Illinois and 
Iowa coals. Their report 
shows less than one-quarter 
of one per cent of smoke. 


They show also an effi- 
ciency of 74.3 per cent for 
the “Smokeless” (using 
the same coals) as against 
51.7 per cent for Cast Iron 
Sectional Boilers tested 
by the University of Ili- 
nois. (See Bulletin No.31) 


Thereis a saving of fuel 
of over 43 per cent. 


Besides being the most perfect Smoke Eliminat »rs and the greatest Coal Savers ever made, 
they are the quickest and greatest Steam Makers known. 
They also meet the requirements of the most exacting Smoke Ordinances in existence. 


As an investment the “Kewanee Smokeless’ produces a larger dividend than any other 
featurein Apartment Houses, Schools, Hospitals, Theatres and Commercial Buildings. 


Don’t accept a substitute, for there is NOTHING “‘just as good.” 
Send for information now. 


KEWANEE, BSILER COMPANY: 


Kewanee, III. 


Chicago, New York, St. Louis, Kansas City, Salt Lake City, Los Angeles 
Sold in Canada by the Dominion Radiator Co., exclusively 


THE MAHONY 


Sectional Water Boiler 
The Boiler with the Good Points 


Made of cast iron, so heavy that it will not corrode 
or wear out. 


Mitnd 


Requires no brick work and can be set up complete 
in from one to two hours. 

Direct surface is so arranged as to be in a measure 
self-cleaning while its revertible flue surface is 
easily accessible for removing any accumulation 
of soot. 


Catalog for the Asking 


The Mahony Boiler & Radiator Co. 


ELROYEENAY « 


Will Please Mention This Journal 
when Writing to Advertisers 
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JARECKI MFG. CO. 
ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 

Motor Attachment. We 
can furnish Bolt Thread- 
ing Attachment for these 

machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 

Is it worth while to save ten cents on 

a valve when you know you will be lucky 

if you don’t have a dollar’s worth of trouble 
with it? 
You will find our Steam Brass Goods 
just what you want. Write us 


KINSEY & MAHLER CO. 
PEORIA, ILL. 


DUINAM 


“THE PRIDE o' NEW ENGLAND” 


XUMLIELS 


Steam or 
Water 


Send for Catalog 


Putnam Foundry 
& Machine Co. — 


Factory: Putnam, Conn. 
OFFICE AND SALESROOM - - 73 SOUTH MAIN ST., PROVIDENCE, R. L 


The GILT EDGE Prop- 
osition which we are mak- 
ing to progressive up-to- 
date fitters means money 
in your pocket. 


GILT EDGE Heaters and Boilers are 
distinctly QUALITY products. 

Let us tell you why the GILT EDGE 
Boiler shown here has three times the heat- 
ing area found in other heaters. 


Our catalog has the complete GILT 
EDGE story. 


Send for it 


SCHWAB & SONS COMPANY 


Milwaukee, Wis. 


so that the ventilating arrangements 
need be used only when classes are in 
session. Even with such provision the 
fuel cost of ventilation will be so high 
that the temptation to save money at the 
expense of ventilation will be constantly 
felt by every one connected with the 
school. 

Just bear in mind that in vapor 
heating the delivery of heat from 
the radiator can be controlled at will. 


N taking up the subject of hot 
water supply and its distribution 
in different classes of buildings 
for discussion, the writer realizes 
that there are, as a matter of 

course, many different opinions as to the 
most advisable method to use in -dis- 
tributing hot water lines and connect- 
ing up the returns, and that, without 
doubt, there are other ways (perhaps 
equally as good as those shown and de- 
scribed in the following). 

First, take for example an ordinary 
dwelling such as is shown in Fig. 1, in 
which are the plumbing fixtures usually 
found in a house of this size and also 
the kitchen boiler connected up with 
the range in the usual manner. 

Starting from the boiler, there is run 
a line of hot water supply up as straight 
as possible to the attic floor, where (after 
taking off the supply to the lavatory in 
the attic, or perhaps a bathroom) the 
line is run down to the second floor, 
where the branch for the second floor 
fixtures is taken off. The fixtures on the 
attic floor here act as an air relief to the 
system if one is needed. 

After the fixtures on the second floor 
are taken off, the line is carried down 
to the kitchen sink and then continued 
down to the laundry trays; from’ here a 
branch line, reduced in size, is taken 
back to the boiler; first placing a check 
valve before joining the circulating line 
to the water-back. The check valve pre- 
vents the drawing of water backwards 
from fixtures near the end of the return 
line and thus getting cooler water at the 
faucets. The laundry trays serve as an 
admirable drain, as they are the lowest 
point in the system, and can completely 
drain the whole line without the use of 
any special drain cock. 

ITH this scheme just outlined, 
W you have a first-class circulating 
system of hot water and should 
be able to draw hot water at any faucet 
immediately upon opening that faucet, 


water in the boiler, for the water is 
constantly rising in this line and as it 
loses its degree of heat it falls down 
and returns back to the boiler, where 
it is reheated and the operation re- 
peated continuously. 

Usually the hot water line in a house 
of this size and even larger is not carried 
in this manner, but is run up to a point 


Wo ann 
THE SCIENCE OF | 
MODERN PLUMBING 


By C. F. HERINGTON 
CHAPTER V am 
HOT WATER SYSTEMS o | 


provided, of course, that there is hot 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIE 


It is not like ordinary steam hea, 
where the radiator is all hot or 
cold, nor is it like water heating w. 
the great bulk of water to be heate, 
cooled makes any variation in heat 
livery a matter of hours. Of cours 
is possible to get too much Tadia ) 
even with vapor heating, but the mis; 
is far more likely to be in the , 
direction. ' 


(To be continued) 
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“A” and carried across as showi 
dotted lines to point “GC,” where, Ie 
branches are taken off for the fix 
on the second floor (if there are fix’ 
on the attic floor, a branch is run 1} 
them), then the line is carried doy 
the laundry tubs, where it ends. Im 
way, the water from the boiler dog 
have a chance to circulate, but lies) 
in the pipes, with the result that 
amount of cold water drawn upon 
ing a faucet is equal to the distanc 
tween that faucet and the boiler. — 

The cost of running a hot wate 
culating line as shown here againstl 


for Ordinary Dwelling 


ordinary hot water non-circulatin|> 
tem, would be approximately $30. 
cluding labor and material in a hoe 
this size. Of course, if brass 
used, the cost would be about doub 
amount. | 

In Fig. 2 is shown the hot wat\s 
tem of a small office building W 
now being erected in New York Ci } 
hot water lines being drawn just at 
are described in the specificatio 
pared by the firm of well-known! 
tects who designed the building. i 

The supply is carried across the! 
ing on the basement ceiling to t * 
thest stack from the boiler, a 
stack “A”—it is then carried uD *” 
pipe space (taking out the branch 


rs 


nie! 
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fixtures on the way up), to the ceil- 
pipe space, where it is carried hort- 
tally, end drops being taken off for 
various stacks, whence they are car- 
down and joined together in one 


] 


& High Point 
thet. 


Sfeck A 
Stack B 


Revere hive 


pee z CHeck Vo/ve 


. 2—Hot Water System in a Small Office Building 
{ , 


in New York City 


a return and carried back to the 
or, With a check valve on the main 
rn and valves and drips at the base 
ach drop. 

acks B, C, D, E, F and H serve only 
2 lavatories and should be reduced 
ize after serving the lowest fixtures. 


The proper way would be to make 
stack “A” 3” in diameter and 38” hori- 
zontally until the first three stacks—B, 
C and D—are taken off, then reduce 
the line to 214” until stack “G,’’ which 
is a 2” stack, is taken off 
when it can be reduced to 
1%”, which is the size of 
stacks. rH. 

Stacks B, C, D, E, F and H 
should be reduced at each 
floor after branches are taken 
off, and at the last fixture re- 
duced to 1%” return. Stack 
“G” at the last fixture should 
be %”, it being reduced in 
size in the same manner as 
the other stacks, so that all 
returns should be 1%” and 4” 
and the main return about 
11%4”, it being increased in 
size in the same way as the 
branches were reduced. 

F the system is laid out in 
I this way it will always 

give perfect satisfaction 
provided the boiler is of the 
required capacity. 

In order to find the re 
quired capacity of the boiler, 
it is necessary to assume cer- 
tain facts (which any one 


can test for himself) and the 
amounts given below as a basis of 
of hot water 


estimating the quantity 
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First floor men’s toilets: 3 lavatories 
(8 x 1 gal. x 20 times per hour) equals 
60 gal. 

Ladies’ toilet: 3 lavatories (3 x 1 gal. 
x 20 times per hour) equals 60 gal. 

Basement: Same as first floor, equals 
120 gallons, which gives a total of 1,710 
gallons. 

Under actual operating conditions 
probably not more than one-third to one- 
half of the entire number of fixtures 
would be used continuously at their 
maximum capacity, so that a boiler with 
a storage space of about 500 gallons and 
a coil capable of supplying 1,000 gallons 
per hour continuously should be more 
than ample, even for extreme cases. 

O heat the water in the boiler there 
ae is a choice of several ways—such 

as connecting up a hot water stove, 
gas heater, or what is far the best and 
especially in a large building of this kind 
is to have a steam coil inside and have 
it connected to the heating boiler in the 
hoiwe. 

If it is decided to use a coil in the 
boiler, the proceeding to find the length 
of the coil needed to heat the water at 
temperature desired is contained in the 


ATTIC TOILET 
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equals 1,100,000 B. T. U. per hour to be 
supplied by the steam coil. 

According to standard authorities, the 
transmission of B. T. U.’s per degree per 
hour from steam inside a 114” pipe of 
wrought iron to water outside is about 
145 B. T. U. per degree difference in 
temperature and the ratio between 
wrought iron and brass is as 58 to 87. 
Taking the average temperature of the 
water during the time of heating (120 
degrees) and steam at 5 lbs. (225 de- 
grees) the average difference in tempera- 
ture is 225 degrees minus 120 degrees or 
105 degrees; then the efficiency of a 
wrought iron coil of 144” pipe is 105 x 
145 B. T. U. or 15,300 B. T. U. per square 
foot of surface per hour. 

This being for wrought iron pipe, the 
efficiency of brass pipe (iron pipe size) 
is 15,300 times 87 divided by 58 or 
23,000 B. T. U. Then to supply 1,100,000 
B. T. U. it will take 1,100,000 divided 
by 23,000 B. T. U. or 48 sq. ft. of brass 
pipe surface, which is equivalent to 96 
lineal feet of 1144” brass pipe. The size 


of the boiler makes a coil of eight lengths 
of 10’-0” each, a good size; this gives 80 
feet, 


lineal and the headers, supply 


Fig. 3—An Isometric Diagram of the Hot Water Piping in Club House Near New York City 


ee scheme is shown as a fine ex- 
ample of hot water distribution, 

provided that the lines are made 
|proper diameters, otherwise it is 
se than useless. For example—sup- 
_ We make the stack “A” and the 
‘ly leaving the boiler 2” in diameter 
‘keeping this diameter the same size 
zontally and dropping it down the 
iis “G” 2” in diameter until the last 
re is taken off, when it can be re- 
d. Now, suppose the stacks B, C, 
=, F and H are each 1%” in size, 
ih they should be for five or six floors. 
i. the fixture on the stack “G” would 
pe getting the proper amount of hot 
- if any other fixtures are being 
iefly, it amounts to this—that in 
sning a hot water distribution, great 
| Must be taken in making the sizes 
ipes so that each fixture will get 
qual amount of hot water; of course, 
holds true to a certain extent for 
ld water system, but it is a more 
)rtant feature in a hot water system, 
he hot water will short circuit itself 
find the shortest return way back 
\e boiler if the sizes of the pipes are 
jlesigned with great care. 


required are clear and self-explanatory. 

Fig. 3 shows the isometric diagram of 
the hot water system in a handsome 
club house recently completed in the 
vicinity of New York City. The system 
is in brief quite similar to that just 
described for the office building in Fig. 
2 and the size of the boiler was based on 
the following list of figures and their 
probable maximum consumption of hot 
water per hour:— 

Attic floor: 4 lavatories (4 x 1 gal. x 
20 times per hour) equals 80 gal.; and 2 
lavatories (2 x 15 gal. x 6 times per hour) 
equals 180 gal. 

Second floor baths: 6 baths (6 x 20 
gal. x 2 times per hour) equals 240 gal.; 
and 6 lavatories (6 x 1 gal. x 20 times 
per hour) equals 120 gal. 

Cafe toilet: 2 lavatories (2 x 1 gal. x 
20 times per hour) equals 40 gal. 

Ladies’ toilet: 3 baths (3 x 20 gal. x 2 
times per hour) equals 120 gal.; and 4 
lavatories (4 x 1 gal. x 20 times per hour) 
equals 80 gal. 

Men’s toilet: 6 lavatories (6 x 1 gal. x 
20 times per hour) equals 120 gal.; 5 
showers (5 x 15 gal. x 6 times per hour) 
equals 450 gal.; and 1 bath (1 x 20 gal. x 
2 times per hour) equals 40 gal. 


following approximately correct table:— 

1,000 gallons per hour equals 1,000 
divided by 7144 x 60 lbs. or 8,000 lbs. of 
water to be heated per hour from say 
50 degrees to 190 degrees or about 140 
degrees rise, and 8,000 lb. x 140 degrees 


eet See See 


--------— 


, 


steam pipe and return will bring the 
number of square feet practically up to 
the required amount. 

IG. 4 shows an entirely new way of 
F running the hot water lines, not 

new to readers of THE PLUMBERS’ 
TRADE JOURNAL but simply in respect to 
what has been said before: The plan of 
hot water distribution shown in this fig- 
ure is claimed by many plumbers and 
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Fig. 4—A New Method of Piping a Hot Water Supply System that Has Proved 
Most Satisfactory 
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LAWSON 


(Latest Afodel) 
Single Coil, Cast Iron 
Jacket Heater 


This illustration shows the latest 
model Lawson single coil cast 
iron jacket heater equipped 
with high power burner and cast 
iron deflectors, (quite an im- 
provement over the sheet iron 
cones formerly used). Note new 
design of jacket. Made in three 
sizes, Nos. 6, 7 and 8. Get our 
H-11 Catalog for details. 


Lawson Manufacturing 
Company, 
Homestead Pennsylvania 


KITSON 
QUALITY 


HIGH GRADE 
STOP 


AND 
WASTE 
Manufactured by 


THE KITSON CO. 
Philadelphia, Penn. 
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architects to be far superior to any other 
schemes and many architects insist on 
plumbers installing the hot water lines 
in this way. 

In this layout the hot water main- 
supply is distributed on the basement 
ceiling and risers are taken off in their 


Pipe To Tank—* 
ee Past ionh JS py s7ems)! ‘ 


a 


Bronch To 
Supply 


2nd Fl Lov. 
(for Direct SysTerms) 


Fig. 5 — Lavatory Connection Taken 
From Top of Circulating Loop 
respective places and run to where the 
branches are taken off for the various 
fixtures on each riser. At the highest 
fixture a 144” branch is taken off as a 
return line and run down to the base- 
ment ceiling, where all returns are con- 
nected in the same manner as the other 
return lines which have already been 

shown. 

It is obvious that this scheme takes 
more piping than any of the others, re- 
quires more pipe space in the walls and 
partitions, and believed by some not to 
be nearly as effective a circulating sys- 
tem as some of the other methods. 

On the other hand, its advantages are: 
By having all the valves on each riser 
on the basement ceiling, you are able 
to have more complete control of the 
system, than by having the valves as 
shown on the other schemes in the attic 
space, where they are unhandy to get at. 
Another advantage in a large building 
with the hot water system laid out in 
this way, if for any reason you are not 
using certain parts of the building you 
can very readily cut them out or in as 
you please. Also in this arrangement all 
fixture supplies are taken off of the sup- 
ply line and not off of the return where 
cooler water prevails. 

Let a note to the plumbers be added 
here about hot water systems. If you 
are anxious to install a good job of 
plumbing, insist if possible on installing 
brass pipe in the hot water system, even 
if you don’t on the cold water, for the 
hot water corrodes more than cold, ex- 
pands and contracts and if galvanized 
pipe is used you are only giving some 
other plumber a chance to knock you to 
the owner about the poor job that 
you did. 

NE of the things which most often 
makes trouble on hot water cir- 
culating systems is air binding 

and unless the plumber is very careful 
in his pitching of the pipes he will have 
trouble and lots of it from this cause. 
It should be remembered that in any hot 
water system the supply lines must pitch 
up continuously from the boiler to the 
highest points of the system and at each 
one of these high points (if there are 
more than one) an air relief in the shape 
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Fig. 6—An Air Trap Like This Interferes 
With Circulation 


of a fixture connection or expansion pipe 
must be attached so that the air collect- 
ing at such a place (as it always does) 
will be drawn off through the pipe into 
the fixture or find its way out harmlessly 
through the expansion pipe. 


In Fig. 1 if there were no attic floor 
fixtures (a condition which often arises) 
the air collecting in the top of the loop 
would have to be taken care of in some 
other way. This could be accomplished 
by taking the lavatory connection on the 
second floor out of the top as shown in 
Fig. 5 (in which case the water pressure 
on a direct system would doubtless be 
sufficient to blow the air down the pipe 
and out of the lavatory faucet when it is 
opened) or by connecting the expansion 
pipe at the high point of the crossover 
and running back to the house tank in 
case of a tank pressure system. 

Even where all high points are air 
vented in one of the above manners it is 
poor practice to put a pocket no matter 
how slight it may be in any circulating 
loop. Fig. 6 shows the top of a hot water 
loop which is vented by fixture connec- 
tions at both ends but sags in the center. 
It will readily be understood that the 
cooler water will seek and have a strong 
tendency to occupy this lower portion 
of the pipe and will resist to some extent 
being forced out. This operates to re- 
tard the circulation and if the pocket is 
deep enough may cause an entire stop- 
page of circulation or force a short cir- 
cuit through some other loop if one 
exists. The first-class circulating system 
must be pitched carefully and continu- 
ously to produce good results. 

Fig. 7 shows a detail of the proper top 
connection of a hot water loop of the 
style shown in Fig. 4 where individual 
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Fig. 7-Proper Way Fig. 8-Air Will Collect 

of Making Top and Retard Circulation 

Connection in This Connection 

supplies and returns are run at each 
stack. From this it is plain that the air 
will rise up from the top of the loop 
into the fixture branch and not collect 
and retard the circulation as it would at 
point “A” if the connections were made 
as shown in Fig. 8. 

Another little point that it is well to 
keep in mind is that short circuiting 
to some extent is almost always unavoid- 
able owing to the increased lengths of 
some of the various loops on large jobs 
and that putting a valve in the supply 
branch (which is robbing the others) 
near to the header and then closing this 
partially will cure the circulation diffi- 
culty only. It makes other trouble, how- 
ever, by cutting down the water supply 
for the fixtures causing them to draw on 
the return line to make up the loss in 
supply... A much better idea is to place 
the throttle valve on the return connec- 
tions so that it will regulate the circu- 
lation in each individual loop and at the 
same time allow the fixtures a full sup- 
ply of hot water when the faucets are 
opened up. 

(To be continued) 
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Don’t be a “twister” in business. Don’t 
misrepresent, disparage, underestimate 
and underrate your competitor. There is 
room for all of us to do an honorable 
business, and the man who adopts Indian 
tactics, scalping friend and foe alike in 
his rush for business, is liable to be 
classed as a pirate in 


good society. 


Barnes’ Pneumatic Ratchet Doubie-Acting 
Pump With Air Cylinder | 


is the best and most powerfy! | 
pump made for use with Pney. | 
matic Water Supply Systems, The. 
leverage being compounded, 3. 
pressure of 100 poundsean be eas. 
ily obtained. It is so constructed. 
the air does not enter the water | 
cylinder preventing “Water | 
Pockets.” Write for circularsand_ 
special prices. 


The Barnes Manufacturing Company, 
Department P 
Mansfield, . - Ohio 
Manufacturers 
of over three hun- 
dred styles and sizes 
of pumps for. 
: all | 
purposes — 
also 
Sanitary 
Enam 


eled 
Ware, 


IT WILL PAY YOU TO INVESTIGATE THE ~ 


INCHAM SHOWER MIXER 


Maximum Comfort, Safety and Economy, — 
Write for free, illustrated descriptive booklet 
“A Good Mixer.” 


IMPERIAL BRASS MANUFACTURING COMPANY, 
1224 W. Harrison St. Dept. 184 Chicago 


The 
Herschle) 


Faultless | 
Ball Cock 


Tis the sim- 
plest and most 
durable _ ball. 
cock made, 
and a plunger 
that can't. 
stick and leak 
through. This 
is absolutely 
Guaranteed — 


Manufactured by 


HERSCHLER, 
Ashland, 0. 


A. D. 


Pneumatic 


RIF SYSTEMS © 


Supply WATER 


wherever you want it. The 
system operates with its own 
water powel 
and works 
day and night, 
winter and 
summer with- 
out attention. 


If you have a flowing Artesian 
Well, Spring, Brook or River 
on your property write for our 
Free catalog which gives de- 
tailed information. 


RIFE ENGINE CO., 
2111 Trinity Building, New York 
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Abundance of heat is easily and 


economically obtained in the home 
that boasts ofa SQUARE-POT 
BOILER. Square-Pot installa- 
tions are certain to the heating con- 
tractor who hardles this apparatus— 
his numerous and satisfied customers 
attest its reliability and economical 
efficiency. 


Why Not Investigate ? 


IMPORTANT—New and attractive 
literature has been prepared. Your 
inquiry brings the story of Square- 
Pot success in Heating. 


NEW YORK CHICAGO 
JERSEY CITY 
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THE “GENUINE” 
\\ wsretoseuee MURDOCK 


Anti-Freezing Hydrant 


is accepted as the standard.—We have made 
no changes in it since they were first made be- 
cause there was no way to make them better. 


Write for booklet. 


The Murdock Mfg. & Supply Co. 


CINCINNATI, OHIO 


THE MURDOCK 


Anti-Freezing 
Self-Closing 
Non-Pollutable 


“Bubble-Font” 


The Murdock “Bubble-Font” is a 
practicable out-door drinking foun- 
tail adjustable to any pressure. 
Entirely drains clean after each using. 
The valve is located below the frost 
line and no water remains where it 
can freeze. 


Sure and Simple in Operation. 
This is the first valve fountain 
and must not be compared with 
bubbling cups. The principle of the 
Murdock “Bubble-Font” is that of 
the Murdock hydrants. Known 
around the world. 


RADIATOR VALVES 


STEAM—HOT WATER 
GATE—UNION ELLS 


Our valves are all tested before they leave 


the factory. 


Every valve before it leaves the factory 1s in- 
spected by a staff of competent men. 
That means that you get a valve that is right, 


and you know that when you buy our valves 


your troubles are eliminated. 


OUR MOTTO: 


“High Grade Goods, 


Moderate Prices.” 


Detroit Brass Works 


Detroit, Michigan 


Wolverine Busy Week of Study 


and Frolic 


OR years past it has been the custom 
F of the Wolverine Brass Works of Grand 
Rapids, Mich., to get together all their 
salesmen from the four corners of the globe 
for a school of instruction, covering the en- 
tire line of plumbing specialties; and the 
week of July 8th was thusly taken up. 
The meeting was called to order by the 
president, L. A. Cornelius, who conducted 


SS 


oe Eas oe Oe ae 


The Entire Selling and Office Force of the Wolverine Brass Works at Their Re 


fay 
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Nova were in order. The dog and baq 
fight was declared off on account of not | 
ing able to get any one to hang onto the y 

After a most enjoyable day, the return { 
was made to the Wolverine Hotel, ang 
was reported on good authority that “1, 
Avery drove ten miles out of the Way, 
to his lights going out. 

As a finale, the representatives were ¢ 
ducted through each department of ; 
large plant from the moulding room to 
shipping department, thereby gaining a he 
knowledge of how Wolverine specialties 


Wes 


Annual Get-Together Celebration 


the instruction through the entire line, 
finishing with a most excellent talk on. sani- 
tation of trapped fixtures. This gentleman 
did himself proud, which only goes to show 
that another live wire has been added to the 
American Society of Sanitary Engineers, of 
which Mr. Cornelius was elected a member 
at the St. Louis convention recently. 

Sales Manager Thomas Lambourne’s talk 
on salesmanship was also most interesting 
and well recorded in the minds of his coterie 
of men, who are of the co-operative brand 
and stand by ‘‘Tom’? (as he is better known) 
like a troop of soldiers in war time. Short 
talks from others were in evidence through- 
out the session. 

Thursday, July 11th, was set apart as the 
annual day of recreation and rest, as it is 
understood that neither the company or 
their representatives ever sleep. A very in- 
teresting program was arranged by H. C. 
Cornelius, secretary and treasurer of the 
company, in the shape of an automobile trip 
to Cornelius Park at White Fish Lake. The 
summer homes of L. A. and H. C. Cornelius 
were turned over to the salesmen for the 
day. A chicken dinner and a fish supper 
were served a la Wolverine style. 

Sports for the day were in charge of F. 
Leon Goodspeed, Wm. Eastman and Jno. D. 
Hansen. Victory for the sales force was 
claimed in a baseball game against the 
office force, score being 9 to 7. W. H. Brooks 
was ordained captain of the office force, and 
Wm. Eastman, captain of the sales force. 
Happy Hegener carried away the prize for 
the fat man’s race, also for catching the 


built; also taken over the ground thai 
broken and foundation laid for a $150,00 
addition that is to be completed this 

The event closed with hearty hand-shi 
and each representative departed for 
respective territory with increased confid 
and ambition. = | 

Those attending were :— 

Geo. A. Abbott, Newman Adams, V, 
Adams, K. K. Archibald, Lew J. Aver) 
W. R. Bozeman, W. H. Brooks, Burt Bri 
A. R. Burt, J. A. Campbell, C. M. Chap 
Cc. S. Cornelius, H. C. Cornelius, J. Corne 
L. A. Cornelius, W. R. Cornelius, G 
Crawford, Wm. M. Eastman, N. 7. Fi 
W. G. Foster, F. Leon Goodspeed, W 
Hall, Jno. D. Hansen, C. F. Hause, 0 
Heagle, F. C. Hegener, P. G. Lambourn) 
L. Lambourne, A. S. Lamond, R. EH. La 
W. G. Lindeboom, Chas. B. Maxfield, ( 
Mick, Theo. Miller, O. M. Meusel, B 
Pinchin, E. Pulte, Wallace Qua, Geo. R) 
M. A. Stone, W. C. Watson, E. Wilde, 
H. C. Wylie. | 


a 

Outing and Ball Game of the H 

ford and New Britain, Cont 
Mister Plumbers 


HE Hartford and the New Br’ 

f Conn., Master Plumbers’ Associa 
played their annual ball game’ 

held their usual shore dinner at Sayin | 
Park, New Haven, Conn., on August 7, 
The ball game, as usual, was easily | 
by Tim Burn’s New Britain team, Tim |} 
self covering first base, the position he’ 
played on the Major League. It was) 
dent that Capt. Thos. Dunn of the Har 


“Happy”? Hegener Carried Away the Prize in the Fat Men’s Race, Also for Cate 
Largest Fish at the Wolverine Salesmen’s Frolic 


heaviest fish (see photo). In the tug-of- 
war, the sides were so evenly matched that 
a reward has been offered for the party that 
cut the rope. Many other games were in- 
dulged in, such as trap shooting, standing 
jump, 100-yard dash, three-legged race, sack 
race, boat ride, hop, skip and jump, etc., 
and for those that did not care to partici- 
pate, row-boats, fishing and trips on steamer 


team should give his men more bi! 
practice before playing the New Brita| 
again. ; 

After the ball game the party of 
enjoyed a shore dinner at The Sea 
Hotel, and later bowled and indulg« 
sports such as bathing in the salt wat 
Long Island Sound. 1 


Among the inyited guests were 
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The Mother House and 
Academy of Our Lady 
of Good Counsel, Man- 
kato, Minn., is another 
large institution in which 
KOHLER ware has re- 
cently been installed. 


We manufacture Porcelain 
Enameled Iron Bath Tubs, Lava- 
tories, Drinking Fountains, Sinks, 
od Counsel etc., in a large variety of patterns. 


Our ware contains new sanitary 
improvements not found in any 
other line, and wherever our goods are shown, these features readily appeal to the trade, and 
assist in making sales. It will pay you to investigate. 


J.MKOHLER SONS C0. 


SHEBOYGAN,WIS.,.U.S.A. 
NEW YORK. CHICAGO. SAN FRANCISCO. 


47 WEST 42% ST. SI4 FIRST NAT'L BANK BLDG !100!-IO99 MONADNOCK BLO'G. 


Every fixture bears our 
MAROON and GOLD 


Trade Mark Label guar- 
anteeing the quality. 
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BEAUTY 


OF 


ESIGN 


In the selection of the 
different pieces that go 
to make up the 


6 ” 
JOSICO 

line, special attention 
has been paid toward 
getting the classiest pat- 
terns offered in the 
trade. In addition to our 
requirements regarding 
material and workman- 
ship, we have insisted 
that the Designs are 
perfect. From our stock 
we can completely fill 
any order you may have 
in Plumbers goods. 


Our showroom is con- 
veniently located. 


<> John Simmons Co. << 


Main Offices 


110 Center Street 
New York 


Storehouse 


Bush Terminal 
Brooklyn 


Showroom 


48 E. 41st Street 
New York 
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Booth, president of the Connecticut State 
Association; R. T. Rock, state vice-presi- 
dent; Thos. Rourke of New Haven; John R. 
Troland, Norwich, Conn., and Sam Adams, 
assistant plumbing inspector of Hartford. 
The supply men in evidence were: Harry 
Fletcher and Mr. Stevens of The Plimpton- 
Hills Corporation, Hartford, Conn. ; " W. 
Stevens, The F. W. Webb Mfg. Co., Boston ; 
J. Lo Pureell- vot *rhe J.-L Purcell, +Coa:; 
Hartford, and Jos. Mayer, Hirschfield & 
Mayer, Boston. 
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Newark, Ohio, Outing of Master 
Plumbers One of the Best Ever 


HE Newark, Ohio, master plumbers 

I and journeymen held their annual 

outing at Picnic Rock on Thursday, 
August 15th, and every one present enjoyed 
themselves so thoroughly that when the 
time arrived to leave, no one wanted or 
was ready to go. 

Every one participated in one or more of 
the events arranged by an efficient enter- 
tainment committee for their amusement. 
As usual, the feature event was the base- 
ball game between the masters and journey- 
men, which, after a hot game, resulted in 
a victory for the master plumbers with the 
score of 8 to 3. The box score showed that 
the master plumbers: outbatted their oppo- 
nents by 18 against 8 hits, but made the 
most errors, 12 to 10. The real feature of 
the victory belonged to K. Reinbold, the 
pitcher of the team, for his wonderful con- 
trol at critical moments really saved the 
game. The winning master plumbers were 
as follows :— 

G. Nutter, S. O. Teaff, K. Reinbold, C. Se- 


ward, H. Dicken, A. Peters, C. A. Bigbee, 
A. Trimble and O. Holler. 


The journeymen’s team was composed of :— 


J. Pffeifer, A. S. Clark, P. Settles, J. Sie- 
gle, E. Schwock, A. Lang, W. Shannon, C. 
Edmonds and B. Daugherty. 


The members particularly enjoyed the 
repast prepared for them, and many expres- 
sions of commendation were heard. 


————_7-+-e—___—_ 


Great Event, The Outing of the 
Toledo Plumbers 


T is not every year that the Toledo 


plumbers feel able to take an outing. 
Some years there is too much business ; 
some years there is too little; while occasion- 
ally just a ‘plain grouch” steps in and no- 
body has the heart to suggest such optimistic 


Oruising on Whitefish Lake Was One of the Enjoyable Features of the Wolverine 
Salesmen’s Outing | 


The Handicap Wrestling Tournament Was One of the Interesting and Exciting 
Contests Among the Wolverine Salesmen 


performances as holding picnics. This year 
the question was timidly mentioned by some 
of the more courageous, and everybody re- 
sponded with a “Hip-Hurray.” 

After considerable discussion, the place 
was set as Sugar Island, the delightful little. 
resort at the mouth of the Detroit River | 
just across the state line, the ever-popular 
steamer Greyhound as the means of conyey- | 
ance, and August 10th as the date. 

Saturday morning, August 10th, broke 
bright and smiling and when the Greyhound | 
left the Madison Avenue Dock, a count 
showed that 300 smiling, happy plumbers, | 
plumbers’ better halves, and little plumbers 
had started out on the “time of their lives.” | 

There was music and laughter galore, the 
gay gowns and bright ribbons of the women 
and children adding much to the picturesque- | 
ness of the scene. Nobody fell overboard, | 
although one gay young Lothario, a budding 
master plumber, is said to have threatened | 
to throw himself in the lake because between 
so many fair damsels he was unable to de- 
termineeupon which to bestow his affections. 
One was the prettier, one was the cleverer, | 
and one had the best luncheon daintily be- 
stowed in a none-too-tight basket. Hvery- 
body was too busy to watch the outcome of | 
the young master’s love affair, but it was 
said by one purporting to be his friend that 
his choice finally rested on the “girl of the 
luncheon.” | 

The party arrived at the beautiful grounds | 
about noon and immediately proceeded to} 
enjoy an old-fashioned basket picnic just as 
they did at the Sunday-school picnics long, 
long ago. Like the proverbial Sunday-school. 
picnic, the over-worked shower came up and 
there was a great fluttering here and there| 
as everybody scrambled for the protection 
of the dancing pavilion. ’T'was but a sum-| 
mer shower, for a quarter of an hour and 
then everybody went out to see the masters) 
and journeymen play ball. There were five 
innings and at the close of the game the, 
journeymen, flushed and _ victorious, cele- 
brated the first ball game they ever won from) 
the masters. The score stood 4 to 2. Henry 
Weinstein pitched for the master plumbers, 
while journeyman Neeft sent out the light- 
ning twisters for the winners. Pitcher Wein: 
stein hotly denied that there was anything 
wrong with his skill but claimed that his 
eyes wouldn’t focus or his foot was lame 
he wasn’t sure which. The only thing h¢ 
was real sure of, was that he understands 
pitching as well as the next one and if h¢ 
had had proper backing things would hav‘ 
been different, and so on, and on, and on) 


: 
| 
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far as the imagination cares to followe 
trail. 
ictors and losers alike soon forgot all 
ut the ball game temporarily as they 
ched the various contests which furnished 
e side-splitting fun. The ladies cracker 
ng contest was perhaps the funniest of 
contests, The ladies were lined up in a 
‘and each was given a large soda cracker 
ch was to be eaten slowly. Having fin- 
d the cracker, they were required to 
stle, the one getting out a real whistle, 
- could actually be heard by the judges 
ig awarded the prize. THE PLUMBERS’ 
DE JOURNAL correspondent does not ven- 
» to give the names of the contestants in 
, as he would never be forgiven by the 
sex of Toledo. 
he fat man’s race was not as exciting as 
light have been, as there are so few fat 
nbers in Toledo. The contestants tried 
r best to look fat, but at the best it was 
ething of a travesty. 
‘hen the tug of war was put on, the mas- 
remembered their grievance occasioned 
the loss of the ball game and they suc- 
led in making the journeymen feel as 
igh there had really not been a contest 
ll. Besides these contsts there were run- 
; races for men, women and children, a 
ladies’ race (we would explain in this 
nection if we dared that this was more 
the real thing than—well we had bet- 
keep silent), a nail driving contest for 
es, who proved themselves better ‘‘knock- 
' than they are usually given credit for, 
a button sewing contest for men. One 
he interesting features of this affair was 
spectacular exhibition of G. W. Wood, 
) sewed the button onto his finger. SBe- 
s these, there were potato races, a sales- 
's running race and a bowl breaking con- 
by the ladies, who showed themselves as 
pt at breaking dishes as they are at 
art breaking.” 

Itogether there were 122 prizes awarded 
these were donated by the following 
is: American Supply Co., Buckeye Sup- 
Co., Maumee Rubber Co., National Sup- 
Co., Ohio Plumbing Supply Co., Pitts- 
sh Water Heater Co., and Standard 
» Coe 

C. Meissner spent his time fishing and 
e trailing up in time to catch the home- 
d boat with a tired look on his face. 


When questioned as to the fish he caught, 
he declared that he had caught several very 
large fish and when questioned as to where 
they were, he said, ‘‘Why, really now, I 
became so hungry after my exertions that 
I built a fire, roasted and ate them. There 
is really nothing better than a freshly caught 
fish roasted in clay.’’ As there is little clay 
on the island, his hearers unkindly intimated 
that they were skeptical of the story as they 
did not see the fish and were not even shown 
the bait. 

It was one of the most enjoyable outings 
ever enjoyed by the Toledo association and 
the moonlight ride home over the smooth 
bosom of Lake Erie was no small part of 
the enjoyment. 


oo 


Kansas City Master Plumbers 
Have a Big Time, July 3lst 


VERYBODY’S doing it; so the Kansas 
EK City, Kansas, bunch of master plumb- 
ers held their fourth annual picnic at 
Hockers’ Grove on Wednesday, July 31st. 
This grove is situated about fifteen miles 
from Kansas City, and was reached by the 
members and friends on a beautiful up-to- 
date chartered Pullman car, after one hour’s 
delightful ride through fields of corn and 
wheat. Of course, a number of the master 
plumbers could not resist the temptation to 
motor out to the grove over the splendid 
roads. 

After a bountiful spread a number of 
games and contests were indulged in, but 
the star event of the day was the baseball 
championship between the supply men and 
the boss plumbers. The game ended with 
a victory for the master plumbers with a 
score of 14 to 7. The members of the win- 
ning team were Messrs. Nilson, Simmons, 
Bernsen, Draper, Ray, Peterson, Gillett, 
Draper, Jr., and Dince. The vanquished 
men were Messrs. Van, Dan, Clark, Osgood, 
Gilhaus, Braden, Espenlaub, Griffith and 
Erickson. 

The representatives on hand were T. W. 
McKinney, Bunting-Stone Hardware Co., 
Kansas City, Mo.; Martin Wys, The Sani- 
tary Mfg. Co., Hamilton, Ohio; L. B. Mett- 
ler, Pittsburgh Water Heater Co., and James 
H. Mellody, U. S. Water and Steam 
Supply Co., Kansas City, Missouri. 


Awaiting the Crack of the Starter’s Pistol at the Toledo Outing 
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The best jobs are yours when 
you offer your customers the 
system that has steam, hot 


water and all other heating 
systems backed off the boards, 


from every standpoint— 


Vapor-Vacuum Heating 


eran yates 
Krichel YW System 


The owner and the architect are with you—they’re 
looking for you. The owner wants the simplest, most 
efficient system and the least expensive to run. The archi- 
tect wants the system that’s going to stack up with his own 


They both 
What 


work and that’s going to please the owner. 
want Vapor-Vacuum Heating and you can offer it. 
better co-operation could you ask? 


But that isn’t all the co-operation you get. Our en- 


vineering department is behind you on every job to assist 
you in making it the kind of a job that will bring home 
more business. 


Besides—now is the time to 


remodel old plants. Every unsatis- 


factory steam job in your neighbor- 
hood is an opportunity for you to 
put in a perfectly satisfactory Vapor 
Vacuum job. 


There is an endless market already established for 
you with a handsome profit in it. 


Write for the book now—and ask for enough 


copies to pass out to your best prospects. Vapor-Vacuum 


Heating (Kriebel System) means more and better business 
than you've ever done before. 


Vapor-Vacuum Heating Co. 


941 Drexel Building, 
Philadelphia, Pa. 


Write For Catalog No. A 12 and Give Us the Name of Your Jobber 
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(Patented) 


Warer HEATER 
& RANGE BOMLER 
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BY A. HERRING- SHAW 
Municipal School of Technology, Manchester, Bngiand 
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HE pipes for rain 
water drains are usu- 
ally of stoneware 
jointed with Portland 
cement and gaskin or 
witha bituminous 
compound, as is the 


tion. 

The pipes are laid 
to even falls in 
accordance with the 
rule previously men- 
tioned in connection 
with foul water drains. 
Where the pipe bed 
is faulty and where 
trenches of the foul 
water drains have to be crossed, a 6-in. 
layer of concrete 2 ft. wide is placed beneath 
the pipes. 

In laying the pipes in ordinary ground, 


Wwe A\A 
Secrion AB 


Figs. 16, 17 & 18—Joint Holes Are Exca- 
vated Under Socket Ends; Wedges of 
Concrete Hold Pipe in Position, 
Drain Pipe Laid in Concrete Bed 


joint holes are excavated beneath the sock- 
ets as shown in Fig. 16. When the pipe 
line is completed, wedges of concrete are 
placed on each side as shown in Fig. 17. 
These provide valuable support and prevent 
lateral movement during refilling of the 


Reraining wall 


Fig. 19—Main Drain Opening into Stream with Flap 
: : Valve and Air Inlet 


trenches. The principle is also applied to 
drains laid on beds of concrete as shown in 
Hig 8s 

The main drain is 6 in. in diameter with 
4-in. branch drains. It will be observed 
that only two manholes are provided, the 
control being obtained chiefly by the use 
of access openings. 

The main drain discharges into a stream 


case under considera- . 


which passes through the back part of the 
land, and is made rat-proof by means of a 
flap valve fixed on the end of the pipe. 
A junction is placed on the pipe line near 
the discharge end, and a 9-in pipe con- 
tinued to a height of 2 ft. above the ground 
provides for the admission of air for ven- 
tilation purposes, as shown in Fig. 19. 

All branch drains are made to enter the 
main drain in a circular manner. Junctions 
having their branches formed to an acute 
angle are sometimes used, the direction of 
the branch drain being accommodated by 
means of a slow bend of the requisite angle 
as illustrated at B in Fig. 20. 

Where it is necessary to reduce the di- 
ameter of the drain, it is accomplished at 
a junction or, immediately beyond the same, 
and by means of the fitting shown in Fig. 
21. The reduction is formed in the upper 
part of the pipe to avoid an uneven invert. 

The access openings are similar in prin- 
ciple to those used on the foul water sys- 
tem, but they are of stoneware instead of 
iron. At the foot of each rainwater fall 
pipe an access bend as illustrated in Fig. 
21a is used. This arrangement provides for 
a flow of air in either direction, and for 
the uninterrupted passage of rainwater into 
the drain. Formerly, a cast iron grid was 
used in the opening, but it was found in 
many instances that they were the recipients 
of the contents of housemaids’ buckets, 
thereby causing serious fouling of the drain. 
This defect was remedied by using solid 
covers of cast iron. 

N some schemes, traps are used instead 
I of access bends, but the writer is of the 

opinion that these are unnecessary, as 
under normal conditions the air of a well 
ventilated rain water drain is not of a foul 
character; moreover, the rain water pipes 
provide excellent exits for the drain air, 
without extra cost. 

The access chambers are usually of the 
“open channel’ type as illus- 
trated in Fig. 22. The chan- 
nels are formed of half pipes 
with benchings of cement 
concrete, or, bull-nosed white 
enameled bricks, as illustrated 
in cross section Fig. 23. 

Fig. 25 shows another 
method of channeling and one 
which can be adapted to the 
needs of any position. The 
branches are made to enter 
the main flow through the 
vertical bends N N N, which 
are constructed on the swivel 
principle, and can be turned 
to suit any angle. The bench- 
ings are formed of cement 
concrete troweled to a smooth 
surface. The channels are of 
the % or U_ shaped pattern, 
with receiver branches to ac- 
commodate the vertical spig- 
ots of the swivel bends. The 
horizontal sockets of the lat- 
ter have their upper halves 
cut away to facilitate the in- 
sertion of rods in case of 
stoppages. 

On each side of the princi- 
pal carriage ways, openings 
are provided to receive the surface drain- 
age into grit traps, which in turn dis- 
charges into the rain water drain. Fig. 
26 shows the construction of one form 
of detritus or grit trap. A perforated gal- 
vanized receiver is placed in the bottom of 
the trap to facilitate removal of the detritus. 

The high value of land in towns and 


cities is conducive to the massing of aand gaskin. In some schemes the pipes art 


| 


maximum number of houses on q mir 
mum area. This principle greatly 
plicates the problem of waste removal, sy 
renders necessary the adoption of modes | 
construction that would not be resgorteg 
in the case of houses surrounded by q ma 


gin of land. In the latter example the la 
ing of drains under the house is helq 
be bad practice, but in the town hou 
(which is usually one of a long row 
buildings) it is essential that the great 
portion of the waste removal conduits — 
placed within the area upon which the hoy 
stands. The house is flanked on each si 
by other houses, or by land belonging — 


Fig. 20— Branch Drains Enter Main | 
an Acute Angle 


the public authority; there is therefore 
other way at present devised of satisfactor| 
dealing with the removal of the waste matt 
except in the manner indicated in Fig. | 

Systems of this type require to be cai 
fully thought out in principle and deta 
Open trap inlets must not be permitted j) 
side the building, and the whole of the was 
water conduits must be impervious alike | 
air and water. 

Slight defects in the jointing of pipes 
making good jobs of access covers, etc, ¥ 
probably be responsible for an escape | 
drain air within the building, and which m 
cause grave illness, if not the death, of o 


Fig. 21— A Fitting Used Where Pipe Si 
Reduces. Lower Side of Drain Main. 
tained in Straight Line 


The materials must be of the best of th| 
respective kinds, and all the fittings mi 
be designed so as to automatically give f 


SecfFion 
We - 
aN 


Plan 


Fig. 21a— Stoneware Access Fittings ¢ 
the Foot of Rain Water Leaders — 


security against the advent of drain air? 
any part of the building. 

In the drainage plan shown in Fig. | 
it will be observed that the major port) 
of the basement is used for domestic offil; 
and that an open area is constructed in ® 
centre of the building and terminating | 
ground level where a glass roof gives col 
and light to the central apartment of § 
basement and to the surrounding apartme? 
At the back, an open yard and area eit 
and through which the branch drains ~ 
laid that receive the contents of the wi® 
conduits on the back elevation. i: 

It will be observed that the system is ” 
signed on the combined principle—the 1" 
water being conveyed through the foul wel 
conduits. 

The main drain is 5 inches in diam 
and passes through the building from b* 
to front at a requisite depth below the 
ment floor. The whole of the drains 
of cast iron pipes, waterworks  streni 
doubly coated with Dr. Angus Smith's ¢! 
position, and the joints are of metallic | 
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Where quality is essential the 

Black and Gold Label is your 

safe guard. It is only placed 

on goods which have passed our 

rigid inspection. You can depend on all 
enameled ware bearing this label 


Iron City is the Quality Line 


IRON CITY SANITARY MFG. CO. 
PITTSBURGH, PA. 
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The Mouat Vapor 


Heating System 


(PATENTED) 


Positive temperature control 
at each radiator. 


Heat With Hard Coal For Twelve Hours 


without attention. 


No air vents to bother with, 
no leakage, no noise, no 
odors. 


We prepare working plans. 


WRITE FOR BOOKLET 


Mouat Vapor Heating Co. 
1246-54 W. Fourth Street 
CLEVELAND, OHIO 


IF YOU ARE WISE 


you will not pass this by, 
but will send for a copy of 


House Heating by 
Steam and Water 


that excellent treatise on house heating by 
CHAS. B. THOMPSON 


“HOUSE HEATING 


By 


STEAM % WATER 


P.CURRLES B. THOMPSON. 


This book describes and illustrates the dif- 
ferent heating systems of today, and gives val- 
uae suggestions for steam and hot water fit- 

ers, 


SEND FOR A COPY AT ONCE. 
Price postpaid $3.00. 


THE PLUMBERS’ TRADE JOURNAL 
PUBLISHING COMPANY, 


45 West 34th Street, NEW YORK CITY 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


surrounded with a 6-inch armor of concrete 
where they are laid beneath the building, 
but the writer holds that such treatment is 
not necessary, and is in fact a waste of 
money; the pipes alone being sufficiently 
strong to successfully resist abnormal 
stresses. 

The pipes are lead at regular inclinations 
that are obtained in the manner previously 
outlined. 

ISCONNECTION of the drain from the 
D sewer is the practice generally 
adopted in most parts of Great 
Britain, although there exists a small but 


Sur face ae 


Fig. 22— Access Chambers of the Open- 
Channel Type Provide for Easy 
Inspection of the Drain Pipes 


strong body of opponents to this principle. 
It is generally admitted that most of the 
existing sewers are not constructed on self- 
cleansing lines and that a _ considerable 
quantity of deposit occurs on the bottom of 
the invert; also, the very varied character 
of the liquid received in sewers is con- 
ducive to the production of foul gases and 


Bull “nosed 


baie eo 
b aL i) é 


Cross sectrion : 
Fig. 23—Cross Section of the Open 
Channel Shown in Fig. 22. Formed 
of Half Pipes and Enameled Brick 


to the 
organisms. 
Sewers are vested in the local authorities, 
who are responsible for their repair and 
maintenance in a workable condition; while 
house drains are the property of the owner 
of the house, who is also responsible for 


propagation of specific micro- 


Concrefe 
benching/* 


Fig. 25— Plan and Sectional Elevation 
of Another Open Channel Where 
Swivel Branches Oan Be Ad- 
justed to Any Angle 


their being kept in a proper sanitary con- 
dition. Under the circumstances it is ob- 
viously the duty of the local authority to 
provide for efficient ventilation of their 
sewers by means other than the drainage 
system and vent pipes connected with private 
houses. 

Moreover, sewer gas being fouler than 
drain air, there is greater risk if the same 
be inhaled after escaping from defective 


Sere 
ae rus 


Fig. 26—One Form of Detritus Trap or 
Dirt Receptacle Commonly Used 


pipe joints, broken seals and the like. It 
must be admitted that traps are necessary 
evils but it is the writer’s opinion that the 
drain disconnection trap is a lesser evil 
than the presence of sewer gas in house 
drains. 

The advocates of “direct connection of 
drain to sewer’? make much capital out of 
the fact that the ventilation of the sewers 
of a district would be accomplished effi- 
ciently and economically by the adoption of 
such a principle. Against this it may be 
urged that it is not the business of the 
private individual to ventilate the sewers of 
the local authority. Moreover, the drain 
vents on houses in the higher parts of a dis- 
trict would act as exits for sewer gas, and 
those in the lower parts, as fresh air inlets. 
An approximately equal distribution of sewer 


less than 3 inches above the outlet, so tha; 
a slight cascade is produced at the tray 
entrance and which tends to effective seou,. 
ing of the trap. of } 


(To be continued) ; i 
ee 


The Portico Fitting & Supply Co 
of New York City Organized | 
ERBERT H. RAMSEY and Rober 

H. Hanna of New York City, witt! 

A. E. Drew of Bordentown, N, J, 

have formed a company to manufactur 
plumbing specialties and tools. T Hey 
firm will have headquarters in N 
City, but the location of the p 
not yet been decided upon. The 
is said to be $100,000. ; 


PO ‘ 
A Novel Means For Displ 
Sanitary Products — 


UNIQUE and clever schem 
A been developed by about 
manufacturers of sanitary 

ing fixtures and specialties in as 
arranged train of show cars fitted up 


display rooms for visiting the vario 
cities 


cars, will be composed of Pullmans ani 
parlor coaches for the accommodation 0 


train will be forwarded to the importan 
cities along the line, giving dates of a 


rival. Arrangements have been mad 
that the families of the manufacturer:| 


them. a 

Ohio, Indiana, Michigan, Illinois, Wik 
consin, Minnesota, Iowa, Missouri, N 
braska and Kansas will first be visitec 
then starting at Oklahoma City, Okla 


Flush fonk 3'0«2'0" 
iS 


a 


representatives may also : 
I, 


q 


gas through the various vent pipes on house 
drains would be impossible. 

The only reasonable objection to drain 
disconnection is the risk of the trap becom- 
ing blocked with deposit and thereby stop- 
ping the entire drainage system. Where 
this occurs it is invariably due to improper 
use of the drains, or a defective make or 
design of trap. The latter fitting must be 
so formed as to retain a minimum of water 
consistent with the formation of a 3-inch 
depth of seal. The trap inlet must be not 


Disconnecting frop 


Cy 
i 
Sewer He 


Fig. 27 — The Combined Principle Followed in Great Britain, Rain Water and Was 
Conveyed: Through Same Piping j 


stops will be made September 20th, — 
Bartlesville and Tulsa, Okla.; Septem) 
21st, Ft. Worth, Dallas; September 22 
Galveston; September 23d, Houston; Se 
tember 24, Beaumont, Texas; Septemb 4 
25th, Shreveport, La., and Little He 
Ark.; September 26th, Memphis, Ten! 
and Paducah, Ky.; September 27th, Nas 
ville, Tenn.; September 28th, Louisvil 
Ky.; Cincinnati, Ohio. iz 
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<eport of Legislative Committee 


COOO? 


at the National Convention, 
Salt Lake City 


OOOOOOOOOOOOOO 


HCOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOS) 


ENTLEMEN: — Your 
Legislative Committee 
having concluded its la- 


bors, begs leave to sub- 
mit for your information 
and disposition, the fol- 
lowing report. First of 
all your Committee de- 
sires to take this favor- 
able opportunity to ex- 
press its thanks to Presi- 
dent Eynon for the honor 
he conferred on its mem- 
bers by appointing them 
to such a_ responsible 
station in the councils of 
the National Association, 
one year ago. Deeply sensible of 
ionor, we have endeavored, to the best 
ir ability, to fulfill every duty of the 
; and trust that our efforts may meet 
your approval and acceptance. 
3 members of your Committee have had 
lerable correspondence during the year, 
ssing different ideas as to legislative 
sities and action in so far as the call- 
%~ plumbing was involved. The out- 
of this correspondence was the de- 
to send out a letter to the presidents 
ate associations, seeking information 
them as to what legislation was now 
rce, contemplated or under way, which 
ly or indirectly interested the master 
vers. During April of this year, we 
| a communication, forwarding same to 
state president, requesting information 
irious subjects. 

are pleased to report that quite a 
er of replies were received in response 
ir request, some of which enclosed 
s of laws, or proposed laws. We re- 
however, that every state president 
ot at least advise us, as to whether 
espective state had any legislation of 
st to us, sO we would know where 
nt work on the part of the National 
iation might prove the most needed 
ffective. 

g0 over in detail, and report fully the 
r received would make our report un- 
sarily lengthy, so we have selected 
particulars as practically cover the 
ct, that some general idea may be 
of conditions existing in the states 

from. With your indulgence, the 
r will be taken up by states, in alpha- 
1 order. 


bama, State President Chris. Bailey, 
mtgomery, reports that there is no law 
| State which requires the examination 
wter plumbers. He Says that about a 
ago an effort was made to have an 
assed providing for the examination 
licensing of master and journeymen 
ers, but it failed to become a law. 
ffort was made chiefly by the journey- 
As regards action favorable to sup- 
public comfort stations and the 
hment of the common drinking cup, 
lieves nothing has been done. He an- 
ed his intention to bring up all these 
‘s before his state organization with 
2pes that something might be accom- 
i in this direction in the near future. 
oo ae 
fornia. On behalf of State President 
J. Klimm, of San Francisco, State 
ary John L. E. Firmin, of said city, 
s that it is now some thirty-two years 
ince San Francisco began the task of 
ng about sanitary legislation, and at 
‘me it was the. only locality in the 
or on the Coast, that was taking any 
zed or concerted action. 
the time mentioned, after considerable 


of a city charter, San Francisco was 
’ to promulgate any ordinance such 


it was discovered that owing to the. 


as the proposed plumbing ordinance; conse- 
quently, it was necessary to appeal to the 
State Legislature, for the desired relief, A 
state law was passed providing what was 
known as an “Empowering Act,” which per- 
mitted a city, or cities, town or towns to 
formulate and promulgate through their re- 
spective authorities, such as health depart- 
ments, such plumbing ordinances as might 
be determined on. 

This law was in effect for a year when it 
was discovered through the courts that the 
act was unconstitutional, owing to the fact 
that it did not mention cities and counties, 
towns and townships, and it appearing that 
at that time there was but one city, which 
was also a city and county, in the state of 
California, and this one being the city of 
San Francisco, the courts decided that the 
act was special legislation and declared it 
unconstitutional. 

The Legislature of 1887 was then appealed 
to and an amended law was passed which 
eliminated the objections raised, notwith- 
standing this law was declared unconstitu- 
tional by the Superior Court on a techni- 
cality as to its working with reference to 
towns, etc., but up to this date the consti- 
tutionality of the 1887 act has never been 
carried beyond the Court of Appeals, but 
there was a case where it was carried to 
the Court of Appeals and the Court decided 
that the city of San Jose, for instance, had 
no right to punish a violator of its local 
ordinance because the state act of 1887 
was still in force and that it superceded and 
predominated the local ordinance of San 
Jose. This decision of the Court of Appeals 
has never been taken to the Supreme Court 
to pass decision as to whether or not the 
1887 act is a good law and still in force. 

On these reasonings and decisions, the 
District Attorney of San Francisco has re- 
cently passed an opinion up to the San 
Francisco Board of Health, wherein he 
takes the stand that since the Court of 
Appeals has not assailed the constitution- 
ality of the 1887 act, but on the contrary 
by its decision showed that it tacitly ad- 
mitted that the act is still in operation, 
therefore, he takes the position that the 
law is in force and legal until the Supreme 
Court of the state should decide to the 
contrary. 

What recently brought up this question 
as to the life or death of the 1887 act 
arose from the question as to whether the 
various cities had a right, under the local 
ordinances, to demand the examination of 
the master and journeymen plumbers, the 
journeymen having taken the attitude that 
it was mandatory under the said law for all 
cities in the state to require that all those 
who work as journeymen to undergo a 
satisfactory examination. This is the posi- 
tion in which the state law, if there be one, 
stands at the present time, though the com- 
mon impression is that the decision passed 
by the Superior Court, upon the said law, 
declaring it unconstitutional, killed it, and 
that consequently there has been no state 
law on plumbing since 1887, nor is there 
now; yet contrary opinions prevail upon the 
part of the Court of Appeals and the Dis- 
trict Attorney. 

Many cities and towns in the state have 
formulated and are practically enforcing 
local plumbing ordinances, and each one is 
doing so upon the assumption that the gen- 
eral state law regulating municipalities per- 
mits the enforcement of such ordinances. 

There is a state law which grants powers 
and privileges to cities which have charters 
and which charters have been approved by 
the State Legislature; and these charters 
give freedom upon the lines of what may be 
termed “home rule,” permitting each city 
to formulate rules which seem best fitted 
for its own good. San Franeiseo by and 
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“STANDARD”? GAS SAVING BURNERS 
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The “NO-SOL” Solderless Copper Floats 
Made to Last The Only Real Float Made 


Always Gives Satisfaction 


5 in. Round 


The secret of our success with the “NO-SOL” 
Float is the little rubber washer that is used 
in the seam, without this no float wouJd be 
tight, and the longer the rubber washer is in 
contact with the copper the more tight it 
gets as the rubber vulcanizes to both sides 
of the float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time, Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. All weaskis that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number of floats shipped each day 
2,500. We can ship more, send us your order 
and find out. 


Beware of Infringements 
Manufactured by The Ayling & Reichert Co., 
Toledo, Ohio 


Send for circular. 
J. H. GRIFFIN 
506 W. 26th St.,. New York City 


J. R. S. SIMPLEX FERRULE 


Make your own lead 
ferrules from random 
pieces of lead pipe. 
Used in connecting 
lead bends, simple to 
instal] by inserting the 
ferrule into the lead 
and pouring the small 
spicket joints as 
shown, connections 
made without wiping 
or solder, only onefire 
used to pour both fer- 
rule and hub joints. 
Made either in brass 
or iron. Ask your job- 
ber for prices or write 

he manufacturer. 


ee eer ere MFG. CO- 


echanicville, N. Y. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 


YEARS OF EXPERIENCE 


ed nearly twenty-five 
years to themanufacture 
of Fire Pots and Torches 


‘ 4 No. | 

— _ PUTRON MICH US A a 
No. 1 Fire Pot 

Price each $6.00 net 


CLAYTON & LAMBERT MFG. CO.,, 
Detroit, Mich., U. S. A. 


ies the order. 
Booklet—its free. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


through its Board of Supervisors, which is 
the legislative body of the city, adopted what 
is known as the “Plumbing Ordinance,” then 
passed same over to the Health Department, 
which is the executive body, empowered to 
carry out the laws as laid down by the 
said Board of Supervisors. Should the 
Health Department desire to amend the 
aforesaid ordinance, it would first be re- 
quired to submit the proposed alteration to 
the Board of Supervisors for its approval, 
before such an amendment could be en- 
forced. 

Because of the indefinite standing of the 
present law, or that of 1887, efforts have 
been made at divers times to have a state 
law passed which would be constitutional. 
On three different occasions such a law 
passed the Legislature, but each and every 
one was vetoed by the Governor, so that the 
conditions remain as they have since 1887. 

As regards public comfort stations and 
drinking fountains, much is being done. A 
large amount of data has been collected 
and the entire matter is being compiled for 
submission to the Sanitary Committee of 
the National Association, all of which we 
dare say will be very interesting. 


Colorado. President Chris Irving, of 
Denver, reports that Colorado has a state 
plumbing law which requires the examina- 
tion and licensing of all who wish to en- 
gage in the business of plumbing, either as 
master plumbers, journeymen, or inspectors 
of plumbing. The examination is both theo- 
retical and practical. The law applies to 
cities of 50,000 or upwards, known as cities 
of the first class. He says that the law, 
while not a perfect measure, has done a 
vast amount of good; and that the smaller 
cities are benefitted by the proficient plumb- 
ers who migrate to them from the large 
cities, bringing their knowledge of the law 
and its advantages with them. In this way 
the benefits of the law are made quite gen- 
eral in scope. 

As to public comfort stations, he says 
there is considerable sentiment developing 
all over the state and that while no legisla- 
tive action has as yet matured, he believes 
that his state will take its place in this re- 
gard with the other states, in the near 
future. 

With reference to the common drinking 
cups, he reports that the last session of 
the Legislature enacted a law which is 
meeting with general and spontaneous com- 
pliance. Sanitary fountains and drinking 
apparatus have been installed in all public 
buildings throughout the state and the rail- 
roads require every passenger to furnish 
his own drinking cups. 


Illinois. Your Committee understands 
that some prospective amendments to the 
present law of Illinois were contemplated 
as early as August of last year, but just 
what they were or what if anything was 
done we are not able to report, having re- 
ceived no definite information on the sub- 
ject. Possibly nothing came of the matter. 


Indiana. Former State President C. H. 
Maloney, of Gary, also a member of the 
National Legislative Committee, reports that 
at the last annual convention of the Indiana 
State Association, a resolution was adopted 
to have a State Legislative Committee ap- 
pointed and that said committee be in- 
structed to use its best efforts to have a 
law enacted which would compel all cities 
of the state to adopt ordinances which would 
provide for the installation of sanitary 
plumbing and its regular and proper inspec- 
tion, on the part of the authorities. It is 
his opinion that such a law would be su- 
perior to one which required the examina- 
tion and licensing of master and journey- 
men plumbers, because he believes such a 
law is too often a farce, as in many in- 
stances, most any one can succeed in obtain- 
ing a license, regardless of his fitness, or 
proper understanding of the business. 

Whether such sentiment prevails to any 
great extent among the various state asso- 
ciations, your Committee is unable to say, 
but it seems to be a new line of thought 
in this line of work, and may be worthy 
of consideration and discussion. As regards 
sanitary drinking cups, Mr. Maloney re- 
ports that in his own city bubbling drink- 
ing fountains are provided on the streets 
and in all public buildings, in accordance 


with the regulations in foree in that city. 


Kansas. State President A. P. Elder, of 
Ottawa, reports that when a member of 
the Kansas State Legislature, he endeavored 
to have the present State Plumbing Law 
amended so as to apply to all cities 
and places having water supply and sewer 
systems, instead of to cities with a popula- 
tion of 7,000 or over, as at present. The 
amended bill also provided that the examin- 
ing boards should be confined to cities with 
a population of 25,000 or over, and that 
those desiring to engage in the business as 
master plumbers or employing plumbers, or 
as journeymen plumbers, should apply to 
the city nearest their proposed place of 
business, or trade, for said examination and 
license. The bill was amended by the com- 
mittees on cities of the first and second 
class to have such examining boards in all 
cities with a population of 12,000 and over, 
and passed the House but failed to pass the 
Senate. 

Had this measure passed and become a 
law, all cities with water supply and sewer 
systems would have been compelled to pass 
ordinances providing for sanitary plumbing 
and ventilation, and the failure of its pas- 
sage was a misfortune to Kansas. Mr. 
Elder, who is also a member of this Com- 
mittee, says he hopes to meet with better 
success the next time. He reported, among 
other things, that the District Judge of 
Ottawa had declared the present plumbing 
law void, which caused the members some 
fear, but said they were making an effort 
to have the case appealed to the Supreme 
Court, notwithstanding that the City At- 
torney and most of the City Councilmen 
were opposed to taking any action as re- 
gards the aforesaid law. The eventual out- 
come of the affair will be anticipated with 
much interest and no effort should be left 
undone to protect legislation of interest but 
not now a part of the fixed statutes. 


Kentucky. Secretary W. W. White of the 
Kentucky State Association informed us that 
the State Legislature of his state would soon 
be appealed to for the enactment of a plumb- 
ing law, probably patterned after that of 
New York State. How far they have pro- 
gressed in the attempt, we have been unable 
to ascertain. It is hoped, however, that they 
have not dropped the matter. 


Maine. State President E. W. Goss, of 
Lewiston, informs us that the Maine State 
Association is young yet, and that whatever 
they undertake must be done in a careful 
manner, as there is as yet considerable sus- 
picion aroused whenever the plumbers ask 
for anything, it being looked upon as class 
legislation. We are pleased to report that 
through their efforts a law was passed by 
the last session of the Legislature, which 
gives each city and town the right to adopt 
local rules governing plumbing, where a 
sewer or water system exists. The law also 
provides that at least one member of every 
health board in towns or cities having sewer 
and water systems, must be a _ practical 
plumber. He reports that nothing is being 
done to promote legislation for the institu- 
tion of public comfort stations and drinking 
fountains. 


Massachusetts. State President James S. 
Cassedy of Cambridge reports that the 
present law, which was passed in 1893, and 
several times amended, provides among 
other things for the licensing of both master 
plumbers and journeymen plumbers by a 
State Board of Examiners, of which the 
principal examiner is a member .of the 
State Association and receives a salary of 


$2,000 per year, but does not have to give] 


up all his time to the duties of the office. 

This board issues annually a directory of 
all registered men in the state. The exami- 
nations were originally conducted by local 
boards, in the cities and towns of the state, 
until the adoption of the present law, which 
took effect in 1909. The Association op- 
posed the new law on the ground that it 
would be difficult to get men from outside 
the state in the event of labor troubles, 
owing to the time necessary to get them ex- 
amined and licensed. It is his opinion that 
the laws requiring licemses have not ad- 
vanced the interests of the plumber in the 
least, excepting, of course, the benefits ac- 
cruing from sanitary inspections, which he 
believes very necessary and important. He 
believes, however, that the master plumber 
might well be licensed and should be bonded, 
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of the Honeywell clock pattern Thermostat 


Can you imagine a more simple device of this kind—and it is just as depend- 
able as it is simple. 

The Honeywell Thermostat is not a big, unsightly affair to which the owner 
will object. It is very neat and attractive in appearance. The cut shows it three- 
quarter size. 


The Motor, the part of the Honeywell Temperature Regulator that actually opens 
and closes the dampers, is just as simple and compact, and is absolutely noiseless in 
operation—no buzzing, clattering, or banging noises when the dampers are opened 
and closed. No springs to rust and break. Operates by a 6 lb. weight always in 
plain view, and a single pull of the chain winds it sufficiently for several days’ 
operation. Dust and dampness does not affect it. 


The Honeywell Temperature Regulator keeps the home at any desired tempera- 
ture. It saves labor; saves fuel; saves doctors’ bills. It is made to last, and from 
the best materials obtainable and by skilled labor. It is guaranteed for 20 years. 


The Regulator comes to you adjusted and complete; ready to install. The 
Honeywell unconditional guarantee goes with every instrument. Honeywell Regu- 
lators are sold at the right price, and to the trade only. They are furnished by all 
leading jobbers. Write for booklet. 
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QUINN QUALITY CLOSETS 
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QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who 
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QUINN QUALITY CLOSETS 
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If you haven’t our catalog, send postal for it today. 
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Stop The Leak! 
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but to license the journeymen he believes is 
a mistake, as it proclaims a man competent 
to do plumbing work who is often unfitted, 
thereby raising a false standard. Such a 
law he believes impresses a customer that 
no matter what price he pays for his work, 
the law guarantees him good work, which 
is far from the truth. Therefore he be- 
lieves that the entire responsibility should 
be placed upon the master plumber, where 
as a matter of fact it must rest, anyhow, as 
no responsibility accompanies the journey- 
men’s license. 

As regards the matter of public comfort 
stations, he reports that the present 
statutes provide that in all cities of 14,000 
or over, such comfort stations shall be 
erected, also, as regards sanitary drinking 
fountains, the laws have abolished the com- 
mon drinking cup in all public buildings, 
schools, factories and trains. 


Nevada. State President Harry Kelly, of 
Reno, reports that there is no legislation 
whatever in his state, regarding to plumb- 
ing, or plumbers. He reports that they have 
legislation in view for the adoption of sani- 
tary codes in the state, and expects that the 
city of Reno will soon adopt a plumbing 
ordinance, which will accomplish much good. 


New Jersey. State President George 
Turner, of Asbury Park, reports that an act 
passed by the Legislature in 1911 gives to 
local health boards, in addition to powers 
previously invested in said boards, the right 
to pass, alter or amend ordinances, and to 
make rules or regulations within their re- 
spective jurisdictions for the purpose of 
regulating therein the practice of plumbing, 
to issue licenses, to create examining boards, 
consisting of three persons, namely, one 
master plumber, one journeyman and the 
inspector of plumbing, for the proper de- 
termining of the qualifications of any appli- 
cant for a license. 

Inasmuch as this law is not mandatory, 
it was the recommendation of the Legislative 
Committee of the New Jersey State Associa- 
tion at the last state convention, that the 
master plumbers interest themselves in their 
respective cities and endeavor to have a 
member appointed on their local health 
boards, so as to have an opportunity to 
assist in framing the ordinances and rules 
governing plumbing and plumbers, and not 
leave this matter to men who are less fitted 
to adopt said ordinances, which has usually 
been the case. The suggestion of the Com- 
mittee, if followed out, ought to result to 
the material advantage of the Association 
and its members, is the belief of President 
Turner. 


New York. Former State President John 
H. Moran, of Albany, reports that the old 
law of New York State, which provides for 
the examination and licensing of master 
plumbers, still remains intact, notwithstand- 
ing the repeated attempts on the part of 
the journeymen to have it amended so as 
to make it also provide for the examination 
and licensing of journeymen. Such a Dill 
was introduced in the State Senate last 
winter, by Senator White, but it failed of 
passage. This or a similar bill has to be 
opposed every year, it being the opinion of 
the State Association that the licensing of 
the journeymen would be of no public bene- 
fit, as all responsibility would continue to 
rest with the master plumbers as at present. 
The present law affects only the cities of 
the first, second and third classes, so that 
it has been the hope of the Association to 
have the law extended to the villages, but 
to this time not with success. A bill for 
this purpose was introduced in the Assembly 
by Mr. Gibeau, which was again defeated. 
This measure, however, he reports, is sure 
to pass in the near future, but some effort 
must be put forth by the members through- 
out the state to assure victory. ~ 

Mr. Moran reports that a bill introduced 
in the Senate by Senator Sullivan, which 
provides for separate bidding and separate 
contracts for plumbing, heating, gas fitting 
and ventilating apparatus, in all public work 
—state, county and municipal—passed both 
houses and received the Governor’s signa- 
ture, and is now a law. This measure was 
fought for over fifteen years and is finally 
a law. It spells the end of the general 
contractor in all government work in New 
York State, and ought to be an inspiration 
to other states to follow suit. 


Ohio. Through the courtesy of National | 
President A. C. HEynon, of Canton, and 
former State President Harry J. Smith, of 
Warren, we are able to report the adoption 
of a law by the state of Ohio, somewhat 
different than anything heretofore adopteq — 
by any state. President Eynon says in his 
communication: “The master plumbers and 
journeymen plumbers combined their efforts 
to induce the Legislature to create the 
office of state plumbing inspector, and the 
code followed.” The inspector works in con- 
junction with the State Board of Health. 
Ohio is the first state in this progressive 
step and, he says, we want to help other 
states in the same way. He offers help and 
invites criticism of the law. He advised us 
that he would send a copy of the code to 
each state president with a letter of expla- 
nation, if such met our approval. We ad- 
vised him that the suggestion met our ap- 
proval, but just how the matter was re-— 
ceived by the various state officers we can- 
not say, aS we have received no word from 
any of them, with reference to this code 
of Ohio. a 

Mr. Smith says that they do not claim | 
that the new code is perfect, but is a step 
in the right direction and they expect to 
improve it as time develops the necessity. 
The code provides for the appointment of a 
state inspector of plumbing who must be a 
plumber of no less than ten years’ experi- 
ence. The inspector is named by the State 
Board of Health and is under its jurisdic- 
tion. ‘The inspector’s duty is, under the di- 
rection of the Health Board, to inspect all 
public or private institutions, sanitariums, 
hospitals, schools, prisons, factories, work- 
shops, or places where men, women or chil- 
dren are or might be employed, and to con- 
demn all unsanitary or defective plumbing 
that may be found in connection therewith. 

Just how this law is working out, your 
Committee cannot say, but it would be 
interesting to have this matter explained 
by some of our Ohio friends, as no doubt 
there is much in it which might be emu-_ 
lated by other states with profit. 


Pennsylvania. Through the courtesy of 
Samuel W. Barnes, of Philadelphia, we are | 
able to report that the Pennsylvania State 
Association has a committee busy preparing | 
an act for presentation to the next Legis- 
lature, to secure a uniform plumbing code, | 
to be effective throughout the entire state 
Evidently they have had trouble in pro- | 
curing thé appointment of plumbing in- | 
spectors, especially in the smaller cities of 
the state, and the State Association is en- | 
deavoring to have plumbing inspection com- | 
pulsory in every city and township of the | 
state, and are losing no time in preparing — 
for the next legislative session, with that 
object in view. | 


South Carolina. National State Vice 
President A. D. Palmer, of Columbia, re-_ 
ports that he has under preparation a Dill | 
which provides for the examination and 
licensing of master and journeymen plumb- | 
ers, and hopes to get it through the coming» 
Legislature. His bill provides for a State | 
Board of Examiners. In his own city of ! 
Columbia they now have ordinances which | 
provide for the examination of master and | 
journeymen plumbers, which they find has) 
proven very beneficial to the trade. As re- 
gards legislation for the institution of pub- | 
lic comfort stations and the abolishing of | 
the common drinking cup, he expects to take | 
up this question also. There being no state) 
association in his state, the work and efforts 
of Mr. Palmer surely deserve special com-| 
mendation. 


Texas. Through the courtesy of Secretary, 
Ed. Braden, of the San Antonio Master) 
Plumbers’ Association, we are informed that | 
he made an effort to have a law passed by 
the last Legislature of his state, which pro-| 
vided for sanitary regulations as regards| 
plumbing construction and for the appoint- 
ment of a State Inspector of Plumbing, who) 
should also be a member of the State Board, 
of Health, and under its jurisdiction. He 
says the measure was killed in Committee 
of the House. He then drafted another more 
lenient bill and endeavored to have the 
Governor incorporate it in his call for 2 
special session of the Legislature, but failed. 
It is his purpose to follow up the matter 
with another bill to go before the next) 
Legislature and he hopes for ultimate al 
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. He further reports that they have 
excellent code of plumbing regulations 
is city, probably as good as exist any- 
re in the country, with an inspector of 
nbing, but that it required four years 
onstant effort to bring this about. He 
syeg the laws regulating plumbing should 
xxtended to the small villages and even 
the country districts, wherever human 
gs are housed, for complete protection 
the public health, and that all states 
ld make an effort to bring about such 
form in the present laws, which in most 
ot all instances apply to the cities only. 


tah. State President C. J. Higson, of 
Lake City, informs us that at the re- 
State Convention of the Utah Associa- 
they adopted a resolution to have a 
mittee appointed to prepare a bill to be 
»duced in the next State Legislature for 
examination and licensing of journeymen 
1bers and those who desire to engage 
he business as employing plumbers, said 
to apply to the entire state. The Dill 
provide for a State Board of Examiners 
that a universal sanitary code be incor- 
ted for the whole state. 
10ther matter they have under con- 
‘ation is legislation for the adoption of 
roper lien law, so that the master 
bers will be better protected than at 
ant, existing laws being inadequate. 
ill another bill which they hope to get 
r way is one for the awarding of pub- 
ontracts, so as to have the plumbing 
: and other branches let out separately, 
ar than by general contracts. It is 
evident that Utah will have much to 
ge its attention in a legislative way, 
the objects are well worth the efforts, 
we wish the Association every success. 
egards public comfort stations, he re- 
} that the Common Council of Salt Lake 
has the matter of ordinances to bring 
t such institutions, at the present time, 
that sanitary drinking fountains and 
are already provided for regulation, 
e trains and public places. 


sconsin. State President George F. 
e, of Green Bay, who is also a member 
nis Committee, reports that his state 
a plumbing law which was passed in 
but that they have been endeavoring 
ve an amended law passed which would 
‘ to all sections of the state, and not 
ly to the cities of the first, second and 
classes. The new bill came within 
votes of passing. It was introduced 
1¢ journeymen, but was O. K.’d by the 
er Plumbers’ Association of the state, 
1 assisted financially in the work. The 
provided for a State Inspector of 
bing and also required that the State 
1 of Health co-operate with the State 
d of Plumbing Examiners in making 
mmpulsory for every person desiring 
0 work as a master plumber or a 
eyman plumber to pass a satisfactory 
ination and be licensed. : 
= great objection to the legislation was 
‘xpense the system would entail upon 
mall communities, and this, he believes, 
than anything else, caused the defeat 
€ measure. He is now of the opinion 
a law similar to that which governs 
icensing of physicians, druggists and 
sts would be ample, by providing for 
ite Board of Examiners, and that all 
ers be compelled to pass a satisfactory 
ination before being allowed to prac- 
aS a journeyman, or enter the busi- 
48 a master plumber. He believes that 
aving a license fee of $50 attached, 
of the curbstone plumbers would be 
ikely to engage in the business. 
_Reeke also reports that he is work- 
Oo some extent with the State Board 
trol, in the hopes of having state 
let out by contract, rather than by 
g it done by the state journeyman 
er, Or prison labor. He is also en- 
ring to have the range closets abol- 
in state institutions, where used. 
regards sanitary drinking apparatus, 
lieves his state was the first to abolish 
mmon drinking cups, by legislation, in 
: buildings and on trains. It is evident 
Utah has done its share in the efforts 
made for better sanitary conditions 
laws, and that with continued ef- 
it is bound to accomplish every law 
may be desired for the public good. 


FINALLY. As it appears that there is 
much being done to perfect past, and in- 
augurate new legislation of interest to the 
craft, and there seems to be a conviction as 
regards the laws in effect, or desired, it 
would seem advisable to have either the 
Legislative Committee, or a special commit- 
tee appointed, to go over the whole affair, 
and endeavor to prepare a law which would 
apply to most any locality, or one which 
could be used as a copy. There seems to 
be no great need of so much confliction, as 
plumbing is plumbing everywhere, and with 
the advance of the science it is becoming 
more and more similar. To accomplish this 
work properly, the committee should have 
several meetings, after the facts desired are 
all assembled. These facts could be had 
by the committee co-operating with the va- 
rious legislative committees of the state 
associations, and when the next National 
Convention occurs, something definite could 
be reported and definite action be taken. 

We would also have this committee use 
its best efforts to have the plumbing work 
of all buildings for the National Government 
let out by separate contract, by National 
legislation if necessary, or by appealing to 
the authorities in charge of such matters. 
The evils of general contracting should be 
opposed everywhere, and a good place to 
begin would be with Government work, 
which would be an example of hope to the 
rest of the country. The only definite and 
satisfactory way to settle such matter is, 
of course, by legislative enactment, which 
plan we respectfully recommend. 

In conclusion, your Committee wishes to 
take this opportunity to kindly thank all 
who have aided it in the collection of the 
foregoing particulars, or otherwise assisted 
in the work at hand, also the trade press 
for its many courtesies throughout the year, 
in publishing our calls to the members and 
associations. 

JOHN H. Moran, (Chairman), 
Albany, N. Y., 
L. L. Lorp, Meadville, Pa., 
G. F.REEKE, Green Bay, Wis., 
A. P. ELprer, Ottawa, Kansas, 
C. H. Matoney, Gary, Ind., 
Legislative Committee. 
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Well Known Southern Traveling 
Man Gives Up the Road 


FTER having been traveling rep- 
A resentative of the Campbell Mfg. 
Co., Gadsden, Ala., for a number 

of years, Geo. W. Campbell has given up 
the road and is considering the erection 
of a manufacturing plant at either 
Chattanooga, Tenn. or Gadsden. Mr. 
Campbell still retains his stock in the 
Campbell Mfg. Co., and will continue as 


a director. The new plant will make 
plumbers’ specialties. A handsome 
watch-fob, bearing the Knights. of 


Pythias emblem was given Mr. Camp- 
bell by the employees of the concern, 
upon his retirement. It is expected that 
the new factory will start operations in 
a month. 

SRE an EEE 


Gould Mfg. Co.’s Employees Hold 
Outings 


LMOST 1,500 employees and friends 
A of the Gould Mfg. Co., of Seneca 
Falls, N. Y., well-known manu- 
facturers of pumping apparatus, were 
present at an enjoyable outing held at 
Cayuga Lake Park, N. Y., on Thursday, 
August 15th. A program of athletic 
events had been prepared as well as other 
features for the entertainment of the 
picnickers. Before leaving in the evening 
a bounteous luncheon was served, which 
was thoroughly enjoyed by all. Splendid 
weather prevailed throughout the day 
and every one voiced his appreciation of 
the splendid time spent. Prizes were 
awarded in the various athletic events, 
which were participated in by both the 
ladies and gentlemen during the day. 
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Three Reasons Why 
TRIMO TOOLS 


are the best for a mechanic 


TRIMO PIPE WRENCH 


1. They are made so strong that but few repairs are 
required. 


2. The inserted jaw in the Trimo Pipe Wrench, when 
the teeth are worn, can be readily replaced, thus 
adding 50 per cent to the life of the tool. 


3. Every part of every Trimo Tool is interchangeable: 
and can be replaced at small cost. 


StKEW ROD 
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TRIMO PIPE CUTTER 


SEND FOR CATALOG No. 100 
MADE BY 


TRIMONT MANUFACTURING CO. 


55-71 Amory Street Roxbury, Mass. 


Ask Your Supply House or 
Specialty Salesman for 


REDTEX or — BJAcKRo(k 


TRADE MARK TRADE MARK 


Rubber Elbows 
Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 
1% in. Extra Long 
% in. Pipe Con. x 1% in. Flu 
Wine mee ein: 
in. $5 \. to da ly bre Mae a 
in. £2 in * LY 


The Canfield Rubber Co. 


Railroad Ave. & Garden St. 
Bridgeport, Conn. 


1% in. Short 
ish Fittings 


“c 


“1901” 


Plumbers’ Rubber Elbows 


MEANS 
Complete Satisfaction 


THE 
H. O. Canfield Co. 
Bridgeport Rubber Works 


Bridgeport, 
Conn. 


Announcement 


In this space, in advertisements to come, will be shown a few typical styles of 


“WILWEAR™ 
Bathroom Fittings 


‘““WWILWEAR’’ BATHROOM FIT- 


of the trade have been using 
ae For those who haven't tried 


TINGS since they were first put on the market. 
‘*‘miltwear’’ let us state; 

‘‘~witwear’’ Bath Room Fittings include ‘‘Everything for the Bathroom’’ 
They are carefully made in a high polished and plated finish. The prices on these 
goods, quality considered, are very reasonable. They hold a good profit for the 


master plumber. 
At all times we carry in stock a large quantity of everything shown in our 
catalog ‘‘P’> and can always ship promptly. 
We stand back of our goods and thoroughly guarantee every article. 
SEND FOR CATALOG “'P” 


THE NOVELTY MFG. CO. 


Waterbury, Conn. 


Increase Your ANNUAL PROFITS 
from $1,000 to $5,000 


Every Month You Can 


Install a Few 


SUNLIGHT 
OMEGA GAS 


Machines 
YOUR CUSTOMER wants 


up-to-date gas light in his coun- 
try house and has the money 
‘‘Sunlight’’ Acet- 
ylene is brighter than Electric- 


to pay for it. 


ity, cheaper than Oil, safer than 
Candles. 


If you are in business to make money, you cannot afford to over-look the 


increasing demand of our Automatic Generators. Write for catalogue and 


dealers’ prices, and get your share of the business. 


The Sunlight Gas Machine Co. 
41 Warren Street, New York 


MAKE YOUR SPARE TIME EARN MONEY 


To EVERY PLUMBER who installs 

ea or water systems for the farmers, 
ere is an opportunity to make some 

REAL PROFITS. 

NINE-TENTHS of al! the new houses 

erected by farrhers nowadays are modern 

in every respect, including an up-to-date 


ACETYLENE LIGHTING SYSTEM 


SELLING ILLINOIS GENERA- 
TORS will not interfere with your re- 
gular work, in fact it just works hand in 
hand with your line. 


Monmouth Acetylene Electric Mfg. Co. 


Dept. “B” Monmouth, Ill. 
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HE Eastern Trade Golf Association 
TE held their annual mid-summer 

meeting on the links of the Mont- 
clair Golf Club, Montclair, N. J., Thurs- 
day, August 15th. It was a great meet 
and it was noted that twice the number 
of members attended this meeting in 
comparison with that of last year, there 
being in round numbers about thirty 
golfers on the grounds. 

The day was all that could be desired, 
and members who had never visited 
Montclair were delighted with these 
beautiful links. The morning play con- 
sisted in playing the 18-hole full course. 
The following participated, the winners 
of this event turning up in H. R. Watson, 
winning the first prize; L. Moore, second 


prize; and Mr. Lasher, third prize. The 
first and second prizes were silver 
medals; the third prize, a driver. The 


following is the individual score for this 


event:— 
MORNING PLAY, 18 HOLE 

Out In Hand. Net 
WH. Burnett sic. 46 42 12 76 
So TROVCrUSiiae.cvereuenetene ts 45 43 5 83 
Eis SWiatsOnrer i ericce 45 44 16 ais 
Need bOOKe Ts tenrceiers 47 51 12 86 
BG eM) byreisteiste obec 46 41 12 75 
Be Ja OlVierenenseyecstecr 52 45 10 87 
GIES Prizer. ny seis 51 48 12 87 
ASS SeATMASN AC tert. 53 47 12 88 
(OEE CR SENG bao cc 49 45 16 78 
IDpesiy Vewls Shel Geeta lots 53 57 24 81 
Ginnie Chasmer sane 43 43 6 80 
RB. Hunters vers 48 53 18 83 
Wis (Cue Niatlacks aac rene 51 48 24 75 
Ge HB ell ence an cece 42 51 0 93 
He SKE ORE Wie cktersisiocoe 64 74 36 102 
W. M. Cosgrove.....- 66 RL 40 97 
Tes INL O OTE eek-iencio~ ear iets 52 54 32 74 
PPP Ee RONCYcercralenctenene 68 70 36 102 
Rid) eELauixwellnrcr cts 53 47 14 86 
Bede ASM. telnet 46 47 15 78 
Walter B. Lasher.... 42 47 15 74 
De BsGarfields cc sere. 40 41 0 81 
A. McGonigle ....... 53 53 alee 89 
GO Mee SCOttsrcrocsereettele 57 49 29 V7 


WwW. G. Le Compte.... 59 54 32 81 

The nine-hole putting contest was won 
by Capt. J. B. Garfield, with a score of 
17. The low net selected score was made 
by HE. C. Molby, his score being 70, and 
he thereby won the much envied gold 
medal. 

In the afternogn the best foursome 
18-hole full course was played off, C. C. 
Hale and EB. S. Aitkin winning first 
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| Eastern Crade Golf Ass'n Hold 
; Midsummer Meet at Montclair, 0). J. 
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A. M. McGonigle and Capt. J. Bart 
Garfield at the Eastern Trade Golf Meet 


honors and securing handsome solid s 


ver medals. 


offered in this event. 
score of the various contestants:— 
Out Hand. N 


R. B. Hunt 
G. H. Chasmer 


W. H. Burnett 
S. Roberts 


GitG., Hale 
E. S. Aitkin 


L. Moore 
R. J. Hauxwell 


Frank K. Chew 
M. Cosgrove 


W.YM 
Cc. S. Cosgrove 
D. H. Rooney 
E. 


E. J. Oliver 


C. Seerizer. 
Armagnac 


W. B. Lasher 
W. C. Matlack 


B. J. AShmun 
G. H. Bell 


G. M. Scott 
W. G. Le Compte 
About 


fifteen of 


J 
\ 
J 
J 
Ve 
J 
\ 
Pe 
\ 
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J 
) 
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. 44 
- 40 
. 41 
- 41 
. 52 
Bi 
. 44 
. 44 
. 43 
. 40 


et 


41 


39 | 


39 


44 


51 


53 


40 


41 


46 


42 


46 


This was the only pri 
Following is t 


the members é 


Walter B. Lasher, W. G. Matlack, B. J. Ashmun, and G@. H. Bell on the Montc' 
Golf Club’s Links | 
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riends had supper at the club house, 
vhich took place about seven P. M. 
1, §. Prizer, the president of the associa- 
ion, officiated and presented the various 


yrizes. 
A vote of thanks was tendered to Mr. 


LUMBING conditions 
in and about Detroit, 
Mich., remain about 
the same, all firms 
reporting that they 
are busy and many 
with more work than 
they can possibly take 
care of. 

Edward Ryan, 134 
Grand River avenue, 
Detroit, Mich, is 
ready to move _ into 
his splendid new shop 
across the street. Mr. 
Ryan owns the prop- 
rty and erected the building himself to 
uit his own requirements. The office and 
hop will be in the first floor and basement ; 
storeroom and an apartment will occupy 
he upper floors. 


W. H. Taylor, 1513 West Fort street, 
etroit, Mich., will install the plumbing in 
. A. Mann’s residence on Taylor avenue. 


Jacob Zerga, 78 West Larned street, De- 
roit, Mich., will place steam heating plant 
1 the store building on Broadway owned 
y Goldberg Bros. J. W. Partlan, 51 Park 
lace, will install the plumbing. 

A. W. Schultz & Co., 815 Gratiot avenue, 
etroit, Mich., are installing heating and 
entilating systems in the addition to New- 


Pierson, at whose invitation the club 
visited Montclair. The President ten 
dered the association an invitation tc 
visit Philadelphia for their fall meet 
This was voted one of the most success- 
ful meetings yet held by the association. 


are now working on the plumbing. He is 
also doing the plumbing for factory and 
office on Selden avenue, erected by W. H. 
Hill Co. 

N. Dunbar, Hudson, Mich., has the plumb- 
ing contract in the new school-house, same 
city. Shields & Leadley, of Lansing, will 
install the heating and ventilating. 


Donald Miller & Co., Detroit, Mich., are 
doing the steam heating and plumbing in- 
stallations in the new twelve-room residence 
of Carl Fisher, president of the Indianapolis 
Speedway and the Prestolite Co., who is 
taking up his permanent residence in 
Detroit. 

A. W. Schultz & Co., Detroit, Mich., are 
installing the hot water heating and plumb- 
ing systems in W. C. Rand’s new residence 
on Cass avenue; the plumbing in F. A. 
Theisen’s residence on the Boulevard; and 
the plumbing in F. W. Klippel’s residence 
on Iroquois avenue. 


Recent plumbing and heating contracts 
awarded in Detroit, Mich., are: R. P. Beck- 
ham, 900 Hudson avenue, steam heating and 
plumbing in the six-family apartment build- 
ing being erected on Putnam avenue, by 
Mrs. W. A. Frazer; Louis Schmied, 385 
Beaufait street, the plumbing on the new 
residence of Dr. James Stevens on Law- 
rence avenue; A. Patz & Co., 869 Mack ave- 
nue, the plumbing in the two-family apart- 


A Busy Shop in Ionia, Michigan, that of Harry Gable, a Well-Known Hustler in 
that Territory 


berry School. This concern also have the 
work on the addition to the Field School. 


McKenna & Purcell, 752 West Warren 
street, Detroit, Mich., are installing steam 
heating in the store building on Rohns ave- 
nue. H. Knoth, 15 Heck Place, has the 
plumbing. 


R. J. Dudley, 685 Townsend avenue, De- 
troit, Mich., will install the plumbing in 
store and flat building of Jacob Golden, on 
Mack avenue; also the plumbing in the 
new addition of St. Andrew’s Benevolent 
Society, on Hast Congress street. 

The American Blower Co., Detroit, Mich., 
are the contractors for the steam heating 
system in the factory of Hastings Motor 
Shaft Co., Jackson, Mich. The plumbing 
contract in the same building was awarded 
to L. A. Nowlin Co. of that city. 

James H. Crumley, 284 Woodward ave- 
nue, Detroit, Mich., is erecting a four-story 
apartment building on 14th street. His men 


ment building being erected on Jefferson 
avenue, by the Delmont Land Co.; E. Stei- 
ner, 360 E. Fort street, the plumbing in the 
new school being erected on Townsend 
avenue. 


A Busy Master Plumber in Ionia, 
Michigan 

i E present herewith a photograph 
W of the interior of the plumbing 
establishment of Harry Gable of 

Ionia, Michigan, one of the leading 
plumbers of that city. Mr. Gable em- 
ploys a large force of men and keeps 
them busy all the year with numerous 
contracts. Many of the new buildings 
and residences in his city bear testimony 


to the skill and quality of the work 
turned out by this master. 
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BUSINESS QUIET? 


Push Gas Water Heaters—The profits are good and 
the difficulties few. The “Pittsburg” Co-operative 
Selling Plan will aid you. 


Many astute plumbers, recognizing the possibilities for 
profit, have given water heater sales the preference over 
regular plumbing work. 


A number of progressive plumbers will have “Pittsburg” 
Water Heater Exhibits at various Fairs this fall—just a 
fragment of the modern selling policy we have perfected. 


Write TODAY for details before your nearest com- 


petitor takes advantage of this superior selling service. 


Pittsburg Water Heater Company, 


Pittsburg, Pennsylvania 


Manufacturers of “Pittsburg” Center-Regulator 
Water Valve Heaters 


Branches in all large Cities 


Your attention is called to the fact 
that it is our policy to deal only with the 


legitimate plumber; that our first rule is 
“No goods shall be sold to anybody but 


regularly established plumbers, and no 
discount shall be allowed to anybody but 
the plumber.” 


We believe there is a field for an 
automatic water heater company that 
will conduct its business along these 
lines, and if you think so too, send for 
our literature today. 


Beler Water Heater Co. 


PITTSBURGH, PA. 


New York Display Rooms, 509 Fifth Avenue, near Forty-second Street 


See that ‘‘Water 
Control” 


Luke Warm 


Water Impossible 


Because the 


automatically CONTROLS THE 


WATER as well as the 


gas 


The ‘‘Water Control’ is a new water heater device 
which automatically regulates the flow of water in exact 


ratio to the supply of gas. 


If the gas be strong, the 


Water Control opens wide—if the gas be weak, it throt- 


tles down on the water. 


Thus it ALWAYS delivers hot 


water—luke warm water being a mechanical impossi- 


bility. 


After once adjusting the Thermax 
there is no further need for decreas- 
ing or increasing the hot water flow 
to maintain the desired temperature. 
The ‘‘Water Control’’ will automatic- 
ally regulate theflow of water to meet 
any sudden variation of gas pressure, 
any seasonable change of initial 
water temperature, or those emer- 
gencies due to cold snaps. The 7her- 
max hasa VARIABLE flow of water — 
NOT A FIXED FLOW of aset number 
of gallonsas other makes have. With 
a No. 4, the Water Control ranges 
from a small flow of cold water to 
four gals. OR BETTER, of hot water, 


The Thermax gives quicker hot 
water because it retards the water 


in the coils until the predetermined 
temperature is reached. It is a 
waste of time and gas to try toheat 
the first full flow of cold water 
through cold coils as other makes 
attempt to do. The Thermax princi- 
ple is tt AUTOMATICALLY 
CONTROL THE WATER—that is 
to hold it back and allow the gas to 
act on the retarded water more ef- 
ficiently. When the water reaches 
the desired degree—the Thermax 
‘Water Control’? opens wide and 
allows just as much water to flow as 
the gas can heat. 

The Thermax is the latest device “1913 
Model” in Automatic Heaters. Catalog 
58 P gives all information. Don’t let 
your competitor get the agency. Write us. 


WATER HEATER DEPARTMENT 


NATIONAL STOVE CO , Div. 
AMERICAN STOVE CO. 


LONG AVE., LORAIN. O. 
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TALK with Inspector 
of Plumbing Alfred 
R. McGonegal, Wash- 
ington, D. C., discloses 
the fact, however, that 
there will be no mate- 
rial change in _ the 
‘plumbing end” of the 
work as relates to the 
master plumbers and 
— gas fitters, inasmuch 
ae > as they will continue 
to report their work for inspection to Mr. 
McGonegal’s office and the work will be 
looked after by his force of assistant in- 
spectors. The change will materially affect 
certain office practices and work which has 
hitherto been in effect, with reference to those 
who have dealings with the office, and judg- 
ing from present indications there is going 
to be a busy season ahead if the filing of 
plans for new work counts for anything. 


THE PLUMBERS’ TRADE JOURNAL’S Wash- 
ington, D. C., representative dropped in on 
Hubbard and Durisoe the other day and got 
a picture of the two members and a few of 
their men in front of the shop. This firm 
opened up about three months ago at 618 


Messrs. Hubbard and Durisoe and Some 
of Their Force in Front of Their 
Shop, 618 E St., N. W., Wash., D.C. 


E street, northwest, although each member 
has been working at the plumbing business 
for some years past. They have a fine show 
room and shop, besides their office. At the 
present time their books show a number of 
good contracts on hand. THE PLUMBERS’ 
TRADE JOURNAL wishes them success in their 
undertaking and would suggest that manu- 
facturers place them on their mailing lists. 


P. H. Nealon, Washington, D. C., is do- 
ing the plumbing in a new residence at 
Brookland, D. C., on Franklin street. 


E. J. MeGolrick has just signed contracts 
for three new dwellings at 1340 to 1344 Park 
Road, northwest, Washington, D. C. 


Isadore Freund, Washington, D. C., is still 
booking some good contracts, among the 
most recent being twenty more houses. 


The work of installing plumbing in a 
number of houses on 138th street, northwest, 
Washington, D. C., has just been started by 
Charles T. May. 


A nice contract for plumbing has been 
made by the firm of James Nolan and Sons, 
Washington, D. C., in the new residence be- 
ing constructed at 2023 R street, northwest. 


Another one of the Washington master 
plumbers to journey over to Baltimore and 
take out a Maryland plumbing license is 


Ed. J. Hannan, of 907 9th street, northwest. 
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The W. G. Cornell Co., of New York and 
Washington, have just begun the plumbing 
installation on the new Interstate Com- 
merce Building at 1319-1321 F street, north- 
west, which will be one of the finest office 
buildings in the city when completed. 


It was rumored the other day that some 
changes were to be made in the plumbing 
regulations of the District of Columbia, and 
a number of the master plumbers were 
seen to throw up their hands and gall: 
“Help! Help!” 


Bids for plumbing work at the Smallpox 
Hospital, consisting of the installation of 
new sinks, and sewer and water connections 
for the same, were received by the District 
Commissioners recently, and contract made 
with Maurice J. Colbert. 


Among the new contracts recently made 
by John Gaghan, Washington, D. C., are the 
two new flat buildings being erected for 
S. W. Woodward in Eckington, D. C. Bach 
of these buildings contain about thirty com- 
plete bathrooms, and the material and fix- 
tures specified are all first class. 


Our Washington correspondent is ready 
to dispute the argument that there are no 
“sports” in the plumbing trade, for he’ ran 
up against a ‘deal’ the other day while 
calling on several of the prominent master 
plumbers in the District of Columbia. It 
seems that on a recent contract there were 
four plumbing bids put in, and that the 
highest of the four was a trifle over $4,000— 
the next highest was $25 lower, and the 
other two, identical. The bids were opened 
in the general contractor’s office, and he. 
was a little perplexed as to whom to award 
the contract, because both the lowest bid- 
ders are prominent and reputable men of. 
the trade there, and have all the facilities 
for promptly carrying out the work. The 
situation was relieved, however, when one 
of the plumbers proposed the awarding of 
the contract on the “toss up of a coin’”—and 
so they did—the “sport” lost the job, but| 
congratulated his competitor, and then set 
them up. 


Among a number of shops which have 
kept a force working all summer and which) 
are still busy with contract and repair work, 


Coberth, Hanes & White's Up-to-the 
Minute Establishment, 1111 H St., 

N. W, Washington, D. C. 
is that of Coberth, Hanes and White Co., Inc., 
located at 1111 H street, northwest, Wash- 

ington, D. C., the front of whose shop is 
shown in the accompanying cut. This house 
has been established for many years and is 
running a plumbing, heating and stove busi- 
ness of good proportions, each branch being 
in charge of a member of the firm fully 
proficient in his line of work. Mr. Coberth, 
one of the members of this firm, is 
first vice-president of the local association, 
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HE seventeenth an- 
nual convention of 
the Canadian Society 
of Sanitary and Heat- 
ing Engineers, held in 
Calgary, July 18th to 
25th, was easily the 
most brillant and 
successful gathering 
the Association ever 
held. 

That more than 
one hundred and fifty 
delegates from far removed points could 
join their Western co-workers in the 
meeting, covering eight days, speaks 


manufacturers to desirability of co- 
operation with the organization; this 
appeal was heartily met by manufac- 
turers in many ways; by their generous 
exhibits, by their attendance in satis- 
factory numbers throughout the entire 
convention and by the expressions and 
acts of their officers in private and in 
public. 

The Calgary Association was for the 
time being a big reception and entertain- 
ing committee, working in splendid har- 
mony and with most satisfying results. 
No one can be singled out—it would be 
unfair—all worked in a _ delightful, 
hearty manner that made one under- 


The Canadian Society of Sanitary and Heating Engineers and Their Friends 


abundantly for the feeling of unanimity 
among the Canadian engineers. 

That this feeling of confidence is justi- 
fied and that the meeting will be pro- 
lifie of much good, no one in attendance 
could for one moment doubt. Delegates 
came hundreds of miles and in some 
cases thousands, to attend the conven- 
tion, and the spirit actuating such mem- 
bers must be tne kind to produce results. 

Many important measures of interest 
to the trade were discussed and acted 
upon and a healthier tone must result 
between competitors and between the 
Society of Engineers and the manufac- 
turers. A determined and _ successful 
effort was made to draw attention of 


stand and appreciate what is termed real 
Western hospitality. 

“The doings” began on arrival of the 
Eastern contingent, sixty strong. They 
blew in, arrayed in linen dusters and 
quite prepared to make their presence 
known. No one could for a moment 
doubt that they had ‘“arrove’ and with 
eyes shut could, through auricular evi- 
dence, determine the Easterners. 

Their campaign song soon met with 
popular favor and wherever two fore- 
gathered there was related the interest- 
ing tale of the “Old Hen.” 

To release our readers from further 
maddening palpitating suspense, we 
quote the poetical effusion verbatim:— 


Who Gathered at the 


There was an old hen, and she had a wooden 
leg ; 

The best old hen that ever laid an egg; 

She laid more eggs than the chickens on the 
farm. 

Another little drink won’t do us any ha-arm. 

Soon the town went song mad; from 

most unexpected persons—in most un- 

looked for places—at most unearthly 

hours, the campaign song was heard in 

all its eloquent beauty—with all its 


delicate appeal—there was a note of defi- 
ance in it—a challenge—a proud decla- 
ration of confidence in their powers. 
“Another little drink won’t do us any 
ha-arm,”’ and it didn’t. 
Who was responsible for this Byronic 


ebullition, no one seemed to know. The 


“opinion was expressed that some one 


knew, but out of pity refrained from in- 
forming on the culprit. 
Some suspicion was cast on A. L. Mac- 


donald of Toronto, but he ‘‘modestly” 
disclaimed authorship, complicity or 
connivance. 


A posse was formed to run him down, 
but the posse got tangled up in the last 
line of the song and charitably forsook 
their mission. It was undecided what 
to do with him, if caught. Some being 
of the opinion that to make him repeat 
it forty times a day “without getting 
another” would be sufficient refinement of 
cruelty, making punishment fit the crime. 
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THURSDAY’S OPENING SESSION 
HE first day was mostly spent in 
48 renewing old acquaintances and 
making new ones. It was a huge, 
glorified love-feast. Most of the West- 
erners had come out of the Hast in the 
past few years and sincere, long and 
hearty were the hand clasps and friendly 
greetings. The city had been gaily 
decorated in anticipation of the arrival 
of guests, and Mayor Hornby was 
present at the first session to extend to 
the delegates the glad greetings of the 
city he so well represents. 
Mayor Hornby congratulated the as- 
semblage on the showing they had made 
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from the beginning of the convention. 
Mr. Bennett, K. C. M. P., addressed a 
few words of welcome to the delegates 
and proved himself capable of discuss- 
ing questions of interest to sanitary and 
heating engineers. 

He was followed by J. W. Richards of 
the Calgary Builders’ Exchange, who, 
after a few interesting remarks, gave 
way to Mr. Macdonald, representing the 
architects of Calgary. 

J. E. Walsh of Montreal, President and 
Alderman Yoemans of Toronto, thanked, 
on behalf of the Association, the speak- 
ers who had so cordially greeted them. 

In the afternoon the executives of the 
convention met and framed a list of im- 
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TEST BY 
SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


wo 
ol 
oo 
Pa 


portant measures to be discussed and. 
formed a plan of campaign for the en- 
suing days. . 
There were present: J. E. Walsh, 
president; E. J. Young, vice-president: 
John Watson, secretary; HE. D. Higgin-. 
bottom, treasurer; F. G. McKnight, Ha- 


THE ADJUSTO 


The Waste and Overflow Fitting 
You Will Eventually Install 


The heavy nickle plated fittings and 
tubing used in the ADJUSTO are 
made to last. The slip connections 
allow of several inches adjustment 
and joints made stay made. When 
the plumber installs the ADJUSTO 
he has the interests of 
his client at heart. Nothing 
cheap about this line. We 
can’t make them any better. 


(PATENTED) 


The Triplex Test Apparatus 


Tests old work or new 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and 


Leading Master Plumbers Frank T. Hawley of New York City. 200 
4 g 5 


Pounds of Militant Honeywellism — 
monton; H. Mahoney, Guelph; G. F. 
Franklin, Toronto; Lewis Le Grow, 
William Mansell, Toronto, and J. Marr, 
Calgary. 

The evening brought forth a delightful 
auto trip around Calgary and vicinity. 
It was thoroughly enjoyed by all and 
was designed to show and successful in 
showing a really wonderful growth of 
the “Diamond City” of the plains and 
foothills. | 


Calgary is a city of a splendid present 
WAB < ES ROS ( : O and a wonderful future. Started some 
aD twenty-five years ago as a Hudson Bay 


How can you decide if you haven’t 
looked the ADJUSTO over? Geta 
sample and prices. 


AMERICAN PIN CO. 


Waterbury, Conn. 


Mechanic’s time saved soon pays 
for apparatus. 
So simple any one can use it. 


FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn.; 
M. Glauber & Co., New York. 


o 


| 
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< 811 EAST 9TH ST., NEW YORK ween 
= achieve e prou istinction of being 
g Manufacturers of the ““NEVER-BREAK”’ Seat. second in the West only to Winnipeg. 

pe : Our seats are constructed of four pieces mitred, the joints being held firmly together The growth has been reminiscent of 
Z| wD a eine running into each end of joint and also two small dowels going an “Arabian Night’s Tale.” In 1902 the 
ss rough the large dowel making an absolute lock joint as ycu will notice by cut. population of Calgary was 6,000. In 1912, 
= The “NEVER-BREAK”’ Seat is made in all Styles, Shapes and all kinds of 61,000. It is the fifth commercial city 
a Wood. ; FOR SALE BY ALL JOBBERS — of Canada—the nucleus of one 0 

fs Galvanized wash tub covers, Galvanized flush pipes and everything in world’s most productive regions—one 0 

Z Plumbers woodwork, full line Medicine Cabinets. the greatest wealth producing areas. 


Beautiful.” 


66 
R oserrson” on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 


QUALITY 


a lee 


THE James Robertson Manufacturing Co. 
106-108 Hopkins Place BALTIMORE, MD. 


Al. Macdonald Showing How He “Didnt 


For Country and City Manufactured by Do It” 
Homes, Clubs, Public The Dayton a generous scale, with wide streets and 
Institutions. Apart- Pump & Mfg. avenues, well paved, clean and dry, 
ment Houses and Bath I Company forty miles of municipally owned and 


sei de chess 1) & Norwood Avenue controlled street car lines give a splendid 
Dayton, Ohio service in all directions. ; 
One had to.remark the beauty of the 


3 


ad 


* 
a 


EPTEMBER 1ST, 1912 


any splendid residences and it caused 
ttle surprise to be told that the build- 
.g permits in 1912 indicate operations 
ill exceed $12,000,000 dollars. 

The air of activity, of strong self- 
sliance, and absolute confidence was 
yer present and became delightfully in- 


ncoming and Retiring Presidents and 

Mrs. E. J. Young, Calgary 
actious. Among big buildings, one 
oted the immense C. P. R. Hotel, in 
ourse of construction, and the Hudson 
say Stores. Smaller buildings and 
ouses were myriad. 


FRIDAY MORNING SESSION 


RESIDENT WALSH called the meet- 
p ing to order at 10:15. The report 

of Credential Committees was first 
usiness. President Walsh’s address was 
masterly effort couched in the best of 
Inglish and delivered in a_ forcible 
tyle. It dwelt upon the most import: 
mt of subjects and devoted considerable 
ime to the relations between supply 
louses and the trade. We quote from 
he President’s remarks: “Force is not 
ight; strength, however, should be our 
im in order to protect ourselves against 
he unjust treatment sometimes accorded 


Miss Gordon, Mrs. J. A. Gordon, and Jim 

Walsh of Montreal 
by those who should really be our best 
allies.” He urged the different provin- 
cial organizations to greater activity, 
but counselled that in building they 
should build on a permanent basis. That 


they should have something real to offer 


In this Lighting System! 


Profit for Plumbers No SET SCREW to BREAK 


REGAR EXTENSION 
rLANGED BIBBS 
Make a tight true job 
SAME IN FULLER 


MANUFACTUKERS OF 


COMPRESSION WORK 
FULLER WORK 
GROUND KEY WORK 


THE REGAR COMPANY 


CLEVELAND, OHIO 


Sleeve 
Conceals 
Plumbers and Gas Fitters are mak- Adjustment 
ing large profits selling the Detroit 
Combination Gas Machine. There 
is a good profit on the Sale, and 
another profit on the Installation 


and the Gas Appliances. 
If you are not already selling this machine, 


you should start at once. It makes— 
Gas for Illuminating. 
Gas for Cooking. 
Gas for Laundry Purposes. 
Gas for all other uses com- 
mon to city coal gas at just 
&. as cheap or cheaper cost 


tl Ol} combination 
D Gas Machine 
FOR ILLUMINATING AND COOKING 
The standard for over 40 years. More 
than 15,000 in use in Residences, 
Stores, Factories, Churches, Schools, 
Colleges and Hospitals. It will pay 


you to investigate. Write today for 


fs)SEALS WITH OR Put in the White House by the U. S. Government 
mation and dealers’ ql 


F. E. CUDELL’S 


il Pat. SEWER-GAS and BACK WATER TRAP | 


ay TRAP For Wash Bowls, Sinks, Baths and Wash Tubs 
S %S, “%S, R.B. OHIO 


FLUSHOVALVES 


The recognized stand- 
ard flushing devices. 


complete 

terms. 
Detroit Heating & Lighting Co., 
42 Wight Street,  Getroit, Michigan. 


CLEVELAND - - 


Several styles to suit 
various tastes and con- 
ditions. 


Two specials shown 
eres 


Push button or handle 
with or without integral 
shut off. 


All valves made in 
our own factory and 
“each one tested before 
shipment. 


Write for catalogue 


FLUSHOVALVE CO. 


71 Greenwich Ave. 
New York City 


PLATE 35 
Plate 24 valve on our special Lipto 
Syphon Jet Closet 


OW many times have you been un- 
able to do a job, because your pipe 
machine was too small? How unsatis- 
factory it is to have a pipe machine in 


your shop, and have a job come in a 
size or two larger than your machine. 
Makes you wish for a larger machine. 


We can furnish any size up to 18 inch. 


—GET THE CATALOG-—— 


Bignall @ Keeler Mfg. Co., “P’*iiinois 


Illinois 


354A 


Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


GRIPS EVERYTHING 


On a square A combination tool for every emergency. Grips them 
Bead all—pipe, bends on fittings, valves, flanges, surfaces of 
all kinds. The V_ Jaws between its regular jaws do the trick. 
Has many other time and labor saving features of great importance to the user. 


A GOOD TIP—GET THE BEST—TIME IS MONEY 


Made in 
Buy Direct of Your Jobber 
or Dealer 
KROESCHELL BROS. CO. MFRS. 


444 W Erie St. CHICAGO 


On a Round 
Bead 


Write for 
FREE BOOK 


To Plumbers and Master Fitters 


HE keynote of success in selling Underfeed Boilers is sounded in this easy- 
to-prove declaration: “You can cut your heat expense % to % by in- 
stalling an Underfeed.”’ It will pay you to write TODAY for our exclusive 

Sales Agency Proposition. You can tremendously increase your business 
by handling the 


WILLIAMSON UNDERFEED BOILER 


The Bristol Columbia Supply Co., our dealers 
at Vancouver, B.C., Canada, write: ‘‘Under- 
feed boilers have given the utmost satisfaction 
in all cases and from our standpoint as dealers 
they have proven by far the most satisfactory 
heaters we have ever handled chiefly because 
all our clients are so well satisfied with the re- 
sults obtained and also that the goods are right 
in every sense of the word.” 

Every Underfeed Boiler sold means a satisfied 
customer and an all-time booster for you. 

Our Sales-Helps to dealers are many. Let us 
tell you about them. 

Our SPECIAL offer to put an Underfeed 
Sample Boiler on your floor as the greatest aid 
to salesmanship will surely interest you. 

Don’t delay. Write TODAY for FREE Catalog 
and Proposition-To-YOU. 


Services of our Engineering Corps are FREE, 


THE WILLIAMSON FOUNDRY CO. 


438 West Fifth Ave., Cincinnati, O. 


the prospective members. The Presi- 
dent’s address was received enthusiastic- 
ally. Messrs. Mansell and Clapperton 
moved and seconded that address be 
forwarded to Resolution Committees. 
Then followed interesting and well 
reasoned papers from Vice-President 
Young, EH. Dexter of Nova Scotia; KB. 
Lewis Le Grew, provincial vice-president 
of Ontario, and all the different pro- 
vincial reports. The meeting then lis- 
tened to careful reports from the Legis- 
lation Committee, Sanitary Committee 
and the report on heating and ventila- 


Two Generations of Weir—W. Weir, the 
“West” Pitcher, and His Father 
tion as well as a very interesting re- 
port from the Apprentice Committee. 
The report of Secretary Watson was 
one of deep interest to the meeting. It 
told of the solid improvement met with 
during the past year, and contained 
such valuable advice as one would ex- 

pect from such an old warrior. 

On Saturday most of the delegates and 
their friends journeyed to Banff and 
Laggan, quite a few remaining over 
Sunday to enjoy the natural. beauties 
nature so freely lavished on this entranc- 
ing neighborhood. The day was spent 
according to the different inclinations 
of the sight-seers. A drive to the Cave 
and Basin and around the Banff National 
Park seemed to be two of the most 
popular attractions. A dip in the hot 
sulphur baths, that make the name 
Banff famous, was enjoyed by many. A 
regretable, but happily slight, accident 
marred, for a time, the pleasure of those 
present when Delegate W. Watts, in 
diving, struck bottom with considerable 
force and put himself hors-de-combat for 
a day. Many and solicitous were the 
’phone calls at the hospital until friend 
Watts was restored to his usual activity. 

Baseball. We cannot pass over the 
day without reverting to the memorable 
baseball game played, which will go 
down in the annals of baseballdom as 
one of the most famous games in his- 
tory; for historic setting, it had Casey 
at the Bat, sounding like a Sunday- 
school description. No one knew or 
will tell who won. It is locked in their 
manly bosoms; tue victors, through 
modesty; the vanquished, through de- 
sire of getting even remained mute. 

George Clewes asked Al MacDonald, 
“What have you Mac?” Mac very mod- 
estly replied, “Why, George, I have got 
everything,” with more than a slight 
emphasis on the “everything.” We must 
whisper it, but his everything developed 
into five or six bean-balls, and a per- 
fectly “straight” curve. It seemed at 
one time as though all the ambulances 
in and around Banff would be necessary 
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to take care of the many victims. The 
party arrived from Banff Saturday even. 
ing, tired from their day’s sight-seeing 
and quite disposed to spend the Sunday 
quietly and also as a day of rest. 

At the Monday morning session Presi- 
dent Walsh called for the report of the 
Resolution Committee, which had to dea} 
with the various reports previously sub- 
mitted. The following interesting reso- 
lutions were handed in. The reading of 
these reports occupied the convention's 
attention Monday and Tuesday. 

The Committee on Sanitary Conditions 
reported: “We highly: recommend the 
work of this committee in conjunction 
with the Legislation Committee to for- 
mulate a memorial to Dominion Goy- 
ernment through the Conservation Com- 
mission applying for a standard sanitary 
ordinance throughout the whole Do- 
minion. 4 

“We would recommend that where pos- 
sible the members of our Society should 
have representation on their respective 
local health boards. We also commend 
the committee for having such eminent 
men as T. B. Kidner, Calgary, and Dr. 
Hodgetts of the Conservation Commis: 
sion to address the convention.” Wm, 
Mansell, chairman; J. A. Gordon and 
H. Mahoney. | 

The Plumbing and Sanitation Commit. 
tee strongly recommends the adoption by 
the Canadian Society of Sanitary and 
Heating Engineers of what is known as 
the Baltimore System, namely, that the 
incoming executive compile a list of all 
the known manufacturing and supply 
houses and send same to all member; 
of this society, this list to be revisec 
from time to time, at least monthly 
and that all provincial societies be asker 
to give the National Society the neces 
sary assistance financially to do this it 


| 


Messrs. Campbell and Higginbottom ( 
Fort William, Ont., and John Eg- 

gett of London, Ont. 
a thorough manner. Alex Cameron, ] 

K. Strachan and Lewis Le Grew. 
Amendment to By-Laws—Movyed by ] 
A. Yeomans, Toronto, and seconded t 
S. A. Wye, Vancouver. Amendment © 
follow immediately after clause 15 | 
the revised by-laws and to be known | 
Clause 15 a: “That where practicab 
special committee shall be appointed t 
the Executive Committee with sufficie 
time to enable them to perform tl 
business assigned them and to repo 
fully at opening day of Annual Conve 
tion. It was noticeable that much tip 
was lost on account of unpreparedne, 

which amendment sought to cure. 
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Afternoon Session: Resolution Com- 
ittee on secretary’s report: “We recom- 
end that the compiling of a Dominion 
irectory be continued by the incoming 
xecutive.” 

Secretary Watson called the attention 
f the, meeting to by-laws and constitu- 
on which he had in his possession and 
hich he contended were not sufficiently 


be Written separately and separate ten- 
ders be required, we are pleased to re- 
port that the majority of the replies are 
favorable; your committee, however, 
would that the local association arrange 
for a meeting with the architects of their 
locality and discuss this question with 
them. Fourth: By far the greater part 
of the correspondence were letters from 
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ealt with. Lewis Le Grew supported 
Ir. Watson’s suggestion and added that 
sven men were out of convention on 
ommittee work. Moved by A. Cameron, 
seconded by W. Mansell that meeting 
evert back to work of discussing by- 
uws and constitution—carried. 

Mr. Yeomans read by-laws. 

Moved by Wm. Mansell that incoming 
xecutive endeavor to secure a Domin- 
yn Charter during coming year—sec- 
nded by J. A. Gordon—carried. 

Report of Select Committee on Corre- 
pondence. Your committee beg to re- 
ort that they have carefully examined 
he correspondence sent out and received 
y the Secretary and submit to the Con- 
ention the following matters which in 
ur opinion require action by this meet- 
ng. First: Letters have been received 
y members of our Association intimat- 
ng that certain sanitary inspectors 
vould be pleased to attend our Annual 
onventions if an invitation were ex- 
ended to them. Your committee strongly 
ecommend that in future one or more 
yf the sanitary inspectors of our towns 
ind cities be invited to attend conven- 
ions as visitors. Second: In response to 
etters forwarded by the secretary to 
supply houses requesting that goods be 
sold only to sanitary and heating engi- 


our secretary to associations in various 
parts of Canada. Letters asking for in- 
formation and others acknowledging re- 
‘ceipt of same; letters of advice, of 
scolding, of encouragement. Your com- 
mittee feel that they cannot allow this 
opportunity to pass without commenting 
upon the enormous amount of clerical 
work accomplished by our secretary, the 
efficient, faithful manner in which the 
duties of the office have been performed. 
Our association is to be congratulated 
that a man so capable, so attentive and 
interested as Mr. Watson has proven 
himself to be, was chosen by the last con- 
vention to fill this important office. G. 
Clapperton, Alex Cameron, Geo. E. Bs 
Grinyer, Robt. M. Yeoman and J. Marr. 


MONDAY AFTERNOON SPORTS 


OR very good reasons, the sports 
F billed to take place Tuesday after- 

noon were put forward to Monday. 
There was no lack of good material to 
provide keen contests in running, jump- 
ing and kindred field sports and a most 
enjoyable afternoon was spent until the 
rain interrupted. 

The 100-yard dash was handily won 
by N. M. Burnett, who proved him- 
self an all-round prize-winning athlete. 

Geo. Mackenzie provided amusement, 


Left to Right (Rear)—James S. Brydon, Philip Carey Co., Winnipeg, and Al. Mac: | 


donald, Macdonald & Sons, Toronto; (Front)—W. Heinrichs, H. Mueller Mfg. 


Co., Decatur, Iil., and Sarina, Ont.; 


F. T. Rawley, Honeywell Heating 


Specialty Co., Wabash, Ind.; “Charlie” Bakemeyer, Canadian Wolverine 
0o., Chatham, Ont., and C. E. Riley, The Sanitary Co., Cleveland, Ohio 


neers we are pleased to report that re- 
plies have been received favorable to our 
request. Third: Regarding the letters 
received from the architects in response 
to our communications asking that 
specifications for plumbing and heating 


and showed himself capable in winning 
the fat man’s race. 
The married men’s race brought out 
quite a field and was won by Herb Gate. 
N. M. Burnett did some stunts on 
horseback, that very few of the Hastern- 
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Farm Homes Are Being Modernized 


@ The farmer is a manufacturer— 


his home can be as modern as any in the city—and he 
can afford to have it so. 


@ The need for running water on 
the farm applies to both the home and the farm proper— 
an adequate and dependable water system is essential. 


@ Help yourself to a share of this 


business by showing your farmer friends the advantage of 


@ How absorbing the endeavor to 


arouse his interest—to impress the farmer that you desire 
the opportunity to modernize his home! 


@ For your convenience we have 


catalogs, booklets and circulars that will appeal to your 
customers and aid you in selling them. 


q But first, ask for Catalog E, that 


you may show the buyer what he may own, and know 
the cost to you. 


Decatur, Illinois 


and Owego, N. Y. 


New York City Office, 15 William St. 


Chicago Office, Monadnock Block 


Outfit Fig. 142-E 


A Masterpiece of Heating Engineers 


Is represented in the CAPITOL-WINCHESTER Boiler. Its efficiency has been proven in 


our laboratories and we guarantee its conservative rating. 


The CAPITOL-WINCHESTER is constructed with deep fire-pot, properly proportioned 


water ways and smoke flues and ample grate areas. 


erate construction. 


a basket-like centre. 


LOSER OR oT RRECE EA AR OR OES RCNA Ne SANA SNE LAA Al SAITIOONNa eC NRC ANNAN nate 


BERET: 


ROTARY DUPLEX GRATE 


The CAPITOL-WINCHESTER is the first boiler built 
with a Rotary Duplex Grate—a decided improvement in 
This grate consists of two parts: an 
outer annular ring which rotates on steel ball bearings 
and has a slight pitch towards the centre, and an inner 
section made of two parts, which when in position form 
In shaking, the outerring moves ™ 
from right to left on its bal) bearings, while the centre 
duplex or basket-like section whose position is somewhat 
lower than the outer ring remains at rest. 
ment of the outer ring slices the fire, and owing to its 
veveled construction, clinkers gravitate toward the bas- 
ket-like part of the grate. 
of the basket or duplex section cuts out clinkers and 


The move- 


A quarter turn of the handle 


ashes, allowing live coals to settle. 
The CAPITOL-WINCHESTER boiler represents the 


highest mark attained in boiler constructic n. 


Write for 


booklet on this efficient house-heating boiler. 


UNITED STATES FPADIATOR (ORPORATION q 


CAPITOL-WINCHESTER BOILER 


ers would have cared to emulate. In the 
vernacular of the street, he is “some” 
rider. 

The running jump was won by J. S. 
Brydon, of Philip Carey Company. 
Modesty forbids us giving the real 
figures. 

The standing jump was captured by 
F. Lepper. 


The tug-of-war between supply men 
and delegates provided much amusement 
and was won after a severe tussle by the 
delegates. We might add that there was 
a mere trifle of 14 to 15 more on the 
delegates’ end of the rope than the other, 
but such a trifle upset no one’s equa- 
nimity. 

Among those who blew the hardest on 
the engineer’s side were Yeomans, 
Priestly, Grinyer, Higginbottom and 
their famous anchor, “Tiny’ McKnight, 
besides various and several other dozens. 

On the supply house side were noted: 
Frank Whitelaw of A. R. Company, Al. 
Macdonald, Geo. Clewes, C. E. Riley of 
The Sanitary Company, Cleveland. 

The great question of the day—the 
most momentous discussion—what was 
on everybody’s lips—heard in every 
corner, was, “Could Mac come back?” It 
was asked with bated breath, hesitat- 


ingly, and in a measure fearfully, 
“Could Mac come back?” 
From the events which transpired 


shortly after, it was very evident that 
Mac could not. 

The archives of baseball had been 
dug up from the time of its inception. 
Various and many were the opinions 
and instructive and interesting were the 
comparisons made with such small fry 
in the baseball world as Mathewson, 


Bender, Wagner or Ty Cobb. 


MONDAY EVENING’S HAPPENINGS 


HE crowd turned out in numbers 
ale to witness the baseball game be- 

tween the East and the West. The 
East had come determined to retrieve 
their. lost honors and the West as 
strong in their determination to remain 
victorious. The Hast furnished material 
enough to fill several teams and were 
early on the ground, champing their bits 
and stamping their feet in their eager- 
ness to get at their rivals. 


The competing baseball teams lined 
up as follows:— 
The Hast—A. Waltz, 1 B.; CC. EB. Riley, 


2 B.; W. Mansell, 3 B.; H. Mahoney, S. S.; 
F. Lepper, R. F.; F. Smith, C. F.; A. Mac- 
donald, P Geo. Clewes, C.; C. Cook, L. F.; 
Jee DAVIOrS it. He 

The West—N. M. Burnett, 1 B.; W. Isa- 
belle, 2: B.;"T. Lepper, 3 B.;J. Hillier, CS EY; 


J. Marr, Ri We; Gis Hendersonwedcaehycere. 
Bradshaw, S. S., Lou Mackenzie and W. 
Wier, PP. 


We must not overlook the genial um- 
pire, Charlie Bakemeyer. He was abso- 
lutely impartial in handing out bum 
decisions. First come, first served. If 
he erred on one side, he promptly cor- 
rected the same by doing likewise on 
the other. 

Charlie is a real umpire and has badly 
missed his vocation. Such dignified im- 
partiality is rarely seen on a ball field. 
There were some threats of “frying” him 
alive, but he managed to escape. Dark- 
ness came all too soon and the umpire 
was compelled against his will to call 
the game, no contest. 

At the call of “time,” the Westerners 
had a slight lead, but the men from the 
East were coming strong and with their 
splendid battery, Cook and Taylor, were 
almost invincible. Almost, we _ said. 


ROTARY DUPLEX GRATE 


General Offices, DETROIT, MICH. 


Branch offices in all important cities 


Truth compels us to answer the mo- 
mentous question already posed: “Mack 
could not come back.” 

Ernie Martin was struck out on third 
base. He made only one error. He only 
had one chance to make an error. He 
seemed to think that one could never tell, 
he might catch one, if it came near 


enough to him. His optimism is re- 
markable. 
MONDAY EVENINGS ENTERTAIN- 


MENTS 


HE bowling contest begun on Fri- 
day night was continued and con- 
cluded Monday evening. The West 

started in with a decided lead and were 

able to nose out a victory by a very few 

points, although the Eastern teams were 

easy winners on the night’s play. 
Teams lined up as follows: — 


EAST WEST 

No. Leallewt ee Gorden Lee 
Mansel Marr 
Watson Reid 

No... 2 alley.<.% = Waltz Young 
Cameron Adam 
Gardner Priestly 

IN O> Salley cane ost Mahoney W. Martin 
Smith Gothard 
Higginbottom Good 

No. 4 alley...... Clewes Bradshaw 
Bakemeyer Mackenzie 
Cc. Cook EE. Martin 


The keenest contest as well as the 
highest score was made by the last set 
with some classy bowling. 


TUESDAY MORNING’S SESSIONS 


HE Tuesday morning meeting 
Ae opened with a splendid attend- 
ance. Much time was spent in 
securing Standardization of Ordinances 


as well as much other routine busine: 
of interest principally to the member 
The report from Resolution Committ’ 
re Provincial Vice-President was ‘ 
ceived. Each province was dealt wi) 
separately and action of interest to eal 
was recommended individually. — 
Tuesday afternoon the delegates we 
treated to a_ splendid exhibition 
broncho-busting, fancy riding, ropil 
and tieing and other forms of distinct) 
Western forms of activity. We can j 
member none of the Hastern delegat! 
who wanted to try their skill at catchi; 
the restive steer or breaking the im 
dent broncho. After the broncho-busti: 
fest the crowd gathered, by invitativ 
in front of the Administration buildi: 
and posed for a very successful gro) 
photograph, which it is our pleasure ? 
show herewith. 4 
It was to be regretted that the 1) 
frightened many away who otherw? 
would have graced this photograph / 
their presence. 
Wednesday morning was taken up J 
election of officers with the followi2 
results :— 


President, E. J. Young, Calgary; Vir 
president, H. Mahoney, Guelph; secreta- 
treasurer, J. Marr, Calgary; provincial vir 
president for Nova Scotia, J. Farqut’ 
Halifax; New Brunswick, Geo. Blake; QP 
pec, Arthur W. Gardner; Ontario, A. ’ 
Waltz; Manitoba, J. Hammond; Saskate” 
wan, H. J. Potts; Alberta, J. Priest: 
British Columbia, 8. A. Wye, and Prift 
Edward Island, J. Weber. | 


The election of officers was follov 
by. hearty and striking evidences , 
good fellowship. The convention | 
1913 will be held at Montreal, date to 
later agreed upon by the incom 
Executive Committee. é 
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not to the consumers. 


37 Warren Street 


Master Plumbers:—We work with you. 
We guarantee you absolute protection in your territory. 
inquiries from people in your territory to you direct. 
We are the oldest established house in the Water Supply Line today. 
Send for Catalog No. 45 and our proposition to you. 


Branch Office, New York 


All the advantages of City Sanitation can be 


secured through 


electric motors, or hand operating pumps. 


Every 


the installation of the 


Lunt-Moss Water Supply Systems 


is the solution of the water supply problem for country homes. No stale water, frozen pipes, leaky wooden tanks or settling foundations 


Lunt-Moss Water Supply 
Deep Well Non-Pulsating Pumping !ngines 


Any capacity from 315 to 16,000 gallons. 


Systems Use Luitweiler 


Lunt-Moss Water Supply Systems furnish cheaply plenty of water for residences, stables, lawn hydrants, fire protection 
Lunt-Moss System guaranteed 


We are the only mahufacturers of Water Supply Systems who cater exclusively to the Plumber’s Trade and 
Being large advertisers, we have countless inquiries. 


Our standing for high quality gets us the better class of trade. 


LUNT-MOSS CO. 
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Main Office, Boston 
43 S. Market Street 


OBITUAR 


WILLIAM A. 


KRAMER, 
PHIA, PA. 


Wi: A. KRAMER, a man of most 
kind and lovable nature and well 
known to many of the older men 
of the plumbing fraternity along the Atlantic 
Sea Board, expired suddenly at Crawford 
House, N. H., Thursday, July 25, 1912. 

Mr. Kramer was general manager of the 
Monarch Water Heater Company of Pitts- 
burgh, Pa., until 1897, when he resigned to 
introduce the ‘Monarch’ water heater in 
Philadelphia. He was the oldest field agent 
in the water heater business and the first 
man to successfully introduce the automatic 
gas water heater in the manufactured gas 
territory. When the Monarch Water Heater 
Company was taken over by the Pittsburgh 
Water Heater Company, in 1907, Mr. Kramer 
continued as sales agent in the important 
Philadelphia branch. 5 

The deceased was a member of the Master 
Plumbers’ Exchange of Philadelphia, the 
Pennsylvania and National Commercial Gas 
Association, and enjoyed the esteem and 
friendship of many of the prominent men in 
the gas industry. A widow survives. 


PHILADEL- 


JULIUS B. ZIMMERMAN, CAMDEN, N. J. 


Mr. Julius E. Zimmerman, aged fifty-two 
years, vice-president and general manager 
of the Standard Tank & Seat Co., Camden, 
New Jersey, and also interested in the In- 
dependent Foundry Co., Emporium, Pa., 
passed away at his home, Haddonfield, New 
Jersey, on August 20th. His death came 
as a great shock to the trade, as he was 
only ill about ten days. He was stricken 
with apoplexy very suddenly and great 
hopes were entertained for his recovery 
until the disease took a turn for the forse 
on August 18th. 

There is probably no one in the plumbing 
supply business better known than Mr. 
Zimmerman was. He began his career in 


this line as one of the pioneer makers of 


plumbers’ woodwork with ihe Ideal Mfg. 
Michigan, about twenty-five 


He was afterwards connected 


Co. of Detroit, 
years ago. 


The Late William A. Kramer, Philadel- 
phia, Pa. 

with Henry McShane Mfg. Co., Baltimore, 

Maryland, as the manager of their Balti- 


more Sheet Metal Works. 

About twelve years ago he went from 
there as vice-president and general manager 
of the Rome Sanitary Works, Rome, N. Y., 


and when that company went into liquida- 
tion he went as vice-president and general 


manager of the Standard Tank & Seat Co. 
to Camden, New Jersey. 

He leaves a host of friends 
always be remembered for his sterling 
qualities, as a conscientious, upright and 
capable business man. He is survived by 
a widow and two boys and two girls. 


and will 


FRANK J. MULCAHY, BRIDGEPORT 
CONN. 
Mulcahy, fifty-three 
age, vice-president and general 
Crane Valve Co. of Bridgeport, Conn., one 
of the leading manufacturers of New Eng- 
land, died in that city on Monday, August 
19, 1912, following an operation for appen- 
dicitis at St. Vincent’s Hospital. He, began 


Frank J. 


The Cam- 


Late Julius E. Zimmerman, 
den, N. J. 


life as a telegrapher for the Pennsylvania 
Railroad. In 1891 he left the Deering Har- 
vester Company, of Chicago, to become 
purchasing agent for the World’s Fair, 
which occupied two years. Thereafter he 
met with great success in the mercantile 
field. He first attracted attention in the 
plumbing supply trade as the supervisor of 
the affairs of the Association of Soil Pipe 
Manufacturers and it was due entirely to 
his masterly grasp of the situation that 
prices and trade conditions in general were 


years of 
manager of 


maintained at a profitable level. He re- 
signed from this position to take the man- 
agement of the Crane Valve Company of 
3ridgeport, Conn., when that company took 
over the Eaton, Cole and Burnham Mfg. Co. 
Mr. Mulcahy was born in Cleveland, Ohio. 
He was a man of a genial disposition and 
made hosts of friends. His capacity for 
work was remarkable. He was a member 
of the Engineers’, Machinery and Hardware 
Clubs of New York City, as well as the 
Bridgeport Yacht Club and the Brooklawn 
Country Club. A widow survives him. 


The 


Late 


Frank J. Mulcahy, 
port, Conn. 


Bridge- 
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The National Association of Master Plambers 
] F there was one thing that stood out with marked pre-eminence at the recent 


380th Annual Convention of the National Association of Master Plumbers, 

held at Salt Lake City, Utah, it was the spirit of fraternity which prevailed 

throughout the three days’ sessions, characterizing the event as one of more 
than ordinary business consequence. There is a significant moral lesson in this, of 
more value than may at first glance appear on the surface. 

That practitioners of a like profession, or trade, if you prefer, assembled from 
all quarters of this great commonwealth, could unselfishly lay aside their personal 
affairs and duties, for a week or more, and journey in many instances very far from 
their homes, to meet one another on a common level, for not only the discussion and 
consideration of matters of trade import, but likewise to cultivate the social side of 
life, is deserving of more than passing notice. We are certain that such gatherings, 
with their lessons, cannot fail to exert an influence for good on the part of the public 
generally, as well as upon the master plumbers and their friends in attendance. The 
power of favorable impression is immeasurable. 


eG OR ee 
The Fraternity of the Trade 


HOSE who have regularly attended the National Conventions for years back 

have witnessed the steady growth of not only a trade organization of stand- 

ing, and usefulness to society as a whole, but also the development of a 
fraternity whose membership, though necessarily limited to those engaged 

in a particular line of business, is none the less entitled to a position in the front 
rank of the world’s marching hosts of Fraternity. It means much when men who 
obtain their livelihood from a like source greet each other as friends and brothers. 
The world is surely moving onward toward a civilization that will be the per- 
sonification of brotherhood, and every society, or organization of individuals whose 
object is to unite men, more or less isolated, for the accomplishment of something 
needful, worthy and good, is doing its share to hasten the coming of that age which 
will recognize a common Fatherhood and a universal Brotherhood, an age that will 
be a stranger to prejudice, jealousy and bigotry, as well as above wrong doing. 


——__—.¢---—_—__—. 
Assist in the Uplitt of the Craft 


N future issues we may have occasion to discuss other features of the Conven- 

tion. In the meantime, we would respectfully ask all members and non- 

| members, is not all this worth while? If a member, should you not be a 
“live one,” if possible, a better one, giving more time to your meetings and 
rendering greater support to your officers? They need this evidence of loyalty and 


appreciation. It encourages them to prosecute their work with a greater degree of 


pleasure and assures success in the end. To those who are not members, we would 


ask, are you not losing much of the good in life, and do you not feel morally bound 
to assist your brethren of the craft in their tireless efforts for the general uplift of 
the business and all therein engaged? Surely the thousands of members of the 
National Association of Master Plumbers cannot be in error, many of whom have 
been active for thirty years. It isa powerful force for good and the services of every 
substantial and qualified master plumber should be enlisted in the work. 


Ds 


Are Master Plambers and Master Steam and 


Hot Water Fitters Poor Collectors? | 


HERE seems to be considerable complaint from master plumbers and master 
steam and hot water fitters as regards the difficulty in making collections, — 
Of a number interviewed, few there were but had the same complaint—plenty © 
of accounts on the credit side of their ledgers (they mostly called it money), 
but next to impossible to collect same. Aye! more than sufficient to liquidate all 
their debts and leave a substantial balance to the good. , 
This is an unfortunate condition, indeed an unbusinesslike state of affairs. If 
quite general, there is need of correction. We fail to comprehend how any business 
can long hope to survive, much less prosper, if collections are unreasonably slow, 
or uncertain. Capital is far from exhaustive, and it is an unsafe business policy to 
farm it all out with no immediate return in view. Business becomes tied up, stag- 
nant and discouraging, and creditors naturally become uneasy. Systematic collec- 
tions are as oil to delicate machinery, which minimizes friction and retards wear 
and tear. é 
Obligations must be met if one is to hold his credit intact; and good credit is 
a priceless boon to any line of trade. It is a form of capital which, once acquired, 
should be jealously guarded and never abused; for, once lost, it may with difficulty, 
if ever, be again recovered. 4 
Perhaps in no other line of business are manufacturers and jobbers more liberal 
in the extension of credit than in the plumbing and heating trades, and many of 
the successful plumbing and heating firms in the country inform us, without the 
least hesitancy, that their start and subsequent success was largely due to this liberal 
spirit. These successful firms, however, were invariably good collectors, and what 
is equally important—aye! absolutely essential—they secured a legitimate profit on 
the services rendered. Without a profit, the best possible system of collection cannot 
save a business from ultimate bankruptcy. While every business firm should be 
justly charitable, none such can afford to run a charitable institution in connection 
therewith and hope to long remain a factor in the commercial world. he: 
It behooves such of the trade to get out of the rut and adopt a system of book- 
keeping and collection commensurate with the demands of the times. Any old 
system, or no system, will no longer suffice, if it ever did. Bei 
3+ &—_——— 
A Wair Profit at all Times 4 
EXT to knowing a business, one positively must obtain a just profit over and 
above all costs, and, last but not least, must make prompt collecHiouge 
services rendered and materials furnished. Possibly much, if not all, of the 
difficulty lies in the lack of sufficient profit to engage the necessary help 
to conduct an efficient system of bookkeeping and collection, which indeed is a 
business in itself. Sometimes a good mechanic makes an excellent accountant as 
well, not often we venture; and even in such an instance the good mechanic could 
be otherwise engaged to possibly better advantage were his business returns such 
as to warrant the employment of a competent accountant; and thus every branch 
of the business would be properly looked after at all times, not spasmodically, 
as must necessarily follow where one person has to attend to the many intricate 
details of a business. a 
So, if we may judge, a large measure of the evil seems to lie in insufficiency 
profit to employ the required help to systematically conduct the accounting 
financial end of the business, the prompt and proper charging and billing of accoun 
and a persistent follow-up system of collection. 


a a. 
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O, the picture on this page is not month ago, and by various divers meal 

of a poker party. It is a com- wended its way into the office of TH 
pound reflection, if you wish, of one PrumsBers’ TRADE JouRNAL. To show 01 
very well-known manufacturer in our trade just what a good-looking 
trade, Mr. Charles Pfau, of Cincinnati, the manufacturer of the famous © 
Ohio. This picture of His Royal High- cock” plumbing specialties is, we 


ness was taken at Atlantic City, N. J., a pleasure in reproducing same D | 


Charles “Peacock” Pfau of Cincinnati, Ohio, Photographed Seeing Himself | 
as Others See Him 7” 
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\RADE circles will be interested to 
learn that W. G. Cook, who formerly 
resented the Potteries Selling Co., 
nton, N. J., is now sales manager of 
New Jersey China Pottery Co. of the 
ne place. Every one in the craft 
yws that W. G. is one of the best- 
ywn pottery men in the country. The 
uisition of his services by this firm 
1 mean much, for he possesses a 
»wledge of sanitary earthenware that 
very comprehensive in its scope. 
roughout his long connection with the 
iness, Mr. Cook has made hosts of 
nds, due to his genial personality and 
fact that he gives his personal at- 
tion to every detail placed before him. 


O, dear reader, the photograph here- 
with is not one of the James boys 
- even one of T. R.’s aides about to 
rt on a tour of vote persuading. It 
one of our busy brothers, J. J. Nesbitt 
Atlantic City, N. J., who, feeling in a 
yful mood, had some dozens of this 
ture reproduced and sent to his de- 
quent customers with the notation 
t he would appear shortly to settle 

account. We understand the mail 
lowing completely swamped the “City 
the Sea’s’” post-office department and 
de permanent invalids of former 
ined athletes. Everybody knows that 
antic City’s postmen are the hus- 
st in the business, due no doubt to 
. volume of souvenir postals sent 
ly. But we digress. Mr. Nesbitt had 
s picture taken on the occasion of his 
p to Portland, Ore., during the Elks’ 
vention, not long ago. It seems that 
ne breezy Westerner referred to Mr. 
sbitt as a tenderfoot, and he forthwith 
lipped himself with a pair of splendid 
yoting irons, a length or so of steel 
jle and a cartridge belt filled with 
rter’s Little Liver Pills. THe PLUMB- 
’ Trape JouRNAL correspondent stayed 
und long enough to see the Western 
id man” salaam three times, touching 


hn J. Nesbitt of Atlantic City, N. J. 
e earth with his forehead. Anyway, 
*. Nesbitt arrived home just as good as 
W and says he feels better for the ex- 
rience. . It might not be amiss to state 


at J. J. is the proud papa of nine 
ung plumbers and plumberesses. 


N the selection of National Vice- 

President Chris Irving of Denver, 
lo., the National Association of Master 
umbers have acquired a brilliant leader 
id a resourceful and energetic official 


whose only limit is the extent of human 
endeavor. Those of our brethren who 
were fortunate enough to meet this smil- 
ing, genial gentleman carried away most 
pleasing memories of an acquaintance 
worth while. To his many friends whom 
he has made during his career in the 
craft, he is known as a firm believer in 
his organization, and the position of 
honor which Mr. Irving now occupies 
could become no better suited executive 
than he. 

While Mr. Irving has served his local 
association with credit, the National 
body will see even greater things at his 
hands. Not only does he possess a knowl- 
edge of all things sanitary, but his keen 
judgment and ability will testify to his 
power in trade affairs in the past. 

Now that our National Association has 
two such able champions as President 
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Fee and Vice-President Irving, we can 
without fear of contradiction predict: a 
continuance of the splendid work so ably 
carried forward by their predecessors in 
the past thirty years’ career of the 
organization. 


FEW days ago the editorial office 

of Tur PLumsBERS’ TRADE JOURNAL 

was the recipient of a pleasant call from 
W. T. Hatmaker, sales manager of the 
Dayton Pump & Mfg. Co., Dayton, Ohio. 
While his trip was of short duration, 
W. T. managed to consummate a pro- 
digious volume of business; but this is 
easy when you remember what a hustler 
is this Ohioan. Mr. Hatmaker is a booster 
for his home city, too. If the reports 
which he brings come true, it won’t be 
long before the national capital removes 
to that bustling city. We had no idea 
there was so much fresh water over, 
under and on this mundane sphere until 
Mr. Hatmaker showed us the recent 


National Vice-President Chris. Irving, Denver, Colorado 
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orders for Dayton apparatus. Even the 
subjects of the Kaiser have gone in for 
“strictly Adam’s ale,’ and when this 
situation develops we can certainly view 
with alarm the inroads being made upon 
the Anheuser and Schlitz industries that 
have long ago made two of our large 
cities famous. We don’t care, anyhow, 
because it isn’t our privilege to indulge 
in such expensive luxuries. 


UMMING a pretty little Spanish 
love-ditty, who should walk into 

our humble sanctum sanctorum one 
balmy day not long ago but Don Senor 
Francis H. Love of Havana de Cuba. 
Now, doesn’t that sound romantic? Well, 
anyhow, Francis didn’t arrive in native 
Spanish attire — no sombrero, vari- 
colored sash that would make Joseph’s 
coat look like a gingham apron in a 
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ten-cent store, or tasseled and_ gold 
braided jacket and accordion  plaited 
pantaloons. 


After chatting about plumbing con- 
ditions and the marvelous strides of 
sanitation in sunny Cuba, Mr. Love 
confidentially whispered his mission. 
While of a diplomatic nature, the news 
he gave us made our heart beat forty 
laps faster. Not an international com- 
plication. No, no; he’s going to get 
married. Well, now that the cat’s out 
of the bag, we might just as well say 
that Mr. and Mrs. Love will enjoy a 
honeymoon tour of more than one year 
in Europe, visiting all of the principal 
countries and cities. Before shaking the 
dust of Uncle Sam’s domains from his 
shoes, he journeyed to Pittsburgh on 
business. 

Francis can converse in that beautiful 
flowery Spanish which one would think 
came only through a long line of descend- 
ants, but it has been acquired only since 
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his stay in that beautiful island. Here’s 
to the wedding bells—may they ring long 
and merrily. 

While taking in the sights at Gay 
Paree, Berlin, Vienna, St. Petersburg 
and other principal centers, Mr. Love 
will observe the sanitary practice fol- 
lowed in the old world. It is expected 


Francis H. Love of Havana, Cuba 


that he will view many interesting 
sights during his trip. No doubt his 
recital of his travels will find interested 
hearers upon his return home. 

Mr. Love represents Thos. Maddock’s 
Sons Co., U. S. Sanitary Mfg. Co., Pitts- 
burgn, Pa.; Peck Bros. Co., New Haven, 
Conn., and several other leading manufac- 
turers in South America and the West 
Indies. 


——_—_ $+ 


New Jersey Association Unani- 
mously Endorses Past Na- 
tional President A. Sel- 
den Walker for Na- 
tional Director 
UST as we go to press the following 
J resolution by the New Jersey State 

Association of Master Plumbers, on 
August 27th, endorsing National Presi- 
dent Fee’s re-appointment of Past Na- 
tional President A. Selden Walker of 
Orange, N. J., as a national director, is 


received. We append same:— 
NEW JERSEY STATE ASSOCIATION OF 
MASTER PLUMBERS 
Aug. 27/1912 
IRVINGTON, N. J., Aug. 27, 1912. 
At a meeting of the New Jersey State 


Executive Committee held this day, the fol- 
lowing resolutions were passed: 

Be it resolved: That we, the State Execu- 
tive Committee representing the New Jersey 
State Association of Master Plumbers in 
meeting assembled, do go on record as en- 
dorsing the re-appointment of A. Selden 
Walker as a member of the Board of Di- 
rectors of the National Association of Mas- 
ter Plumbers of the United States for the 


term 1912-1913 by our National President 
Frank J. Fee. 
Be it resolved: That we take this means 


of thanking our friend and co-worker A. 
Selden Walker for the able manner in which 
he has represented the State of New Jersey 
on the National Board of Directors for 5 
consecutive years. 

Be it further resolved: That these resolu- 
tions be forwarded to our National Presi- 
dent, Mr. Frank Fee, and be given to the 
Trade Press for publication. 

H. F. Batuuet, State Secretary. 
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State Secretary John J. Vogel and State 
President James J. Cassedy of Boston 


The Master Plumbers’ Association 
of Boston and Vicinity Gather 
at the Rockland House, Nan- 

tasket Beach, Wednesday, 
August 21, 1912 


HI annual shore dinner of the Master 
i Plumbers’ Association of Boston and 
Vicinity cccurred, as scheduled, at the 
Rockland House, Nantasket Beach, on Wed- 
nesday, August 21st, and was in every re- 
spect a pronounced success. An indefatig- 
able committee left nothing undone for the 
comfort and entertainment of the members, 
their families and guests. Not even the 
weather had been overlooked, previous ar- 
rangements having been negotiated with the 
weather clerk, through the good offices of 
Chairman Walter P. Jones. 
Departure for the beach began early. in 


Past National President D. G. Finnerty, 
Miss May L. Finnerty and Miss 
Miss Bessie Cusick 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


uN ow Rae 
i qi 
Ms DT bee ‘ 


‘ = uw 
eee 


the forenoon, via steamer from Rowe’s 
Wharf, and continued during the entire day, 
each steamer bringing its quota. The sail 
down the beautiful harbor, passing in view 
of incoming and outgoing ocean liners, past 
the Navy Yard and Forts, was most delight- 
ful and an unusual treat, particularly to the 
strangers. The members and guests were 
supplied with the necessary steamer, dinner 
and entertainment tickets, by State Secre- 
tary John J. Vogel, at Rowe’s Wharf. 

About noon, the major portion of the party 
had arrived, and the usual social visitations 
and the sports of the holiday began. Some 
visited Paragon Park, an attractive amuse- 
ment resort; others went bathing, and still 
others remained to witness the ball game 
between the master plumbers and the sales- 
men. This contest proved to be the main at- 
traction to the many fans present. The game 
was a good one, and well deserved the close 
attention of the numerous spectators. There 
was noted a goodly sprinkling of the ladies 
under immediate escort and _ protection of 
Past State President Daniel Shannon, per- 
petual chairman of the Ladies’ Auxiliary 
Committee. Among the many others under 
his charge were two life members of the 
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VERYWHERE 


was sounded, and all adjourned to the hotel 
dining hall. Some three hundred members 
and guests were seated. The officers and 
distinguished guests were assigned to the 
head table, President P. J. Sullivan presid- 
ing. As the guests were seated, they were 
accorded this wholesome greeting :— 


The Master Plumbers’ Association of Bos- 
ton and vicinity takes great pleasure in ex- 
tending to its guests and friends a cordial 
and hearty welcome to its annual outing and 
shore dinner. : 

The past year has been one of prosperity 
to our, organization through the interest and 
enthusiasm of our members and the officers 
wish to extend their thanks to each member 
who has done his share of the year’s work. 

To our friends, the dealers in our supplies, 
we thank for their co-operation in our be- 
half in all matters that have affected our 
profession. 

To the members of the ball teams and par- 
ticipants in the athletic events of the day 
we extend our thanks for their share of the 
day’s success. 

We trust that the day will be long remem- 
bered by all and that we may return to our 
profession with renewed vigor and strength, 
with kindliest sentiments towards each other 
and look forward to the time when we may 
all meet again. 

A good appetite soon started every one 


busy on a tempting menu, while a ladies’ 


John F. Berrigan and Mrs Berrigan, Daniel Shannon, Mrs. M. Ahern, John Bettie 
and John W. Kennedy, Springfield, Mass. 


Anti-Race Suicide Club, Mrs. John F. Berri- 
gan and Mrs. M. Ahern. Each is the happy 
and proud mother of seven children, the 
latter’s being all boys and baseball enthu- 
siasts. 

The teams selected for the occasion were 
made up of the following :— 

Master Plumbers—Captain M. W. Gilles- 
pie, P.; O. Keefe, C.; M. E. Duggan, 8S. S.; 
P. A. Lang, 1- Bis WW. AvsBradtord,,2)Bs;, 2: 
P. Bresnahan, 3 B.; C. J. Murphy, L. F.; 
J. P. Riley, C. F., and J. G. Gillespie, R. F. 

Salesmen—-Captain Frank Leary, C.; J. 
McAuliffe, P.; C. T. Flint, 1 B.; W. M. Crosby, 
2 B.; Fred Maher, 3 B.; Wm. Verry, S. S.; 
M. T. Kelly, Jr., l. F.; D. J. Devers, C. F., 
and Geo. A. Caldwell, R. F. 

The selection of John R. Gillespie and Jo- 
seph Mayer as umpires and M J. Hirschfield 
as scorer met with universal approval, best 
evidenced—especially in the case of the um- 
pires—that they survived the game, The 
score at the end of six exciting innings was 
4 to 2, in favor of the master plumbers. 

After the ball game, the call to dinner 


orchestra. supplied a generous musical pro- 
gram, many of the selections inspiring the 
diners to song. 

At the conclusion of the dinner, President 
Sullivan thanked all for their presence. 
He invited them to participate in the fur- 
ther pleasure of the outing, particularly re- 
minding them of the tickets admitting hold- 
ers to Paragon Park and its many amuse- 
ment features. 

The tossing the ball contest, open to all 
ladies, was the first number on the program, 
the winner being Mrs. Joseph Devers of 
Chicago, to whom the prize, a pair of brass 
candle-sticks, was awarded. 

The 100-yard dash, open to all master 
plumbers, was won by W. E. Duggan, with 
Ww. J. Nason a close second, the prize being 
a hand-painted stein. 

The 100-yard dash, open to all salesmen, 
manufacturers and supply dealers, was won 
by Carl F. Flint, closely followed by J. Mc- 
Auliffe. The prize was a pair of brass candle- 
sticks. 

The last event, a three-legged race, open 


Kanne ON, MAScor! 
pow'T LET HIM IN, 


R. P. Smith, Daniel @. Shannon 
State Presidents Thos. J. 
and John W. Kennedy 


to all, contested for by three teams, 
by E. C. Kelly, Jr., and W. J. Ahern. 
of cigars was presented to each of thi 
tlemen, and their many friends smo 
their health. 7 

The remainder of the evening was” 
to visiting Paragon Park and the surf, 
remaining to take the last boat hon 
every hand one could hear nothing 
pressions of praise for the officers © 
mittees in charge, namely :— = 

President, Patrick J. Sullivan; 1 
dent, Albert E. Roberts; financial 
William J. Nason; recording 
Llewellyn W. Stevens, and treasurer 
J. Tute. 5 

Executive Committee—James S 
John J. Vogel, C. H. Cronin, Da 
Andrew F. Curtin and Orren C. Po 

Shore Dinner Committee—Walter 
(chairman), P. J. Sullivan, J. W. | 
J. P. Riley; J. J. Vozely Pua Steven 
Connor, A. F. Curtin, John W. Z 


Past State President A. F. Curtin, lb 
M. F. Kelly, Mrs. R. J. Welch an 
Past State President T. J. Ryan 


@ 


Sm 


_ 
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yrren C. Poole, James S. Cassedy, | Wl 
3resnahan, C. J. Murphy, William J. Nason 
nd A. E. Roberts. 

Reception Committee — P. J. 
‘ames S. Cassedy and J. J. Vogel. 
Sports Committee—J. J. Gillespie, Frank B. 
‘onnor and J. P. Riley. 

Among those present and met by THE 


Sullivan, 


-~LUMBERS’ TRADE .JOURNAL representatives 
vere :— 

Boston: Local President and Mrs. P. J. 
‘ullivan, State President Jas. HE. Cassedy, 


-ast National President David Craig, Past 
Jational President Dan F. Finnerty, Miss 
fay L. Finnerty, Miss Elizabeth A. Cusick, 
-ast State President Daniel Shannon, An- 
rew EF. Curtin, State Secretary John J. 
Togel, Local Vice-President Alfred E. Rob- 
rts, Walter P. Jones, D. J. Devers, F. De 
faher, J. A. Greene, Jas. E. Burke, H. E. 
‘tockbridge, Jas. J. Mulloney, Henry Tay- 
or, C. O. Seaman, W. A. Roberts, Chas. 
\. White (inspector of plumbing), Mr. and 
Ars. J. J. Whitehead, P. J. McCormack, 
Tr. and Mrs. W. W. Dahlquist, Mr. and Mrs. 
). F. Chellis and Miss Grace O. Chellis, Jas. 
1. Forbes, Miss S. Tombo, Helen J. Rava- 
een, Mr. and Mrs. Dan’l J. Duggan, F. J. 
Malver, Thos. J. Cross, Agnes T. Cross, 
>. T. Hayes, P. B. McGinerty, B. Little, 
’. L. Pratt, Mr. and Mrs. J. Jellupse and 
hild, F. C. Crawford, Geo. W. Poggi, J. P. 
Wakefield, G. H. Ayer, F. J. Vogel, Misses 
. R. and J. J. Vogel, Wm. Walsh, Miss 
(enes Quinn, Mrs. Catharine Cronin, Mrs. 
1 W. Brine, Mrs. Wm. Brine, Jr., M. W. 
tillespie, J. G. Gillespie, W. E. Duggan, J. 
\. Crowley, M. T. Kelly, Jr., James J. Mc- 
Namee, A. F. O’Reilly, J. W. Lyons, H. H. 
Hunt, Geo. E. Phillips, Mr. and Mrs. J. A. 
McGivern, Mrs. C. T. Flint, Emily Wilson, 
W. P. Glennon, S. J. Fraser, J. F. Lalter, 
Wm. N. McKenna, P. T. Slattery, J. P. 
Riley, BE. S. Bent, E. C. Kelly, Jr, W. J. 
Ahern, Lee D. Ahern, William Willmath, 
J. H. Vogel, H. J. Clayton, P. A. Lang, John 
Kennedy, Wm. B. Narry, Geo. L. Bird, C. J. 
Donohue, C. Murphy, L. P. Busrahan, L. E. 
Morrison, Mr. and Mrs. John F. Berrigan 
ind Master Jack Berrigan, Mr. and Mrs. 
Geo. W. Austin, Miss R. F. Moran, J. A. 


By * 


ve F I 5 ane 3 
Geo. H. Hddie, B. J. Newell and W. F. 
McCarthy Picking Cherries at 
Asbury Park 
Rant, Jr., J. W. Kennedy, James May, J. F. 
Beagan, Mr. and Mrs. Arthur Hersum, John 
J. Dovan, D. H. Collins, C. J. Murphy, F. 
H. Mulloney, H. W. Hanson, D. F. O’Hayer, 
J. J. Protty, Mrs. E. M. Devers, Miss Eunice 
M. Devers, Mrs. A. Cunningham, Mrs. T. Cas- 
sedy, Mrs. Dorothy Cassedy, Mrs. Robert 
Robertson, Mr. and Mrs. John Gillespie and 
child, Chas. A. White, J. J. Sullivan, J. T. 
Mulloney, Mr. and Mrs. Alvin H. Emery, 
L. C, Breed, Geo. Jenna, R. Lowenthal, Mr. 
and Mrs. H. W. Thorndike, W. B. Hubbard, 
Mr. and Mrs. G. °F. Hickmoth, Mrs. E. M. 
Sawyer, Mrs. F. B. Hinsdale, Mr. and Mrs. 
Wm. R. Wall, Francis L. Daly, W. F. Sterns, 
N. S. Brown, Mr. and Mrs. Wm. M. Crosby 
and Master Wm. Crosby, E. S. White, W. F. 
Gilling, Jr., Geo. W. Durkee, Orren C. Poole, 
Philip B. McCarthy, Wm. Murphy, S. E. 
Little, W. T. Coppins, A. E. Touchet, F. C. 
Flynn, S. E. Hazard, E. L. Sollis, Edward 
W. Cox, Frank H. Locke, D. K. Gardner, 


A Bunch of Popular 
(Standing)-—Bill Meegan, 
Bessonette, EH. Smith; 

—W. H. Weinacht, J. 

and J. W. Kent 


Richard Lynch, F. L. Cronin, Mr. and Mrs. 
Charles Grosse, J. F. Buerkel, Jr., Mrs. A. 
Maynard, Ruth Maynard, Raymond R. May- 
nard, Mrs. J. J. Devereaux, Miss Gertrude 
Devereaux, Mr. and Mrs. L. W. Stevens, 
Mr. and Mrs. John W. Zehringer, Geo. E. 
Stevens, Mr. and Mrs. B. M. Keyes, John 
Cummings, Mr. and Mrs. Rufus Estabrook, 
T. R. Henry, G. Donovan, R. H. James, T. 
F. Martin, Joseph Fratur, Frank H. Mul- 
loney, and representatives of the trade press. 

Roxbury: Miss Rose Kadish, Miss Ida 
O’Brien, Wm. O’Brien, Rob’t J. Burns, Miss 


Salesmen 
Da Wee 
(Sitting) 
Stahl 


Boston 


Katherine A. Shine and Miss Mary Daly. 
Dorchester: D. W. Nichols, C. L. Young 
and H. W. Driscoll. 


Cambridge: W. A. Force, Arthur Cassiday. 

Brookline: Mr. and Mrs. Frank B. Con- 
nor, James C. Mahon, C. O. Hart. 

Hengham: A. W. Rich. 

Newton: N. E. Coleman. 


Beverly : State Vice-President Robert 
Robertson, plumber to the President. 
Malden: Mr. and Mrs. Thos. Andrews, 


Raymond C. Andrews and F. R. Kenney. 
Jamaica se Plains <Mre and” Mrsi5 lr 
Godfrey. 


East Weymouth: John Quinn. 


Atlantis: Jos. Frater. 

Medford: Wm. N. Anderson and §S. E. 
Anderson. 

Lowell: Past State President and Mrs. 
Richard J. Welch and Miss Mary P. Kelly. 

Springfield, Past State Presidents J. W. 


Kennedy and Thos. J. Ryan. 
Watertown: D. F. Keefe and Owen Keefe. 
Winchester: Mr. and Mrs. Peter Fitz- 
gerald, N. T. Vielly and J. A. Larraway. 


Fall River: Mr. and Mrs. Wm. H. 
Sullivan. 

Quincy: J. E. Keniley, Jr., and Wm. 
Bradford. 

Somerville: C. W. Cahalan. 


Berwick, Me.: Mrs. Alice M. 
Harold L. Andrews. 

Manchester, N. H.: P. J. Brien. 

Among the manufacturers and jobbers 
represented and their representatives were 
the following: 

Boston: Hirschfield & Mayer—M. J. 
Hirsehfield and Joe Mayer, -Pierce, Butler 
& Pierce Mfg. Co.—W. M. Crosby and Georg 
Bontl; F..N. MeIntyre—F. N. McIntyre and 
Chas. W. Young; Crane Co.—R. E. Wall 
and Frank Walsh; Bunting Stearn Co.—Geo. 


Andrews and 


Stevens; Gurney Mfg. Co.—F. L. Sollis: 
H. W. Johns-Manville—W. T. Coppins and 
S. E. Hazzard; F. W. Webb Mfg. Co.— 


H. W. Thorndyke, Geo. Maynard, Joe May- 
nard, Arthur Brackett, David Gorman and 
Eddie Bent; McAuliffe Non-Syphon Trap 
Co.—R. P. Maynard; Dececo Co.—Carl F. 
Fischer; Boston Brass Co.—S. F. Heckman ; 
Hanilen & Emery Brass Co.—A. H. Emery ; 
Thompson-Durkee Co.—Geo. Durkee; Sani- 


tas Mfg. Co.—J. T. Malloney and W. A. 
Roberts; R. Estabrook’s Sons—Rufus Esta- 


brook and A. W. Rich; Geo. E. Gilchrist 
Co'—B. J. Serres and Geo. H. Perry; Sul- 
livan-Daly Co.—D. P. Sullivan, Jr., and 
Francis E. Daly; Dalton, Ingersoll Mfg. 
Co.—O. C. Chellis; Brasure-Dow Co.—H. W. 
Hunt; American Radiator Co.—W. F. 
Stearns, W. F. Gillings, Jr.. H. S. Bowen 
and C. S. White; Central Foundry Co.— 
W. J. Crotty; Dahlquist Mfg. Co—T. W. 


James Barrett Mfg. Co.—D. F. 
O’Hayne, Frank P. Leary, Ralph Sherriff 
and P. J. O’Brien; E. B. Badger & Sons 
Co.—D. J. Dever; Thos. F. Martin Co.—Thos. 
Martin and M. T. Kelly, Jr.; A. J. Felz; 
United States Radiator Co.—Henry Taylor; 
Locke-Stevens Co.—P. B. McCarthy and F. 
H. Locke; E. F. Butler & Co.—kE. F. Butler 
and W. Murphy; W. B. Hubbard Sons Co.— 
W. B. Hubbard, L. P. Hubbard and Jack 
McAuliffe; The Hercules Mfg. Co.—Geo. E. 
Perkins, Wm. Verry, Fred Maher and F. H. 
Mulloney ; Chadwick Boston Lead Co.—Chas. 
G. Bird; Wm. H. Mitchell & Son Co.—J. T. 
Burke; Jenkins Bros.—H. F. Fiske. 

Westfield: H. B. Smith Mfg. Co.—C. F. 
Flint. 

Trenton, N. J.: Trenton Potteries 
J. J. Donovan; Keystone Pottery Co.—J. W. 
Lyons. 


Dahlquist ; 


Co.— 


Decatur, Ill.: H. Mueller Mfg. Co.—Geo. 
A. Caldwell. 

Evansville, Ind: Peerless Selling Co.—R. 
P. Smith. 


BE. J. Gutterson. 


Rockland, Me.: 


The Sleeping Contest—A Holmes, Harry 
S. Officer and G. W. Schwartz 
Asbury Park Outing 
Cleveland, Ohio: United Brass Mfg. Co.— 

P. B. McGinty. 


Providence, R. I.: Phillips Lead & Supply 


Co.—G. C. Phillips. 

New York City: Hungerford Brass & Cop- 
per Co.—J. J. Whitehead. 

Cincinnati, Ohio: Louis Lipp Co.—Samuel 
Little. ¢ 

For courtesies bestowed upon its repre- 
sentatives, THE PLUMBERS’ TRADE JOURNAL 
extends its hearty thanks. 
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“Best Ever’ 9th Annual Outing 
and Clam-Bake of the Asbury 
Park, N. J. Master Plumbers 


VERY one said it. What? ‘Best ever,” 
E and as well, the largest outing and 
gathering yet recorded, at the 9th 
annual pienie and clam-bake of the master 
plumbers associations of Asbury Park, N. J., 
and vicinity. The affair was held at Green 
Gables, Pleasure Bay, on Tuesday, August 
20th, a resort made famous because of 
an apple tree on the grounds which inspired 


Song Writer Harry Williams, at the time 
a guest at the resort, to compose ‘In the 


Shade of the Old Apple Tree.” 
President Archie Height and Secretary 
Chas. H. Walton, as well as the committee 


Ted Moran Showing the Asbury Park 


Pitch Quoits 


Boys How to 


in charge, Chairman Andrew T. Van Cleve, 
W. H. Brighton, and Wm. J. Lepine, were 
early on the job, greeting the members and 


guests, escorting them to chartered cars, 
passing the cigars and otherwise providing 
for the comfort of all. The happy party 
started from Cookman avenue and Main 
street at nine o’clock A. M., and proceeded 
to the Bay, passing through many of New 


Jersey’s beautiful towns en route. Pleasure 
launches were then boarded and a most de- 
lightful sail enjoyed to Green Gables, arriv- 
ing about eleven o’clock. 

Immediately upon arrival, the joys of the 
day began. First of all came the baseball 
game between one composed 


picked teams, 


sae a” 
Asbury Park Outing Com.—W. H. Brigh- 
ton, A. T. Van Cleve and Wm. J. Lepine 


of master plumbers, labeled “Hardly Ever 
Losers,” captained by A. T. Van Cleve; the 
other, of salesmen, labeled “Seldom Ever 
Winners,” captained by Bill Meegan. The 
personnel of the two teams follows :— 
Master Plumbers—Captain A. T.- Van 
Cleve, C.; P. Clayton, P.; Frank Dougal, 
Sue olme be elds 1 BIS HTC. -Ingersoll, 
2 B.; Wm. J. Lepine, 3 B.; F. W. Bimbler, 


Re os Wa pals 
Kittell, C F. 
Salesmen—Captain Bill 


Hufnal, and W. H. 


Meegan, C. F.; 


8 


Three New Jersey Dignitaries in the Shade 
of the Old Apple Tree: Secretary C. H. 
Webster, State President Geo. 
Turner and President A. Haight 


John R. Cook, C.; M. K. Blackwell, P.; L. 
Jones, S.S.; Wm. J. Hepburn, 1 B.; James 
W. Du Pre, 2 B.; B. J. Newell, 3 B.; J. W. S. 
3essonette, R. F., and E. J. Ackerman, L. F. 
The one serious question of the hour, as 
usual, was the selection of an umpire, there 
being volunteers without number; but, after 
much diplomacy, it was finally agreed that 
the best-looking member of the party should 
be drafted. This honor fell to Master 
Plumber Charles E. Hurley, who modestly 
accepted when assured that all hands would 
assist in the trying of the game. 
Nine lengthy and innings 
played, and resulted in a score of 17 to 16 
in favor of the salesmen. The close score— 
thanks to the umpire and his many assist- 
ants—explains why the teams were so ap- 
propriately named. 
The feature of the 


decisions 


lively were 


game was the home 


Wireless Pipe Locator 


will locate any metal pipe, no matter how 
deep it may be buried under ground or con- 


cealed in the walls of a building. Will ship 
on ten days trial to responsible parties. 


Write for full particulars 


MODERN IRON WORKS 
DEPT. G 
QUINCY, ILL. 


STANDARD TANKS 


For Any Purpose 


Water-Air-Qil-Gas 


We carry in stock 


PNEUMATIC STEEL TANKS 
OIL STORAGE TANKS 
AIR RECEIVERS 


PROMPT DELIVERIES SEND FOR LISTS 


Standard Steel Tank @ Mfg. Co. 


General Offices, PITTSBURGH, PA.—Works, GIRARD, OHIO 


Range Boilers and Tanks 


For Every Requirement 


Steel Storage Tanks 
Rivetless Boilers Air Tanks 
Pneumatic Water Tanks 
Riveted Boilers Gasoline Tanks 
Expansion Tanks 
Brazed Boilers Coil Boilers 
Gasoline Storage Outfits 


Founded 1802 


Wu. B. Scaife and Son Co. 


Pittsburgh, Penna. 


The Compression Disc 
=_=— Patent Union 


Heavy Pattern, Air Furnace 
Malleable Iron with Brass 
Valve Seated Disc. 


Also Manufacturers of 


Malleable and Cast 
Iron Fittings and 
House Heating 
Boilers 

- Write for Catalogue 


Illinois Malleable Iron Co. 


1801-25 Diversey Parkway, 
CHICAGO, ILL. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


run—the only one—of Frank Dougall, the 
base runs of Capt. Bill Meegan and James 
W. Du Pre, and the collision between John 
T. Reid and another, both trying to eatch 
the same ball. John’s head caught his com- 


petitor’s jaw, stunning the latter for a few 
escaped 


moments. The ball uninjured. 


Treasurer F. J. Sturn, 


Brother Reid is of the opinion that close 
competition always brings dire results. 

Of course, there were other sports. The 
game of quoits engaged a number of the 
guests. Ted Moran, the Atlas Brass repre- 
sentative, proved himself an expert of some 
quality. During this exciting pastime, a 
sleeping contest was arranged among the 
interested spectators, the following well- 
known athletes being specially selected for 
the fray: A. Holmes, Ronalds & Johnson 
Co., Camden; G. W. Swartz, manager for 
master plumbers; A. T. Van Cleve, and W. 
KF. McCarthy of H. Mueller Mfg. Co. Harry 
S. Officer of Crane Co. was named referee, 
having first agreed to keep out of the con- 
test. The game was nicely under way when 
the participants all dreamt they heard the 
dinner horn and awoke with military pre- 
cision. This was a delusion, however, it 
being merely the click of THE PLUMBERS’ 
TRADE JOURNAL’S Kodak, so the referee de- 
clared the affair an involuntary draw and 
assured the participants of a seat at the 
dinner table. During the various sports, the 
Committee of Arrangements kept every one 
well supplied with good cigars and all kinds 
of “wet” stuff, a variety and sufficiency to 
suit all fancies. 

The real popular event, however, at which 
every one “shines,” was the clam-bake, pre- 
sided over by State President Geo. Turner. 
It was served about two o’clock in the after- 
noon, in the out-door dining hall, fronting 
the beautiful bay. Every one was gomfort- 
ably seated, save the committee, who 
sentenced themselves to do nothing but work 


and see to the joy of others. This they did 
to perfection all during the bake, against 
the remonstrances of their numerous friends, 
My! but they were a stubborn committee, 
and equally as good. 

The “New York News Boys Quartette,” 
composed of Percy Clayton, Frank Sandy, 


Vice-President J. H. Mersfelder Surrounded by Some of His Friends at the Newa 
Master Plumbers’ Frolic 


| 
| 
| 
Jack McDonald and William Moore, ren- | 
dered vocal selections during the bake, | 
Charles Meyer, the accompanist also yen-. 
dered several piano solos. While the bake | 
was well under way, a typical darkey min-| 
strel, banjo in hand, and uniquely attired, 
made his “howdy,” and pleased every one 


| 


State Secretary Henry F. Baillet, Sergeant-at-Arms Robert 
Berla and President L. Maier at the Newark Outing at College Point | 


with his vocal efforts. All the popular songs 
were reeled off, in many of which the entire 
party joined. f 

At the conclusion of the feast, a pleasant 
sail was taken to Sea Bright. The quartet 
and the darkey shipped sail with the party 
and furnished a plenty of entertainment, 
The entire party made a landing, and, ir 
column of twos, under command of Captair 
Andrew T. Van Cleve, preceded by th 
banjoist, a short parade was made throug} 
the village streets, much to the delight o/ 
the citizens. Returning to the boats, th 
happy party journeyed homeward, and de 
parted for their several destinations. 

Ideal weather, a painstaking committee 
and Mine Host West—who all hands sun} 
was a good old soul—contributed in ever) 
detail to the delights of the day, and thu 
ended the ninth session. The committee wa 
ably assisted by G. W. Swartz and Walte 
S. Kirkbride. About sixty members ani 
guests participated. Among the manufac 
turers’ and jobbers’ representatives wer| 
the following :— é | 

Frank E. Swain, N. Y.—J. W. S. Besson| 
ette; H. Mueller Mfg. Co., Decatur, Tl.—W 
¥. McCarthy; United Lead Co. New Yor) 
City—C. B. Holden; Shepard & Co.—D. } 
Applegate; Atlas Brass Mfg. Co., Clevelan(’ 
Ohio—Ted Moran; Ronalds & Johnson Co 
Camden, N. J.—A. Holmes; M. Glauber | 
Co., New York City—V. Fitzpatrick; Cram 
Co.—Harry §. Officer; Peerless Selling Cc 
Evansville, Ind—O. W. Gleason; Har( 


Generator Co., Easton, - Pa.—Rob’t Eichli 
and Samuel Werkheiser; United States Ri 


\ 


; 


diator Co.—T. Howell Johnson and EB, Pat 
Fred Adee & Co. New York City—W. | 
McKinney; American Radiator Co, N/ 
York City—C. J. Van Merbeck; J. 8. N7 
ton & Co., Jersey City, N. J.—D. 5. Du 
van; Thatcher Furnace Co. New *! 
City—Geo. Taylor; Fleck Bros. Co, Phir 
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Iphia, Pa.—Bill Meegan; National Radi- 
or Co., Trenton, N. J.—L. Jones; Geo. E. 
itson; Warren, Balderson & Co., Trenton, 
_J—Geo. W. Balderson and B, J. Newell; 
ood Mfg. Co., New York City—James W. 
u Pre; Mott’s, New York City—H. Clinton 
nith; John Simmons Co., New York City— 


comfort of those present had been well looked 
after by the committee, and nothing had been 
left undone. 

The merrymakers amused themselves in 
many ways from the national game to sing- 
ing, in which Jim Smith’s wonderful voice 
was heard. With his accustomed grace, he 


he Committee of Arrangements who so Ably Looked After the Picnickers at the 
Newark Outing 


W. Kent ; Boynton Furnace Co., New 
ork City—John R. Cook; Wolverine Brass 
forks, New York City—M. K. Blackwell; 
. W. Johns-Manville Co., Newark, N. J.— 
. R. Austin; Pierce, Butler & Pierce Mfg. 
0, New York City—Geo. H. Eddy ; McMann 
Taylor Co., New York City—E. J. Acker- 
an; Mayor, Lane & Co., New York City— 
’., T. Lowden; Keystone Supply & Mfg. Co., 
hiladelphia, Pa.—Frank A. Bell; T. R. Mc- 
fann Co., New York City—J. Stahl, Jr.; 
Jalls, Owen & Stambach Co., Philadelphia, 
a.—W. H. Weinach; Thos. J. Berkstresser 
0., Philadelphia, Pa.—Wm. J. Hepburn. 
Representatives of the trade press were 
Iso present, and for courtesies shown its 
spresentative, THE PLUMBERS’ TRADE JOUR- 
AL is deeply grateful. 


——_~-o——_—— 


lewark, N. J., Master Plumbers 
Celebrate at 17th Annual 
Outings 


HE seventeenth annual outing and 
T clam-bake of the Master Plumbers’ 

Association of Newark, N. J., was 
eld at Witzel’s Grove, Point View Island, 
‘ollege Point, N. Y., on Tuesday, August 
0, 1912, and to say that there was some- 
hing doing at all times is putting it mildly. 
The members and guests assembled at 
‘ipley’s Dock, where they boarded the pa- 
utial steamer Commander, and when every- 
hing was ready and THr PLUMBERS’ TRADE 
OURNAL representative, (who, by the way, 


sang the melodious “Silver Threads Among 
the Gold,” and was compelled by his friends 
to respond to many encores. 

Upon arriving at the grove, the boys were 
photographed by THE PLUMBERS’ TRADE 
JOURNAL representative, and readers can see 
that they lived up to the reputation they 
gained years ago as the best-looking bunch 
that have come down the pike. 

When the dinner-bell was heard and all 
had answered to its call, the roll call was 
found to be complete. The signal was then 
given to begin, and from then on business 
cares were forgotten and every one chatted 
and thoroughly enjoyed himself. 

The bake was the best ever, and Host 
Witzel was the recipient of many congratu- 
lations. The bake over, there was just time 
for a ball game—and such a game! From 
the enthusiasm shown by the rival teams it 
made one think that Newark and Jersey 
City were at it again. 

Chief Harry Baillet was the umpire and 
there was no baiting, even if he did miss a 
few strikes. Everything turned out all right 
except the score, which was. against the 
plumbers by 9 to 7. 

The committee to whom was intrusted the 
task of entertaining the picnickers was com- 
posed of the following gentlemen: John J. 
Turbett (chairman), Elmer Lutz (secre- 
tary), F. J. Sturn (treasurer), Robert Berla, 
R. A. Koether and Louis Maier (ex-officio). 
They certainly did their work well, and it is 
rumored that they are to be made a per- 
manent committee. 

A delegation from Jersey City, consisting 


Plumbing Inspectors A. J. McGookin, J. Kull, E. P. Coulston, J. B. Sullivan (Chief), 


J. L. Whea 


was just about to be left) was safely aboard, 
the signal was given to start, and to the 
strains of “There'll Be a Hot Time in the 
Jd Town Tonight,” from the band, the happy 
‘hrong sailed away. 

The trip from Newark to the picnic grove 
was a refreshing relief to every one, for the 


lan, and GC. A. Hallgring, who Graced the Outing with Their Presence 


of Commissioner J. A. Sprouls and _ In- 
spector J. A. Joans, W. J. Cross, J. J. Cor- 
coran, S. J. J. Coppinger, R. J. Entwistle, V. 
Ringler, J. Anderson, A. R. Harris and C. 
Werner, graced the occasion. 

THE PLUMBERS’ TRADE JOURNAL repre- 
sentative had the pleasure of meeting many 
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Get a Profit on Your Pipe Threading! 


“Why is it you don’t see so many plumbers and steam fitters riding around 
in automobiles,’’ remarked anold plumber. ‘‘I’ll tell you. We haven’t been 
getting a profiton our work. As an instance we farm out our pipe threading— 
and lose money on every thread made for us.”’ 

Whether he was right or 
wrong—it surely is more sat- 
isfactory to do your own 
threading in your own shop— 
especially when you’ve a ma- 
chine so good as 


The Merrell Pipe Threading 
and Cutting Machine 
Backed by a record of 20 

years satisfactory service in 

the hands of Plumbers and 
manufacturers, itis no wonder 


we dare send the Merrell any- 
wuere for a long free trial. 


THE MERRELL MAKES GOOD OR WE MAKE GOOD 
Get the Merrell catalogue —it’s free 


THE MERRELL MFG. CO. 
20 Curtis Street Toledo, O. 
Eastern Office—Real Estate Trust Building, Philadelphia, Pa. 


MOTOR DRIVEN PUMPS 


For Water Systems 


Hand and Power Pumps for all uses 
Combined Air and Water Pumps 
Compression Tank Pumps 
Cylinders, Etc. 


THE DEMING COMPANY 
SALEM, OHIO 
» Agencies—Henion & Hubbell, Chicago 


Harris Pump & Supply Co., Pittsburg 
Ralph B. Carter Co., New York 


Four Types — Belt, 


What you get 
in one opera- 
tion with the 


Motor and Gasoline 
Engine Driven, also 
Hand Operated. 


LOEW 
VICTOR PIPE 
MACHINE 


14 TO 8 INCHES 


Send for Catalog 


9100 Madison Cleveland, O. 


THE TOOL YOU LONGED FOR 


N. M. GOMBINATION 
KEY WRENGH 


the best tool for plumbers ever invented 


for connecting up 
Bath Wastes 
Basin and Pedestal 

Basin Plugs 

Tank Spuds 
Closet Spuds 
Wash Tub and 
Enameled Sink Plugs Strainers 
Square openings in handle, three sizes 
for Curb Boxes and Plugs 


Send for Catalog 


National Mechanical Appliance Co. 
600-610 Kent Ave., | Brooklyn, N. Y. 


HOT AIR PUMPS 

MOTOR DRIVEN PUMPS 

GASOLENE ENGINES 

RIGHT PRICES FOR USERS 

GOOD PROFITS TO DEALERS 
Write nearest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 
New York Boston Philadelphia 
Montreal, P. Q. Sydney, Australia 


NIEDECKEN 
MIXER 


PATENTED 


The Only Perfect 
Shower Control 
Yo Cams No Springs 


For SHAMPOO 
SHOWER 
BATH SUPP EX 
CLINIC 


LAVATORY 
BLE. 


Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 


Milwaukee, - - Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LTD. 
Toronto, Canada 


A Quartette of Notables—Commissioner O'Connell, Sheriff Monahan, His Honor Mayor 
Hausling and Past National President A. Selden Walker at College Point 


Some of the Camden, New Jersey, Master Plumbers, Who, With Their Friends, Were 
Delightfully Entertained by Mr. and Mrs. Edward F. Kelly at Anglesea 


The Champion Louisville Master Plumbers’ Baseball Team. Left to Right, Standing— 
Messrs. Geo. Schardein (Manager), McGrath (Umpire), Bauer, Leanhart, Nevin, 
Burke, Welker, Brady, Palmer, Otto; Sitting—Watts, Albus, Rosenfield and Shaw 
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of the city officials—Mayor Hausling, who 
is a great favorite with the boys; Sherir 
Monahan, and Commissioner O’Connell, __ 
Among the guests met by our representa- 
tive were :— oe 
O. W. Gleason, Peerless Selling CG 
Homer, Glauber Brass Mfg. Co.; J. CG. 1 
land, J. S. Norton & Co.; J. J. Meck 
Abendroth Bros.; Louis Mattel and W. M. 
BHisenbiegler, Black Diamond Range cer oT: 
A. F. Baudermann, J. G. Hetzel; K. Waller, 
Boynton Furnace Co.; J. Smith, Mott's; W. 
Kraft and J. McDonald, Richardson & Boyn- 
ton Co.; C. Honnsley, J. McGann and A. 
Sink, Crane Company; Al. Devoe, Thatche; 
Furnace Co.; H. James, J. Douglas Com. 
pany; W. Cook, Egbert Company; W. § 
Roe; Tom Hoover; Happy Charlie McGuire 
Harry Baillet; W. H. Young, chief of the 
Sanitary Department, Board of Health, New. 
ark; Ex-National President A. Selder 
Walker; Plumbing Inspectors J. B. Sulli 
van, E. P. Coulton, J. L. Whealen, C. A 
Hallgring, A. J. McGookin and J. Kull, 0 
Newark. Be. 
The officers of the association are; L 
Maier, president; J. H. Mersfelder, vice 
president; F. J. Sturn, treasurer; H. F 
Baillet, secretary, and R. Berla, sergeant 
at-arms. : 
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Camden, N. J., Master Plumber 
Spend Delightful Day as Guests 
of Edw. F. Kelly 


NUMBER of the. master plumbers 0 
A Camden, New Jersey, with thei 
wives and friends spent an enjoyabl 
day on Sunday, July 28th, at Anglesea, Ne 
Jersey, as the guests of Edward F. Kelly 
one of the prominent master plumbers 0 
Camden who has his summer home ther( 
In a way the outing was a quickly al 
ranged one. Mrs. Kelly was equal to th 
oceasion and everything was arranged fc 
the comfort of her guests upon their arriva 
Among the many pleasures indulged i 
and enjoyed by the guests was a dip in th 
surf. Then followed a sumptuous chicke 
feast, which had been prepared, and man 
expressions of appreciation of the delightf) 
menu were bestowed upon the charmir 
hostess and her daughters. 6 
The time for home-going having arrive. 
the thanks and congratulations of the d 
parting guests were extended the host ar 
his wife. a 
Among those present were: Mr. and Mi 
W. A. Mendell, Mr. and Mrs. F. E. Zimme) 
mann, Mr. and Mrs. E. F. Kelly, Miss Edi 
Kelly, Miss Marie Kelly, Messrs. W. ]| 
Stuart, W. J. Lovett, J. B. West, Jr, H. | 
Gilmour and F. M. Brennan. 
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Omaha, Nebr., Master Plumbe 
Hold Their Picnic, July 20th, 
at Hillside Park 


Th annual outing of the ‘Mast 


Plumbers’ Association of Omal 

Nebraska, was held on _ Saturdi 
July 20th, at Hillside Park, Ralston, a st’ 
urb of Omaha. The occasion was made } 
all-day festival. Special cars were provic 
for the party, while twelve automobiles | 
longing to members also made the tl! 

There were over two hundred mer 
makers in attendance, this number incl) 
ing the families and friends of the m/ 
ters. A feature of the big time was | 
chicken dinner and the manner in which! 
was served. The masters, according to P) 
gram, were compelled to prepare and se’ 
the entire meal, so that the ladies of § 
party could enjoy the day unrestrained. | 

Athletic games were a part of the da} 
program. In all, twenty prizes were offe 
in as many events. Winners were not 
lowed to compete in a second event, 
were compelled to superintend the follow 
contest. 

The entertaining program for the day 
nothing to be desired. The only regrete 
feature was the absence of State Presid 
J. C. Bixby and William Bellamy, who > 
not yet returned from their trip to the | 
tional Convention in Salt Lake City. 

A brass band and orchestra accompa! 
the picnickers to the park, and dancing! 
the large pavillion kept the spirit of 
occasion at highest pitch until the homew 
trip, which was made at a time that mi 
lighted auto lamps unnecessary, 
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PTEMBER 18ST, 1912 


Spectators Looking at the Standing Broad Jump Which Was Won by Wm. 


sae 


Vandermeulen at the Wolverine Outing 


e Wolverine Employees’ Picnic 
A Great Jubilee 


IVE special coaches left Grand Rapids, 
Mich., Saturday, August 17th, carrying 
the employees of the Wolverine Brass 

rks to Fruitport on Lake Michigan, where 
annual picnic was held. Upon arrival, 
renewing of acquaintances was in order. 
he meantime the ball teams were getting 
ther for an exhibition game and scon 
leather covered sphere was in action. 
ar the game an elaborate basket lunch 
served with plenty of hot coffee and pink 
onade. 

he following prizes were ‘captured for 

es and contests :— 


utdoor Baseball Game (Regulars. vs. 
p Picked Team)—Shop Picked Team won 
» 3. Indoor Baseball Game (All Stars 
Office Team)—AIll Stars won 10 and 6. 
‘ard Running Race (girls under 6 years 
—1st prize, Gertrude Zinn, and 2d prize, 
el Edwards. 25-Yard Running Race (boys 
er 6 years old)—Ist prize, Frank Butter- 
th, and 2d prize, Martin Evertts. 50-Yard 
ming Race (girls over 6 and under 12)— 
prize, Hazel Zinn, and 2d prize, Bessie 
aves. §0-Yard Running Race (boys over 
nd under 12)— ist prize, A. Anderson. 
2d prize, Chas. Butterworth. 450-Yard 
ming Race (young ladies)—Ist prize, 
s Davies, and 2d prize, Miss Meyers. 100- 
d Running Race (young men)—1st prize, 
vrence Cornelius, and 2d prize, Russel 
nelius. 100-Yard Running Race (married 
1)—1st prize, Charles Hale, and 2d prize, 
rles VanLeuwen. Standing Broad Jump— 
prize, Wm. Vandermeulen, and 2d prize, 
Marine. Running Hop, Skip, and Jumv— 
prize, Wm. Vandermeulen, and 2d prize 
s. VanLeuwen. Fat Men’s Race (200 lbs 
over)—Ist prize, Ed. Butler, and 2d prize. 
) Pigorsh. 25-Yard Sack Race—\st prize. 
1. Vandermeulen, and 2d prize, H. Marine. 
‘ard Three-Legged Race—1st prize, Wm 


vindt and Wm. Vandermenien, and 2d 
e, H. Marine and Chas. Hale. 25-Yard 
t Race—ist prize, H. Millard, and 2d 


e, Russel Cornelius. Biscuit Contest—1st 
e, Otto Pigorsh, and 2d prize, H. DeWindat. 
ato Race—ist prize, H. Mavnard, and 2d 
ee, Chas. Hale. Tug of War (12 on a 
-) —Captain— Ed. Butler— Team won. 
he remainder of the day was devoted to 
ting, fishing, bathing, and dancing, the 
iverine Orchestra furnishing the music 
‘ting “Wolverine Two-step’” to the tune 
‘Harrigan’ :— 
Wol-ver-ine spells Wolverine - 
re proud of all the fighting blood that’s 
in her. 
el a firm in business that can skin her. 
l-ver-ine for me. 
a name that no shame has been con- 


nected with. 
lverine for me. 


t a late hour the special cars started for 
1e with about five hundred happy people. 
) agreed that they had enjoyed the best 
e “ever,” 


_3+-——_-— 


Mueller Mfg.Co.’s Employees 
sather at Fairview Park for 
their Frolic 


ATURDAY, August the 17th, the Em- 
| ployees’ Aid Society of the H. Mueller 
Manufacturing Company held their an- 
1 pienie at Fairview Park, Decatur, TI, 
er ideal conditions. The day was one 
tulated to open the pores of humanity, 
a thin veil of clouds hid the sun for the 
st part of the day, and much comfort 
3 found within the handsome pavilion or 
eath the cool and inviting shade of the 
snificent virgin forest trees. 
n recent years the Mueller picnic has been 
d outside of Decatur, thus combining an 
ursion with other festivities of the day ; 
this year the plan was changed and it 
3 decided to remain at home so that all 
dloyees might participate, without the 
igsue of riding in the cars to and from 
Scene of recreation. This consideration 
3 appreciated by the employees, especially 
family men. The park began filling with 


the happy, light-hearted people at an early 
hour. They came with the proverbial well- 
filled picnic baskets, and with every prepara- 
tion that would contribute to a good time. 
Fairview Park, where the picnic was held, 
is an historical spot at Decatur. It was 
here that two regiments of Decatur and 
Macon County men were formed in the early 


“Kid” Cornelius Winning the Fat Men’s Race With a Burst of Speed Just 
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Ed Butler Selected a Squad of Huskies for His Victorious Team in 
Tug-of-War at the Wolverine Outing 


picnic grounds, passing through the business 
center of the city. The Mueller Company 
now employs nearly nine hundred men at 
the Decatur factory, being Decatur’s largest 
industry, and the parade was quite an im- 
posing affair. Everybody connected with the 
factory feels a just pride in the band. It 


is made up of employees, many of whom 


ope = é. yy 


at the Finish at the Wolverine Outing 


60’s and no two regiments had a more 
grueling experience in the Civil War. Here 
also is seen the log court house, carefully 
preserved. It is the building in which Abra- 
ham Lincoln scored many of his early legal 
victories, and where his voice rang out more 
than once in defense of the Union. The name 


¥ : } . 
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of the Crowd Watching the A 


he 


thletic Contests. 


were formerly members of Goodman’s Fourth 


Regiment Band, the crack organization of 
Central Illinois. As a factory band, the 


Mueller organization ranks high. Their pro- 
gram for the day included popular and clas- 
sical music. 

Several thousand persons filled Fairview 


Sec = ees At 


The Mueller Crack Band on 


the Stand in Foreground 


View 

of the great Emancipator is closely inter- 
woven with the history of Decatur and 
Macon County. His early manhood was 
spent here with the Hanks family, from 
which he was descended, his mother being 


a Hanks. 

Fairview Park is rich in memories of the 
great man, all of which proved interesting 
to the picnickers and especially their guests. 

Prior to the gathering at the park, the 
employees assembled at the factory, and, 
headed by the Mueller Band, marched to the 


The Mueller Office Force Which 
Won the Baseball Purse 


Park by ten o’clock, and the ball game, the 
first notable event on the program, was 
started with a band of enthusiastic partisans 


rooting for their favorites. The game was 
between the office men and the factory, the 
former, by securing a gocd’ lead in the 


second inning, won the victory and the purse 
of $15.00, the score being 10 to 5. 
The line-up was as follows :— 
Office—Maxey, S. S.; Bomar, 2 B.; Thrift, 
C.; Plate, 1-B.; Cochran, 3 B.; Nemeyer, 


GiB) Rueker;, Fy e3 
Ellison, P. 

Factory—Love, S. S.; 
Berhns, C.; Hughes, 1 B.; 
Leneon,. C. Fo} > Adams, BR. F.; 
L. F., and Goddett, P. 

Following the ball number 
of contests, those of particular interest being 
the competition among the babies of various 
Eager and expectant parents with 
faces were there with the cute little 
mites of humanity, and the judges had a seri- 
ous time picking ‘out the winners, but they 
managed to discharge their task to the satis- 
faction of most of the spectators. 

At noon the crowd divided into family 
groups and parties, and beneath the spread- 
ing oaks and lovely elms enjoyed their pienic 
dinner. 


Denham, L. F., and 


Troxell, 2 Bi: 
Gepford, 3 B.: 
Tolladay, 


Same came a 


ages. 


beaming 


Then followed a long list of athletic 
events, for which desirable prizes had been 
offered. While these were being decided, an 


orchestra furnished music for dancing in 
the pavilion, and the younger members had 
a merry time with two-steps, waltzes, etc. 
This feature of the picnic was in full swing 
up until midnight. 

Throughout the day members of the com- 


pany, Adolph, Philip, Robert and Fred 
Mueller, mingled with their employees, en- 
joying the sports with them. There was 
disappointment at Fred Mueller’s inability 
to enter the heavy-weight foot race, es- 
pecially among those who had known him 
as a member of old Rescue Hose Team, 


which for years won championships all over 
the United States. As a member of that 
famous running Fred Mueller was 
reckoned as the speediest, and 
pretty close to a 10-second man. A surgical 
which he the 
him the 
not 


team, 
among was 


operation under went during 
eautious in 


did 


past has made 
matter of athletic 
essay the effort Saturday. 

The picnic was under the direct 
ment of the Employees’ Aid Society, an 
organization aided and encouraged by the 
company. This is composed of Mueller em- 
ployees, and has for its object the care of 
injured members. The dues 
nominal, but an employee losing time by 
reason of sickness is paid a _ stated sum 
weekly during enforced idleness. Practically 
all Mueller employees are members. 

The following list of the events and 
the winners, entries being limited to Mueller 
employees :— 


Long Distance Ball 


year 


sports and he 


manage- 


are 


sick or 


is a 


Throwing—\st, E. R. 


Maxey; 2d, H. Allison, and 38d, G. Tolladay. 
Long Distance Ball Hitting Contest—1st, 


Bob Thrift ; 
Goodrich. 
Baby Show in Pavilion—Prettiest baby 1 
year or under, Julia Adaline Haley; largest 
baby 1 year or under, Earl Kemper; prettiest 
baby 1 to 3 years, Lyle Marshall, and largest 
baby 1 to 3 Gordon Mitchell. 
Cracker Hating Contest under 16 


2d. EH. Ri Maxey, and 3d, B. EF. 


years, 


(boys 


Miss Anna Schuermann Leading from Start to Finsh in the Women’s Race at 
the Mueller Outing 
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THE OLD WAY 


It takes at least four times as much time as 
is necessary to apply the old-fashioned 
hemp ‘‘snake.” 

It cannot be applied evenly and tightly 
enough to prevent the waste of much costly 
lead. Anditleaves unnecessary lead pro- 
truding from the joint which costs money 
to chip off. 


| AI 


THE NEW WAY 
The J-M Asbestos Lead Joint Runner can 
be placed in position on pipe in one-quarter 
of the time ordinarily required. , 
It covers the pipe snugly. preventing leak- 
age of lead and making smooth joints—no 
lead left projecting to be chipped off. 


J-iMl Asbestos 
Lead Joint Runner 


is mad2 of pure Asbestos rope of square cross-section, having a ferrule at 
each end, and provided with a simple but strong clamping device that can’t 


break and that locks the runner in place with one twist. 
char or burn and is practically indestructible. 
lead alone, not counting saving of labor. 


The device cannot 
Pays for itself in the saving of 
Fits any size pipe. 


Write nearest Branch for booklet 


H. W. JOHNS-MANVILLE CO., 


Manufacturers of Asbestos and 
Magnesia Products 


Albany 
Baltimore 


Detroit 
Indianapolis 
Boston Cleveland Kansas City 
Buffalo Dallas Los Angeles 
For Canada: -THE CANADIAN H. W. 
Toronto Montreal 


Chicago _ 
Cincinnati 


GET INTO 
93 


ASBESTOS: 


Asbestos Roofings, Packings 
Electrical Supplies, Ete. 


New York San Francisco 

Omaha Seattle 

Minneapolis Philadelphia St. Louis 

New Orleans Pittsburgh Syracuse 

JOHNS-MANVILLE CO., LIMITED 1774 
Winnipeg, Vancouver 


Louisville 
Milwaukee 


LINE! 


2 
z 
z 
2 


supply houses 
were interested in 


Fitall Hanger Strap 


By our first two “ads” in The 


Plumbers’ Trade 


NOTE—We are now 


Journal 


selling along 


with the Pipe Hanger a specially made 
Lag Screw, as in adjoining photograph. 
Can be driven into ceiling or beam. 


Twisted Wire and Steel Co. 


515-21 Greenwich Street 
New York, N. Y. 
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years old)—1st, Frank Mooney ; 2d, Lloyd 
Green, and 3d, B. Taylor. 

Pie Eating Contest (boys under 16 years 
old)—1st, L. Garrett; 2d, C. Labrash, and 
3d, Carl Coy. 

Potato Race (girls under 16 years old )— 
ist, E. Roderick; 2d, L. Roberts, and 3d, M. 
Jimison. 

Egg Race (girls under 16 years old)—1st, 
M. Kastner; 2d, Lelah Ludwig, and 34d, 
Leona Roderick. 

Boys’ Race (under 16 years old)—1ist, R. 
Green; 2d, Frank Mooney, and 3d, Virgil 
Abbott. 

Girls’ Race (under 18 years old)—1st, V. 
McDonald; 2d, Vivian Abbott, and 3d, Myrtle 
Clements. 

Boys’ Race 
Frank Mooney ; 
Walter Burtschi. 

Watermelon Race (boys under 14 years 
old)—1st, R. Dayton; 2d, A. Booker, and 3d, 
Carl Coy. 

Shoe Race (boys under 16; high shoes 
only)—1st, Paul Baldwin; 2d, Cloo Jones, 
and 3d, Eddie Burtschi. 

Women’s Race (free for all)—Ist, Miss 
Anna Schuermann; 2d, Mrs. W. O. Silver, 
and 3d, Mrs. Roy Pease. 

Fat Women’s Race (150 lbs. and over)— 
1st, Mrs. W. M. Hastings; 2d, Mrs. ache 
Rucker, and 3d, Mrs. N. Coy. 

Ladies’ Walking Race—ist, Miss Anna 
Schuermann; 2d, Miss Bertha Gordon, and 
3d, Miss Lulu Keller. 

Single Ladies’ Running Race—Iist, Miss 
Bernice Arnott; 2d, Miss Anna Schuermann ; 
3d, Elizabeth Schuermann, and 4th, Miss 
Bertha Gordon. 

Running Race (Mueller employees’ wives 


14 years old)—Ist, 
and 3d, 


(under 
2d, Earl Garrett, 


only)—I1st, Mrs. Roy Pease; 2d, Mrs. Anna 
Brown, and 3d, Mrs. Inez Hunt. 

Married Men’s Race—ist, George Troxell ; 
2d, E. R. Maxey, and 3d, Bert Kitchen. 

Fat Men’s Race (200 lbs. or over)—tIst, J. 
F. Reeder; 2d, C. C. Morris, and 3d, T. W. 
Green. 

Single Men's Race—Ist, Bob Thrift, and 
2d, Henry Newyer. 

Race for Members of Foremen’s Club—tst, 
Bob Thrift; 2d, Bert Kitchen, and 3d, Roy 
Hughes. 

Three Legged Race—Iist, Bob Thrift and 
Geo. Tolladay; 2d, E. R. Maxey and Jake 


Voelcker, and 3d, Frank Rucker and Roy 
Pease. 
Pole Climbing Contest—1st, Eury Bates; 


2a, C. D. Fisk, and 3d, John Love. 

Running Race for General Committee—Ist, 
O’Dell Hatfield, and 2d, Jake Voelcker. 

The value of the prizes ranged from $1.00 
to $15.00 and included a suit of clothes, cala- 
bash pipe, mandolin, violin and many equally 
desirable and valuable articles. 
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Merry Tine for. the Louisville 
Ky., Crowd at Fern Grove, 
August 14th 


HE Louisville, Ky., Master Plumbers’ 

; Association held their annual outing 

Wednesday, August 14th, at beautiful 
Fern Grove. As on former occasions, the 
weather was delightfully pleasant, which 
brought out a great company of friends of 
the master plumbers who were invited to 
this annual picnic. 

The steamer Corona left the wharf at 
8:45 A. M. from Louisville, arriving at the 
grove at 11 o’clock with more than one thou- 
sand people on board, including the master 
plumbers, their employees and families. 


The New Britain and Hartford, Conn., Master Plumbers, Who, With Their Frie:: 
Spent a Pleasant Day at Savin Rock (See page 338) ese 


i 
TE 
After the noon-day lunch, the annual bas 
ball game between the master plumbers a) 
the journeymen was called. In a very inte 
esting and skillful game the master plumbe 
proved to be the victors by the score of 
The line-up for the master plumb 
was as follows: B. B. Watts, pitcher: — 
Bauer, catcher; Wm. J. Brady, first bas 
Clarence Welker, second base; 
Nevin, third base; Fred Leanhart, © sho; 
stop; Mike Burke, right field; Leo Rose 
field, left field; Herman Albus, center fie 

James McGrath, chief plumbing inapect 
and his assistant, Martin Palmer, were t 
umpires. They rendered all decisions i { 
midst of heated controversies on both a 
but both are still alive and are willing 
tackle the job again next year, 

The gasoline launches and skiffs w: ere 
constant use by the younger folks, who we 
especially fond of the water trips to va 
ous points of interest. | 

Several of the master plumbers eyiden 
forgot that they were at a picnic with th 
families because of the fact that they wi 
to secluded spots with their fishing lines a) 
did not return until it was time to eat al 
go home. Running matches were enga; 
in by the children and the ladies en 
being awarded handsome prizes. es 

One of the enjoyable features of the . 


| 


tire day was the faithful service of - 
musicians who supplied the dancing thr 
with constant music. Two prizes a 
awarded to the best dancers at the close: 
the day. , | 

At 6 o’clock P. M. the steamer started 
Louisville, arriving at the First Street wh 
at 7:30 P. M. with a very happy and sa. 
fied company of people. || 


The picnic arrangements were ably 11 
aged by Geo. Schardein, chairman, and s 
sisted by the following committee: Al. 
water, M. E. Burke, H. V. Bonkofsky, Vi. 
Brady, Ed. Gray, J. H. Fleck, R. J. Ho 
dorfer, J. Isaac, P. Miller, C. Nevin, H 


Otto, G. Roser, L. P. Spies, David Wi! 
H. C. Degen. 
The title page in this issue of ; 


PLUMBERS’ TRADE JOURNAL shows three vi 
of the members and their friends at! 
scene of the festivities. The smile on 
one’s face indicates that everybody § 


happy and thoroughly enjoying the fi 


— es 


Montclair- Bloomfield, N. J., | 
sociation Enjoy Frolic at 
Bergen Point 


HE Montclair-Bloomfield, N. J. Mt 

[ Plumbers’ Association held an 0)! 
on Saturday, August 17th, at Mei!! 
Bergen Point Casino, Bergen Point, }) 
and from all accounts every one had a’\ 
time. : } 
The members made the trip from 
respective cities by trolley in special 4 
and with their families and friends en’ 
themselves to their hearts’ content. 


C 


Upon arriving at the Casino, they } 
everything arranged for their comfort, 
here they soon began to enjoy the 
dinner prepared for them by Mine ° 
Meister. j 

After dinner, dancing, games and V 
other forms of amusement: were partici i 
in by all. 

These outings have been so successit) 
they are thinking of holding another A 
near future. The members who were a 
to be present should be on the Jookou! 
they miss the next event. % 


0 
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“Standard 


Seat Action Closets 


The “Standard” Metric Valve Seat Action Closets 
shown here represent but a few of the closets of this 
character shown in the new “Standard” Catalogue “P”’. 


This type of closet is especially desirable for 
use in hotels, apartments and public buildings of all 
Classes. They are very economical in the amount 
of water required for flushing and are highly sanitary 
and serviceable, 


a ——$—=|/©) 


, 


2s 
4 


TERA IENE C—O} 


Spee iP aki this ‘Stortdard” Metric Valve Seat Action Closets are (o) 
ing Valve. =a esa automatic in action, flushing every time they are 

5 z ae used. They adapt themselves to variations of water C) 

e pressure, and have a valve with no projecting stems e 

») or levers inside the bowl to foul. They are 

‘ thoroughly tested at the factory and are in perfect 

j working order when shipped, and are so guaranteed. 2 


Standard Sanitary Mfg. Co. 


GENERAL OFFICES PITTSBURGH, PA. 


OFFICES AND SHOWROOMS 
ING@Wied OFF ocre.c.01s 35-37 W. 31st Street Toledo, Ohio...... 811-321 Erie Street 
BOston. esis 5.2.2 John Hancock Building Louisville. .319-323 West Main Street 
PUGH Geng ion ss sf aiuete teks) «i bp oa rear banc Nashville, Tenn. .315-317 10th Ave., S. 
Karpen Bldg., 900 S. Michigan Ave. San Francisco, Cal. ............. 
St. Louis...100-102 No, Fourth Street ....-Merchants Nat’l Bank Bldg. 
Philadelphia...... 1128 Walnut Street Pittsburgh...........106 Sixth Street 
Washington, D.C., 200 Southern Bldg. Cleveland. .648-652 Huron Road, 8. E. 
Houston,Tex., Cor. Preston & Smith Sts. Montreal, Can..215 Coristine Building 


<a 


- = z > ened Fort Worth, Tex...Front & Jones Sts. Toronto, Can..59 Richmond Street, E. 
oe ive cee ee ig fe beat Cincinnati, Ohio. ...683 Walnut Street Hamilton, Can..20-28 Jackson pts We Trap Syphon Action Bowl, with Metric Seat 
Geeesoca. ¥en vorite’’Seat, with Metric Sea Ne ‘leans. Bar »& St. Joseph Sts. Lone ™ng.,57-60 Tig at Gy; te) ah n Actic owl, > Sea 
Megae Finshing Valve. New Orleans. Baronn t. Joseph Sts. London,Eng.,57-60 Holborn Viaduct, I KM euturinshine Valve: 


—————— 5) 


Are You Familiar With The Advantages 
Obtained by the Installation of The Bel- 
knap Generator on Hot Water Heating? 


Base your arguments on the reduced sizes of piping and radiators; higher degree of heat 
obtainable as well as economy of fuel. Show your client that you can actually save him money by 
installing The Belknap Generator. The best steam and vapor heating systems with complicated 
valves, diaphragms, weights, etc., are acknowledged inferior to a properly designed hot water 
heating system. Hottest Water at the Radiator, Positive Circulation. 

One tapping of radiator serves every purpose of the old flow and return connections. 
The Belknap Circulating Coupling permits this. Think of the saving in fittings, time and labor. 
Improves the appearance by keeping the risers side by side. Induces positive circulation by its 
construction. 

These two specialties have revolutionized the heating industry. Equally applicable to old 
and sluggish circulating installations. 

It is not how CHEAP but how GOOD. 
A postal brings booklet “The Belknap System of Hot Water Heating.” 


The Belknap Manufacturing Co. Bridgeport, Conn. 


$62 


GORTON 


WROUGHT STEEL 


BOILERS 


are built on 
the lines of 
power boil- 
ers to se- 
cure dura- 
bility, safe- 
ty and high- 
est econ- 
omy in 
fuel con- 


sumption. 


They are self- 
feeders andre- 
quire _coaling 
only twice a 
day in coldest 
weather. 


They are high grade in every sense of the 
word—none better—they have no equal. 
Send for catalog and investigate 
for yourself their superiority 


GORTON & LIDGERWOOD CO. 
96 Liberty St., NEW YORK 


CHICAGO: Fisher Bldg. BOSTON: 182 High St 


PLUMBERS’ TOOL BAGS 

Made of heavy russet 
grain leather, hot wax 
locked stitched, im- 
possible to rip. Dur- 


able and convenient. 


Shoulder Strap and Pad. 


Our Catalog? 


EXCELSIOR BAG& MFG. 
CO., Troy, N. Y. 


Miles in 
Advance 


Every new specialty or device after it is 
brought out, seems so simple everybody 
says ‘why didn’t somebody think of that 
before?’”’ Itis the same with 


‘THE McCORD” 


Steel, Porcelain Enameled Closet Seats. 

Just as big an advance over wooden seats 
as the porcelain enameled bath tub was over 
the old copper affair. 


“THE McCORD”’ 


Steel Enameled ToiletSeats are indestruct- 
ible. They have a finer finish than the 
best of the wooden seats on the market, 
Made in white or black porcelain enamel. 


Send for Circular and Prices 


Metallic Specialty 
Mfg. Co. 


22 and 24S. Spring Ave. 
St. Louis, Mo. 
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HE city of Chicago has 
recently installed twenty 
‘public drinking fountains 
at convenient corners in 
the downtown district. 
The fountains are of 
pure white porcelain, the 
drinking cups being of 
the latest and most ap- 
proved type. The Civic 
Improvement League 
have been urging the in- 
stallation of these foun- 
tains for some time, and 
it is considered the be- 


ginning of a general 
plan on the part of 
the city to put in these 
public conveniences all over Chicago. 
R. J. Powers of Chicago, Ill., with his 


wife and family have recently returned from 
a week’s vacation trip in the East. Mr. 
Powers visited New York City and also sev- 
eral other large cities on the Atlantic Coast. 


Geo. W. McFarland, 1504 W. Van Buren 
street, left Chicago recently for a two 
weeks’ vacation trip to Marshalltown, Iowa. 
Mr. McFarland, who is accompanied by his 
wife, will visit relatives. 

Frank McGarr, 1542 West 63d street, Chi- 
cago, Ill., has lately returned from a several 
weeks’ trip to West Baden, Ind. Mr. Mc- 
Garr has been ill for some time, but returns 
from the springs much improved in health. 

Reynolds Bros., formerly on West 18th 
Place, now have their plumbing shop at 
1835 West 22d street, where they have an 
attractive location. This firm does con- 
siderable new and overhauling werk on the 
West Side. 

Robt. Mueller of the H. Mueller Mfg. Co., 
of Decatur, Ill., recently made a business 
trip to Chicago. Fred Mueller of the same 
firm was also reecntly in the city, stopping 
off a day or two upon his return from a 
several weeks’ trip to the West. 

The Evans Plumbing and Heating Co., of 
Freeport, lll., have lately been awarded the 
contract for the plumbing and heating of a 
new school-house to be built at Boone, Iowa. 
The Freeport firm were the successful bid- 
ders out of eight or nine contractors figur- 
ing the work. 


Wallace of Wallace & Linane, Des 
Jowa, was a recent visitor in Chi- 
cago. Mr. Wallace, accompanied by his 
wife, had just returned from a vacation 
trip in the West. The interests of the firm, 
however, were ably taken care of by his 
partner, the other Jim, who can be relied 
upon to be on the job. 


Harry W. Weaver, secretary and man- 
ager of the Peerless Selling Co., Evansville, 
Ind., recently spent several days in Chicago, 
Ul., with his local representative, Harry 
Snow. Messrs. Weaver and Snow have just 
recently returned from their trip to the 
Pacific Coast. They attended the National 
Convention at Salt Lake City. Mr. Weaver 
left for Portland, Ore., where his firm have 
a prosperous branch. 


J. B. Baumhardt, formerly on Wells street, 
Chicago, Ill, now has his plumbing shop 
at 209 Wisconsin street, where he has larger 
and more attractive quarters. He has a 
well equipped workship and an _ excellent 
window display. Mr. Baumhardt, who has 
been in the plumbing business for quite a 
number of years, conducts a successful job- 
bing and overhauling trade. 

R. J. Parvin, Jr., Western representative 
of the Penberthy Injector Co., Detroit, Mich., 
recently made a business trip to Milwaukee, 
Minn.; St. Paul and St. Louis and back to 
Chicago. Mr. Parvin has arranged to attend 
the annual meeting of the National Asso- 
ciation of Stationary Engineers at Kansas 
City, September 9th. In connection with the 
gathering his company will have a large ex- 
hibit, which will be under his supervision. 


Jas. 
Moines, 


Wm. Fehrenkamp, of South Chicago, has 
retired from the plumbing business. He 
has given up his shop at 8929 Commercial 
avenue and intends to spend the greatel 
part of his time on a fruit-farm which he 
owns in Michigan. He had been in the 
plumbing business for quite a number of 
years and retires after a successful career. 
His brother, Fred Fehrenkamp, succeeds him 
and will continue the business at the old 
location. 

The photograph on this page is an excel- 
lent likeness of a popular Illinois master 
plumber, Fred. W. Schlie of Decatur. Be- 
sides taking care of a prosperous plumbing 
and heating business, Mr. Schlie finds time 
to serve his association in the capacity of 
secretary. At the Illinois State Convention 


Secretary Fred. W. Schlie of the Decatur, 
Ill., Local Association 


held some months ago in his city, he was 
ever on the alert looking after the comforts 
of the visiting delegates and otherwise as- 
sisting in making their stay in Decatur one 
of pleasure. 


John lL. Corcoran and Thos. E. Duffy, 
two well-known Chicago master plumbers 
and old-time comrades, with a party of 
friends, recently made a four-day automo- 
bile trip through Southern Wisconsin and 
Northern Illinois. The party, who traveled 
in Mr. Duffy’s touring car, visited Tom’s 
summer home at Crystal Lake; they also 
went up to Lake Geneva, Wis., Lake Dele- 
van, and several of the other summer re- 
sorts in that territory. 

3222 S. Halsted street, Chi- 
cago, Ill., as usual, have considerable new 
work under way, the buildings for which 
they have the contracts being located in va- 
rious parts of the city. Among the jobs are 
the plumbing and heating of Dr. J. M. Fre- 
duss’ building, 14th street and Ashland 
Boulevard; A. N. Johnson’s building, 5861 
Magnolia avenue; Sam’l Fenchell’s building, 
Milwaukee avenue, near Drake avenue, and 
L. P. Perron’s building, 1141-43 Pratt ave- 
nue, Rogers Park. 


One of the hustling master plumbers of 
Decatur, Ill., who enjoys the reputation of 
high-class work, is O. J. Zimmerman of the 
firm of O. J. Zimmerman & Co., 3387 N. 
Main street. A good bit of the better class 
of work carried on in and about his city 
bears the marks of this master craftsman. 
Although kept busy with a steady run of 


Nilson Bros., 


al 


. 
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VIE 
On January 31st, we were srante 
by the U. S. Government, at Washingto 
Patent No. 983101, for an automatie reg 
lating and cut-off valve, to be attach 
to a Water Lift, for the purpose of aut 
matically starting and stopping the Li 
for taking the city pressure off of t 
Lift, when not working, and to preye 
absolutely any waste of city water, wh 
the Lift was not moving. | 
We consider this invention the greate 
achievement made in the Water Li 
Field, in the last ten (10) years, ‘i 
knowing what a good thing it is, y 
are anxious to get it widely introduce 
in the shortest possible time. | 
For this reason, we make this speci 
offer, that we will sell you one of 9 
Improved “Triumph” Water Lifts (“19 
model”) at the regular price of the Li 
alone, and will attach one of these ne 
patent, automatic devices, (worth $3. 
at wholesale) without extra charge. 
Hoping to receive your orders, | 
Yours truly, 
Tue OnIo Pump AND Brass Co., 


Columbus, Ohio. 


| 
| 
| 


BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get a style for 
any kind of lavatory, 
sink or pedestal. 
Catalog on request 


Western Plumbing 


Supply Co. 
% /) 117-119 No. Desplaines St. 
/) CHICAGO, ILL. 


WHan™ 


DETROIT 

CLEVELAND 

BUFFALO | 
NIAGARA FALLS  ALPENA ST.GNACE 
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ARTS 


between Detroit 

aveland, Detroit and Buffalo; four trips 
between Toledo, Detroit, Mackinac Island and 
way ports; daily service between Toledo, 
will 


BA 


Cleveland and Put-in-Bay, 

A Cleveland to Mackinac special steamer 

e operated two trips weekly from June [5th to 
September 10th, stopping only at Detroit 
trip and Goderich, Ont., every other trip.— 
Day Trips Between Detroit and Cleveland, 
July and August.—Railroad Tickets Available on 
Steamers. 

Send 2 cent stamp for Illustrated Pamphlet 
Miter OC leet, Ga Mich. 
ress: L. G, Lewis, G, P. A., Detroit, 
Philip H.McMilian, Pres. A.A.Schantz, Gen'IMgr, 
Detroit & Cleveland Navigation Company 
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Dentists and bartenders are respo! 
ible for a good many smiles. 


| 
| 
| 
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vating and plumbing contracts, Mr. Zim- 
erman finds time to devote a part of his 
rvices to his association, being treasurer 
- the Decatur local. An earnest and ener- 


reasurer O. J. Zimmerman, 337 N. Main 
St., Decatur, Il. 


etic worker, Mr. Zimmerman is a man 
those value to the organization is inesti- 
iable. 

ee eR ere 


Consolidated Engineering Co., 
Chicago, Ill., Acquire Two 
Efficient Men 

TTO A. MELTZOW, one of the 
most experienced engineers in the 
heating field in the Middle West, 

as been made manager of the St. Louis 
ranch of the Consolidated Engineering 
‘o., Chicago, Ill. Mr. Meltzow will now 
levote his interests to the Van Auken 
ystem of heating, a great number of 
vhich he has installed in St. Louis. 


The other change has been the acquisi- 
tion of W. J. Price as vice-president and 
secretary of the concern, with offices at 
headquarters in Chicago. Mr. Price en- 
joys the friendship of a host of men in 
the heating business and his sound busi- 
ness judgment, it is predicted, will be 
of value to his firm. 


ce ep eee 


New Arrangements Made in 
Issuing Permits for Street 
Openings 

HROUGH the efforts of the Legis- 

lative Committee of the Chicago 

Master Plumbers’ Association, the 
Public Works Department of the city 
have inaugurated several important 
changes in their method of issuing per- 
mits to master plumbers for street open- 
ings. Instead of being compelled to 
hunt up the contractor to secure a per- 
mit to open streets under reserve, ar- 
rangements have been made whereby 
the Department of Public Works will 
issue all permits, whether the street is 
under reserve or not. The Department 
have also promised to investigate any 
complaint made by a plumber about the 
charge for restoring a street opening or 
where there is any question about the 
size of an opening made. To check up 
repairs of this kind the plumbers have 
been asked by the Department to notify 
the city of the size of such opening 
made and the number of permit author- 
izing such opening. It is also the pur- 
pose of the Department to restore all 
openings within fifteen days after they 
have been made and thus facilitate the 
return of the amount deposited with the 
city by the plumber, less a reasonable 
charge for the repairs made necessary. 


Twentieth Gentury 


Bubbling Fountains 


PATENTED 


With or without Por- 
celain Tops. 


With or without Re- 
ceptors. 


Non-squirting. 


Write for prices and 
catalogs. 


M. H. Foundry 
& Mfg. Co. 


Belleville, Ill. 


This bubbling stream is 
not for a bird’s mouth 
but for a human being’s. 


We make them to fit all 
conditions at reasonable 
prices. Mechanically 
built for hard usage. 
Reversible at will. 


PATENTED 
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WILHELMI and MODERN 


Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 
INTERIOR HEAVILY TINNED 
Guaranteed Against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO., Makers 


PATERSON, NEW JERSEY 


Long Life Greater Adjustment 


This WATSON adjustable roof flashing is made of 
heavy copper. It is practically indestructible. 


There are NO SEAMS and NO SOLDER at the roof 
line. You can setitin two minutes. When once set 
it STAYS PUT. 

Send for complete particulars 


Davis-Watson Mfg. Co., Inc. 


Nashua, New Hampshire 


The Fabian 


Patent 


Ball Cock 


Absolutely different 
from any other. 

Operates with gear 
motion, hence no 
noise. Few parts to 
wear and these in- 
stantly renewable. 
Positively the most 
powerful leverage. 


Patented Feb, 3, 1903 

Specify Fabian top or bottom. 
Supply ball tanks in flush tanks. 
Use themin repair work. Send for circulars. 


Fabian-Howard Co. 
2130 Germantown Ave - Philadelphia, Pa. 


THE WADE IRON SANITARY CO. 


Back Water Gate Valves, Cleanout House 
Drainage Fittings, Iron Catch Basins 


Cast Iron Covers, etc. 
Send for catalog 


18 E. Harrison Street, Chicago, Ill. 


BE WISE. USEIT-SELL IT. 


Millions of cans sold since 1903 


The BEST hand-soap and BIGGEST BOX 


632710/ 


Toe 


SM BN 
PPyees AHEAD OF S°FT| 


Send for free sample and Introductory Offer 
1 1b. can $0.10 3 1b. can $0.25 
6lb.can .50 131b. can 1.00 


METAL BACK MEDICINE CABINETS 
FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 
cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to instal). 

Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 
Pea glass Shelves. Beveled French Plate Glass 

irror, and Lock and Key. 


Price is right. 


The Utility Company 633 West 44th Street New York City 


Send for catalog. 


Frank H. Graf Mfg. Co. 
323 7th Ave. New York City 


e Plumbers, Steambitters: Gasfitices & Tinsmiths Supplies 


BLUE & QUERIPEL COMPANY, INC., 


‘119 & 121 East 124th Street, NEW YORK 


Telephone 1178-1779 Harlem 
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Convenience 


in Operation is a Feature of the 


Saunders’ No. 5 


It has die head sliding in ways 
on front of cutting head. Most 
durable in construction, large 
wearing and bearing surfaces. 
Generously proportioned and 
amply powered for hard and 
continued usage. In _ general 
use by up-to-date Steam Fitters. 
Write and we will tell you why. 


D. SAUNDERS’ SONS 


Inc. 
YONKERS, N. Y. 
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How Many Heaters in Your 
Locality Run Wild? 


People let their heating apparatus “run wild” because 
they do not know the advantage of an efficient and inexpen- 
sive regulating apparatus such as the 


randon 


Automatic 
Thermostat 
Heat Regulator 


There’s easy money for the man who sells and recom- 
mends the CRANDON because it ‘makes good.” How 
many homes in your locality need to have their heating 
troubles solved? Write for dealer’s terms. 


Crandon Mfg. Co. 
Bellows Falls, Vt. 


A Booklet About the 
“JANITOR THAT 


NEVER SLEEPS”} 
Send for it today / 4 
Crandon B!dg. 


Steel Tanks for Compressed Air 
and Water Systems 


Every AIR-TIGHT Tank is g ‘aranteed not 


to leak under pressure specified. 


The seams and heads are “brazed”, making 
the tank one solid piece of steel. 


We have been building AIR-TIGHT tanks 
for 20 YEARS with never one returned. 


Send for prices 


Air-tight Steel Tank Co., 


Pittsburgh, Pa. 
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AT IT 25 YEARS PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 
i BEST BY TEST 
152 CHAMBERS ST.,N. Y. CITY 


Ask what Carter Service means to you 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON.INC., NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 
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shop a confectionary department, and whe 
plumbing is quiet he is busy with that de 
partment. 


Chas. Huber of Chas. Huber & Sons, 39 
South 5th street, Columbus, Ohio, is build 
ing a fine palatial residence out in the sut 
urbs and will start his farm work in aboy 
two weeks. ae | 


R. E. Greene & Son, 4525 Detroit avenu 
Cleveland, Ohio, have been awarded the con 
tract for installing the plumbing in a ne) 
residence to be erected on Clifton Boulevar<| 
for E. K. Lippincott. E | 

A plumbing job of some importance wi) 
be provided in the city of Toledo, Ohio, b 
the new six-story office building to b 
erected at a cost of $75,000. Local archi 
tects are at work on the plans. 


Defiance County, Ohio, is to have a ne) 
modern Children’s Home. Architect Stc 
phlet, of Toledo, is supervising the plan 
The plumbing will be modern and a ney 
steam heating plant will be included. 

The photograph which it is our pleasur 
to show on this page is that of a care-fre| 
crowd of prominent Ohio master plumber! 
and friends, taken during a “resting up 
halt in their journey through the, Yellowston’ 
National Park after the Salt Lake City cor! 
vention. This party joined the Chicago tour 


HE Chappel & War- 
ren Co., 13884 Hast 
6th street, Cleveland, 
Ohio, has been award- 
ed the contract for 
installing the Mouat 
vapor heating system 
in the new Press 
Building being erected 
at the corner of East 
9th street and Rock- 
well avenue, for 
Scripps Publishing Co. 

The Miller Plumb- 
ing Co., 232 East 7th 
street, Canton, Ohio, 
report business very brisk. 

The Columbus Plumbing Co., 966 N. High 
street, Columbus, Ohio, are very busy on 
a number of alterations. 

The Spidel Plumbing Co., 119 East 3d 
street, Canton, Ohio, are very busy with a 
number of alterations. 


C. T. Wilsey, of the Standard Sanitary 
Mfg. Co., Cleveland, Ohio, Branch, was very 
busy in Canton and was always ready with 
his book. 

Arthur W. Reynolds of Parsons avenue 
and Oak street, Columbus, Ohio, is one of 
the hustling master plumbers of that city. 
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The Ohio ‘Delegation who Joined the Chicago Party in the Tour Through th 
Yellowstone Park } 


ists who camped some days among the wor 
drous beauties of nature and their descri] 
tion of the scenery upon their return hom 
was most interesting. The praise for th 
hospitality of the Utahites is unstinted an 
unanimous. | 


A school building and four cottages hay, 
been begun at the Woman’s State Reform: 
tory at Marysville, Ohio. ‘The reformator 
will cost $350,000 and some fat plumbin 
jobs are in sight. Toledo plumbers wi 
enter the competition. 


Charles W. Yeyser, 315 E. 5th street, Cal) 
ton, Ohio, said that he had not a kick abo1) 
business, the only thing on his mind wé 
the fact that his son has gone into the fl 
industry and he “hits them where the 
ain’t.” 

A nice plumbing job is in sight at Da) 
ton, Ohio, where $75,000 will be spent | 


building new modern car barns by ft 


H. O. Williams of 748 East Long street, 
Columbus, Ohio, keeps his machine on the 
job all the time, running back and forth 
to various jobs. 


We had the pleasure of seeing Peter Gehr, 
1159 Oak street, Columbus, Ohio, hustling 
out his men at seven-thirty A. M., and it 
was quite a treat. 

S. A. Esswein of the S. A. Esswein Plumb- 
ing & Heating Co., Columbus, Ohio, cannot 
get away for a rest, as he is very busy 
with numerous contracts. 

F. W. Sponseller of The Canton Plumbing 
& Heating Co. 1252 East Tuscarawas 
street, Canton, Ohio, is sorry he cannot find 
time to take a vacation. 

Smith & Diffenbach, of Fremont, Ohio, 
have secured the contract for the installa- 
tion of toilets in the new band-stand at 
Birchard Park in that city. 


E. M. Teel of the Ohio Plumbing Co., 115 


. 5th street, Canton, Ohio, is just finish- Dayton, Springfield and Xenia Souther 
ing his new Benz Car, 55 horse power, Railway Company. The plans were draw 
with a speed of 95 miles per hour. by Thies & Thies, Dayton architects. T! 

A Masonic Temple is to be erected at entire building, including offices, will t 


Tiffin, Ohio, this fall at a cost of about equipped in the most modern manner 4 
$75,000. Toledo plumbers expect to bid on the plumbing will be extensive and up ! 
the work when the plans are ready. date. } 

The only sure time to see K. W. Ashborn Wm. Fischer of Fischer & Blair, 11832 y 
of the North Side Plumbing Co. 780 N. High street, Columbus, Ohio, has be¢ 


High street, Columbus, Ohio, is before seven 
A. M. and after eight P. M. Some worker. 

John H. Holland, 847 S. Main street, Ak- 
ron, Ohio, has attached to his plumbing 


elected chairman of the new organizatic 
of master plumbers in that city. Mr. Ros 
of Rose & Cox, 889 North High street, ©! 
lumbus, Ohio, has been elected secretar 
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Frost Proof Bubbling Drink- 
ing Font 

ITH the many varied types of 
drinking fountains, the improve- 

' ment developed by the Murdock 

s, & Supply Co., Cincinnati, Ohio, is 
probably one of the most 
useful that have been 


: —/ incorporated in bubbling 
— fountain manufacture. 
gat §«=6This is the frost-proof 
=——— feature, a foot pedal 
(aiid) operated supply which 


, drains the moment the 
ii, = supply is stopped, mak- 
ing it impossible’ to 
ni freeze and damage the 
pedestal. The makers 
claim it to be the only 
device of its kind on the 
market and the growing 
demand testifies to its 
sanitary and_ practical 
value to the _ public. 
The waste 
connection 
is connected 
into the 
sewer sys- 
tem and is 
provided 
with a deep 
water seal, 
thus _ pre- 
venting any 
possibility 
of sewer gas 
backing up. 
The fixture 
is especially 
desirable 
for use in 
factories, 
sco 01s, 
\\ parks and 
N.WASTE toSEWER Such places 
where many 
sons congregate. Wach drink is fresh 
er, not even the water in the supply 
> being permitted to stand in the 
ure, 
‘inter and summer do not affect the 
ration of the Murdock anti-freezing 
bling font and is economical in the 
of water, since the foot pedal 
hanism is self-closing. Every part of 
Murdock font is built to withstand 
re use and can only be put out of 
Mission by deliberate abuse. 
epairs can be made without digging 
a fact that should forcibly appeal 
he trade. A list of sizes shows that 
Murdock font can be had in 2-foot to 
ot lengths inclusive. Write for com- 
€ catalog of these and other genuine 
irdock” specialties, mentioning THE 
MBERS’ TRADE JOURNAL. 


_—_-o——— 


he American Accessories Co. 
Incorporated at Jersey City 


ETAL and rubber specialties for 
the plumbing trade will be 
Manufactured by the American 

essories Co., of Jersey City, N. J. a 
cern which has just been organized 
G. W. Hochsprung of Brooklyn, N. Y., 
A. and J. F. Moran of Jersey City. 
\8 understood that this concern will 


1 out a high-grade and complete line 
accessories. 


-——~—-e—____. 
usiness is improving. The clock- 
xers are putting on more hands. 


| 
| 
| 
| 
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WANTED—A PLUMBER. STEADY JOB 


for right man. Address 199, c/o THE 
PLUMBERS’ TRADE JOURNAL. = 
WANTED — HIGH-CLASS WATER - 


closet salesman for Texas and Southwest 
territory. 


Steady work guaranteed 
the year round. Brunka Bros., 511 S. Wash- 
ington street, Marion, Ind. 


WANTED — YOUNG MAN WITH SOME 
knowledge of draughting to learn the heating 
engineering business. Address 203, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE—MODERN 4” 
Wieland pipe machine, pulleys, belting, 
shafting and hangers. Passman Bros., 30 
South Green street, Chicago, IIl. 


_ WANTED—HEATING AND VENTILAT- 
ing engineer for out of town. State experi- 
ence and salary expected. Address 204, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


WANTED — POSITION BY PLUMBER. 
Fifteen years’ experience, lead worker, sober, 
reliable, give best reference. Address 827, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


STANDARD 


OBLIGED TO GO TO CALIFORNIA FOR 
my health, I offer my plumbing, heating and 
sheet metal business at a sacrifice. Call on 
me. V. R. Donovan, Brockton, Mass. 


PLUMBING SCHOOL—WE TEACH You 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today, Stout Institute, Menomonee, Wis. 


FIRST-CLASS PLUMBER WANTED: 
lead and galvanized iron worker. References 
required. Steady work for right party. C. W. 
Krausse, 23 Vine street, Plainfield, N. J. 


WANTED — FIRST-CLASS SALESMAN 
to handle complete line of closet combinations 
in Indiana and Western Ohio. Salary and 
commission basis. Address 188, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE — BEST ESTABLISHED 
plumbing business in the most progressive 
city in the South; or will take in ‘a work- 
ing partner. Ten years in business. Address 
Proprietor Biscayne Hotel, Miami, Florida. 


WANTED, AT ONCE—TWO STRICTLY 
first-class plumbers and one steam and hot 
water fitter. Steady work. Union shop. 
Eight hours, $5.00. Missouri River town 
Address 178, c/o THr PLUMBERS’ TRADE 
JOURNAL. 


HIGH-GRADE SALESMAN WITH BEX- 
ceptional experience desires to make connec- 
tion with manufacturing concern to look 
after Eastern territory on salary basis. Ad- 
dress 208, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


ADDITIONAL AGENCIES WANTED, BY 
manufacturers’ representatives carrying large 
New York stock, selling jobbers only. A line 
of brass valves and brass fittings preferred. 
The Grabler Company, 26 Cliff street, New 
York City. 


FOR SALE—PLUMBING SHOP, FULLY 
equipped for jobbing trade. Expenses $30.00 
to $50.00 per month. Doing good business. 
Will sell for invoice of stock and fixtures. 
Address 210, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


WANTED — BY MANUFACTURER OF 
house heating boilers and radiators, branch 
manager for New York City and Philadel- 
phia. Have established trade at present at 
these points. Address 201, c/o THE PLUMB- 
ERS’ TRADE JOURNAL. 


FOR SALE—A PLUMBING AND HEAT- 
ing business located in a most progressive 
gulf coast town in south Alabama. This is 
a good opportunity and worth while looking 
up, if interested. Address 183, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


ANOTHER “CLARKE” 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn St., 
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FOR SALE — ONE NO. 21 ARGAND 
steam boiler, used one year. Perfect condi- 
dition. Address 206, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


PLUMBING AND HEATING SALESMAN 
well acquainted with central Pennsylvania 
and Philadelphia, especially West Philadel- 
phia trade, wishes position. Can estimate on 
heating. Age 39 years. Eighteen years with 
tools, four years as salesman. Strictly tem- 
perate and can give best of reference. Address 
202, c/o THr PLUMBERS’ TRADE JOURNAL. 


SALESMEN WANTED, FOR ANY SEC- 
tion of the country, to sell full line guaran- 
teed plumbing specialties; rubber, leather 
and brass goods, and plumbers’ tools. Very 
liberal commissions paid to experienced men, 
whom we will assist with low prices and 
prompt and complete shipments. Address 
198, c/o THE PLUMBERS’ TRANE JOURNAL. 


WANTED—OFFICE MAN FOR WHOLE- 
sale plumbing supply house in Cleveland. 
Must have good knowledge of the line. Must 
be sober and industrious. State experience, 
salary, and give reference. Address 207, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


AS SUPERINTENDENT IN STEAM FIT- 
ting establishment; over 20 years’ experi- 
ence; 10 years as estimator and superintend- 
ent of construction; can satisfy as to experi- 
ence and ability. Address 200, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE, AT BIG SACRIFICE—COM- 
plete bathroom outfit, including 2 Wolff's 
Needle & Overhead Showers, 1 Truax Green 
_Electric Cabinet—Marble Slabs, Rubbing 
Tables, etc. Haas & Hilton Company, 2901 
Wentworth avenue, Chicago, Ill. 


SALESMAN WANTED—A GOOD LIVE 
hustling salesman to sell complete line of 
plumbing, steam and mill supplies, in Texas 
territory. We want a salesman. No order- 
takers need apply. The Ahrens & Ott Mfg. 
Co., Ft. Worth, Texas. 


POSITION—BY YOUNG MARRIED MAN. 
Eleven years at the plumbing and heating 
trade, having had large experience figuring 
on work and handling men. First-class me- 
chanic. Would accept position as manager 
with any large firm. Address 209, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


WE INVITE CORRESPONDENCE WITH 
manufacturers of any of the following lines, 
who desire their goods sold in the Chicago 
market: 

Gas heaters, radiators, ranges, cookers 
and specialties; house temperature ther- 
mostats and regulators; domestic hot water 


appliances; portable vacuum cleaners. Ad- 
dress 197, c/o THE PLUMBERS’ TRADE 
JOURNAL. e 


FOR SALE — ESTABLISHED PLUMB- 
ing, heating and chandelier business in the 
great manufacturing city of Gary, Ind. Five 
years old with a population of 35,000 and 
growing faster than ever. Over 800 build- 
ing permits taken out last year. Over 13,000 
men employed in the mills, 3,000 of which 
can not live here on account of lack of resi- 
dences. Stock will invoice about $5,000 but 
can be reduced. Doing over $30,000 business 


per year. Want to sell out to go into the 
manufacturing business. H. H. Highlands. 
Gary, Ind. 


FOR SALE—ESTABLISHED AND WELL 
equipped plumbing, heating and electric busi- 
ness. The best town in Kansas. An excellent 
opportunity. Present owner going into en- 
gineering business in Chicago. Address 181, 


c/o THE PLUMBERS’ TRADE JOURNAL. 


LAWLESS FORCE PUMP 


For Water Mains 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N. J. 


BATH TRAP 


POSITIVELY NON-SYPHONING 


LOOKS Good. IS Good. 
DRAWN Lead, not CAST 


“THAT’S WHY” 
Shall we send you a catalog? 


Brooklyn, N. Y. 


365 


I WANT TO SHOW 


How to make your _ business 


pay larger profits 


For more specific information 
address 


E. M. Squarey, Expert Acc juntant 
221 Sherman Ave., New York City 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on the 
Pacific Coast 
POSTAL 
TELEGRAPH 


BUILDING SAN FRANCISCO CAL, 


Stop! Read! and Consider!! 


Which is the better off, the man who 
has a good trade, or he who belongs 
to the vast army of unskilled workers? 
The New Trade School, founded in 
1881, and endowed, provides practical 
instruction in various trades for young 
men. Full day courses, $25 to $45; 
evening classes, $12 to $16. Illustrated 
catalogue, showing trades taught and 
giving full particulars, mailed free on 
application. Address, 


NEW YORK TRADE SCHOOL, 
1254 First Avenue, New York City. 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
“THE BELL.” in the future. Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


ANDREW BELL, 373-375 Market St., Newark, N. J. 


Fn 


Thousands of Plumbers 


Have Salaries Raised 


You can be safe in judging what a man 
can do by what has been done—past per- 
formances—past records. In the files at the 
International Correspondence Schools are 
more than 27,000 letters that are witnesses 
to the marvelous results accomplished by 
students of the International Correspond- 
ence Schools. A recent tabulation of the 
records of 1,000 students shows that the 
average salary at the time of enrolment for 
I. C. S. Courses was $54 per month, but 
today, or at the time the letters of indorse- 
ment were written, the salaries have in- 
creased to an average of $183 per month. 

There is not, in all the world, a greater 
force than the I. C. S. to put new hope in 
the hearts of laboring men and teach them 
to attain success. 

The I. C. S. are ready and willing to help 
you. Are you willing to be helped? Then 
determine what you want to be and 


Mark and Mail the Coupon NOW 


Oe A 


International Correspondence Schools 
Box 972, Scranton, Pa. 


Without obligating myself in any way, I should like 
to have you send information about the I. C. S. 
Course in Plumbing. 


Name. = 


Street and No.— as 
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VOLUNTEER JUNIOR 


Steam and Hot 
Water Boilers 
and 
Tank Heaters 


The 


to the Page family 


latest addition 


Send for Catalog 
and prices of our 
Complete Line of 
Round 


tional Boilers. 


and Sec- 


The Wm. H. Page Boiler Co. 


Philadelphia, Cleveland 


9-15 Murray St., New York 


Branches—Boston, Factories—Meadville,Pa., Norwich, Conn. 


If You 


so HOWARD 


When speaking of temperature regulators to your 


customer, your sale is half made. 


He knows us from our extensive advertising in all the 
national magazines. 


He has read how the Howard Ther- 
mostat (with time clock attachment). 


Will cut his coal bill in half. 


Maintain an even healthful temperature. 


Will pay for itself in a short time. 


Guaranteed for 10 Years. 


You can install this with ease and make 


a handsome profit. 
Thousands in use for more than 25 years. 


Send for our catalog and full particulars. 


Howard Thermostat Co. 
Oswego, N. Y. 


OLLOWING the Salt 
Lake City Convention, 
the Illinois delegates, 
comprising a party of 
forty including their 
ladies, made an interest- 
ing trip through Yellow- 
stone Park. Upon their 
return from the copper 
mines at Bingham where 
they were. entertained 
by the Salt Lake City 
local association, the Il- 
linois party, with the 
New York and Eastern 
delegates, left on a 
special train via the Oregon Short Line 
for Yellowstone, Friday evening, July 


The Ohio Delegation who Accompanied the Chicagoans on Their Tour Throw 
Yellowstone Park 


19th, and arrived at their destination the 
following morning about nine o’clock. 
Arrangements had previously been made 
for the Illinois delegates and their fami- 
lies to travel through the park the 
“Wylie Way” and experience the novelty 
of living in camp for a week. 

After breakfast at Riverside camp, the 
journey was commenced by stage coach 
and our plumbing friends proceeded to 
enjoy the wonderful scenery of Yellow- 
stone Park. At noon the first day out, 
the party had dinner at Gibbon Lunch 
Station and reached the upper geyser 
basin late in the afternoon. All of that 
night and the entire next day was spent 
at this most interesting point. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ mig” 
Chicago Master Plumbers Visit Yellows : 
potone Park After National Convention 4 


he. 


The morning following their 


Knight of Gardiner, Mont., ‘de ( 
guide, the party were shown all over th 
geyser basin region, and Dr. Knight &: 
plained the scientific phenomena of. 
numerous spouting geysers an 
springs. He interspersed his talk wit 
many interesting stories and anecdote 

On the morning of the third day, ov 
friends, now thoroughly saturated Wit 
the scenic wonder of this famous par] 
departed for the thumb of Yellowstor 
Lake, seventeen miles distant. Folloy 
ing an hour’s rest and refreshment an 
witnessing more hot springs and geyser 
the travelers continued their journey ar 
arrived at Lake Camp in time for dinne 


The meal over, many members of t 
party went trout-fishing in Yellowsto’ 
River and caught a goodly mess, as ra 
be testified to by our friends, Carl Ste, 
Ernie Wagner and Charlie Herbert, a! 
also some of the delegates from Ohio W) 
can be relied upon for veracity. 

The next morning the entire party | 
parted for the Grand Canyon, sixtel 
miles distant, and arrived there abt 
noon. In the afternoon many of t 
party took a trip through to view it | 
close range, while others again tr! 
their luck in fishing in Yellowste: 
River. For the majority this ended i 


trip, and next morning they deparil 
on the home stretch, although a num! 


Traveling by Stage Through Yellowstone Park Carl Stein, Ww. Cc. J. Herbert, 
O'Neill, W. W. Hitchcock and Families E 


Ww. 
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Hitchcock, Peoria, Iil.; Mr. and Mrs. W. L. Erickson, Joliet, I11., 


md Mr.and Mrs. A. O'Neill, Peoria, Ill, Enjoy a Moment’s Rest in Yellowstone Park 


k the six-day trip and continued their 
rney to Mammoth Springs. The vari- 
; evenings spent at the camps were 
de enjoyable with bon-fires, concerts, 
icing and music, besides forensic 
sterpieces in the ghost story line. 
\rriving at Yellowstone entrance again 
Wednesday, July 24th, a reunion was 
d with those who had taken the hotel 
ite and with the departure of the train 
ithward, the party, who had spent a 
asant week together, began to break 


a 


J.B 


enning and W. Carl Stein of Chicago in Front of the “Old Faithful’ 


Ohio; F. L. Westrick, Mr. and Mrs. J. A. 
Fife and Mr. and Mrs. D. J. Ahearn, Can- 
ton, Ohio. 

Mr. and Mrs. W. L. Erickson, Joliet, 
Ill.; Mr. and Mrs. A. J. O’Neill and Mr. 
and Mrs. W. W. Hitchcock, Peoria, II1.; 
C. S. Gregory, Beloit, Wis. 

Mr. and Mrs. C. J. Herbert, Miss Te- 
resa Herbert, Miss Gertrude Herbert, 
Mr.and Mrs. Henry Breyer, Miss Florence 
Breyer, Mr. and Mrs. A. W. Bahn, Miss 
Myra Bahn, W. F. Bahn, Miss Melinda 


Geyser 


in Yellowstone Park 


some to return home by way of 
orado Springs and Denver and some 
continue their journey further west. 
2 members of the Illinois party 
ough the park were: O. Seckinger, 
annah, Ga.; John F. Drees and D. H. 
serts, Cleveland, Ohio; H. P. Cahill, 
ron, Ohio; John Vogelpohl, Cincinnati, 


Bahn, Mr. and Mrs. E. C. Wagner, Miss 
Louise Wagner, A. P. McMerney, E. J. 
Benning, P. M. Munn, Mr. and Mrs. Carl 
J. Stein, Mr. and Mrs. Fred Grosch and 
Mr. and Mrs. Chas. Mundt, Chicago, Ill. 

Jas. Cassedy, R. J. Walsh and Wm. 
Bresnahan, Boston, and Tom Ryan, 
Springfield, represented New England. 


NALS 


% i Ly 


Green Gables. An Interesting Phenomena at Yellowstone Park, the Noted Hot Springs 


Which Were the Source of Much Admiration and Wonder 


How about this— 
Mr. Contractor ? 


Are you getting all the profits you should from 
your heating contracts? 


Don’t you sometimes drop alot of mceney through 
unexpected changes necessary to fulfll specifications’ 


This is the experience of most Heating Contrac- 
tors—except when installing 


The Broomell Vapor 
System of Heating 


This is one system that does just what you figure 
it will do—that lives up to your expectations every time. 


And we back up this assurance by taking full re- 
sponsibility for its perfect working when _ installed 
according to our plans and specifications. 


That means sure, straight, clean profits to you 
every time. 


Besides, this is the only system that can give com- 
plete satisfaction—has every advantage of steam and hot 
water systems, without their objections. 


No noise, no leaks, no breaks. 


Automatic regulation of firing, that assures closest 
fuel economy. 


Easy, positive, instant control of temperature by 
Vapor Radiator Valve on each radiator. 


Write now for handsomely illustrated booklet 
and full information as to how we work 
in the interest of the heating contractor. 


Vapor Heating Company 


Room 55! North American Bldg. 
Philadelphia 
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—cooperation that helps 
you to sell water supply 


systems 


HOOSIER 


Pneumatic Water Supply . 


SYSTEMS 


' ring Modern Conveniences in the 
| a rainy and Village Home — eer ond 


| cc SID WATER L 


PRESSURE <9 >= 


America’s leading manufacturer 


of Water Sv 


pis ‘oods for almost 


HALF A CENTUR’ 


PUNT »WALLING MEG. C° 


KENDALLVILLE INDIANA. 


U.S.A, 


Star Windmills: Hoosier Gasoline Engines--Electric Motors 
Hoosier and Fast Mail Pumps--Hand and Power 


Lee 


Here’s a very weak reproduction of our new window display 


hanger. 
the four color original. 


Weak because it does not show the rich attractiveness of 
Thousands of these beautiful hangers are 


occupying conspicuous places in the windows of the most  pro- 


gressive dealers throughout the country, 


announcing to their 


friends and patrons that they are the agents for the famous 


Hoosier 


Pneumatic 


Water Supply 


Systems 


Let us send you one of these hangers for your window. It 
won’t so much advertise Hoosier Systems as it will advertise 


the fact that YOU are selling Hoosier Systems. 


It is an ad: for 


YOU. Hoosier Systems are already known. 


Thousands of rural, village and suburban residents have bought 


Hoosier Systems in preference to all others. 


The systems already 


in use, more than anything else, have proved the efficiency, the 
simplicity and the economy of Hoosier Systems, and have placed 


them the popular choice. 


Let us send you our new No. 78 catalogue also. 
encyclopedia of pneumatic water supply systems. 


It is averitable 
It shows our 


new complete line of electric outfits, pneumatic power pumps, 


pumping engines and a dozen other improvements. 


Remember 


the Hoosier System is planned to fit the individual requirements 


of your customers. 


Flint & Walling Mfg. Co. 


No. 671 Oak Street 


Kendallville, Ind. 


Star Windmills, Hoosier and Fast Mail Pumps, Hoosier Power Pumps, Power Working 


Heads and Pump Jacks, Hoosier Jr. 


Engines from 1% to 15 H. P., 


Pumping and Utility 
Hoosier Galvanized Steel Tanks, Star Tanks and Towers 


Engines, Hoosier Gasoline 
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Parieand: Oregon, Master Plumber — 
i Crosses Continent on Motor Cycle 


plumber at 41 Grand avenue, Port- 

land, Oregon, and his friend, A. J. 
Neiszwert, left that city on their motor 
cycles on May 28th, to ride across the 
continent to Portland, Maine. They jour- 
neyed south, stopping in all the principal 
cities on their way, including Oakland, 
San Francisco, Los Angeles and San 
Diego, California. 

During their trip through California 
they met with many hardships and pri- 
vations, being caught in the Great 
American Desert, where they had only 
whe starry heavens for a blanket at night. 
Their trip, otherwise, had been a pleas- 
ant one and enjoyable to both, but after 
they had gone about 150 miles from San 
Diego, Neiszwert decided to return to 
Portland, leaving Schantin to continue 
the trip alone. After losing his com- 
yanion, Mr. Schantin made for Yuma 
and Phoenix, Arizona, and from there 
‘o Jaurez, Mexico, and El Paso, Texas. 


A heres P. SCHANTIN, a master 


Joseph P. Schantin, Master Plumber of Portland, Oregon, who Crossed the Continen 


New York, Mr. Schantin experi 
many hardships due to the rainy 
which made the roads in. some 
almost impassable and naturally 
handcapped him in his schedule 
New York. Having become accus 
to adversities of every description, | 
as sleeping in hay lofts, alongs’ 
hay stacks, in farm houses and ey 
the plains, one can imagine how 
when he reached New York. 
Mr. Schantin has been a subscri 
Tue PuumMBERS’ TRADE JOURNAL 
number of years and upon his arri 
New York City, called upon the tor| 
and staff and related his interesting ex 
periences during his trip. 
You will notice in the accompanying 
photograph Tur PLUMBERS’ TRADE Jour- 
NAL in the pocket of Mr. Schantin. Tue 
JouRNAL was his constant companion 
from the time he left Portland up to the 
time he reached New York, having made 
the acquaintance of many of our sub: 


| 


on His Motor Cycle, Photographed upon Reaching New York City 


While passing through the city of 
Bronco, Texas, he was caught in a sand 
and hail storm which wrecked many 
buildings and caused the loss of many 
lives and even our traveler thought that 
the end of his time had come. 

After recovering, he made his way 
through Dodds City, Kansas; Kansas 
City and St. Louis, Missouri; Terre 
Haute, Indiana; Cincinnati and Colum- 
bus, Ohio; Parkersburg, West Virginia; 
Winchester, Virginia; Gettysburg, Penn- 
sylvania; Baltimore, Maryland; Wash- 
ington, D. C.; Philadelphia, Pennsylva- 
nia; Trenton and Newark, New Jersey, 
and thence to New York City, where he 
stopped for some time with friends in 
that city. 

Mr. Schantin on his trip rode a seven 
horse power “Flying Merkel” motor cy- 
cle, and, being a member of the Federa- 
tion of American Motor Cycle Clubs, was 
entertained along his route by their mem- 
bers wherever he met them. A stop was 
made in Middletown, Ohio, where the 
“Merkel” factory is located, and every 
courtesy was shown the weary traveler. 

During his trip from Kansas City to 


scribers on his trip, who graciousl) 
though reluctantly gave him their 
of THE JOURNAL. 

One of the many experiences tious! 
which Mr. Schantin passed and at whicl 
he has to smile was when he attempted t) 
cross a stream which he thought was onl; 
about twelve inches deep and which h 
afterwards found was deeper, mucl 
deeper, in fact, for after riding abou 
twenty-five feet the water soon reache' 
the carburetor and the machine stoppet 
Both rider and machine were soon unde) 
water. In his efforts to reach land, al) 
between the machine and the rocky bo! 
tom of the stream, he took many an ut 
expected bath. 

From New York City, Mr. seen 
makes his way to Portland, Maine, a0, 
from there to St. Paul and then to Mi 
waukee, where he will stop for som 
time. and then take the train home, © 
pecting to arrive about October 1st. iy 
his ride across the country he estimate : 
that he will have traveled at leas 
10,000 miles, as upon reaching New Yor) 
his speedometer showed that he a 
put behind him more than 5,500 - il 
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BCHUREMAN PATENTED 


SEAT OPERATING FIATURES 


\ 


The highest pinnacle 
in closet manufacture 
has been attained by the 


SCHUREMAN 
Patented Seat 


Operating Fixtures 


Known to the 
Trade as the 


“Challenger” 


miey are different 
from all other makes. 

These fixtures are the 
kind that you can sell 
easily. Your customer 
appreciates their merits. 

Mr. Plumber, they 
hold a good profit for 
you. Remember the 
name 


“Challenger’’ 


Seat Operating Fixtures 


Mr. Jobber, you can 
buy this hardware and 
assemble your own seat 
action outfits fromstand- 
ardtanks,bowlsandseats, 


No Springs, Cup-Leathers 
or Packing Boxes 


Here are the specifications for our No. 
44 Combination: 


Plain Oak Solid Bent Low- 
Down Tank, Piano Finish, 
Copper Lined, with Trim- 
mings for seat Operating, 
with Offset or elbow Closet 
Connection. Can furnish 


Round CornerTank if wanted. 
Detail description fur- 
nished on application. 


Send for Catalogue 
and Prices, 


ropf Mfg. C 
2100 S. Rockwell Street 
Chicago, Ill. 


TT 


\ 


Murdock Mfg. & Supply Co., Cin- 
cinnati, Ohio, in Splendid 
New Home 


N the ground formerly occupied by 

O the Murdock Mfg. & Supply Co., 

in Cincinnati, Ohio, the buildings 

of which were destroyed by fire less 

than a year ago, has been erected a 

model three-story building for the hand- 
ling of plumbing supplies. 

The first consideration required by all 
jobbing houses in our field is cheapness 
in handling goods, the margin of profit 
being too small to allow any undue loss 
in the transferring from the manufac- 
turer to the plumber. 

Mr. Murdock, the president and gene- 
ral manager of this firm, laid out the 
plans of the new building, taking ad- 
vantage of every possible condition to 
save time and labor in moving the sup- 
plies. They were particularly fortunate 
in owning the ground for the entire 


Up-to-Date Quarters of the Murdock Mfg. & 
Bubbling Drinking Fountain Installed on Pavement 

depth of the block, so that they could 
have receiving and shipping platforms 


on both streets. All pipe and other 
goods for which there are every-day calls 
are stored on the ground floor, allowing 
the loading without as much as turn- 
ing around. 

The first floor is divided into aisles by 
racks, which hold the various fittings 
most frequently called for. On the up- 
per floors are the offices of the company 
as well as storerooms. In the basement 


-are stored the soil pipe, heavy castings 


and fittings. 

The building is a model for the pur- 
pose for which it was constructed and 
should be a very able factor in showing 
a large saving on what are considered 
the fixed charges for the supply house. 

A feature that has created a great deal 
of favorable comment in Cincinnati and 
which might be profitably used by many 
others in the field is the installation on 
the sidewalk in front of their building 


of one of their bubbling fountains. Tak- 
ing the water from the city main, it is 
passed through a coil pipe in a re- 
frigerator in the basement and then to 
the fountain. The font is a new product 
of this firm, being an evolution of the 
well-known Murdock street hydrant. The 
valve is located below the frost level and 
is operated by foot pressure and upon its 
release allows all water above the frost 
line to go into the drain. There is a 
constant crowd around the fountain, 
and it has brought many new customers. 

On the second floor have been con- 
structed a series of model bathrooms 
showing the latest products of the manu- 
facturers, so that the plumber can give 
a prospective customer a knowledge of 
just how the goods will look when in- 
stalled. 

One of the novelties sent out to their 
customers by the Murdock Co. is an 
order-book, each sheet of which folds, 
and seals into a complete letter addressed 


Supply Co., Cincinnati, Ohio. 
and ready for mailing. The address side 
of this is printed a brilliant red, so that 
it receives immediate attention when re- 
ceived in the mail, and greatly facilitates 
the quick handling of orders. 


Fort Dodge, lIa., Plumbers Ob- 
ject to City’s Sale of Meters 


ORT DODGE plumbers and Fort 
F Dodge councilmen are arrayed in 

real battle royal against each other 
as result of the city’s announcement 
that it will sell water meters at a price 
lower than that quoted by the plumbers. 
Advertising their action, the city, so the 
plumbers say, misquoted the plumbers’ 
price as $12, when it is but $10. The 
city is offering meters at $8, but the 
plumbers infer the kind they will sell 
is far inferior to that they have been 
marketing. Plumbers are up in arms 
and say they will fight the city’s pur- 
pose to infringe upon their business. 
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“SANDS” 
SANITARY 
FIXTURES 


SPECIAL LAVATORIES FOR 
SPECIAL PLACES 


aA 


PLATE S-209A 
The “Martius” Vitro-Adamant 
Corner Lavatory, integral back, lipped 
basin, ‘*Sanos”’ overflow, enamel brack- 
ets, N. P. Brass Supply faucet, soap 
dish “Rex” pop-up’ waste, pug 
stopper, chain N. P. brass full “*S” 
trap, N. P. brass pump to fasten 
against wall with supply p'pe. 
Complete as shown and described $35.00 


Send for catalog “‘D” illustrating complete 
line of fixtures and specialties 


A. B. SANDS & SONS 
i949 GOMPANY i912 


Manufacturers of 
PLUMBING SPECIALTIES 
22-24 VESEY ST. NEW YORK, U.S.A, 


NO. 1 TIP TOP 
WENT GAP 


Patent applied for 
Is unique in construction, easy in 
adjustment and a sticker when 
rightly placed. 
For Sale by your Jobber 


Miller Foundry & Specialty Co. 
No. Tonawanda, N. Y, 


BOSTON 


ADJUSTABLE 


BRACKETS 


FOR SINKS AND TRAYS 


Send for price list 
JOSEPH H. YOUNG CO., 
Boston, Mass. 

Full line of Plumbers’ Supplies 


Johnson's 
Handy Manual 


for Plumbers and Steam Fitters is a 
practical book for practical men written 
by a practical plumber and fitter. Itisa 
compact little volume neatly and strongly 
bound in stiff cloth covered board covers. 
It is of convenient size to carry in the 
pocket for constant reference, 


It sells for one dollar a copy, and may 
be secured from THE PLUMBERS’ 
TRADE JOURNAL FUB. CO., 45 
W. 34 St., New York City. 
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WHAT A PLUMBER’S WIFE 
CAN GET 


Our large exclusive line of Popular Priced 
HOSIERY, HANDKERCHIEFS and AR iy 
JEWELRY is now offered Directto You, by 
mail ata saving of 30 per cent to 40 per cent, 
EEm be} Set No. 577J.—14 Karat Gold 
eey oe Filled 2 inch Bar Pin with 
two handy beauty pins to 

match, in Rose, English or 

Green Gold finish, the 

set - e 75¢ 


Set No.  0J.—14 Karat Gold 
Plated g inch Sash or Belt 
Pin, set with either Ruby 
Emerald, Sapphire, Topaz \ 
or Amethyst, Cut Stone, in 
Roman, Rose _or Green 
Gold or in Oxidized 
silver . - 50c 
Satisfaction Guaranteed 


Write for particulars of SPECIAL OUTFITS at 
$1.70, $2.00, $2.75, $3.00, $3.75. and our new 
Free Catalog. Agents wanted. 


C. M. Reynolds & Co., Dept. C 
156 5th Ave. 


New York 


LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of plac- 
ing before your clients the latest and 
best in sanitary fixtures? If so you must 
not overlook the one best bet 


The Emery Self-Raising Seat 


You owe it to yourselves and the suf- 
fering public to investigate this most 
sanitary fixture at once. 


Write 
for 


Catalog 
and ~ 
Prices 


EMERY 
Self Raising 
Seat 


You 
Willbe 
Interested 


Here are a Few Pointers. Do 


They Interest You? 


These hinges have automatic stop that 
prevents the seatfrom swinging back too 
far and denting flush pipe or front of 
Low Down Tank. 

They can be adjusted to raise the seat 
to any desired angle. 

They eliminate unsightly iron balls or 
weights, and the breaking of closets and 
denting walls by them. 

You can rough-in closer than with any 
other seat. 

This seat and hinges are uncondition- 
ally guaranteed by me. 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured by 
me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Specialty 


WM. S. EMERY 


74-78 Cliff St. 45-49 Ferry St. 
NEW YORK CITY 


ILLING WATER WELLS 
Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
ha sizes; traction and porta- 
ble. Easy terms. These ma- 
chines make good any- 
where. 
Keystone Artesian Drill Co. 
Beaver Falls, Pa. 


acts (5 F-ancies 


In & About 


fact that they have 
been awarded many 
during the 
1353 Boston Road, Bronx, 
is busy jobbing and over- 


1 ie 
Ai 

HE plumbing contract 

in ~the, “row. :0f5 =five 

apartment houses now 

being erected on the 

west: side of Third ave- 

nue, between 179th and 

180th streets, New 

York City, is held by 

Donohue & Goeltz of 

1335 Washington ave~ 

nue, Bronx. Messrs. 

Donohue & Goeltz have 

= been fortunate in the 


such contracts past year. 


J. Levinson, 
New York City, 
hauling. 


Alpert Bros. & McConnell, 3310 Third ave- 
nue, Bronx, New York City, are busy job- 
bing and overhauling. 

Wm. J. Winkel, 2124 Amsterdam avenue, 
Manhattan, New York City, is busy with 
jobbing and overhauling. 


The accompanying photograph of the es- 
tablishment of the Cash Plumbing Co. was 


taken by THE PLUMBERS’ TRADE JOURNAL 
representative on the occasion of his visit to 
Sea Gate, New York City, recently. John P. 
Cash, the president, is standing to the left 
of the entrance. The Cash Plumbing Co. 
enjoy a good trade and are at present 
engaged in plumbing several houses in that 
district. 

Grohman Bros., 511 Lenox avenue, Man- 
hattan, New York City, are putting in full 
time jobbing, and expect even heavier busi- 
ness in the fall. 

Geo. E.. Schlueter, 241 East 22d street, 
Manhattan, New York City, reports that he 
is busy jobbing, and entertains no fear of 
things letting up. 

Alex. C. Paterson, 642 Columbus avenue, 
Manhattan, New York City, reports business 
fair in his locality, and promising to be much 
livelier in the fall. : 

H. Miller, 529 West 129th street, Manhat- 
tan, New York City, is busy jobbing and 
overhauling and expresses cheerful views 
concerning the fall trade. 

John B. Emslie, formerly of the firm of 
Emslie & Tuthill, at 85 Maiden Lane, Man- 
hattan, New York City, informed THE 
PLUMBERS’ TRADE JOURNAL representative 


that he is conducting business under his 
own name at the above address. Mr. Tut- 
hill, his former partner, died recently. 

Frank Cobb, 176 Greenwich street, Man- 
hattan, New York City, said that he has had 
a very good summer and is still on the go. 
Mr. Cobb seems to collect a good share of 
the jobbing in his locality. 

Andrew H. Brown, 718 Lexington avenue, 
Manhattan, New York City, has just com- 
pleted the installation of plumbing and heat- 
ing at the Y. M. C. A. building, Tarrytown, 
N. Y., and is at present also busy with 
alterations. 


W. D. Forster, 567 Columbus avenue, Man- 
hattan, New York City, told THz PLUMBERS’ 
TRADE JOURNAL representative that he has 
been too busy this summer to take a vaca- 
tion. Mr. Forster was very optimistic in his 
opinion of the fall business. 


Andrew J. Davis, 581 Columbus avenue, 
Manhattan, New York City, drove up to 
his office in an automobile the other day 
and informed THE PLUMBERS’ TRADE JOURNAL 
representative that business is good and is 
going to be better in the fall. 


THE PLUMBERS’ TRADE JOURNAL representa- 


SABES s y 


Exterior of the Plumbing Establishment of the Cash Plumbing Co., a Busy Concern 
at Sea Gate, New York City 


tive recently met Joseph H. Booth of 516 
Columbus avenue, Manhattan, New York 
City. Mr. Booth has been busy all summer 
and in addition to the cares and worry of 
New York business will open a branch office 
in Fort Lee, N. J. 


A. L. Casazza, 169 Worth street, Man- 
hattan, New York City, states that business 
is fairly good in his locality, and that he 
believes the coming month will be the be- 
ginning of a lively season. 

Frederick J. Riehm, 1162 Boston Road, 
Bronx, New York City, has started work on 
the new Presbyterian Church at Olmsted ave- 
nue, Bronx, and is also busy with water 
mains at Third avenue, Bronx. Mr. Riehm 
has just completed the work on a new build- 
ing at 178th street and Tinton avenue, Bronx. 


M. Michelsohn, formerly of the firm of 
Masken & Michelsohn, at 1575 Washington 
avenue, Bronx, New York City, has with- 
drawn from the above firm and is conducting 
his own business at 502 Wendover avenue, 
Bronx. Mr. Michelsohn states that jobbing 
and repairs are keeping his force on the 
jump. 

Tur PLUMBERS’ TRADE JOURNAL representa- 
tive had the pleasure of meeting Thomas 


Hindley of Thomas Hindley & §on, 3; 
Sixth avenue, Manhattan, New York Cit; 
who has been in business in that vicinit 
for over fifty years. This firm Peel 
among its customers many of the old-tim 
families of the city, and in some instance 
they have attended to the sanitary insta 
lations for three generations. a 


Philip Reilly, 533 Lexington avenue, Ma; 
hattan, New York City, in the presence , 
THE PLUMBERS’ TRADE JOURNAL represent: 
tive, a rapidly revolving electric fan, and 
Havana cigar, gave forth that all his me 
were out busy, and that he is looking fo. 
ward to a large number of contracts j 
the fall. = 

Tur PLUMBERS’ TRADE JOURNAL represent; 
tive had the pleasure of meeting M. Baro 
of 147 Broadway, Manhattan, New Yo. 
City, one day last week. Mr. Baron, wi 
had been a master plumber for nearly thir 
years, reports that he is busy jobbing ar 
overhauling, and is very optimistic concer) 
ing the fall business. — | 

The William McClintock Co., 419 Lexin 


ton avenue, Manhattan, New York City, hi 
nearly completed the plumbing in statio) 
of the New York, Westchester & Boston Ra 
road, which work has been in operation f 
one year. The plumbing in the termin 
building of the above road has been in oper 
tion since June 10th. ie 
Tum PLUMBERS’ TRADE JOURNAL represent 
tive was pleased to meet Geo. Wallace 
the firm of Geo. Wallace, Inc., at 473 Len 
avenue, Manhattan, New York City, whe 
he has removed from 454 Lenox avenue. }) 
Wallace is one of the subscribers to T) 
PLUMBERS’ TRADE JOURNAL, and always h 
the latest issue accessible to his employe 


Care enensakin enRIa 


FROM OUR BROOKLYN FRIENI 


L addition to managing a large gara| 


| 


4 


of which he is the proprietor, E. 

Baurr, of E. Stanhope street, Brook) 
N. Y., finds time to conduct his extens’ 
plumbing business. Among some other we 
on hand, Mr. Baurr is finishing a contr 
for twenty (20) houses on Vandervoort a’, 
nue, between Division Place and Lombai) 


| 


street, Brooklyn, N. Y., for Jacob Bla 


A. W. Farber of 454 Atlantic” aven, 
Brooklyn, N. Y., is completing the contr’ 
for. plumbing two 23 family houses for i} 
pian J. Doscher at 317, 319, 321 and | 
44th street, Brooklyn. ics 

) 


S. A. Ring of 539 Third avenue, Brook); 
N. Y., has just opened a branch at 
Seventh avenue, that city. In addition t' 
large volume of jobbing and 2 
work, Mr. Ring is engaged in executing 
contract for plumbing two 8-family and | 
12-family houses on Third avenue, Bro 
lyn, for I. J. Rosenstein. ~ in 


THE PLUMBERS’ TRADE JOURNAL Te} 
sentative recently had the pleasure of hi 
ing P. F. Pinkham of the Huumph 
Company’s Brooklyn staff deliver his m¢) 
logue on the merits of the “Geyser” her? 
manufactured by his company. “Pink” | 
he’ll keep the Brooklynites who use | 
product of the Humphrey Co. in hot wé/ 


John Gannon, 383 Bridge street, Bri} 
lyn, N. Y., is installing the plumbing in 
new fire truck house being ae 
ton street, New York City. He also has) 
contract for overhauling the plumbing in’ 
old Seth Low Mansion on Columbia is 
which is to be occupied by the widow! 
Walter Gibbs, late of Frederick Loeser > 
Brooklyn. + 

George Dickneider of 881 Halsey at 
Brooklyn, N. Y., is overhauling the plu} 
ing in the building at 1512 ee 
borough, for George Heisler He is alsc! 
stalling steam plants in the A. EH. Sa 
Bakery Co.’s plant at Jersey City Heit! 
N. J., and in the five new buildings bp 
erected by Levin Bros., at 39th street ? 
Twelfth avenue, Brooklyn. _ 

— DE 

WHAT’S WHAT IN JOBBERD( 


Ai PLUMBERS’ TRADE JOURNAL 1 


sentative called upon The Natit 
Plumbing Supply Company of # 
Third avenue, Bronx, New York City, a 
found every one busy. President Jon 


told our representative that they oo“ 
01 


very busy during the summer and 
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1e same conditions to continue for some 
to come. They carry a full line of 
ers’, steam and gas fitters’ supplies 
pecialties. 
. Harlem supply house of M. Buda & 
1800 Lexington avenue, Manhattan, 
York City, have been exceptionally 
for this time of the year. They have 
supplying the material for a number 
-ge building operations in all parts of 
sity and carry a complete line of 
sled ware and sanitary goods, as well 
pplies. 
ying enjoyed a good spring and sum- 
rade, the Occidental Company of 1 East 
street, Manhattan, New York City, are 
g forward to a busy fall. They are 
ssent supplying the fixtures where the 
lations call for a line of high-class 
This concern specializes in strictly 
date sanitary ware and accessories. 


-house of Eichenbaum Bros., 97 East 
reet, Manhattan, New York City, job- 
of plumbers’, steam and gas fitters’ 
es of every description, have been un- 
y busy recently with some large orders. 
are at present supplying the material 
everal large apartments. They have 
ly added to their list of sundries, a full 
f “Stillson” wrenches. 


en THE PLUMBERS’ TRADE JOURNAL re- 
- called upon the P. Schaad Co., of 
iff street, Manhattan, New York City, 
st H. H. Miller, the genial representa- 
who assured him that they were get- 
heir share of the business in the job- 
line. They look for a good fall trade 
ase their calculations upon the many 
; received the past month. 


nerman & Co., of 1660 Park avenue, 
attan, New York City, are at this time 
fing the material for a number of 
nents that are in course of erection in 
ronx. Among the operations for which 
are supplying the material are five 
nent houses at 129th street and Con- 
avenue; five apartment houses at 163d 
and Intervale avenue, and six apart- 
houses on 127th street near Riverside 


& Mason of 81 Beekman street, Man- 
1, New York City, jobbers in plumbers’ 
es; report business to be fairly satis- 
y. One of the many lines in which this 
specializes is pipe hangers, of which 
‘arry a large and complete stock. Mr. 
t this time is enjoying a well-earned 
on and this leaves our genial friend 
| alone to look after the “biz.” From 
counts, it seems to agree with him, for 
ks the picture of health and happiness. 


at with raising fancy fowl for exhibition 
ses and also to satisfy the inner man, 
ttending to the many details attending 
camp outing for his son and a num- 
f friends, C. E. Gorton of Gorton & 
‘wood is a busy man these days. We 
an idea that C. E. wants to try the 
life himself. Gorton & Lidgerwood are 
sent kept busy supplying the demand 
eir well-known lines of boilers. They 
iat their boiler, which is built especially 
urning soft coal, has proven a good 
proposition. 


——_$-o————— 


ANINGS FROM THE UP STATE 
TRADE 


HARLES B. HUCK, 820 Main street, 
Buffalo, N. Y., has just finished put- 
ting in a new tile window. This gives 

very fine window for display purposes. 

‘uck carries a high grade line of plumb- 

ad gas fixtures. 


C. Ruchte, 2328 Main street, Buffalo, 
» reports business as being very good. 
ys there is no rush, but he has plenty 
2p all his men busy. 


J. Kavany, 347 Niagara street, Buffalo, 
» has the plumbing in the new An- 
ation School Building, on Lafayette 
» near Grant street. 


nk Postle, 2321 Main street, Buffalo, 
» is doing the Plumbing in the two- 
y building being erected by H. A. Wil- 
n Jersey street, near Fargo avenue. 


> explosion of a gasoline furnace caused 
2ly fire in the Plumbing establishment 
orace FP, Westcott, at 40 Lodge street, 
ly, N. Y., on August 6th. The prompt 


arrival and work of the fire apparatus pre- 
vented a serious conflagration. 


Barnd & Geiger, 11 E. Mohawk street, 
Buffalo, N. Y., have the contract for the 
plumbing in the two-story convent building 
on Verplank street, to be built by the St. 
Nicholas Church, Buffalo. The cost of the 
building will be $18,000. The steam heating 
contract in the same has been let to Sticht 
& Kabe, 1401 Genesee street. 


E. W. Ireland & Co., 491 Connecticut 
street, Buffalo, N. Y., are doing the plumbing 
in the three-story store and flat building 
being erected by W. A. Robb, 364 Connecti- 
cut street. The cost of the building is 
$16,000. 


—~-e—__ 


Hanson W& Shickel, Inc., Em- 
ployees’ Outing 
second annual outing of the 


HE 
fl employees of Hanson & Shickel, Inc., 


master plumbers at 712 Madison ave- 
nue, Borough of Manhattan, New York 
City, was held at Boehm's, New Dorp, S. L., 
on Saturday, August 17, 1912. Together 
with their wives, children and friends, the 
executive and construction departments of 
this progressive concern proceeded to St. 
George, where they boarded the specially 
chartered trolley cars and headed for the 
scene of the revelry, a band of music fur- 
nishing entertainment en route. 

Having been provided with a good break- 
fast on arrival at Herr Boehm’s, the party 
then witnessed an exciting game of base- 
ball between the plumbers and _ helpers, 
which concluded with a ninth inning rally 
by the plumbers and resulted in victory for 
them, the score being 11 to 9. Lest we for- 
get, we wish to make mention of the fact 
that in carrying off the laurels, the plumb- 
ers were the recipients of the cash prize 
donated by Messrs. John Hanson and John 
McCord, and a strong interest was mani- 
fested throughout the entire contest, the re- 
sult never for an instant being in doubt. 

With a firm belief that no good time is 


was the unanimous opinion of all. 

Much credit is due to the capable man- 
agement of this affair by Horace A. Wheeler, 
the popular superintendent. 

Among the guests in attendance were: 
John McCord, Post & McCord; Louis Wheel- 
wright, Roberts Filter Co.; John Kiernan, 


E. J. McCabe & Co.; C. W. Mitchell, W. H. 
George Swalm, 


Hussey & Son; of Colwell 


Michael Murphy, John M. McCord and 
Chief Factory Inspector John 
Sullivan, “Three Musketeers” 
at the Outing 


Lead Co.; Michael Murphy, of Mott’s, 
Chief Factory Inspector John Sullivan. 

THE PLUMBERS’ TRADE JOURNAL was rep- 
resented by John S. Hanlon, for the courte- 
sies extended to whom, we wish to make 
this expression of thanks. 


and 


Brown-Wales Co., Move into 
Splendid New Quarters 


HE Brown-Wales Co., Boston, Mass., 
have just moved into their splendid 
new modern fire-proof building at 

Fargo and Egmont streets, and are re- 
suming the routine interrupted by such 


Employees and Friends of Hanson & Schickel, Inc., at the Second Annual Outing 
at New Dorp, Staten Island, N. Y. 


complete without a scrap, the guests were 
treated to four, this popular resort being 
the training quarters of several aspiring 
“White Hopes,’ who volunteered to give a 
fistic exhibition for the entertainment of 


those present, and obliged as_ follows: 
Al Palzer vs. Bob Armstrong, 3 rounds; 
Al Palzer vs. Young Mackay, 3 rounds; 


Bob Armstrong vs. Young Brown, 3 rounds, 
and Young Brown vs. 
rounds. 

After having witnessed a very large ath- 
and dancing were 
when a 


Young Mackay, 3 


letic program, bathing 


enjoyed until evening, return trip 


Mine Hosts John T. Hanson and William 
C. Scheckel Superintending the 
Outing Arrangements 


was made in the direction of the banquet 
hall, where a bounteous dinner was _ in 
waiting. 

In the evening several hours were given 
over to dancing before the return trip was 
made, and that the day had been well spent 


changes. Few New England supply 
houses occupy such commodious and 
completely equipped buildings. The new 
structure is eight stories in height, of 
concrete and steel, has three freight and 
one passenger elevators. A spur track 
connection with the N. Y., N. H. & H. 
R. R. especially puts this firm in a posi- 
tion for prompt shipments and service. 
These great changes have been brought 
about by the unprecedented growth of 
the concern within the past fifteen years. 
Shortly a “Store Warming” will be 
given, due notice of which will be an- 
nounced later. 


———~-e—___ 


Borden Company, Warren, Ohio 
Outsrow Plant 

HE demand for “Beaver” die- 

stocks made by the Borden Com- 

pany, Warren, Ohio, has become so 
great that to keep abreast of the flood 
of orders now pouring in from all parts 
of this and other countries, the manu- 
facturers have found it necessary to 
enlarge their factory very materially. 
The new “Beaver” square-end pipe cutter 
has also come in for its share of popular- 
ity. “Selling like hot cakes,” is the state- 
ment of Secretary Bechtel of the con- 
cern, answering the query, “How’s biz?”, 
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THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


15 Broad St., New York 


— 
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and kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


<C> TILING 


Trade- Mark 


Cost only one-fifth. Lasts lifetime. Germ, 
Fire, Waterproof. Ask dealer for booklet, 
§ or write the manufacturers, NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y. 


REGULATING VALVES 
For Water or Steam 


ROSS VALVE MFG. CO. 
TROY, N. Y. 


Something New 

Extension End Ferrule 

Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 


Made in the following sizes: 
2in. 3in. and 4in. 


C. P. MARSHALL 
Rochester, N. Y. 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
WORKS 


986-1016 Metropolit-an Ave. 
Send for Catalogue. BROOKLYN, N. Y. 


SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. Nothing more simple or compact 


Lodging House, N. Y. C. 


No Springs, diaphragms or delicate moving parts in the ‘‘Sm5’?. Our Automatic ACME Valve 
is‘‘Perfection’’. Ejectors for buildings,steamships and yachts in various types. Catalog on request 


SANITARY MECHANICAL SPECIALTY COMPANY 


THOS. J. TUOMEY, Pres. J.J. WALSH, Sec. and Treas. 
NICHOLAS J. HAYES, Vice Pres. WM. MeCLINTOCK, Engineer 


152 East. 72nd Street., New York 


Boston Agents—Dalton-Ingersoll Mfg. Co., 171 High St. 
San Francisco, Cal Agents -E. A. Keithly, Metropolis Bank Building 


Installed in the Municipal 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 
the proper price by 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


SPECIAL PRICES ON GENUINE STILLSON WRENCHES 


CALL UP 


EICHENBAUM BROS., Plumbers’ Supplies 
97 East 3rd St., New York City Tel. 4878 Orchard 


Energy 
Economy 
Despatch 


Our specialty is giv- 
ing you just exactly 
what you want, just 
exactly when and 


18 WALSH & HARTWIG, Inc. _ 


where you want it. 


(i “y 

@ MATERIALS es > i : 

B oroR es ‘ : Our Materials and 
CASFITTERS Hae ‘e 


AND ie Prices are Right 
. =| Walsh & Hartwig 


Inc. 
215-219 East 58th St. 
New York City 
Tel. Plaza 1656 


ee = 
i Address Made Before the Trustees of the 


ufacturers and Dealers’ Protective Ass'n. 


Raymond Hull Noble, June 11, 1912 
1} S| SS SSS (SSS SSS Sse 


ENTLEMEN: — With 
the idea of giving 
the members of the 
Manufacturers and 
Dealers’ Protective 
Association better 
service and enlarging 
upon the scope of 
activity of the asso- 
ciation, L. O. Koven 
Of Le (One Wovenmac 
Brother called into 
consultation Mr. Hun- 
tington, your Secre- 
tary and myself. The 
plan of activity as 
outlined at that meet- 
ing and as further developed by practical 
working up to date, is as follows. 

Your Secretary by receiving accounts to 
be listed on the “Tickler’’ from the various 
members, is in a position to detect the 
financial weakness of a debtor, long before 
the finger of suspicion is pointed at the 
financial soundness of this debtor. For ex- 
ample, if a concern owes one of your mem- 
bers five hundred dollars, another a _ thou- 
sand and several more in varying amounts, 
overdue, your Secretary immediately sees 
that this concern is financially embarrassed 
and one of three situations will probably be 
disclosed. It may be that the concern is 
on the verge of bankruptey; it may be that 
they can do business for a period of from 
a few months to a year, when they will be 
forced to the wall; or a third possibility 
may arise in which, if a concern can obtain 
extensions of time until receipt of monies 
on certain contracts or otherwise, conditions 
will right themselves. 

Now it is my purpose upon receiving in- 
formation from your Secretary indicating 
one of the three conditions explained above 
to meet your Secretary and the debtor con- 
cern, and with your consent inform the 
debtor that we are acting in behalf of the 
association and come to him in a spirit 
of friendliness, with the idea of conserving 
the interests of the members whom he owes, 
but at the same time helping him if possible. 
He will then be asked to state his financial 
position—his books and stock will be ex- 
amined and then a meeting of the members 
to whom the concern is indebted will be 
called. The facts will be laid before them 
and, as determined by them, one of three 
things will be done. 

(a) Place the debtor on his feet by an ex- 
tension of time or credit—perhaps placing 
a member temporarily in charge of the busi- 
ness with a view to conserving same, or if 
this course if not justified by the facts, 

(b) Liquidate the debtor’s business without 
the expense of a bankruptcy, which, you 
members know, eats up most of a bankrupt’s 
estate, or 

(c) If bankruptcy is inevitable, by con- 
centration of the claims in my hands, it 
may be possible to control the election of 
the various bankruptcy officials, such as 
trustees, attorneys, etc., and by electing the 
proper parties, prevent the pillaging of the 
bankrupt’s estate by means of extortionate 
fees and expense, and thus save the creditors 
perhaps thousands of dollars. 

A further advantage is that in a case of 
this kind, the attorney representing the as- 
sociation represents each of the members 
thereof, and the fee paid to this attorney 
would be contributed to by the several mem- 
bers who are creditors of the debtor, and 
thus reduce the cost of attorney to each to 
a minimum. Whereas, if several attorneys 
were interested, each representing an indi- 
vidual creditor and receiving separate com- 
pensation from his client the expense to each 
creditor would be materially increased. 

The second part of this plan purports to 
serve the double purpose of putting money 
into the pockets of the members and at the 
same time reducing the size of the ‘‘Tickler.”’ 
The method is as follows: Prepare for each 


member a statement of all the 
listed by the member on the “T 
the date of membership down to 
time. This list to be divided 
date into three parts :— 

(a) Accounts listed before 1906 
fore barred by the Statute of I 

(vb) The older accounts (not out! 
listed during 1906, 1907, 1908 and 19 

(c) More recent listings of 1 19) 
1912. 

To try the new idea out, a number 0 
members were picked out at hapha 
your Secretary and I called upon the 
ous members for whom these list 
made, and the _ proposition ‘ 
squarely before them, that I as an 
would take over all the accounts. 
gardless of the amount, and clean vy 
dead timber by making a thorough iny 
tion of each account listed, collecti 
that were possible of collection and th 
which collection was absolutely imp¢ 
make a complete and detailed rep 
each one, sufficient to show the memh 
in charging it off to profit and loss tl 
thing possible had been done. This | 
be done without any additional expe 
the member, except that on account 
lected without suit a charge of 104 
made, for the amount collected, and i 
of suit special arrangement would be 
The advantage of doing this for the 
ber is— 5 | 

(1) Collecting money which in many 
was deemed absolutely lost. 

(2) Enabling a member to charge 
profit and loss, accounts absolutely wo) 

(3) Giving members the advyante 
specialized activity which only come} 
one attorney handling one general d) 
work, in which he is able to do bet! 
cause of co-operation with the assd 
and its reporting department. 

(4) The advantage which one a 
necessarily has is that in many in) 
he finds one debtor common to sev! 
the members. 

(5) In the case of out-of-town ac 
the obvious advantage when sendin; 
local attorney, of sending in the nm 
the Manufacturers and Dealers’ Pr¢ 
Association, stating specifically that | 
sociation numbers 150 members—the 
manufacturers and dealers in the 
lines in this part of the country—an 
the attorney’s success with the acco) 
closed depends future forwarding )) 
Secondly—by the experience gaine¢ 
having forwarded hundreds of claims 
of-town attorneys, a list of the be 
most reliable attorneys is selected fi! 
over the country. 

(6) After accounts have been plac) 
attorneys throughout the country, tl 
stant watching of same by me, ae 
lieving your members of this respon 

Of the first sixteen members calle 
ten immediately turned over their: 
lists, and the others with one or Sale 
tions promised to have statements 
accounts listed, made out as rapidly 
sible and mailed to me. 

That the above plan has met wit! 
lute success is proved by a trial | 
months. 


——_2-+-e——— 

Hall Automatic Coupler Cé 

Manufacture Plumbers 
Specialties 

NCORPORATED with a capi 

$250,000, E. S. Hall, J. W. Bh 

L. Shultes of Buffalo, N. Y. 

M. Hall of Sardinia, N. Y., have fo 

company to manufacture specialt 

the heating and plumbing trades 

new firm will be known as the 

tomatic Coupler Co. of Buffalo, N’ 
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HE Radding Co. 

Springfield, Mass., are 
building a large store 
and warehouse on Sha- 
ron street, Springfield, 
where they will have 
increased . facilities for 
their large business. 
They have consider- 
able work on hand, in- 
eluding the plumbing 
contracts in a 40- 
apartment and a _ 35- 
apartment building. 


John J. Powers and 
A. P. McAree, his fore- 
Brockton, Mass., went to Nantucket 

after a plumbing contract in Mr. 

auto. In returning late in the 
they got on the wrong road and 
. manner in backing out Mr. McAree 
+ and rolled down an embankment 
pond. He called for help and Mr. 

jumped after him, but both were 
1. Mr. Powers was found stuck in 
d, whico had held him under the 
His business will be carried on by 
ther, Wm. Powers. 

Le Fleur, Springfield, Mass., has 
rable work on hand in and around 
y. 

Kearns, Holyoke, Mass., has just se- 
he plumbing in a 35-tenant apartment 
or L. La France. 
erman Bros Co., Hartford, Conn., are 
ig the plumbing in a large building 
Wise-Smith Co. 


Kelly, New Haven, Conn., has the 
ts for the plumbing and heating in 
vy Volk Hotel, New Haven. 


R. Carey, Gardner, Mass., has just 
the plumbing in a large residence 
e, Mass., for Colonel Saston. 


s-Newton Co., of Boston, and New 
lave secured the plumbing in the new 
at Manchester, N. H., for The W. H. 
1in Shoe Co. 


’.. Barry, Woonsocket, R. I., has the 
ig contract in the residence for L. W. 
on Woodland Road, and the contract 
mbing in the Maternity Ward, Woon- 
Hospital. 


Taylor, Hartford, Conn., has the 
t to remodel the plumbing for a six- 
block for N. Lyman, on Chestnut 
and plumbing in a six-tenement house 
n Goldman, on Front street. 


O’Connor of O’Connor & McGrath, 
mpton, Mass., surprised the craft in 
ty by taking a vacation. Pat didn’t 
ere he was going or how long he was 
0 stay, but just taking a vacation. 

n & Moriarity, Holyoke, Mass., have 
to give up their store and shop on 
street, Holyoke, and are building a 
t Williamansett, which will give them 


rably more room for their growing 
s. 


_ Liddy Co., Meriden, Conn., are in- 
the plumbing in The Young Women’s 
in Association; plumbing in residence 
1. Mills, Broad street, and the plumb- 


three bungalows for N. E. Bliss, on 
street. 


eaudet, Woonsocket, R. I., will shortly 
pelled to move from his present loca- 
n Social street, to Harrison street. 
lange is necessitated on account of 
rand Trunk Railroad’s right of way 
ng through his present stand. 

Wigglesworth & Co., Canaan, Conn., 
ontraee for the plumbing in the sum- 
sidences for Geo. H. Mitchell, W. A. 
ind E. Vv. Peckin, at Twin Lakes, 


Conn., and the plumbing in the residence foi 
C. W. Stickel, at West Cornell, Conn. 
3rodeau & Lynch, Meriden, Conn., are re- 
modeling the plumbing and heating in The 
Charter Oak Hotel, Meriden; plumbing in 
the residence of Levi Desureau, Center 
street; plumbing in three tenement houses 
for A. Machanth, on Bunker Hill avenue. 

T. Edward Oakes Co., Hartford, Conn., 
have contracts for the plumbing in six tene- 
ment buildings for Geo. Mortson, on Stand- 
ish street; plumbing in two tenement houses 
for J. H. Banard, on Canfield avenue; plumb- 
ing in the factory for C. G. Bostwick, on 
Hudley Place, and plumbing in the Swedist 
Parish House, on Capitol avenue. 

O, A. Peterson, New Britain, Conn., ha: 
the contracts for plumbing in three tenement 
houses for J. E. Sarleson of Bristol, Conn. 
at West Hartford; the plumbing in thc 
residence for Aaron Bergstrom, on New 
Britain avenue, New Britain, Conn.; plumb- 
ing in a two-family house on Trinity street 
for Aug. Bergstrom, inspector of plumbing 
of New Britain. 


eT ee 


Massachusetts State Board of 
Plumbers’ Examiners Decide 
on Examination Dates 


HE following dates have been se- 
T lected by the Massachusetts State 

Examiners of Plumbers during the 
period from September 7, 1912, to July 
5, 1913, inclusive, and the cities where 
the tests will take place are likewise 
appended :— 
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RULES FOR EXAMINATIONS 

Three years’ service in mechanical depart- 
ment of plumbing business will be required 
before applicants are eligible for examina- 
tion for license. 

Examination shall consist of tests in 
written, oral and practical plumbing. Two 
hours will be the time limit on written 
examination. 

All applications for examination shall be 
in the hands of Clerk one (1) week before 
day of examination. 

Candidates for license must receive 70% 
on examination to have license granted. 

Candidates failing to reach the 70% will 
not be re-examined for three (3) months. 

Notice will be sent to applicants for 
license when and where examination will 
be held, and only those so notified will be 
examined on that day. 

Epwarp C. KELLY, Clerk. 

For Application Blank or other informa- 
tion apply to Clerk, 195 Centre St., Boston. 


Brass 
Cesspools 


F lain cr with hinged 
cover and strainer. 


Fig. 13 
Diameter 
6" 2"' opening 
9 3° opening 


Kokomo Brass Works, 
Kokomo, Ind. 


Fig. 14% 
9” 3" opening 


An Eleven Million Dollar Subway 


The Cambridge Subway is now open; the greatest Engineering feat of the age. Take the 
Subway at Park Street Station and get off at Kendall Sq. Station. A five minute walk to 
either of our entrances, 45 Harvard Street or 132 Broadway. You can arrive at our store ten 
minutes after leaving Park Street. Please make us a call. 


Cambridge We Pay 
Plumbing Cash 
Supply Co. 


PLEASE 39-49 Harvard Street 
Cis Wade te! Cambridgeport, Mass. 


For All Our 


Purchases 


Not in any trust or combination for prices. 

See how much lower our prices are for cash. 
New England Plumbing Supply Co. Davis Block, 396-398 Bridge St., Springfield, Mass. 
Davis-Boston Lead Co. Successors to Holyoke Lead Pipe Co. 132 B'dway, Cambridge, Mass. 
All our prices positively spot cash. Prices quoted to Master Plumbers only. 


New England Business Only Solicited 


STACKS IN IT 
WHY bother with lugging a vise and stock and dies to every job? The No. 1 
Vise and Nipple Cutter is a compact combination of these tools. Fits your tool 
kit. Capacity % to 1 inpipe. What other tool is there that will thread a short 
nipple without using nipple chuck or bushings? None. 

The No. 1 Vise and Nipple will use any ordinary square die. Price $6.00. You 
may send it back citer trial but you won’t. Stack Patent (Pending) 


NEW ENGLAND AUTO PARTS MFG. CO. 18 Tremont St, Boston, Mass: 
Pacific Coast Rep.—W. B. Biggar, Portland, Ore. 


BADGER 


> > Copper k Boilers 


will give you 

clean water. 

Will give you 
a boiler that can be cleaned 
out without taking down. 


Will sive you a handsome 


fixture for your kitchen. 
Will give a sanitary up-to- 
date hot water supply. 


Is the iron boiler worth con- 
sidering againt these facts? 


Write for full particulars. 


|E. B. BADGER & SONS C 


63 PITTS ST. BOSTON. MASS. 
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IKONS PIPE-JOINT COMPOUND 


By using Dixon’s Pipe Joint Compound on 
joints. No damage to tools or fittings 


Spare Your Tool then when you want to open joints. 


JOSEPH DIXON CRUCIBLE CO., JERSEY CITY, N. J. 


| Sansealo Drains 


= PLAIN AND WITH BACK 
WATER TRAPS 


They protect the occupant’s health and_ the 
owner’s pocket book. There is a good profit for 
the plumber. 

The outside or main part of drain is made of one 
heavy piece of iron, no joints to get loose and leak. 


The water seal is unusually large, and only the 
small amount of water’on outside of bell is exposed 


SEND FOR CIRCULARS 
CRAMPTON-FARLEY BRASS CO. 


Kansas City, Mo. 


What Does Your Pipe Cutting and 
Threading Cost? 


Did you ever figure it ? 


You can purchase a FORBES 
Pipe Cutting and Threading Ma- 
chine for less than it cost you last 


year to have your pipe cut and 
threaded. 


Can be used asa power 
machine in the shop or taken 
from its base and used asa 
hand machine on outside 
work. 


Saving Time 
Saving Labor 

Saving Money 
Take the Forbes 
wherever the pipe hap- 
pens to be. Don’t waste 
valuable time and labor 
carting heavy pipe to 
and from a bulky pipe 
machine. The Forbes is 
a complete pipe cutting 
and threading tool that 
can be taken right to the 
job, whether it’s down 
in a trench or up ina 
scaffold. It’s a light 
machine, easy to op- 
erate, a complete tool, 
No extra vise needed. 


SEND FOR LATEST CATALOGUE JUST OFF THE PRESS 


The Curtis & Curtis Co., 65 Garden St., Bridgeport, Conn. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REyIp 


CHASE TRUCKS 
Selected by the Big Ones Who Know 


This is our New Model L, capacity 
3000 lbs. Combines all the great Chase truck features 
of economy, durability and simplicity. Write and 
let us tell you how to improve your delivery service. 


A repeat order. 


CHASE MOTOR TRUCK CO. 
SYRACUSE, N. Y. 


100 West Street, 


OUISVILLE plumb- 
ers generally are 
beginning to realize 
the results of the 
unusual building 
boom that started 
about a year ago. 
Several large office 
buildings are under 
way, more are being 
planned, and besides 
this a great number 
dwelling houses are _ being 


of handsome 
erected. The indications are that the Louis- 
ville plumbers will enjoy a prosperous sea- 
son of activity in the plumbing industry. 


B. B. Watts, 217 S. 5th street, Louisville, 
Ky., secured the contract for the plumbing 
of the flat buildings for Sam Plamp, 2900 
Bank street. 


J. E. Gray, 2205 St. Louis avenue, Louis- 
ville, Ky., was successful in securing the con- 
tract for one of the public schools calling 
for twenty-seven fixtures. 


Pp. H. Meyer & Co., 640 S. Preston street, 
Louisville, Ky., were the successful bidders 
for the installation of plumbing for two pub- 
lic schools calling for sixty fixtures. 


L. P. Spies, 436 E. Jefferson street, Louis- 
ville, Ky., is installing washstands and drink- 
ing fountains in two of the public schools. 
He is also busy with numerous other con- 
tracts. 


John R. Watts, 605 W. Market street, 
Louisville, Ky., has secured the plumbing 
for H. J. Runkeiser, 35th street and Broad- 
way; also for H. A. Biff, 1st and Magnolia 
streets. 


Miller & Sauer, 743 E. Jefferson street, 
Louisville, Ky., have received the contracts 
for plumbing for H. Kleier, 545 S. Shelby 
street and also for N. Collet, 1056 Frank- 
fort street. 

J. F. Gray, 1327 S. 22d street, Louisville, 
Ky., was the successful bidder for several 
contracts of plumbing in the public schools 
and is also doing the plumbing for the Fet- 
ter Printing Co., 408 W. Main street. 


Haller & Zehnder, 1103 E. Broadway, 
Louisville, Ky., are plumbing the residence 
of J. A. Hillerich, 1603 W. Kentucky street. 


The plumbing for J. S. Moore is being in- 
stalled by L. P. Spies, Louisville, Ky. 


R. C. Shaw, Jackson and Chestnut streets, 
Louisville, Ky., is plumbing four cottages 
for D. Lubbers at Shelby and Caldwell 
streets. In addition to these jobs, he is very 
busy with numerous alteration contracts. 


Jacob Isaacs Plumbing Co., 1st and Col- 
lege streets, Louisville, Ky., have recently 
landed the job of plumbing and drainage 
for the Tuberculosis Hospital at Waverly 
Hill. This is an extensive job of plumbing 
calling for many fixtures and a sprinkling 


-. 


system. This firm is also busy with a n 
ber of large contracts. 

P. H. Meyer & Co., 640 S. Preston sti 
Louisville, Ky., were the successful bid 
for the plumbing of two school build) 
with an approximate cost of $5,000. 1 
have several other large contracts ul 
way. | 

Miller. & Sauer, 734 E. Jefferson sti 
Louisville, Ky., have secured the contr| 
for the following work: A. Kruze, 30] 
Clay street; Crescent Hill Christian Chu’ 
and building for C. Hedden, 107 Bardst) 
Road. : 

L. J. Rosenfield, 8th and Jefferson str 
Louisville, Ky., has secured the eontract| 
plumbing for the residence of L. Speigel, | 
Madison street, and H. Masmer, 2612 Fri 
fort avenue; also for Mrs. Kahlert, 281) 
Preston street. 

Bywater Bros., 512 S. 6th street, Li 
ville, Ky., were awarded the contracts | 
installing combination washstands and dail 
ing fountains in eleven public schools, “| 
are also doing the plumbing for W. S. | 
mond, 1249 3d street. 

J. G. Kratz, Preston and Madison str' 
Louisville, Ky., has recently secured | 
plumbing contracts in the following: He 

I 
( 


for M. Schroer, 514-518 Preston street, 
The Fidelity & Columbia Trust Co., Han 
and Franklin streets. | 


M. J. Duffy & Sons Co., 521 W. Mé& 
street, Louisville, Ky., were the succe[ 
bidders for the installation of the plum) 
in the addition to the Cathedral Parso1: 
at 443 5th street, which includes five 


plete sets of bath fixtures. 


Wm. Brady, 1136 S. 7th street, Louis! 
Ky., has secured the contracts for insté) 
drinking fountains for the St Bert) 
Church, 6th and St. Catherine streets; ! 
for the installation of three dental cusP/ 
and basins for T. P. Taylor, 408 S. 4th s 


R. Hafendofer, 18th and Broadway, L! 
ville, Ky. was awarded the contract! 
plumbing for the dwelling of Mr. Beck} 
S. 18th street, also for the plumbin) 
building of M. Smith, 1728 Maple street. 
reports business very good, especially in‘ 
work. 


H. C. Degen, 404 S. 26th street, Louis 
Ky., has been successful in securing dU 
number of contracts recently. Some of 
are buildings for Fred Brockman, 416 
street; Jefferson County Jail, 6th and J 
son streets, and S. L. Wickham, 290! 
Chestnut street. 


C. M. Nevin, Louisville, Ky., is unut 
busy, having been awarded the contract 
the plumbing of the Courier-Journal i 
Building, 4th and Green streets; The 
tucky Children’s Home, 1086 Baxter avil 
F. C. Dorsey, Galt street and Field ay 
and Daily & Gardner, 420 W. Walnut * 
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ICLES” 


clv 


The ‘* Pennie” 


(Latest. Improved Patent) 


Back Water and Sewer Gas 


Valve 


Positive in operation. No restraint 
to outflowing water. AJlows objects 
to pass through without choking up. 


SEND FOR CATALOGUE 


THE KENNEDY VALVE MFG.CO. 


Main Office and Works—1l034 E. Water 
Bo Uon tee IN Ys 
ranch Office & Warehouse—40 Bee 
Street, NEW YORK CITY. ioan 
Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL., Monadnock Bldg., SAN 
FRANCISCO, CAL. 


AND 


DELAWARE 
HUDSON CO. 


ADVANTAGES 
OF AN 
INDUSTRIAL LOCATION 
This railroad extends from the eoal fields 
of Pennsylvania to connections with all 
the great railroads of Canada and the 
provides a fast 
freight service to the East, West, North 
and South, and parallels the upper Hud- 


Eastern trunk lines; 


son River, also the new two-thousand 
ton barge canal connecting the river with 
Lake Champlain, now being built by the 
state. An establishment located in this 
territory receives the benefit of cheap 
fuel, electric power and low freight rates. 
Its Industrial Department will aid in 
the establishment of industries, develop 
side track questions and give complete 
information. 
IRA H. SHOEMAKER 


ALBANY, N. Y. INDUSTRIAL AGENT 


HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 


Send for cata- 
log and prices. 


BERGER BROS. CO. 


Manufacturers 


) 
237 Arch St., Philadelphia, Pa. 


STRICTLY SANITARY 


The A. D. M. Co.’s line of 
High Grade Wastes and Traps 
are guaranteed Strictly Sanitary. 
All castings are made from new 
metal and free from sand-holes and 
finished in white triple nickel plate. 
They fit the fixtures perfectly—-a 
big saving in time. 

Ail leading jobbers will supply at 

, factory price, or we will ship direct 
, if cash accompanies the order. 
Send for Booklet with Master 
Plumbers’ Discount Sheet; it’s 
free and will save you dollars. 


A. D. MANUFACTUR- 
ING CO. 


Detroit, Mich., U.S. A. 


Waste 


ILLIAM M. ANDER- 
SON, 108 S. 20th 
street, Philadelphia, 
Pa, prominently 
known in_- plumbing 
and heating circles, in 
addition to other 
work, is fitting up the 
plumbing in the new 
building at Water and 
Tasker streets, for the 
J. T. Bailey Co., and 
at 1328 S. 23d street, 
for John Steel. 

The plumbing in the 
eerl buildings at 1704 and 
1706 Ridge avenue, Philadelphia, Pa., is 
being installed by C. T. Innes & Co. of 870 
N. Franklin street. 

The plumbing in the eight new houses, 
118 to 132 S. 58th street, is being installea 
‘Sy Robert Williams, 6015 Chestnut street, 
Philadelphia, Pa. 

Weideman Bros., 3013 Kensington ave- 
nue, Philadelphia, Pa., have been given the 
contract for the plumbing of ten more new 
houses for John E. Rafferty. 

Robert England, 5322 Market street, 
Philadelphia, Pa., in addition to other work, 
is installing plumbing in the two new 
houses, 2201 and 2203 Ruffner street. 

The plumbing contract for the new build- 
ince Lonel Ss Sheppard Co. was awarded to 
Geo, L. Uber & Co., 13th street and Fair- 
mount avenue, Philadelphia, Pa. 


Exhibit of The Dayt 


J. H. Wohlfeld, 7th and Jefferson streets, 
Philadelphia, Pa., is making alterations and 
additions to the plumbing in the premises 
1406 to 1412 N. Hutchinson street. 

The plumbing for the twenty-two new 
lwellings at 58th and Ellsworth streets is 
veing installed by Wm. J. Morgan of 1421 
J. 59th street, Philadelphia, Pa. 

Hirst Bros., 3435 Longshore street, Phil- 
delphia, Pa., well-known plumbers of the 
uburb Tacony, are installing the plumb- 
ng in the new buildings on Salmon street. 

One of the hustlers among the salesmen 
‘or plumbing supplies is Wm. Meegan. 
‘Billy,” as his friends call him, is on the 
ob early and late, looking up the Phila- 
lelphia trade. His affable and pleasing 
nanner has gained for him many friends 
mong the plumbers. 

Jos. A. Foster, 2732 N. 2d street, Phila- 
lelphia, Pa. in addition to jobbing work, 
yas the contract for plumbing two new 
houses on 10th street, near Nedro avenue. 
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P. J. Whelan, 309 S. 51st street, Philadel- 
phia, Pa., is installing the plumbing in the 
thirty-two new dwellings at 3834 to 3866 
and 3835 to 3863 Pennsgrove avenue. 


N. Walter Rhodes, 1211 Cambria street, 
Philadelphia, Pa., in addition to jobbing 
work is installing plumbing in the buildings, 
1318 and 1324 S. 18th street. 


The plumbing in the building of ue Ss 
Thackara, 5245 Germantown avenue, is be- 
ing installed by H. Smith & Co. of 5510 
Germantown avenue, Philadelphia, Pa. 


The plumbing in the four new houses at 
Camac street and Nedro avenue, Philadel- 
phia, Pa., is being installed by D. V. Ken- 
nedy of 837 E. Chelten avenue. 


The plumbing contract for the new resi- 
dence on 11th street, near Chelten avenue, 
was awarded to Ellwood Wentz of Gorgas 
street, Mt. Airy, Philadelphia, Pa. 

Thos. H. Beamer, 5701 Pine street, Phil- | 
adelphia, Pa., who has executed quite a 
number of plumbing contracts in West 
Philadelphia, is installing plumbing in 
twenty more new dwellings at 208 to 214 
and 209 to 239 S. 49th street. 


Storch and Scheid, 1102 Wolf street, 
Philadelphia, Pa. one of the prominent 
plumbing firms in the southern section of 
the city, are busy with a number of plumb- 
ing contracts for new dwelling houses. 
Some of the latest are: 56 new houses at 
1700 to 1754 and 1701 to 1755 S. Taylor 
street; 26 houses at 1700 to 1750 S. 24th 
street: 10 houses, 1309 to 1327 Taylor 


on Pump & Mfg. Co. at the Establishment of the Thompsen 
Electric Co, 1606 Sansom St., Phila., Pa. 


street; 10 houses, 1308 to 1326 Ringgold 
street; 56 houses, 1700 to 1754 and 1701 to 
1755 Ringgold street. 
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Dayton Pump and Mfg. Co., Well 
Represented in Phila., Pa. 


HE Dayton Pump & Mfg. Co., 
T Dayton, Ohio, have an aggressive 
representation in the Thompson 
Electric Co., 1606 Sansom street, Phila- 


delphia, Pa. This branch carries in 
stock almost every type of “ Dayton” 
water supply apparatus. Howard G. 


Vernon, manager of the branch, is him- 
self an experienced engineer and is at 
all times ready to assist the trade in’ 
problems of water supply. The attract- 
ive window dispiay shown herewith pre- 
sents several of the “Dayton” outfits. 
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HILADELPHIA 


biiva ties 


You Cannot | 
Afford =| 


to overlook the banner proposi- 9) 
tion we are making on 


Vitreous Lavatories 
and 
Vitreous Tanks 


The Goods Are Right 
The Prices Are Right 


You save money by consulting us, 
Get Our Prices 


Thos J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 
1006 Filbert St. Philadelphia, Pa, 


Roberts Water Filters 


The filter 
with a re- 
putation. 


It does its 
work and 
pleases the 
customer. 


No come- 
backs. 


When you 
have a job 
requiring 
a filter of 
any size, 
remember 
the name 
ROBERTS 
and write 


i 


Roberts Filter Mfg.Co. 
DARBY, PHILADELPHIA, PA: 


Louis Wheelwright & Bro. 


Sales Agents i 
Flatiron Bldg. New York | 


| 
The HOTTEST Blast in the - 
ig} «= QUICKEST Time From — 


G. Barthel’s Famous — 
Kerosene Furnace 


Gasoline. Kerosene and Al- 
cohol Blow Torches. with G. 
Barthel’s name on same 
Means the best in_ blow 
torches. You, Mr. Dealer, 
should carry them. \ 


Globe Gas Light Co. 


Distributors 
21-27 Union Street 
Boston, Mass. 
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By PHILIP F. GRACE. 


HE reference she made to 
“Oh Miss Lucy” is simply 
rhyme without reason. When 
I ejaculated it I was think- 
ing of another episode in my 
Four years ago I blew into Vicks- 
, Miss., and stayed three or four 
ths, for a wonder. I became ac- 
nted with a planter named Gil 
hers, a splendid fellow with one 
; only—the war wasn’t over with 
He had fought for The Bonnie 
Flag under Pemberton, against 
it and lost. One night a minstrel 
ye came from the North, and I pre- 
d upon him to go to the show. We 
near the door so, as he said, we 
| go out to “see a man” occasionally. 
was a very intelligent fellow, with 
eart on his sleeve. So anything out 
e ordinary grated on his ear. 
the olio or first part after a few 
okes had been fired, a singer(?) be- 
the strains of a soug called The Gum 
Canoe as follows: 


he Tombigby river, 
orn, 

cot filled with husks of th’ tall yel- 
ow corn; 

s there that I met with my Julia 
Oo true, 

at night we’d sail out in my gum 
Tee canoe. 


so bright, I was 


: listened to the first four lines only, 
a look of disgust came over him. 
bing his hat he gave me a nudge, 
ig, “Let’s get out of here, Yank, I’m 
1 plum mad right through.’ I fol- 
d, wondering what was up. 

hat prince of fools to come down in 
country and sing about a gum tree 
e floating on the Tombigby. Why, 
might as well take a marble obelisk 
| one of our graveyards and attempt 
oat on it. Good Lord! I’ve a good 
1 to just get a crowd and string that 
W up, and run the rest out of town,” 
then his anger, which was genuine, 
iged to laughter. We didn’t go back 
ee the rest. 

Jown Tybee,” is rhyme without rea- 
because Tybee Island is off the Coast 
yeorgia, 20 miles from the mouth of 
Savannah river. What matter if il 
ld help to save China. 


Down TybeEr. 


bh, Miss a Lucy, yous’e so sad, 

h, Miss a Lucy dat’s too bad; 

ot my trunks packed, goin’ away— 

ome t’ bid yo’ a las’ good day. 
CHORUS. 

h Miss Lucy, dry yo’ tears, 

h Miss Lucy, cam yo’ fears, 

Sout next April watch foh’ me. 

will meet you down Tybee. 


Yhen de cotton’s done laid by, 
Tl tak yo’ to Savannah, 

n’ mah honey we'll live high. 
Ve'll bofe go to de pahson 
Vhen de cotton’s done laid by. 


GD 
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Chapter Vili. 


The allusion to “When the Cotton’s 
Done Laid By,” means that no more 
ploughing, hoeing or chopping is needed. 
It is then ready to pick or harvest, and 
money begins to flow in. There is smoke 
from every one’s chimney, blacks and 
whites in Southland. 

I kept pegging away at the rest of the 
melodies reaching ovey' occasionally to 
the whatnot and at last succeeded, I trust, 
in saving China. The above samples will 
suffice to give the reader an idea of my 
efforts. After I had finished I laid them 
on a tray, and labeled them “With Com- 
pliments of Yours Truly, for China.” A 
servant brought them in to her. 

In a short time, she came out smiling, 
and said simply, “The deepest thanks for 
the present.” Next she sent for Whee 


came to an end, dancer and musician 
nearly exhausted from their efforts. 

They pronounced the rehearsal a suc- 
cess, then Whee Wing took the words ot 
the songs to the conservatory, so they 
could memorize them. I would go in aft- 
erwards and try and give them the prope1 
accent, as far as possible. 

After the darkey had recovered his 
mind they gave him another hooker. Turn- 
ing to me he said, ‘‘Mistah yous’e no bah- 
barian is you? Yous’e ain’t no kind of 
them there cannon-ball-ilands, is you? Yo’ 
suah don mek me skeered like when yo’ 
say, “Chuck yo’ sef dar, loosen up!” 

“Yes,” I answered. “I am a cannibal 
and barbarian at that. To-morrow as I 
promised, I will take you behind the city, 
and show you the way to Richmond, Vir- 
ginia, where you can meet with your par- 
ents.” 

“Not on yo’ dam tintype! Yo’ doant 
Mistah! I laks this here place an I’se 
goin t’ stay. s this a way. My mah 
an my pah they is happy enough widout 
me, an’ I specs if I did go back, they’d 
turn me ovah to them what’s a lookin’ 
fo’ me, kase they’d get fifty dollahs re- 
ward.” 

Human nature again, the world over ; 
black, white, red or yellow, English, 
Irish, Scotch, or Yankee. When we are 


“She Had the Darkey Sent Down to the Servants’ Quarters and They Found a 
Comfortable Place for Him” 


Wing and showed him the words. ‘They 
must be memorized as soon as possible, 
by the members of the orchestra.’ She 
asked him if he had orchestrated the mel- 
odies and he told her he had. Then I 
made a suggestion that she thought a very 
good one. to have a bit of rehearsal. Bring 
up the darkey, play him the melodies, 
and get his feet in working order. After 
which I would go into the conservatory 
and give the coon accent to the members 
of the orchestra, after they had memor- 
ized the words. 

The darkey was brought up, and with 
him came the Captain, Ging Whee and 
Ding Foo. Whee Wing got his violin, 
and the eyes of that coon grew to be 
saucer-like. Her Highness poured him 
out a frightful hooker from the decanter, 
which he got outside of quicker than 
“Jerry” wrote the proverbial note. Not 
a word was spoken. Whee Wing was a 
wonderful violinist, and slowly at first 
began the strains of “Loosen Up Nigger.” 
The darkey’s feet began to move. I point- 
ed to the tessalated floor, and said much 
to his consternation. “Unshuck yo’self 
man! Chuck yo’ feet! heah me! Loosen 
up, nigger,” and he was off. He was 
oblivious to us as his feet went at a light- 
ning gate. I began to pat and spoke 
quickly, do as I am doing. They soon 
caught on to the movement, and the dance 


down and out, and those whom we 
thought were friends have vanished, our 
thoughts turn to home and mother. We 
cry about her among strangers, tell how 
she keeps a light burning in the window 
awaiting for our footsteps to return to 
the old home. The letter carrier caught 
red-handed robbing the mails whines, 
“This will kill mother!” 

The fellow who takes a gun, and shoots 
some poor defenseless one for the crime 
of being alive, on being convicted and sen- 
tenced to die, cries “My poor mother.” 
How different though when things are on 
the rosy side. Mother is forgotten, the 
old homestead is a bum joint in our es- 
timation, and only fit for the cows, the 
sheep, the ducks, etc. We call them by 
those names purposely, so people will 
think the hallowed precincts of a farm 
are unknown to us; that we were always 
city bred. 

I was surprised how soon the members 
of the orchestra memorized the words of 
the songs. Remember reader, each of 
them was wealthy in his own right. Each 
was a government official, and had ‘been 
educated abroad, either in England or 
America. Among them were two grad- 
uates of Harvard, and one from Cornell. 
The rest were either from Oxford or 
Eton. I noticed that those who came 
from Yankee Colleges had a better accent 
and readily took to the coon dialect. How- 
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: Have you ever thought 
2 about the 

@) 

° Parmelee Wrench 

& and wondered how it works? The best way 
(@) tofind out isto ask anyone who has used a 
(@ Parmelee. We leaveitto his verdict. 


@ There is another way youcan get the facts. 
(@) Send for complete literature. It’s free for 
@ the asking. The 


© PARMELEE 
® The Toothless Wonder 


@) Can’t chew or crush or mar the threads. 
Makes or breaks the tightest joints easily. 
*< Positive grip. No lost motion. 


a ; Ds, 
PARMELEE 


HOOOO) 


2 | i 

@ 

@) 

_ Send for circular. 
bp 

e 


PARMELEE WRENCH CO. © 
2516 West Monroe Street é 


Chicago, Illinois 
BOOQIOOOHHOTOSOOOONOIOOOOOOOS 


CALORIC 


Pumping Engines 


are the most durable engines, as 
there are no valves or other com- 
plicated parts to wear out or get out 
of order. 
With ordinary care, they will last a 
| fe-time. 


Write for Catalog ‘‘D’’ 
Manufactured by 


The Bremen Mfg. Co. 


Bremen, Ohio 
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Install the S & K Shower Heads and all 
the troubles with shower heads end. 


We have overcome it. The remedy: 

The “S &K” C-937. All parts Heavy Cast Brass, 
with removable face, with Air Valve, made to stand 
up under any pressure, even steam. Face has fine 
perforations giving that desirable stinging effect of 
the rain bath, easily cleaned having removable 
face. Made in two sizes. 

6% inch face, ¥%, or % inch lI. P. Size Thread 

8 inch face, ¥% or % inch I. P. Size Thread 
Y% inch I. P. Size threads sent unless otherwise 

ordered. 


WRITE FOR PRICES 


Street & Kent Mfg. Co. 


549 Fulton St. Chicago, IIl, 


- WASTE COCKS 


II 


ABSOLUTELY 
GUARANTEED 


Send For Prices 


BRONZE & BRASS WORKS 


CLEVELAND, OHIO 


7) 
Fuller 
Bath Cocks sold last year 


You know the reason. 


NORTHERN BRASS MFG. CO. 
W 


Plumbers Attention !! 


GET YOUR PLANS AND SKETCHES MADE AT 
PRICES WHICH ARE RIGHT 
FIRST CLASS WORK BY SANITARY EXPERTS 
Arrangements have been made with this magazine for your benefit to 
handle the subscribers’ work at special reduced rates, and you are referred to 
The Plumbers Trade Journal for any inquires you desire to make. 
ALTON ENGINEERING CO. 


SANITARY AND HEATING ENGINEERS 
149-151 W. 36th Street New York City 


Carries Radiators Anywhere Quickly, Easily, Safely 


Narrow crooked stairways and halls are easy for 
Buell’s Combined Carrier and Truck. 


It is a cinch to carry the radiator when neces i 
push it on the truck. Saves you eatin aati se tee aries 


Time, Strength, Money 
Send for booklet and prices 


BUELL, BROTHERS, Fulton, N. Y. 


ever they all did well. Whenever they 
deemed themselves perfect, a general re- 
hearsal would be held, and then Wang 
Dang, he of the glass eye, would either 
be summoned or invited, it matters not 
which. I was glad to learn from the Cap- 
tain that he would not return to his post 
that night, in fact he might stay three 
or four days for that matter. 

He evidently came down on official bus- 
iness, as I saw him go occasionally into 
the telegraph room. So far as her High- 
ness was concerned, her mind was evi- 
dently at rest for the time being. I know 
it was, for she came into the room laugh- 
ing and blurted out, “Well, yez hav’ a bud- 
dy now, begorra, so won’t be lonesome. 
We'll call him a smoked Irishman. Th’ 
Lord help me if I uttered that expression 
on th’ sthreets av New York. They’d 
gimme six months on, on, what th’ divils 
th’ name av that Island where th’ Hotel 
de Bums is? “Brother Jose used to spake 
av it.” 

“Blackwells?” 

“Yes, begorra that’s it!” 

Seeing her in good humor I said, “That 
darkey thinks I’m a barbarian, or a Ccan- 
nibal. Now then, can’t I take him over 
to the ruins to-night and camp there? 
Make him believe he’s my servant.” 

“Not to-night, to-morrow night, prob- 
ably. Some one might drop in unex- 
pectedly, and what would we do for tal- 
ent to entertain ‘them? I will not tell 
the colored man any thing about you. 
You tell him what you like. By the way 
[ will give him that suit of clothes you 
had when you came here. You must not 
demur. If you get another suit it will 
not be for charity, but for services well 
rendered. The oath you took will be re 
spected.” 

“Tf you will have patience, in due time 
you will get all of those documents re- 
lating to the plumbers of the olden times, 
their sayings and doings. Wang Dang is 
liable to drop in at any time of day or 
night. He is a sort of privileged charac- 
ter, and must be catered to. There is 
seldom a night passes that some one does 
not come down here to Fin Chow. We 
have the situation well in hand, and while 
we are guarded, we are not worried at 
present.” 

“That darkey is a deserter from the 
American navy, and should any of the 
officers show up looking for him why we 
will surrender him at once. On the other 
hand we are not spending any money 
sending deserters back to their ship—not 
even a postage stamp.” 

“Well,” said I, “of course I cannot an- 
swer for Uncle Sam or question his wis- 
jom about obtaining his ship’s crews. He 
has posters all over the interior of the 
country telling of the good time on ship. 
board, and the knowledge gained by visit 
ing foreign countries. I know several 
plumbers in the States whose sons en- 
listed and they became homesick and 
wrote their fathers they were sick of the 
service. It is not a very hard matter to 
obtain the release of enlisted men in times 
of peace, as I know. Then again there 
are on board ship, drones, black and 
white and the officers wouldn’t bother 
much if they skipped and not much ef- 
fort would be made to recapture them.” 

“The darkey evidently longed for home 
and became lazy, ~shirked duty, a deadly 
crime aboard ship, worried the officers and 
when he went, they sent up a prayer of 
thanks. If you ship him into the service 
you need have no remorse of conscience, 
provided you save China in doing it.” 
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“Well, that is what I expect to do 
a week or so. If no ome of importan 
drops in temight we will Beve a qui 
evening singing ol@ time Scotch songs 
love them as well as the songsof Irela 
and Captain McLeod is the one torRend 
them.” I sincerely trust no one wor 
come that is any one of importance, fr 
the north. I will have a normal nig 

She had sent the darkey down t 


fortable place for him. No one § 
members of the regular househo 
and the third evening was spent 
to the orchestra playing the rag 
odies that Whee Whing had ar 
They had memorized the words and 
my thinking had readily caught on to { 
“Goon” dialect. “Swing yo’ pahtn; 
Right an lef all roun’, etc.” SS 

Scotch songs by the Captain assist 
by her Highness brought the enterta 
ment to a close. I did no stunts, nor ¢ 
they ask me, thinking probably I h 
done my share for China. 

(To be continued) 
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Vaile & Kimes Co, Toledaman 
Enlarge Their Plant 


WING to the rapid increase in | 
demand for the well-known Ve 

& Kimes pumping apparatus 4 

water lifts, the manufacturers hi 
found it necessary to build extensive 
ditions to their present plant at Tole 
Ohio. New and especially construc 
equipment has been installed, wh 
makes possible the production of high 
grade apparatus. | 


Rochester Master Plumbers Ho 
to Their Employees _ 

WO enjoyable outings were h 
Ap recently in the vicinity of Rocl 
ter, N. Y., by the employees of 
plumbing firms, A. J. Heinzle, and N 
Bareham & McFarland of that city. | 
picnic of the former was held at Gri 
View Beach and was attended by @ 
than one hundred employees and frier 
Island Cottage was the scene of the | 
ond function. | 


| 
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A Live One of the Boys in! 
South | 

OWN in Alexandria, La. ! 

W. Zader, who has one 
handsomest and most c¢ 
equipped display rooms in the | 
South. Busy all the time, Mr. 
it difficult to devote much at 
his new automobile, which ~ 
stand is “some wagon.” If th 
truth in the reports reaching 
Burman’s (the fearless spe 
record will look like an amatell 
the time G. W. gives him one 
rubs. Fishing is another sport ” 
Zader when business permits. “ ef 
caught some whoppers and has then 


show for it. — %' 
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New Building for the Stand 
Brass Works, Detroit, Mich 


TART has been made on the © 
S pbuilding to be occupied by — 
Standard Brass Works at ‘Det 
Mich. The structure will be two sto} 
in height and it is estimated will! 
completed in two months. The cos’ 
the building will total $25,000. * g 
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EORGE & CLEMONS, 
Janesville, Wis., have cer- 
tainly an elegant adver- 
tising scheme. This is a 
colored lithograph of a 
complete bathroom faith- 
fully reproduced, in which 
the two children may be 
seen blowing soap-bub- 
bles. The size of the pic- 
tures is 6 ft. x 9 ft. and 
they have attracted much 
attention everywhere they 
have been displayed. 
Messrs. George & Clemons 
say that they are getting 
business from them, too. 


Ine of the first important steps toward 
ugurating Milwaukee’s $13,000,000 sew- 
2 disposal project was taken recently 
en the common council adopted Mayor 
ding’s recommendation that $300 be ap- 
ypriated for expenses of appraising land 
ded for the septic tanks. The work of 
yraisal of the land for the septic tanks 
to be ordered immediately, after which 
. Mayor is desirous of starting construc- 
n thereon without more delay. The con- 
uction of intercepting sewers is also to 
inaugurated at the same time. 


The Sanitary Plumbing Company, Fond 
Lac, Wis., will do the plumbing work in 
1coln School, in that city. 

{ modern heating system, costing $5,000, 
being installed in the St. Mary’s Church 
1 School buildings at Racine, Wis. 

The village of Argyle, Wis., is contemplat- 
* the building of a municipal waterworks 
item. City Engineer J. F. Icke, of Madi- 
has conferred with the Village Council 
ative to the system. 

Shief Inspector G. R. Stolz, 
ukee, Wis., plumbing inspection depart- 
nt, has appointed William Nern to the 
ce of inspectors. There are now nine in- 
‘ctors on the force. 


of the Mil- 


[Three steam heating plants are to be in- 
Ned in school buildings in the city of 
ughton, Wis. E. K. Loverud, district 
rk, having called for bids for installing 
ne in that city and the town of Dunkirk. 


John Feiner, of Racine, Wis., has secured 
» contract for the plumbing for the Ra- 


ings has recommended that the work be 
done by the National Regulator Co. of 
Chicago. 


The Union School building, Niagara ave- 
nue, between North 7th and North 8th 
streets, Sheboygan, Wis., will be equipped 
with steam heating apparatus. The school 
building adjoining has a steam heating plant 
which will furnish the steam for the Union 
School. 


The Thomas Heating Company, of Racine, 


Wis., was awarded contracts for installing 
the heating and ventilation systems in the 
new Racine County Courthouse, Racine. 


Charles Wilkinson & Co., Minneapolis, were 
awarded the plumbing contract for the 
same building. 

The city of Cudahy, Wis., is contemplat- 
ing installing sewers in various streets of 
that city. About 1,970 feet of 18-inch vitri- 
fied pipe sewer at a depth of from 25 to 
38 feet; 2,800 feet of 36-inch concrete sewer 
at a depth of from 16 to 48 feet; and 2,600 
feet of 48-inch concrete sewer at a depth 
of from 10 to 20 feet are to be built this 
summer, 


A concrete settling well has been added 
to the waterworks equipment of the city 
of Kenosha, Wis. The Board of Water 
Commissioners have awarded the contract 
for the same to Charles Payne, of Wauke- 
gan. It will have a twenty-four inch wall 
and will be thirty feet in diameter. This 
new well will increase the present capacity 
four times. 

Alderman E. J. Sullivan, of the city of 
Kenosha, Wis., has recommended to the 
Common Council of that city to provide an 
ordinance relating to the inspection of all 
plumbing done in the city. He particularly 
mentioned the putting in of sewer stubs at 
the proper pitch. 


—_++-e—__ 


A Busy Firm in Kansas City, 


Kansas 
N this page is shown the shop of 
some of the hustling western 


boys, Messrs. Frei and Erickson 
Bros., of Kansas City, Kansas. Plumb- 
ing and heating keeps them busy every 


sy Plumbing Establishment Run by Frei & Erickson Bros., at Kansas City, Kansas 


1e¢ Lodge of Elks’ new club at Racine. 
le heating contract for the same structure 
ant to Smollen & Schoenleben, also of 
icine, 

Improvements will be made on the heat 
gulator system in the Winslow School, at 
acine, Wis., and the committee on build- 


day in the year. They now have a force 
of men at work on new work and alter- 
ations and say that they are pleased 
with the _ prospects. They have an 
attractive showroom fitted with modern 
fixtures and do much high-grade work. 
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“Kretschmer” Sanitary Bubbling Cup 


The most sanitary and econom- 
ical bubbling cup on the mar- 
ket. Thousands have already 
been installed in some of the 
largest cities and public build- 
ings in the United States. Self- 
closing cock and screw driver 
valve prevent waste of water 
and admit of perfect adjust- 
ment. Drain cup prevents 
splashing. Wecan also furnish 
bubbling cups to attach to sink 
backs if desired. Patented July 
4th, 1911. Write us for prices. 


Kretschmer Mfg. Co. 
Manufacturers and Jobbers of Plumbing, Heating and Pump Supplies 
Dubuque, Iowa 


The Brayman Water-Tight Drain 


Master Plumbers: 


Here is a drain that will 
solve your floor drain 
problems. 

With this BRAYMAN 
Water-tight Drain joints 
ean be caulked from the 
inside after the drain 
is set. 

The BRAYMAN is ab- 
solutely water-tight and 
non-freezable. 


Our catalog will give you many other valuable features which are found 
only inthe BRAYMAN Water-tight Drain. 


SEND FOR CATALOG 


Jiffy Fire Hose Rack Co. 


725 7th Avenue, New York City 


Figure No. 190 


AYE & K” 


Flectric Service Pumps 
Were Designed Especially For 


Pneumatic Water Supply Service 


You can assemble your own Water Systems using “‘V & K” Electric Pumps at a lower cost than 
by purchasing the Systems complete. Ask for Bulletin No. 93. 


= 
= 
re 
< 
= 
ES 
res) 
a 

= 
< 
es 
Y 
7) 
© 


e 41 So. St. Clair St. DAYTON, OHIO 


SSSAASAAASASSASSAALAASAISAASASSASALSASSISLSAAIASIAA De, 


SILLS SSLASSSSLASSSSSSSSLSSSSSSSSSLSSSSSSSSSSSLLSSSSSSSSSSAE 


SIASAIS AAA SLSASSSASSASSSASSSSSSSLSSASSSSSSSSSSSSSSSLSSSSSSSS AL, 


N 


VLLLSSSSLSSSLSLSSLSSLSSSSLSLSSSSLSSSSLSSSSLSSSSS Sz 


380 


Plumbers’ 
Slate 


We have two large factories 
and produce more than a 
carload of milled slate daily. 


Our reputation for execut- 
ing Plumbers’ detail work 
carefully and accurately has 
been well earned. 


We will appreciate the 


favor if permitted to quote 
you prices when you are in 
the market. 


Urinals, Shower Stalls, 
Water Closets, Base, 
Wainscot, Drain 


Boards 


The Phoenix Slate Co. 


Penn Building 
WIND GAP, PA. 


Attention! 


Plumbers and Architects 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Eureka Adjustable Flange” 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 

Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Descriptive circulars and full in- 
formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 


" | 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


ARRIBA BEEBE 
The Utility of Slate in 
Modern Sanitation 
posusacacececacacncncecececncncnsacecesecesececesesesnce. 


OR years slate in various shapes 
F has been utilized in almost every 

branch of the building trades. Years 
back, before its great value from a sani- 
tary standpoint was recognized, this 
close-grained stone was used mostly by 
roofers and builders. Now it ranks as 
one of the finest of materials for up-to- 
date sanitary installations. It is claimed 
that slate is far more uniform in grain 


for much sanitary slate and the many 
merits of this product has resulted in 
its adoption in almost every building of 
modern type. 

The quarries from which Tinsman & 
Co. procure their raw material are in 
the heart of Pennsylvania’s finest slate 
territory. The trade can therefore be 
assured of receiving only the very 
finest quality that it is possible to pro- 


than marble and more durable and im- 
pervious to stains. Slate being black, 
scratches which would ruin marble are 
invisible and therefore do not mar the 
appearance of the fixture or trimmings. 

This material will resist blows that 
would wreck the glazed surface of vitre- 
ous china fixtures or the enameled coat- 
ing on enameled iron ware. For this 
reason, it is extensively used in all kinds 
of plumbing construction where abuse 
is given the fixtures. The plumbing in- 
dustry is now credited with a greater 
demand for this stone than any other 
trade. 

One of the prominent firms who have 
been supplying slate for every purpose 
in sanitation is the M. L. Tinsman & Co., 
Inc., Pen Argyl, Pa. This concern is 
one of the pioneers in the production of 
slate, its officers, Messrs. M. L. Tinsman, 
president; R. T. Cowling, secretary and 
treasurer, and W. J. Rotzell, vice-presi- 
dent, having all been connected with the 
quarrying and manufacture of sanitary 
slate for some thirty-five years. Their 
slate experience has been of distinct 
value to our trade in matters requiring 
authentic advice. Their personal super- 
vision is given every shipment and noth- 
ing but very highest quality slate ever 
leaves their plant. 

Among the special slate requirements 
which the Tinsman Co. manufacture 
and carry in stock are slabs of all sizes 
and thicknesses for urinal work, stalls 
for toilet accommodations, drainboards, 
sinks, laundry tubs, wainscoting and 
other shapes. Nothing is too difficult 
for this concern to estimate and mill. 
Unusual specifications can be taken care 
of at short notice and the makers solicit 
drawings from the trade for figures on 
their requirements. 

The erection of public comfort stations 
and toilets in recent years has called 


Great Mass of Refuse Slate Which Has Been Rejected as Unfit for Use 


duce. Their up-to-date and completely 
equipped factory handles all orders with 
despatch and care. 

In the accompanying photographs will 
be noted two immense hills, one of dirt 
and the other of useless slate. An idea 
of the great expense necessitated in the 
conduct of slate quarrying will be gained 
from the great bulk of earth which is 


Detroit, Mich., Celebrates 211t 
Birthday < 


FTER months and months of prep. 
A ration, Detroit's Cadillacqua can 
July 22d and lasted five days, du 

ing which time the city was crowded wi 
visitors. The celebration represented {) 
211th anniversary of the founding of D 
troit, and incidentally inaugurated a fe 
that will be an annual event hereafter 
take place each July. a! 
No less than a hundred thousand yisito 
were present during the five days. It w 
the carnival of carnivals, rich in historic 
significance, a riot of color, life and enth 
siasm. . a 
Many of the up-state plumbers came 
Detroit for the celebration. Now that it 
over, business has assumed its normal co 
dition. The prosperity of Detroit continue 
factories are enlarging, out-of-town indy 
tries are locating there, the motor car bu 
ness is still booming. With. all Detroit { 
day is as busy and as prosperous as a 
city with twice its population. The buil 
ing permits issued for July amounted 
over two million dollars. The entire woi 
is eying Detroit right now, and from | 
indications it looks very much as if t) 
healthy growth will keep up for ma 
months to come. oe, 
This great reign of good times is, 
course, beneficial to the plumber and ste: 
fitter. Interviews with the various men 
the business brought out the fact that th 
were all as busy as they could be. Prc 
ably the best expression of conditions w 
that of James H. Crumley, of 284 Woc 
ward avenue :— er 
“Plumbers were never busier in yé 
than they are today. Prices are fair; ma 
rials are not plentiful, but we haye b¢ 
ordering months in advance, so believe 
will have no trouble along these lines; hi 
in certain branches of the trade is scar 
there is so much building going on that 
is nearly impossible to get common labori 
help. As for ourselves, we haye now 
our books enough work to keep us £0) 
for a year.” Sia 
A few of the large jobbers say that | 
foundries are so far behind in their ord 
that materials are coming through vi 
slowly; soil pipe and fittings are especié 
hard to get. One jobber remarked that — 
plumbers were not getting good prices, ‘ 
that as the supplies were advancing it ¥ 
only a question of time when they wo 
have to get more. Many big jobs are pe 


rr 
| 


required to be moved to expose the finer 
grades of slate. The second view shows 
what waste, fully 80 per cent of the 
amount quarried, is encountered in pro- 
ducing first-grade slate. These piles 
have accumulated during the many years 
the quarries have been in operation and 
cover a great area, being sometimes 
several hundred feet high. The value 
of the plot covered by these waste piles 
is worth $3,000 to $5,000 per acre and 
the disposition of this refuse has been a 
much discussed situation by the owners, 
and the problem has not been solved. 


A Mountain of Dirt Removed from a Slate Quarry to Uncover the Slate 


ing, but the plumbers have on hand 
many small ones that they have all 
can possibly take care of. 


——_~-e——_ 
Kazoo Plant Running Full Bi 


HE alterations made necessary) 
T the fire which, in July last, Dal 

destroyed the Enameled Tank (. 
plant at Kalamazoo, Mich., have I 
completed and the plant is now in 
operation again. Although tempor: 
inconvenienced, the Enameled Tank 
kept up with deliveries and the opentr' 
the new factory was keenly anticip® 


| 
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/ SANITARY SLATE 
Urinals 
Shower Stalls 
Bathroom Partitions 
Morgue Slabs 
Operating Tables 
Laboratory Slabs 
Germ-proof Flooring 
Mausoleums 
Grave Vaults 
Grave Covers 
Grave Markers 
Cistern Covers 
Feed and Water Troughs 


INTERIOR FINISH OF 
BUILDINGS 


Steps 

Risers 
Platforms 
Floor Tile 
Wainscoting 
Vestibule Panels 
Base 
Hearths 
Lintels 
Window Sills 
Coping 
Tiling 
Mantels 

Fire Boards 


Alpha Slate Mfg. Co. 


Bangor, Pa. 


Crown Slate Co. 
Pen Argyl, Pa. 


LSEL ELS SL SSNEZ SS LILIES, IBS IBN GS 


| Non-Absorbent - 
Non-Combustible 


Clean | 


Look over every set of plans 
for places to use 


Sanitary Slate 
It is the 
Cheapest and Best 


Write these firms for prices— 
they quarry and finish to size 
any requirement you may 
have. 


Excelsior Slate Co. 
Pen Argyl, Pa. 
Hammann Structural and 


Roofing Slate Co. 
Bangor, Pa. 


Phoenix Slate Co. 
Windgap, Pa. 


i There is a Place OL ie 
= on Every Job You Have 


EP ELPA PS 


Weeee ee. 


Slate Products Co. of America 


SAS AN RAS TENDS 


INDUSTRIAL piso 

Vats and Tanks of all kinds for (siobee 
Dye Works 

Chemical Works Dag 

Dairies / 

peels Establishments aioe 

anneries 
Soda Fountains she 


Slaughterhouses 
Bakeries $! 
Florists 

Tanneries 

Electric Switch Boards 
Refrigerator Linings 


Aquarium Bottoms, etc. (Ske 
HOUSEHOLD (Sick 
Cupboard Shelves rs 

Pantry Shelves iain 


Refrigerator Shelves 
Shelving of all kinds 


Pastry Boards } 
Table Tops 2. 
Kitchen Sinks 7 
Laundry Tubs Ste 
Sink Tops 

Lavatory Tops Gite 
EDUCATIONAL sie 
Blackboards (<@ 
Bulletin Boards ony 


Bangor, Pa. 
M. L. Tinsman & Co. Ine, ay 
Pen Argyl, Pa. (Sr 
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DDOOQDOOOOOOOODOOOOOS: 


Natural Slate Blackboards free on request S water control was devised. For, not only Thus the construction of the “Therm 
‘ does the “Thermax” water heater automatic- means—the only gas water heater with | 
< ally control the gas—but it also automatic- mostatic water control to insure maxi 
(e ’ 3} ally controls the water. The significance of cae Mee me complete informat 
< , this, perhaps, is not immediately evident. o € ationa ove Co., Lorain, Ohi 
G The Penn a Structural Slate Co. S But it will become at once apparent when Mention THe PLUMBERS’ TRADE JOURNAL, 
(e ©) the question is asked, “What if the supply a 
S PELL BLDG EASTON PA of gas be low with the ordinary type of a 
® ) ? 0 (@) |heater?? The answer is—You get luke Braender’s Automatic Cellar. 
2 warm water. It can’t be otherwise. D ° a 
©) @) If a heater is designed to give four gal- rainer per 

J) OGGOHHHOHHHTHHGOOLDHIOOGGOIPIOHHOOOOOHOSSGOSGHOGM lons of water per minute at 130 degrees The removal of waste water from 


It is more profitable to ask the Penn’a 
Structural Slate Company for quotations, 
than to wish you had. 


Our catalog of Sanitary Structural Slate and 


N. H. SIPHON VALVES 


MADE TO FIT ANY CONIMTION 


STRAIGHT COUPLINGS - Rough; Fin. andN.P. 

BENT COUPLINGS—Rough; Fin. and N. P. 

All N. H. Siphon Valves are full size. Guaranteed to work 
all properly designed Siphon Closets and give the very best 
satisfaction. 

We also make a large variety of CAST BRASS GOODS 
for water, steam, gas and electricity. 

Aluminum, brass and bronze castings. 


SEND FOR CIRCULARS 


EXETER BRASS WORKS 


EXETER, N H. 
New York Office—48 Cliff St., Henry Stein, Rep. 


Supply or Pressure. 


With the 
New Watrous 


Valve Closet 


measured flush and refill 
Quiet in action. 


low-down closet. 


Write for further details 


®POQOOSOQOOODOQQOOOOOOOOOOPOGOHDOOOGOOGHOOESE 


ccomplished at Last! 


A Valve Closet Combination that will 
operate successfully regardless of the 
size of Water 


Large Pipes No Longer Required 


Automatic Duojet 


Can be set to operate at 
any pressure from 15 Ibs. 
up, producing a positive 


MOQOOQOOQOOQOOO 


Especi- 
ally adapted for residence 
use aS a Substitute for the 


A New Departure in Gas Water 


Heaters 


The “Thermax” is claimed to be the first 
gas water heater to regulate automatically 
the flow of water. Heretofore, gas water 
heaters have regulated only the gas. The 
water was allowed to take care of itself. 
Hence, while there were many devices, 
thermostatic in action, to control the gas— 
there was none to control the water. The 
water was allowed to flow, without check, 
in one unchanging quantity. This was the 
method until the “Thermax’” with automatic 


with a certain quantity of gas, it stands 
to reason that the temperature of the water 


in—-when the flow of water is below 130 
degrees, it automatically throttles the water 
to that particular amount that the quantity 
of gas can heat. This is because the “‘Ther- 
max” is not “hand set’ for a fixed flow of 
water—for, as was said, the regulation of 
the is automatic. You see how the 


water 


“Thermax” throttles down the water to 
maintain the temperature with insufficient 
gas—observe that, on the other hand, it 
opens wide with sufficient gas. See how 
practical that is. The less gas, the less 
water—the more gas, the more hot water. 
The ‘‘Thermax” automatically gives you the 
exact quantity of water that your sas sup- 
ply can keep at 130 degrees. 

For instance, tests show that, with favor- 
able conditions, a four gallon “Thermax”’ 
will deliver as high as six gallons of water 
at 130 degrees. Now, with ordinary water 
heaters this is impossible, because they are 
“hand set” for a fixed flow of water. If 
regulated to yield four gallons—then four 
gallons they must constantly flow, no more, 
no less, whether or not the gas pressure be 
high or low. Thus an ordinary heater, say 
size No. 4, is always liable, at times, to 
give luke warm water—or else, give only 
four gallons of hot water, even though there 
be gas enough to heat easily six gallons of 
water. Note that the chief advantage of 
the “Thermax” has been left to the last. 
And that is speed. With a “Thermax,” 
quicker hot water is obtained than with other 
heaters, because the “Thermax”’ water con- 


through cold coils. The water is retarded, 
thus permitting the gas to act more effi- 
ciently on a slowly moving stream of water. 
When the water réaches 130 degrees, 


will fall materially below 130 degrees if 
the gas supply be reduced. And that is or the bilge siphon using steam. All pa 
where the “Thermax’”’ water control steps of both are of best bronze and brass 


trol holds back the first rush of cold water 


the’ 


upon an unchecked cold stream of 
pouring through cold coils. Finally, 
is not the usual waste of time—the water 
is held back, consequently is raised to 
degrees speedier, it is claimed, than ~ 
other makes. 

In all, the “Thermax” stands for 
plete satisfaction because it automati 
provides for change of seasons, varia 
in gas pressure, changes in water temp; 
ture, and, as was said, provides for ¢ 
first rush of cold water through cold ¢ 


basins, sumps and pits is most satisfact 
accomplished by installing the Br 


automatic cellar drainer operated by 


are strongly constructed on the be 


chanical principles. The consump 
water or steam in use is of so S 
volume that it makes Braender devices 
for their economy. Both are made in 
sizes and capacities. 
be forwarded those 
Braender, 315-21 Fourth avenue, 
City. Please mention THr PLUMB 
JOURNAL in writing. . 


Basin Supply Pipe Me 
with Favor 


Among the numerous new devic 
by the H. Mueller Mfg. Co. of Dec 
at the National Convention 0 
Plumbers in Salt Lake City, was a 
and wall basin supply pipe, which 
decided favor. It was, without 
pronounced a meritorious article. - 
permits a rigid connection at the floc 
wall line, and has a wide range 0 


twine 


tein. 


a 


a oe 


apts 
oon 


; és 


ment because of a multiple thread at 
shank end. Its advantage over the 
joint is the fact that a blowout is no 
sible. Plumbing inspectors are urging 
abandonment of the slip joint and 


control opens wide, to full capacity, and hot 
water comes “with a gush.” With a No. 4 
“Thermax” this range of water control is 
from one gallon of cold water to four—or 
better—of hot water per minute. 

The economy is evident. There is not the 
usual waste of cold water when the faucet 


adoption of a rigid connection, and this zt 
device of the Mueller Company meets ev! 
requirement. at 


The accompanying illustr 
shows at a glance the advantages of 
new supply. In making a floor connect” 
the supply is pushed up into the shank” 


The Watrous Co. 


(NOT INC.) 


1675 Fisher Bldg. Chicago, Ill. 


x 
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+k and the lower end placed on the 
pe supply and fastened with a nut, 
- a perfectly solid connection. Then 
nnection is completed by tightening 
nut on the shank of the basin cock. 
3; where the advantage of the multi- 
sad comes in. The long thread gives 
ustment of an inch and a half in 
up and down. The whole operation 
; but a few moments. 
wall supply is installed in the same 
it has the multiple thread feature at 
in cock. The supply end passes into 
joint nut. With a plier having a 
ring in the jaw, an indentation is 
round the pipe close to the slip 
A brass ring fits into this indenta- 
d is held in place by another nut, 
when tightly drawn locks the supply 
an immovable position. The lock- 
ry can be used on the floor supply if 
The nuts on both the wall and 
pplies are concealed, and the whole 
a neat appearance. These supplies 
de of %” O. D. annealed seamless 
ibing, or %” or 1%” iron pipe size 
od. The floor supply measures 27144” 
ie bottom flange to the top of the 
ind the wall supply 7” and 13” from 
er of the horizontal pipe at the top 
tubing. Write for literature de- 
this latest innovation in plumbing 
es. Mention THE PLUMBERS’ TRADE 


A ° ” ° 
“Air Anti-Sypho” Boiler 
Coupling 

claimed that the little device which 
y here has obviated that most an- 
as well as dangerous range boiler 
syphoning. The “Air Anti-Sypho” 
ly adapted to the cold water inlet 
range boiler, successfully carrying 


NUT OF ANY REGULAR) 
BOILER COUPLING 
ATTACHES HERE 


INS ANTI-SYPHO 


ONNECTION 


REGULAR 
BRASS SPUD 
IN COPPER 
BOILER 


3 


4 
GULAR BOILE” 
TUBE = 


water to the lower portions of the 
but preventing any possibility of 
& the contents. The sectional view 
1¢ principle and application of the 
The central tube, being in two sec- 
hich telescope loosely one over the 
lows of ample space for the escape 
aused by expansion. Boiler explo- 
e€ said to be impossible with this 
Write Geo. H. Ayer, 46 Cornhill 
‘oston, Mass., for particulars. Men- 
E PLUMBERS’ TRADE JOURNAL. 


——$-o—______ 
‘Gilt Edge” Proposition 


are so many talking points about 
t Edge” round sectional hot water 
m heating boiler made by the R. J. 
& Sons Co. of Milwaukee, Wis., 
enumerate all would take several 

The more prominent ones, how- 
the large ash pit door that opens 
> the top of the level of the grate, 
it easy to get at the grate with a 
Oo take out ashes, or to replace 
‘hen necessary. Also, the dust and 
at are brought forward fall down 
ash pit instead of over the ash pit 
: has a large roomy ash pit and a 
at is so constructed that the open- 
the same in shaking to and fro 
standing face upward; a grate that 
n by a movable handle and from 
t only. Another feature is the cor- 
fire pot, none of which is taken up 
water coil, as they manufacture a 


water back and this is placed above the fire 
where the combustion of gases takes place. 

Still another feature is the large amount 
of prime heating surface at the top of the 
fire pot section. By means of deep fire and 
water channels the surface is increased three 
times over a straight top; these, being at 
the top of the fire pot section, do not inter- 
fere with combustion. Then, the additional 
sections are so placed that the smoke is 
obliged to pass from two to four times 


across the diameter of the boiler, giving it 
long fire travel, combining in this one boiler 
large prime heating surface and long fire 
travel, the two primary principles that make 
a boiler efficient and economical. There is 
no lost surface; it is easy to clean through 
the clean-out doors; is put together with 
push nipples and tie bolts. Their ratings are 
reliable. The catalog of this company is 
a splendid reference book for the progressive 
fitter and will be sent to those who ask 
for same, mentioning THz PLUMBERS’ TRADE 
JOURNAL. 
_——_+- oe 


“No-Sol” Solderless Copper Float 


The Ayling & Reichert Co., Toledo, Ohio, 
are perhaps the largest manufacturers of 
copper floats for closet tanks in the United 
States, the total number of floats shipped per 
day being in excess of 2,500. Two styles— 
round and oval—are now used by many of 
the high-grade flush tank manufacturers. 
There is no solder used in their construc- 


tion but an absolutely watertight joint is 
compressing a 


secured by 


ring of rubber 


RUBBER 
WASHER 


@ATENTED . 


between the two halves of the float during 
the swedging process. This adheres to the 
copper and in time hardens and vulcanizes. 
The past experience of the Ayling & Reichert 
Co. has proved the merit of the “No Sol” 
floats. Write for prices and circulars, men- 
tioning THr PLUMBERS’ TRADE JOURNAL. 


—_++——___. 


The New Chase Auto Truck a 
Dandy 


Here’s the car for the plumbing and 
heating man for jobbing and making quick 
deliveries weighing not over 500 pounds. 
This innovation in auto truck manufacture 
is once again credited to the Chase Motor 


Truck Co., N. Y., a firm whose 


Syracuse, 
motor vehicles have more than fulfilled every 
requirement of the busy master plumber and 


heating contractor. This model is called the 
“Model M” and is within the reach of every 
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“EVERYBODY’S DOING IT NOW!!’?—ORDERING 


Automatic 
CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


ist. All parts, except the float are above water, no slime 
or corrosion. : 

2nd. A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
inallthe pipes, so that it is always primed ready 
to start instantly. ie 

38rd. Weighs not over % that of others and requiring 
less space. . 

4th. The operating valves open and close instantly by 
action of the water pressure. 

5th. No leather washers used, leather dries and causes 


leaks. 
6th. It costs less than many other drainer'ss not as efficient, 


PENBERTHY INJECTOR CO. 


Circular and Prices 
on request 


Detroit, Michigan 


E BRAENDER AUTOMATIC 


AR DRAINER 


STEAM PIPE 


NSCHARGE PIPE 


“Jdid JOUVHISID 


"Fdld Aad, 


PATENTED 
OPERATED BY WATER PRESSURE 


It is the best; therefore the cheapest. It is used in Municipal and 
U.S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed to do what is claimed for it. Write for Circular. 
PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St, New York. 

SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Patented 
BILGE SYPHON 
Operated by steam 

pressure 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 


sign. We have what is conceded to be one of the most 
attractive Compression Bath Cocks on the market. Made of 
High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 


Send for Machine Co. 


Catalog 
A-1 TRENTON, N. J. 


New York Office, 5 and 7 East 42nd Street 
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Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlington, N. J., U. S. A. 


WOT = 


tins 


The World renowned D FITTINGS acknowledged Leader in 
design, quality of Material and Finish. 


Save 30% in Your Packing Expense 


You cannot afford to go on packing your goods in the old fashioned way. 


Corrugated Paper Boxes 


Require 90 per cent. less storage 
They require 75 per cent. 
They cost 


space. 
less time in packing. 
you 30 per cent less. These are 


facts you can’t allow yourself to 


overlook. 
Better Quicker Lighter 
Stronger Cheaper 


You can’t get anything better for packing plumbers woodwork, brass goods, 


earthenware, tools, etc. ; 
Write for Particulars 


GLOBE PAPER COMPANY, 


Evansville, Ind. 


VOGEL 


Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can he subjected to the hardest usage without being put 
out of order 


The valves are most durable and the bowls have our special 
design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


Send for Booklet 
For sale by all jobbers 


Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 
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contractor. The low price, $500, should in- 
stantly appeal to our trade, considering the 
splendid name which the larger models have 
made by their durability and economical 
operation. Nothing has been omitted in 
the “Model M” car that is to be found in 
the more powerful and expensive trucks. 
The object of the manufacturers in intro- 
ducing this latest type has been to satisfy 
the demand for a car for moderate service 
where a heavier truck is not needed. The 
iuto truck has done much in assisting the 
ylumber to save money and time in trans- 
porting his men and material to a job, over 
the old horse team, and again the Chase 
truck stops for no weather or road condi- 
tions. If you contemplate the purchase of 
an auto truck, write for literature describ- 
ing the “Model M.” You’ll buy it when you 
investigate its good points. Mention THE 
PLUMBERS’ TRADE JOURNAL. 


—_————— 0S 


Quinn Quality Closets Never Fail 
to Please 


The handsome combination shown here- 
with is one of the latest of Quinn “Quality” 
products. It represents the most improved 
ideas in closet building. The “Sanitoware” 
tank is acknowledged to be one of the 
superior vitreous china flush tanks on the 
market. The Quinn closet tanks are fitted 
with first-class trimmings, compound lever 
ball cocks and practical flush valves that 


are free from such troubles as usually make 
this part of the other outfits so unsatisfac- 
tory. Either syphon jet or wash down pat- 
tern bowls can be supplied in combination 
as desired. ‘Sanitoware” is absolutely im- 
pervious, not a glazed surface but a fine 
body china which will not absorb stains. 
Write for catalog “S”; it’s full of closet 
news. Address inquiry to the Quinn Manu- 
facturing Co., Detroit, Mich. Kindly men- 
tion THE PLUMBERS’ TRADE JOURNAL. 


ee 


The New Model Beler Water 
Heater Claimed to be The 


Acme of Construction 


The Beler Water Heater Co., Pittsburgh, 
Pa., claim to have embodied every improve- 
ment known in the manufacture of gas water 
heaters in their newest heater. The improve- 
ments which have made the “Beler” so 
widely known and used are the result of 
years of labor and experience, in gas water 
heater designing. The operation is auto- 
matic, no attention being necessary after 
the first adjustment is made, and this con- 
dition is maintained no matter how irregular 
or rigorous the demands. The patent burner 
utilizes every possible unit of heat in the 
fuel with utmost economy, the coils are of 
heavy copper, will not leak and present a 
heating area which absorbs all the heat 
generated. The thermostat is simplicity it- 
self, regulating the flow of gas to an unusu- 
ally accurate degree and the whole apparatus 
is simple and free from complicated adjust- 
ments. In tests the ‘‘Beler” heaters have 
averaged 86% efficiency, a creditable per- 


formance. 
cause for the installation of ‘“Belers” 


hotels, institutions, 


buildings where a never-failing 
supply is desired. Write for the 
erature to the manufacturers, 
THE PLUMBERS’ TRADE JOURNAL, 


———_+-+>———_—- 


his best work unless the tool 
him are reliable and _ efficient. 
gasoline and 
kerosene heating 
torches and fire- 
pots have long 
served the 
plumbing trade 
under most try- 
ing conditions 
and abuse which 
would have made 
many others fail. 
Every part of the 
Bernz specialties 
is made from ma- 
terial known to 
be the best for 
the purpose, the 
replacing of parts 
being a simple 
operation when 
wear makes this 
necessary. A com- 
plete catalog of 


These facts have been the re. 
i 


apartments and othe 


the “Always Re- 
liable” tools will 
be mailed to 
every reader of i 
THE PLUMBERS’ TRADE JOURNAL who 
tions this paper in his request to Otto Bi 
Newark, N. J. : =f 
— > ae | 

The BB Hish Pressure Ball C 
Has the Trade’s O. K. | 


The simplest ball cock made is the ¢ 
of the Boston Brass Co., 40 Oliver s! 
Boston, Mass., for their “B. B.” high 
sure ball cocks. These cocks are mat 
heavy brass, have ground joint union’ 
stead of leaky washer unions. The | 


1 


bearing cam and lever eliminate almo| 
friction and has but a single packing! 
is easily removed and a renewable s8¢ 
steam metal. For simplicity this ball} 
can’t be beat. It will operate un 
pressure without thumping or n¢ 
made a reputation to which any 0 
can testify. Write for additio 
lars, mentioning THE 
JOURNAL. : 

E 


“White Pyralin” a Bea 
Lasting Finish 


How much the beauty and attractl 
of the “White Pyralin’” covered 


- 


> 
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actured by C. F, Church Mfg. Co., 
ke, Mass., add to the appearance of 
athroom can only be estimated by the 
demand for these fixtures. Nowadays 
sanitation demands that all toilet and 
quipments be of spotless white, such 
s as stools, closet tanks and seats, 
racks, medicine cabinets and others, 
in keeping with the porcelain sani- 
ixtures are boldly conspicuous and ill 
ing to the eye. The pride of every 
vife is now in her bathroom, which 
ntly she exhibits as the show-place of 
ousehold. Plumbers, until recently 
yeen lax to recognize the profit to be 
by the sale of these fixtures in con- 


n with the installation of modein 
ent, but now many have handsomely 
2d show-rooms with the articles on 
, @ method which unconsciously at- 
attention and makes sales with little 
m the part of the plumber. “White 
’ is durable, sanitary and never 
s color. Furthermore it will not lose 
Sy finish, peel, crack or absorb stains. 
qualities in themselves are _ sufficient 
ommend them to every up-to-date 
r. A catalog showing the whole line 


your card. Kindly mention THE 
aRS’ TRADE JOURNAL. 
—_——_39-+-e—____ 


dicious Selection of Tools 


> are sO many substitutes and imi- 
ools offered the trade nowadays that 

precaution should be exercised in 
the buying of such 
equipment. The 
Prentiss Vise Co., 
106-110 Lafayette 
street, New York 
City, have enjoyed 
the confidence of 
the plumbing and 
heating trade for 
years, and the tools 
which leave their 
factory are fully 
tested and guaran- 
teed to “make 
good.” All parts 
de of the very best possible material 
> screws are of highest quality steel. 
necern ‘make a vise for every branch 
hanics, and will gladly send catalog 
; complete line upon request. Kindly 
| THE PLUMBERS’ TRADE JOURNAL, 


—_————_-———____.... 


Washers Withstand Hot 
Water 


‘pecial composition used in the manu- 
of “Bell” washers makes them proof 
hot water, Every plumber knows 

the kicks and dis- 

satisfaction which are 
registered against 
rubber washers on hot 
water work, for hot 
water takes the life 
from rubber and 
makes it practically 
useless, “The Bell” 
washers have built up 
their reputation solely 
he their lastingness, The 
pe ae them not only eliminates 
ee €, but at the Same time gets 

of using the best. Inferior imita- 


“merits and in 


. SI 


tions have flooded the market, and the manu- 
facturer, Andrew Bell, 369 Market street, 
Newark, N. J., has taken means to protect 
the trade by marketing every Fuller ball 
and washer with the name “The Bell.” Our 
trade should insist on this name when order- 
ing such goods. Write for circulars and 
prices and mention Tur PLUMBERS’ TRADE 
JOURNAL, 
—_——+-e——— 


A Satisfactory Line “of Flush 
Valves 


We show herewith two popular types of 
flush valves which have made many friends 
both in the flush tank manufacturing trade 


and with the plumbers in repair work. 
These are the “N. H.” cage valve and the 


“N. H.” syphon valve. Each possesses merits 


in their respective lines, which it is claimed 
are nct to be found in goods of a like char- 
First quality material and workman- 
into the 


acter. 


ship enter 


only 


manufacture of 


“N. H.” valves and they are full sized and 
guaranteed to work satisfactorily on all 
properly designed closets. The Exeter Brass 
Works, Exeter, N. H., besides manufacturing 
the above, make the well-known “Ryan” ball 
cocks and a full line of aluminum, bronze 
and brass castings for every purpose. Cir- 
culars will be forwarded to those who ask 
for same, mentioning THr PLUMBERS’ TRADE 
JOURNAL, 
———_3+-—___—_— 


The Belknap Specialties Secrets 
of Heating Satisfaction 


The alert heating contractor who installs 


“Belknap” heating specialties is going to 
make a friend of every new customer. The 
“Belknap” generator and the “Belknap” 


patent circulating connection are two really 
necessary devices in hot water heating sys- 


EN ERATOR] 


NAPIMEG CORB AIOGED( 


tems of the present practice. Not only has 
a considerable lessening in the cost of hot 
water heating installations been made _ pos- 
sible by the reduced sizes of piping and ra- 
diation which the “Belknap” generator per- 
mits, but the circulating connection is also 
equally desirable in that it requires but one 
connection to a radiator. Both of these de- 
vices are made of best steam metal, fully 
nickel plated and durable. 

While producing the increased pressure 
necessary in the accelerated method of heat- 
ing, the “Belknap” generator accomplishes 
this without danger, being absolutely certain 
and automatic in operation. The application 
of these specialties is not limited to new 


Sectional view of DEVORO 
Jet Bowl, showing structure 


of $legtor vent and syphon 
passage of large calibre. 


TIFFIN, O 


List Price $47.25 


The DEVORQ Syphon Jet Bow] with 3% inch round Srtg~w Vent. This 
combination has WAVELINE vitreous China. Tank, with China operating lever 
and seat in oak or imitation mahogany. 


The Sanitary Closet 


The DEVORO Jet, located at the bottom of the 
up-leg (see cut below) forces the water over the 
dam. There is no choke or reduction in area be- 
fore the water reaches the final outlet. 
proved construction cf the suction, or down-leg, very 
little of the flushing water is diverted from the bowl 
proper to secure syphon jet action. 


TRADE 


The DEVOR Olet 


MARK 


By an im- 


The DEVORO Closet meets 
all the requirements of per- 
fect sanitation. Prompt dis- 
charge of the bowl contents 
is assured. The discharge 
passage is of large calibre to 
pass freely a 244 inch ball. 
DEVORO has a large water 
surface and a deep seal, and 
is economical and soundless 
in Operation. 


The Great Western Pottery Company 


KOKOMO, IND. 


MANUFACTURERS OF VITREOUS CHINA LAVATORIES AND 
SPECIAL CLOSETS OF ALL KINDS. 


WRITE FOR CATALOG 
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jobs. Old sluggish systems which the owners 
contemplated pulling out have been remedied 
so that full heating results have been ob- 
tained. Heating contractors and others who 
might be in modern hot water 


interested 


heating practice should write the Belknap 
Mfg. Co., Specialty Department, Bridgeport, 
Conn., for a booklet entitled “The Belknap 
System of Hot Water Heating.” It contains 
valuable data and will be free to those who 
mention THE PLUMBERS’ TRADE JOURNAL, 


ree ee 


A Useful and Quickly Applied 
Stop Box Cover 


Every one who has tried the ‘ Snow” 
stop box cover made by The Modern Iron 
Works, Quincy, Ill, says that it fulfills 


re every requirement as 

mall a quick and substan- 

® Al tial repair. No fitting 

= is necessary to use 

the “Snow” cap with 

The above is all there is to the any service box and 
plumbers’ should  al- 


© Sisson Insertable Joint 


a 


Yet itsaves hundreds and hundreds 
of dollars every year. 


WRITE US 


R. ESTABROOK’S SONS 


204 FIRST STREET BOSTON, MASS. 


ways have a supply on hand for emergency. 
The loss and consequent neglect to replace 
stop box covers frequently permits the stop 
box to fill up with dirt and refuse, often 
when it is required to get at a stop for the 
purpose of shutting off the water quickly. 
Save time and trouble and make another 
pleased customer by using the “Snow.” 
Write for catalog, mentioning THr PLUMB- 
ERS’ TRADE JOURNAL. 


Just What the Plumber Has been Looking For 


The ‘‘Sanitary’’? Combination Sink and Pump Frame 


\ 


} The frame is made of % inch 
h angle iron which fastens to the 
i wall by clips, securely screwed to 
' the studding, doing away with 
\ nailing boards on the wall to bold 
the brackets. Sink simply rests 
in the frame. No drilling of 
holes in the rim is necessary. 


The “SANITARY” has an ad- 
justment of 3 inches in width to 
accommodate all widths of sinks. 
‘Also has notches in back to allow 
the use of exposed water pipes. 


Hj.------— 


— Oe 


A Popular Type of Pneumatic 
Pump 


The Barnes double acting ratchet pneu- 
matic pump with air cylinder is claimed by 
the Barnes Mfg. Co., Department P, Mans- 
field, Ohio, to be the strongest 
and most easily operated hand 
pump made for pneumatic water 
supply systems. Among the ex- 
clusive ideas which may _ be 
found in the Barnes pump are 
the compound leverage permit- 
ting 100 lbs. pressure to be 
gotten with very little labor and 
the method of eliminating air 
pockets usually found in pumps 
where the air enters the water 
chamber. The manu- 
facturers tell us that 
they manufacture over 
three hundred sizes 
and types of 
pumps be- 
sides the 
well - known 
Barnes sani- 
tary pump 
bracket and 
enameled iron sanitary ware. They will 
gladly send catalogs to any interested 
readers who write mentioning THE PLUMB- 
ERS’ TRADE JOURNAL, 


Try one on your next job. 
Send for Circular 
_———- nn 


CHICAGO SKYSCRAPER SETTLES 


Chicago, Feb. 24,—The Masonic Temple, one of the highest buildings in the city, isreported to have 
sagged eight inches in the last six months. The tenants are said to fear for their safety when a 
high wind is blowing—Philadelphiu North American. 


NORMAL BENT COLLAPSED STRETCHED 


That is nothing new. Every building erected settles, sags and shrinks, and unless provision is 
made for this settlement, closets are liable to be held above the floor, or rain leaders and closet con- 
nections torn apart. 

oe ro ee anes dal taelale ed the various movemets of pipes, wallsand floors, due to 
shrinkage, settlement or temperature changes, and in addition to preventing damage, ac - 
crease the cost. Order now from your jobber. r rt pee? 


COSGROVE-COSGROVE MFG. CO., Philadelphia, Pa. 


——_o-o————_ 


New York and Continental Filters 


One of the most complete eatalogs of fil- 
ters and accessories is that of the New York- 
Continental Jewell Filtration Co., 15 Broad 
street, New York City. This concern are the 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REY 


makers of the well-known “New York” ang 
“Continental” filters, both acknowledgeq 
high-grade apparatus. Many large and un- 
usual water systems depend on these filters 
for a pure and wholesome supply. They are 
made in sizes suitable from a small regj- 
dence to a lofty building or whole town, 
There is nothing intricate about the instal]. 


ing, operating or cleaning of these device; 
and it does not necessitate having an exper 
about when the filter beds are aerated an 
cleaned. The coagulating device furnishe 
on these is also a remarkable and efficier 
attachment. Write for copy of catalog, an 
kindly mention THE PLUMBERS’ TRADE JOU} 
NAL in your request. 


— 
Badger Copper Boilers Have Fin 
Record 
For years the Badger “Grasshoppi 


Brand” copper range boilers and hot wat 
storage tanks have been specified by 1 
trade knowing that in this line they we 
getting. as high grade product as it Ww! 
possible for manufacturers to make. T! 
Badger boilers are tested thoroughly befo 
they leave the factory and are guarante: 
against defects. Only heavy copper ai 
the best workmanship enters into their co 
struction. Special machinery at the Badg 


plant assists greatly in turning out ‘sl 


high-grade goods. EH. B. Badger & Sons | 
also make large storage tanks with heat 
coils, and special copper work to specif: 
tions can be had at short notice. Those h 
ing requirements in this line should w 
for data to 63 Pitt street, Boston, M 
Kindly mention THE PLumpers’ TR 
JOURNAL. | 

—_—~or—— 


Parts of the Crosby Valves | 
newable P| 


Repairs to Crosby valves, though sell 
necessary, can be made quickly and! 
a nominal expense, for all parts are n 
interchangeable. | 
Crosby _ valves 
have long en- 
joyed the O. K. 
of heating engi- 
neers who have 
found them satis- 
factory on high- 
est pressures on 
both steam and 
water. It is not 
necessary to re- 
move the valve 
from piping to 
make repairs, a 
talking point that 
has done much 
towards placing 
Crosby valves on 
the high  pin- 
nacle they now 
enjoy. Heating ee 
Byes ccnibit good judgment whem oT 
Crosby valves. The spring seat i 
angle check valves are also claimed 
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jor to any on the market. Best steam 
| is used in their manufacture and each 
is subjected to a close inspection and 
before reaching the trade. In this way 
tive goods are seldom found bearing 
tyosby quality trade-mark. Write for 
9g of valve news to The Crosby Steam 
e & Valve Co., 44 Dey street, New York 

Mention THE PLUMBERS’ TRADE 
VAL. 

—— 


he Miller Back Water Trap 


uubles from back water have _ been 
1 in the Miller back water trap and 
ng ball seal, in a way that impresses 
practical plumber as well as sanitary 
t and architect. Made of heavy cast 


this accessory forms one part of the 
age system which time cannot destroy. 
floating ball 


positively prevents any 


fe or escape of gases on account of 
pressure. Plumbers are making clean 
easy profits who specify these goods. 
Miller nickel-plated combined bath 
, overflow and trap is well known 
= the trade for its many sanitary and 
sive features in both design and finish. 
for catalog to the Miller Foundry & 


ulty Co., Dept. A, North Tonawanda, 
. Kindly mention Tur PLUMBERS’ 
} JOURNAL. 

Se Oa ee 


’. Brass Specialties Worthy of 


any Installation 


. high-grade brass goods manufactured 
le A. D. Manufacturing Co., Detroit, 
_ have been held in high esteem by 
lumbing craft on account of the free- 
from defects of every sort as well as 
nprovement which ‘A. D.” traps and 
S make in bathroom equipments. Every 
2 bearing the mark of this maker is 
nteed free from sand holes, burrs and 


DJUSTAB 
j S orP ns 


fections and 
ry engineers and inspectors. 
avy body, finished in triple white (not 


is endorsed by leading 


They are 


nickel plate, retaining their beauty 
= all the years in service. The com- 
line can be secured of reputable job- 
and the manufacturers will be glad to 
dealers their catalogs. In writing them, 


y mention THE PLUMBERS’ TRADE 
TAL, 


——_o+e—____. 


1 Excellent Auxiliary Heater 


t water for a domestic water supply 
asily be obtained in the winter months 
“fire up” 


ut having to 


the kitchen 


e, and is on hand at all hours; that’s 
of the strong pullers for the Anderson- 
utchen auxiliary heaters, one of which 
10wn herewith, This efficient casting 


can be placed in the firepot of any stove, 
steam or hot water boiler and can either 
be used to heat water for household use 
or to take care of several radiators. The 
trade can now get Anderson-McCutchen aux- 
iliary heaters in several sizes, either iron 
or brass. For special installations the man- 
ufacturers have added a stock having varied 
inlet and outlet openings. Write for par- 
ticulars and prices to Anderson-McCutchen 
Co., Peekskill, N. Y. Please mention THE 
PLUMBERS’ TRADE JOURNAL in your request. 


a ea 
“Neversplit” Seats Very Popular 


The reputation of “Neversplit” seats ex- 
tends to every point where civilization has 
taken sanitary fixtures and modern plumb- 
ing. Quality has been the keynote in the 
manufacture of this specialty and only the 
very best of materials and workmanship 
enter into the construction of the ‘Never- 
split.” Great strength is obtained by the 
peculiar way of assembling this seat, mak- 


ing it impossible to warp or open at the 
joints. Nothing but specially selected quar- 
tered lumber in used. It is first fitted to- 
gether and then under pressure drawn up 
by four steel bolts. Every “ Neversplit ” 
seat carries with it a guarantee of quality. 
To give an idea of the method used in mak- 
ing these seats, the Neversplit Seat Co., 
Evansville, Ind., are distributing miniature 
models which any of our readers may se- 


cure by mentioning THr PLUMBERS’ TRADE 
JOURNAL. 
—— 
Keenan Structural Slate Widely 
Used 


The modern kitchen, bathroom and _ sani- 
tary quarters such as public comfort sta- 
tions are now generally furnished in slate. 

It is possible now to equip’ entire 
kitchens, bathrooms or shower stalls, ete., 
with this impervious close grained material 
which is free from flaws and cannot discolor 
from stains. It is not easily damaged except 
through deliberate abuse, does not show 


scratches and can be easily cleaned. Special 
slate to order for the builder, electrician, 
plumber, in fact almost every branch of 
building construction can be furnished by 
this concern. The Keenan Structural Slate 
Co., 12 Washington street, Bangor, Pa., 
have supplied such fixtures as floor slabs. 
urinal stalls, sinks, drainboards, and shower 
stalls to the trade for years, during which 


time they refer to some of the large 
jobs in which slate was used. Write for 
catalog, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 


i eee 


The “Perfect” Curb Box 


The curb boxes which are pictured here- 
with are the “Perfect”? make of the S. E. T. 
Valve & Hydrant Co., 50 Church street, New 
York City, and these have been adopted 
by gas and water companies and the trade 
in every section. The “Perfect” curb boxes 
are made for both lead or iron pipe and 
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When the ladies sent the 
preacher a can of brandied 
peaches, he replied: “I thank 
you for the spirit in which 
they were sent.” 


When I offer to let 
you try out atool like 


The No. 25 Die Stock 


you should know the spirit of fairness 
that prompts me to let you be the judge 
of the superiority of the tool. 


There are a number of good points 
about the Twenty-Five Stock that you §& 
may have overlooked. Remember that ™ 
the No. 25 Nye Die Stock is equippec with 3 | 
two sets of chasers. q 

Threads sizes from one-eighth to one inch | MAR i) 
inclusive. Chisers made under Nye Skip WD fT! i 
Tooth Patent, insuring ease in cutting. \ 

Chasers are tapped on both ends and can : 
readily be changed in stock. Chasers cannot work loose or recede while 
in use. When thread is cut, chasers can be instantly released. No back- 
ing off over the work. Chasers can be taken out and replaced. No bear- 
ings or parts to wear out. Is equipped with universal adjustable bushings 
which can be opened to go over 


A COUPLING 


Cuts over and under size or a running thread. 


I'm Nye, the Die Man 


Can be used to cut a close nipple. 


Wouldn’t you like to own a Die Stock that has allthese improvenients? Ifso, drop me 
aline. That’s all. 


NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, IIl. 


HOT TALK 


It’s not what we say that counts, its what you say, Mr. Consumer, 
that puts us to the good. We confess we like to hear praises for our 


Clean Sweep Traps 


from worthy users. The hearty remark by a good 
plumber, ‘‘I know they are good, and the best in fact 
because I have used them’? talk, is what puts the 
goose flesh all over one. The enthusiasm of the re- 
mark just makes the nerves twitch. In Brass and 
Lead. In use by the Government. 


Detroit Sanitary Supply Co. 
Sole Manufacturers 
Antoinette St. and Second Ave., 
Detroit, Mich. 


PURITY Self-Closing 
Bubbling Drinking Fountains 


are installed in the public SS — 
schools of 12 progressive — 
cities, in many private 
schools as well as in the 
Massachusetts General Hos- 
pital. 

PURITY Bubbling 


Drinking Fountains 


are fitted with a regulating stop and non-squirting attachment. 
The high cage does not allow the lips of the user to touch the 
nozzie, which makes the PURITY the only fountain to insure per- 
fect cleanliness when drinking. The height of the bubble prevents 
the face touching the ring: guard. 

Many styles. Prices right. Send for catalog, 


JAMES BARRETT MFG. CO. 


48-50 Pearl Street - - - - BOSTON, MASS. 
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The New 
“Oaken Bucket” 


may be extended to suit varying conditions 
by a simple telescoping body. The entire 
stop cock is enclosed, protected from dirt 
while the construction always holds the pipe 
and cock in place. There is no danger of the 
stop cock turning over so that it cannot 


ye shut or opened with a hydrant Key or 
necessitating digging up the box. The double 
cover at top affords double protection. Write 
for catalogs and discounts to the manufac- 
turers, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 
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A Newly Devised Ball-Cock 


The “Fabian” ball-cock is said by The 
Fabian-Howard Company to represent the 
most modern and _ practical designed ball- 
cock now on the market. As will be noticed 
from the cut, an entirely different principle 


- stoves, fixtures, etc. 


The Phoenix Pumpless Gasoline 


matically generates only sufficient gas as 


same is consumed. The safety is apparent 
for you will note that the reservoir is 
buried under ground away from any possible 
danger. The generator may be located in 
cellar or elsewhere. Plumbers can and are 
making neat profits by installing these 
plants and extra accessories such as gas 
Those of our readers 
who do not have literature and proposition 
should write The Detroit Heating & Light- 
ing Co. 442 Wight street, Detroit, Mich. 
Mention THE PLUMBERS’ TRADE JOURNAL. 
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Torch Just the Tool for 
the Plumber 


Here is a tool for which the trade have 
long waited, a pumpless hand gasoline torch 
that works when you want it and is heavy 
enough to last forever. No amount of ordi- 
nary usage will hurt the “Phoenix” torch ; 
in fact, it is built to stand hard knocks. 
Twenty-five hundred degrees of heat are ob- 
tained with this new burner device and the 
flame can be regulated to any point desired. 
Two sizes care for almost any requirement 
of the trade, and for an all-around repair 


tool the ‘Phoenix’ is certainly a wonder. 
In the winter it can be used for thawing 
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Approved by the Philadelphia Board of Health 


rate 


The “IXL” Anti-Freezing Closet can be 
installed very quickly, it is simple, not 
complicated, nothing inside of tank but 
the standpipe; gives no trouble, is 
cheaper, infringes no patents. Canas 
much be said for others? ae 
THAT’S ALL 

A Few of Our Specialties A 
“TXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freez- 
ing Closets, Belt or Electric Driven Air 
Compressors, Beer Pumps, Factory or 
Mill Closets, Seat Action Closets High 
and Low Down, Pull Combinations High 
and Low Down, Automatic Syphon Tanks 
1% to 2% Syphon, Urinal Sprays, Com- 
pound Air and Water Regulators, High — 
Tank Anti-Freezing Combinations, Air 
and Water Regulators, Hopper Valves, 
(Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, — 
Valve Rests, Air Chambers. : % 


We guarantee them in every respect. ze 


water pipes or heating solder. The Decker Send for Catalogue 
combination soldering copper is just as nif a 
popular. Write for latest catalog to the IXL” Pump and Mfg. Co. 


Patentees and Makers ae 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. eae 


Decker Mfg. Co., 241-255 Elm street, New- 
ark, N.J. Please mention THE PLUMBERS’ 
TRADE JOURNAL. 
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The “Wyco” White Finish Durable 
and Attractive 


The beauty and lastingness of the ‘“*Wyco”’ 
white finish has been the reason for many 
architects, owners and plumbers specifying 
closet tanks, seats, cabinets, all sorts of 
wood and metal work covered with this 
handsome white finish. ‘“‘Wyco” finish is 
guaranteed by the manufacturers against 
peeling, cracking or discoloring. Acids and 
waste waters have no effect on the glossy 
coating, which will last a lifetime under 
proper care. It is easily cleansed, absolutely 
sanitary and adds a certain tone to a bath- 
room which speaks well for the plumber 
who installs same. Wyman & Company, 
561% Main street, Springfield, Mass., have 
just issued a new catalog which any of our 
readers may obtain by writing for same, 
mentioning THE PLUMBERS’ TRADE JOURNAL. 


has been followed, in which no compound 
levers are employed, a ‘rack tooth and 
pinion performing the same function with 
fewer parts, no noise, no lost motion and 
double socket for float stem if desired. Write 
for circulars of this specialty to the makers, 
the Fabian-Howard Co., 2130 Germantown 
avenue, Philadelphia, Pa., who will give 
immediate attention to your communication. 
Kindly mention THE PLUMBERS’ 'TRADE 
JOURNAL. 


In the days of the 


“Old Oaken Bucket” 


there were few bath tubs 
and no modern plumbing. 
Every country home TODAY can 
have a SHOWER BATH at city 
pressure, modern plumbing and 
cool, fresh drinking water direct from 
a well or spring. 


“es 


Positively stop all leaks 
of steam, water, fire or oil; 
in iron, steel or corcrete. 

They are easy to apply 
harden quickly and make 


- 
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Detroit Combination Gas Ma- 
chines Furnish Satisfactory Gas 
for Illuminating and Cooking 


The suburban dweller has for some time 
enjoyed the same if not better conveniences 


ee a { ° 2( : 
The well can be of any size or which were formerly to be had only in the petmane repairs; proved 
iiss Soe arate city, since the “Detroit” combination #53 Detroit Ground Key Work Wide- y years ad 

The W eber and lighting at an economical cost and with ly Used Every Plumber and Steamfitter should 


have a copy of our instruction book 
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£ 
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Manufacturing Go. 


faultless operation more than forty years Every type of stop and waste cock and 


other ground key work is embraced in the 
line made by the Detroit Brass Works, De- 
troit, Mich. This ccneern specializes on 


Suburban Pump 


uses compressed air to force pure 
and cool water from _ nature’s 
storehouse to any desired place at 
uniform pressure. Water is NOT’ 
stored in a tank but remains inthe 
ground until the faucet is opened. 


AR BS: 


None of the principal working 
parts submerged—no chance to 
freeze. 

COME and SEE the Glass Model, 
also standard 10 gallon size in 
daily operation at the Hudson 
Terminal Bldg., 50 Church Street, 
“Concourse Floor’ Fulton St. end. 


Weber Subterranean 


Pump Company, 
MAIN OFFICE 


90 West St. 


New York City 


ago. Some of the old “Detroits” are still 
in use, rendering the same service as when 
first installed. That bespeaks well of the 
continued satisfaction which this make of 
apparatus gives to every user. There is 
no building erected in which ‘Detroit’ light- 
ing would not make a vast improvement. 
regardless of what the present system may 
be. The never varying, mellow light from 
gasoline gas is far more soothing to the eyes 
when used for lighting. The gas from ‘“De- 
troit” apparatus is not poisonous, is safe to 
use and the whole plant needs attention but 
once a week or longer. Any one can 
wind up the counter balance weight, even 
a child, this operation being the only one 
needed to start the machine, which auto- 


ground key work, making flat or round 
way stop cocks for lead and iron pipe, both 
ends for lead, and threaded for iron pipe. 


231 N. Jefferson St. = oa 
CHICAGO = 


36 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
E. C. 
LONDON 


¥ 
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hydrant cocks are another “Detroit” product 
which has taken well with the trade. The 
detachable and reversible handle stop cock 
is a distinct improvement, permitting the 
cock to be used right or left handed as de- 
sired by only removing one screw. Three 
grades are made, namely, first, best high- 
grade red metal with the hexes accurately 
milled and the caps finished; second, red 
metal with hexes and caps finished and can 
be furnished without caps if desired, and 
third, yellow metal, with rough hexes and 
no cap, the latter quality being the least 
expensive. Every “Detroit” product is given 
a severe test to detect imperfections before 
it leaves the factory. The makers point with 
pride to the demand for their goods, the same 
having been built on honest products. Write 
them at Plant No. 1 and receive prices and 
catalogs. Mention THE PLUMBERS’ TRADE 
JOURNAL. 


“The Hottest © 
Thing This Side 
of My Residence” 


The ‘‘Rapid”’ Instantaneous Bath 
eater sure does heat a lot of water 
ith a little gas—and it doesn’t re- 
lire a vent pipe, either. As one 
od plumber told us a while ago 
You’ve certainly got that Model ‘C’ 
on-Vent Heater down pat now 
ith the 
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A Gas Machine that Gives Uni- 
versal Satisfaction 


Every Mathews gas machine installed 
makes one more happy customer for the 
Plumber who does the work, for it is yet 
to be noted where a single Mathews plant 


ew Gas has failed to make good. The makers say 

sgulatin that their machines are used for every 

avice mid known gas burning device, both lighting and 

e other heating. One has but to glance at the cut 

nprove- herewith to recognize an apparatus of few 

ents.’’ parts and durable construction. Lighting 
an 80 candle power incandescent mantle at 

, Plumber % cent per hour is no uncommon perform- 

You can ance for the Mathews apparatus. When 

ue with used for cooking or lighting the gas produces 

e “Rapid” 

an any 

her typeof 

ater. 

Write for 

talog and 

ices. 


UN cORPORATED) 


iD HEATER COMPAN 


GRAND RAPIDS, MICH.,U.S.A, 


a smokeless mixture and one which if per- 
mitted to escape will not asphyxiate the oc- 
cupants of a building. Brilliancy’ in illu- 
minating and intense blue flame in heating 
are easily secured in this apparatus. The 
generator or gas mixer is simplicity itself, 
there being nothing to do but to wind up 
a weight every week or ten days. The 
tank can be buried far away from any house, 
although this is unnecessary. All that is 
required is’ that the reservoir be under- 
ground. The machine not only makes gas 
in proportion to its consumption, but it is 
entirely automatic. Any owner of a 
Mathews plant will be glad to tell you 
what unexcelled service he has obtained. 
Write for complete catalog full of gas talk. 
It’s interesting and to the point. Address 
the Mathews Gas Machine Co., 180 N. Dear- 
born street, Chicago, Ill. Mention THE 
PLUMBERS’ TRADE JOURNAL. 


———— 


Water Direct from the Well 


The principle of piping the air to the 
well and the water from the well is claimed 
to be the most desirable method of handling 
water for domestic purposes. The “Paul” 
non-storage system of water supply, as the 
name suggests, does not require a great 
bulky tank in a cellar or underground for 
the storage of water. The Fort Wayne 
Engineering & Mfg. Co., Fort Wayne, Ind., 
point to the fact that no water is stored 
in the tank to become stale and warm. 
Fresh cold water direct from the well is 
obtained with a hand or power driven air 
compressor with an air tank, and the “Paul” 


implicity, Durability 
AND 
Economy 
Are the keynotes of the 


EILMAN - SEAMANS’ 
Improved Automatic 


Water Heater 


This Heater has 
an Automatic 
Pilot Burner 
Which reduces 
the gas con- 
sumption to the 
‘minimum. 

It is strictly 
Storage tank 
system, having 


no coils to pneumatic pump and valve. This latter is 

clog up. located in the well. There are no floats, 

springs and trappy machinery to get out of 

Made for any erder. Write for catalog 2024 to either the 

> ii ki home office or the branch at 105 West 40th 
4 ind of gas street, New York City. Please mention THE 


PLUMBERS’ TRADE JOURNAL, 
—_— oo 


“Wilwear’ Bathroom Accessories, 


Handsome and Durable 
For a beautiful and well made line of 
nickel-plated brass bathroom trimmings such 
as soap holders, cup holders, towel bars, 


Tite for Catalog and Discounts 


W. E. BEILMAN 


Department B. 


BUFFALO, N. Y. 


mirrors, trays and other accessories, the line 
of “Wilwear” goods made by the Novelty 
Mfg. Co., Waterbury, Conn., will satisfy the 
demands of the most critical customer. 
There is nothing shoddy or cheap about 
these goods. The manufacturers say that 
they have ‘something better’ than the 
usual run of goods. Selected brass free 
from flaws and defects is first shaped into 
the various specialties, after which coating 
after coating of nickel plating is put on by 


a method which makes it retain its silvery 
finish for an indefinite term of service. The 
designs of these goods are so attractive and 
unusual that they do not fail to draw atten- 
tion and admiration wherever displayed. A 
glass covered sample case on the wall of a 
plumbing shop sells these fixtures without 
help from the plumber. ‘“Wilwear” goods 
are not to be compared with paper thin 
brass accessories generally sold in depart- 
ment and five and ten cent stores and which 
generally fall to pieces before they have 
been in use a week. “Wilwear” trimmings 
are life-time sales, once made, that will be 
the last, unless the pleased purchaser needs 
additional ones or refers another client to 
his plumber, which occurs in nine out of 
ten cases, A handsome catalog illustrating 
such a line as you have never seen awaits 


your request. Mention THE PLUMBERS’ 
TRADE JOURNAL, 

 aaianERIIENE ancl ammemmmeene 
Crampton-Farley “Sansealo” 


Drains Absolutely Prevent 
Back Water 


For the plumber who wants a practical 
combined floor drain and back-water trap, 
the “Sansealo” made by the Crampton- 
Farley Brass Co., Kansas City, Mo., contains 
so many sanitary features that it instantly 
meets with his approval. The traps have 
the O. K. of the highest sanitary authorities 
and they may now be had in every size and 
many different designs. The back-water seal 
and seat are of brass, hence no corrosion 
of the surfaces renders the trap useless as 


in cast iron goods. 
the “Sansealo” may be removed without 
loosening a single bolt or screw, and the 
opening to the sewer is fully accessible for 
cleaning. There are no joints outside the 
trap and the others are water sealed. Extra 
depth seals effectively prevent siphoning 
under all conditions. Any contractor who 
uses floor drains knows what these im- 
provements mean. The Crampton-Farley Co. 
also make other equally popular plumbers’ 
brass goods and will be glad to forward 
literature to any interested reader who writes 
mentioning THE PLUMBERS’ TRADE JOURNAL. 


The entire interior of 
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Do away with the drinking cup. 
Substitute The Ashton Sanitary 
Bubbling Drinking Fountain. 


An efficient and inexpensive fountain 
THAT IS SANITARY. Can be applied to 
any faucet or basin cock in schools, fac- 
tories, hospitals and hundreds of other 
places. We have other types, too. 

Send for our catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 
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No. 112 Turner 
COMBINATION 
FURNACE 


FRADE ‘ 
HOT BLAST 
Mant 


Made for gaso- 
line. Has auto- 
matic BrassPump 
in Tank, 

Has ‘Old Reli- 
able’’style of Bur- 
her. Heats pair 
of soldering cop- 
persand melts pot 
of metal at the 
same time, 

Top section can 
be removed and 
the furnace used 
as a blow torch. 
Our new Non- 
Leaking Filler 
Plug is furnished 
with the No. 112. 
Consumption—one 


— 
xe 
i 
Price $4.50 each 
Capacity—3 quarts. 
pint per hour. 
All jobbers sell at factory prices. 
Send for catalog of the complete Turner 
line. It is yours for the asking. 


The Turner Brass Works 
SYCAMORE, I LL. 


THE KELLY 
WATER - CLOSET 


(With accessible valve over top of 
Earthenware) 


Will Satisfy Your Cus- 
tomers’ Every 
Requirement 


Itis absolute and efficient 
in action. 

It is a water-saver. 

It will prove a money-maker 
for you. 


Every closet guaranteed for 
ten years and will work 15 to 
20 years without repairs. 

Few concerns can conscien- 
tiously make a claim like this. 


Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT 
CHICAGO 
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- ALWAYS ON DUTY 


Works While You Sleep | 
Thoroughly Reliable Most Efficient 


Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Operated by 
water, steam or compressed air. 

Fully Guaranteed 


The C. M. KEMP MFG. CO. 
BALTIMORE, MD. 
Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet 
Stocks and Plumbers’s Specialties 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 
Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ RI 
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HE handsome catalog just issued by 

the Neptune Meter Co., 90 West street, 

New York City, is attractively printed 
in embossed gold and colors and contains an 
interesting and instructive description of the 
merits of the well-known “Trident-Disk” and 
“pyjdent-Crest” water meters, two types 
which stand for the highest development in 
water meter construction. Splendid half- 
tone cuts show thé various parts assembled 
and in section so that a clear idea is ob- 
tained of both the construction and well- 
made mechanism. The accuracy in regis- 
tering as well as the simplicity of the 
“Neptune” meters has received the com- 
mendation of hundreds of water companies 
and the trade in general. ‘‘Trident’’ meters 
are manufactured for regular or for high 
duty and are capable of withstanding severe 
service. The breakable bottom is another 
exclusive “Neptune” feature which is really 
a necessary protection for all meters where 
same are liable to freeze. 

In the pages of this catalog is given an 
excellent explanation of the handling and 
setting of meters. This should be read by 
every one connected with the installation 
of water measuring devices. The method 
employed in testing all “Neptune” meters is 
shown and a dimension chart with complete 
data is also given. In conjunction with this 
firm’s campaign of advertising, the Neptune 
Meter Co. issue from 
snappy little bulletins each bringing out some 
special advantage of the “Trident-Disk” and 
“Trident-Crest” meters. The titles of those 
so far distributed are: “Frozen,” “Accessi- 


bility,” “Durability,” “Maintainence” and 
“Revenue.” Any of our readers may secure 
these publications by writing for same, 


mentioning THE PLUMBERS’ TRADE JOURNAL. 


Twenty pages are devoted to the descrip- 
tion of those well-known sanitary specialties 
manufactured by the Miller Foundry & 


time to time some- 


Specialty Co., North Tonawanda, N. Y., in 
a neat catalog being sent to the trade. The 
“Miller” combined bath waste, overflow and 
trap and the ‘Miller’ anti-siphon trap are 
artistic fittings of heavy brass and nickel 
plated, a desirable equipment for any fix- 
tures. The approved “Miller” cellar and 
back-water traps are made in eight different 
designs suitable for any problem in drain- 
age. The “Climax” and “Tip-Top” vent caps 
are favorites with the trade as are the patent 
adjustable range _ boiler stands and the 
nickel-plated basins and bath supplies bear- 
ing the Miller trade-mark. Write for this 
catalog of specialties, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


The Lawson Mfg. Co., Homestead, Pa., 
are circularizing the trade with neat little 
folders showing their new numbers 7, 22 and 
24 gas water heaters. The heaters are es- 
pecially well made with heavy copper coils, 
hinged cast iron jackets and a patented 
type of burner noted for its great heating 
power with little fuel consumption. Master 
plumbers should write for these folders, 
mentioning THE PLUMBERS’ TRADE JOURNAL 
in their letters. 


Two combinations that are hard to beat, 
the “Coyote” and ‘Peseco” combinations 
made. by the Peerless Selling Co., Evans- 
ville, Ind., are illustrated in a three-page 
folder now being distributed. They call 
attention to the Peerless products and the 
high quality which is maintained in the 
production of these fixtures. Every master 
plumber who sends in his name will receive 
catalogs and literature showing the complete 
Peerless line. Write the manufacturers, 
mentioning THE PLUMBERS’ TRADE JOURNAL. 


Two “White Pyralin” specialties are shown 
on circulars being distributed to the trade 
by The C. FE. Church Mfg. Co., Holyoke, 
Mass. These are the ‘Climax’ bath seat and 
the miniature child’s slip-on seat. Both of 
these articles are of the same high quality 
as the other “Pyralin” goods and they will 
not split, peel or discolor. The coating is 
impervious to urine and foul waste and can 
easily be cleaned with a moist rag and soap. 
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Published and For Sale by 


The Plumbers’ Trade Journal! Publishing Co. 
45 W. 34th Street, New York 
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THE BEST BOOK § 
N PLUMBING. 
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Sea Sn GS Se 


Every thoughtful man hesitates 
about making sweeping state- 
ments. Take this for what 
it’s worth. 


We believe “Standard Prac- 
tical Plumbing,” by R. M. 
Starbuck, is the best and 
most thorough book on 
up-to-date plumbing on 
the market today. Every 
master plumber and jour- 
neyman should have it. 
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450 pages, 347 specially 
made illustrations. Price 
$3.00. Sent by express, 
C. 0. D., or upon receipt 
of price by mail. 
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Patents March 1898; June 1901 


Estate of CHARLES PERK! 


Manufacturers and Jobbers of — 


PLUMBERS SUPPLIES 


Gas Drip and Service Cleani 
Pumps, Proving Pumps and M 
cury Gauges, Beer and Air Pum 
Air and Water Regulators, Be 
and Air Cocks, Faucets, Beer Bur 
and Tubes, Tile Gutter Straine 
Block Tin Pipe, and Air Ho 


627-629 Arch St., Philadelphia, | 


The Plumbe 


is interested in | 
THE PERFECT 
CURB BOX 


Because it is an improvemen't 
the House Water Service. © 
DOUBLE COVER AT THE T 


COMPLETE ENCLOSURE at 
bottom effectually prevents clog 
up. Does not break off at the 4 


Ask your jobber or write to uw 


Ss. E. T. Valve & 


Hydrant Co. 
50 Church Street New * 
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Vater Heating Job 


costing less than 


team or even Hot 
Air Heating 


ne Horigan Aqua 
xpansion Tank 


; ADVANTAGES 


All risers 94 in. and 14 in. 
y radiation, 2 inch mains, 


ylarger. Located in the 
— basement, 
—4 no extra 


expansion 
tank. 


THE GREAT 
SAVING 


Reduces FUEL 
BILLS, smaller 
piping, radia- 
tors, cost of 
material and 
labor. 


BESIDES 


It can be placed 
on old, sluggish 
jobs and will 
increase the 
circulation 50% 


THE COST 


LAST and LEAST, 
complete, $11.50 


We both lose money if 
u don’t investigate. 


The Horigan 
Supply Co. 


240 South 4 th Street 
St. Joseph, Missouri 
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FIRST AID 

MASTER PLUMBER (traveling)—Here’s a 
useful little book. It tells what to do in 
cases of accident. 

LAWYER—That’s my business. The first 
thing to do is to get a fee contract from 
the fellow and a list of witnesses, and then 
telephone the law firm I’m chasing for. 
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WHY ARE THEY EXECUTING 
THAT POOR FELLOW? 


WHY A.BUG THE PLUMBER 

WAS WIPING A JOINT 

; p WHEN THAT FELLER CAME 
ie|/ALONG AN' SPIT IN THE 
E~SOLDER POT AN THE JURY 

B)DECIDED HE'D HAVE -ro Yj, 
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ABOUT TWO 
MORE TURNS 


o Rw FETCH . 
ay H nay a 


wit 4 L-ACKERLY. 
0 + 7 
GUESS AGAIN 
“Did you hear the new opera in New 
York?” asked the plumber’s daughter, 
“Yes,” was the reply of her escort. 
“Tt was sung in English, wasn’t it?” 
“T was told so.” 
es 
SERVED HER RIGHT 


SALESMAN—Does you father object to my 
staying so late? 

PLuMBER’s DauGHTer—No; he says it 
serves me right for being in when you call. 
——> + 2 

HAD HIS NUMBER 

“What makes you so sure that young fel- 
low is a good business man?” asked the 
master plumber. 

“Well,” replied his daughter, ‘he doesn’t 
ride, shoot, play golf or tennis or write for 
the magazines. There must be something 
he can do.” 


=> +0 ee 
FEMININE HABIT 
Mrs. PLUMBER—John, dear, what is the 


origin of the expression, “Money talks?” 
Mr. PLUMBER—It probably originated from 
the female of the specie. 
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SAW DOUBLE 
“Buzzer is a pronounced skeptic. He says 
he doesn’t believe more than half he sees.” 
“You wouldn’t either if you saw what he 


sees.” 
—_____<—}- 0 +e @=-__— 
PERPETUAL DEBT 


“Young man, how do you expect to marry 
my daughter if you are in debt?” asked the 
master plumber. 

“Why, sir, in my opinion it’s the only 
square thing to do. The longer I am en- 
gaged to her the worse off I will be,” was 
his son-in-law-to-be’s frank reply. 


oCunaker 
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A MATTER OF DIPLOMACY 


“Going to make another 
the inquisitive neighbor. 

“Yes,”’ replied the master plumber in the 
suburbs. 

“But I thought last year’s experiment in 
that line discouraged you.” 

“T had to be diplomatic. I couldn’t afford 
to brag and have everybody within half a 
mile borrowing my garden tools and expect- 
ing me to furnish them with fresh vege- 
tables.” 


garden?” asked 
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THREE SIZES 


STENOGRAPHER (to shoe clerk)—I should 
like to get a pair of shoes. 

CLERK—What size? 

STENOGRAPHER—Size three. 

CLERK—Yes. Just let me measure your 
foot. 

STENOGRAPHER—But I told you the size. 

CLERK—Yes, ma’am; but we have three 
sizes in three—size three for a size three 
foot, size three for a size four foot, and size 
three for a size five foot. 


— 8+ 2 
WONDERFUL AGE THIS 
MASTER PLUMBER’S WIFE (to 
guest)—So you don’t burn 
house at all? 
LitTtLE GuEst—O no, indeed; every bit of 
light we use is sent by telegraph. 


little 
your 


her 
gas at 


————=ib 0+ 0 @e 
NEVER FIRED HIM 
ARCHITECT—Soil Pipe isn’t very talkative, 
is he? I don’t seem able to draw him out. 
BuILDER—Try a corkscrew. 
—_—_——__—<} 0+¢ 
ONLY A SLIGHT INTEREST 
PLUMBER—Does your wife play bridge as 
much as she used to? 
Firrer—No; her interest in the game is 
about all that we haven’t managed to lose. 


rt + 0 


IST! Mystery! Midnight! A deep 
H plot is afoot! The scene is laid in 
a luxuriously appointed private office. 
Several men are pacing about the room, 
smoking savagely, restless, impatient. Hist! 
They have halted in their lion-in-the-cage 
like pacing. They are alert, every muscle 
is strained to its utmost tension. Their 
breath comes in choking sobs and gasps as 
they rush toward the massive doors leading 
into the tiled corridor. 

A trim, graceful athletic figure swings 
jauntily into view from adown the dim hall. 
He stops in front of the doors of the private 
office and reads, “Editorial Offices of The 
Plumbers’ Trade Journal.” Ah ha! Can 
it be that this fair name is about to be 
dragged into some deep and dark villany? 
Apparently so. Read on. 

The door is suddenly flung open, a half 
dozen arms shoot out and grasp the slender 


figure, rudely pulling him within. Bravely 
the lone visitor struggles, but in vain. He 
is hopelessly outnumbered. His valiant 
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efforts are as naught. Look out, young lad! 


You are _ in great danger. See—a lithe, 
sinewy form springs panther-like towards 


But 
and a 


you, with eyes agleam, brow lowered. 
no! A quick hand intercepts him, 
voice, evidently from the leader, hisses: 
“No, no, Lon, no murder tonight. The se- 
cret would die with him.’’ Then, turning to 
his victim, he exclaimed passionately, ‘So, 
HANK the Helper, you are in our power at 
last. For two weeks have you tried to 
withhold from our columns the story of 
your attempt to enter the Olympic games at 
Sweden. Now you must tell.” 

“Never!!! replied the clear, young voice. 

“Then you must undergo all the tortures 
of the ancient Inquisition. Men, those cigars 
Bill McCoach gave us at the convention in 
Salt Lake City. He shall be made to smoke 


one.” 

“No, God have merey, no! Not that, not 
that, men. Save them for your jealous 
contemporaries. I will tell, yes, I will 
tell all.”’ 


Readers, the above is the strategic methods 
by which we learned of the great HANK’S 
start for Sweden to enter the athletic con- 


test. Follows the tale. 
“Yes, fellows, it is true, I started for 
Sweden with the determination to bring 


athletic honors to the fair name of Plumber- 
dom. I failed, yes. But I tried. A dele- 
gation of helpers from the. Brooklyn shops 
acted as my escort to the steamer that was 


“IE De PIPE THREAD 
STRIPS — Wop 
DE GASKET 


to bear all us athletes across the water. 


Good-byes were said amid the cheering 
thousands. It was the proudest moment of 
my life. I could hear my escort cheering 


me and calling for a speech, but I dare not 
attempt to oblige them for fear I would be 
discovered by a ship’s officer. I had engaged 
passage in one of the life-boats that was 
suspended from its davits, and on account 
of lack of sufficient expense allowance, I 
did not desire the fact to become known. 

I was found out, though, after the boat 
steamed grandly from her dock, and a mate 
cruelly separated me from my place of con- 
cealment by a series of rude kicks, well 
placed. Losing myself in the crowd, I soon 
found another nook to hide in, behind some 
rope, but a steward discovered me there and 
played such an active tattoo upon my nether 
extremity that I was forced to seek refuge 
in the friendly hold, behind water casks. 
Some sailors found me there, however, and 
gleefully kicked me back up on the deck 
right in under the Captain’s nose. He looked 
at me in great astonishment and exclaimed, 


‘Well, well, young fellow, where are you 
going?’ 

“ ‘Captain,’ I replied, ‘I am _ going to 
Stockholm, Sweden, if the portion of my 


anatomy the crew of your ship are kicking 
about holds out.’ 

“The next thing I knew the Captain tried 
his own foot powers and I landed over the 
rail into the water, where I was rescued 
by a fishing smack and compelled to work 
my way back into New York. 

“That is what a fellow gets for being an 
athlete. Fine business.” 

We desire to join HANK in his gratitude 
toward Brother Echard, Montpelier* Ohio, 
for what HANK has to say this time. 
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Among the Plambers and 
Gas Witters 
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BE. M. Fleming of 704 4th street, Al- 
toona, Pa., has finished the contract for the 
plumbing and _ heating in the residence of 
Mrs. May Kilday on 4th street; also the 
plumbing in twelve houses for J. O. Fleck 
and J. C. Orr & Son; also the plumbing in 
the residence for P. McGraw on Fourth 
avenue. Mr. Fleming has a force of men 
constantly busy on many repair and altera- 
tion jobs. 

F. H. Kay, of 69 S. Croton street, New 
Castle, Pa. is at present keeping a large 
force of men busy with plumbing contracts 
and jobbing work. Mr. Kay is at this 
time finishing the plumbing in six houses 
and is about to start five more. Among 
other work, he is figuring on the plumbing 
contract for a block of six houses with 
stores. He reports a busy season in his 
locality and sees no reason why the coming 
months should not be the best. 

Hughes & Menchey, 937 17th street, Al- 
toona, Pa., although in business only since 
October, have been very successful from the 
start. They have all the repair and job- 
bing work that they can handle. Among 
the contracts they have completed are the 
heating and plumbing contracts for the 
Grace Lutheran Church on 11th street. 
They aiso have completed the contracts for 
the heating in the new residence for David 
Meyer on 7th street; also the plumbing and 
heating contracts for the new residence of 
Frank Nixon on Fourth avenue; the heat- 
ing and plumbing contracts for the new 
residence for Frank Neff on Fifth avenue, 
and the plumbing and heating contracts for 
the building for T. D. Hughes at 7th street 
and Sixth avenue. 


The contract for plumbing and wiring the 
new Graded School Building, Smithfield, N. 
C., was awarded to the Smithfield Garage 
and Machine Company. The contract price 
was $1,800. Work of moving the old school 
building and getting material on the ground 
for the new building is well under way. 


Ball Cock Cups 


Bibb Washers 


Packings of Every Description 
For the Plumbing Trade 


Hydrant Leathers 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL 


Auburn Leather Goods Co., 
AUBURN, N. Y 


—PHOENIX— 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


You Mr. 
Plumber and 
Mechanical 
Man why waste 
time with 
leaky pumps 
wh 


Torch is al- 
ways ready 
with a_con- 
stant and steady pressure of 2500 degrees of heat. 

If your dealer cannot supply you, a line to us 
with enclosed amount will receive our prompt 
attention. 


Decker Mfg. Co. 
251-255 Elm St. Newark, N. J. 


IRON CLOSET BENDS 


[1 Late Patents Issued to Our Trade EI 


2 Tepe intel” 


New Shops and Business 
Changes : 
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Edward Oliver has taken over the busi- 
ness of John B. Vogelback, at 378 South 
1st street, Brooklyn, N. Y. 


A plumbing and heating business has been 
established by A. J. Eberhart at North 
Bend, Oregon. Manufacturers and jobbers 
are requested to send catalogs and othe: 
literature. 


The plumbing’ business formerly con- 
ducted under the firm name of Spahn & 
Kennedy, Vancouver, B. C., has been dis- 
solved. Mr. T. F. Kennedy will henceforth 
be in charge. | 

Andrew Ten Brook of New York City has 
purchased the plumbing business of DeWitt 
Davis, formerly the Skinner-Davis Plumbing 
Company. Mr. Ten Brook was formerly con- 
nected with his father in the plumbing busi- 
ness in New York City, and is an experienced 
plumber, having grown up in the business. 


The partnership of the Steven’s Point 
Plumbing & Heating Company, Steven’s 
Point, Wis., has been dissolved, C. BE. Knapp 
having severed his connection with the firm. 
He has opened up a new shop in the Adams 
Building on Division street. The Plumbing 
& Heating Company will hereafter be con- 
ducted by two of the former stockholders, 
H. J. and J. H. Finch, under the same name. 


Brewer & Jones, plumbers, Waukesha, 
Wisconsin, have changed their location. 
They are now to be found in the Farmers’ 
State Bank Building, on South street. The 
first floor is occupied as a store and office 
while the basement is used as the shop 
and store-room. An attractively furnished 
sales-room adds much to the appearance of 
the new store. 


B. N. Skinner, the popular plumber of 
Middletown, N. Y., has disposed of his in- 
terest in the business to his partner, DeWitt 
Cc. Davis, who has taken possession. Mr 
Skinner has been offered a position with a 
concern in New York. He has been one 
of the most popular young business men in 
his city and his many friends have only the 
pest wishes for his success in his new position. 


Here’s the solution 
of your troubl 


is set the trench is refilled | 
level of the ground. This doe: 


standard threaded iron pipe, m: 
“it easy to extend to any d 
length. 


1,025,160. ACETYLENE - GENERATOR. 
JEROME L. RICHARDSON, Red Oak, Iowa. 
Filed Apr. 27, 1911. Serial No. 623,641. 
(Cl. 48—42.) 

1,030,923. ACETYLENE - GAS GENE- 
RATOR. Epwarp RowupEy and Ropcer D. 
WILLIAMS, Albia, Iowa. Filed Octs= 14; 
1911. Serial No. 654,119. (Cl. 48—52.2.) 

1,031,239. WATER-HEATER. CHRISTIAN 
D. BRENNER and WILSON D. PratrT, Can- 
ton, Ohio. Filed Sept. 7, 1910. Serial No. 
580,883. (Cl. 122—260.) 

1,031,474. WRENCH. LorHrop C. SHER- 
MAN, Liberty, Tex. Filed Aug. 7, 1911. 
Serial No. 642,649. (Cl. 81—60.) 

1,032,339. HYDRAULIC-VALVE APPARA- 

TUS. Epwin S. MatrrHrws, New York, 

N. Y., assignor to Otis Elevator Company, 

Jersey City, N. J., a Corporation of New 

Jersey. Filed Oct. 22, 1908. Serial No. 

458,981. (Cl. 138—14.) 

1,032,145. WRENCH. Gyuta Kogsis and 

CHARLES BaAuLazs, St. Clairsville, Ohio. 

Filed Feb. 9, 1912. Serial No. 676,584. 

(Cl. 81—1387.) 

1,032,154. ACETYLENE - GAS GENE- 

RATOR. WILLIAM MHARTLEDGE PARKER, 

Toronto, Ontario, Canada. Filed Nov. 23, 

1910. Serial No. 593,928. (Cl. 48—41.) 

1,032,035. PIPE-WRENCH. ALVIN E. VER 
Beck, Detroit, Mich. Filed Mar. 11, 1912. 
Serial No. 682,998. (Cl. 81—103.) 

1,032,305. WRENCH. Roy €. SHOWWALTER, 


Altoona, Pa. Filed Aug. 28, 1911. Serial 
No. 645,512. (Cl. 81—134.) 
1,031,717. WRENCH. Wituiam N. JAY, 
Moscow, Idaho. Filed Mar. 18, 1911. 
Serial No. 614,072. (Cl. 81—137.) 
GREENWOOD MFG. CO. 1,032,189. THERMOSTATIC REGULAT- 


Plumbers’ 


Grey Iron 
CLEVELAND PLACE, DETROIT, MICH. 


Patented Specialties ING DEVICE. Epwarp W. Comrort, Chi- 


cago, Ill., assignor to American Moisten- 
ing Company, Boston, Mass., a Corporation 


of Maine. Filed Aug. 2, 1911. Serial No. 
641,898. (Cl. 98—39.) 

1,032,038. VALVE FOR WATER-CLOSET 
TANKS. ALBERT ZIMMERMAN, Minneapo- 
lin, Minn. Filed Feb. 5, 1906. Serial No. 
299,571. (Cl. 137—104.) 

1,031,848. COMBINED LAVATORY AND 


SANITARY DRINKING-CUP. JoHN H. 
GALVIN, Chicago, Ill., assignor to L. Wolff 
Manufacturing Company, Chicago, Ill., a 
Corporation of Illinois. Filed Nov. 28, 
1911. Serial No. 662,856. (Cl. 4—1.) 

1,031,709. GAS - GENERATOR. NELSON 
GoopyEAR, New York, N. Y., assignor to 
Maine Development Corporation, a Cor- 
poration of Maine. Filed June 11, 1908. 
Serial No. 437,849. (Cl. 48—53.4.) 

1,032,173. BATH-TUB HEAD-REST. Ar- 
NOLD ZuKoR, New York, N. Y., assignor 
of one-half to Morris Neuman, New York, 
N. Y. Filed May 17, 1912. Serial No. 
697,976. (Cl. 4—2.) 

1,032,142. DRINKING-FOUNTAIN. JOHN 
E. JoHNSEN, Chicago, Ill. Filed July 21, 
1911. Serial No. 639,742. (Cl. 137—11.) 

1,031,876. WATER-CLOSET. FREDERICK A. 
ScHossow, Detroit, Mich. Filed Oct. 20, 


The valve is very simple. It 
repaired easily and packings 
remoyed without shutting off 
Only tools required are a screw 
and monkey wrench. ; 

The waste of this vaive | 
operate until the closet se 
leased. Itis very quick in 4 


1911. Serial No. 655,689. (Cl. 4—18.) the pipes leading to hopper 4 
1,032,044. SAFETY-FAUCET. WaALTrER J. HAAS FROST-PROOF CLOS 
CLARKE, San Francisco, Cal. Filed June other good points. * 
8, 1911. Serial No. 632,016. (Cl. 137—4.) Let us tell you about fi 


1,032,073. FAUCET. FisHer H. LIPPINCOTT, 
Philadelphia, Pa., assignor to A. H. & 
¥F. H. Lippincott, Inc., Philadelphia, Pa., 
a Corporation of Pennsylvania. Filed Nov. 
2, 1911. Serial No. 658,072. (Cl. 225—24.) 

1,032,308. FLOAT-VALVE. WILLIAM Stock, 
Baxter, Iowa. Filed June 19, 1911. Serial 
No. 684,161. (Cl. 137—104.) 

1,032,317. FLUSHING-TANK. CarRL H. 
ZWERMANN, Kalamazoo, Mich. Filed May 
19, 1909. Serial No. 497,059. (Cl. 4—5.) 
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Part of the jolly gathering assembled for the Annual 
Shore Dinner of the Master Plumbers Association of 
Boston and Vicinity, held at the Rockland House, 
3» Nantasket Beach, Mass., Wednesday, August 21st ¢& Ce, 


Also see Page 420 2) 


a 7 


4 


2. ee 


PLUMBING job re- 
cently completed in 
Washington, D. C.,, 
which is of more 
than passing notice, 
on account of its 
being the first hotel 
or other large build- 
ing constructed with 
interior bathrooms 
and artificial venti- 
lation, is the new 
Raleigh Hotel addition. The regulation 
allowing these interior bathrooms re- 
sulted in a singularly simple plan of the 
bedroom floors with every room having 
access to a bath and the great majority 
of them having a bathroom for the ex- 
clusive use of that particular room. 
The regulation under which this new 


Fig. 1—View in the Main Public Toilet Room in the 
Addition to Hotel Raleigh, Washington, D. C. 


type of construction is allowed permits 
interior bathrooms in buildings of the 
first class only and then only when they 
are erected to the limit of height allowed 
by law. The rooms in this particular 
structure were required to be con- 
structed in such manner that no angles 
or corners should be presented and all 
joints between marble and plaster and 
all trimming around the entrance doors 
were required to be perfectly flush, thus 
jeaving no projections to catch dust. The 
rooms are lined with Italian marble to 
a height of six feet and the floors are 
of encaustic tile. 

The water-closets used in these toilet 
rooms are raised rear vent syphon jet 
and flushed with Cleveland flush valves. 
The bath tubs are all solid porcelain 
built-in at corner and back, while the 
lavatories are vitreous ware supported 
away from the wall. 

T can thus be seen there is hardly « 
I crevice left for the reception of dirt 

or other foreign matter, for the very 
good finish of the room compels the ser- 


PLUMBING IN NEW 


ADDITION TO HOTEL RALEIGH © 


WASHINGTON, D. ¢ 


BY J. F. 


vants of the hotel to keep it in perfect 
order. 

The raised rear vents from the closets 
are made by means of a four-inch cir- 
cular galvanized sheet metal duct into 
the main duct ventilating the room with 
a ten-inch by twelve-inch register near 
the ceiling. 

Every interior bathroom is provided 
with a separate duct joining the main 
duct many feet above its entrance, which 
main duct is finally let into a large re- 
ceiving chamber on the roof and there 
provided with two fan blast wheels 
operated by electrical motors. Alto- 
gether there were more than three hun- 
dred of ‘these interior bathrooms in- 
stalled and many general toilets for use 
in connection with the special service 


rooms, the’ pool-room, private dining- 
rooms, etc. throughout the 
building. All toilet rooms, 


other than those for indi- 
vidual bathrooms, are located 
so that in addition to the 
mechanical ventilation. they 
are provided with exterior 
light and air, either on the 
street fronts or on the main 
light court of the building. 

A corner of the water-closet 
enclosures together with an 
excellent view of the water- 
closet fixtures in the general 


toilet room for men, is shown 
in Fig. 1. These closets are 
identical with the _ closets 


described above, except that 
they are provided with sani- 
tary seats, the construction 
of which can be plainly seen, 
and aré not provided with 


the local ventilation. The 
room is, however, lighted and 
ventilated from the _ street 


front as well as from the 
general ventilating system of the build- 


ing, the bronze register of which can be 


seen in the photograph. 
This hotel has also adopted, as can be 


BRADY 


seen in the illustration, the “Onliwon” 
type of toilet paper holder and its method 
of distribution. 

We show in Fig. 2 another photograph, 
a battery of the lavatories in the men’s 
public toilet room, which will show for 
itself the arrangements of the room, etc. 
A very neat feature of this room is the 
continuous mirror and opalite glass shelf 
in front of the basins. These basins are 
the same as those in the individual bed- 
room bathrooms, with the exception of 
slight changes in the trimmings. 

The lavatory traps throughout the 
building are extra heavy nickel-plated 
cast brass with iron pipe size nickel- 
plated brass nip- 
ples to all and the 
supply pipes are 
also iron pipe size 
with milled wheel 
angle cocks. These 
fixtures ‘also have 
pop-up wastes, 
which have so far 
given excellent 
satisfaction, to- 
gether with extra 
heavy low-down 
compression cocks. 
This photograph 
also presents in a 
fine degree the fine 

quality and marks 
of the marble used 
throughout the 
toilet room con- 
struction of the 
building. 

in Mic eavenil-a 
lustrate a corner 
of the barber shop, 
which is, barring 
size, probably the 


south of New York. 
It has all of the up-to-date fixtures, in- 
cluding indirect lighting, which is becom- 
ing a necessary feature in first-class con- 
struction of this character. The lavato- 


Fig. 8—View of Barber’s Lavatories and Shampoo Stands in Addition to Hotel 


Raleigh, Washington, D. C. 


finest barber shop 4g. 2—Corner of Toilet Room in the Addition to Ho Re 
Showing Pedestal Lavatories 


ries are pedestal lavatories 
average size, complete wil 
cock connections; the ot 
being identical as for 
mentioned above. 


HE general sewer sys 
SE building is in two pai 
tures above the first fi 
discharge into the ordinary sy: 


discharge into a special low 
extended from one of the sp 


The main soil line for ¢ 
the general toilet rooms, kitcl 


in the basement and the several 
toilets on the first floor, as well 
the draining of the light court, co} 
of an eight-inch cast iron pressurit 
sewer laid beneath the basement 
connected outside the building in 
eight-inch main sewer extending s' 
hundred feet. The main soil pipi 
nections for the upper system cons! 
one ten-inch, one eight-inch and 01 
inch main soil stacks dividing é 
second floor ceiling line into t 
twenty main soil lines of four, fiv, 
six-inch internal diameter. — 

All work above ground, ae 
rain leaders, is of standard galv 
wrought iron pipe with galvaniz 
cessed drainage fittings for all cl 
tions. All TY and bend connection 
horizontal to vertical are of the lon! 
pattern, no ordinary ells or plain 
tary tees being used in the ert 
at times caused the Pe 
and McDonald, of Washington, 
a great deal of trouble 
their lines in the spa 
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KOHLER 


Porcelain Enameled Iron 
Sanitary Leg Standard 
- Lavatories 


The “Raritan” is of Colonial design, and makes 
avery attractive combination. The roomy Slab and Basin, 
deep plain Apron and Enameled Depressed Soap Cup cast 
in Slab and draining into the Overflow, suit the fixture for 
installation in fine bathrooms and apartments. The top of 
the Leg Standard reaches well up under the Apron, lending 
the fixture a One Piece appearance. Can also furnish with 
Fuller or compression Combination Supply and Waste Fix- 
ture in place of Patent Overflow and Faucets. Quality fully 
guaranteed by our MAROON and GOLD Trade Mark Label. 


—. J.MKOHLER SONS CO. 


= scssincne SHEBOYGAN.WIS..U.S.A. 


Basin - - - - - 12x15 inches 


i NEW YORK. CHICAGO. SAN FRANCISCO. 
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Does the Fuller Work You 
Install Advertise Your Business? 


Does it give a service to your customers that makes them speak tavorably of Mueller 


Fuller Bath Cock 


your That’s what it should do, and that’s what it will do if you. install 


Mueller Unconditionally 
Guaranteed Fuller Work 


It is made of a high grade of red brass and is fitted with a 
non-hammering valve which eliminates the disagreeable pound- 
ing and thumping in the pipes. It’s the kind of Fuller work ‘ 
that pleases the user and makes him speak well of you. D—10754 


All Mueller Fuller work is carefully inspected, stamped with the name MUELLER, 
tested under 200 pounds hydraulic pressure, and backed by our Unconditional Guar- 


antee. It is made in all patterns, the bibbs with an anti-spreading device. 
Place an order today: 


TRACE MARK 


a ike on MUELLER Eastern Division 
7 ILE U.S. A, NEW YORK,N.Y., U.S. 
West Cerro Gordo St H M U E L L E R M FG - ( 6- O. 254 Canal St., Cox. snide 
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Look Pleasant! 


Here’s the solution 
of your troubles 


THE HAAS 


Absolutely Frost- 
Proof Closet 


Requires no pit. After the closet 


is set the trench is refilled to the 
level of the ground. This does away 
with the old time unsanitary pit. 

All working parts are enclosed in 
standard threaded iron pipe, making 
it easy to extend to any desired 
length. 


The valve is very simple. Itcan be 
repaired easily and packings can be 
remoyed without shutting off water. 
Only tools required are a screw driver 
and monkey wrench. 

The waste of this valve does not 
operate until the closet seat is re- 
leased. ltis very quick in draining 
the pipes leading to hopper and tank, 

HAAS FROST-PROOF CLOSETS have 
other good points. 

Let us fell you about them 


Philip Haas 
Company, 


Manufacturers 


Dayton, Ohio 


| 
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them, but it was satisfactorily overcome. 

With the exception of the battery of 
water-closets and the main battery of 
urinals in the general male toilet room 
in the basement, every fixture in the 
building is individually back-vented in 
accordance with the most up-to-date prac- 
tice, traps of simple pattern being used 
in every case. The water-closets and _uri- 
nals above mentioned are connected up 
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Fig. 4—Typical Stack Serving Two Bathrooms on Hach Floor, 
Hotel Raleigh, Washington, D. C. 


lation of air is admirable. These main 
vent stacks are arranged symmetrically 
upon the roof and extended to a height 
of about ten feet so that in the future 
a roof garden can be installed and deco- 
rative effects obtained by simply placing 
columns about the pipes to produce a 
pergola effect. 

The water 
sewer, is designed 


like the 
separate 


supply system, 
in two 


on a circuit vent and the end of the 
sewer line extended through the roof 
as a main vent line with a small fixture 
discharging into its base to wash the 
foot of the vent. 

Soil stacks are not joined at the 
top, but each one extends individually 
through the roof and the resultant circu- 


units, being fed up to and including 
the first and mezzanine floors direct 
from the street pressure and the twelve 
floors above being fed from the main 
house tank located upon the roof. There 
are two street mains, one of four inches 
and one of six inches, brought in from 
different public mains, so that in case 
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Fig. 5—One of the Stacks Serving Private | 
Bathroom on Each Floor in Add 


am 
of the shutting off of one street 
the emergency the other main 
ply until the water is again tr 
After branching to the variou 
connected on street pressure 
special line connected with 
pumps, the joint water supply li 
through check valves to an o 
tank in the engine-room, whe 
of two centrifugal multi-stag 
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tion to Raleigh Hotel ! 


deliver to the house tank with @ 
mum head of thirty feet 0 € | 
level of the tank to provid 
and other considerations. 
house tank on the roof is 
two parts of sixty thousam 
thousand gallons respectivel 
portion being for the exe 
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The Quality Line That 
Challenges Comparison 


Write for Catalog and 
Consult Your Jobber 


Our Line 
Is Complete 
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Vitreous China Porcelain Enameled Ware 


“Riverside” “Avon” “Porceliron” 


Wheeling Sanitary Mfg. Co. 


Wheeling, W. Va. 
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Fig. 6—Basement Plan Showing Arrangement of Toilets, Wash-Room and Drainage System in the Ner 


the flushometer service of the building, 
which is not connected with any other 
fixture and feeds directly to the fixtures 
in accordance with accepted practice in 
flushometer work. 

The domestic hot water plant consists 
of a modern battery of water heaters 
operated directly from the steam power 
plant of the building and the riser is 
run directly to the ceiling of the thir- 
teenth floor with a relief from the house 
tank as is usual and then branches down 
through the corridor ceilings through a 
main four-inch header with traps supply- 
ing the various stack lines. This hot 
water header is paralleled by a five-inch 
cold water header in each direction from 
the tank supplying the flushometer ser- 
vice of the building and the four-inch 
cold water header in each direction sup- 
plying the balance of the fixtures above 
the mezzanine floor. All hot water traps, 
together with hot water risers from 
basement to the mezzanine floor, are 
brought back in main circulating lines, 
each one of which has a full-way cut-off 
for adjustment where it joins the main 
line, and are taken back to the engine- 
room, where through check valves and 
usual by-pass they are returned to the 
hot water heaters. 

Provision is made for the installation 
of a circulation pump on these hot water 
lines if it should prove necessary in the 
future. The hot water circulation has, 
however, in the short time the hotel has 


been in use, acquitted itself in fine shape 
and it is not expected that these circu- 
lating pumps will be necessary. 

The building is also equipped with 


two standard four-line risers with swing- 


Borber Sh op 


Store room 


the two street frontages of the building. 

There was very little kitchen equip- 
ment to do in this contract on account 
of the fact that the main kitchens were 
in the old portion of the building, the 


Fig. 7—Elevation of Urinals and Lavatories on One Side of Public Toilet Room in 
Addition to Hotel Raleigh 


ing hose racks, valves and nozzles on 
each floor, which lines are normally 
held under water from the tank through 
duplicate checks but are arranged for 
cross-connections to either the four 
pumps in the basement or the Siamese 
fire department connections on either of 


extension merely including new dish 
washing machines with a Tucker pattern 
water-jacketed grease trap of an _ es- 
pecially large size, which was made to 
order for this job. The grease trap 
has the main circulating lines for one 
of the hot water heaters passed through 


Fig. 8—Elevation Showing Arrangement of Water-Closets on Other Side of Public 
Toilet Room in Hotel Raleigh 
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48-50 Pearl St. 


PURITY Self-Closing 


BUBBLING DRINHING FOUNTAINS 


non-squirting attachment. The high cage 
does not allow the lips of the user to touch 
the nozzle, which makes the PURITY the 
only fountain to insure perfect cleanliness 
when drinking. The height of the bubble pre- 
vents the face touching the ring guard. 

Many styles. Prices right. 


JAMES BARRETT MFG. CO. 


Send for catalog 


Boston, Mass. 
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v Addition to the Raleigh Hotel Recently Erected at Washington, D. | 


it and is expected to keep the hou 
sewer practically free from grease, | 
The architect was the well-knoy 
architect of New York, H. J. Harde 
burgh; the mechanical details we 
handled by Bernard R. Green, superi 
tendent of the Congressional Libra 
and one of the most expert mechanic 
engineers in the United States. T 
plumbing layout was designed by Alir 
R. McGonegal, of Washington, D. | 
working with Mr. Green, and the plum 
ing work was. done by the firm of Ke! 
and McDonald, of Washington, D. 
who have handled some of the largi 
aud best work in the Capital City, a 
who are now engaged on the magnifice 
Riggs Hotel and Theatre Building. 
The tests on the plumbing installati 
made by the inspectors of the lo 
plumbing department showed everythi 
to be in a perfectly tight and satisfacti 
manner upon the first application of | 
tests, and the firm installing the wi 
were complimented highly by the 
spectors upon the completion of the ¢ 
tract both in a thoroughly compet 
manner as well as in the short time 
puilding was under construction. 
—_____—=<9 0+ @_— 
Don’t aim to do so much yours 
hire efficient men who will support ! 
properly. : 


’ | 
It’s easy to convince a lazy man t 
he is a victim of hard luck. 


| 


In this space, ia advertisements to come, will be shown a few typical styles of 


“TILWEAR™ 
Bathroom Fittings 


Many of the trade have been using ““‘WILWEAR”’ BATHROOM FIT- 


TINGS since they were first put on the market. 


**Wilwear’’ let us state; 


“mitwear’’ Bath Room Fittings include ‘‘Everything for the Bathroom’’. 
They are carefully madein a high polished and plated finish. The prices on these 
goods, quality considered, are very reasonable. 


master plumber. 


At al] times we carry in stock a large quantity of everything shown in our 
catalog ‘‘P’ andcan always ship promptly. : 
We stand back of our goods and thoroughly guarantee every article. 
SEND FOR CATALOG *‘P”’ 


i 


For those who haven't tried 


They hold a good profit for the 


THE NOVELTY MFG. CO. 


Waterbury, Conn. 
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The Tank 
that Sells Itself 


UST give your customers an opportunity to 
compare the different kinds of toilet tanks 


with one another,—inside and out; let them test 
them and note which one gives the strongest 
flush with the least noise;—let them examine 
the materials, style and finish of every tank in 
your shop,—and nine times out of ten they will 
select the 


FniteoLANK 


No argument is required. The quality is there and it is apparent at a glance. This 
tank is solid 24 ounce copper instead of being lined with thin copper sheets. The internal 
mechanism is all brass. The elevated ball cock works silently. The rubber ball is doubly 
reinforced. The water level before flushing is very high;—after flushing it 1s very low, 
showing that there is no waste space. And the 
beauty of the tank, with its shimmering white 


surface, is not equaled in any other line of tanks. 


The price of the Pfau White-Copper Tank is 
easily within the means of every home owner and 
considerably lower than that of china cr enameled 
cast iron. Your margin of profit is good and the 
satisfaction of your customer is assured. 


All Jobbers. Guaranteed by the Makers. 


The Pfau Manufacturing Co. 
CINCINNATI, OHIO 
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Satisfaction 


You can look back with 
pleasure to every job where you 


have installed ¢ CoO” 


fixtures. 

The enormous business of 
the JOHN SIMMONS CO. has 
been built up on the principle 
that “quality is essential to 
success”. 


We carry in stock at our 
main store at 110 Center Street 
and our showroom at 48 East 
Aist Street all the ordinary re- 
quirements of the plumbers, and 
at our warehouse at the Bush 
Terminal all plumbing goods 
you may have calls for. 


One ofthe rules of our office 
is “Every order must have 
immediate attention”. 
Prompt shipment is a fact with 
us. 


John Simmons Co. 


<> Main Office Warehouse <> 


110 Center Street Bush Terminal 


Showrooms 


48 East 41 Street 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


HE plumbing trade and con- 
tracting business is following 
closely on the heels of the 
modern department store in 
the new fields which are con- 
stantly opening up for new business 
and more business. Years ago a plumber 
who knew the pipe fitting trade thor- 
oughly was pretty well able to take care 
of all the work which called for the ser- 
vices of a man in his line, but today his 


Y B — Straight Gale Valve 
mae MY Hink of this Point 


Fire Hose 


se as 


Fig. 1—Side Eleva- Fig. 2 — Showing 
tion of AngleT ype How Kinking of 
of Fire Service Hose Occurs With 

Valve Straight Valves 

“side issues” are so varied and numerous 
as oftentimes to bear a relationship to 
the old original business similar to that 
occupied by the drug store soda fountain 
which has in many cases brought more 
people, more trade and sometimes more 
money (especially during the summer 
season) into the “drug” store than the 
total sale of drugs. 

It is maintained by many that the 
modern tendency is to specialize on one 
line only and that the future will be 
made up of men who can do perhaps 
only one thing—but do it well. Possibly 
this may be so, but it stands to reason 
that the more varied the kinds of work 
a plumber is capable of installing, a 
larger percentage of jobs are open to 
figure on and that, other things being 
equal, he will be able to land a larger 
amount of work. It should be plain that 
a plumber who can handle 90 jobs out 
of every 100 might very easily land say 
20 of those jobs, which the plumber who 
is limited to handling only 10 jobs out 
of the same 100 certainly could not do 
under any consideration. 

The man who does all kinds and con- 
ditions of piping work can figure and 
make good on all kinds and conditions 
of jobs and the man who cannot is sim- 
ply barred out from equal competition 
in a great deal of the prospective work. 
For example, if a plumber should limit 
himself to doing only drainage systems 
he would cut himself out of a whole lot 
of jobs; if he did only drainage systems 
using screwed fittings he would cut him- 
self out of more; and if he specialized 
on only galvanized pipe he would have 
few jobs indeed. All of which goes to 
show that you may have a chance to- 
morrow to figure on installing a fire pro- 
tetion system and that you should be 
familiar with the various smaller details 
as well as the general arrangement which 
goes to make up a first-class installation 
and one of which you may well be proud. 

Of course, the initial idea of all fire 
protection systems is to get a water sup- 


ply into every part of a building at 3 
high enough pressure to throw a fir 
stream from a hose nozzle, and to ar 
range the various outlets so that the 
territory covered by each hose strean 
will at least reach up to, and better stil] 
overlap the territory covered by the nex: 
adjacent hose stream in each direction 
, Owing to the high pressures to whict 
a fire line is liable to be subjected, it i 
customary to make the fittings all extr, 
heavy, and quite often the pipe is mad 
“extra strong wrought iron,” althougl 
standard weight pipe would undoubtedl: 
stand the pressure unless greatly weak 
ened by corrosion. Both the pipe ani 
fittings are often galvanized, in whic! 
case, of course, corrosion is much bette 
resisted. The bends are generally of th 
long radius type and the tees doubl 


gas2. sweep, or Y’s and 45 degree ells are use 


where the direction of the flow permit 

The outlets for hose connection ar 
usually placed between 4 ft. 6 in. and 
ft. above the floor and should never b 
located where they are hard to get a 
or where there is a liability of anythin 
being piled in front so as to obstru 
quick access to the valve. The yalvé 
are generally of a style made especiall 
for fire service and are of the angle tyy 
in the wall outlets of the best install; 
tions. A side elevation of one of thes 
valves is shown in Fig. 1. The outlet | 
generally turned down with the idea thi 
when the hose is pulled out it will natu 
ally hang on the bottom of a vali 
(which is quite a distance above tl 
floor) as shown in Fig. 1. If straigl 
valves are used on high outlets there | 
danger of hose “kinking” where it leav' 
the valve, as shown in Fig. 2. 

When outlets are for any reason necé 
sary to be located near the floor level, 
straight valve should be used, since tl 
natural position of the hose is almo 
horizontal, as shown in Fig. 3. 

The hose should never be over 100 fe 
long, as it becomes too cumbersome 
be easily handled if increased much 1 
yound this limit and it is a very i) 
portant fact that a hose will not supp 


Z { DSSa 
SC 
Floor Line : sy 


Fig. 3— Straight Valves Should Be Us! 
When Outlet Is Near Floor Level | 
water if “kinked.” This means that! 
is necessary to pull out the entire lené! 
of hose and straighten out all sh? 
bends before water will flow, and |: 
longer the hose is, the more time was! 
at the critical time of every fire, vi2" 
the beginning. In order to allow for 1: 
of pressure in passing through the hé 
and nozzle, it is generally conside!! 
that about 80 lb. pressure is neecsst/ 
at the valve with a hundred foot lens! 
of hose, this giving a drop in presst® 
of about 10 Ib. to 25 Ib. at the nodZ 
F i} 
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wrding to the size of nozzle employed. 
course, the larger the nozzle, the 
iter the volume of water that will 
thrown and the higher the velocity 
, a resulting drop in nozzle pressure. 


Root Line. 


time. From this it should be plain that 
outlets closer together with short lengths 
of hose are preferable to those widely 
separated and requiring unwieldly lengths 
of hose to reach points half way between. 


—Hose Ousrler 
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Pe Scheme of Soni Branch (With the Proper Hose Outlets) Which 


Is Fed Direct From the Service Water 


he writer some time ago was present 
chance in a factory at the time when 
ail full of some inflammable material 
st into blaze under a bench. The fire 
ection consisted of 214” stand pipes 
1 1144” outlets and 50 ft. lengths of 
2. No time was lost in getting the 
> to the pail (a distance of about 35 
only) and water was shouted for 
turned on, but no water came from 
nozzle. Then one of the nozzle men 
back and turned the valve the other 
, and still no water. By this time 
of the cooler heads discovered the 
‘a 15 feet of hose, which lay on the 
r at the valve was kinked, and after 
ightening it out and turning the 
re the right way, water was almost 
1ediately thrown from the nozzle and 
burning pail effectually squelched. 


«foot Hydrant 


Supply 
FIRE protection system should not 
be laid out like a service water 
system, although it may be sup- 
plied from the same source and even 
under the same pressure. In order to 
avoid pipe friction as much as possible 
the mains are generally kept full size up 
to the last or highest outlet, and each 
riser or outlet supply should be consider- 
ably larger than the individual outlet. 
It is not necessary, however, to go to 
the extreme of making the main as 
large as the combined areas of all the 
outlets, for a fire which is great enough 
to require more than, say at the most, 
six hose streams, would be entirely be- 
yond the control of any amateur fire de- 
partment that might be on the premises. 
So, for ordinary conditions a fire system 
which would supply six outlets to their 


iia 
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'. 5—Showing Fire Pump in Basement Which Takes Its Suction From Tank 


Supply and Pumps 
v, if this hose had been a hundred or 
\undred and fifty feet long, it would 
‘e been almost impossible to lay it 
Straight enough to remove all the 
rp bends in the limited amount of 
ce available without great loss of 


Direct to Fire Lines 


full capacity should be reasonably ample. 

The most important point of a fire 
protection system is the source of sup- 
ply. The simplest scheme is a supply 
branch (with the proper hose outlets), 
which is fed direct from the service 
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A Boiler for Steam and 


Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
It is different from ail others. 

In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechsnics can make it. 
Absolutely uependabie. 

MONITOR agencies offer profitable open- 
ings for progressive heating men. 
proposition is liberal. 
name ona post card brings it. 


Our 
Send for it. Your 


Write now. 


Monitor Steam 
Generator Co. 
LANDISVILLE, PA. 


The triangular bar grate and base 


The proven economy in fuel consump- 
tion, the durability and simplicity of 
operation of our new triangular bar 


grate and base used in 


Pierce Spence 


Water Boilers 


‘The Spence Boilers are 


will appeal strongly to your customers. 
already well known to you. 


Vhe detachable water posts and 


many other unique features in their construction render these 


boilers especially effective. If you have not already received full 


particulars concerning the many other features of these boil- 


ers and grates, 


we shall be pleased to send them upon request, 
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Pierce Mark 


Pierce, Butler & Pierce Mfg. Co. Syracuse, N.Y. 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 
West for the.past 15 years. Easily 
cleaned and kept clean. Price 
ea Sizes 500 feet to 20,000 
eet. 


Get the agency in your territory. 


Herbert Boiler Co, 
Root and La Salle Streets, Chicago, Ill. 
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water supply as shown in Fig. 4. This 
is a fairly good system as long as the 
service water pressure is good, but very 
few direct service systems have a con- 
stantly high pressure and none at all 
exist where they are not liable to total 
stoppage of water supply for repairs, 
etc. Therefore, on the better class of 
installations a storage tank is located as 
high as possible and an emergency sup- 
ply carried there in case of water failure 
on the direct pressure system. The tank, 
of course, cannot furnish water to any 
point above its own level and will give 
only a very poor supply to the floor im- 
mediately below, so that there is still 
danger of lack of water for fires occur- 
ring in high locations. Another step in 
advance is the installation of the fire 
pump in the basement, which takes its 
suction from the tank supply and pumps 
directly into the fire lines, and as a final 
safeguard a street connection is often 
installed (in localities with municipal 
fire apparatus) for the attachment of fire 
engines in case of a big fire and the ex- 
hausting of the tank supply or a break- 
down in the pump itself. This is illus- 
trated in Fig. 5. 

As the points of supply multiply, the 
piping becomes more dependable and 
likewise more complicated. A great deal 
depends on its arrangement and valve 
system, and sometimes the area of the 
pipes is cut down by taking advantage 
of the loop system. This is shown in 
great simplicity in Fig. 5, where it can 
be readily seen that any outlet or outlets 
will be supplied by water coming in two 
ways and that therefore the area of the 
loop pipes need be only approximately 
one-half to furnish the same amount of 
water, although the pipe friction will 
te a little greater. Probably a safe way 
to reduce areas in this case would be to 
make the area of each pipe in the loop 
about 60% or 70% of the area where 
only one pipe is used. 

Where fire lines are supplied by tank 
pressure and direct pressure combined 
it is usual to place a check in the fire 
supply at the tank, as shown in Fig. 5 to 
avoid driving the water back into the 
tank through the direct connection to 
the fire system. 


(To be continued) 
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A Curious Experience With Oil 
in City Water Main 


N unusual experience of an in- 
A teresting nature recently occur- 
red in Albany, N. Y. A house- 
holder complained to the Bureau of 
Water, that the water supply tasted 
atrongly of oil. An investigation proved 
the statement true; but when it was dis- 
covered that adjoining dwellings were 
not similarly affected, naturally the mat- 
ter became puzzling. An excavation was 
made in the street, fronting the affected 
premises, and the water main uncovered, 
when it was discovered that the tap was 
inserted directly on top of the water 
main, rather than on its side, as is the 
general practice. The oil floating along 
the surface of the water flowed for over 
a mile, escaping, perhaps, hundreds of 
side tappings, until it reached this top 
tapping, entering the dwelling as already 
explained. 

The tap was changed to the side of 
water main, and the trouble ceased. The 
oil contamination was then traced to 
its source, and the nuisance abated. 


HILE the heating of a 
greenhouse is similar in 
many respects to that of 
any other building of the 
same general type, there 

are a number of details which are suffi- 
ciently different to warrant a short ar- 
ticle upon this particular class of work. 

Radiating Surface. The radiating sur- 
face in greenhouse heating is usually 
made up of 2” wrought-iron pipe, al- 
though 314” cast-iron pipe is used to some 
extent. The coils are commonly placed 
along the outer walls and beneath the 
benches, as shown in Figs. 5, 9 and 11. 
Fig. 9 is given especially to illustrate a 
common method of making the pipe 
connections under certain conditions 
rather than the make-up of the coil, 
which in actual practice should be car- 
ried around the corner of the building 
a short distance to provide flexibility for 
expansion. 

Both steam and hot water are used for 
greenhouse heating, some preferring one 
and some the other, although the latter 


Fig. 1—Cast Iron Fig. 2— Side View 


Sectional Boiler of Cast Iron 
for Low Head Boiler Shown 
Room Space in Fig. 1 


is probably much more frequently used 
on account of the ease with which the 
temperature of the water is varied to 
suit outside conditions. 

The common objection raised against 
hot water is the danger of freezing, but 
if the inside temperature is allowed to 
drop below the freezing point with a 
steam system, the plants will freeze as 
well as with a water system; so this 
particular objection is of but little im- 
portance in greenhouse heating. The 
coils used for steam and water are prac- 
tically the same, the only difference be- 
ing in the manner of making the con- 


Fig. 8 — Sectional Boiler Especially De- 
signed for Greenhouse Use. Requires 
More Head Room Than Fig. 1 


Unique Details Met in 
Greenhouse Heating 


By CHAS. L. HUBBARD 


nections, and these in many cases are 
identical. | 

In computing the radiating surface it 
is customary to take the whole outside 
exposure as glass, unless with buildings 
of considerable width in proportion to 
the length, the ends are of wood or other 
material. In cases of this kind this ex- 
posure should be reduced to its equiva- 
lent glass area, depending upon its con- 
struction. For brick, and wooden walls 
of studding and double sheathing or clap- 


Fig. 4— Locomotive Fire Tube Type of 
Boiler. Requires No Setting 
Except Foundations 
boards, with building paper between, 
count each 5 square feet of wall surface 

as 1 of glass. 

It is common practice in this class of 
work to base the radiating surface upon 
a certain relation to the glass area. The 
method of obtaining these ratios for dif- 
ferent conditions is as follows: It has 
been found by experiment that with 
circulation coils, set out from the wall, 
so there is a chance for the air to flow 
around them freely, that about 2 heat 
units are given off per square foot of 
surface per hour for each degree differ- 
ence in temperature between the steam 
or water in the coil and the surround- 
ing air. 

AKING first the case of steam, and 
6 fs assuming the inside temperature 

to be maintained at 70 degrees, we 
have the following conditions:— 

Temperature of steam at 2 pounds 
gauge pressure — 220 degrees, or a dif- 


Fig. 5—General Style of Elevation De- 
sign for Greenhouse Heating 
ference of 220 — 70 = 150 degrees be- 
tween the coil and the surrounding air. 
This gives an efficiency of 150 Kk 2 = 
300 T. U. per square foot of surface per 

hour. 

Furthermore, the heat transmission 
through glass, when the temperature dif- 
ference upon the two sides is 70 degrees, 
amounts to about 80 T.U. per square foot 


per hour. Therefore, under these con- 
300 . 

ditions, —_ =8.75 square feet of glass 
80 


surface will require 1 square foot of coil 
surface to offset the heat loss by trans- 
mission. This, in practice, may be taken 


160 
therefore becomes —— = 2, for 
aot 80 
ditions assumed. For 60 degr 


as 3.7. For an inside tempera 
3.7 <a 
60 degrees this becomes . 
60 
ET us now take the cai 
water, assuming the avera; 
perature of the coils to 
degrees. Here we have a te 
difference of 150 — 70 = 80, 
efficiency of 80 X 2 = 
ratio between glass surface and ra 


2X 

temperature the ratio is 
: 60 
In like manner the ratio may 
for any assumed conditions 0: 
and outside temperature, and fo 
ing temperatures of circulati 
As a matter of fact, those gi 
represent about the average pra 
steam and water. 


—-—-— — — 


the following ratios for a water | 
ture of 150 degrees, and zero ou 


TABLE I 


Sq. Ft. of Glas 


Inside Temperature Warmed by 1. 
of 8%” Cosh P 
70 to 75 degrees.....s.+-eace 1.8 .: 
G50 MERI Cri sc sc .2.28 
60.65 | 2.62 
BO.“ - 60); 2)<*)- veces Se ‘oo 
50 “* 55 BMS rhe oo. 3.46 
45 “ 50 MMII ora) 0c. 4 a 


As 1 linear foe of 314” ¢ castle Fol 
contains approximately 1 square foot 
heating surface, it will be near enou! 
for all practical purposes to call t? 
factors in column 2 the square feet { 
glass surface, heated by 1 square foot 
radiating surface. a. | 

Here we find the ratio for am ins? 
temperature of 70 to 75 degrees to be fs 


Fig. 7 — Details of Coil Conn 
Used in Usual Greenhouse 


EPTEMBER 15TH, 1912 


QO. K. 


That’s the comment from the owner 
_when he sees 
Davis Patent Regulating Valve 
as part of his Atmospheric Heating 
System. 


He knows that he can’t 
get AS GOOD. Archi- 
tects, Engineers and 
Contractors insist on 
Davis Patent Regulat- 
ing Valve. There must 


be some reason. 


Are you interested enough to write 
us? Our catalog at your call. 


. LOUIS N. DAVIS ., 
38 E. Gay St., Westchester, Pa. 0 


The Dunham Trap 


is the cause for 


All Dunham Systems of 
Heating Working so Well 
Here is What it Does 


Keeps radiators drained of 
water of condensation 
and air without loss of 

steam and 

In performing this all im- 

portant function it does not 
clog up and lasts as long 
as the radiator 


We guarantee that the 
Dunham Trap will do the above 


- things. 


A postal card that 
write in one minute’s time eu 


ou can 


bring our Catalog “B’— 


pages, 
It’s worth your while inves- 


tigating for it may bring dollars 
toyou. Write tiny. ~ 


Cc. A. DUNHAM Co. 
pee ualltown 


Chicago—343 §. Dearborn St. New York 
—1l Madison Ave. Philadelphia—18 S. 7th 
St. Fort Worth, Texas—Flatiron Bldg. 
Minneapolis—715 Temple Court. Spokane, 
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and for 65 to 70 degrees, 2.28, which 
compares well with our factor of 2 for 
70 degrees inside temperature, as found 
by the method described. ; 
N a large plant in Hastern New York 
I reported recently, the ratio for an 
inside temperature of 55 to 60 de- 
grees was made 1 to 3, which corresponds 
with the same conditions of temperature 
as given in Table I. 
In computing the heating surface the 
mains may be counted as radiation, and 
will amount to approximately 10 per cent 


Fig. 8— Coil Connections for Greenhouse 
Heating. Arrows Indicate Flow 


of the coil surface under ordinary con- 
ditions. 

Example: A greenhouse has 4,000 sq. 
ft. of equivalent glass surface. An in- 
side temperature of 70 degrees is to be 
maintained in zero weather by circulat- 
ing the water through the coils at an 
average temperature of 150 degrees. 
How many square feet of coil surface 
will be required? 

Solution: 4,000 + 2 = 2,000 square 
feet in coils and mains. Taking the sur- 
face in the mains as 10 per cent of that 
in the coils, we have for the coil surface 
2,000 x 10 

— = 1,818 square feet. 
11 

The methods given above are for ordi- 

nary conditions. If the greenhouse is 


especially exposed, the heating surface 
should be increased from 10 to 20 per 
cent, or more, according to circumstances. 
OILERS. Cast-iron boilers of the 
B sectional type are especially 
adapted to greenhouse conditions 
and are largely used for this purpose. A 
water boiler designed especially for low 
head room is shown in Figs. 1 and 2. 
The flow outlets in this case are taken 
from the side of the sections instead of 
the top, which reduces the height by 
quite an amount. Another type of boiler 
adapted to this class of work, but re- 
quiring more head room, is shown in 
Fig. 3. 

In some of the largest plants the loco- 
motive type of boiler is used. This is a 
fire-tube boiler, of the general design 
shown in Fig. 4. It is simple in con- 
struction and requires no setting except 
the foundations. 

All boilers, of whatever type, should be 
covered with some good form of insula- 
tion to prevent the waste of heat by ex- 
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cessive radiation. The capacity of the 
boiler is determined by the amount of 
radiating surface which it is to supply, 
and with the cast-iron type is based on 
the grate area. 

The thermal units given to the water 
per square foot of grate will depend 
upon the size and general proportions 
of the boiler, the kind of fuel burned, 
and the rate of combustion; the latter 
in turn depending to a certain extent 
upon the size of the grate. 

For standard makes of cast-iron boil- 
ers, burning anthracite coal, and having 
a good chimney draft, we may count on 
the following results, as given in Table 
II, which may be used in computing 
boiler capacity.for average conditions:— 


TABLE IT 

Size of Lbs. of Coal Thermal Units Sup- 
Grate, Burned per plied to Water per 
Sq. Ft. Sq. Ft. per Sq. Ft. of Grate 
Area Hour per Hour 

DLO a Asan stoke Grevetartietate tote are ine sPoiake suey 20,000 

aa Se rece hg OOO CICS Cho OF OIAD 30,000 
DEAS Oe iaes RODS C10 CID Cater CEM enh Ee 40,000 
Gee 92 Ore eects Gicnctevans sister ct ton oe eanierenvi< 50,000 


We have already found the average 
efficiencies for steam and water radiat- 
ing surface in this class of work to be 
300 and 160 T.U. per square foot per 
hour, respectively; hence, it is an easy 
matter to determine the grate area in 
any particular case, as shown by the fol- 
lowing examples:— 

GREENHOUSE contains 3,000 sq 

A ft. of direct steam coil surface, 

including uncovered pipe mains. 

What grate area in the boiler will be 
required? 

Solution: 3,000 * 800 = 900,000 T.U. 
to be supplied per hour by the furnace. 
Assuming from Table II that the grate 
area will come between 16 and 20 sq. ft., 
we use 50,000 for a trial divisor, and find 


FITATS COP COO OOO OSO LOS 


Fig. 9— Common method of Making Pipe Con- 
nections Rather than Making Up a Coil 


the required grate surface to be 900,000 
-- 50,000 = 18 sq. ft. 

If the make of boiler to be used is 
made in sizes up to 48” width of grate, 
a single unite may be employed having 
grate dimensions of 48” x 54”. 

If the largest size has a grate only 
36” in width, it would be better to use 
two smaller boilers than a single large 
one, as this would necessitate a grate 
72” in length, which is too long for effi- 
cient hand firing; 60” being about the 
limit for good results. 

If the total grate area is divided into 
two units, the rate of combustion will 
be reduced somewhat, according to Table 
II. Assuming this to drop to 5 pounds, 
we must divide by 40,000 in this case, 
which calls for a total of 900,000 ~ 
40,000 = 22 sq. ft.; or 22 + 2 — 11 sq. ft. 
in each boiler, which is within the limits 
of the table. 

For a hot-water boiler the process is 
the same, except an efficiency of 160 T.U. 
should be taken for the radiating surface 
instead of 300 T.U. as for steam. 

Example: A greenhouse contains 1,000 
sq. ft. of hot-water coils. What should 
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These and our one hundred or more other styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN'’S SANITARY 
SAFE GUARDS No. 16 contains many new and 
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Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 


419-421 North 52nd Ave., CHICAGO, U.S. A. 
Long Distance Tel. Austin 543 


this trap, It has been inhun- 
dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 
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Trap 


See the deep seal 
and very large 
water body? See 
the way it is made? 
There you have 
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be the correct grate area of the boiler? 

Solution: 1,000 <x 160 = 160,000 ARH Off 
to be supplied per hour, which calls for 
160,000 -- 30,000 = 5.3 sq. ft. When 
soft coal is to be burned, the grate area 
should be increased about 20 per cent 
over that computed by the above methods 
for anthracite. 

HEN a tubular boiler is used, of 
the type shown in Fig. 4, the 
rating is commonly given in 

horse power. In this case, compute the 
thermal units to be supplied to the radi- 
ation as for a cast-iron boiler and divide 
this by 30,000. The result will be the 
required boiler capacity in horse power. 
Example: A greenhouse contains 4,000 


sq. ft. of steam radiation. What boiler 
capacity will be required if a fire-tube 
type be used? 
4,000 x 300 
Solution: == 
30,000 

The dimensions of cast-iron boilers 
vary with the design and may be found 
in the different trade catalogs. 

Dimensions of locomotive boilers (Fig. 
4) are not so easily obtained, so Table 
Ill from Power, Heating and Ventiiation 
is given for convenience in figuring :— 


400) Hwee: 


—> _o —_—_> 
=—_— << 


Fig. 11— Elevation for System of Hot Water Heating for Large Greenhouse. 
Benches Set Crosswise in Building : 


the table may be used for either cast- 
iron or tubular boilers. 

IPING. The method of running the 
P piping will depend upon local con- 

ditions, but is usually made to fol- 
low certain general lines. Figs. 5 and 6 
show general elevation and plan respect- 
ively for a system of piping adapted to 


Fig. 10 — Plan of Hot Water System of Heating for Large Greenhouse. Coils Sup- 
ported Under Benches by Hangers 


either steam or hot water. Lengths of 
pipe or coils are carried the full length 
of the building beneath the benches, as 
indicated. Although shown by single 
lines, they really represent coils of suffi- 
cient size to provide the required radiat- 
ing surface. The supply pipes, two in 
number, are carried overhead, separate 
lines being provided for the inside and 
outside benches. 

Details of the coil connections are 
shown in Figs. 7 and 8, the first repre- 
senting the coils under the outside or 


any other system of direct 1 
tending over a comparati 
ground area. Table V gives 
for steam radiation up to ru 
in length, and which will b 
300 feet if the returns are gi 
grade toward the boiler. 

These sizes are based on 
feet of radiation and allow fo 
in pressure of approximately — 
in 200 feet length of run, 


TABLE VY (STEAM) 


Square Feet of Size of 
Coil Surface Supply BR 
60 Nee oe” | 
100 1% E 
140 1% ae 
370 2 ae 
670 2% | 
1,100 3 | 
1,600 3% 2% 
2,300 4 ae | 
4,000 5 oo | 
6,500 6 8% 


For hot water, the following may 
used, provided there is a fair he) 
(about 10 feet) for producing a ere 
tion in the system. In this case the fic 
and return mains are made the same si) 
and the length of run includes the ent 
circuit. ss 
This table is taken from Pow 


TABLE III 
Nominal horse power. Liss 25 40 60. 15 2 es ee = 
Diameter of waist.... 36 in 42 in. 48 in. 54 in. so in, Fig. 12 — Simple Circulating Pu 
Length over all...... 13 ft. 14 fi din. o07 tte 6 in 18 tt ee esi Maintain More Rapid Oirewla 
Height of boiler..... 4 ft. Af {8 ine. bth 4 In. itt, 610 in, > 6 ety eee Than Is Supplied by Gravit 
Number of tubes, 3 in. a * ing and Ventilation, and may 
outside diameter... 28 38 49 : : e 
n eb 
Length of tubes...... 7 ft. 8 ft. 10 ft. Gin. 11 ft. 18 ft. i ae to include 
‘Are, through ‘tubes... 128) sq, ft) L.66ceq, tt, meet sae th eee tond aoe eating + aN ' ae 
Length of furnace.... 48 in 50 in. 64 in. 60 in. 60 in. In long runs of piping, like t 
Width of furnace..... 30 in 36 in. 42 in. 48 in. 54 in. ployed in greenhouse work, Uy 
times difficult to get a good 


Although the chimney does not come 
within the domain of the fitter, the suc- 
cess of his heating plant depends largely 
upon its size and height, and he should 
always check up the proposed dimensions 
to make sure that it is correct. 

Table IV, recommended by Professor 
Carpenter, gives chimney sizes for cast- 
iron boilers, based on the square feet 
of direct radiation to be supplied:— 


TABLE IV 
a 
DIRECT RADIATION HEIGHT IN FEET 


Water Steam 20 30 40 50 
375 250 8 7 7 7 
750 500 10 9 S 8 

1,150 750 11 11 10 10 

1,500 1,000 15 12 11 11 

2,250 1,500 17 14 13 13 

3,000 2,000 21 16 15 15 

4,500 3,000 24 19 18 17 

6,000 4,000 26 22 21 20 

7,500 5,000 28 25 23 22 


See eee 


The figures in the above table are for 
the diameter of a round flue or the side 
of a square flue. 

Furthermore, as the sizes are based 
on the square feet of radiation supplied, 


wall benches. ‘The general direction of 
flow is indicated by the arrows and needs 
no further description. 

A diagram illustrating a typical hot- 
water layout is shown in sectional eleva- 
tion in Fig. 9. The water rises from the 
boiler (B) to the top of the building, 
where it is air vented through the ex- 
pansion tank. It then flows to the far 
end of the building, drops to the wall 
and bench coils, and returns to the boiler 
as indicated by the arrows. 

Figs. 10 and 11 show in plan and ele- SG 
vation a system of hot-water piping for 
a large greenhouse with double rows of 
benches set crosswise of the building. 
The coils are supported beneath the 
benches by hangers, as indicated in Fig. 
11, and are connected with mains carried 
in a trench beneath the floor, as shown. 
Each coil is provided with a valve upon 
both supply and return, so it may be 
cut out whenever desired. The direc- 
tion of flow is indicated by arrows, as 
in the other diagrams. 

The sizes of supply and return mains 
should be practically the same as for 


established, although it will 
cessfully when once started. 
ditions of this kind a small 


LRP, 


Fig. 18 — Excellent Form of 
Trench With Iron Borders 01 

for Holding Covers % 
pump is of value for temporary / 
Such a pump is often of use im very | 
weather when it is desired to main! 
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in the Home is possible only with 
the highest quality heating system. 
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and dependence. 
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LAWSON 


(Latest Model) 
Single Coil, Cast Iron 
Jacket Heater 


This illustration shows the latest 
model Lawson single coil cast 
iron jacket heater equipped 
with high power burner and cast 
iron deflector s, (quite an im- 
provement over the sheet iron 
cones formerly used). Note new 
design of jacket. Made in three 
sizes, Nos. 6,7 and 8. Get our 
H-11 Catalog for details. 


Lawson Manufacturing 
Company, 
Homestead Pennsylvania 


The Milwaukee 


Heat Generator 


This shows a sectional view of the 
‘‘Milwaukee’’ Heat Generator. One 
lance is sufficient to convince the 
itter of ws s SDD HCILY of construction. 


You can read- 
ily see that the 
“Milwaukee”’ 
can be installed 
for the same 
cost as an or- 
dinary expan- 
sion tank, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 
sion tank. 

A trial order 
will convince 
you that the 
‘*Milwaukee’’ 
Heat Gene- 
rator is the 
only device to 
use on a small 
plpe system 
and be sure 
that the system 
will give satis- 

PATENTED faction. 

Write for descriptive catalogue. If 
your jobber does not handle the 
“Milwaukee” then write us aboutit, 


Milwaukee Heat Generator Co., 


460 11th Ave. Milwaukee, Wis. 
Eastern Representatives 


Beard & Beard, Reading, Pa. 


Manufactured under Shanklin Patent and 
Mott and Edgar Patent- 


a more rapid circulation than is obtained 
by gravity with the available head. 


shown in Fig. 12. 


A simple device for this purpose is 
This- consists of a 


TABLE VI (HOT WATER) 


Square feet of radiating surface 


Size of pipe, 


inches 100 ft. 200ft. 300ft. 400 ft. 
run run run run 
1 30 
60 50 
100 75 50 
200 150 125 100 
350 250 200 175 
550 400 300 275 
850 600 450 400 


500ft. 600ft. T700ft. s00ft. 1,000 ft. 
run run run run run 
75 
150 125 
250 225 200 175 150 
350 325 300 250 225 
525 475 450 400 350 
700 850 775 725 650 
1,400 1,300 1,200 1,150 1,000 
Sen oii 1,706 1,600 1,500 


NOTHER word of warning 
about figuring radiation for 
southern states. The condi- 
tions under which the south- 
ern people must be kept 

warm require as much, if not more, 

radiation than the same buildings in 
the north would demand. This fact, 
and the failure to recognize it, has 
caused more grief than all other things 
in the southern heating business put 
together. The average winter tempera- 
ture in the south is many degrees 
higher than it is the northern states, 
but there are other conditions that 
demand more radiating surface than 

a low average outside temperature or 

very low extremes in temperature. 

Southern people are accustomed to 
high average temperatures and stove, or 
open fire heat. With stoves or open 
fires most of the heat is transmitted 
from the fire as radiant heat. This 
means that people will be comfortable 
in a room heated with a stove or an 
open fire, at a room temperature that 
will make them shiver with other heat- 
ing methods. 

The southern contractor who under- 
takes to please his customers without 
giving heed to all these conditions, will 
buy a lot of expensive experience or 
make a lot of people disgusted with him 
as a heating man. 

Concrete block building construction 
demands close attention from the heat- 
ing man, vapor or otherwise. Concrete 
blocks, with plaster put directly on them, 
without furring, strips, or lath, are a pit- 
fall for the heating man. Beware of 
such construction, and figure radiation 
strongly for it. Solid concrete walls 
will dissipate a tremendous quantity of 
heat unless waterproofed. 

The ceilings of upper floor rooms must 
also receive consideration. Frequently 
they lose as much heat as an exposed 
wall on the windward side of the build- 
ing. This is especially true when the 
attic space is left open to the outside 
temperature during the winter, as is fre- 
quently the case with flat roofs where 
large vent openings vent the space be- 
tween roof and ceiling. 

To sum up the question of propor- 
tioning radiation, vapor heating requires 
no more care in proportioning radiation 
than any other heating method. It needs 


Chapter III. 


FACTS ABOUT 
VAPOR HEATING 
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common sense and plenty of it, just as 
straight steam or hot water work does. 

The man who applies this common 
sense to proportioning his radiation for 
vapor work will build himself a reputa- 
tion as a heating man that will lift him 
above any cheap competition. Each job 
he installs will bring him two more at 
prices that will pay him well for his 
time and trouble. 


A FEW FACTS TO BE BORNE IN 
MIND IN DESIGNING VAPOR 
HEATING 


OW just a word here as to common 
N sense in proportioning radiation. 
No man is born with it. It must 
be bought and paid for in hard cash. The 
various promoters of reputable vapor 
heating systems have all paid for their 
experience in this matter and _ con- 
tractors who wish to take up vapor 
heating will find that the vapor people’s 
heating plans give the least expensive 
way of obtaining experience of this sort. 
Piping. The radiation being deter- 
mined, the next step in successful vapor 
heating is proportioning the piping. Suc- 
cessful vapor heating cannot be accom- 
plished with small mains and risers. The 
sizes often used in one pipe steam work 
are not necessary, but the easy distribu- 
tion of vapor at atmospheric pressure, 
does demand the capacities required for 
good two pipe steam work. 

Just bear in mind that successful vapor 
heating must transfer the steam from the 
boiler to the radiator supply valves with 
the least friction loss, so that all the 
drop in pressure will occur in the radi- 
ator itself. Here again common sense 
will achieve more than tons of theory. 
It is well to remember, too, that the 
most carefully designed heating job can 
be spoiled by a headstrong or careless 
fitter. Allowances must be made for 
this also in every piping design. 

A most fruitful source of friction loss 
in distributing vapor is wet steam. 

With proper boiler connections, 
steam can be secured easily. 

Full size risers should extend from all 
the boiler openings to a common header 
set as high as conditions will permit. 


dry 


‘This common header should be extended 


full size through the tee from which the 
steam main is taken and end in a re- 
ducing ell that is dripped back to the 


small propeller in a by-pass to” 
ply main, and driven by a small 
or direct-connected electric mo 
is easily thrown into use or cut 


accelerate the circulation in a 
system. é 

TRENCHES. In certain system 
piping, as in that shown in Figg 


or both of the mains in a trench 
in the floor of the greenhouse, 
pipes and fittings should be acce 
is necessary to provide removable coy 
for the trenches. An _ especi lly ay 


boiler. If this is done with ever 
connection, and with the steam 
taken off only between the last 
riser and the reducing drip ell, dr 
will always be put into the stea: 
Some contractors will call such 


is not an equalizer, but a separat 
it will do as efficient work as t 
mechanical separator on the 
barring none, and there are many 

No steam main should be less than | 
pipe, and no steam supply riser shoul 
be less than 1” pipe. Horizontal branches 
from mains to risers, should be one pip’ 
size larger than the risers taken fron 
them and should pitch sharply up fron 
the mains, at least 14” in one foot 
Branches from risers to radiators shoul 
pitch from the risers to the radiator’ 
and drain into the radiator, where thi 
is possible. 

Excepting only short, vertical risers t 
first floor radiator valves, supply riser 
should always be one pipe size large 
than the radiator valves and the reduc 
tion in size should occur right at 
valve, to cut the friction loss in th 
piping to the least possible amount. 

Branches under floors should pitch a 
least 1” in one foot to provide for Dot 
sible settlement of the building and | 
more than two elbows are necessary i| 
any branch, the pipe size should be ir 
creased. Wet returns can be very ‘sma! 
indeed, but they must be run so ther 
are no dirt pockets unless provision fo 
cleaning these pockets is also. mad! 
All mains should be made to pitch a 
least 1” in 20 feet, and as much more al 
possible, Where condensation 
mains must flow back against tl 
flow, the mains must have do 
pitch they need when condensai 
steam flow in the same direction. 

A good water line distance, at Teast 1 
inches for steam mains and 30 inché 
for return mains, is very essent al | 

No return riser or branch § 
less than 34” pipe. : 

Return mains can be cut in 
materially for the sizes above 
but no size less than 1” pipe 8 
used for a main. ; 

The whole purpose in proportior ng 
piping for vapor heating is to. : 
steam from the mains to the 
valves with the least possible 
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tion, to proportion the opening in the 
ply valve so the radiator can get 
1t steam it will condense and no 
re, and to take the water and air 
yy from radiators by gravity, as 
ckly as possible. The return mains 
practically sewers to drain the 
iators as quickly as possible. 
he radiator serves really as a con- 
ger in which the small jet of steam 


and there are many of them that are, 
that the closing of the draft door won’t 
check the fire, then the thermostat is 
a useless expense. It is also well to 
impress clients that thermostats can 
neither put coal in the boilers nor shake 
the grates. 

Boilers. In choosing boilers for vapor 
heating as much common sense is re- 
quired as in proportioning radiation and 


and their judgment can, because of this, 
be more safely depended upon than that 
of the manufacturer whe wants to sell 
his boiler for the best price he can get 
for it. 

If hard coal is to be used for fuel, 
most boilers on the market will give 
satisfactory results with reasonable dis- 
count on their ratings. 

With soft coal, even more care, skill 
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A Testimonial 


“H. L, E. Peterson, 

“Your Peterson Push Nipple Vises are a 
thing that no heating contractor should be 
without. We have given them a thorough 
test, putting together about 700 radiator 
sections. 

“As a labor and time saver we think they 
have no equal. One after using the PETER- 
SON PUSH NIPPLE RADIATOR VISES 
would not be without them.” ; 
“James A. Kreglo & Co., Indianapolis, Ind.” 


ands at a tremendously rapid rate, piping. and eommon. sense da required. 
ing up all its heat and condensing Some boiler manufacturers’ ratings — It is always well to bear in mind that 
water that trickles down the sides of 
radiator, and cools rapidly in the 
kling process. A return valve, with 
estricted opening of some character, 
ssential to prevent any great amount 
steam escaping into the return line, 
he supply opening is not properly re- 
cted, or else the radiator must be WTA 
portioned so that 15 to 20 per cent | 
its surface never becomes steam hot. | 
¥,” valve, properly restricted, will sup- 
any radiator up to 100 sq. ft. if the TU 
rg and branches are rightly propor- = 
ed. A graduated valve, that will heat (pee hs : H. lee E. PETERSON, 
given fraction of the radiator for a = = eS See Ne it 
2n position of the valve, is not essen- ’ 
The main requirement is a valve 
ricted so that the radiator can get 
more steam than it requires at its Roberts Water Filters 
cimum capacity. We ae Ra 
Then this requirement is filled, the ire 
iator valve can easily be set to heat a 
much or as little of the radiator as HWY HY WH HHH a] ed 
ther conditions demand, but it will | EIT nee 
found, in actual operation, in connec- | No come- 
b Ss. 
Return Fitna ~ U | BO ihe os 
eee eae 1S eeu rcnerd B eh as 
Ea a SS ee A vs a filter of 
ie ees an ES SET RTS any size, 
ES La ~ tyes: ' S " capitan remember 
Nore s :- EirHer Sream or WATER RADUMTORS MaAy the name 
Be Usenv. ROBERTS 
| and write 
Surry Vaiwes on Raparors As Forrows:— 
%4" +o suppry 50 SO Fr 
! TO SupPLy 85 6eFT 
144" To SUPPLY 150 SQFT. } 
1" TO suPPLY ABovE 150 SOFT. 
HORIZONTAL BRANCHES ONESIZE LARGER 


Ace RETURN Opznings To BE Eccentric 


Ii 


WATER LINE 


Presoune IN Ounces | 


__ DRIP FROM Suppy PA 


A Closed System Where the Boiler Is Open to the Atmosphere at the Damper Regulator 


i with residence work especially, that 
radiator valve is seldom touched. 

1 the most successful vapor heating, 
delivery of heat is controlled by the 
dition of the fire just as, theoretically, 
water heat is controlled. 

hermostats. The ideal heating sys- 
_is a vapor heating system controlled 
a thermostat. There are several ex- 
ent machines of this character on the 
‘ket. Any one of them will prove a 
mdid investment if its limitations are 
lerstood. All a thermostat can do is 
operate the draft and check draft 
Ts on the boiler, when the tempera- 
2 reaches a certain point or drops be- 
it. If the boiler is so poorly built, 


have positively no meaning. Since it 
has been ascertained how much less heat 
a square foot of the average cast iron 
radiator gives off, than a square foot of 
pipe coil, the only limit placed on boiler 
ratings seems to be the price the trade 
will pay. 

The boiler manufacturers are not 
wholly to blame for this condition, for 
the heating contractors have certainly 
done their share to encourage destruct- 
ive competition. The only salvation for 
the contractor, who wants to give good 
results, is his common sense, or in the 
case of vapor heating, reliance on the 
vapor heating people. Their interest 
lies in designing successful heating jobs 


grate area is a very vital element in 
boiler capacity. No one boiler can get 
very much more heat out of a pound of 
coal than another. Also the coal con- 
sumption, per square foot of grate with 
equal attention won’t vary much with 
chimneys of the same draft. The shape 
of the grate has much to do with the 
boiler’s work. So, after all, the grate 
area of a boiler is a pretty good idea of 
what to expect from it. 

The old rating of 160 sq. ft. of radia- 
tion per square foot of grate is not so 
far out of line as some boiler manufac- 
turers would like to have believed. For 
small residences this proportion is too 
large. For large buildings, with con- 


Roberts Filter Mfg.Co. 


DARBY, PHILADELPHIA, PA. 
Louis Wheelwright & Bro. 


Sales Agents 


Flatiron Bldg. 


New York 


Pneumatic 


RIF SYSTEMS 


Supply WATER 
‘The 
system operates with its own 


wherever you want it. 
water power 
and works 
day and night, 
winter and 
summer with- 


out attention. 


If you have a flowing’ Artesian 
Well, Spring, Brook or River 
on your property write for our 
Free catalog which gives de- 
tailed information, 


RIFE ENGINE CO., 
2111 Trinity Building, New York 
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stant janitor service, it is too low. 

If you do not know all about the draft 
of the chimney you are going to use, Se- 
lect either a round grate or one that is 
nearly square. 

Remember that a strong draft can be 
remedied by intelligent use of the draft 
door, but there is no way to boost the 
draft of a sluggish chimney. 

Heating contractors take more chances 
on chimney draft than any fool that ven- 
tures where angels fear to tread, and 
many a boiler has been condemned where 
only the draft is at fault. 

Never put a boiler with a long, narrow 
grate on any chimney, unless you know 
without doubt the draft is strong. Such 
boilers make much trouble unless the 
draft is good. Some cast iron sectional 
boilers have too long flue-travel for suc- 
cessful work, and some too short. 

With average soft coal fuel it is well 
to remember that no boiler with a load 
anywhere near its capacity will main- 
tain a pound of steam longer than three 
hours. This discounts all the arguments 
about running a boiler without attention 
for eight, ten or twelve hours on soft 
coal, for ordinary steam jobs. It can be 
done and is being done with vapor heat- 
ing work, but to burn soft coal success- 
fully the fires must have frequent at- 
tention. 

A large combustion chamber is very 
essential, for the proper burning of soft 
coal. This is what makes a fire box 
boiler superior to a cast iron boiler for 
soft coal burning. 

Another thing to remember in select- 
ing a boiler for vapor heating is that 
when the radiation is liberally propor- 
tioned, the boiler does not need so much 
reserve capacity. If the boiler has suffi- 
cient capacity to fill all the radiation 
with steam quickly, starting with a cold 
job, it will have sufficient capacity to 
carry its load, as a usual thing, under 
any other conditions. 

The grate construction of boilers is a 
most important thing. Boiler manufac- 
turers seem to have totally overlooked 
this item as there is not a heating 
boiler on the market today fitted with 
erates of the type that has been so suc- 
cessfully used on power boilers for 
many years under all sorts of conditions. 

A properly designed grate should 
have: — 

First. 
area. 

Second. Openings through it so small that 
the minimum amount of fine coal will escape 
unburned into the ash. 

Third. Openings designed so ashes cannot 
alog them. 

Fourth. A shaking motion that will not 
‘nerease the spaces between the grate sec- 
tions. 

Fifth. A cut-off motion that will dump the 
grates. 

Sicth. A division of operating mechanism 
so only half of the grate surface can be 
shaken at will, leaving the other undisturbed. 

Seventh. Metal, proportioned along I 
beam lines to conduct heat as readily as pos- 
sible to prevent burning the grates. 

Eighth. Accessible construction so any 
grate section can be easily removed. 

Ninth. Easy fit so the least energy is re- 
quired to operate. 

Tenth. An outside indicator to show when 
grate is properly set and provision for lock- 
ing it there. 

THE QUESTION OF DRAFT CONTROL 
IMPORTANT 


HE question of draft control has 
been touched on. It is so import- 
ant that it is brought up here 
again. Always select a boiler that has 
the fewest possible joints in the ashpit 


JARECKI MFG. CO. 
_._ ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 


Motor Attachment. We 


can furnish Bolt Thread- 
ing Attachment for these 
machines. 

Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangere 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


-Kinsey & Mahler Valves 
Is it worth while to save ten cents on 
a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 
You will find our Steam Brass Goods 
just what you want. Write us 


KINSEY & MAHLER CO. 
PEORIA, ILL. 


“THE PRIDE & NEWENGLAND  ( 


SUTLIERS 


Steam or 
Water 


Send for Catalog 


Putnam Foundry 
& Machine Co. — 


Factory: Putnam, Conn. 
OFFICE AND SALESROOM - - 73 SOUTH MAIN ST., PROVIDENCE, R. L 


The greatest proportion of free 


RELIABLE TANKS 


FOR STORAGE OF GASOLINE 
Pneumatic Water Supply Tanks, Hot Water Tanks, Smoke 


Stacks, Plate Steel and Sheet Iron Work of every description. 


L. O. KOVEN & BRO., 
50 CLIFF STREET, - - NEW YORK 


MOTOR DRIVEN PUMPS 


For Water Systems 


Hand and Power Pumps for all uses 
Combined Air and Water Pumps 


Compression Tank Pumps 
Cylinders, Ete. 


THE DEMING COMPANY 
SALEM, OHIO 
. Agencies—Henion & Hubbell, Chicago 


Harris Pump & Supply Co., Pittsburg 
Ralph B. Carter Co., New York 
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and the best fitting draft doors, Thi, 
requirement is totally overlooked by 
many boiler manufacturers, yet it has ; 
tremendous bearing on fuel economy 
The construction must be such that 1 
air can reach the fire when the drat 
door is closed. | 

The draft doors must also be balance; 
so the least possible pressure is neede 
to operate them by the damper regulatoy 
Some boilers have their draft doors si 
built that a pound pressure on the dam 
per regulator won’t operate them. Thes 
are not fitted for vapor heating. 

A damper should always be specific 
for the smoke pipe, as the draft cond; 
tions in every chimney are. constant! 
changing and the damper is necessary t 
regulate them. 

It is well also to specify that a dee 
ashpit be excavated under the entir 
grate surface and paved or cemented, | 

Usually this precaution will pay fo 
itself many times during the life of th 
boiler. It will save many a set of grates 
and reduce the cost of replacements whe 
they are required. | 

Air Removal Apparatus. Hach of th 
several methods of vapor heating has it 
own peculiar way of relieving the pipin 
and radiators from air. 

In proportioning this apparatus, th 
manufacturers must be consulted an 
their advice followed. | 

The underlying principle is the actio 
of gravity. | 

No one disputes that water will fio 
out of an elevated tank very rapid] 
through a pipe carried from its botton 
without the assistance of any mechanic 
device. In a properly designed an 
erected vapor heating job, the air r| 
moval from the radiators and piping wi 
be just as certainly and easily accor! 
plished, as with the best pump job thi 
could be built. | 

Fuel Economy of Vapor Heating. Vapi 
heating is economical in fuel because tl 
heat delivery from the radiators can | 
so positively, quickly and readily co 
trolled. 

Theoretically, hot water heating giv 
the same results. Actual practice fal 
far short of theory. Practically the on 
way to vary the heat delivery of a bh 
water job is to modify the boiler fire a) 
so much time is required for the modi 
cation to be felt in the rooms warm 
that either they are too cold or too war 


HOT WATER JOBS MAY BE RBADI 
CHANGED FOR VAPOR SYSTEMS 


HE number of hot water jobs beii 
aly changed over annually into vat’ 
heating jobs gives the strong: 
kind of backing to these statements. TR 
average winter ? 


temperature in t’ 
greater part of this country, where 4) 
ficial heat is required, is around 30 ~ 
grees Fahr., with extremes as low as ) 
degrees to 40 degrees below Zero. 

Consideration of this condition mals 
clear the fact that the most economi! 
method is the one that gives the D! 
radiator control, either from manipu 
ing the radiator valves or modifying * 
boiler fire. | 

Vapor heating cannot be tgpened | 
this respect by anything except i 
air furnace. 

All the promoters of vacuum heaté 
apparatus lay great stress on the ® 
nomical value of circulating steam fi@ 
heating system under a vacuum ©" 
is some real foundation to their clals 
it is true, just as, theoretically, it is 
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at the use of exhaust steam offers tre- 
ondous economy at first sight. 
Many a building owner has spent thou- 
nds of dollars installing his own elec- 
ic power plant upon the supposition 
at he was to get his current at a very 
vy cost and his heat free of charge as 
by-product, only to find after several 
ars of operation that he could well 
ord to junk his expensive power plant, 
y his current at the low prices central 
tions are now making, and use his 
2am only for heat. 
Many of the leading pump vacuum sys- 
ms of heating have been applied to old 
ating jobs with a very great fuel 
onomy resulting, but a careful analysis 
every such example will develop that 
e economy resulted more from cor- 
cting faults in the old piping than from 
e operation of the vacuum apparatus. 
1other argument in favor of specially 
signed heating systems by experienced 
d equipped engineers. 
A case in point is a very large office 
ilding, where a contractor installed a 
por system of heating after his own 
sign. He got his pipe sizes too small 
d it was found impossible to heat the 
per floors of the building, an eight- 
yry one. The job was eventually con- 
rted into a pump vacuum job, but be- 
-e the owners of the system used would 
rmit its installation, they insisted on 
w overhead mains being run to supply 
2 small risers from the tops. 
The job now operates splendidly and 
2 pump gets the credit for the better 
sults, but actual tests show that the 
) operates just as well without the 
mp as with it. 
Actual results from the same class of 
ildings, one heated with hot water and 
e with vapor, located on the same lot, 
med by the same man and operated by 
e same janitor, show that vapor jobs 
quire from 10% to 15% less natural 
s than hot water jobs, equally well pro- 
rtioned and installed. 
In central station heating operation, 
ster records show that vapor heating 
9s are far more economical in the use 
steam than ordinary steam jobs. 
All the patented systems of heating 
ve their good points. Properly engi- 
ered and installed, they will all do 
od work. 
A careful disinterested survey of the 
1ole heating field and a comparison of 
erating costs, will show vapor heating 
sults, however, that will make the most 
thusiastic pump vacuum man gasp 
th astonishment. 
It is high time for every engineer who 
commends this sort of apparatus to get 
3 head up above the rut, observe, and 
a little quiet thinking for himself. 
Every heating contractor should repre- 
at, in his vicinity, some reliable system 
vapor heating, and allow its engineers 
co-operate with him in designing his 
rk. Their services can be made to 
y big returns, and rightfully used they 
n be made as big a business asset as 
2 contractor’s own experience. 
No one man, or set of men, knows 
erything about the heating business. 
every other line of work, men who 
ve made a special study of particular 
ings are in constant demand. Special- 
S in heating are just as valuable to 
e heating contractor as specialists in 
sdicine, law, engineering, or any other 
le, are to the people who use them. 
As a business proposition no heating 


contractor can afford to do his own engi- 
neering. If he has the ability he can 
make more money securing and executing 
his work. If he hasn’t the ability or ex- 
perience, the patented heating systems 
offer him the lowest priced method of 
securing it. 

The heating contractor who represents 
in his own vicinity a patented heating 
system lifts himself above cheap com- 
petitors. His competitors cannot offer 
the same thing at cut prices. 

No matter what the view point is, there 
is advantage to the contractor in hand- 
ling vapor heating. Vapor heating has 
come to stay. Its use is increasing 
faster than any other change in method 
that has ever occurred in the heating 
business. 

No successful heating contractor can 
afford to overlook the possibilities of 
vapor heating. If he does, he will be so 
far behind the procession that when he 
wakes up he will be too far in the rear 
ever to catch it. 
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Booming Supply House at Lin- 
coln, Neb. 


HE Cornell Wigman & Searle Com- 
TP pany of Licoln, Nebraska, recently 

removed their supply business to 
new and improved quarters at 7th and 
P streets, which if built expressly for the 
purpose could not be made more suitable 
to their requirements. 

The building they now occupy consists 
of four floors, each 44 x 140 feet, and a 
basement 95 x 140 feet. The latter is 
entirely devoted to heavy pipe cutting 
and threading machinery and soil pipe 
and fittings, and is equipped with travel- 
ing cranes throughout. 

The first floor is given over to the 
office, packing, shipping and receiving 
rooms, while a large platform in the 
rear abuts a private track on the Chicago, 
Burlington & Quincy Railway. 

A show-room 40 x 44 feet on the sec- 
ond floor, connected by stairway with 
the office, is now being equipped. 

The remainder of the second floor and 
the third and fourth floors are given 
over to well fittings, enameled goods and 
the many other staples that comprise the 
stock of a well-equipped plumbing, heat- 
ing, mill and machinery supply house 
such as the Cornell Wigman & Searle Co. 
are conducting. 
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J.Corry Again Going Strongin the 
Contracting Line 


BRAND new plumbing business in 
A a brand new building is that of 
J. Corry at 522 Brady street, 
Davenport, Iowa. This is Mr. Corry’s 
second venture in the plumbing and 
heating contracting business. He is well 
known in the trade in Davenport and 
throughout Iowa. He was a partner in 
the Corry & Wernentine Company for a 
number of years until 1906, when he en- 
tered the plumbing supply business as 
The Midland Supply Co., at Davenport. 
This business was sold to Crane Co., in 
January of the present year, and then 
followed six months of, we understand, 
fishing and hunting, for Mr. Corry. 

The present business, which Mr. Corry 
is conducting under his own name, was 
opened on July 8th last. His son, Will 
Corry, who has been connected with the 
heating trade for the past twenty-two 
years, is associated with him. 
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Jarge steam dome. 
near as large. 


Troy, N Y.—Aird-Don Co. 
Chicago—Davies Supply Co. 
Philadelphia—Haynes-Thompson Co. 


Burnhams Won’t Prime 


UR mothers could watch their tea kettles and 
Ao a “push them on the back of the stove when they 
boiled over’’—but a boiler that boils over is hopeless. 


The Burnham steam boiler won’t prime. 
We don’t know of one, anywhere 
Send for the new tall catalog. 


It’s plain boiler sense, free from boastful boosting. 


Lord and Burnham Co. 


Irvington, N. Y. 
Boston—819 Tremont Bldg. 
Minneapolis—Roberts-Hamilton Co. 
Johnstown, Pa.—Union Radiator Co, 
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Has extra 


Providence—Allen & Reed, Ine. 


THE MAHONY 


Sectional Water Boiler 
The Boiler with the Good Points 


Made of cast iron, so heavy thatit will not corrode 


or wear out. 


Requires no brick work and can be set up complete 
in from one to two hours. 


Direct surface is so arranged as to bein a measure 
self-cleaning while its revertible flue surface is 
easily accessible for removing any accumulation 


of soot. 


Catalog for the Asking 


The Mahony Boiler & Radiator Co. 


ER OYS Neays 


INCREASE YOUR HEATER TRADE 
WITH THE JEWELL CONTROLLER 


HE $s steady, reliable 
working of this auto- 
matic device for heat 
regulation is your best 
guarantee of satisfied customers. 


It doubles the heating comfort, 
while cutting fuel expense. 


The best ally for any heating 
plant, a big advantage to the cus- 
tomer and protection for you is 


eWELL 


HEAT 
CONTROLLER 


SUBSCRIBERS 


It is infallible in aetion; more 
than satisfying in results; makes 
any kind of heating plant reflect 
credit on the maker and dealer— 
because it insures steady and 
perfect combustion of coal by posi- 
tive regulation of drafts. 

Besides this fuel economy it saves 
enormously in labor and health. With 
the Jewell Controller at the helm, any 
heating apparatus you. sell or make is 
bound to give your trade the comfort 
and economy which mean prestige and 
profits for you. 

And we stand back of you with a 
guarantee of service. Write today for 
prices with full details and literature. 

Address 


Jewell Manufacturing Co. 
28 Green Street 
Auburn, N. Y. 


Will Please Mention This Journal 


when Writing to Advertisers 
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Take Your Pick 
: Sf LHe 
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Heating Jobs in Your Town 
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Discerning Builders Select 
“Moline” Heating Contractors 


Big or little jobs—no matter whether it’s the heating in- 
stallation for a bungalow, cottage, big apartment or large 
college building, the Moline system is just as well adapted, 
and just as simple wherever applied. With 


success is yours—because there are not a lot of automatic, pneumatic 
fool-matie or any other ‘“‘matic’’ valves on the radiators, nor any 
complicated pumps and exhausting devices to keep you awake nights 
attending to complaints. Your steam-fitters can work from our plans 


without delays or mistakes. 


Your Reputation Like a Bank Account 


Many a heating contractor with a bank account has gone broke 
after losing his reputation as an honest and capable workman. 


Many have lost their reputation because they have listened to a 
lot of fairy tales, trying other people’s experiments at their own loss 
and believing what every salcsman and advertiser says regarding the 
wonderful performance of his material or apparatus. 


|L/ECTOR 


Our 20 Years Experience Backs You 


Take our advice, and connect with a thoroughly reliable and honest 
heating system backed by a reputation. And do your part to co- 
operate with them by installing good work. 


The reputation will then be yours, as well as the bank account. 


Compare the MOLINE SYSTEM with all others, point for point, 
then compare what we say to you, and most particularly what we 
don’t siy. 


Don’t deceive yourself, and don’t expect impossibilities. We have 
helped many good contractors to retain their reputation, and to keep 
abreast of the times. 


Ask our representatives. A list of them will be given upon re- 
request. Write for 


A Valuable Book on Heating Free 


Send for our Contractor’s Catalog—besides telling all about the 
Moline System it gives a great amount of valuable information on 
the proper installation of heating systems, which may prove profit- 
able to you. 


Moline Vacuum-Vapor Heating Co. 
DEPT. A, MOLINE, ILLINOIS 


A Fearful Condition 


Editor THE PLUMBERS’ TRADE JOURNAL: 

I wish to call the attention of the readers 
of THE PLUMBERS’ TRADE JOURNAL to a very 
unhealthy and dangerous condition which 
recently caused an epidemic of typhoid 
fever in Benton Harbor, a resort near St. 
Joseph, Mich. The source of Benton Har- 
bor’s water supply is from the St. Joseph 
River. The inlet to the city pumping sys- 
tem is a large pipe with no strainer over 
the opening. 

An investigation by state authorities 
after 1,200 people were afflicted led to the 
finding of the body of a negro and his 
Newfoundland dog, drowned years before. 

The bodies were found beneath the mouth 
of the intake pipe near the middle of the 
stream. They are believed to have been 
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Strainer Which “T. K.” Believes Would 
Separate Refuse 


drawn there by the suction of the water, 
probably shortly after the drowning. Scores 
died from typhoid fever during the epidemic. 

The negro went to the river for a swim, 
and fell from the diving board into the 
water, being taken with cramps. The faith- 
ful dog went to the rescue, but the negro 
grasped it so tightly that both went to the 
bottom. 

The city authorities made some effort to 
recover the bodies, but, failing, both 
were soon forgotten. It was reasoned that 
the pair had been caught in an undercur- 
rent and carried down the stream. 

Then came the typhoid epidemic, and 
despite all efforts it would not recede. 
Authorities insisted that the water was 
pure, but encouraged the people to boil it, 
which finally aroused some suspicion and 
the situation was brought to the attention 
of the state board of health. 

I believe that a strainer such as shown 
on sketch herewith would prevent any 
refuse from entering the mains. This 
method has been followed in other localities 
with fine success. 

Grand Rapids, Mich. aera re 
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Central Station Heating Mains 


Editor Tus PLUMBERS’ TRADE JOURNAL: 


AM herewith enclosing a pencil sketch 
[ of a gravity steam heating system, 
with buildings up the street to be 
heated with exhaust steam from an electric 
light plant. I would like to have you sub- 
mit to me a sketch showing the proper lay- 
out for this kind of a heating system. I 
would also like answers to the following :-— 
How much drop to give the steam main 
to the old boiler up the street. ‘ 

What size return pipe to run. 

How to make the connections at the 
boiler. The boiler outlets are higher than 
the points marked A. 

How to get the water back to the boilers 
without any great expense for machinery. 

Will it be advisable to make a bleeder 
connection from the steam main to the re- 
turn main at point A? 

Would you advise the use of condensation 


meters, and how would you connect the 
Would you place the traps and meters 
the building walls? 
The piping shown is based on the raq 
tion shown, only. | 
Please advise me giving your suggestic 
to improve results. 


Ove. N| 

The first thing that is apparent fr 
the “O. H. N.’s” sketch in Fig. 1 is that { 
mains shown are too large, unless it. 
intended to make them carry more 
diation at some future time. Aside fr 
the first cost question it is important | 
hold down the sizes of street mains 
the minimum, as the loss. of heat y 
be considerable, even with the best qi 
struction. The loss of heat is m 
nearly proportional to the surface . 
the mains than it is to the pressure ¢. 
ried in them. ry 

The conditions to be met with str 
heating mains are different from thi 
on a boiler heating job. The supply | 
heat is usually steadier and a consid 
able drop in pressure can occur withi 
the bad results that would follow a pr’ 
sure drop where the water is returt! 
by gravity to a boiler. 

In considering the pressure drop ‘: 
back pressure on the engines furnish: 
the exhaust steam must be consider 
This back pressure question is not | 
important as many engineers consider) 
This is because the heating plant di 
not always require the same amount) 
steam. The greatest amount is usué 
required the first thing in the morn: 
when the buildings are opened up | 
the day’s work. 

At this time there is usually the le) 
load on the engines and they can ¢a| 
considerable back pressure without | 
results in any way. Then when the) 
creased load comes onto the engines | 
buildings have been well warmed ani 
very considerable less steam is requi( 
so the back pressure can then be redud 

To secure results with this sort) 
operation, all the heating piping 1 
be properly designed and erected so t! 
whatever steam is delivered to the my! 
will be uniformly distributed to all | 
radiators. A study of the methods | 
lowed by the vapor heating compal! 
will give much light on this subject. 

In the case under discussion a! 
main will be ample to carry all the 1! 
shown by the sketch with a very () 
siderable addition if conditions sho! 
require it in the future. There | 
cases where 4” mains are carrying {!! 
10 to 12 thousand feet of radiation ¥! 
long mains and low pressures, but th 
mains are overloaded due to conditi! 
that could not be seen when they W' 
installed, and it is not recommended 
load street mains so heavily. | 

Most street mains in central heats 
plants are greatly overloaded, beca 
the service they give is ordinarily ' 
superior to the heating service thal! 
usually given with individual boilers tv 
more business is offered than can’ 
seen when the mains are erected. ( 
siderable study must therefore be gli 
to all the conditions before the capa’: 
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e mains in a street installation is 
ed. 
» amount of drop given to street 
; is not important. The requirement 
at the mains be run so they will 

dry quickly. They may be run 
jead level for considerable distances, 
ris is not the best practice. A drop 
e inch in fifty feet is sufficient, but 
nains must be laid with care so 
will not settle. 
”” return pipe is large enough for 
ad shown by the sketch. A smaller 
yould do but it is not well to use 
ing less than a 2” return under- 
id because it is permanently buried 
2 little rust or scale will quickly 
own the capacity of a smaller size 
pe. In this connection it must be 
mbered that return pipes under- 
id deteriorate more rapidly than 
1 mains. Unless there is a scarcity 
od boiler feed water at the lighting 
it may be advisable not to spend any 
y on a return line, and waste con- 
tion into the sewer at each building. 
s suggestion will probably be con- 
d rank heresy by some people, but 
likely that the money wasted by 
apid deterioration of expensive un- 
ound mains is a very respectable 
ntage of that lost in the heat of 
d condensation. 

2 shows how the connections 


is low enough to let the return main 
drain into it, the simplest method of 
getting the water back to the boilers is 
to let it run into the feed water heater. 
From here the boiler feed pump will 
handle it. However, if the feed water 
heater is not low enough the water of 
condensation must be pumped. In this 
case a return pump and receiver may 
possibly be the best to use. The re- 
ceiver should be set low enough to let 
the water flow into it by gravity. A 
float in the receiver operates the pump 
when the water accumulates in sufficient 
quantity. The pump can put the water 
directly into the boilers, or it may dis- 
charge into the feed water heater. 

Instead of the return pump and re- 
ceiver a return trap may be used. The 
return trap requires the 


least attention and is ‘ 
simpler than a_ steam Same 
oe ee P ye 

pump, but if it is required ° x 
to put the water back x Re 
into the boilers with re 2 \A~§ 
turn traps, two must be Le SY 
used—one set on top x Ng 
of the boilers, and 
the other below the 
return main to lift 3] 43" 
the water into the | ro 15508 
other trap. oa J 

It will not be ad- 7 


visable to make a 


TEES FoR Zoot 


OIL SEPARATOR 
6" vALve 
4 


5° FROM ENGINE 


4A“ FROM ENGINE 


fEEOD WATER 
HEATER 


& STEAM. 


d be made at the boiler. If the 
, Mains must be pitched to drain 
the building, a steam trap must be 
0 separate the water from the 
| in the building and discharge it 
into the return main or into the 
The steam main can then be 
1d up to the ceiling and run to the 
st point on the main from the 
It will perhaps be advisable to 
the boiler connections to have it 
tble in an emergency. 
> returns from the steam mains 
d be sealed if there are more than 
wd connected to a steam trap that 
separate the water from the steam 
gut it back into the return main. 
ist be remembered that the return 
is treated simply as an open drain, 
at a steam trap must be set on 
drip connected to it, to keep steam 
yf the return main. The return 
should be vented to the atmosphere 
‘ch building and at the lighting 


the feed water heater at the plant 


/60- 
“RETURN 
ee ae 
“STEAM MAIN. ZB. 


VALVE 
° RETURNS. 
1° 
| i Our LET. 
NO. 2 BOLeR. 
4600? 


lig. 1—Proper Location of Anchors at B. 
Expansion Provided For 


bleeder connection at point A. It will 
be better to extend the main full size 
into one of the buildings, and drain it 
there as explained under the head of 
building connections. If the main must 
be bled in the street a manhole will have 
to be built and a steam trap set in it, 
to drain the water from the steam main 
into the return main. Steam traps al- 
ways require more or less attention and 
it will be hard to find a more disagree- 
able place to work than in a manhole 
on a heating main when steam is on the 
main. 

Advice whether or not to use meters 
cannot be given without a detailed study 
of all the conditions. Sometimes con- 
densation meters are a losing investment 
to a central station heating plant. The 
question of condensation meters is one 
to be settled by the party selling the 
heat. If the owners of the buildings 
are to pay for their heat on a meter 
basis it will pay them to look up the 
various vapor heating systems, for these 
insure a more economical use of steam 
than can be secured in any other prac- 
tical manner. If condensation meters 
are used they must be set high enough 
to drain by gravity into the return 
main and the steam traps must dis- 
charge into the meters. Economy 
coils are very necessary when meters 
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DETROIT MICHIGAN 


PROGRESS IN BOILER 
CONSTRUCTION 


Is typified in the Capitol-Winchester Boiler. 
It is the expression of advanced ideas 
of expert heating engineers. 


Rotary Duplex Grate 


The Capitol-Winchester is the first boiler manu- 


factured with a Rotary Duplex Grate. This vrate has 


two parts—an outer annular ring which rotates on_ ball 
bearings and has a slight pitch towards the centre of the 
boiler, and an inner basket like section in two parts, which 
when in position is slightly lower than the outer ring. 
Shaking the outer ring from left to right slices the 
fire, and a quarter turn of the duplex section cuts out 
clinkers. Because of its concave surface, this grate has a 
larger area than the ordinary grate used in round boilers. 


The taper or the firepot throws the effective heating surface 
in direct travel of the heated gases of combustion. The depth of the 
firepot insures ample coal carrying capacity. 

The Capitol-Winchester is a composite masterpiece of engineering 
skill and is built for efficiency. Write for booklet on this efficient round 


boiler. 


LNITED STATES FPADIATOR (ORPORATION 


General Offices, DETROIT, MICH. 
Branch offices and Showrooms 


3-5-7 West 29th St. 
Boston - - 235 Congress St. 
Philadelphia - - 122 North 18th St. 
Washington,D. C. Metropolitan Bank Bldg. 


New York Cleveland 1419 Schofield Bldg. 
Chicago 184 North Dearborn St. 
Detroit - - 139 Jefferson Ave. 
Minneapolis 501 Washington Ave.,So. 


Baltimore 709 North Howard St. St. Louis 14th and Pine Sts. 
Pittsburgh - Fourth Ave and Wood St. Omaha - - 916 Farnam St. 
Butfalo . Fidelity Trust Bldg, Kansas City 220 East 10th St, 
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That’s What They Wan 


In Their Bathroom 


gh SIE BATH in which the temperature of 
the water is under absolute control at all times. 
The Ingham Shower Mixer, is the only appliance that 
will do this exactly right. 


You wouldn’t think of putting tn your 
own home a shower bath without the 


Ingham Shower Mixer ! 
is indispensable. 


You know it 


People who would see the Ingham Shower Mixer 
somewhere else—and did not have it at home—would 
have a poor opinion of whoever put in their bath 


The Ingham 
Shower Mixer 


Is the Most Perfect 
Shower Bath Mixer 


fixtures. 


in the 


Used and recommended by Leading 
Clubs, Hotels, Gymnasiums, Municipal 
Bathing Houses, Sanitariums, Colleges, 
Industrial Plants and Private Residences. 


READ THIS! 


See what These Great 
Architects Think of 
the Ingham Shower 
Mixer. 


The Calumet & Hecla Mining Co., 
Calumet, Michigan (Architects Charlton & 
Kuenzli, Marquette, Mich.) recently built a 


public bath for the town and gave special 


attention to devices offered for mixing and 
controlling steam and cold water. 


Through their engineers and experts each 

device was given a fair trial to show what it 

could accomplish. As usual, the Ingham Shower Mixer was far ahead of 
any of its competitors and was adopted for use throughout the new bath 


house. 


In fact, the architects were so impressed with the economy and 


safety of the Ingham Shower Mixer, they provided an individual mixer 
for each bath tub instead of heating their water in the usual way. 


South Park Playground Field House No, 4 Chicago 


D. H. Burnham & Co., Architects, specified the Ingham Shower 
Mixers and Ingham Shower Valves for field House No. 4, built for the 
South Park Commissioners of Chicago. There are now in operation 45 
Individual Ingham Shower Mixers and in addition, several of the larger 
size for multiple showers. All are being operated with hot and cold water. 


A Bath Room Without the Ingham 


Shower Mixer is an Unfinished Job 


Write today for Price Lists and all particulars 


IMPERIAL BRASS MANUFACTURING CO., 


Department 189—Harrison Streetand Center Avenue 


Chicago, Illinois 


are used to determine the cost of heat- 
ing a building. 

The water of condensation as it leaves 
the steam traps contains much of the 
heat that is delivered with the steam, 
and the purpose of the economy coils 
is to keep as much of this heat in the 
building as is possible. The economy 
coils are therefore connected as indi- 
rect radiators, and they are usually made 
to equal 20% of the radiating surface 
supplied with steam. Economy coils are 
not very efficient and in addition to the 
freezing risk it is sometimes impossible 
to use the heat to advantage in the only 
location possible to set an economy coil. 

Vapor heating systems get around 
these objections by making each radi- 
ator carry its own _ percentage of 


STeéam TRAP 


(MN BUILDING. 


FPADSATOR. 


FSI L DY PIPE AIR WALVES. 


» FOR BUILDING. 


ECONOATY COlL 
BOY, OF RAD/ATION 


SET AS AN INDIRECT 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEY 


an expansion joint or swing in it, 
One of the most essential requireme: 
of successful underground steam ma 
is complete drainage. The tile insulat: 
shown in Fig. 3 gives this positively, 
any water that leaks into the tile fc 
along the bottom without coming in ¢ 
tact with the steam pipe until it reac 
the buildings or other drainage point 
The insulation shown consists 
standard pipe covering wrapped witt 
double layer of water-proof paper wo 
on in spiral strips, and held in p] 
with copper wire .also wound sgpira 
This with the air space and drain; 
given by the large tile make about 
durable construction as can be secu 
with a minimum first cost. The ret) 
in a sewer tile of proper size and the 


% SERVICE VALVE. 


MAHE SWING CONNECT 
AT TRAP FOR EXPAWS/0 


VENT PIPE. 
FULL SIZE TEE. 
—— : 


STEAM FROM Srke 


FETURN MAIN, 
‘REDUCING ELL. 


STEAM TRAP TO DRAIM 
NIAIN (N STREET. 


Fig. 2—Method of Making Connections a t Boiler in Ceneral Heating System 


economy coil so that the bottom of the 
radiator is always cold. In this manner 
all the heat in the steam is put where 
it is needed. 

Carefully compiled records show that 
vapor heating saves from 10% to 30% of 
the steam as compared with ordinary 
steam heating. 

The traps and meters shouid by all 
means be set in the building. If they 
are set in the street, manholes must be 
built for them, and it is very difficult 
to inspect and repair this kind of appa- 
ratus in manholes. Out of sight, out of 
mind, is the case with traps and meters 
just as much as it is with anything 
else, and traps and meters require more 
attention to keep them operating than 
almost any other machine that can be 
named. 

The same line of reasoning applies to 


WCEMENT: TOR 


Fig. 8—Support for Main in Conduit; 
Pipe, and a Good Method of Insulating Heat Mains in Central Heating 


expansion joints, one of which is shown 
on the sketch submitted. If the mains 
are anchored at point B in Fig. 1 it will 
be an easy matter to make all the neces- 
sary provision for expansion at the con- 
nections in each building. Provision 
must also be made for lateral movement 
where branches are taken off the main. 
This is easily accomplished by cutting 
the plate shown in Fig. 3 that centers 
the pipe in the tile, if tile is used under- 
ground, off square instead of making it 
a half circle to fit the pipe as shown. 
By a proper arrangement of anchor- 
ages and turns, steam pipe may be run 
great distances without any swings or 
expansion joints. One installation that 
was installed a year ago is a run of 
1,200 feet of 12”, 10” and 8” pipe without 


DRAIN HOLE?) 


space provides ample insulation. 1 
type of underground construction 
proven very satisfactory in many ing 
lations. 

It will be advisable to locate the 
separator near the feed water he 
instead of where it is shown on 
sketch. Oil separators require const 
attention to keep them in working 
der, and the more accessible they 


_made, the more certain it will be | 


they will receive this attention. 
ing the oil separator will make it 
sible to arrange the live steam con 
tions so that the heating mains maj 
operated with live steam, independe 
from the engines. | 

One large electric lighting station | 
also operates a heating system 1 
nearly five hundred thousand feet 
radiation connected to it, finds after 


J" MOULDED COVERING | 

WRAPPED WiTH 2 SPIRAL 
TRIPS WATER PROOF 

PAPER. 
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ee 
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42° TILE, 


Placed in Tile Conduit to Center 


years of very careful study of its ( 
ating costs that it can supply live st! 
to its customers for less expense | 
it can sell them exhaust steam. xh! 
steam heating is not always a clear } 
ing of.something that would other! 
go to waste as many institutions } 
learned after some very costly experi 

The live steam connection shoul’ 
made through a pressure reducing V' 
so that the steam delivery to the §: 
mains can be controlled. 

It may be of interest to “O. H. N 
know that the vapor heating SY’ 
people make plans and specifications 
work of this kind, without cost W 
their apparatus is used. Their ‘ 
operating engineering services can © 
be profitably used by heating contrac 
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Chapter IV. 


HEN Mrs. Asket came in 
the other day to see how 
Bill was getting on, she 
found him busy kindling 
a fire in a little old wood 
stove in the rear of the 
and making quite a muss doing it, too. 
ad scattered several pieces of paper 
e floor when he was starting the fire, 
ad managed to get the splinters pretty 
strewn around the place where he had 
jumping on the crate boards to smash 
into short lengths and he had also got- 
yme ashes on the floor where he had 
1d out the ash-box underneath. Take 
in all, he had a very untidy looking 
Mrs. Asket was naturally neat and 
a litter started an idea which she was 
low to hand out to Bill. 
ll,” she said, “don’t you think you 
ery unwise from a business point of 
and also very untidy to keep that old- 
med one-horse stove with its smoke 
irt right here where everybody will see 
en they come in? Just stop and think 
a woman who has heard about all the 
iness and advantages of steam heat 
tt water heating would think if she 
into your shop and saw how you (who 
upposed to know all about heating) 
solved your heating problem. Don’t 
hink she would be filled with doubts 
a man who so evidently and plainly 
not practice what he preaches?” 
meditatively scratched his head on 
ide even though it hadn’t thought of 
g there, then scratched it on the other, 
to be impartial. ‘Well, Mrs. Asket,” 
id, “I guess there is something in that, 
What would you suggest as a better 
out of it?’ 
uven’t you got some old radiators down 
of various sizes and styles?” 
hy, yes,” said Bill, “I’ve got about 
e or so, but there are hardly two of 
alike.” 
ist the thing,’ exclaimed Mrs. Asket, 
' why not bring up say seven or eight 
ose for samples and set them along the 
on one side of your shop here, and 
ct them up with a little boiler which 
can put downstairs in the cellar? 
you can get heat enough from that 
ep your basement dry. Besides this, 
4 would run a pipe upstairs for me, I 
l pay part of your coal bill and not 
to look after my parlor stove this 
r. It could all be done in your spare 
and the boiler you could well charge 
vertising. 
‘ter you get your radiators nicely 
sd up and with bright new fittings 
could keep your showroom here _ per- 
clean and when a customer comes in 
may be thinking of putting in steam 
or who is dissatisfied with his furnace 
mething, you can say, ‘Yes, of course, 
over here, sir, you see what is ac- 
lished when we put in your steam or 
water heating system. See, here are 
al styles of radiators to suit individual 
} and locations. Now there is no dust, 
or noise from any of our systems, 
s0ever; see, this one is cold, now I 
it on, now you can feel the first sec- 
setting warm, no cracking of pipes or 
lering, just the gentle and friendly hiss 
e air valve while the radiator is get- 
hot. There now! The air valve has 
ed! The radiator is hot from end to 
Could you have anything nicer or 
er than that?’ Mrs. Asket stopped 
3t out of breath. 
think,” said Bill, “that the selling 
Y you have has already disposed of 
steam heating system. I will be the 
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purchaser and I will sit right down and 
order a boiler big enough for the shop and 
upstairs if you will buy half the coal for it.” 
“Most certainly,’ said Mrs. Asket, ‘and 
I think we will both be much better off.” 
Bill sat down and had a deep think with 
himself which lasted fully fifteen minutes 
after Mrs. Asket had gone. “It’s going to 
cost a little something,’ said Bill to him- 
self, “but, confound it! The woman’s right 
about it. Now why didn’t I think of that, 
myself?” 
HEN Mrs. Asket stopped into see 
W Bill on a following morning she 
was feeling very good because it 
was about the first of the month and she 
knew Bill’s rent was due. Her feelings 
changed somewhat, however, when Bill 
asked her to wait a while longer as he had 
some bills outstanding on which but little 
had been paid. 
“Bill,” said Mrs. Asket, “I’m very much 
surprised; I thought you were doing quite 
a paying business, and the way you have 
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thing that is actually a loss when you count 
all your expenses up and proportion them.’ 

“And I did, Bill. I got things down to 
where he drew his salary every month out 
of the business, kept his investment in his 
stock exactly the same and all superfluous 
cash was banked for future expansions and 
increasing the business.” 

“Well,” said Bill, “that is quite a fine 
thing but doesn’t it take up a lot of time 
to figure all that out and everything?” 

“Not such a great deal,” said Mrs. Asket. 
“Why, I used to do all the charging and 
figuring for each day’s business in about an 
hour or two every evening. Why, you could 
get a little girl to do this for you after 


school at two or three dollars a week 
easily. It is not hard after you once know 
how.” 


“Yes,” said Bill, “but that means two or 
three dollars a week extra expense, and 
I’m having hard work to just about get 
along now.” 


“But,” said Mrs. Asket, “if she finds out 
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“She Found Him Busy Kindling a Fire in a Little Old Wood Stove in the Rear of 
His Shop and Making Quite a Muss Doing It’ 


got your steam heating fixed up ought to 
catch the eye of quite a few- people.” 

“So it has,’ said Bill, ‘‘and while I have 
been doing a lot of work at good pay and 
all that, I never seem to have any money 
ahead. There are always three bills due 
and waiting to be paid for every one 
that I can collect myself.” 

“Well,” said Mrs. Asket, “before my hus- 
band died he was in business a few years 
for himself and I kept all his books. He 
found out by carefully keeping track of all 
his expenses that in many enterprises, on 
which he thought he was making money, 
he really lost on account of the fact of hav- 
ing to pay for rent, light, heat, cartage and 
a lot of other incidentals that he never 
considered in making up his prices and in 
figuring his profits. Then he never knew 
(until I got after him) how much he was 
putting back in the business. 

“Why, if he had a couple of hundred dol- 
lars at the end of the month he couldn’t 
tell whether he had made two hundred dol- 
lars or if he sold out two hundred dollars’ 
worth of stock which would have to be re- 
placed later on. Well, I just got after him 
and I said, ‘Look here, John Asket, some 
day you'll either starve to death or go broke 
on a good business, simply because you don’t 
know what you are making and losing. 
I’m going to put you where you know, if 
you sell fifty dollars’ worth of stuff, whether 
you are making $12.98 on the deal or los- 
ing $4.271%4. There is no use of your run- 
ning around half a day trying to sell some- 


where you are losing $5 in the course of 
the week or a way that you can save $5 
every week, don’t you make the other two 
dollars as decreased expénse over and above 
what you pay her?” 

Bill was a plumber and a good one, but 
here was something most decidedly out of 
his line. ‘“I’ll think it over, Mrs. Asket,” 
he replied, and he did, but could arrive at 
no definite conclusion beyond the fact that 
it might work, so he simply went on plumb- 
ing just as he had been doing all his life 
so far. 

FTER waiting a week over time, Mrs. 
A Asket had at last received her rent 
money from Bill, and, being a 
woman of no bashful disposition, she re- 
solved that if Bill would not help himself, 
he would have to be pushed along. You 
can easily see that Mrs. Asket would have 
been found in the front rank of any suffrage 
parade organized within a hundred miles of 
her vicinity. So, bright and early one day, 
in she walked tugging a more or less re- 
luctant girl about 16 years of age by the 
hand and cornered Bill before he could run. 

“Now, Bill,” said Mrs. Asket, “this is 
‘Sary’ Green, Mrs. Green’s girl over across 
the street, and she tells me she will come 
over every day after she gets home from 
high school and keep your accounts for 
you if I show her how to do it.” 

“But ” said Bill. 

“Now, ‘Sary,’” said Mrs. Asket, “you come 
right in here at four o’clock and I’ll come 
down and show you how to start. You'd 
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HOT WATER 


By 


IThe 


(Patented) 


To Increased 
Business @ Profits 


The “Superior’’ gives satisfac- 
tion to your customers, and their 
installation invariably brings an 
order for other plumbing fix- 
tures. 


It helps to build up your business. 
The “Superior” is easy to install, 
no expensive return trips. 

It affords you a nice margin of 
profit. 

Your customer demands service— 
economy—safety, the ‘‘Super- 
ior’’ meets the demand. 

Write today for catalogue No. A- 
12. Tell us the name of your 
jobber. 


Bastian-Morley Co. 
Schiller Bld’g. Chicago, Il. 
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Of Assurance 


Vulcan’’ 


(IMPROVED PATTERN) 


Chain Pipe Wrench 


service is made absolutely dependable without additional 
cost but the service is worth more to you than the full 
cost of tool. 


To insure proper service,each Flat Link Chain is 
“‘proof-tested”’ in astandard tension machine up to 
two-thirds ofits breaking strain listedin table. 
Each Chain, so tested, is stamped O (circle) on the drop- 
forged swinging link, thus absolutely establishing the 
safety-factor and reliability of every wrench. 
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J. H. WILLIAMS & CO. 


Superior Drop-Forgings 
75 Richards St. Brooklyn, N. Y. 
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Figure No. 190 


WATER SUPPLY SYSTEMS 


Operated by 
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ELECTRIC SERVICE PUMPS 


are the ones which give permanent satisfaction to the user, and bring more orders to the dealer. 
Write today for Bulletin. 


The Vaile-Kimes Co. 41 So. St. Clair St., Dayton, Ohio 
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Vacuum Cleaners 
Broomell’s “Victor’”’ 


Electric Stationary for all kinds of buildings. 
Electric Portable, weight 55 pounds. 
Country Homes Special for use with Gasoline Engine. 


Victor Cleaner Company, Manufacturers 


York, Pa. 
Style A Stationary 2% 


better get her a table of some sort, Bill, 
and some pens and ink and a pad. You 
have letter heads and envelopes already and 
I guess I can find some of my old account 
books upstairs that she can use. She says, 
Bill, that she will try it for the first month 
for $2 a week and if she does all right and 
you are satisfied she will come right along 
for $3, just as I told you. Now, don’t for- 
get the pad and table, Bill, and I'll be down 
at four o’clock sharp. You be sure and be 


here, now, ‘Sary.’” 
“Yes’m,” said ‘Sary.’ 
“But——” said Bill. 


“Please don’t stop me now, Bill,” said Mrs. 
Asket, “I’m late as it.is and I want to get 
down to Epstein’s Bargain Store before all 
those one-cent towels are sold out at ten 
cents a dozen.” 

HEN Mrs. Asket came in at four 
W o’clock to start “Sary’” Green off 

on the beginning of her business 
career, she found that “Sary’ had not yet 
arrived. Bill had borrowed’ a card table 
from some one of his acquaintances and 
the pad was on top of it. Mrs. Asket sat 
“Sary” down and told her to start her ac- 
count book with the outstanding accounts, 
which Bill would give her, assigning a page 
and a number to each account, and to allow 
a page and additional number to each new 
job as it came in. 

“Now, ‘Sary,’” said Mrs. Asket, “with 
these jobs that Bill has already, the damage 


is done and you cannot very well get any- — 


” REVI 


thing out of them; about all you can. 
to use them to charge up time ana ma(| 
just to keep things straight. But o 
new jobs that come in I want you to. 
a note of every fitting used and what 
and how many hours each day Bill an 
of his men he has work on it, Mak: 
charge up his time and his men’s | 
night before you go home. See that ] 
counts for a full day and if he has 
estimating or doing work like fixing )| 
shop and that sort of thing which ( 
be charged to any other, you just put 
a separate sheet in the book and ih 
‘Shop Expense.’ At the end of the 
Yll show you what to do with it.” 

“Sary” started in and when Bill ca 
he meekly .gaye her a list of all hi 
standing accounts and the amount of 
also the jobs he was working on. Ty, 
told her on which of the jobs he had) 
his time that day and likewise the { 
he had taken out and on what jobs } 
used them. : f 

“Now, Bill,” said Mrs. Asket, “I wa 
to make a list of every article you h| 
stock and then give ‘Sary’ your rej 
bills so we can go over them and fj 
what these things cost you.” 

“Say, Mrs. Asket,” said Bill, “ti 
some job, believe me, to make a | 
everything I have in the shop!” | 

“I know it is,” said Mrs. Asket, “pb 
only have to do it once a year and j| 
to be done.” 


(To be continued) 
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ANY designs of traps are in 
use but a large proportion of 
them cannot be recommended. 
In several of the more pro- 
gressive examples, the bore 
of the trap is constructed at 

the lower bend with the object of caus- 
ing a complete movement of the water at 
this point when a heavy flow takes place. 
It also tends to prevent local stream lines 
immediately beneath the drip when small 


Wodern Domestic Sani= 
Cation and” Plumbing 


BY A. HERRING- SHAW 


Municipal School of Technology, Manchester, England 
CHAPTER: VI; 
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materially increased during its | 
through the ramp, and in consequel: 
trap is more self-cleansing than one! 
ordinary type. Again, in the ¢ 
shown, the 6-in. inlet to the trap is! 
ally reduced to 4 in. at the dip in th) 
The cross sectional area at that 1! 
less than half that of the inlet. ut 
duction of the bore is taken excef) 
by certain people, who assert tha) 
likely to cause flooding of the hous 


Fig. 28A—Plan of Disconnecting Trap Embodying Contracted Papnciol, 


quantities of water are passing through the 
trap. The contracted principle is embodied 
in the disconnecting trap shown in Fig. 28. 

Quite recently, the “ramp” type of 
disconnecting’ trap, Fig. 29, was intro- 
duced. It will be observed that the 
ramp approach to the trap inlet gives a 
total fall of 1’-6” to the sewage entering 
the trap. There is no doubt about the 
efficacy of this arrangement, where ample 
fall is obtainable as between the drain and 
the sewer. The sewage has its velocity 


in times of heavy discharges of h 
In this, however, they entirely over! 
fact that the discharging capacity o! 
under a head of from 12 to 24 in. is? 
in excess of that of a pipe which 
submerged, but merely discharging ule 
influence of its own inclination. — 

In low lying tidal disuets 
localities where the sewers have ie 
near the surface, they are liable et 
charged periodically. This 18 Sel 
the case in districts that are © 
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Where quality is essential the 

Black and Gold Label is your 

safe guard. It is only placed 

on goods which have passed our 

rigid inspection. You can depend on all 
enameled ware bearing this label 


Iron City is the Quality Line 


IRON CITY SANITARY MFG. CO. 
PITTSBURGH, PA. 
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“SANDS” 
SANITARY 


FIXTURES 


This Closet is specially made for use 10 
to 20 feet below sewer level, 


PLATE S-84 


The “Mohawk” Pump Water 
Closet, round flushing rim bowl, com- 
position combined supply and 
waste pump, self closing foot 
valve. Oak seat and cover, heavy N.P. 
brass post hinges. 


Pump rough, _ with polished 
handie and trimmings - - $70.00 
If mahogany seat and cover 
add - - - - $2.00 


Send for catalog “D’” illustrating complete. 
line of fixtures and specialties 


A. B. SANDS & SONS 
i349 COMPANY i912 


anufacturers of 


PLUMBING SPECIALTIES 
22-24 VESEY ST. NEW YORK, U.S.A. 


NO. 1 TIP TOP 
VENT 


Patent applied for 
Is unique in construction, easy in 
adjustment and a sticker when 
rightly placed. 
For Sale by your Jobber 


Miller Foundry & Specialty Co. 


No. Tonawanda, N. Y 


BOSTON 


ADJUSTAS8LE 


BRACKETS 


FOR SINKS AND TRAYS 


Send for price list 
JOSEPH H. YOUNG CO., 
Boston, Mass. 

Full line of Plumbers’ Supplies 


Johnson's 
Handy Manual 


for Plumbers and Steam Fitters is a 
practical book for practical men written 
by a practical plumber and fitter. Itis a 
compact little volume neatly and strongly 
bound in stiff cloth covered board covers. 
It is of convenient size to carry in the 
pocket for constant reference. 


It sells for one dollar a copy, and may 
be secured from THE PLUMBERS’ 
TRADE JOURNAL FUB. CO., 45 
W. 34 St., New York City. 
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Fig. 28B—Elevation of Disconnecting Trap Shown in Fig. 284. 


rapidly. Under such conditions it is essen- 
tial to prevent regurgitation of sewage in 
the house drains and its ultimate appearance 
in the basement of the house. The ordinary 
design of disconnection trap is useless for 
this purpose; it being necessary to invoke 
the aid of a mechanical device. Generally 
speaking, movable mechanism in connection 
with traps is objectionable and traverses the 
first principles of the design of a self- 
cleansing trap. But where the choice is 
between the adoption of a mechanical trap 
and the flooding of the basement, the former 
is by far the lesser of the two evils. 

Many types of “ball” and ‘flap’ traps are 
offered for this purpose. The “ball” type is 


V most commonly 
Vee used—balls _ of 
iG sheet copper, India 


rubber and vulcan- 
ized rubber compo- 
sition are enclosed 
in the inlets of 
traps that are so 
formed, that when 
the branches to the 
sewers are sur- 
charged the balls 


t 
S Cl 


: 


| 

\ | | 
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D, as indicated by dotted lines, thereby pre- 
venting the flooding of the house drains. 

T is generally admitted that disconnection 
I consists of two parts, viz., the cutting 

off of aerial contact between two pipes 
having distinctly different characteristics, by 
the insertion of. a trap and the provision for 
a free flow of air through the pipe or system 
of pipes that has been disconnected. 

In the case of house drains, the disconnec- 
tion arrangements are considered in conjunc- 
tion with the mode of ventilation to be 
adopted. ; 

In general there are three systems of drain 
ventilation—(1) In which the air is admitted 
to the drain at the point of disconnection 
and as near to the ground as possible and 
passing through the drain against the flow 
of sewage, it eventually escapes at the upper 
terminals of the vent shafts or soil pipes 
fixed at the head of the drain. This system 
is permissible only where there is no risk 
of nuisance or danger by reason of drain 
air escaping from the inlet during heavy 
discharges of sewage through the drain. 
Fig. 31 shows a disconnection arrangement 
with air inlet near ground level. 

The escape of air is to some extent 
guarded against by the pro- 
vision of a reflux valve at the 
upper terminal of the fresh air 
inlet. The valve construction is 
shown in detail in Fig. 31. It 
will be observed that the 
mechanism consists of hinged 
flaps of thin light material, 
which rest normally against a 
seating of gunmetal slightly in- 
clined from the perpendicular. 
The lower edges of the flaps 

y 
are recessed from the invert, 
and in consequence they are 
forced against the seating when 


the air current is reversed. The 


Fig. $81— Disconnection Arrangement 
With Air Inlet Near Ground Level 


are lifted against rubber or gunmetal seatings. 
Copper balls acting against rubber seatings, 
likewise rubber balls with copper or gunmetal 
seatings are not a success. The rubber ball 
or seating rapidly disintegrates under the 
influence of the fatty compounds always 
present in sewage, and in a comparatively 
short time are rendered useless. Copper balls 
on the other hand are easily damaged and 
lose their spherical shape. 

The best material for the purpose is 
highly vulcanized rubber prepared on a soft 
wood core, and in such a manner as to 
give the sphere a specific gravity of about 
0.8 as compared with that of water—i. eé., 
1.00. In certain types of ball traps the 
balls are allowed perfect freedom within 
their enclosures, and in others the move- 
ments are in some measure controlled by a 
simple or compound lever. The disconnect- 
ing ball trap shown in “situ” in Fig. 30 is 
of the latter type. The vulcanite ball B is 
loosely suspended by a double hinged arm 
of gunmetal, the lower hinge having only 
a slight field of radial movement perpendicu- 
lar to the arm, while the upper hinge allows 
of movement in a plane parallel to the line 
A-B (plan). Under normal conditions the 
ball is suspended clear of the sewage flow, 
but in the event of a surcharge of the sewer 
branch, the ball is lifted into the aperture 


flaps are made of mica or oiled 


Fig. 29A—Plan of Trap Shown in Fig. 29 


silk; the latter is preferable, as it is much 
lighter and tougher and has a longer life 
than mica. 

In this mode of ventilation the air is 
permitted to escape through one or more soil 
pipes or special air shafts communicating 
with the disconnecting chamber, and termi- 
nating at a point several feet above the 
ridge of the roof. The fresh air is admitted 
through one or more airshafts or soil pipes 
fixed at the head of the main drain and of 
the principal branch drains and terminating 
several feet lower than the level of the 
exits. With this anrangement, the air in the 
drains travels in the same direction as the 
sewage, and in the event of a reversal of 
the air current, no danger need be antici- 
pated, as the upper terminals of both inlets 
and outlets are well above the safety line. 

This method illustrated in Fig. 27 consists 
in arranging the soil pipes and vent shafts 
in such a manner that intercommunication 


. 


of the main drain and its principal branche; 
is obtained. The positions of the upper ter. 
minals of the vent shafts are determined 
individually, and with due regard to the 
necessity of discharging drain air at the 
highest possible level. The direction of th¢ 


— 


Fig. 29C—Plan of Trap Shown in Fig. 291 


air currents is therefore immaterial. h 
Fig. 27 the soil pipes—A, B, ©, D, B and F— 
may act either as inlets or outlets. 

In this scheme the soil and vent shaft) 
are all of 3%-in. or 4-in. solid drawn lea 
pipe weighing 24 lbs. per lineal yard. The) 
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Fig. 29—“Ramp” Type of Disconnectin 
Trap 


are connected to the drains by means ¢ 
rest bends constructed to a large radiu| 
The lower end of the lead pipe is covered wil) 
a sheath or ferrule of gunmetal; the pil 
passes completely through the ferrule and | 
turned round the end of the same. T! 
joint between the sheath and the socket 


made by means of gaskin and metallic lea) 
The writer has successfully used Portlat 
cement instead of metallic lead; it 4 
ing more speedily applied, cheaper 

not adversély influenced by considerab 
changes of temperature. (To be continued 
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é. Outings 


of Our Trade Everywhere = 


‘he Quarterly Meeting and Annual Outing of the Mary- 


land Association of Master Plumbers at. Miller’s Park, 
Dundalk, Baltimore, Aug. 29, of Unusual Interest, 


HE quarterly meeting of The 
Association of Master Plumbers 
of Maryland, at the  head- 
quarters, Knights of Columbus’ 
Hall, on Mulberry street, and 
the outing which followed at 
‘iller’s Park, a resort at Dundalk, just 
itside the city’s limits, will probably be 
corded as two of the most important as 
ell as successful events in Maryland 
umberdom. 
Early in the morning, rain appeared and 
was feared that all the efforts by the 
ntertainment Committee had been in vain. 
owever, Secretary and Chairman August 
Hidman had previously made arrange- 
ents with the weather man and long before 
e guests began to assemble, old ‘Sol’ ap- 
ared in all his glory and any uneasiness 
yout climatic conditions was thenceforth 
inished. 
First to arrive on the scene were the Wil- 
ington boys in tow of Chief Guide W. H. 
itchell of Baltimore. Mr. Mitchell, with 
s usual happy smile, had prepared a little 
unt for his guests in an inspection trip 


esdames C. Lauterbach, F. J. Knell, 
Wm. Mylander, L. Winchester, A. 
Malthan. Messrs. Wm. Mylander, Al. 
Edwards and Mrs. A. V. Eidman 


the new sewage disposal plant and pump- 
g station at Back River. This is a part 
the new $6,000,000 sewerage system now 
idly nearing completion and those present 
loroughly enjoyed being shown about. The 
arty afterward joined the outing crowd at 
le park, 

Secretary Eidman proved himself the 
ittle fixer’; no man could have been more 
lert to provide for the comforts of his 
uests. His selection as chairman of the 
ntertainment Committee could not have 
sen better made, for many of the joys of 
le day were due to his indefatigable labors. 
S soon as the guests were seated, he sup- 
ied all with Havanas, with the invitation 
) smoke-up. 

Cigars aglow, President Frank J. Knell 
scended to the rostrum and called the meet- 
§ to order and apologized for what he 
aimed a secant attendance, but explained 
‘at many of the members had gone direct 


rrangement Committee — August Mal- 
than, A. VY. Hidman, J. J. Pirie, 
Frank J. Knell, Adam Sny- 
der, Chas. Frederick 


to the park accompanying their families. 
The President then introduced National 
President Frank J. Fee, National Treasurer 
Wm. McCoach, Wm. Conradis, Past Presi- 
dent Walter D. Nolan, who occupied seats 
upon the platform. 

National President Frank J. Fee then 
arose and spoke upon the strength of the 


Jas. Wharey, Robt. W. Kramer, J. Thos. 
Hall, W. I. Mentor, Inspector Ed- 
ward P. McKay, Wilmington, and 
W. H. Mitchell, Chief Guide 


National Association and compared it with 
the federal government for solidity. He 
impressed upon his hearers the success 
which has been and can only be obtained 
by the support of the state and local or- 
ganizations and that each individual was 
expected to shoulder his portion of the bur- 
den and strive to keep the National Asso- 
ciation of Master Plumbers, as it has been, 
the most closely-woven and strongest fra- 
ternal trade organization in existence. Con- 
tinuing, Mr. Fee touched on the _ brother- 
hood exhibited during the panic of a few 
years back when difficulties pressed him and 
how some of the members opened their cof- 
fers to him and would accept no security or 


Miss Nan Frederick, Frank Trainor, 
Miss Rena Eidman, Miss _ Cecile 
Frederick, Miss Bessie McAndrews 
note. He feelingly referred to this occasion 
as one of the proudest of his career, to be 
able to lean upon such true friends, the 
like of whom were not to be found in any 

other profession. 

National Secretary McCoach was then 
called upon and created some little amuse- 
ment when he referred to the National 
President’s remarks and said that he would 
not speak on the same theme. Mr. McCoach 
said he wanted particularly to hear Past 
President Walter D. Nolan of the District 
of Columbia, so would address them after 
Past President Nolan. 

Past President Nolan spoke on attendance 
at meetings and emphasized the fact that he 
considered it an asset in his and in every 
other member’s business that a member at- 
tend his association gatherings and that he 
liked to converse on no better subject than, 
that nearest his heart, the master plumbers’ 
association. He said that his time spent at 


meetings was more than paid for and also 
that honest work, and affiliation with the 
association was largely responsible for the 
association’s healthy growth. 

Mr, McCoach again addressed the mem- 
bers, referring to the famous hospitality of 
Maryland and his pleasure at being so for- 
tunate as to be present. The national treas- 
urer declared that the National Association 
of Master Plumbers was the strongest trade 
body known, 

Mr. McCoach said of the association that 
it was born in New York but was raised 
and developed in Baltimore and in conclud- 
ing mentioned the high pinnacle of promi- 
nence and success which it now occupies. 

Wm. Conradis of Washington, D. C., who 
accompanied President Nolan, was then in- 
troduced and said that having heard so much 
of Maryland hospitality and being induced 
by Mr. Nolan, he had decided to visit the 
outing of the Monumental City master 
plumbers. 

Past President John Trainor dwelt upon the 
business acumen and ability of the trade, their 
standing in the commercial world and that 
the craft now had the respect and admira- 
tion of the public in general, obtained only 
after years of honest toil and square deal- 
ing. He said that the association aimed 
high, that the aspirations of all the mem- 
bers were to improve conditions for their 


i] - 


C. R. Weaver, G. F. Koerner, Frank 
Trainor, J. H. Kreh, Maryland Outing 


mutual benefit, assisting such as required 
succor, financially or othewise. 

Commenting on Wm. Rothrock, known 
throughout plumberdom as ‘Maryland’s 
Grand Old Man of the Craft,’ the Past 
President said it was his pleasure to witness 
the fruits of the services of that energetic 
servant in the interests of the association in 
the past thirty years. 

Next and perhaps the most applauded 
speaker was Wm. Rothrock, one of the old- 
est master plumbers in the country and 
one that has continuously served his or- 
ganization in some capacity since its incep- 
tion thirty years ago. Mr. Rothrock, with 
his customary politeness, complimented the 
previous orator and said that since he 
had so fully covered the ground there was 
little left for him to discourse upon. He 
urged the importance of attending meet- 


Miss Nan Frederick, “ Billy” McCoach, 
Miss Bess McAndrews and W. H. 
Mitchell and Robt. W. Kramer 


417 


The 
Silent 
Partner 


I make friends easily. 


Every wide - awake 
plumber likes me. 


I bring good will. 


They find my ac- 
quaintance pleasing 
and profitabie. 


Every user swears by 
me. 


I promote comfort, 
convenience, health 
and sanitation. 


I am always on the 
job. 

My up-keep is small. 
I last a life time. 


My work is accom- 
plished without fuss, 
worry or trouble. 


Over 100,000 satisfied 
users endorse my 
ability. 


Iam theuncomplain- 
ing Silent Partner of 
the modern Ameri- 
can household. 


I am the 


RUUD 


AUTOMATIC 


WATER 
HEATER 


My address is 
Pittsburgh, Pa. 


or any 
LARGE AMERICAN CITY 
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The Ladies in Attendance at the Maryland Stq 
Outing, Miller’s Park, Baltimore 


Some of the Boys Caught Eating Crabs 


The Competing Baseball Teams—Master Plumbers 
at Baltimore 


and Salesmen—at the Maryland Outing 


ings, stating these were productive of 
much good, elevating the status of the craft 
and exerting a fraternal spirit among the 
members. Before concluding, he spoke of 
the close co-operation now existing in Bal- 
timore between jobbers and the master 


notables from trade bodies in other cities. 

A bounteous sea food dinner, among the 
courses especially may be mentioned the 
crab-soup a la Maryland, was soon put 
before the merry diners, who did their level 
best to show that they were thoroughly en- 


to partake of so delicious a meal and the 
brief speeches which followed were much 
applauded. 

In this connection THE PLUMBERS’ TRADE 
JOURNAL wishes to express its high appre- 
ciation of the courtesy extended to its staff 


NAL, by the way, was represented by | 
manager, A. A. Du Mond. As almost eye 
one knows, Mr. Du Mond is an honora 
member of the Rochester, N. Y., Masj 
Plumbers’ Association, and was for a ny 
ber of years secretary of the New Yo 


plumbers, whereby trade protection was se- joying themselves. 
cured to an unusual degree and this, he 
believed, was not to be found in any other 
city. Touching upon the growth of the as- 
sociation in thirty years, Mr. Rothrock re- 
ferred to the growth from a frail handful 
of members to a now powerful and in- 
fluential organization. 

President Knell then announced that inas- 
much as the day was to have been one of 
pleasure rather than of business he deemed 
it wise to take recess and journey to the 
scene of festivities. This action having met 
with the approval of the members, all em- 
barked to Miller’s Park, where preparations 
were in readiness to receive them. 

From the time the first picnicker entered 
the park until the last left, dancing, base- 
ball, quoits, crab-feasts and other divertise- 
ments occupied their attention, and when 
at seven o’clock the trumpét announced the 
crowning event of the day, the dinner, the 
merry throng with one accord expressed 
their appreciation of the committee’s efforts 
and in couples marched to the hall. 

At the head table sat the guests of honor, 
including many of the past and present na- 
tional officers, and further graced by many 


Music by the orchestra 
furnished a delightful atmosphere in which 


(Back Row) J. F. Dwyer, Patrick Trai- 
nor, Sam Houck; (Front Row) L. J. 
McGuire, Aug. Rebbel, L. Win- 
chester, T. M. Ward and John 
Trotter. Maryland Outing 


State Association of Master Plumbers 
well as an officer of the Rochester ho 
He was accompanied by an assistant edij 
from the home office, J. Turner Loane, } 
Loane, by the way, is a graduate of { 
plumbing trade in the city of Baltimore a 
met many of his old friends at the meeti) 

Such an array of able orators has seld 
been gathered together at any similar tra 
outing as was seen at the Baltimore affs 
The themes of their various speeches wi 
well chosen and masterly delivered. 

The baseball game was full of excitj 
incidents throughout eleven hotly contes/ 
innings, finally being called on account 
the dinner, the score being 11 to ll, 1 
salesmen and master plumbers put up | 
exhibition of base _ sliding, grand-sta 
catches, triple plays and other stunts tl 
put them in the world’s championship cla 
We don’t dare give the names here, for ¢ 
craft would lose nine good masters and | 
supply men would lose nine good salesm. 
for the managers of the big teams wo) 
be on the job offering all sorts of fabul 
sums for their services. Luckily, the ump) 
escaped with his life; he was a fair chi 
anyhow, for when he made a bum decis|| 


by many of the Baltimore people as well 
as the visitors. THE PLUMBERS’ TRADE JOUR- 


A. J. Ahern, D. N. Sullivan, Sam Houck, 
Maryland Outing 


THER automatic heaters are always liable 
to deliver luke warm water—ycu know that. 


Whereas the Thermax always furnishec hot 


water—not because it is more efficient than 
other heaters of the same type—BUT BECAUSE IT AUTOMATIC- 


ALLY CONTROLS THE FLOW OF HOT WATER. This control 
provides that no more water shall flow than the gas can heat. 


Just imagine that you stood beside the heater with one hand 
on the water valve and with the other held a thermometer in 
the running hot water. You would regulate the flow of hot 
water to the temperature desired. 


If the gas came on pias and the water temperature raised, 
you would let MORE water flow because the gas could heat more. 
If the hot water temperature started to fall—due to low initial 


temperature, or weak gas—you would CUT DOWN the water 


flow to the quantity the gas could maintain at the temperature 
wanted. 


—think of that— 


to be able to assure your customers that with the 


/ 


luke warm water is a mechanical 


impossibility 


! 


See That Water Control 


In this way the quantity of hot water would change, but the 
temperature would stay at the one point—say 130 degrees— 
never luke warm water. 

This is the ideal hot water system—to keep continuous watch 
of changes in initial water temperature, or changes in gas 
pressure, and regulate the water flow accordingly. 

And that is what the 7Thermax does—it automatically regu- 
lates the flow of water, as well as the flow of gas, to meet 
all emergencies due to change of seasons or otherwise. 

No other automatic heater does this. Therefore,a Thermax agent 
hasa heater UNLIKE any other—also BETTER than any other. 

Who is going to be the agent in your town? You or your 
competitor ? 

Write for catalog 58-P and the Thermax agency. 


WATER HEATER DEPARTMENT 


NATIONAL STOVE CO. Div. 
AMERICAN STOVE Co. 


LONG AVE., LORAIN, O. 
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ALL THERE IS TO IT 


The motor of the Honeywell Temperature Regulator is unlike, in every feature, motors.of other 
sulators. The Honeywell Motor is not a “burglar alarm,” it is quiet in operation, its motion is 
verned by a noiseloss and positive acting governor. 

The motive power is furnished by a six-pound weight which is supported by a heavy brass 
der chain that travels over a sprocket, the opposite end of chain being provided with a small hand 
ight for ease of winding. The weight is in plain view and hangs just to one side of the heater. 

A motion of one’s arm in a second’s time will wind it, and one winding will last for several days. 

Differing from all other motors, the motor of the Honeywell Temperature Regulator is provided 
han arm or lever for controlling the damper chains. This lever, controlled by the action of the 
yernor, moves up and down slowly, quietly opening and closing the dampers, without disturbing the 
supants of the rooms above. This 1s a feature of the Honeywell Temperature Regulator that appeals 
st strongly to those who have had experience with regulators that clap and bang the dampers, and 
ke them jump around on the chains like jumping-jacks. 

The Honeywell Motor is fitted with an extremely simple and dependable automatic cut-out 
itch so that the motor cannot run down and leave the drafts open. 

A fingered link is inserted in the chain near its tail end. As this link passes over the toothed 
rocket it engages a yoked trigger before the power weight reaches the floor. The outer end of the 
oger serves as a circuit breaker. When the circuitis broken the motor must stop with the lever down, 
suring the drafts being closed, and it will not operate again until rewound, when the fingered link 
ll travel back over the sprocket, reset the switch, and the motor will be ready for operation at the 


ll of the thermostat. 
DUST AND DAMPNESS DO NOT AFFECT IT 


The Honeywell Motor has no bulky parts, no springs to rust in damp basements or small bear: 
-s and gears t) wear that must be carefully protected from dust. There are very few working parts 
the motor and these are made heavy and strong. The Honeywell Motor is without question the 


st simple and durable of any manufactured. 
The Honeywell Temperature Regulator is handled by all leading jobbers. Write for fullinformation. 


THE 
ONEY WELL 
HEATING SPECIALTY (0: 

WABASH, INDIANA 


New York Office: 141-145 W. 36th St., Herald Square Bldg., F. T. Rawley, Mgr. 


VATCH THIS AD FOR SOMETHING NEW WHICH WILL BE OF INTEREST TO THE TRADE 


QUINN QUALITY CLOSETS 


are fully explained in our new Catalog ‘‘S’”. Have 
you acopy? 


QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who 
has ever installed them. That’s some recommenda- 


tion. Can you beat it? 


QUINN QUALITY CLOSETS 
will eliminate. 90 per cent. of your 


worries and troubles. All our Quin 
(QUALITY 


a 


output is stamped with our mono- 
gram trade mark, which is your 
absolute guarantee of first quality. 


If you haven’t our catalog, send postal for it today. 


7) ser 


It is catalogue “S”. 


QUINN MANUFACTURING CO. 


MFGRS. OF PLUMBING AND STEAM SUPPLIES 


DETROIT, MICHIGAN 


SS 


ee a re 
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he promtly nailed one on the opposite team’s 
score. 

An exhibition of quoit throwing was given 
by Edward J. Hannan of Washington, D. 
Coe ALJ ARErn, Daniel WN. Sullivan and 
Sam Houch, that was class from start to 
finish. Anybody throwing less than a ringer 
was fined and sentenced to treat. The 
referee for this event disappeared early 
in the contest and it was reported that he 
had gone to an insane asylum. 

A glorious supply of everything had 
thoughtfully been provided by the far-seeing 
committee on entertainment. The members 
were: Lloyd E. Mitchell, August Malthan, 
August V. Hidman (chairman), John J. Pirie, 
President Frank J. Knell, Adam Snyder and 
Financial Secretary Chas. H. Fredericks. 

The supply men were also out in goodly 
numbers. However, business conversation 
was prohibited, and the bunch were as care- 
free and happy as could be. 

Dancing was indulged in until the guests 
departed at a late hour, many returning 
by automobile. The number of automobiles 
seen, seems to show that the trade is pros- 
perous in the state of the terrapin and 
oyster. 

Of course, 
(bless them). 


we must mention the ladies 
What affair would be worth 


T. J. Thaler, Wm. Rothrock, Billy Mc- 
Coach and J. W. Colton at the 
Maryland Outing 


while without their smiling faces? The 
charm of their society has always been the 
most pleasant part of these outings. 

The life of the party was the ladies who 
did much to add to the pleasures of the 
occasion. Vivacious and charming, their 
laughter added just that tone needed to 
make the outing an ideal one. Miss Cecile 
Frederick, Miss Nan Frederick, Miss Rena 
BHidman, Miss Bess McAndrews, Mrs. A. Wie 
BKidman, Mrs. August Malthan and several 
others greatly assisted in welcoming the 
guests and making them feel at home. 

Probably two of the oldest, indeed Balti- 
more can boast of three, master plumbers 
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in the United States are Albert Hughes, 
Wm. Rothrock, who were present at the 
outing, and Wm. Dunnett, whose name is 
familiar to every plumber through his 
efforts to have the trap on the main drain 
abolished. This trio, every one past. three 
score and ten, are still active association 
workers and interested in everything per- 
taining to sanitation. 

“You've got to stop kicking my hat 
around,” so “Archie” Snyder says. That 
straw hat that chased him back and forth 
across the continent after the Salt Lake 
convention again turned up at the outing 
like the proverbial bad penny. Archie stood 
on the steps of the dining pavilion and 
related the history of that chapeau with 
tears in his eyes. 

Charley Frederick’s love of a good joke 
nearly gave THE PLUMBERS’ TRADE JOURNAL 
seribe palpitation of the heart. You see, 
Charley pinched the camera that had most 
of the pictures that you see herewith. 
Finally his hard heart softened enough to 
surrender the Kodak, whereupon our cor- 
respondent vowed eternal friendship for 
Charley, and then hustled for the train. 

Among the visitors from out of town 


were :— 
National President Frank J. Fee, New 
York City; National Treasurer Wm. Mc- 


Coach, S. Louis Barnes, Wm. H. Doyle, 
Philadelphia, Pa.; Frank B. “Archie” Sny- 
der, he of the hat, Hampstead, Md.; Walter 
D. Nolan and Wm. Conradis, Washington, 
D. C.; James Wharry, Robert W. Kramer, 
J. Thos. Hall, Inspector Edward P. McKay 
and W. I. Mentor, Wilmington, Del. 


The Baltimore members and guests in- 
cluded :— 

J. Frank Dwyer, L. M. Biedeman, Chas. 
McKenna, Thos. M. Ward, lL. J. McGuire, 
A. J. Ahern, John R. Trotter, Lloyd E. 
Mitchell, Secretary August V. Eidman, Sam- 
uel Houck, Charles Frederick, Edward P. 
Egan, Patrick Trainor, Frank _ Bennett, 
James S. McFarland, Edward J. Burke, 
John A. Graham, Edgar P. Ruckle, John 
Carey (twin brother of Charlie Frederick, 
as far as the corporation goes), A. P. Her- 
get, J. J. Henry Nelson, Geo. Ebert, Jas. 
Trainor, James P. McFarland, W. R. Am- 
rein, S. F. Witman, J. B. Hagger (professor 
of rascality), C, Patrick Lotz, G. C. Pieper, 
Jas. Peterson, Albert Hughes, Wm. Roth- 
rock, J. H. Kreh, Master Lloyd EF. Mitchell, 
Jr., Patrick Sherry, Charles A. Snyder, Jas. 
A. Burton, John Yeakel, Adam Snyder, 
Russell F. Dressell, J. F. Lowrey, E. R. 
Pruitt, G. M. Biedermann, F. J. C. Nichol- 
son, BE. L. Bowman, W. H. Williams, Wm. 
F. Mylander, A. Malthan, Frank J. Knell, 
Henry C. Rossbach, Edward H. Nicholson, 
Cc. J. Baumgartner, Michael Mueller, Master 
Frank Mueller, J. Frankenberger, Geo. 
Brazier, Tom Ruckle, C. Schmidt, Geo. Ww. 


Hibbitts, Chas. E. Snyder, H. M. Maisch, 
Ww. H. Wills, John J. McKewen, W. H. 
Mitchell, Robt. Ramey, Geo. W. Addison, 


A. W. Edwards, C. Lauterbach, C. P. Hin- 
ton, Geo. A. Barnhart, A. W. Beam, Edw. 
Were Jr., I. H. Scates and Chas. Bun- 
necke, 


Among the ladies who graced the outing 
were :— 


Mrs. August V. Eidman, 
Frederick, Mrs. Jas. Trainor, 


Mrs. Charles 
Miss Nellie 
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Kelly, Mrs. J. B. Hagger, Mrs. Patrick 
Trainor, Mrs. John Trainor, Mrs. Frank B. 
Snyder, Mrs. V. I. B. Smith; Mrs. J. H. 
Kreh, Mrs. Lloyd E. Mitchell, Mrs. G. M. 
Biederman, Mrs. Wm. F. Mylander, Mrs. A. 
Malthan, Mrs. Frank J. Knell, Miss Bessie 
Mylander, Miss Mazie L. Gilmore, Mrs. A. 
P. Herget, Miss Helen Herget, Miss Elsie 
Herget, Mrs. Edward H. Nicholson, Mrs. 
Cc. J. Baumgartner, Mrs. Michael Mueller, 
Mrs. H. M. Maissch, Miss Nan Frederick, 
Miss Bess McAndrews, Miss Cecile Freder- 
ick, Mrs. Fred. Berlincke, Mrs. Robt. 
Rainey, Mrs. Adam Snyder, Mrs. Geo. W. 
Addison, Miss Rena Hidman, Mrs. C. Lau- 
terbach, Mrs. W. H. Yewell, Mrs. J. W. 
Krauss, Mrs. H. W. Hinton, Mrs. A. W. 
Beam and Mrs. I. H. Scates. 

The representatives of the supply houses 
and manufacturers were :— 

Frank Berlincke, Josh Regester, Wm. A. 
McPhail, Jas. Robertson Mfg. Co.; J. C. 
Candler, Frank Young, Central Metal & 
Supply Co.; Geo. R. Hickman, Am. Rad. Co. ; 
Herbert R. Price, Robt. P. Price, S»suthern 
Supply Co.; C. H. Wagner, Eugene Greena- 
walt, H. W. Seymour (manager), John S. 
Smart, Crane Co.; Chas. I. Hildebrand, 
Krauss & Roberts, and H. Kunnecke, Crook- 
Horner Supply Co. 
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Atlantic City Master Plumbers 
Devote a Day to Forgetting 
Business Cares 


outing of the Mas- 
Association of 
New Jersey, was 
held Friday, August 30, 1912, 

at Hotel Helen, in South At- 

lantic City. The selection of this 

popular resort was indeed a ten strike, as 
the members and their guests were able to 
enjoy themselves both on land and water. 
It is said a number of the boys tried their 
luck at fishing, but upon their return .did 
not need any assistance to carry the catch. 
The real treat of the day came when the 
annual ball game between the master 
plumbers and salesmen was started. There 


HE annual 
ter Plumbers’ 
Atlantic City, 


Members and Guests in Attendance at the Atlantic City M. P. A 


was a well advertised rumor 
master plumbers would win 
cause, according to reports, 
been few this year, and th 


W. Griffith of the I X L Pump ¢ 
Co. of Phil., Pa.,and Tom Berkstr' 
Only Known Photo of Mr. Gr 


thought they would be successful 
latter line if the master plumbers ¥! 

Evidently the plan worked, fort 
getting the orders and letting the | 
plumbers lead for six innings, the sé 
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Start of the Sack Race at the Atlantic City Master Plumbers’ Ass’n Picnic 


. and walloped their opponents to 
of 26 to 16. 

atures of the game were many— 
the playing of first base by J. 
rho demonstrated that feet were as 
; the hands. 

ves was the demon swatter for the 
. clearing the bases, time and 
th his vicious smashes. 

ar for the salesmen was Jim Col- 
10 demonstrated to the satisfaction 
w easy it is to not play third base 
stop. 


ams lined up as follows :— 


Salesmen 
Ett coca 6 Abe Clarke 
TAS ono F. Moyer 


ERE... .-... A, Minnick 
Joe Willett 


Uh ae poo Age eee Jim Grant 

VaR Vara ci (SE) f, eeReiS Jim Calliday 

BB di. 3 Ce ee oa C.. De Vall 

BYU Sarees Mi ea Al. Openshaw 

Tact cocina doe .. O. Fabian 
Umpires 


arlie Faust and Geo. Kitson 


‘ivalry was noticeable in the other 
the day and the winners were re- 
vith valuable prizes for their efforts. 
ill in the bucket -contest simmered 
Messrs. Fabian and Bernstein, who 
tunate to have three balls stay in 
et. 

a throw off, Fabian won and re- 
n umbrella for his efforts. Bern- 
‘ize was a gold(cold) watch. 

Aoore ani George Kitson were best 
ng quoits. 3 

izes for the dart throwing contest 
lated by the “I X L” Pump & Mfg. 
hiladelphia, Pa., and were won by 
foore and E. W. Yuetler. 

traight road contest was amusing. 
contestants were blindfolded, and it 
that nearly all gave a true exhibi- 
how straight they walk when the 
low is not around. W. De Haven 
he best and received first prize, a 
brush and soap; and J. Young, the 
yrize, an excellent brace and bit. 


ee 


Throwing the hammer brought out all the 
strong-arm men (none from New York 
City), and was won by John Moore, who 
received a ‘Thermos’ bottle. 

The 100-yard dash open to all was won 
by H. S. Minnick, who received a ‘‘Gem” 
safety razor. Arthur Clark was second, and 
won a ‘‘Gem’’ nail clip. 

The fat man’s race brought out a good 
field, and the dark horse won, as usual, for 
Sam Silverstein was the first across the 
line, followed by Tom Berkstresser, who 
received for their efforts, respectively, a pen- 
knife and a pearl nail clipper. 

A sack race was the cause of much in- 
terest and amusement. After many false 
starts it was won by H. S. Minnick, with 
Charlie Ridgeway second. The prizes were 
a pen-knife and shaving set. 

The chef then announced that the bake 
was ready, and the boys did justice to it, 
for they were at this time ready to help the 
inner man as well as to satisfy the gnaw- 
ing feeling that had gradually come upon 
them. 

The representative of THE PLUMBERS’ 
TRADE JOURNAL had the pleasure of meet- 
ing :— 

Camden, N. J.: Jim Calliday—A. H. 
Greene & Co. Philadelphia, Pa.; A. Holmes— 
Ronalds & Johnson Co.; Thos, Berkstres- 
ser and Al. Openshaw—T. J. Berkstresser 
Co.; F. Moyer—Fleck Bros.; J. E. Willits— 
Keystone Supply & Mfg. Co.; Harry Min- 
nick—Pierce, Butler & Pierce Mfg. Co.; Geo. 
Kitson—Haynes, Jones & Cadbury; C. B. 
Smythe—F. M. Borden Co.; O, Fabian— 
Floelich Bros.; W. Jackson and S. Silver- 
stein—H. B. Smith Co.; A. Clarke—Haynes, 
Thompson Co.; W. De Haven—Fairbanks 
Co.; L. A. Lanigan—National Radiator Co. ; 
R. M. Lutz—United Stove Repair Co.; J. 
Grant—J. Douglas Co.; W. Meegan—Fleck 
Bros. Co.; W. Griffith—I X L Pump & 
Mfg. Co. Cleveland, Ohio: lL. Bernstein— 
Glauber Brass Works, 

The committee who so ably managed the 
outing and contributed to the enjoyment of 
all was composed of :— 

Fred Kent, David H. Moore, John Roberts, 


Wm. E. Stewart, James Willits, Richard H. 
Johns and Walter A. Smith. 


? 


; 
} 


of the Atlantic City Association—D. H. Moore, Vice-President; W. L. Ridgway, 
President; N. S. Gaskill, Treasurer 


421 


Remember Nye Dies 


Are Made in Adjustable Form to Fit 
Any Make of Armstrong Pattern Stock 


Also remember, IIMPORT MY STEEL, using the very highest 
grade tool steel made in the world. Ido away with about one- 
half of the USELESS teeth you seein other dies, for my die has 
only the cutting and the finishing teeth. I reduce friction so 
much that ONE man can thread a pipe EASIER with the Nye Die 
than two can with one of the other makes. 

As aresult YOU get not only twice as much work out of a 
Nye Die in any given time, but what is more—it is better 


I'm Nye, tne Die Man 


work—cleaner work. : 
Actual test has convinced over 20,000 die users that what I claim is absolutely correct. Asa 


result I have the very largest concerns on our books as consumers. 


They Tried 


my dies, then they bought and are still buying. They 
won’t have any other kind. 

Now I want you too as asteady customer. I will 
leave my claims to the die itself, and its results, 
While may prices ARE a little higher, don’t forget that 
I pay more for araw block of my steel than other dies 
sell for complete, and after one day’s use my die will 
have more than paid for the increased cost. One 
day’s use—and you have paid for my die’s full cost 
in SAVING ALONE. 

Naturally I have to charge a little more, but my increased charge is far less than your increase 
in advantage. 


Fits Armstrong Pattern Stock 


If my dies are as good as I say they are, if they will save you 50 per cent 
over other makes, if they cut easier by one-half and do better work 


YOU WILL WANT THEM 


OTHERS WILL NEVER SATISFY YOU THEREAFTER 


My diesare patented and every one is guaranteed. 
You will find I play fair, and allI ask is a chance for my die to prove it to you. 


NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, IIl. 


If You 
Say 


HOWARD 


When speaking of temperature regulators to your 


customer, your sale is half made. 


He knows us from our extensive advertising in all the 
national magazines. 


He has read how the Howard Ther- 
mostat (with time clock attachment). 


Will cut his coal bill in half. 


Maintain an even healthful temperature. 


Will pay for itself in a short time. 


Guaranteed for 10 Years. 


You can install this with ease and make 


a handsome profit. 
Thousands in use for more than 25 years. 


Send for our catalog and full particulars. 


Howard Thermostat Co. 
Oswego, N. Y. 
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Ogden Master Plumber Entertain 
Salt Lake Brethren 


HE Ogden Master Plumbers’ Associa- 

I tion entertained the Salt Lake City 

Association at gden Canyon on 
August 24th by giving them a trout and 
chicken dinner at the Hermitage. 

Ogden is the second city in the state of 
Utah, ,that is, as regards population, but 
second to none in the matter of civic pride 
and hospitality, and it is justly proud of 
its famous mountain retreats, chief among 
which is the beautiful Ogden Canyon. A 
beautiful boulevard leads from the city 
through an opening in the mountains to the 
east, Alpine Mesa, fifteen miles distant, an 
outlet for the swift river from which Ogden 
derives her name. The mountains seem to 
have been pushed aside and the finger of 
the Creator is traced between towering 
cliffs, in rocky gorges, through groves and 
over ridges till the pass of natural mag- 
nificence becomes one of the most glorious 
of the divine handicraft. It is now Ogden 
Canyon, The Beautiful. 

The boulevard, hugging the mountain side 
along the river banks as it does, adds to its 
attractiveness and makes it one of the most 
beautiful automobile drives in all the world. 


pan shy MaMa snc’ 
ESOC aad 
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Along the canyon are many resorts, chief 
among them being the Rock Ridge, The 
Hermitage, Idlewild, and the Oaks, where 
camping, fishing, boating and other outdoor 
amusements may be found. 

The trip to Ogden, over the Bamberger 
electric lines a distance of forty miles 
through the finest strip of agricultural and 
fruit lands to be found in this or any other 
land was made, leaving at two-thirty P. M. 
and arriving at Ogden one hour later. The 
party were met at the depot with special 
cars and taken immediately to the Her- 
mitage. On embarking from the car we 
were told, “The world is yours and every- 
thing in sight in the beautiful park and 
surroundings may be had, if you have the 
price.’ We were warned, however, not to 
stray away so far as to not hear the din- 
ner horn, as a grand chicken and trout 
dinner was to be served at five-thirty. While 
some were more venturesome than others, 
none got so far away as to not hear the 
toot of the dinner horn. 

At five-thirty P M. the guests were seated 
at the tables in the spacious dining-room of 
the Hermitage, about one hundred and 
seventy-five being seated.. 

It was one big feed intermingled with 


some speeches, near speeches, etc., and all 
+, ©, ©. oo. %, %, 


(lop Kow) Messrs. Atkin, Donaldson, 


left the tables with regrets at not being 
able to continue the association with each 
other longer. Most of the boys left for 
home on the nine o’clock cars after a 
genuine shake of the hand and thanks for 
the royal entertainment afforded. 


Sig eee 


Annual River Outing of the St. 
Louis M. P. A., Aug. 24th 


HE 29th annual picnic and excursion 

i of the Master Plumbers’ Association 
of St. Louis, Missouri, was one of 

the finest ever held. Arriving at the levee 
at the foot of Olive street, THE PLUMBERS’ 
TRADE JOURNAL representative found the 


Winning Salesmen's Baseball Team at Atlantic City Outing—Messrs. Olarke, Moyer, palatial excursion steamer Grey Hagle, the 


Minnick, Willets, Grant, Calliday, De 
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hc NEVER SPLIT® 
Closet Seats 
Are 
Guaranteed 
For 

Five 

Years. 

This 
Illustration 
Will 

Show 

You 

Why 


Voll, Openshaw, Fabian and Silverstein largest on the river, already crowded and 


The 
Seat of 
Quality 

and 
Beauty 


THE STEEL BOLTS, NUTS AND WASHERS 


are the real secret of the tremendous strength of NEVER SPLIT” Closet Seats. Of course 
the tongue and groove do their part, when carefully glued by our expert workmen. 


There is a “NEVER SPLIT" Write tonight for Con- 


to fit every bowl and can ER SPLIT E struction Model Seat and 
be finished in harmony Newfomtue ee ar o Book of Platesiamdainiees 
! : °° —they are free: 


UW 


Y, 


with any bath-room. 


The 
Seat 
with the 
Bolted 
Joiots 


Williams, Smeding; (Bottom) Ser 
Halverson, Pres. Macbeth, Dallimore, of the Ogden, Utah, Local 


AND HOT WATER FITTER®’ Rey, 


hundreds still coming. It was one ¢ 
jolliest basket parties of about two tho 
master plumbers with their families 
friends ever assembled. The gatherin 
the levee at nine-thirty A. M. for W 
mere Park, twenty-two miles up the t 
ful Mississippi River. The Entertai 
Committee employed two excellent | 
which kept every one feeling jolly and | 
and in a pienic mood. The only in| 
that ‘got’ the crowd was when the m 
troupe started to play “Way Down up| 
Swanee River’ when we were 3g0il| 
stream on the Mississippi. The ride | 
boat lasted three hours and there Wi 
a dull minute. It was one merry rol! 
pleasure. The committee provided, || 
the bands, Cannon Bros.’ Famous 
Circus, which performed every two | 
and consisted of about fifty trained D 


i 


i} 


Construc: 


}) 
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The 
| Johnson System 


of Temperature Regulation 
Is the Greatest Improvement 
Ever made in Heating Systems 


ene 
«*$t 


Over 100,000 Now 


in Successful Operation 


Syes ry wpe d We 


Hotel Belmont, New York Hotel Plaza. New York 
This system consists of automatic devices for regulating the temperature of air, water and other mediums, through its ‘ 
application to all known forms of heating and cooling apparatus. — While especially adapted to regulating temperature of schools, iat 
office buildings, public buildings and residences, itis equally useful in connection with manufacturing processes, where uniformity of a 
temperature is an important factor in quality and economy. a 
For the Owner of Business Buildings ie 


It means satished tenants and a direct saving at the coal-pile—controling the temperature by open windows is costly for the owner 
and unsatisfactory to the tenant. | 
For Public Buildings and School Houses =— a 


fh re 


All sanitary engineers endorse the JOHNSON system as the most satisfactory. It =. 
holds the temperature at any point desired without drafts or the possibility of over- Mii 
heating. Our thermostatic control can be regulated to act with every change of one 

degree. 90 per cent. of all public schools in which temperature regulation is in- at 


stalled have the JOHNSON. tum 


The Johnson System is not an Experiment. 
It is a success 


We manvfacture thermostats to fit every possible condition and they will do the 
-work which we claim for them. Our system can be arranged to turn off the heat 
from any room or series of rooms if desired through the positive shut-off at the ther- = 
mostat. The JOHNSON system is simple in construction and operation and positive = 


in action. 
Steam Reducing Valve Air Regulating Valve 


Our service department means service. We have in all large cities a full operating department in charge of a competent engi- be 
neer who is qualified to install and keep our systems in perfect condition. aa 


To meet the high grade of quality required by the JOHNSON systems, we have*been compelled to manufacture a complete line 
5 of air and steam reducing valves. These are made under the inspection of our engineers and every valve must meet the JOANSON 
standard. They are made for service where the demands are heavy and the requirements are rigid. 


Write our main office for the JOHNSON catalogs, we want you to know about the products that carry the JOHNSON name. 


remracone 
pie Oe. ss 


Johnson Service Company, 
Branches Everywhere Milwaukee, Wis. 
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THE COMPLETE BATHROOM OF TODAY 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


The children were entertained by a Punch 
and Judy show. The dancing program had 
to be repeated a number of times. 

Arriving at the grove, there was quite a 
debate by the different parties as to whether 


ipa ee | 
y ‘| 


- 


—ist prize, rustic lawn bench, won by FR. 
Rechenmacher; 2d prize, closet Seat, won 
by A. Meyer. 

100-yard dash, for opprent a 
tool grinder, won by J. Hunt; 2d priz 
pipe vise, won by F. Linick. 


to eat aboard or ashore. A compromise 
was effected, half deciding they preferred 


All these events were very closely co: 


INCLUDES A 
=| Speakman Shower 


No matter how modest or how elaborate— 
there is a Speakman Shower for every bathroom. 


Speakman Showers are known the world 
over for their qualities of design, materials and 
finish. 


Americans have learned that the shower is 
the most healthful form of bathing—it braces 
for the day’s work—refreshes one at night— 
makes the children sturdy, clear-eyed and red- 
cheeked. 


We make showers that can be fitted at small 
expense to your present bathroom—showers for 
your new bathroom, or for clubs, hospitals, col- 
leges or factories. a 


- We have a splendid Shower at $12.50 
(complete) that you yourself can put up in 


J Winners of the Different Events for the Ladies. St. Louis M. P. A. Outing 
twenty minutes. 


The Sosainan Mixing Valve 


All of our better Showers are 
fitted with this valve. Both hot 
and cold water are controlled 
by one handle, enabling the 
user to instantly obtain any 
desired temperature. Cold 
water always comes first. 


Speakman Supply & Pipe Co. 


New York Office 
A. G. Weber 
Representative 
156 Fifth Avenue 


to eat in the grove, and the rest on the boat. that they won on their merits, as the races| 
The meals over, the Grounds and Sports were held over a grass track. 

Committee started the games. There were The success of this picnic was due to the| 
twelve events, as follows :— following committees :— 


100-yard dash, free for all young men Officers of the Association—Henry Beers | 
over 17 years—lst prize, J. Hunt, umbrella; . A. Zertana, D. C. Cunningham, C, r 
2d prize, F. Linek, pocket-knife. Walther, Al. Rabeneck, L. Fink, Jr., and 
Kicking football for distance, free for all L. F. Abel. 
ladies over 18 years—lst prize, ‘“Humphrey” Entertainment Committee—Hd. J. Hughes, 
A fe heater, won by Mrs. F. J. Praechter; 2d prize, Jno. J. McCue, O. H. Hichmann, L. Fink, Jr,,| 
San Francisco Office rustic flower-pot, won by Mrs. McFadden. A. E. Dillon, Ed. J. Stumpf, S. A. Kiernan, 
W.E. Gilchrist SS Ba ae coat noe Py ee bo a J. F. Corrigan, G. F. Reinheimer, J. EB. Egan 
e ive eimer; 4th prize, football, won by rSie Ge and L. F. Abel. 
Beeps F. Rhinebeimer. Reception Committee—L, F. Abel (ehair-| 
g- 50-yard dash, boys under 15 years, free man), Henry Moore, Jeremiah Sheehan, 
for all—ist prize, comb tumbler and tooth Chas. P. Abel, Thos. ‘Hoban, Jas. J. Noble, 
brush holder, won by J. Nolan; 2d prize, Geo. Werner, W. J. Johnston, H. F. Gard- 
baseball, won by J. Kellher. ner, S. A. Kiernan, A. L. Kiel, Jas. P. Car- 
50-yard dash, girls under 15 years of roll, T. J. Sheehan, Wm. Ryffel, Philip C. 
age—lst prize, string of beads, won by Miss Ring, J. J. Valenta, W. H. Kuhns, Wm. Mor-| 
A. Gardner; 2d prize, vanity box, won by timer, J. F. Reardon, A. F. Fettig, C F. 
Miss H. Seidhoff. Walther, SRW. Marx, N. J. Seibel, Jr., J. 


But first write for our catalogue—and tell us 
for what purpose you want a Shower. Speakman 


Showers are sold by all good dealers. 


Some of the Prominent Advertisers 


in these columns use 


H. & D. CORRUGATED FIBRE BOXES 


THE HINDE & DAUCH PAPER CO. 


For shipments of Bath Room Fix- 
tures and Brass Goods, with hand- 
some savings 

IN COST 

IN FREIGHT 

IN STORAGE ROOM 

IN HANDLING 

IN PACKING 


H. & D. Boxes please the customer 
by their Convenience and Cleanli- 
ness, and they are covered with 


FREE SPACE 


for advertising. Write us and let 
us refer you to our 


SATISFIED CUSTOMERS 
Sandusky, O. 


Canadian Trade Address Toronto, Canada 


ANOTHER “CLARKE” 


BATH TRAP 


POSITIVELY NON-SYPHONING 


LOOKS Good. IS Good. 
DRAWN Lead, not CAST 


“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn St., 


Brooklyn, N. Y. 


100-yard dash, for supply men—l1st prize, 
box cigars, won by C. Osten; 2d prize, pipe, 
won by A. Stamm. 

50-yard dash, girls over 15 years, free for 
all—1st prize, order for pair of gloves, won 
by Miss Ora O’Leary; 2d prize, music roll, 
won by Miss M. Collin. This race was a 
dead heat and on the run off Miss O’Leary 
had the staying power. 

100-yard dash, members only—lst prize, 
bath tub, won by D. O’Leary; 2d prize, 
lavatory, won by I. H. Clucas; 3d prize, 
slate sink, won by John Moore. 

50-yard dash, wives of members only— 
1st prize, coil of %” strong lead pipe, won 
by Mrs. John Bls; 2d prize, lavatory, won 
by Mrs. G. T. Meyer; 3d prize, slate sink, 
won by Mrs. Phil Collins. 


F. Stuckenberg, W. L. Clucas, W. F. "Vollmer 
and Edw. C. C. Reisel. 

Floor Committee—Jno. J. McCue (chair-| 
man), J. Ruedi, Jno. J. Ratz, E. E. Mona- 
han, S. W. Murphy, C. B. Roden, E. C, Gun- 
drich, J. M. Fossel, A. A. Zertana, G. Ro- 
denbeiser, Cy Doherty, W. Fitzgerald, Arthur 
Maier, Wm. Feger, Ed. J. Stumpf, Ed. C, 
Rosenthal, G. Wiedemann, Geo. T. Meyer 
J. P. Valenti, Wm. Clancy and Phil Collins, 

Ground and Sports Committee—O. H 
Eichmann (chairman), John F. Reardor 
(official starter), P. Becker, O. J. Branco: 
nier, Edw. Collins, C. Condren, Wm. M. Daly) 
Jno. D. Els, L. McNamara, Wm. H. Nie 
meir, Theo. Schmitt, J. Sheehan, Jr, E 
Finnegan, Chas. Herbert, M. J. Tobin, Wm 
Stein, Edw. Schaefer, Jul. Hoefener, Aug. 


t 
| 
| 
| 


The Famous St. Lowis Choir Leader, Jake Ruedi, Singing “Schnitzel Bund” in the Grov: 


100-yard dash, city hall employees—ist 
prize, “No. 20 Ruud” heater, won by L. F. 
Abel; 2d prize, 4% bath cock I, P. sup- 
plies, china and gas fitters’ handles, won by 
S. Gilmore. 

100-yard dash, for journeymen plumbers— 
1st prize, handy kit, won by C. Wachtel; 


ge prize, box candles, won by P. Waters. 


50-yard fat men’s race, 200 lbs. and over 


Putting, L. Fink, Jr. Adolph Spies, L. 4 
Sucher, Al. Rabeneck, Wm. Hunt, és 
Mayer, F. W. Meier, WwW. W. Mi hnultle 
Moynahan, J. F. McCormack, A. B. S¢ hu C 
H. B. Schleich, N. C. Seibel and Wm. © 
Erman. f al 

Souvenir Committee—G. F. ae 
(chairman), N. H. Cone H. W. 5. 
ener, A. E. Dillon, A. A. Blattermann, Ae 
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_s meosliitie 
ae - > 


rnan, Chas. Dittmar, J. C. Ohlendorf, Jas. 
Began and W. F. Claup. : 
‘hese committees were ably assisted by 


Ladies’ Auxiliary of the Master Plumb- 
Association. The St. Louis Ladies al- 
7s take an active interest in these picnics 
excursions. 

he following firms were represented and 
_ donated prizes :— 

‘ational Lead Co., Crane Co., N. O. Nel- 
Mfg. Co., L. M. Rumsey Mfg. Co., Cahill- 
t+ Mfg. Co., Standard Sanitary Mfg. Co., 
Mueller Mfg. Co., Atlas Brass Mfg. Co., 
aphrey Heater Co., The M. Werk Co., 
7, Piskulic, F. W. Clemens, G. W. Bro- 
», Ruud Heater Co., Ratz Bros. Hdw. Co., 
tker Hdw. & Cont. Co., Plumbers’ Spe- 
ty Co., Wolverine Brass Works, Grass 
eilly Fixture Co., Goodyear Rubber Co., 
lede Cristy Clay Products Co., and Sani- 
' Fixtures Co. 

ats off to “The Genial Jake,’ Jacob 


di, who won the rifle shooting contest. 
you Jake! (Easy whisper, 100 bottles.) 
paid. 

sk friend Mike Wicksham of East St. 
is why he attends the picnic. (Easy 
1 the whip.) 

ne Globe Trotters to Salt Lake City have 
rned and were on the job. They could 
find salt but were satisfied to float on 
Mississippi. 

d Hughes must have been struck by 
tning, as he sure is one live wire as 
rman. Hold him there, boys! 

enry Moore was there with bells on. 


2 Salt Lake City Master Plumbers Arriving at 


Sank tia © ce 


“The Hermitage,” 


When he was asked what was the trouble, 
he remarked, ‘“‘“My machine broke down and 
I use these to let them know I am here.” 

Tom Leary, the genial representative of 
the H. Mueller Mfg. Co., was there intro- 
ducing his successor, (little) Ed. Pedlow, 
to the boys. Tom is going 
Frisco branch for the Mueller 


to manage the 
Mfg. Co. 


Just After the Salesmen’s 


motto is, “Float; don’t jump.’’) 

Hello, Steve! That is the cognomen used 
by all his friends for that popular super- 
visor of plumbing, wherever you meet him. 
That smile won’t come off. He was laugh- 


SSS 


Master Plumbers, 


Ogden Canyon, as Guests of the Ogden, Utah, August 24th, 1912 
> D> > —SSQGg 
Mrs. Heffner sure did have the laugh on ing so hard he only finished second in the 
our representative when he asked her if race. 
there was salt in the Mississippi River. (The There were some ringers there but Bill 


Stamm sure had the cane man beat to death. 
How many? Twenty-two canes. 
In the water melon contest Charlie Dar- 


roch had it on all the boys. Even Tom 
Nolan had to give way and, sad to relate, 
the referee or umpire, Pierce, got jealous 


because when they were through there was 
none left. 

Pie—pie—who said pie? R. J. Anderson 
sure is a bird after consuming twenty-one 
pies and winning easy in that contest. He 
got kind of sore because they refused some 
corn pie. 

Brother Schaefer of the Schaefer Plumb- 
ing Co., won first prize in the egg race, cap- 
turing twelve eggs without breaking one and 
incidentally a twenty-dollar side bet. 

Hats off to the O’Learys. As the Dean of 
the Family predicted, THr PLUMBERS’ TRADE 
JOURNAL representative would write about 
two firsts. “Confidence, boys.” ‘‘Confidence” 
that means success. 

The only thing that bothered O. J. Bran- 
conier was the fact that he did not have 
his fishing tackle with him. Better luck 
next time. 

“TI could not get the time to get to Salt 
Lake, but I could never miss the picnic,” 
said N. J. Seibel, Jr., to THz PLUMBERS’ 
TRADE JOURNAL representative as he greeted 


NOTE OUR NEW ADDRESS 


Increased 
Business 


has necessitated the removal of our office to 


1482 Broadway, New York 


We make the best Drinking Fountains on earth. 


- SPRINGFIELD SANITARY 


ENDORSED by over 1,000 School Boards 
Write for Catalogs and Trade discounts 


DRINKING FOUNTAIN CO. 


Your Best Guarantee 


Seal” products? 


‘‘A merican Seal’’ 
‘“A merican Seal’? Plumber’s White Lead and White Putty 
“‘American Seal’”’ 
‘American Seal’”’ 


Lies in Always Demanding 


CONNORS 
“American Seal” 


Products 


Recognized by the successful progressive men 
of our craft and used by them for years. 
If not, why not? 


Do you use “American 
Think it over. 
Graphite Steam Joint Cement 


Asbestos Furnace Cement 
Roiler and Furnace Front Paints 
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Wives and Children of the St. Louis Master Plumbers at the Annual Associan 


him on arrival of the excursion boat. 

In the swimming contest between the 
salesmen it was a toss up, every one fin- 
ishing to a dead heat. All refused to sail 
the race over, so the judges held back the 
prizes for about ten minutes; then presented 
all with orders for new hats for the fall 
season. ; 

“Chips of the old block,” said McEvilly of 
McEvilly & Flynn of East St. Louis, Mo., 
when complimented on his family at the out- 
ing. Then he said, “Ask the Mrs. if that 
isn’t right.” 

Messrs. Kuhns, Ratz, Rabeneck, Kiernan, 
Fettig, Reisel, Sheehan, Noble, Reardon, 
Branconier and the other entries in the 
Marathon decided to postpone this race until 


every plumbing shop door in a 

The scene of the festivities this year wa 
Ellis Park on the Cedar River, a few mile) 
from the city. 

Some of the party made the trip to thi 
park, which had been chartered for the en 
tire day, in autos, while others nobly ac 
cepted the invitations of either Meister 
Popelka, Gates or Nyere to brave the vari 
able whims of as many motor boats. 

The cruise up stream, or down stream, j 
was hard to tell which, for even the rive! 
was excited on that gala day, was a Dril 
liant and most enjoyable one until the moto) 
of the flagship, in charge of Bob Meistei 
developed symptoms of heart disease. 0| 
course, there was the usual amount of fre 


WRITE TODAY FOR CIRCULARS 


THE WM. CONNORS PAINT MFG. CO. 
TROY, N. Y. 


THE J. R.S.EASY SOIL PIPE CUTTER 
That does the work. 


cuts 2 to 4inch Standard and Heavy pipe. See the spring? The Country-Wide Famous St. Louis Ladies’ Auxiliary of the M. P. A. 


medical advice one finds among the pai 


Investigate—ASK YOUR JOBBER 


Mechanicville Specialty Supply Mfg. Co, 


MECHANICVILLE, N.Y 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 
make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE 


They may have their mail addressed in our care 


JOURNAL, 45 W. 34th St. 


and can be assured of every consideration at our hands. 
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next year, so they can construct a cinder 
track. 

After the games, the chaiman suggested a 
move for the boat, and we left, regretting it 
could not go on forever. 

The boat parted from the grove at five- 
thirty P. M., taking the party up the river 
as far as Alton. After a delightful sail 
and music and dancing, we floated , back 
down stream to St. Louis, tired but happy 


/and wishing and hoping that the future 
will always be as nice and rosy. 


Se ES 


Cedar Rapids, lowa, Master Plumb- 
ers’ Outing, August 22, 1912 


Day for the plumbers of Cedar 
Rapids, Iowa, and the usual “closed 
on account of picnic in the family” signs 


Spee: August 22d, was Outing 


| which appear annually were displayed on 


sengers of any motor boat and after | 
thorough overhauling of the compressic 
chamber and other mysterious organs of tl 
motor’s anatomy, the staunch cruiser proud! 
putter-puttered her way to the park, lan( 
ing with the other three boats of the fle 
in tow; all having suffered some form \ 
disability farther up stream. 

Some say it was the best picnic ever he! 
by the Master Plumbers’ Association | 
Cedar Rapids. There were 125 in atten’ 
ance, including masters, ladies and childre 
and the weather man and park commission | 
joined them in united effort to make the d 
a memorable one. 

The big feature of the festival was | 
dinner and again the supper served und 
the trees in the grove. 

The ball game was “something else aaa 
as Dieman would put~it. Hleven hus 
plumbers were lined up against 4s ma) 
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Pneumatic Water 


7 


Supply Systems 


enable you to supply your country cus- 
tomer with all the luxuries of modern 
plumbing. 


y LUNT-MOSS system is the correct solution of the water 
supply problem for country homes. Equipped with 


LUITWIELER DEEP WELL NON-PULSATING 
SASOLINE PUMPING ENGINES 


or electric motor, or hand operating plants. Capacity 315 to 
16,000 gallons We send all inquiries direct to our agents. Send 
for our proposition and Cata’og No. 45. 


LUNT-MOSS COMPANY - BOSTON, MASS. 


& New York—3?@ Warren Street. Ly 
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Master Plumbers Posing for Tum Prumpers’ TRADE JOURNAL Cantera at the St. Lot 
M. P. A. Outing 


> 
mes _ 
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x Rapids, Iowa, Master Plumbers and Guests Gathered at Ellis Park, Thurs, Aug. 22nd, for Their Annual Outing Day 


ing artists and a pageant of wonderful 
and eurve productions, home runs and 
rfinger specialties, unparalleled in the 
ry of the game were the result. Frank 
as pitched for the “Joint Wipers,” and 
Zsvacek twirled for the “Heat Unit Jug- 
.” The game will be continued at the 
picnic, when both stars promise to be 
etter condition. . 

hletie contests were also on the pro- 
1. The larger number of these were for 
children, and enough prizes had been 
ided to supply each contestant. 

e committee who had charge of the ar- 
ements, etc., was composed of the fol- 
ng gentlemen: J. H. Fenton, Robert 
ter and Louis Smid. = 
umbing Inspector Charlie McHugh dis- 
ed some wonderful arm work in the 
chle match that earned for him a prize 
1e form of a ham. It was reputed to be 
erfectly regular ham, but nevertheless 
‘lie said it squeeled all the way home 


he’s going to save it for the next 
ch party 
ere ee 
nnecticut State M. P. A. Officers 
For 1912 


\HE following is a list of the officers 
for The Master Plumbers’ Associa- 
tion of Connecticut for the ensu- 


year :— 
resident, F. C. Booth, Bridgeport; 


Send 
for 
particulars 


makes possible the use of 
These are COLD FACTS. No “‘ifs’’ no “‘buts’ or 


A HOT WATER HEATING JOB COSTS LESS THAN STEAM OR HOT AIR. We will prove it. 


THE HORIGAN SUPPLY CO. 


i 


ist vice-president, C. N. Flagg, Meriden; 
2d vice-president, E. J. Daly, Waterbury; 
financial secretary, Geo. S. Bull, Hart- 
ford; treasurer, Jno. Troland, Norwich; 
corresponding secretary, R. T. Rock, 103 
South avenue, Bridgeport; national state 
vice-president, A. J. McManus, Hartford. 

Board of Directors—T. L. Dowling, 
Hartford; T. E. Burns, New Britian; 
T. J. Groark, New Haven; F. A. Shaffer, 
Bristol; C. J. Dickgeisser, Derby; Thos. 
Cleary, New London. 


$e 


Chase Motor Truck Co., Appoint 
Pacific Coast Representative 
Cc. VAN SANT, who has repre- 


W. sented the Chase Motor Truck 

Co. for several years past in 
the capacity of Western traveling sales- 
man, has lately been made district man- 
ager for the Pacific Coast. His head- 
quarters will be in Los Angeles, Cal. 
Mr. Van Sant is one of the best-known 
motor truck salesmen in the United 
States. For many years previous to the 
introduction of power wagons, he repre- 
sented leading carriage and vehicle con- 


cerns and is familiar with trade condi- 
tions and needs in every section of the 
country. 

a 


Milwaukee Master Plumbers’ As- 
sociation Devote Day to Jol- 
lification 

HE master plumbers of Milwaukee, 

Wis., held their annual outing at 

Waukesha Beach on Pewaukee 
Lake, on Thursday, August 15th, and it 
was the most successful affair ever held 
by them. 

The distance from Milwaukee to the 
picnic grounds of about twenty-five miles 
was reached in special cars of the Inter- 
urban System, giving ample time for all 
to become acquainted, thereby assuring 
a good time upon the arrival at the 
grounds. 

Many ways were found by the boys to 
amuse themselves, boating, fishing, swim- 
ming, contests of skill and endurance, 
and, as usual, the baseball game, were 
the chief events. 

The ball game between the master 
plumbers of the North and South Sides 


This is a real Hold-up—but all we want is your attention 


REFLECT! 


What Other System or Device Guarantees the Same Results ? 


“ands.”’ 


C. J. For, Mrs. For, A. J. Maag, Mr. 
Carr, Mrs. J. Schuh and Daughter, 
W. E. Goodman and Mrs A. J. 
Maag. Milwaukee Picnic 
was a pretty hot tussle and resulted in 
a victory for the South Side by a score 

of 8 to 7. 

The prizes awarded the victors in all 
the events were of the useful kind and 
highly appreciated by the victors. 

Among the most noted guests present 
was Hx-National Treasurer William E. 
Goodman, who is affectionately referred 
to as the “Father of All the Plumbers.” 

The attendance of the ladies helped in 
many ways toward the enjoyment of 
those fortunate enough to be present. 


Geo. N. Glassner, WwW. W. 
Dusold, W. E. Goodman and Ed. 
Grassler at the Milwaukee Outing 


Ay S: Deht, 
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The HORIGAN Aqua Expansion Tank 


¥, inch risers above the first floor, % inch tofirst floor, 2 inch mains, irrespective of amount of radiation. 


Costs only $11.50 complete. Not convinced yet? Write 


240 S. Fourth Street, S. Joseph, Mo. 


HEILAND’S PATENTED USEFUL SPECIALTIES and 


“Beekman” No. 439 B 
Non-breakable 


Mittens 
hear ead 
Borom fange 
26 top cap teary 
canes 
Wide oak handle 
oa oto 


Gas Main 


Speciet-onde 
on 


TaJact renger 
eed wore durable 


“Beekman” No. 1 


Force Pump 


No. 0 Smoke Test 


WASHERS 


GEO. W. HEILAND 


149 to 151 West 35th St. 
99 Beekman St., New York 


4.28 


Ar independent peren with the motto adopted in 1831 mess the Plumber, ated Last and Always’ 
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Praise From Caeser Is Praise Indeed 
T IS related of a celebrated actor, that on more than one occasion, he expressed 
| his impatience with that sentiment which characterizes public applause, as 
undignified, but rather regarded it—in the case of the stage—as involuntary 
evidence of the existence of a condition of mutual sympathy between the 
actor and the audience, aroused by the former’s interpretation of a work, which 
awakens the appreciative spirit of the latter. 

Applause is but another form of praise, and we believe all men and institutions 
relish deserved praise, not necessarily because of any false pride, or possibly inborn 
conceit, but simply because it does them good to receive some tangible evidence— 
some positive proof—that their efforts have not been in vain, that they have rendered 
service which not only bestowed benefits upon others, but brought to them pleasure 
as well. Indeed, appreciation and praise, have been an inspiration to mankind at all 
times, throughout the ages, and though they cost nothing, the net returns cannot be 
approximated in dollars. 

We have not been without our share of praise, for which we are more than 
thankful. For years we have received evidences of it. How much deserving of 
this, we may have been, is not for us to say. Others must be the judge. We are 
content to know, that for a period stretching over thirty years, we have co-operated 
with the master plumbers and the master steam and hot water fitters, in their noble 
efforts to uplift their respective lines of business, at times, and in many instances, 
against a strong, though unwarranted public prejudice. We have missed no oppor- 
tunity to join hands in every effort toward the education of the trade, and to make 
business men out of graduated mechanics. That there has been much accomplished 
in this respect is too well known to the “Old Warriors” of the trades. That there 
remains much yet to overcome is quite apparent. 

In our time we have seen great changes for the better in both of the callings, 
and the future presages, anless all signs fail, even greater advancement. Indeed we 
see a vision of a brighter future—thanks to all past efforts of the fathers—so to the 
Now and the To-Morrow every eye should be directed and every ear attuned. The 
Past has won its laurels. The Future, though confronted with many problems, is 
full of encouragement. 

For past achievements, we feel that we could—if we would—modestly lay claim 
to some credit, but we are quite satisfied to be the recipients of credit from other 
sources. So, it is with considerable pride and gratification, that we offer the fol- 
lowing invaluable and inspiring tribute:— 


From Retiring President A. C, Eynon 


HE Prumerrs’ TraApE JourNAL, Mr. James M. Heatherton, Kditor, 
Upon my return from an extended western tour following the 
annual convention of the National Association of Master Plumbers, 
I find in my accumulation of mail one letter signed with the title of your 
pioneer and progressive trade paper “Tur PruMmMpBERS’ TRADE JOURNAL.” 
The letter to which IJ refer contains a beautiful tribute to me for 
some service rendered the Association of my tenderest and loving 
thoughts, an association over which I had the honor to preside at the 
recent deliberations of this honorable body of men. How much praise I 
deserve from the standpoint of merit, I have faint knowledge. 
I fear my share of praise as I receive it is far more than deserving. 
To claim the attention for a moment of your long seasoned and 
illustrious publication would really be reward in itself to the extent of 
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satisfaction that duty must have been fairly well performed to be thus 
recognized. < 
Permit me in this manner and at this time, to compliment the man. 
agement and the staff engaged in editing and producing such a clean cut 
exhibition of progressive journalism in the production of daily issues of 
Tur PLUMBERS’ TRADE JOURNAL during our convention days. $ 
True reflections of business transacted each day, humorous and spicy __ 
sayings intermingled with the meat of real purpose made each issue of — | 
your paper a more than welcome visitor. : | 
Mirthful hours predominate in days of happy reunion and your eyer 
alert representatives absorbed and reflected this feature as never before, 
I thank you many times for the courtesies ever extended to me in 
and out of season. aa 
I truly predict the same expression of fealty to the cause and respect 
for the officers and those whom they represent will be a heritage I leaye 
to my successors from the oldest trade paper which has pleaded our 
cause, lo, these many years and continues to talk to us and for our better- 
ment, and is ever ready to defend us if needs be, now, as ever in the 
days gone by. Yours very truly, (signed) A. C. Hynon, Canton, 0, — 


~— 


Deserving praise always sets well, everywhere, but “Praise from Cesar, is 
Praise Indeed.” a 


A Coiment on Low Bidders from One of Our Subscribers 


PROPOS of the article entitled “Some Low Bidders Do Business on ‘These 
Lines” in a recent issue of THE PLUMBERS’ TRADE JOURNAL, we pub- | 
lish herewith a letter, one selected from a number of those received. it 
conveys exactly the situation as viewed from the standpoint of the honest | 

and conscientious master plumber who uses his craft for the betterment of himselt 
and humanity:— 
Editor THr PLUMBERS’ TRADE JOURNAL :— 

I read, with a great deal of pleasure and profit, in a recent issue of THE PL 
TRADE JOURNAL, the article “Some Low Bidders Do Business on These Lines.” It is 
dition that has always prevailed and, I believe, will, for the majority of people are 1 | 
for something for nothing. When they can contract with a “bum” plumber for a lot of junk, 
they think they are so much ahead, and they tell everybody they know how much 
saved over and above what John Doe, a legitimate and honest plumber wanted, who 1 
trying to rob them. 

This state of affairs will always be, just as long as the manufacturers of plumbing 
material continue to sell their imperfect material to the junk shops, (instead of oe 


Now about the plumbing 
than without him. In the city where J live and do business, there is no law governin 
installation of plumbing and no inspector. 

I was called on some ens since to a house to investigate a foul stench. 


between the closet and sewer pipe was made with a five-pound lard pail with ae 
end knocked out and stuck in the bend with the water-closet sitting on the floor in th 
end. The owner wanted an estimate on putting it right. This illustrates a condition erp 


estimate if it is one putting a trap under a sink. 

The legitimate or honest business man, be he plumber, butcher or candlestick i c 
is up against the unscrupulous merchant in his line who undersells him in the market, ts 
a HES while, bursts, the public laughs, and waits for the next sucker, and the sade 


The article ‘“Let Pride Govern Work’—if you follow this axiom you will find yor 
sitting in the office and the other fellow doing the work. It has gotten to be wi 
people, that it is not a question of how good, but how cheap, and the public will a 
him_as a hustler. The basis of the worth of plumbing is taken by the public from th 
given for work by the cheap plumber using the junk heap, and the honest plumber w 
pride in his work, as to how good he can do it, is heralded to the world as a highway ober. 
This applies to nine-tenths of the people that want work done at the present time. e Al 

Norwich, Ct. Anes 

Bue to say, the facts that ye touches upon are in many instant true a 


No better words can describe the desire of some people to get cheap plumbing. And 
in the end, who is fooled? Not the plumber who did the job, but the owner, ai | the: 
odd part of it is that he fooled himself. Representative plumbers—and when me “say. 
representative, we mean those who legitimately conduct their business with a reason: 
able profit—encounter this obstacle every day, mostly in communities where pen 
ing ordinances do not exist or where the master plumbers are unorganized at 
therefore unable to get proper legislation in sanitary laws. a 

Books could be written on this subject, but the surest and best way to cyereomé 
the evil is, work through your organizations. Think of “The National Association of 
Master Plumbers”—the strongest organization of skilled trades in existence. Mucl 
of the improvement in the affairs of the profession has been brought akout by thelr) 


concentrated and powerful influence. ae 


Unlawful Dealings—The Mail-Order House Again 


E cannot but help refer again to the numerous wails of just protest tha 
are arising from Master Plumbers in every part of the country in gonned 
tion with the illegal sale of plumbing supplies to the consumer. 

Surely this is a matter which is not receiving the earnest attention tha’ 
it should from the State Association. The only remedy, apparently, is for Maste! 
Plumber organizations to bring before their State Legislature that statute which eve 
up-to-date city has. It inflicts punishment by fine or imprisonment on any perso! 
who engages in the plumbing profession without registering and passing @ test, 

Catalog mail order houses and house (health) wrecking companies are the greates: 


So ee Z 


[ 
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triments to the trade. 
ying modern plumbing fixtures, and then, 


They call the layman’s attention to the luxury afforded by 


after they have him interested, set forth 


glowing terms how simple it is for him to do his own work, saving all the profit 


1ich master workmen are supposed ito get. 
The result is that the customer gets 


pposing that his material will arrive with piping 
that is necessary (according to mail order house) is to just “wish” 


ice where it will stay. 

Nothing is said about traps, 
fective fittings and material. 
reputable manufacturer’s name on any 


vents, w 


“gold bricked” 


Heaven knows there’s plenty of such sold. 


into sending in his order, 
already cut to fit. He imagines 
it into the 


ater and smoke tests, to guard against 


iver see 


of this stuff? No, because the reliable 


story markets its products through the proper channel, the trade. 
When the job is finished (?) and sewer gas and terrible odors find their way 
rough the house, some of the tenants, most probably the children, contract typhoid 


ver. 


stallation by a competent mechanic. Of 


The sequel of this is a doctor’s bill that far exceeds the original cost of 


course the doctor reports to the thealth 


ard which on investigating, discovers the unsanitary work and has it pulled out. 
The public must be educated to and made to realize the extreme danger in ittamper- 


x with sanitary plumbing. This can only 
‘sociation’s efforts. 

No city or town is too small to have 
und to come, sooner or later, 
der houses. 
at there is unlawful work going on shoul 


en let the association do the rest. 


be accomplished by the Master Plumbers’ 


rigid plumbing ordinances, and such are 


to check the nefarious bargains (?) by these mail 
Master Plumbers who come in contact with or have reason to believe 


d report same to the nearest association. 
Co-operation is the secret of success. 


a 


National President 


Ne eo corroboration that money 
can be and is being made in this 
od old craft! J. W. Cooney of the John 
. Cooney Co., 30 Church street, New 
rk City, has a “cat,” a real snorting, 
cking, struggling 40 H. P. Cadillac 
nzine chariot. After a course of in- 
‘uction at the chauffeurs’ school and 
ceiving his diploma of competency, Mr. 
oney mounted to the cabin and started 
a trip that was full of thrills and 
citement. Now, the first rule in the 
ok says that plebian dogs and chickens 
all not be molested and pedestrians 
cupying the centre of the road should 
firmly but gently assisted aside at no 
eater speed than 30 miles an hour. 
lese regulations were violated on the 
lal trip; for, not having acquired that 


Washington, 


Edward J. 
1D Oe 


Hannan, 


polished finish so distinctive in the New 
York taxi drivers, Mr. Cooney ruined 
three or four perfectly good respectable 
chicken dinners, bob tailed half dozen 
canine mongrels and knocked two men 
over into the next state. Were it not 
for the fact that the gasoline was di- 
minishing, it is not known how long 
this orgy would have continued. Finally, 
with one eye on the 242d rule and the 
other on the road, he managed to pull 
up before Constable Si Young collared 
him to hie him away to the calaboose. 


ICHAEL MEERES, who has long 
been the jovial and well received 
representative of The Peck Brothers 
& Company, New Haven, Ct., is as hale 
and hearty as ever. “Mike” is one of the 


old timers in the brass goods trade and it 
is indeed a pleasure to meet him and lis- 
ten to his reminiscences of by-gone days. 
We are not quite sure, but we think 
“Mike” made his first trip across the 
state in the stage coach period. He says 
that business is better than ever with 
him; his convincing conversation and 


personality is the answer. 

S S. PATTERSON, western  repre- 
KZe sentative of The Pittsburgh Water 
Heater Company, Pitts. Pa., has been 
meeting with wonderful success in the 
selling of heaters through the district 
of the middle west. Mr. Patterson has 
headquarters at each of the branch offices 
in the north and middle west, which The 
Pittsburgh Water Heater Company main- 
tain in all of the large cities. 

The plumbers of the country seem to 
have awakened to the possibility of 
profit in the handling of water heaters, 
being one of the specialties which can 
show satisfaction to the buyer, and a 
reasonable profit to the plumber both in 
sales and installation. 

The manufacturers of the heater re- 
port a very satisfactory year’s business, 
and excellent results from the aggressive 
advertising campaign which they are 
running. 


ES, this is Edward J. Hannan of 

Washington, D. C., one of the most 
highly respected and best beloved men 
of our craft. As everybody knows, Mr. 
Hannan is a past president of the Na- 
tional Association of Master Plumbers, 
which office he held with exceptional 
credit to that high opportunity as well 
as to himself. He was among the happy 
guests at the recent Maryland State 
Outing at Baltimore. On that memor- 
able occasion he covered himself with 
glory and distinction at quoits, besides 
further endearing himself to all with 
whom he came in contact by his pleas- 
ing personality. Here’s more power to 


you, Mr. Hannan. 
K. THOMAS, formerly with the 
e Lukenheimer Company of Cin- 


cinnati, Ohio, and later 
Manufacturing Co. 


with the Best 
of Pittsburgh, Pa., 
two well-known valve manufacturing 
concerns, is another recent addition to 
the staff of the district managers of the 
Chase Motor Truck Co. Mr. Thomas in 
his new capacity will make his head- 
quarters in St. Louis, Mo. He will have 
oversight of a territory including Kan- 


sas, Missouri, Texas, Arkansas and Ok- 
lahoma. 
NE of the newest acquisitions to 
the sales force of the Zander 
Plumbing Supply Co., of Buffalo, N. Y., 
is John Sietz, commonly known as 


plain “Jack.” He is meeting with great 
success with his line in western New 
York and northern Pennsylvania. He is 
a pleasant fellow to meet, is a practical 
man, presents a good argument why 
you should give him an order, and nine 
times out of ten gets away with it. 


| Pye toes been to Philadelphia? Then you 
must have heard of Frank M. Bren- 
nan, ambassador extraordinary for the 
well-known line of “Wolverine” plumbers’ 
specialties. Frank (everybody calls him 
Frank) is a cheerful chap to whom no 
one can turn a deaf ear when he talks 
brass and rubber. His firm’s interests 
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in and about the Quaker village extend- 
ing to Trenton, N. J., are ably looked 
after, for when Frank generally sets his 
mind on anything, he usually “brings 
home the bacon.” A convincing and 


Frank M. Brennan, 


the 
Works Man in Philadelphia, 


earnest 
the house and the goods he represents, 


Wolverine Brass 
Pa. 

talker, believing implicitly in 
Mr. Brennan has made a host of cus- 
tomers, the natural sequence of a genial 


disposition and gentlemanly manner. 
—————> -e——_ 
T the annual meeting of the stock- 


holders of the Beler 
Co., Pittsburgh, ,Pa., 
the following Board of Directors was 
elected: James Hay, John Ellis, Ed- 
ward Schreiner, F. J. Zinke and W. J. 
Langenheim. 
The Board elected 
cers: 
Ellis, 


Water Heater 
held September 3d, 


the following offi- 
W. J. Langenheim, president; John 
vice-president; F. J. Zinke, secre- 
tary and treasurer, and Edward Schrei- 
ner, counsel. The president’s report 
showed gratifying progress in increasing 
the output. 

Mr. Hay, the retiring president, has 
reached the age when he desires to ease 
up, and while he will not, hereafter, take 
an active part in the conduct of the busi- 
ness, he will act chairman of the 
Board and give the benefit of his advice 
and counsel. Congratulations, Mr. Hay. 


as 


DS 


Retiring President, A. C. Eynon 
Cleveland, O., Presented 
Diamond Ring 

EPTEMBER 4th, Retiring President 
S A. C. Eynon’s fifty-third birthday, 
was selected by the Testimonial 
Committee of the National Association of 
Master Plumbers as the most fitting and 
proper time to give to that estimable and 
wonderfully efficient executive officer the 
token of appreciation from his thousands 
of admiring confreres. 

The committee selected for Mr. Eynon 
a wonderfully beautiful diamond ring. 
After the formal presentation of this 
treasure, Mr. Eynon acted as host at an 
elegant luncheon at the Courtland Hotel, 
and later at a sumptuous dinner at 
Binner’s. . Those present were L. E. 
Deuble, H. P. Cahill, D. H. Roberts, J. F. 
Drees (president of the Ohio State Asso- 
ciation), F. W. Sponseller (vice-president 
of the Ohio Association, president of 
Cleveland local), and W. T. McRoberts. 


NIEDECKEN 
MIXER 


PATENTED 


The Only Perfect 
Shower Control 
No Cams No Springs 


THE ADJUSTO 


The Waste and Overflow Fitting 
You Will Eventually Install 


The heavy nickle plated fittings and 
tubing used in the ADJUSTO are 
made to last. The slip connections 
allow of several inches adjustment 
and joints made stay made. When 
the plumber installs the ADJUSTO 
he has the interests of 
his client at heart. Nothing 
cheap about this line. We 
can’t make them any better. 


How can you decide if you haven’t 
looked the ADJUSTO over? Geta 
sample and prices. 


For SHAMPOO 


SHOWER 
BATH SUPPLY AMERICAN PIN CO. 
CLINIC Waterbury, Conn. 
LAVATORY 

ETC. 


Clayton & Lambert 
Torches are more dur- 
able and_ produce 
greater heat than 
other makes. Tanks 
are made of heavy 
gauge,seamlessdrawn 
brass, fitted with bur- 
ners, made from spec- 
ial generator metal, 
which retains the heat 
longer. They save 
their cost in the sav- 
ing of fuel alone. 
Jobbers supply at 
factory price, or we 
ship direct for cash. 
Send for free Booklet. 
Clayton & Lambert 


Mfg Co. 
Detroit. Mich., U.S. A. 


Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 


Milwaukee, 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 


- - Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LTD- 
Toronto, Canada 


986-1016 Metropolitan Ave. 


Send for Catalogue. BROOKLYN,N. Y. 
awe 


No. 32 Torch. 
Price each $4.00 net 


OW many times have you been un- 
able to do a job, because your pipe 
machine was too small? How unsatis- 
factory it is to have a pipe machine in 


your shop, and have a job come in a 
size or two larger than your machine. 
Makes you wish for.a larger machine. 


We can furnish any size up to 18 inch. 
GET THE CATALOG=—— 


Bignall @ Keeler Mfg. Co., EDWARDSVILLE, 


Illinois 
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New Hendricks Commercial Re- 
sister Just Published 
A es twenty-first annual Revised 
Edition of Hendricks’ Commercial 
Register of. the United States for 
Buyers and Sellers has just been issued. 
It has been published annually since 
1891, and is the most complete work of 
its kind in existence. Its aim is to fur- 
nish complete classified lists of Manufae- E 
turers for the benefit of those who want 
to buy as well as for those who haye 
something to sell. It covers very com- 
pletely the Architectural, Engineering, 
Electrical, Mechanical, Railroad, Mining, 
Manufacturing and kindred trades and 
professions. It establishes a direct lin 
between the buyer and seller. 
The total number of classifications in — 
the book is over 50,000, each represent- 


| 


ing the manufacturers or dealers of some 


machine, tool, specialty or material. An 
important feature of the Commercial 
Register is the simplicity of its classifica- 
tions. They are so arranged that the 
book can be used for either purchasing 
or mailing purposes. 

The trade names of all articles classi- 
fied in the book as far as they can be 
secured are given. 

It is expressed to any part of the 
country on receipt of ten dollars. Copies 
may be had from The Plumbers’ Trade — 
Journal Publishing Company, 45 W. 34th | 


street, New York City. | 


———_3¢-e— 
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Lewis Nelson, Chicago, IIl., Moves | 


Into His New Building 


cago master plumber of the North 


I EWIS NELSON, a well-known Chi 


West Side, has just moved into the 
new building which he has erected for 
himself at 3521 W. Fullerton ayenue, — 
near Ballou avenue. It is a modern two- 
story building with store and flat above. 
Mr. Nelson will use the store for his 


plumbing shop and the flat for his resi- 


dence. He has also had constructed, in 

connection with the building, a new brick — 
barn and garage to accommodate his 
horse and rig and also the new automo- — 
bile, which he has recently purchased to 
use in connection with his business. Mr. 
Nelson, who has been in the plumbing © 


business for the past fifteen or twenty | 
years, has built up a prosperous trade. 
He makes a specialty of new work, and 
at present has the contract for quite a- 
number of flat buildings in his section 
of the city, and also several residences 
in Austin. 1 
— 
Have You Voted in the “Clow 
Bulletin” Contest? 
HE Priumpers’ TRADE Journat takes i 
ale pleasure in extending its congratu- — 
lations to Messrs. James B. Clow 
and Sons, Chicago, Ill. for the constantly | 
increasing value and excellency of their 
famous house organ, the “Clow Bulletin.” 
Any remarks we could make in regard 
to the ability of this monthly visitor to, 
fulfill its commendable position would be 
superfluous, as all our plumber friends: 
are acquainted with its pright pages. 
However, we cannot let pass this opopT 
tunity to comment upon the splendid 
plan inaugurated by the Clows to become 
acquainted with any ideas of improve’ 
ment their friends may have. Realizing 
the value of the plumbers’ precious mo 
ments, they offer a generous remunera- 
tion for the time required to bring a) 
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ieir attention the best available sugges- 
on, in the shape of a one hundred dollar 
rize. 

The Clows have been eminently suc- 
sgsful and their desire to do all in their 
ower to better the condition of the 
lumber is fully appreciated, beyond all 
oubt, by the trade. 

Great interest has been manifested in 
ie contest, hundreds of suggestions have 
sen sent in—some eleventh hour ones 
rriving by telegram, and out of the 
atire list, “but twenty have been found 
ractical or untried.” These twenty are 
ublished in the September issue of the 
Bulletin,” accompanying which is a bal- 
»t for the readers to vote on the sug- 
estion that appeals to them as the most 
aluable. Success to the good work. Any 
saders of THE PLUMBERS’ TRADE JOURNAL 
tho are not receiving the “Clow Bulle- 
in” will be placed on the mailing list 
y mentioning this paper. 


——— 


he Geo. W. Patterson Company 
Buys The All Right Seat Com- 
_ pany of Greensboro, N. C. 


HE All Right Seat Company, 

which for a number of years has 

been making what is known as 
he “All Right Seat,” have sold their 
atents, accounts, good will, etc, to a 
ompany which has been reorganized by 
eo. W. Patterson at Greensboro, N. C. 
The new company has completed the 
rection of a large factory in which the 
utest improved machinery has been in- 
talled to manufacture the “All Right 
eats” in quantities to supply the con- 
tantly increasing demand. No expense 
3 being spared to make it a model fac- 
ory of its kind and special facilities 
or furnishing and packing are among 
he details which are receiving special 
ttention. 
The location of this company is par- 
icularly favorable as far as lumber and 
abor are concerned and the aim of the 
ompany is to manufacture the highest 
(uality seats offered to the trade. The 
Sales Department is to be under the di- 
‘ect management of Mr. Patterson, and 
he trade can look forward to a progres- 
ive sales campaign under his direction. 


—_—_2---—————— 


Chicago North-West Side Club 
Begins Season 


Wr a large and _ enthusiastic 
attendance, the social meetings 

of the Chicago North and West 
side Master Plumbers’ Pleasure Club 
vere resumed on Wednesday evening, 
.ugust 28th, at their club headquarters, 
004 Lincoln avenue. As the Club dis- 
ensed with its meetings during the 
ummer months, the gathering on August 
8th was more in the form of a reunion 
nd, in celebation of the event, the En- 
ertainment Committee provided ample 
efreshments and cigars, which assisted 
daterially in passing a very pleasant 
nd social evening. In attendance at 
he meeting were the following master 
lumbers: President Henry Breyer, Frank 
A‘ Kiesgen, F. J. Bohn, J. C. Berndt, Geo. 
‘ranklin, Theo. Eckart, Geo. Fischer, 
,. H. Jespersen, Edw. Federle, Wm. F. 
Jahn, A. W. Bahn, Lewis Nelson, J. A. 
jlater, Jos. Scheuer, Geo. Leebody, Luke 
‘eefe, F. H. Pearson, Chas. Mundt, and 
1. C. Wagner. Bring a friend next time. 


i 


Reon NN’ S) HG Hevea Dar Ow, 
PRESSURE BALL COCKS 


(Patented) 


Top Supply for High Tanks made in all sizes from % to 2 in. Absolute satis 
faction guaranteed. Send for Circulars. 


EXETER BRASS WORKS, EXETER, N. H 


New York Office—48 Cliff Street. Henry Stein, Rep. 
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prhess J ieW 2.C.”’ 


HOT BLAST GAS BURNER 


hs 


(Pat. Feb. 18, 1908) 
Anew pigeon ina Gas Burner 
for heating stoves and furnaces. 
Send for circular giving complete details 
and reasons why you should use the 


“JOHN W. CHAMBERLAIN 


Sole Owner and Manufacturer 
626 Federal St. Toledo, O. 


JKEWANEE, Smokeless Fire-Box Boilers 


are the only boilers made which ARE SMOKELESS 


Reports of exhaustive tests made by Robt. W. Hunt & Co., the renowned 
technical engineers, show less than one-quarter of one per cent of smoke from 
the poorest quality of Illinois and lowa coals. 


These reports show anefficiency of 74.3 per cent for the ‘Smokeless’ as 
against 51.7 per cent shown by Cast Iron Sectional Boilers from tests made by the 
University of Illinois, for the same coals (see Bulletin No. 31). 


A clean saving of fuel of 43.7 per cent. 


Besides being the greatest coal savers known, they are also the greatest 
steam makers. 


They also meet the requirements of the most exacting Smoke ordinances in 
existence. Smokelessness means the saving of beautiful buildings, as well asa 
saving of health and a saving of fuel. Steam Contractors should insist upon 
their use. There is NOTHING “just as good.” 


Chicago New York St. Louis 


Write for catalog and specifications now to 


Sold in Canada exclusively 
Kansas City Salt Lake City Los Angeles KEWANEE BoILER COMPANY , KEWANEE, ILL. ihe Deainina taser oe on 


| 


“NCVER BREAK” Patented July 12, 2080, 


106-108 Hopkins Place 


For Country and City 
Homes, Clubs, Public 
Institutions. Apart- 
ment Houses and Bath 
Room Water Supply. 


66 
Rossrrsov” on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 


QUALITY 


THE James Robertson Manufacturing Co. 


Ie 


SHWAB-BROS CO., 


811 EAST 9TH ST., NEW YORK 
Manufacturers of the “NEVER-BREAK” Seat. 


Our seats are constructed of four pieces mitred, the joints being held firmly together 
with a % in. dowel running into each end of joint and also two small dowels going 
through the large dowel making an absolute lock joint as ycu will notice by cut. 


The ‘‘NEVER-BREAK”’ Seat is made in all Styles,~Shapes and all kinds of 
Wood. FOR SALE BY ALL JOBBERS 

Galvanized wash tub covers, Galvanized flush pipes and everything in 
Plumbers woodwork, full line Medicine Cabinets. 


BALTIMORE, MD. 


Manufactured by 


The Dayton 
Pump & Mfg. 


Company 
6 Norwood Avenue 
Dayton, Ohio 
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The D. B. M. Wireless Pipe Locator 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIRW 


Business Hints for Progressive Craftsmen 


a 
aealeals 
will locate any metal pipe, no matter how T a T ‘a 
deep it may be buried under ground or con- 


ID you ever turn a microscope on 
D your business, looking for diseased 
methods? Did you ever analyze 
your sales plan to increase the efficiency of 
your business? In any event, you will be 
interested in this series of articles to appear 
in THe PLUMBERS’ TRADE JOURNAL from time 
to time. They will, without doubt, contain 
ideas that will help you. 

You may have seen a falling off in your 
profits, and, like the country physician, tem- 
porarily eradicated the pain without investi- 
gating the cause. Going on the assumption 
that every business has its vulnerable point, 
this series of short articles on sales methods 
aims to give ideas that others have found 
helpful. 

ONCE asked a_ successful plumber 
J what school he attended, and he 
smilingly replied: “The school of 
hard knocks.’ He had started in busi- 
ness in a growing town and, overestimat- 
ing the sales, conducted his business on 
a small margin of profit and running up 
his overhead expense, failed. This was 
the story of his first short business 
career. Not being discouraged, he en- 
tered a plumbing shop and while work- 
ing in the capacity of bookkeeper dis- 
covered the mistake that cost him hun- 
dreds, and yet saved him thousands of 
dollars. 

His employer was a man who set a 
mark for his yearly prospective sales, 
and sold his goods at a profit sufficient 
to take care of his salary and overhead 
expense. He insisted on making profits 
on his help and in the event that his 
yearly business exceeded the estimated 
amount, he had an additional, handsome 
profit to his credit. This plumber made 
a scientific game of the business. He 
planned his campaign like a general and 
aiming at a mark, he usually hit it. The 
plumber who attended the school of hard 
knocks was successful in later life be- 
cause he gave in on his first business 
experience. He saw the loophole in his 
business that caused: failure and had the 
courage to go back and win out. Hard 


cealed in the walls of a building. Will ship 
on ten days trial to responsible parties. 


Write for full particulars 


MODERN IRON WORKS 
DEPT. G 


QUINCY, ILL. 


STANDARD TANKS 


For Any Purpose 


Water-Air-Qil-Gas 


We carry in stock 


PNEUMATIC STEEL TANKS 
OIL STORAGE TANKS 
AIR RECEIVERS 


PROMPT DELIVERIES SEND FOR LISTS 


Standard Steel Tank @ Mfg. Co. 


General Offices, PITTSBURGH, PA.—Works, GIRARD, OHIO 


The Compression Disc 
= Patent Union 


Heavy Pattern, Air Furnace 
Malleable Iron with Brass 
Valve Seated Disc. 


Also Manufacturers of 


Malleable and Cast 
Iron Fittings and 
House Heating 
Boilers 
Write for Catalogue 


1801-25 Diversey Parkway, 
CHICAGO, ILL. 


“a 


Illinois Malleable Iron Co. 


THE TOOL YOU LONGED FOR 


N. M. GOMBINATION 
KEY WRENGH 


the best tool for plumbers ever invented 


for connecting up 
Bath Wastes 
Basin and Pedestal 
-Basin Plugs 
Tank Spuds 
Closet Spuds 
Wash Tub and 
Enameled Sink Plugs Strainers 


Square openings in handle, three sizes 
for Curb Boxes and Plugs 


Send for Catalog 


National Mechanical Appliance Co. 
600-610 Kent Ave., Brooklyn, N. Y. 


work always carries a lasting reward. 
He gained control of his faculties so that 
they would yield maximum results for 
minimum effort. + 

I have often been asked the necessary 


Granting that he has fair business in- 
stinct, he must believe in himself, the 
goods he sells, the community he lives 


For Wash Bowls, Sinks, Baths and Wash Tubs 
in; and, being an advertising man my- 


CLEVELAND - - OHIO 


S 4S, %S, RB. 


By A. M. MINNICK 


Excellently Appointed New Factory of The Frost Manufacturing Co., Kenosha, Wit 


requisites of a successful business man.- 


by 
ore 


self, I feel that he should have a firm 
belief in printers’ ink. A man with these 
qualifications inspires confidence, he ra- 
diates optimism, and is awake to his 
opportunities. He does not wait for 
fortune to come with her golden crown 
for fear she will pass him by. He knows 
what he wants and with a purpose born 
of conviction, goes after it. ; 
Probably no business is so blackened 
with difficulties and set-backs as the 
plumbing and heating industry. Busi- 
ness today is largely conducted on eredit, 
The successful steam fitter or plumber 
establishes a sound credit with the bank 
in his local town and betters his rating 
with the concerns with which he deals. 
If he has a record of paying his bills 
promptly and securing the usual cash 
discount, the matter of extending credit 
in emergency comes as a matter of 
course. You can’t discount your bills if 
you are doing work for people who are 
“slow paying.’ It’s the wise business 
man who knows when to turn down a 
job and who cultivates a clientage to 
pay promptly. Only in this way can you 
discount bills. a 
Manufacturers are more and more 
cautious today than ever before in ex- 
tending credit. You may not be able to 
pay promptly during the rush season, 
but if you are progressive and show in- 
itiative in business, the manufacturer or 
jobber will be willing to extend credit on 
reasonable security. It is not necessary 
that you tell the manufacturer that you 
are progressive. His salesmen are watch- 
ing your methods. 2 


oe ei lps 


Frost Manufacturing Co., Moved 
into New Quarters 
INDING their business inereasi 
F to such an extent that their old 
plant could not: handle it, the Frost 
Manufacturing Co. of Kenosha, Wis, 


were forced to increase their establist 
ment by the addition of a brand ne\ 
building. | 

With the increased floor space NOW a 
their command, they expect their outpu 
will be boosted at least 50%. Im th 
new plant has been installed all ne 
machinery. The buildings are strict! 
modern and fire-proof, being puilt 
steel, brick and _ reinforced “coneret! 
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‘Standard’ ENAMELED FRONT-PLATE BATHS 


erin oe 3 


More than fifty eae Co ¥ : a Setanta 
designs with over mene ree eb isie 


one hundred dif- Baths are designed | 
ferent combina- 


tions of fittings | 
are shown in the | 
new “Stardard” Cat- 


for tiling into the | 


floor and wall at 
the back and on 


logue “P.” either or both ends. 
a , 


CLARION—PLATE P, 2400 J. 


“Standard” Porcelain Enameled Clarion Pattern Bath, Porcelain Enameled Front and Ends, for tiling in at Back only, with Centre Out- 


let and 3% inch Roll Rim; fitted with P 10022‘‘Imperial’’ Bottom Bell Supply and Waste Fitting, %-inch Supply Pipes, Compression Valves, 
China Cross Handles with Indexes and China Cross Handle Waste. 


This bath is designed for setting in marble or tiled wainscoted wall at Back only. 
Nominal Sizes 


5 inches 5 1-2 inches 
Plate P 2400 J, as described = a - - $102.50 $107.50 
" (dd . : y ® : oO 7 AV 
__ standard” Enameled Front Plate Baths are especially adapted to high-class bath rooms. They are easy to install, highly sanitary, and 
In appearance and efficiency are unequalled, 
” td 7 . = ay . 
ptandard” Enameled Front Plate Baths bear the “$tardard’ “Green and Gold’ Label and are guaranteed against defects in material o1 
workmanship : 
- 
Standard Sanitary Mfg. Co. | 
GENERAL OFFICES PITTSBURGH, PA. 
- ei eee / f S : . . 
Wow Vork...:... 35-37 W. 31st Street nora Ot BOOM Pittsburgh.........-. 106 Sixth Street 
Boston........ John Hancock Building Washington, D.C., 200 Southern Bldg. Toledo, Ohio...... 811-321 Erie Street Cleveland. .648-652 Huron Road, S. E. 
TARGUS Oot sig sis) cots 0 « jessie) e010 tees Houston,Tex., Cor. Preston & Smith Sts. Louisville. .319-323 West Main Street Montreal, Can..215 Coristine Building 
Karpen Bldg., 900 S. Michigan Ave. Fort Worth, Tex...Front & Jones Sts. Nashville, Tenn. .315-317 10th Ave., S. Toronto, Can..59 Richmond Street, E 
St. Louis. . .100-102 No. Fourth Street Cincinnati, Ohio....633 Walnut Street Maltin Ere ClsGO.0 Galn ccctaberecic. setae Hamilton, Can..20-28 Jackson St., W. 
Philadelphia...... 1128 Walnut Street New Orleans. Baronne & St. Joseph Sts. ....Merchants Nat’l Bank Bldg London, Eng.,57-60 Holborn Viaduct, F.C. 
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You Can Secure Many a Job Where the Bidding 
Is Close By Explaining the Advantages of the 
Belknap Generator for Hot Water Heating. 


Tell the architect and owner about how much you can reduce the cost for pipe and 
fittings—How a higher temperature of water improves the system—How the circulation is 
made faster and more uniform. These and many other points about the Belknap System are 
given in our new booklet called “The Belknap System of Hot Water Heating.” In it 


you will find many interesting facts that you can use in your every day work. Your copy is 
ready for the asking. ; 


One tapping of radiator serves every purpose of the old flow and return connections. The 
Belknap Circulating Coupling permits this. Think of the saving in fittings, time and labor. Im- 
proves the appearance by keeping the risers side by side. Induces positive circulation by its 


construction. 
The Belknap can be installed in present systems at small expense. 


It is not how CHEAP but how GOOD. 
The Belknap Manufacturing Co. _ Bridgeport, Conn. 
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HOT AIR PUMPS 

MOTOR DRIVEN PUMPS 
GASOLENE ENGINES 

RIGHT PRICES FOR USERS 
GOOD PROFITS TO DEALERS 


Write nearest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 


New York Boston Philadelphia 
Montreal, P.Q. Sydney, Australia 


Send for circular. 
J. H. GRIFFIN 
506 W. 26th St., New York City 


KITSON 
QUALITY 


HIGH GRADE 
STOP 


AND 


WASTE 


Manufactured by 


THE KITSON CO. 
Philadelphia, Penn. 
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HE general report among De- 
troit, Mich., plumbers and steam 
fitters seems to be that they are 
busy and: have plenty of work 
ahead. Present conditions in 
every way are more satisfactory. 

There was some trouble earlier in the season 
to obtain materials, but the jobbers and 
manufacturers are now in better shape and 
are filling orders more promptly. 

Vinton & Co., Detroit, Mich., will install 
the plumbing in the residence of H. N. Torry, 
Grosse Pointe. 

Ernst Bros., Detroit, Mich., will install 
the plumbing and steam fitting in the Carne- 
gie Library on Martin street. 

John Taylor, 83 Davidson avenue, Detroit, 
Mich., will do the plumbing in the residence 
of A. F. Hann on Taylor avenue. 

J. W. Partlan, 51 Park Place, Detroit, 
Mich., will install the plumbing in the garage 
of E. M. Holland at Grosse Pointe. 

A. W. Schultz Co., 815 Gratiot avenue, 
Detroit, Mich., have the plumbing contract 
for the residence of HB. M. Wilson on Chicago 
Boulevard. 

Donald Miller*& Co., Detroit, Mich., have 
the plumbing contract for the power-house 
and tunnel being erected by the Detroit 
United Railway. 

J. H. Kennedy, 217 Jefferson avenue, De- 
troit, Mich., have the plumbing contract for 
the brick residence of A. A. Moore on Chi- 
cago Boulevard. 

Ed Steiner, 369 E. Fort street, Detroit, 
Mich., will do the plumbing and steam fit- 
ting in the residence of Joseph Mueller on 
St. Paul avenue. 

Eugene Willard, of the Great Western 
Pottery Co., Tiffin, Ohio, was in Detroit, 
Mich., for a few days recently and reported 
excellent business. 

James Coyne, 42 S. Terrace street, Mus- 
kegon, Mich., will install the hot water heat- 
ing system in the four-room addition to the 
bank building there. 


Otto A. Wurm Co.,50 Adams avenue West, 
Detroit, Mich., received the plumbing con- 
tract on the new residence of George Ale 
Huebner, Taylor avenue. 


J. H. Crumley, 284 Woodward avenue, 
Detroit, Mich., is doing the plumbing in the 
building of thirty apartments of Cc. J. Mer- 
bach, on Erskine street. 


The Cadillac Heating & Plumbing Co., 
122 S. Mitchell street, Cadillac, Mich., have 
the plumbing contract for the residence of 
H. H. Commers, on East Cass street. 


O’Connor Bros., 297 Grand River avenue, 
Detroit, Mich., have the fan system of. heat- 
ing for the new Carey School. Ernst Bros., 
35 Bagg avenue, Detroit, will do the 
plumbing. : 

Wm. O. Cargill of Grand Rapids, Mich., 
has completed the contract for the plumbing 
in the new Congress High School of Grand 
Rapids. He has also the plumbing in the 
new Bissel residence, Grand Rapids. 

F. A. Brown of Saginaw, Mich., is such 
a busy man that he keeps in touch with 
his office all day long by’ phone, for he 
is never in the same place. His office 
needs a man just to keep in touch with him. 


Ww. J. Dowsett & Co., at Jackson, Mich., 
have the contracts for hot water heating in 
a $15,000 flat building; also in a $10,000 
residence on West Main street; and another 
in a $10,000 store and flat pbuilding at Bat- 
tle Creek, Mich. 


McDonald Bros., Hubbel, Mich, had a 
competitor whom they desired to buy out 
for more than three years offering in the 
beginning. a sum of several hundred dollars. 
Recently, however, they bought out the self- 
same business for the sum of $5. Just a 
plain case of ‘bust.” 

George Soffell, of Pittsburgh, Pa., has the 
contract for the plumbing, and Harrigan & 
Reid, of Detroit, Mich., the steam fitting on 


\ 


the new Dime Savings Bank Building being 
erected at the corner of Fort and Griswold 
streets, Detroit. The contracts are the 
largest ever let in this city for similar work. 
When completed it will be the tallest office 
building in this section of the country. 

Bean and Deville, 1478 Woodward avenue, 
Detroit, Mich., are completing the plumbing 
in Wm. Steger’s residence on Lawrence 
avenue. 

Frank Mohr, 3876 Dix avenue, Detroit, 
Mich., is the contractor for the plumbing 
in W. J. Hartman’s factory building, corner 
Fort and 14th streets. 

William Gourlay, Jr., 635 East Fort street, 
Detroit, Mich. is installing the plumbing 
in the new Broadway Market, which will be 
one of the finest institutions of its kind in 
the United States. 

Norman English, of 505 Chamber of Com- 
merce, Detroit, Mich., spent Labor Day at 
the Exposition Fair in Toronto. Edward M. 
Harrigan, of Detroit, also spent Labor Day 
at the Toronto Fair. 

The Diamond Mfg. Co., whose building 
was recently destroyed by fire, have their 
new one well under way and expect to oc- 
cupy it by November ist. This firm manu- 
facture plumbers’ supplies. 

Jacob Zerga, 78 West Larned street, De- 
troit, Mich., have the fan system of heating 
to install in the addition to the Garfield 
School. Ernst Bros., 35 Bagg avenue, De- 
troit, have the plumbing contract. 


A. W. Schultz Co., 815 Gratiot avenue, 
Detroit, Mich., have the fan system of heat- 
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has been maintained between the north. 
ern terminus of the railroad and Day. 
son, during the closed season along the 
Yukon River. This stage line requires 
from 350 to 500 horses and a large num. 
ber of men to operate successfully and 
believing that better and more economi- 
cal service could be secured by means 
of the motor truck, the W. P. & Y, R, 
have recently bought and put into 
operation a Knox two-ton truck with the 
intention of ultimately doing away with 
horses entirely on the trail.” 

“The roughness of the route combined 
with many steep grades calls for a ye- 
hicle of great strength and power; but, 
judging from present indications, the 
little Knox truck is fully equal to the 
severe conditions and will speedily 
bring about the complete motorization 
of the stage line.” : 


Canton, Ohio, Master Plumbers 
Entertained by Pittsburgh Man- 
ufacturers and Jobbers 


O* August 13th and 14th, thirty- 
four of the leading master plumb- 
ers of Canton, Ohio, paid a visit 

to Pittsburgh, as the guests of The 

Bailey-Farrell Mfg. Co., The Iron City 

Sanitary Mfg. Co., Ruud Mfg. Co. The 

Pittsburgh Water Heater Co., and the 

jobbers of the city. | 
Upon their arrival they were met by 

representatives of the Bailey-Farrell 

Mfg. Co. and the Iron City Sanitary Mfg. 

Co. and escorted to specially chartered 

cars of the Harmony-Interurban Line, 


Canton, Ohio, Master Plumbers on Their Recent Trip to Pittsburgh as the Guests 
of the Pittsburgh Manufacturers and Jobbers : | 


ing to install in the addition to the Lilli- 


bridge School. O’Connor Bros., 297 Grand 
River avenue, Detroit, will install the 
plumbing. 


Shields & Leadley, of Lansing, Mich., will 
install the heating system in the office build- 
ing of the Brooks Rupture Appliance Co., 
at Marshall; the plumbing contract was 
awarded to the Marshall Plumbing & Heat- 
ing Co. of Marshall. 


Messrs. Larson & Johnson, Detroit, Mich., 
have secured the plumbing contract for the 
addition to the Ford Motor Co., Walkerville, 
Ont.; also for making extensive alterations. 


The same firm have also secured the plumb- 


‘ing contract for the new building of the 
Diamond Mfg. Co., Detroit. 
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Auto Trucks Increasing in the 
Northwest 
66 HE motor truck is slowly but 
T surely finding its way into 
every corner of the civilized 
world,” says Charles F. Barrett, adver- 
tising manager of the Knox Automobile 
Company. “The latest section to open 
its eyes to the possibilities of the com- 
mercial vehicle is Alaska, which only a 
few years ago was considered a wilder- 
ness.” 5 
“Byer since the building of the White 
Pass and Yukon Railroad, a stage line 


on which they were taken to Zelienople 
Pa., where the plant of The Tron City 
Sanitary Mfg. Co. is located. Refresh 
ments, etc, were furnished en route 
Upon arrival at Zelienople they well! 
direct to the plant and were show! 
through this immense establishment. 

Needless to say, they were very deepl 
interested in the many exhibitions of th’ 
manufacturers and returned to Pitts 
burgh delighted with their trip. 

Wednesday morning they visited th’ 
different jobbers of the city and late 


- were the guests of the Ruud Mfg. Co. a 


luncheon at the Fort Pitt Hotel. 

The afternoon was spent at the bal 
game, where their host, the Pittsburg! 
Water Heater Co., made every one fe 
at home. For those who had never se 
the great national game played, an 4 
nouncer was in attendance to expla! 
everything (the umpire). 

During the rounds of entertainment 
many impromptu speeches were madi 
notably by W. A. Gibb, F. W. Sponselle! 
Jonas A. Mills, Mr. Brill, Mr. Carother! 
and W. B. Bryar. | 

The weary travelers returned to Cal 
ton, happy in the thought that they ha 
been more than repaid for their visl 
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Summary of Lecture 
Qn Heating and Ventilation 


BY PROFESSOR KINEALY 


Delivered at Convention of Canadian Sanitary and Heating Engineers ,) 
16-25 


) 


ROF. J. H. KINEALY, president of the 
P American Society of Heating and Ven- 

tilating Engineers, held an audience of 
generous proportions wrapped in attention 
by his most interesting address on “Heating 
and Ventilation.” The Professor, who has a 
national reputation as a “reconteur,” intro- 
duced a delightful anecdote about his little 
girl, in which he deprecated the attentions 
showered upon him by the Calgary Associa- 
tion. 

He traced the history of steam systems 
from their inception and gave to Treadgold 
the credit due such an eminent authority. 
He took his hearers through the difficulties 
the early users of steam appliances had in 
disposing of the water of condensation and 
explained the early practice of leaving the 
pipe end open to discharge water and air 
into a receptacle designed for such purpose. 
This, early in the heating game, indicated 
the need of a pump to return the water of 
condensation to the boiler. The other con- 
ception of early steam users was that of a 
elosed circuit. With such a circuit it be- 
came necessary to rid the system of air, 
collecting from the water of condensation. 

Thus arose the air valve, first patterns of 
which were opened by hand. Next the Pro- 
fessor spoke of early English ideas—auto- 
matic thermostatic devices, open for air but 
closed by heat of steam. 

The drawback of this was the foul air 
discharged in the room. Still another Eng- 
lish conception was that of the pipe attached 
to air vent and run back to boiler-room or 
to the outside. 

Thus we see two systems. One with the 
pressure less at far end of piping from 
boiler and in the second the pressure equal 
all over. 

In 1882 the first real advance was made 
by Napoleon Williams of the United States 
when he attached to the end of the line a 
pump to create a partial vacuum, thereby 
lessening the pressure in the return. 

Williams was granted the original patent. 
Johnson & Gedge conceived a like idea but 
the courts held that they were mere paper 
patents and that no device had been made, 
so that Williams was granted the original 
patent. ‘ 

Until this patent expired in 1899, no one 
could put on a vacuum pump to promote 
circulation without infringing on Williams’ 
rights; with the result that all improvement 
was held up in this direction until the ex- 
Piration, in 1899, of his patent rights. 

In 1882 Skiffingdon followed and his idea 
was the beginning of a new school. He con- 
nected a pump to the air line, and was 
granted a patent. This was the beginning 
of the Paul system. 

In the Williams system were used a sup- 
ply pipe, and a return, through which water 
of condensation and air were brought back 
and separated in the pump. 

The Paul system came forward with the 
supply and return pipe and in addition an 
air pipe; in some cases the supply and re- 
turn were one, but there was an additional 
air pipe not found in the Williams system. 

The vital difference, as we see, was that 
in the Williams method, air and water came 
back through the same pipe, while in the 
Skiffingdon or Paul system, one pipe was 
used for the water of condensation and an- 
other for air. 

Williams’ system was undoubtedly waste- 
ful. Steam was drawn from radiators and 
it was found hard and almost impracticable 
to allow air and water to escape and pre- 
vent the outlet of steam. 

The chief difficulty encountered was how 
to size the orifice. Thus arose the Paul 
valve, designed to prevent “material” loss 
of steam. The Paul valve never stopped all 
steam loss, as it was hoped it would. 


Held at Calgary, Alta., July, 


There was found a vast difference between 
the theoretical findings of laboratory prac- 
tice and the hard knocks handed out in 
actual practice. 

Here the Professor diverted for a while 
and dwelt upon reason for firms selling 
“systems”; some had been unjustly criti- 
cised for seeking to get a wholesome profit 
from the product of their brains. 

Such criticism of firms selling devices was 
unjust because the whole job depends upon 
the successful operation of these devices and 
if found faulty the manufacturer is held 
strictly responsible. 

The lecturer next devoted a few minutes’ 
attention to the subject of hot water heat- 
ing and in the course of his remarks said: 
“There are several devices on the market 
sold for the purpose of improving hot water 
circulation. They are sold for this purpose 


and they accomplish it admirably.’ These 
devices form the nucleus of accelerated 
systems that are becoming so _ popular 


through showing such great efficiency. 

Manufacturers of such devices could not 
sell them at the price of cast iron, as some 
seem to expect, because it has been that 
when such an appliance is used the manu- 
facturer is held closely responsible for the 
successful operation of the installation. 

The Professor next touched upon ventila- 
tion. For some reason fan men took out 
no patents. It would have been better had 
they done so. About 1885 England began to 
plan fan systems. They used a fan to force 
air to the place needed. 

There arose two systems—the “induced” 
and the “plenum.” In the “plenum” system 
the pressure inside the room is greater than 
the outside. In the “induced” system the 
pressure is less inside than outside. 

In the latter system the leakage of air 
causes drafts and makes the room or apart- 
ment difficult to heat. The “plenum” system 
is considered better as it puts the air into 
the room and allows it to pass out naturally. 

The Professor went into some interesting 
details on indirect heating, the location for 
register openings and _ standardization of 
school systems. He dwelt interestingly on 
the necessity of air washers and brought his 
delightful talk to a close, much to the regret 
of his interested listeners. 
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lowa M. P. A. Board of Directors 
Hold Semi-Annual Meeting 


HE Board of Directors of the 
af Iowa State Association of Master 

Plumbers held their semi-annual 
meeting at Des Moines on August 26th. 
Among other things the date of the next 
annual convention ,which will be held 
at Sioux City, was discussed. They 
finally left the matter to the discretion 
of the Sioux City members with the 
proviso that it be held some time in 
January, as per custom. 

The entire Board was present with 
the exception of J. H. Ewinger of Bur- 
lington. 

Those in attendance were: Robert 
Clayton, Davenport; Ralph Ellis, Water- 
loo; T. J. Daly, Mason City; L. Smid, 
Cedar Rapids; H. B. McCarten, Du- 
buque; John Geren, Sioux City; Robert 
Knauer, Des Moines, and Frank Vollers 
of Keokuk. 

After the meeting those in attendtnce 
visited the state fair, which was being 
held there during that week. 
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Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 
INTERIOR HEAVILY TINNED 


IMPROVED 


IMPROVED ) MODERN | 


WILHELM 
BOILER, | 


Guaranteed Against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO., Makers 


PATERSON, NEW JERSEY 


Long Life Greater Adjustment 


This WATSON adjustable roof flashing is made of 
heavy copper. It is practically indestructible. 


There are NO SEAMS and NO SOLDER at the roof 
line. You can setitin two minutes. When once set 
it STAYS PUT. 

Send for complete particulars 


Davis-Watson Mfg. Co., Inc. 


Nashua, New Hampshire 


The Fabian 


Patent 


Ball Cock 


Absolutely different 
from any other. 

Operates with gear 
motion, hence no 
noise. Few parts to 
wear and these in- 
stantly renewable. 
Positively the most 
powerful leverage. 


Patented Feb. 3, 1903 

Specify Fabian top or bottom. 
Supply ball tanks in flush tanks. 
Use themin repair work. Send for circulars 


Fabian-Howard Co. 
2130 Germantown Ave - Philadelphia, Pa. 


THE WADE IRON SANITARY CO. 


Back Water Gate Valves, Cleanout House 
Drainage Fittings, Iron Catch Basins 
Cast Iron Covers, etc. 

Send for catalog 


aaik a 18 E. Harrison Street, Chicago, Ill. 
METAL BACK MEDICINE CABINETS 
FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 
cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to install. 

Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 
raed glass Shelves. Beveled French Plate Glass 

irror, and Lock and Key. 


Price is right. 


Send for catalog. 


Frank H. Graf Mfg. Co. 
323 7th Ave. New York City 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON. INC., NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 


STRONG EFFICIENT 


FITS EVERY SIZE PIPE 


FITALL HANGER STRAP 


ADJUSTABLE 


ECONOMICAL 
TWISTED WIRE AND STEEL CO. 


515-21 Greenwich St. New York 


THE PLUMBERS’ TRADE JOURNAL, STEA 
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Lever Gripping Chuck 
One Movement 


on this Saunders No.2 A Pipe Threading, 
Cutting and Nipple Machine brings all 
Gripping Jaws to the Centre. 


Adjustable Expanding Die Head 


is movable, allowing the pipe to pass 
through the cutting head— without going 
through the Die Head, with resultant in- 
jury to the chasers by drawing pipe 
over them. 

Send for Catalog 


D. Saunders Sons, Inc. 
Yonkers, N, Y. 


One That Makes Good 


Since you are held accountable for what you sell 
and recommend, you ought to be particular to sella 
heat regulator that can and does do all that is 
claimed for it. The 


Trandon 


Automatic 
Thermostat 
Heat 
Regulator 


has a record of making good—a coal saver and a 
real heat regulator every day of the winter. So 
simple it does not get out of order, and so easy to 


install that the selling margin is almost all profit. 
Write today for full details of our selling plan. 


CRANDON MFG. CO. Crandon Bldg. 
Bellows Falls, Vt. 


A Booklet About the 
“JANITOR THAT 


NEVER SLEEPS” 
Send for it today / 


Steel Tanks for Compressed Air 
and Water Systems 


Every AIR-TIGHT ‘Tank is g-aranteed not 


to leak under pressure specified. 


The seams and heads are “brazed”, making 
the tank one solid piece of steel. 


We have been building AIR-TIGHT tanks 
for 20 YEARS with never one returned, 


Send for prices 


Air-tight Steel Tank Co., 


Pittsburgh, Pa. 
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AT IT 25 YEARS PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 
: BEST BY TEST 
152 CHAMBERS ST.,N. Y. CITY 


Ask what Carter Service means to you 


RES 


Plumbers, Steamfitters, Gasfitters & Tinsmiths Supplies _ 


BLUE & QUERIPEL COMPANY, INC. 


119 & 121 East 124th Street, NEW YORK | 


elephone 


iti 


1178-1779 Harlem 


» 


J. EDWARD MOHLER, BALTIMORE, MD. 


J. Edward Mohler of Baltimore, Md., died 
at his home on August 8th, as the result 
of a complication of diseases. Mr. Mohler 
was born in 1866 and was a graduate of 
St. Patrick’s School. On arriving at young 
manhood he became connected with the 
heating and plumbing trade and later formed 
a partnership with E. J. Cuyler, in the firm 
of Cuyler & Mohler. At the time of his 
death his firm was conducting one of the 
largest Southern plumbing supply houses. 

Mr. Mohler was a man of public spirit 
and was a member of the Baltimore Sewer- 
ge Commission. He was also a member 
of the Baltimore Yacht Club and the Balti- 
more Athletic Club. 


JOHN J. HAMBLIN, CHICAGO, ILL. 


John J. Hamblin, one of the oldest master 
plumbers of Chicago, passed away, August 
15th, at his home on Ogden avenue. Mr. 
Hamblin, who was seventy-seven years old, 
had been ailing since December last, al- 
though it was not until early in July that 
he became critically ill. Though retired 
from active business for a number of years, 
Mr. Hamblin conducted a plumbing shop in 
Chicago since 1864. He was also very active 
in his younger days in the councils of the 
Master Plumbers’ Association. He was one 
of the charter members and organizers of 
the Chicago Local Association, and also as- 
sisted in the formation of the National As- 
sociation of Master Plumbers, of which he 
was a former treasurer. At the time of his 
death, he was an honorary member of the 
Chicago Master Plumbers’ Association. 

He was born in Newark, N. J., on July 
5, 1835. His father removed to New York 
City in 1836, where Mr. Hamblin attended 
school, until he was fourteen years old, when 
he learned the trade of a plumber and 
worked at New York City for seven years. 
In 1856 he went to Chicago, and was em- 
ployed at his trade one year when he formed 
i partnership in the plumbing business with 
James McDonald, under the firm name of 
McDonald and Hamblin. They carried on 
the business, together, until 1862, when the 
iim was dissolved. He then enlisted in the 
‘hieago Mercantile Battery, with which he 
eived three years in the Civil War. After 
mustered out of service, he returned 
and entered into partnership 


veing 
o Chicago, 


The Late John J. Hamblin 
with Joseph A. McCartney, under the style 


of MeCartney and Hamblin. After eleven 
years, the firm dissolved, and Mr. Hamblin 
continued the business until 1878, when he 


emoved to Kansas City, there engaging in 
‘arming for three years. That pursuit not 
yroving remunerative, he returned to Chi- 


‘ago, and commenced the plumbing business 
‘gain, in which he has since been engaged. 


Mr. Hamblin was a member of Dearborn 
Lodge, No. 310, A. F. & A. M. Mr. Ham- 
blin was married on November 25, “1857, to 


Miss Elizabeth Barnes of Chicago. 

The funeral took place Sunday from the 
DeKalb Street Methodist Church, of which 
Mr. Hamblin was a very active member 
during the later years of his life. After 
services there, where an excellent tribute 
was paid to his memory as a soldier, busi- 
ness man and ardent Christian, the remains 


M AND HOT WATER FITTERS’ REVIRW 


were laid to rest in Rosehill Cemetery. 
Chicago Local Association, which sent a 
beautiful floral tribute, were represented by 
quite a number of its members. Some of 
those in attendance were the following: 
J. C. Naughton, C. T. Byrne, David White- 
ford, Michael Reilly, Chas. J. Boyd, Alex 
Murray, Mat. Mandable, R. Coleman, Thos, 
Beggs, R. B. Finn, L. Juergens, David §. 
Bain, A. C. Hickey, P. C. Desmond, Jas. 
Welch, Wm. Sims, T. M. O’Brien, E. J. 
Benning and Peter M. Munn. 


Fr. A. E. RENNER, BROOKLYN, N. Y, 


The Burr Manufacturing and Supply Co., 
of 94 to 102 Lexington avenue, Brooklyn, 
N. Y., jobbers of plumbing and heating 
material, announce the death of their presi- 
dent, Mr. F. A. E. Renner, at the Mutual 


A. EH. Renner 


The Late F. 


Hospital, Brooklyn, N. Y., following an 
attack of typhoid pneumonia. Mr, Renner 
had been confined to the hospital for a 
period of two weeks. 

Previous to his association with the Burr 
Manufacturing and Supply Co., Mr. Renner 
had been engaged in the supply business 
for many years, having been connected 
with the sales departments of The Nason 
Manufacturing Company and F. N. Du Bois 
& Co. of New York City, and The Davis 
Creswall Co., of Denver, Colorado. He had 
also been engaged in the plumbing business, 
having been connected with The Kenny- 
Renner Co., of New York City. 

Mr. Renner was a member of Marsh 
Lodge, F. & A. M., No. 188. 

Funeral services were held Sunday, Sep- 
tember ist, at his residence, 944 Bushwick 
avenue, Brooklyn, N. Y., with interment at 
Lutheran Cemetery, Monday, September 3d. 


FERDINAND OTIS, CHICAGO, ILLINOIS 


Ferdinand Otis, a master plumber at 442 
Rush street, Chicago, Ill., died from as- 
phyxiation at his home, 1529 Mohawk street 
He was found dead in bed by his family 
on the morning of July 18th. Mr. Otis had 
been in the plumbing business on Rush street 
for the past fifteen years. The deceased, 
who was 45 years old, is survived by a 
widow and two children, Ernest and Ethel. 
The funeral was held from his late resi- 
dence, the burial taking place at Wunder 
Cemetery. 


CHARLES A. BURGE, MACON, GA. 


As a result of a broken neck sustained 
when he was run over by an automobile, 
Tuesday afternoon, August 20th, at five 
o’clock, Charles A. Burge, thirty-four years 
of age and a well-known plumbing con- 
tractor of Macon, Ga., died four hours later 
at the Macon City Hospital. The automo- 
pile was owned by B. T. Adams, a Macon 
capitalist and cotton broker, and was 
driven by Ira Louther, a negro ‘chauffeur. 
But for the vigilance of the police who ar- 
rested the negro and placed him in the jail, 
mob violence would have probably followed. 
A mob formed at the county jail, put was 
dispersed by the officers. The negro is held 


for the grand jury on a charge of criminal 
negligence. s 
Mr. Burge was born and reared in Macon 


and was one of the best-known plumbing 
He is 
sters. 


contractors in his part of the state. 
survived by a widow, son and three si 
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fe “Paul and 3045. 
’ Cig 
Morneapotts Weus 
N the magnificent new 
Elks’ Building to be 
built at Second ave- 
nue, S., and 6th street, 
Minneapolis, Minn., 
Chas. Wilkins & Co., 


610-612 Third avenue, 
S., were awarded the 


VW i 


plumbing, and M. J. 
McGrath, 1415 Third 
avenue, S., the heat- 


ing. 

J. M. Jacobsen, 314 
Cedar avenue, Minne- 
apolis, Minn., was suc- 
cessful in closing two 
large contracts, the 
plumbing and heating 
in the forty-three flat 
building to be known as Lundberg Flats at 
Syracuse Place, between Grant and 14th 
streets, and the plumbing and heating in the 
new Farrington Memorial Chapel, Twentieth 
avenue, S.. and Riverside. 


F. J. Gost & Co., 409 Twentieth avenue, 
N., Minneapolis, Minn., have completed the 
plumbing in the new flat building at 2617 
Emmerson avenue, S. 


The Western Heating Co. 13 E. 386th 
street, Minneapolis, Minn., are installing the 
plumbing and heating in the new Minnesota 
State Insane Asylum at Anoka, Minn. 


While at the present there is not the 
amount of new work under way that there 
was last year, yet all the shops seem to be 
more or less busy and none complaining. 


Treland-Simons Co., 518 Second avenue, S., 
Minneapolis, Minn., were the successful bid- 
ders on the plumbing and heating in the 
Jordan Flats, 25th street and Grand avenue. 


Archambo Heating and Plumbing Co., 317- 
323 Fifth avenue, S., Minneapolis, Minn., are 
installing the plumbing and heating in the 
Lyon residence at 54th street and Stevens 
avenue. 


O. F. Kohl & Co., 808 First avenue, S., 
Minneapolis, Minn., were awarded the plumb- 
ing in the new Martin Hotel at Sioux City, 
Iowa. There are five hundred and sixty fix- 
tures installed. 


In Minnesota, Iowa, North and South 
Dakota all crops are flourishing, the weather 
having adjusted itself so as to please the 
farmer instead of the general public, and 
unless the unforeseen happens these states 
will enjoy one of the best harvests they have 
ever had. 


A. W. Scott, 215 6th street, S., Minneapolis, 
Minn., has secured the contracts for plumb- 
ing three large residences for E. A. Merril, 
2116 Second avenue, S.;F. G. Atkinson, 308 
Ridgewood avenue, and B. S. Bull, Ridge- 
wood aevnue. 


The Hughes Heating & Plumbing Co., 
1514 E. Franklin avenue, Minneapolis, Minn., 
have secured the contract for installing the 
heating in the Old Folks’ Home for the 
Lynblomsten Society at Como and Pasquel 
avenues, St. Paul., Minn. 

Trade conditions, especially in Minnesota, 
are improving rapidly. Masters are becom- 
ing hard association workers, pulling to- 
gether more, and at last it looks as if the 
Mumbing and heating business is going to 
establish itself on a good sound footing and 
have “Trade Protection.” 

Hi. W. Bowe, 376 Dayton avenue, St. Paul, 
Minn., who has been confined to his home 
from injuries received in an automobile acci- 
dent, is back on the job, ready to try it again. 


COUPLINGS: 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. - 
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of two cents a word. 


WANTED—A PLUMBER, STEADY JOB 
for right man. Address 199, c/o THE 


PLUMBERS’ TRADE JOURNAL. 


WANTED —A FEW LIVE SALESMEN 
to sell one of the best-known lines of plumb- 
ing tools. Address 212, c/o THr PLUMBERS’ 
TRADE JOURNAL. 


WANTED — FIRST-CLASS PLUMBER 
and steam fitter; no others need apply. 
Steady work. State salary expected. P. O. 


Box 3238, Saranac Lake, N. Y. 
FOR SALE—MODERN 4” STANDARD 
Wieland pipe machine, pulleys, belting, 


shafting and hangers. Passman Bros., 30 
South Green street, Chicago, Ill. 


TINSMITH — CAN MAKE OWN PAT- 


terns and do inside, outside and furnace 
work. Steady work only. State wages. 
Tinsmith, 214, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


FOR SALE— PLUMBING AND HBEAT- 
ing business. One of the best locations in 
Seattle, Wash. Established six years. Price, 
$750.00. Address 175, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


WANTED — FIRST-CLASS SALESMAN 
to handle complete line of closet combina- 
tions in Indiana and Western Ohio. Salary 
and commission basis. Address 188, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—IN BROCKTON, MASS. 
My plumbing, heating and sheet metal 
business. Never troubled with _ strikes. 
Highest paid shoe operatives in the world. 
Ill health cause of selling. V. R. Donovan. 


WANTED AT ONCE—A FIRST-CLASS 
steam and hot water fitter. One preferred 
who can do plumbing and shop work if 
necessary. For full particulars apply to 
211, c/o THE PLUMBERS’ TRADE JOURNAL. 

FOR SALE — BEST ESTABLISHED 
plumbing business in the most progressive 


city in the South; or will take in a work- 
ing partner. Ten years in business. Address 
Proprietor Biscayne Hotel, Miami, Florida. 


FOR SALE—PLUMBING SHOP, FULLY 
equipped for jobbing trade. Expenses $30.00 
to $50.00 per month. Doing good business. 
Will sell for invoice of stock and fixtures. 
Address 210, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


WANTED—INVESTIGATING OR SELL- 
ing arrangement by man who speaks Chi- 


nese, French and German. Knows eastern 
conditions. Address 216, c/o THE PLUMBERS’ 


TRADE JOURNAL. 


YOUNG MAN WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
One who can write a good letter pre- 

Address 177, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


YOUNG MAN, AGE 27, WITH OFFICE 


experience in plumbing and heating lines, 
wants position in office or on road. Can 
estimate and design jobs. Best references. 
Address U. S. C. 1821 Center street, Des 
Moines, Iowa. 

WANTED BY MANUFACTURER OF 
house heating boilers and radiators, branch 
manager for New York City and Philadel- 


phia. Have established trade at present at 
these points. Address 201, c/o THE PLUMB- 
ERS’ TRADE’ JOURNAL. 

WANTED—OFFICH MAN FOR WHOLE- 
sale plumbing supply house in Cleveland. 
Must have good knowledge of the line. Must 
be sober and industrious. State experience, 
salary, and give reference. Address 207, c/o 
THE PLUMBERS’ TRADE JOURNAL. 

FOR SALE, AT BIG SACRIFICE—COM- 
plete bathroom outfit, including 2 Wolff’s 
Needle & Overhead Showers, 1 Truax Green 
Electric Cabinet—Marble Slabs, Rubbing 
Tables, etc. Haas & Hilton Company, 2901 
Wantworth avenue, Chicago, Ill. 

SALESMAN WANTED—A GOOD LIVE 
hustling salesman to sell complete line of 
plumbing, steam and mill supplies, in Texas 
territory. We want a salesman. No ordei- 
takers need apply. The Ahrens & Ott Mfg. 
Co., Ft. Worth, Texas. 

FOR SALE — 14-YEAR-ESTABLISHED 
plumbing business. One of the best locali- 
ties in Chicago. A good opportunity for new 


beginner. Reason for selling, leaving city. 
$1,000 takes stock and fixtures. Address 
215, c/o THE PLUMBERS’ TRADE JOURNAL. 


less will be charged for insertions under these headings. 
Cash or stamps must accompany order. 


Help Wanted, Business Opportunities, 
Situations Wanted, Salesmen Wanted, 
Exchanges and Miscellaneous Notices. 


A uniform Rate of 50 cents for 25 words or 
Additional words at the rate 


PLUMBING SCHOOL—WE TEACH 
the plumbing trade. Pays best wages, insures 


YOU 


steady work, makes you independent. Write 
today, Stout Institute, Menomonee, Wis. 


WANTED — POSITION AS GENERAL 


or office manager of retail or supply 
plumbing, heating and roofing or metal 
business. Seventeen years’ experience and 
best of references. Address R. Harvey, 


P. O. Box 841, Schenectady, N. Y. 


AS SUPERINTENDENT IN STEAM FIT- 
ting establishment; over 20 years experi- 
ence; 10 years as estimator and _ superin- 
tendent of construction; can satisfy as to 
experience and ability. Address 200, c/o 
THE PLUMBERS’ TRADE JOURNAL, 

FOR SALE—A FORBES HAND AND 
power pipe threading machine. Capacity 
one inch to six inches, inclusive. Extra 
dies. 5 H. P. gasoline motor, coil and bat- 
teries complete. Counter shaft and belting. 
Address 213, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


WE INVITE CORRESPONDENCE WITH 
manufacturers of any of the following lines, 
who desire their goods sold in the Chicago 
market: 

Gas heaters, radiators, ranges, cookers 
and specialties; house temperature ther- 
mostats and regulators; domestic hot water 
appliances; portable vacuum cleaners. Ad- 
dress 197, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


“The McCord” 
Steel Closet Seats 


Are just as far ahead of wooden seats as 
the metal tank is ahead of the old fash- 
ioned wooden tank. 


You can see yourself why. 


‘““The McCord” Steel Closet Scats 


will take a higher and more durable fin- 
ish than wooden ones. 


“The McCord’’ Steel Closet Seats 
are enameled just like the bath tub. 


“The McCord” Steel Closet Seats 


don’t cost any more than wooden ones. 


Send for Cireulars. 


Metallic Specialty 
Mfg. Co. 


22 and 24 S. Spring Ave. 
St. Louis, Mo. 


PUON'S PIPE-JOINT COMP 
Keeps Joints Tight 


JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J- 


That’s what Dixon’s Pipe Joint Com- 
pound does and yet permits easy dis- 
connection whenever this is desired. 
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“ACCOUNTANT” 


Plumbers! Steamfitters ! 


Have your business systematized by 
a Practical Accountant. Books open- 
ed—written up—closed. Monthly 
and financial state- 

Corporation work a speci- 
Charges moderate. 


E. M. SQUAREY 
221 Sherman Ave., New York City 


trial balances 


ments 
alty. 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on the 
Pacific Coast 
POSTAL 
TELEGRAPH 


BUILDING SAN FRANCISCO CAL. 


Stop! Read! and Consider!! 


Which is the better off, the man who 
has a good trade, or he who belongs 
to the vast army of unskilled workers? 
The New Trade School, founded in 
1881, and endowed, provides practical 
instruction in various trades for young 
men. Full day courses, $25 to $45; 
evening classes, $12 to $16. Mlustrated 
catalogue, showing trades taught and 
giving full particulars, mailed free on 
application. Address, 


NEW YORK TRADE SCHOOL, 


1254 First Avenue, New York City. 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
“THE BELL. * in the future. Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


ANDREW BELL, 373-375 Market St.. 


Newark. N. J 


meting So cteccnov coc 


Thousands of Plumbers 
Have Salaries Raised 


You can be safe in judging what a man 
can do by what has been done—past per- 
formances—past records. Inthe files at the 
International Correspondence Schools are 
more than 27,000 letters that are witnesses 
to the marvelous results accomplished by 
students of the International Correspond- 
ence Schools. A recent tabulation of the 
records of 1,000 students shows that the 
average salary at the time of enrolment for 

Courses was $54 per month, but 
today, or at the time the letters of indorse- 
ment were written, the salaries have in- 
creased to an average of $183 per month. 

There is not, in all the world, a greater 
force than the I. C. S. to put new hope in 
the hearts of laboring men and teach them 
to attain success. 


The I. C. S. are ready and willing to help 
you. Are you willing to be helped? Then 
determine what you want to be and 


Mark and Mail the Coupon NOW 
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¢ 

* International Correspondence Schools a 
° Box 972, Scranton, Pa. ° 
* Without obligating myself in any way, I should like - 
@ to have you send information about the I. C. S. @ 
@ Course in Plumbing. e 
° o 
* Name ars a > 
¢ . 
° 

9 Sireet and No. = ; 
° r 
* City State e 
Mi ° 
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THE ORIGINAL NON-VENTING 
ACETYLENE GENERATOR’ 


Listed by the Consulting Engineers of The National Board of Fire Underwriters 
‘* anybody can cut prices, but it takes brains to make a better articte.’’—Philip Armour, 


There is no doubt that the Venting Acetylene Generator 
in the best types is now made as safe as it is possible to 
makeit. That it has made Acetylene Gas the safest of all 
illuminants is undeniable. It has not however brought the 
Acetylene Generator to that state of perfection demanded 
by Prof. Geo. G. Pond, which ‘Must allow no possibility of the 
existence of an explosive mixture In any of its parts atany time.’* 

It is this Last Touch of Acetylene Generation and Safety 
which makes 


THE ORIGINAL NON-VENTING 
ACETYLENE GENERATOR 
A Better Article 


Note the following extract from a letter from Prof. Pond. 
State College, Pa., May 16, 1912. 


Dear Mr. Ray— 

I have your letter ofthe 13th inst. and have read 
the catalogue which you sent with a good deal of 
satisfaction. The conclusions which you have 
drawn are entirely justified andI do not feel that 
you misquote me in any respect. 

Yours very truly, G. G. Pond. 
Our Catalogue gives full description of this remarkable 
Generator. Terms of sale furnished on application. 


Sole Manufacturers Macomb, Illinois 


Eastern Sales Agents 105 W. 40th St., New York City 


Ray & Lawrence, 
The Holley Company, 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 

We have manufact- 
ured the “Standard”’ 
Burners for the last 
ten years. 


Write for Catalog 
Standard Heating & Radiator Co. 


230 Penn Ave., Pittsburgh, Pa. 


Manufacturers 


WAKE UP! 
NEVER SAY, “DULL TIMES” 


Get the Agency for 


unlight Generators! 


Drive; out in your 
surrounding country 
and notice the great 
number of fine homes 
using nothing but 
common kerosene oil 
lamps. 


Go after the Big Pro- 
fits in thisnew branch 
of your business. Get 
ahead of the other fel- 
low! Don’t wait! DO 
IT. We can help you. 


The Sunlight Gas Machine Co. 


41-43 Warren St., N. Y., U. S. A. 


— 
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Acetylene Lighting and the 


rF 


Of Ray 


el Evolution of the Acetylene 


Generator 
\ J-\_)| BY FRANCIS B. RAY UAX| 


é& Lawrence, 


ea | 


Macomb, Ill. 


HERE are two things which are 
indispensable to modern civil- 
ization—plenty of water and 
plenty of light. Our forefathers 
got along with springs, wells 
and cisterns and the water pail, 


and with candles, oil and kerosene lamps; 
but “Old times have changed, old manners 
gone.” No town or village is now con- 


sidered “up to date” without its public water 
and lighting system, and no housekeeper in 
is satisfied without better 


town or ccuntiy 


Exterior of Simple, Safe and Automatic 


conveniences for water than a water pail 
and better light than a kerosene lamp. 

But while all acknowledge the need of 
water works and lighting plants to meet the 
requirements of modern life, very many 
small communities are still without them, 
or if they have water are without light. 
According to the census reports there are 
in the United States some nine thousand 
towns and villages of 500 to 2,500 inhabi- 
tants which are without any system of pub- 
lic lighting. Their darkened thoroughfares 
show only an occasional glimmer of a lamp 
from a window or a lantern in the hand of 
a pedestrian. Owing to these conditions, 
people generally stay at home after dark 
and the stores close early for want of cus- 
tomers. There is little'of the evening shop- 
ping and social intercourse that prevails in 
more enlightened communities. 

It is only the older ones of us that realize 
the changes brought about in the social life 
and habits of the people by modern lighting. 
It has practically lengthened life by adding 
hours to our days. Well lighted streets, 
stores and public buildings draw people from 


hcme for shopping and social intercourse. 
The throngs in the city’s “Great White Way” 
are evidence of this change, the spirit of 
which permeates all sections, and the 
smaller communities feel its effects in a 
general unrest and dissatisfaction with ex- 
isting lighting conditions. 

But it is to the country dweller, the 
modern farmer, of whose awakening we 
have so much evidence, that the old condi-— 
tions are the most irksome. No more can 
he go to bed as soon as the supper table is 


“Carbide Feed” Acetylene Gas Plant 


cleared away; the farm his father tilled has 
greatly enhanced in value, the most prac- 
tical effect of which to him is the increase 
in his tax assessment. The higher price of 
his crops does not equalize this and he 
must make his land yield more to the acre 
or he will run behind. He must keep him- 
self up to date in what his prother farm 
is doing and what his government is d 
for him. He must read the papers, 
and bulletins; to do this in comfort he 
have more and better light. a 

It is a law in the evolution of manki 
that every need that is developed is inevit- 
ably met by an invention or discovery for 
its alleviation. The need of small commu” 
nities and rural dwellers for better lig ting 
conditions is met in the most effectual 1 ‘ 
ner by acetylene, the king of all lish ie 
No community is so small or so poor 
it need be without acetylene lighting. 
a public lighting plant which will furnish 
gas for lighting, cooking and street lightins 
cannot be agreed upon, the most enterpris- 
ing can put in their own plants. 

It is to the farmer and rural dweller, 


how- 


. es 
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sr, that acetylene brings its greatest boon. 
. city dweller can have with gas or elec- 
city so satisfactorily a lighted house as 
stylene gives him. Its soft unchangeable 
w brings no strain on his or his children’s 
»s and the care of the apparatus for its 
\duction is a matter of no moment to him. 


IE EVOLUTION OF THE MODERN 
ACETYLENE GENERATOR 


facturing calcium carbide on a com- 
mercial scale in the early 90s, fol- 
ved by the introduction of acetylene lamps 
bicycles, brought the new illuminant 
yminently before the public. Its very 
ractive light and the ease of its produc- 
n by the simple process of bringing car- 
e and water in conjunction, resulted in 
. manufacture of crude apparatus in 
urly every tin shop. The early history of 
‘tylene was replete with disaster and 
appointment. The tin can generators 
re so defective and accidents so frequent 
it it made slow progress in public favor. 
is not the way with mankind, however, 
abandon a useful thing on account of the 
igerous features which it develops; what 
stitutes the danger must be found out 
i the remedy applied. 
3y the beginning of the present century 
had been demonstrated that the early 
cess of adding water to the carbide as 
uired for the production of gas was radi- 
ly wrong. It was the carbide and not 
water which must be manipulated. 
arbide Feed” generators soon superceded 
“Water Feed” to the great advantage 
the trade, but still accidents continued all 
frequently and cast a depressing influ- 
e over it. The National Board of Fire 
derwriters undertook the supervision of 
construction of generators in order to 
uce the hazard of their use in ensured 
perty. Under their excellent rules and 
ulations, the acetylene generator has 
n placed in its present condition of abso- 
2 safety. : 
t was early developed that acetylene it- 
' was not at all dangerous. As it con- 
ned no oxygen, it could not be ignited 
il mixed with air, but when mixed in the 
ht proportions it became the most vio- 
tly explosive of all gases. The problem 
t confronted the manufacturers of gene- 
ors therefore was to keep the gas intact 
m any air mixture from its generation 
il it reached the burner. If this could 
accomplished, absolute safety could be 
ured. Two ways for the formation of 
explosive mixture must be guarded 
inst—the gas must not be allowed to 
ape from the generator into the surround- 
atmosphere so as to form a dangerous 
‘ture outside the generator. Air must 
be admitted to the generator so as to 
m a dangerous mixture inside the gene- 
or. The efforts of the engineers of the 
tional Board of Fire Underwriters, co- 
rated with by all conscientious manufac- 
ers of generators, have been devoted for 
rs to the solution of these two problems. 
sults are now wholly satisfactory. 
‘he first, the prevention of the escape of 
from the machine has been the easiest 
the two, but this has been so progressive 
t it is only in the latest models of gene- 


[ discovery of a method of manu- 


rs that the highest results have been: 


a4ined. It has been found necessary to 
e nothing to the option of the care taker. 
ly every accident that has been laid to 
‘ylene for many years has been traced 
‘he carelessness, stupidity or curiosity of 
care taker of the machine. He cannot 
trusted to implicity follow the direction 
*t. In the late machines no option is 


ze-Winning Float Exhibited b 
‘ y the H. Mueller Mfg. 
0.at the Recent Decatur, Ill., Home Co ming Carnival 


given him. He must do things right or he 
cannot place the machine in service. It is 
very unfortunate for the trade that there 
are still a large number of generators in 
service which are not properly safeguarded. 
An occasional accident from them is in- 
evitable so long as they are continued in use. 

The other problem, to prevent the forma- 
tion of a dangerous mixture inside the gene- 
rator, has been much more difficult. In the 
carbide feed generator the water into 
which the carbide is dropped usually has 
to be withdrawn and replaced whenever it 
becomes necessary to replenish the carbide. 
This requires the venting of the generator 
to the outer air, which may result in the 
formation of a dangerously explosive mix- 
ture of the air ‘with the gas remaining 
pocketed in the generator. 

In some early generators attempts were 
made to have gas made as the water was 
withdrawn, but the underwriters would not 
allow them. A satisfactory method for the 
return of gas from the bell was long and 
vainly sought and as the admission of air 
seemed inevitable it was made the best of 
and the efforts of both engineers and manu- 
facturers have been devoted to minimizing 
its danger. Internal explosions have be- 
come extremely rare and acetylene lighting 
has been made the safest of all illuminants. 


saan ceca commented 


Mueller Exhibit at Decatur Home- 
Coming Week 


HE principal event of interest in 

Home -Coming week, which at- 

tracted thousands of visitors to 
Decatur, Ill., during the week of August 
5th to 10th, was the street parade on 
Wednesday, August 14th. Decatur manu- 
facturers and merchants vied with each 
other in presenting handsome floats il- 
lustrative of their products, and the 
parade was one of great beauty, includ- 
ing, as it did, many floats upon which 
decorative and artistic embellishment 
were carried to the limit. The fete was 
a veritable New Orleans Mardi Gras. 

In a contest for popular favor it was 
therefore no small honor to the H. 
Mueller Co. to be awarded the prize, al- 
though the trade familiar with this com- 
pany’s method of never doing anything 
by halves will evince no surprise at the 
result. The Mueller float seemed to take 
with the people the way “Rapidac” has 
with the trade. 

The Mueller Company’s float, an illus- 
tration of which appears herewith, called 
attention to “Rapidac” rapid-acting com- 
pression work. The decorative material 
was pink, white and blue, the official 
colors of the week. Samples of the goods 
ornamented the float, drawn by one of 
the company’s superb black teams of 
draught-horses. At each corner sat a 
young lady, dressed in the carnival 
colors,. and distributing ‘“Rapidac” but- 
tons. They were Miss Mary Ayers, Miss 
Ruby Blair, Miss Ruth Abbott and Miss 
Bessie Smith. Miss Grace Kelso drove 
the team. 

Concealed within the float was a band 
of very husky “Rapi- 


dac” rooters, giving 
with explosive force 
the “Rapidac” yell:— 
Rapidac 
R-a-p 
R-a - p-i-d 
R-a-p-i- d-a-c 
Ra --pid - ac 
Rapidac! 
Rapidac 
R-a-p 
R-a- p-i-d 
R-a-p-i- d-ac 
Ra - pid - ac 
Rapidac! 
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Sanitary and 
Durable 


ce . 2 ) 
closet seats make “sanitary plumbing 
Wooden seats are 
Besides 


absorbing foul odors, because of their porous nature, wooden seats are built 


an actual reality. 


unsanitary and_ short-lived. 


up of glued sections, the crevices of which hold every kind of filth and ver- 


min. These crevices admit moisture, which finally rots the wood, loosens 


the glue and allows the seat to fall to pieces. 


J-M SANITOR SE 


have none of the failings of wood. 
Moulded of indurated fibre in one piece, by heavy hydraulic pressure, 
they are absolutely seamless and can-secrete no dirt, 


J-M Sanitor Seats are finished in perfect imitation of oak, mahogany, 


and other woods. 


Write for Booklet, which tells all about complete equipments, styles, ete. 


H. W. JOHNS-MANVILLE CO., 
ASBESTOS 


Detroit 
Indianapolis 


Kausas City 
Los Angeles 


Manufacturers of Asbestos and 
Magnesia Products 


Asbestos Roofings, Packings 
Electrical Supplies, Ete. 


New York San Francisco 
Omaha Seattle 
Boston Cleveland Minneapolis Philadelphia St. Louis 
Buffalo Dallas New Orleans Pittsburgh Syracuse 
For Canada: -THE CANADIAN H. W. JOHNS-MANVILLE CO., LIMITED 1262 
Toronto Montreal Winnipeg, Vancouver 


Albany 
Baltimore 


Chicago 
Cincinnati 


Louisville 
Milwaukee 


“ARISTON” 


THE QUIETEST 
CLOSET MADE 


When installing 
a Closet Combina- 
tion, why not make 
a vigorous effort to 
have it the most 
Sanitary and Quiet- 
test Closet made? 

The “ARISTON ” 
is as absolutely 
noiseless as a Closet can be made, and with the 


exceptionally high grade Fittings we use in our 


Tanks, the Combination is perfection. 


Thos. Maddock’s Sons Co. 


OLDEST SANITARY POTTERS IN AMERICA 


Established 1859 TRENTON, N. J., U. S. A. 


frchitectural Catalog maintained in the Building 
Trade Catalog (A. B, C. System—Section 35 B; Catalog 5) 


¥ 4 


pal 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEY 


aw How Pa 


et 


HE other day Ma said to Pa, “Yhe bathtub faucet leaks; 3 
It drips and drips the whole day long, and has done so for weeks, 
I think I’ll call a plumber in and have it fixed today; oa 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks : 


Compression Sill Cocks It makes me awful nervous when I hear it drip that way.” ce) 
; ; “What! call a plumber in for that?” said Pa, “and waste my pelf; __ 

Solder Nipples and Unions You must think I am made of coin. I’ll fix it up myself.” ae 

Boiler Couplings “You’re not a plumber,” Ma replied; ‘perhaps you don’t know how.” 


“That’s so,” said Pa, “but I can fix that leak, an’ fix it now; 
You needn’t think I’m going to spend two dollars just to stop 
A simple little leak like that—that only leaks a drop.” 
So Pa got out a monkey-wrench, a chisel and a file, 
A hammer and a brace and bit, and 

went to work in style. 


Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


| 


! 


GRIPS EVERYTHING 


On a square A combination tool for every emergency. Grips them On a Round 
Bead all—pipe, bends on fittings, valves, flanges, surfaces of | Bead 
all kinds. The V Jaws between its regular jaws do the trick. 
Has many other time and labor saving features of great importance to the user. 


A GOOD TIP—GET THE BEST—TIME IS MONEY 


Made in 
four sizes 
2, 3,4, 5, ft. 


Buy Direct of Your Jobber 
or Dealer 


KROESCHELL BROS. CO. MFRS. 


444 W Erie St. CHICAGO 


Ae 
is 


“What, Call a Plumber for That!’ Said Pa, “and Waste My Pelf” 


We heard him whistle gaily as he started in up there ; 

We heard the click of metal, and right then we heard him swear, 
And then he shouted down to Ma: “Say, run downstairs and see 

If you can turn the water off; it’s got away from me!” 

Ma started for the cellar door, as quick as she could go, 

But all the time we heard Pa shout: “My goodness, you are slow.” — 


We heard him loudly sputter and we heard him loudly fume ; 
Then water started flooding our pretty dining-room ; 

The plaster started falling, and some cut glass dishes shattered, 
But still the stream kept flowing, while the pipes Pa madly battered. — 
“Why don’t you turn it off?” he cried; “it’s almost drowning me!” 
“Pye turned a dozen taps,’ said Ma; “pray, which one can it be?” 


A : 
To Plumbers and Master Fitters i At last Ma shut it off all right, and then she came upstairs, 
: And saw her broken dishes, and the ruined leather chairs; 
, She looked up at the ceiling with the water dripping down, 
HE keynote of success in selling Underfeed Boilers is sounded in this easy - And, though we thought she would cry, she didn’t even frown. 
to-prove declaration: ‘You can cut your heat expense % to % by in- She merely said: “A plumber’s cost no doubt would have been steeper; 
stalling an Underfeed.”’ It will pay you to write TODAY for our exclusive Yes, Pa, I really admit you do the work much cheaper.” 
Sales Agency Proposition. You can tremendously increase your business aaah ; ; 


at Vancouver, B.C., Canada, write: ‘Under- 
feed boilers have given the utmost satisfaction 
in all cases and from our standpoint as dealers 
they have proven by far the most satisfactory 
heaters we have ever handled chiefly because 
all our clients are so well satisfied with the re- 
sults obtained and also that the goods are right 
in every sense of the word.” 

Every Underfeed Boiler sold means a satisfied 
customer and an all-time booster for you. 

Our Sales-Helps to dealers are many. Let us 
tell you about them. 

Our SPECIAL offer to put an Underfeed 
Sample Boiler on your floor as the greatest aid 
to salesmanship will surely interest you. 

Don’t delay. Write TODAY for FREE Catalog 
and Proposition-To-YOU. 

Services of our Engineering Corps are FREE, 


THE WILLIAMSON FOUNDRY CO. 


438 West Fifth Ave., Cincinnati, O. 


by handling the et I Pi 
WILLIAMSON UNDERFEED BOILER \ y | ( 
The Bristol Columbia Supply Co., our dealers ON vA v ~\i\} 


“Why Don’t You Turn It Off?’ He Oried, “It’s Almost Drowning Me” 


a 
PTEMBER 15TH, 1912 


N Friday evening, September 6th, 
the regular meeting of the Chi- 
eago Local Association was held 
in their hall on the twelfth floor 
of the Schiller Building, with a 
large attendance of the member- 

. This was the first meeting the asso- 
ion has held since the month of July, 
the members turned out in goodly num- 
;, with an increased interest in the work 
the local body. The Collection Depart- 
it of Plumbers’ Bills, recently established 
the local association, is evidently going 
he a success. During the few weeks it 
been in operation, this department of 
organization has done some effective 
k in the collection of bad accounts, and 
1 the proper support and encouragement 
he members, will undoubtedly prove one 
he best plans ever adopted by the local 
ciation for the advancement and wel- 
of its members. 

C. Stringer of the Republic Mfg. Co. 
Yhicago, Ill., has recently returned with 
family from an automobile trip to De- 
, Michigan. 

_ J. Farwell of Chicago, Ill., has recently 
rned from a vacation trip to Canada, 


re he spent several days visiting rela- 
; who reside there. 
m. Behn, a master plumber of South 


ago, has been laid up at his home, 8480 
mercial avenue, for the past few months 
.an attack of pneumonia. 

1e plumbing shop of Ferdinand Otis, 442 
h street, Chicago, Ill., who died several 


Pretty Spot 
Mmes. Florence Breyer, Gertrude 
Herbert, Theresa Herbert, 

All of Chicago 


in Yellowstone Park. 


‘Ss ago, has been purchased by James 
in, who at one time was in partnership 
Mr. Otis in the plumbing business. 


hn D. Blake of the Blake Specialty 
pany of Rock Island, Ill., has recently 
red from a successful business trip 
ugh Missouri, Kansas, Iowa, and Illi- 
where the demand for the specialties 


ufactured by his firm is constantly on 
the increase. 


hn Corry of the old firm of Corry & 
entine, which was later known as the 
and Supply Company of Davenport, 
i, has recently re-engaged in the plumb- 
and heating business in Davenport. He 
opened a shop on Harrison street be- 
n 5th and 6th streets, 


anley J. Loula, the West Side, Chicago, 
plumber, with his wife and family is at 
ent traveling in Europe. The last heard 
‘ him, a couple of weeks ago, was at 
na, from which point he sent his best 
rds to all master plumbers. Stanley ex- 
3 to be back home in Chicago about 
ber 1st. 

G. Orne, 9020 Cottage Grove avenue, 
ago, Ill., has recently purchased a seven- 
1 cottage on 88th Place near the Grove, 
hh he will use as a home for himself 
family. Mr, Orme, who has been in the 
‘bing business for a number of years, 


in the neighborhood of his present location, 
has a well established jobbing trade. 


The firm of W. B. Jack & Company, 2020 
W. Van Buren street, Chicago, Ill., has lately 
dissolved partnership. Irving I. Stone, a 
former member of the firm, has sold his 
interest in the concern to Mr. Jack and will 
work at the trade as a journeyman plumber. 
Mr. Jack has built up a good jobbing busi- 
ness. 


The HE. Baggot Company, 19-21 E. Lake 
street, Chicago, Ill., has lately been awarded 
the contract for the plumbing of the Adver- 
tisers’ Building, a twelve-story office struct- 
ure to be erected on Madison street, near 
Clark street. The plumbing, it is under- 
stood, will approximate between $10,000 and 
$11,000. 


In the addition being built by the Chicago 
Board of Education to the Thorp School on 
Foster avenue, near Lincoln avenue, the 
plumbing and gas fitting contract was let 
to Nilson Bros., 3222 N. Halsted street, for 
$876.00; the ventilation to Mathias Bros., 
for $1,235.00, and the heat regulation to the 
National Regulator Company. 


The Bell Specialty Company of Des 
Moines, Iowa, which manufacture roof flash- 
ings, and are also connected with the Capi- 
tal City Plumbing Company, have recently 
moved into their new quarters at 1111 Lo- 
cust street. At the new place the firm have 
a larger and more attractive location, the 
building they are now in being 33 x 132. 


The contract for the plumbing of the new 
I. O. O. F. Building, now being erected in 
Rock Island, Ill., has been awarded to the 
firm of Ward & McMahon, of that city at 
their bid of $900.00. The heating contract, 
amounting to $1,300.00, was let to Allen, 
Meyers & Company of Rock Island. 


Mr. Williams of Williams and Beggs, 
plumbing contractors of Portland, Ore., re- 
cently visited Chicago. James Beggs of the 
above-named firm was formerly a Chicago 
man. He moved out West twelve years ago 
and through success in business and real 
estate investments has accumulated a _ re- 
spectable fortune. He is a cousin of Thos. 
Beggs, the well-Known Chicago plumber. 


E. E. Lamp, a well-known master plumber 
of Rock Island, Ill., has just started to erect 
a fine new building for himself. It will be 
60 x 75, three stories and basement, equipped 
with modern plumbing and heating appara- 
tus. The stores will be 30 x 75. The upper 
floors will be rented out as living apart- 
ments. Mr. Lamp will occupy one of the 
stores for his plumbing business. 

Zimmerman Bros. of South Chicago have 
been doing the greater part of the contract 
work in that suburb during the past sum- 
mer. They have recently finished the plumb- 


ing of a number of new buildings in and 
Herman Zimmerman 
in the city, 


around South Chicago. 


looks after the business while 


his brother, William, superintends the inter- 
ests of the firm in Whiting, where they also 
have considerable work. 


John J. Kratz, who formerly conducted 
a shop at 71st and Halsted streets, but whc 
has been away from Chicago for the past 
year and a half in a small town near Mobile, 
Alabama, has recently returned to Chicago 
and is conducting a plumbing shop at 7014 
Green street. Among other work, he has 
the contract for the plumbing of sixty-one 
flats at 37th street and Grand Boulevard, 
which are being erected by Richard Curran, 
the builder. 


—_.+-——__—_—_— 


Ventilating Inspectors Are Scarce 


NLY two applicants out of eighty- 
O three succeeded in passing the 
recent examination of the city of 
Chicago Ciyil Service Commission for 
ventilating inspectors. They are Thomas 
A. Cahill, 5702 Indiana avenue, and 
William A. Beckwith, 2751 Park avenue. 
Four men are needed. The positions pay 
$1,200 a year. It is expected that an- 
other examination will be held in the 
near future in order to fill the two va. 
cancies in this department. 


———_9- ———— 
New Committee Appointments fo: 
the A. S. P. 1. & S. E. 


HROUGH its president, Thos. J. 
Claffy, of Chicago, Ill., the Ameri- 
can Society of Plumbing Inspectors 
and Sanitary Engineers has announced 
its committee appointments for the en 
suing year. The Committee on Research 
was provided for by a resolution passed 
at the St. Louis convention, and from 
this President Claffy anticipates that it 
will open up a very wide field, from 
which good results are expected. The 
Society also looks for statistics of mate- 
rial benefit from the Committee on Privy 
Vaults. The list of committees follows: — 
Publication Committee: Frank K. Chew 
New York; Joseph Graham, New York 
J. J. McShane , M.D., (commissioner of 
health), Kenosha, Wis.; L. J. Lawler, Pitts- 
burgh, Pa.;-T. J. ‘Claffy, = (assistant chief 
Bureau of Sanitation), Chicago, Ill. 
Committee on Privy Vault Statistics: John 
Cc: Alford —(P. 1:); Chicago; Ili; Frank YW 
Tower (P. I.), Springfield, Mass.; Robt. H 
Ellithorpe (P. I.), Fresno, Cal. 
Committee on Tests: Jas. McLaren Whit« 


(Prof.), Champaign, Ill.; Otto Meinert (P 
I.), Davenport, Ia.; Horace S. Rumsey, St 
Louis, Mo.; F. W. Heck (P. I.), Chicago, 


Ill.; Geo. R. Stolz (P. I.), Milwaukee, Wis 
Committee on Research: H. de Joannis, 
Chicago, Ill.; John J. Cosgrove, Philadel- 
phia, Pa.; Wm. H. Jennish (P. I1.), Water- 
loo, Ia.; A. R. McGonegal (P. I.), Wash- 
ington, D. C.; A. C. Shaver (P. I.), Pasa- 
dena, Cal.; Jas. Smith (P. I.), Winnipeg, 
Manitoba, Canada; H. Y. Carson, Danville, 
Tll.; W. C. Groeniger (P. I.), Columbus 
OhioG, J. C., Alford, (RP. I.);, Chicago; Ill 


The Chicago Delegation to the Recent National Convention Resting at “Old Faithful,” 
Yellowstone Park 
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OURS DO! 

DO YOURS? 
Do your customers 
boost for you? They 
should if you please 
them. It’s human 
nature. They do 
boost for 

CGCILT EDCE 
Dealers and tkey 
willfor you. Each 


sale means more ad- 


vertising— advertis- 
ing of the highest 
kind: the kind you 
ean't buy--the re- 
commendation of a 
pleased user. 

This is the GILT 
EDGE way. Try it 
tbis year. Get our 
catalogue and pro- 
position. 


R. J. Schwab & Sons Co. 
289 Clinton Street, - - Milwaukee, Wis. 


BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

Catalog on request 


Western Plumbing 
/) Supply Co. 
MI 117-119 No. Desplaines St. 
/} CHICAGO, ILL. 


= Bee 2 
ord 


TOLEDO 

PT. HURON 
GODERICH 
ALPENA ST.IGNACE 


DETROIT 
CLEVELAND 

BUFFALO 
NIAGARA FALLS 


THE CHARMS OF SUMMER SEAS 


Spend yourvacationontheGreatLakesthemoat 
economical and enjoyable outing in America. 
aily service is operated between Detroit and 
Cloveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way ports; daily service between Toledo, 
Cleveland and Put-in-Bay. 
A Cleveland to Mackinac special steamer will 
operated two trips weekly from June 15th to 
September 10th, stopping only at Detroit every 
trip and Goderich, Ont., every other trip,—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
“agree f 
en cent stamp for Illustrated Pamphlet 
aod Katoat Lakes Map: GP. _ 
ress: L.G. Lewis, G. P. A., Detroit, Mich. 
Philip H.McMillan, Pres. A. A.Schantz, Gen’lMgr. 
Detroit & Cleveland Navigation Company 


All Prices Are 


Reasonable 


THREADED. = A. D. M. Co. High Grade 
astes and Traps.You save 
(RON PIPE money in installing foreach 
one fits the fixture perfect- 
=sly. Strictly Sanitary and 
| endorse d by all Sanitary 
Engineers and Inspectors. 
Jobbers will supply at fac- 
=)tory price or we willship 
direct if cash accompanies 
the order. Send for Booklet 
with master plumbers’ Dis- 
count Sheet—it will save 
you dollars. 


A. D. Manufacturing Co. 
Detroit, Mich., U. S. A. 


442 


LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of 
placing before your clients the latest 
and best in sanitary fixtures? Ifso 
you must not overlook the one 
best bet. 


The Emery Self-Raising Seat 

You owe it to yourselves and the 
suffering public to investigate this 
most sanitary fixture. 


Write 


for 


Catalog 


AA) and 
EMERY ve 
Self-Raising 
Seat 
Pat. 1908-9 


Inter: 


ested 


ae N 


Here Are a Few Pointers. Do They 


Interest You? 


These hinges have automatic stop 
that prevents the seat from swinging 
back too far and denting flush pipe 
or front of Low Down Tank. | 

They can be adjusted to raise the 
seat to any desired angle. | 

They eliminate unsightly iron balls 
or weights, and the breaking of 
closets and denting of walls by them. 

You can rough-in closer than with 
any other seat. ; 

This seat and ninges are uncondi- 

jonally guaranteed by me. ; 

‘ AIgO eae about the full line of 
Plumbers’ Woodwork manufactured 
by me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Snecialty 


Wm. S. Emery, 
74-78 Cliff St. 45-49 Ferry St. 
New York City 
Pt 


SSA Tile your Bathroom 


and kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


<Cii$82> TILING 


Trade-Mark 


Cost only one-fifth. Lasts lifetime. Germ, 
Fire, Waterproof. Ask dealer for booklet, 
or write the manufacturers, NORTHROP, 
COBURN, DODGE CO., 3] Cherry St., N.Y. 


REGULATING VALVES 


For Water or Steam 


ROSS VALVE MEG. CO. 
TROY, N. Y. 


Something New 


Extension End Ferrule 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 


Made in the following sizes: 
2in. 3in. and 4in, 


C. P. MARSHALL 
Rochester, N. Y. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


_— 


actstsF ancies 
In & About 


| a j rey We 


HE Association of Master Plumb- 


ers of the City of New York, 
Manhattan Branch, will give 
their annual automobile outing 


and shore dinner at Dominick’s 

Hotel and Garden, Sheepshead 

Bay, L. I, Wednesday, September 25, 1912. 
On the arrival, breakfast will be served 
and a first-class shore dinner will be ready 
at five P. M. Tickets are $4.00 each, in- 
eluding automobile ride, breakfast, dinner 
and refreshments. Applications for tickets 
should be made at once and checks for the 
amount of tickets required -should accoin- 
pany each application. Address, Frank B. 
Lasette, 2255 Broadway, who is serving as 
chairman of the committee. Positively no 


tickets will be sold after Saturday, Sep- 
tember 21st. 
We are pleased to present herewith a 


photo of David Cullum, a popular plumber, 
who maintains establishments at Coney 
Island, N. Y., and Garden City, L. I., which 
was taken upon his return to the office fol- 
lowing a spin in his 60 H. P. car. Dave 
is a pioneer in the plumbing industry at the 


David Cullum of Coney Island and 
Garden City 


popular Atlantic resort, and numbers among 


his clients the managers of the greatest 
amusement resorts in the world. At his Gar- 
den City branch his customers have all been 
secured through his doing only high-grade 
work. At present, Mr. Cullum is doing the 
plumbing on four buildings at Garden City 
for Gage E. Tarbell. 


William Serefman, for many years with 
Kazemier and Uhl, of 108 East Broadway, 
New York City, has opened a shop of his 
own at 653 Second avenue, where he is ready 
for all calls that may come his way in the 
plumbing, steam and gas fitting line. 


Ww. F. Conran & Son of 305 Pearl street, 
New York City, is another firm which pre- 
fers the jobbing and repair work to the 
contract work. They have a line of cus- 
tomers who keep them busy at all times. 
Mr. Conran is interested in an anti-freezing 
closet for which he holds the patent. He 
has recently demonstrated to the New York 
City Fire Department another of his inven- 
tions, namely a stand pipe with connection 
for every floor, controlled from the ground 
floor. If it were necessary to use it in 
case of fire, the floor so affected would be 
the only one to receive attention, thereby 


saving loss, such as would result from the 
use of tanks on the roof. 

One of the oldest established shops in the 
lower part of New York City is that of 
John Ford, at 164 West Broadway, where 
he has plied his trade for over forty years 
and in that time has occupied the same 
shop. Mr. Ford has seen many changes 
in that time, but still retains numerous 
clients for whom he has been doing the 
plumbing, gas and steam fitting for many 
years. 


The contract for the installation of the 
heating plant in the twelve-story office and 
loft building now being erected at 63 to v7 
West 38th street and 62 to 64 West 39th 
street, Borough of Manhattan, New York 
City, is held by E. J. O’Brien &-~ Bro. of 
Broadway and Rodney street, Borough of 
Brooklyn. This firm are busy on many 
similar operations in the different boroughs 
of the city. 


One of the oldest firms of master plumb- 


ers in the city is Edward J. Brady & 
Co., of 79 Warren street, New York City. 
They have been in this neighborhood well 


on to thirty-five years and do a general 
plumbing, steam and gas fitting business. 
They also make a _ specialty of installing 
automatic sprinklers and fire appliances. 
They report being kept busy and look for a 
good fall trade. 


The plumbing business established many 
years ago by the late James Howard at 
110 Cedar street, New York City, is now 
carried on by his sons at the same address. 
Their business has been very good all year, 
for they have among their customers many 
of the large estates owning property in 
their neighborhood, as well as in other parts 


of the city. They cater only to those who 
demand high-class work. 
The representative of THE PLUMBERS’ 


TRADE JOURNAL called upon Frank Lasette, 
president of the New York State Master 
Plumbers’ Association, at his office, and 
discussed many topics pertaining to the 
master plumber and trade as found by the 
master plumber in this city. 

Mr. Lasette’s views are 
many in the trade—that is, 


tain it. 


Lasette and Murphy are at this time en- 
in this city, 
which will keep them busy for some time 


gaged upon many contracts 


to come. 


THE PLUMBERS’? TRADE JOURNAL 


tion of Master Plumbers of the 


ago. Mr. Mitchell, 


ter plumber. 


the coming one are auspicious. 
ee RE 


New Jobbing House Launched 


in Brooklyn 
Albert P. Thiil, 


1035 Putnam avenue, 


in accord with 
that business 
is always there for the up-to-date and pro- 
gressive firm, and it is up to them to ob- 


repre- 
sentative had the pleasure of meeting John 
Mitchell, of 170 West Broadway, New York 
City, ex-president of the National Associa- 
United 
States, at his place of business a few days 
although plying his 
trade for over forty years, is still spry and 
alert to the opportunities open to the mas- 
His business for the past 
year has been good and the prospects for 


for many years assc- 
ciated with The H. P. Read Lead Works, 
of Brooklyn, N. Y., has engaged in the job- 
bing business on his own account under the 
corporate name of the Albert P. Thill Co. 
and has leased the building located at 1031- 
adjoining Broadway, 
Brooklyn, where he will have 10,000 square 
feet of floor surface on which to store the 
complete stock of plumbing and _ heating 


The Murdock 


Anti-Freezing 
Self-Closing 
Non-Pollutable 


“Bubble-Font” 


The Murdock “Bub- 
ble-Font’’ is a practi- 
cable out-door drink- 
ing fountain adjust- 
able to any pressure. 
Entirely drains clean 
after each using. The 
valve is located be- 
low the frost line 
and no water remains 
where it can freeze. 


Sure and Simple in | 
Operation. This is | 
the first valve foun- 
tain and must not be 
compared with bub- 
bling cups. The prin- 
ciple of 
the 
Murdock — 
“Bubble- 
Font” is 
that of 
the 
Murdock - 
hydrants. 
Known ~ 
around 
the 
world. 


Write | 
for 
booklet. 


YMA 


INLET 


\ 
\ WASTE toSEWER 


The Murdock 
Mfg. @ Supply Co. 


Cincinanti, Ohio 


em 
LAWLESS FORCE PUMP 


For Water Mains 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N.J 


j MAKE BIG PAY DRILLING WATER WELLS 
= : Our Free Driller Book,| 


with catalog of Keystone 

Drills, tells how, Many 
tt sizes; traction and porta- 

ble. Easy terms. These ma: 

chines make good any: 
where. 
Keystone Artesian D 1 Co. 
Beaver Falls 


jASPATAPPLIED gp 


, 


Mechanicville Specialty Supply Mfg 


Mechanicville, N. Y- 
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material which it is intended to carry. 
they will be happy to receive eatalogs and 
liscount sheets from manufacturers, 

Tur PLUMBERS’ TRADE JOURNAL joins Mr. 
‘hill’s many friends in congratulating him 
n his enterprise and wish The Arthur P. 
‘hill Company unbounded success. 


John E. Tweed, engaged for twenty years 

n the plumbing business at 7 Rochester 
venue, Brooklyn, N. Y., died September 4, 
912, at his residence, 134 Rochester 
venue, that city, following a two weeks’ 
liness of pneumonia. Funeral was held 
Sunday, September 8, 1912. He is survived 
yy his widow and four sons. 


a 


NEW YORK JOBBERS 


The “Continental” filters, manufactured by 
he New York Continental Jewell Filtration 
Yompany, with offices at 15 Broad street, 
New York City, are in good demand, judg- 
ng from the orders received by the manu- 
acturers. They report good business in 
he past and look for increased demands 
or their product from now on. 


The E. P. Gleason Manufacturing Com- 
any, of 187 Murray street, New York City, 
ave just passed through an _ exceptional 
nonth as regards business for the month of 
\ugust. Returns show that they have far 
utstripped the corresponding month of last 
ear in their sales. They report orders 
oming in at a rate to warrant them to feel 
hat their fall trade will show a very sub- 
tantial gain in the volume of business over 
hat of the past one. 


Plumbers’ woodwork as manufactured by 
Villiam S. Emery of 74 Cliff street, New 
fork City, is known everywhere. One of 
he specialties manufactured by this house 
s the “Emery”: self-raising seat, for which 
hey have large demands. Another of their 
pecialties is the tank with seamless copper 
innings, Which is one of their leaders. Their 
usiness has been good and they have been 
njoying a prosperous year. 


The house of Joseph E. Gallagher, of 19 
‘iff street, New York City, jobbers in pipe 
ittings, valves for water, gas and_ steam, 
nd boiler tubes, are enjoying a good year. 
‘hey do pipe cutting to order and all kinds 
f machinery work. 


“Sands” sanitary fixtures, manufactured 
y the A. B. Sands & Sons Company of 22 
fesey street, New York City, are at this 
ime in great demand. This old established 
irm has been catering to the wants of its 
ustomers for the past sixty-three years, 
ind in that time have built up an excellent 
usiness, They manufacture plumbing 
pecialties of many descriptions. They are 
erhaps best known by their marine sani- 
ary fixtures. They have many orders on 
heir books to keep them busy for some 
ime to come. 


The company so well known throughout 
he Metropolitan district as The Paul Schaad 
30. distributors of malleable iron fittings, 
langers, etc. has been taken over by the 
trabbler Mfg. Co., of Cleveland, Ohio. Here- 
fter the old establishment at 26 Cliff street 
vill appear behind the sign, The Grabbler 
Jompany of New York, as usual, selling to 
obbers only. They tell us business with 
hem has inereased more than 100% in the 
ast four months. 


The Wm. H. Page Boiler Co., of 9-15 
Murray street, New York City, are enjoying 
he fruits of their labor. Their business 
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The Boys Who Took in the 9th Annual Outing and Clambake of the Asbury 


so far this year shows a decided increase 
over that of last. They are branching out 
in the West and South with their line of 
steam and hot water boilers and tank heat- 
ers,. and the reports from those sections 
show they were justified in extending their 
field in those localities. Their factories at 
Meadville, Pa., and Norwich, Conn., are kept 
busy trying to keep up with the orders now 
coming in. 

The fact that suburban residents ax 
beginning to recognize the advantage of 
installing gas machines in their homes has 


kept the Sunlight Gas Machine Co., of 4. [ 


Warren street, New York City, busy filling 
orders, and demonstrating to prospective 
customers. 

Parties who have installed their acetylenc 
system are loud in its praises, for it i: 
brighter than electricity, cheaper than _ oil, 
and safer than gas. Recent installments ot 
the ‘Sunlight’? machines, near this city 
have been made by Place & Allen of Wan- 
taugh, L. I.; C. Freelang, Brightwaters, 
L. I.; J. E. Littlefield, Block Island, R. I.; 
Wm. H. Wray, Seaford, L. I.; Belmar Club, 
Belmar, N:. J:; Centaur Film Mfg: Co., 
Bayonne, N. J. 

Recently they have installed with thei 
machine a device called the “Night Supply 


Hopper,’ which they claim saves money, 
because it saves burners. 
a eee 


AEROGRAMS FROM UP STATE 


Robert Wilkinson, Williamsville, N.  Y., 
has been given the contract for the hot water 
heating and plumbing in the residence and 
garage being built by Charles H. Williams, 
near Williamsville. The cost of the build- 
ings will be about $25,000. 


Norman P. Clemment, assistant cashier 
Marine Bank, Buffalo, N. Y., is building a 
$10,000 home at East Aurora, N. Y. The 
plumbing for this job has been let to Arno 
Kropfgans, Hast Aurora, N. Y. 

R. T. Ford & Co., Rochester, N. Y., are low 
bidders on steam fitting and plumbing for 
the $400,000 Buffalo State Normal School, 
which will be erected at 14th and York 
streets, Buffalo, N. Y. 

William Wagner, 284 Jefferson street, Buf- 
falo, N. Y., has the construction for the hot 
water heating and plumbing in the residence 
being erected on Crescent avenue, near Rus- 
sel. The owner is Mrs. Katherine Ganson, 
on Russel avenue. The cost will be $5,000. 


Parkside Heating Company, Buffalo, N. Y. 
will do the steam heating in the Lackawanna 
City Hall and Jail at Lackawanna, N. Y. 
The plumbing in the Lackawanna City Hall 
and Jail at Lackawanna, N. Y., has been let 
to Charles B. Steinman, 164 Woodlawn ave- 
nue, Buffalo, N. Y. The cost of the build- 
ings will be $60,000. 
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FOREIGN TRADE OPPORTUNITIES 


[Inquiries in which addresses are omitted 
are on file at Bureau of Manufactures, 
Department of Commerce and Labor, 

- Washington, D. C. In applying for ad- 
dresses, refer to file nuwmber.] 


O. 9335. GAS-HEATING APPLIANCES— 
N A request has been received at an 
American consulate in a European 
country from a large dealer in heating ap- 
pliances for catalogs and printed matter 
from manufacturers of gas-heated radiators. 
Prices should be quoted delivery on steamer 
at New York. 


PesPeatectectectectoctect, 
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Park, N. J., Master Plumbers’ Ass’n, Aug. 20th 
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SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. Nothing more simple or compact 
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Installed in the Municipal Lodging House, N. Y. C. 


No Springs, diaphragms or delicate moving parts in the “‘Ss’’. Our Automatic @CME Valve 
is“Perfection”’. Ejectors for buildings,steamships and yachts in various types. Catalog on request 


SANITARY MECHANICAL SPECIALTY COMPANY 


J. J. WALSH, Sec. and Treas. 
WM. McCLINTOCK, Engineer 


THOS. J. TUOMEY, Pres. 
NICHOLAS J. HAYES, Vice Pres. 


157 East. 72nd Street., New York 


Boston Agents—Dalton-Ingersoll Mfg. Co., 171 High St. 
San Francisco, Cal. Agents E. A. Keithly, Metropolis Bank Building 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 


the proper price by 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


SPECIAL PRICES ON GENUINE STILLSON WRENCHES 


CALL UP 


EICHENBAUM BROBS., Plumbers’ Supplies 


97 East 3rd St., New York City 


ii WALSH & HARTWIG, ino._ 


Ne 


TINSMITHS 
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FITTINGS 
VALVES 
‘OILS AND 
TOOLS 


Tel. 4878 Orchard 


Energy 
Economy 
Despatch 


Our specialty is giy- 
ing you just exactly 
what you want, just 


exactly when and 


where you want it. 


Our Materials and 
Prices are Right 


Walsh & Hartwig 
Inc. 
215-219 East 58th St. 
New York City 
Tel. Plaza 1656 


PLEASE 
DON'T 


Our customers derive the benefit of our system. 
your goods, write to the 


IMITATE. 


New England Plumbing Supply Co. 
Cambridge Plumbing Supply Co. 
All our prices positively spot cash. 


New England Business Only Solicited 


BRASS DRUM 
TRAPS 


With 
Adjustable Floor Flanges. 


Kokomo Brass Works, 
Kokomo, Ind. 


Soil Pipe, Earthenware and Enameled Ware 


We Specialize On 


| Davis-Boston 
Lead Co.| 


Successors to 


|Holyoke Lead Pipe Co. 
132 Broadway, Cambridge, Mass. 


Not in any trust or combination for prices. 
See how much lower our prices are for cash. 


Vise 
kit. 


The 


THE BEST 


nipple without usin 


may send it back after trial but you won’t. 
NEW ENGLAND AUTO PARTS MFG. CO. 
Pacific Coast Rep.—W. B. Biggar, Portland, Ore. 


and Nipple Cutter is 
Capacity % to 1 in pipe. 


Self-scouring Fig. 4 


If you are in a position to pay cash for 
nearest house for prices and see how much money we can saveyou. 


We Pay 
Cash 


For All Our 


Purchases 


Davis Block, 396-398 Bridge St., Spingfield, Mass. 
39-49 Harvard St., 
Prices quoted to Master Plumbers only. 


Cambridgeport, Mass. 


STACKS IN IT 

WHY bother with lugging a vise and stock and dies to every j 
a compact combination of these tools. 
What other tool is there that will thread a short 
g nipple chuck or bushings? None. 

No. 1 Vise and Nipple will use any ordinary square die. Price $6.00. You 
Stack Patent (Pending) 


18 Tremont St, Boston, Mass: 


ob? The No. 1 
Fits your tool 
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HOMAS GREGORY AND SON, 

New Bedford, Mass., is the 

name of the firm to succeed 

The Gregory Plumbing Co. They 

have moved from their old store 

and are now at 1543 Acrishnet 
avenue, where they have a much larger 
stock and show-room. 


T. R. Watson, Portsmouth, N. H., states 
hat he has considerable work in Portsmouth 
ind adjacent shore resorts. 


w. A. Bradford Co., Quincy, Mass., have 
‘aised their old building, putting stores in 
front and remodeling their shop and show- 
rooms. 


Madsen and Allen, Woodford, Maine, state 
chat they have a large.amount of work on 
iand at this time which will keep them busy 
well into the spring. 


Monier and Mahanoy, Biddeford, Maine, 
ire very busy just at this time with several 
sontracts for plumbing at Biddeford Pool, 
ld Orchard and Biddeford. 


Sullivan Bros., Newport, R. I, have re- 
modeled their building and now have one 
yf the best equipped shops in the state and 
me of the best looking show-rooms. 


F. Hamel, New Bedford, Mass., has dis- 
posed of his horse and wagon and added a 
three-ton “G. M. C.’” auto truck to his busi- 
ness. Mr. Hamel tells us that his country 
trade forced him to it. 


Eli Nordel and Son, Taunton, Mass., were 


IS THE BADGER 


BADGER COPPER BOILERS 


ARE THE RESULT OF 


70 YEARS EXPERIENCE 


BADGER QUALITY 
is the standard by 
which others are 
judged. 


Made in all sizes 
from 5 to 1500 gal- 
lons. 


Copper only—no 
iron, no rust, inter- 
ior heavily tinned in- 
suring clean water 
at all times. 


Send for 
and prices. 


catalogs 


E. B. BADGER & SONS CO. 


63-75 PITT ST., BOSTON, MASS. 


14%,” Extra Long Elbow 


Ask Your Supply House or 
Specialty Salesman for 


or 


REDTE 


TRADE MARK 


RIACKROCK 


TRADE MARK 


Rubber Elbows 


Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 


1% in. Short 


1% in. Extra Long 


x 1% in. Flush Fittings 
x1%in. “ ee 
x14% in. 
x2 in. 
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The Canfield Rubber Co. 
Railroad Ave. & Garden St. 


Bridgeport, Conn. 


badly flooded by water from a fire which 
jestroyed the upper part of their building. 
The water and smoke did most of the dam- 
| age to their show-room. 


Wm. Kennedy, Fall River, Mass., is doing 
the plumbing in the B. and F. Dormitories 
it Wrentham, Mass., for the State of Massa- 
vhusetts. He is also finishing the plumbing 
in the Fall River High School. 


BH. E. Adams, Portland, Maine, has just 
secured the contract for plumbing in two 
four-apartment houses near Forest avenue. 
He also has numerous other contracts for 
plumbing and heating on hand. 


James W. Barrett of Portsmouth, N. H., 
who has been in the plumbing business for 
1. number of years, has been appointed as 
superintendent by the Board of Public Work. 
He will continue in his business. 


Cc. H. Friedricks Co., Holyoke, Mass., have 
secured the plumbing, heating and metal 
work in the addition to the Hampton Mills 
at East Hampton, Mass. They also have 
the plumbing and heating contracts in a 
zroup of houses that the mill is building. 


T,. Duncan Kelly, Fall River, Mass., has 
the contract for plumbing in a six-tenement 
block for Thos. O’Brien, on Ferry street; 
ulso two three-family houses for J. F. Will- 
kinson, on King Philip street; also a two- 
family house for F. J. Higgin, mayor of 
Fall River. 


James D. Elliott, formerly for five years 
with Allen and Reed, Inc., Providence, R. I., 
calling on the plumbers of Rhode Island and 
Massachusetts, is now with Johnson-Wash- 
burn Co., Boston, Mass. His old friends will 
be pleased to know that Jim is doing fine 
and says business is better than ever and 
that is going some. 


Walker & Pindbon Co., Torrington, Conn., 
have the plumbing and heating contracts in 
the residince for P. C. Mitchell at Water- 
town, Conn. This firm also have the plumb- 
ing and heating in residence for J. S. Po- 
thiers on Brandy Hill, Goshen, Conn., and 
the plumbing installation in the structure on 
Water street, Torrington, for F. Minretto. 
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The contract for the plumbing and heating 
in the new high school at Biddeford, Maine, 
was recently let to Wiley and Calhoun, Port- 
land, Maine. ‘Work will be commenced 
once. : 

Wiley and Calhoun, Portland, Maine. 
just removed to a large store directly 
site their old location. This is the | 
stand that they formerly occupied for a 
great many years. The move was made 
necessary by greatly increased business 


nn 
AND HIS DAY’S WORK | 
WAS DONE | 
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Who trained the lions wild; 

Says he, “I make these jungle kin 
As harmless as a child. ee 
Into the lion’s jaw, I’ll stick =n 
My head, just for the fun.” = 
There came a snap— ae 
Oh, sad mishap !— ae | 

And John’s day’s work was done. 


ie DAREALL was a fearless mai 


Oh, Mary built a morning fire— 
Poor lass, she was so green— : 
A-top of all the coal and wood <i 
She sprinkled gas-o-line ; | 
And then a gallon more, she spilled. 
Said she, “That’s goin’ some!” 
Poor Mary flew 
The chimney through, 
And her day’s work was done. 


Now, Freddie was his father’s son; 
To fool things he was goaded; 
He grabbed his daddy’s rifle, but— 
He did not know ’twas loaded. 
The trigger failed to work, at first 

He gazed into the gun. 
A flash, a crash, 
And then a smash, 
And his day’s work was done. 


Mose Lincoln drove a stubborn mule; 
‘Twas stubborn as could be. i 
Says he, “I’ll let no lazy mule 
Make monkey shines with me. 
I’se gwine ter grab dat pesky brute; 
Ah’ll make dat fool mule run.” 
But sad to tell, : 
The mule—oh, well, 
Poor Mose’s work was done. 


Bill Socks went up in a balloon 
To win the loving cup; { 
He nearly froze above the clouds, | 
But still kept going up. 
He knew not how to run the thins, 
So prayed the end would come. } 
The gas bag ripped; 
Bill tripped and slipped, = 
And his day’s work was done. 


“Pll emulate the methods of | 
Steve Brodie, known to fame,” { 
Mused Careless Jack unto himself ; ‘ 
“From off the Brooklyn Bridge Tll dive; 
The folks will be struck dumb.” f 
Alas! Poor Jack. 
He ne’er came back, 
For his day’s work was done. 


Mike Jones he was an engineer | 
Upon the D. H. L.; 
He loved to feel the engine throb 
And see her speed as well; 
He pulled the throttle open wide; 
“Those rails, just hear them hum !” 
The boiler burst, 
But Mike went first, 
And his day’s work was done. 
| 
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Vou” can = above the clouds of competition if 


you let the power of our advertising push your sales. 
Give us the names of prospective system buyers—we will write them and 
send booklets and follow-up letters referring them to you. 

We will work with you to increase your sales, furnishing monthly Advisory 
Service free—no cost to you. We pay the postage—will supply you with a quantity of booklets 


and catalogs with your name on front and back cover. Its easy for you—all you have to do is 
co-operate with us. We will work with architects and owners, preparing the way for your sale and your profit. 
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The Reliable Vacuum Heating System 


Any steam-heating installation is made more effective when The VACUSTAT takes the place of the air valve on the 
the barrier of air in pipes and radiators is removed and the radiator—automatically permits the air to be withdrawn 
steam is given free circulation. It means equal heat in the by the Reliable Vacuum Pump—and positively prevents 

most distant. radiators and a positive fuel, saving of from the escape of steam. The result is a quiet system—and 

25% to 40%. The cost of operating either the Reliable Hydraulic or a tight system—with the full efficiency of every heat THE 
Electric Vacuum Pump is very trivial, and the system makes an invit- unit utilized. Our guarantee behind the VACU- 

ing proposition that will add greatly to your prestige and to your profits. STAT is the most absolute ever given on an air valve. BISHOP. 


BABCOCK. 

BECKER CO. 
Cleveland, Ohio 

Send catalog and de- 

tails of your co-operative 
Ad Plan and the Reliable 


Vacuum Heating System. 
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Chase Model M Express 
Capacity 500 pounds—Price $500 


This Truck 
Replaces 
Seven Horses 


The KisselKar Truck illustrated above, is in service of the B. Hoffmann 
Manufacturing Company of Milwaukee, Wis., manufacturers and dealers in 
plumbers’ supplies. 

Mr. B. Hoffmann says: “The average daily mileage of our 2 ton Kissel- 
Kar Truck is between 60 and 65 miles. Its average monthly operating ex- 
pense is $93.50 including the driver’s salary and everything. It does the 
work of seven horses.”’ 


KISSELKAR [RUCKS 


1500 Ibs.—l-2-3-4 and 5 tons. 


Note these striking KisselKar merits: 


: Simple engine—easy to operate—reserve power— excess capacity—differential lock prevent- 
ing one drive wheel absorbing all the power on slippery places, and stalling the truck~—four 
speed transmission geared up—four specd permitting high speed without racing engine. 
15 per cent. to 20 per cent. lower fuel consumption than average trucks—light spring suspension 
for power plant—heavy spring suspension for load—-gauge that weighs load—greatest access- 
ibility easy control—larger brake drums, and extra powerful brakes—special bodies designed 
to meet every need. 

We will be glad to advise you how you cansupply Truck haulage to your business with profit. 


Send for free book showing KisselKar Trucks, in actual use in many lines of business. 


Kissel Motor Car Co., 512 Kissel Ave., Hartford, Wis. 


New York, St. Louis, 
Los Angeles, Dallas, Boston, 


Branches: 


Milwaukee, 
( 


Minneapolis, 
St. Paul, 


Chicago, 
Kansas City 


KisselKar Service Stations and Agencies at 
over 200 leading points throughout United States 


If you have the water we have the 
Pumping Engine to put it anywhere 


Gas, Gasoline or Electric 


Our Engineering Department 
is at --your service=on-any: 


question of water supply. 


Write for our new catalog. 


ORE large and costly buildings 
are under way in Milwaukee, 
Wis., at the present time than 
ever before. In the residential 
section many beautiful places 
are being erected. Several 

factory buildings are in course of erection. 

However, the majority of operations at the 

present time are being made on. the unusual 

number of store and office buildings. Among 
these are three bank buildings, the new 
$2,500,000 home of the Northwestern Mutual 

Life Insurance Company, the new Gross 

structure on 3d street, and an eleven-story 

hotel in the same block. 


The Water Commission of the city of Fond 
du Lac, Wis., has called for bids to furnish 
two 150 horse power boilers in the municipal 
water plant. The work of setting up and 
connection will be done by some local firm. 


The city of Washburn, Wis., is having the 
heating plant in the city building improved. 
The. work consists of replacing the present 
boiler with one of the latest type, using 
about 50 per cent more of the heat and giv- 
ing off but little smoke or gas. The work 
is in charge of Ed. Finnegan. 


If the present plans of the village coun- 
cil of Argyle, Wis., materialize, there will 
be a good deal of work for some enterpris- 
ing plumber. A muncipal waterworks sys- 
tem is being considered by the council, and 
J. F. Icke, consulting engineer of Madison, 
has been confering with the council as to 
the first steps to be taken in installing such 
a system. Nothing definite has yet been 
decided upon, 

The enterprising Racine, Wis., firm of 
plumbers, Smollen & Schoenleben, have pur- 
chased property north of the new Trades 
and Labor Hall, on which site a large brick 
building will be erected to house its rapidly 
increasing business. Smollen & Schoenleben 
have been very successful in securing some 
large contracts in Racine and neighboring 
cities during the past few months and have 
found it necessary to change their location 
and increase their facilities to handle the 
work. 

The rapid growth of- that enterprising 
city of La Crosse, Wis., has made necessary 
another extension to the municipal water- 
works system. Local plumbers are waiting 
for the completion of this new line, which 
will add a large number of new installa- 
tions to the system and provide more work 
for them; 3,200 feet of 24”, 13,450 feet 20”, 
848 feet 16”, 760 feet 12”, 586 feet 8” and 
586 feet of 6” pipe will be laid, also hy- 
drants, valves, etc., will be required for the 
work of extending the system. 


The Elks of Appleton , Wis., are erecting 
a new club-house in that city and the heat- 


ing plant is being installed by the well- 
known firm of W. S. Patterson. This plant, 
by the way, is the first of its kind ever in- 
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Will Meet the Immediate Needs of Many 


Chase Model M 


Price $500—500 lbs. Capacity 
The Little Fellow with the Big Pull 


Chase Model M will appeal to many plumbing and heating men who 
have daily use for a light capacity and extremely low priced motor truck — 
one which combines durability, efficiency and economy. 
new Model M which is offered at the hitherto unheard of price of $500. 


Write for full particulars and name of nearest Chase dealer. 


Chase Motor Truck Co. 
100 West Street = 
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stalled in Appleton and is attracting cor 


siderable attention. It is of the vapor hea 
ing type, with a special boiler which allow 
the use of pea coal, which will cut down tl 
coal bill considerable. The ‘“Mouat” syste) 
of regulation will be used, which will requi) 
attention but once a day, when coal wi 
have to be put into the magazine. 

When the State Board of Control m 
recently at Madison, Wis., it awarded vai 
ous contracts in connection -with the t 
charitable and penal institutions which 
has in charge. At the Industrial School f 
Boys at Waukesha, three boilers will ha 
to be installed for which the contract w 
given to the well-known Milwaukee firm 
Ww. A. Bower Heating Co. The boilers 
the Northern Hospital for Insane of Oshko 
will have to be reset and this work will 
done by Bond & Abraham of Milwauki 
for $2,000. 

Friends of Robert D. Hazelwood, sec! 
tary of the well-known plumbing house, t} 
J. P. Rundle Manufacturing Co., and M. 
Ida Davis, both of Milwaukee, Wis., Ww‘ 
given a pleasant surprise when news W 
received of their marriage at Rockford, | 
Mr. Hazelwood is well known in busin: 
circles, and has been secretary of the plun: 
ing supply house since its incorporation | 
1902. He was married to the daughter | 
J. P. Rundle, who died two years 4) 
After a wedding tour through the West, | 
couple will return to Milwaukee. 


eet 


Milwaukee To Erect Centr 
Heating Plant 


. | 

HE trustees of the various Milw! 

al pe kee county institutions in © 
town of Wauwatosa are consider ' 

the advisability of. installing a cent} 
heating plant to supply the six cou) 
buildings there. In a report to |! 
board, Engineer James McAleer, of ( 
cago, advises installing the central pli’ 
The central plant would save $31,87)) 
annually to operate, thus paying for: 
self in about ten years. In a letter *) 
to the board, Jesse C. Coogan, an es 
neer, states that with an initial expel 
ture of $25,000 on the present equipn! 
the county can save $25,000 a year. 1) 
would not require the expenditure 
$500,000, while the amount saved Ww 
be almost as much as with the cen’ 
plant. T. A. Crocker, a local engin? 
has been engaged by the board to ins} 
the plant proposed by Mr. McAlear, ’ 
amine the individual plants, and “ah 
the board for their further considerat 
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30 Years’ Experience 


IS BEHIND 


Kennedy Valves 


KENNEDY VALVES embody the best feat- 
ures of valve construction up to the present 
time. 


IERCE, BUTLER AND PIERCE 
MANUFACTURING COMPANY, 
of Syracuse, N. Y., announce the 
removal of their Philadelphia 
office and show-room to the cor- 
ner of Broad and Race streets, 

where they have been located since the 
15th of August. .A visit to their rooms will 
be a pleasure not only to yourself but to 
the efficient force of salesmen, who will be 
more than pleased to show you their line. 

P. Dougherty, 1936 Passayunk avenue, 
Philadelphia, Pa., in addition to other work, 
has the plumbing of the new dwelling at 7321 
Boyer street. 

tT. J. Cunningham, 1612 Orthodox street, 
Frankford, Philadelphia, Pa., is busy with 
the plumbing of four new houses at Mar- 
garet and Stiles streets. 

Among the numerous plumbing contracts 
awarded to R. Raynor of 936 Mountin street, 
Philadelphia, Pa., is one of thirteen new 
houses at 2113 to 2137 W. Passayunk avenue. 


In addition to their other work, Smalley 
and Hurst of 107 E. Chelten avenue, Ger- 
mantown, Philadelphia, Pa., is fitting up 
the plumbing in the building 234 Rumford 
street. 

The Membership Committee of the Phil. 
M. P. A., Wm. B. Fox, chairman, are making 
preparations for active work in the near 
future, with a view to a large increase in 
membership before the end of the year. 

Powers and Magee, 5645 Chew street, 
Fermantown, Philadelphia, Pa., have the 
.ontract for the plumbing of the new houses 
7th street, near Chelten avenue, and Mer- 
maid street, near Martin’s Lane. 


CATALOGUE ON REQUEST 


THEKENNEDY VALVE MFG.CO. 
Main Office and W orks—1034 E. Water 
Street, ELMIRA N.Y. 
Branch Office & Warehouse —4) Beekman 
Street, NEW YORK CITY. 
gencies—66 Western Union Bldg., CHI- 
A'GAGO. ILL, Monadnock Bldg., SAN 
FRANCISCO, CAL. 


HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 

Send for cata- 
log and prices. 


al 
BERGER BROS. CO. 


Manufacturers 


) 
237 Arch St., Philadelphia, Pa. 


Schoellhammer and Reuter, 1314 Ridge 
avenue, Philadelphia, Pa., are fitting up the 
plumbing in the building at Delaware ave- 
nue and Walnut street, and also the build- 
ing at 2d and Wildey streets. 


J. Howard Corwin of 2615 Girard ave- 
nue, Philadelphia, Pa., has been awarded 
the contract for the plumbing of ten new 
houses at 3856 to 3864 and 3857 to 3865 N. 
Gratz street, for Harry Heist. 

Ww. H. Alexander, 5553 Spruce street, 
Philadelphia, Pa. has been awarded the 
contract for the installation of the plumb- 
ing in twenty-five new houses, 800 to 848 
Cecil street, for the Quaker City Realty Co. 


Geo. P. Weer, 114 Queen Lane, a well- 
known plumber of Falls of Skuylkill, Phila- 
delphia, Pa., is busy installing plumbing in 
four new houses at 4310, 4312, 4314 and 4316 
N. 36th street. 


Kdward F. Roberts, the popular president 
of the Master Plumbers’ Association of Phil- 
adelphia, Pa., was recently presented with a 
new son. We extend our congratulations to 
Mr. and Mrs. Roberts and wish them much 
joy. 

The old established plumbing firm of J. 
McGuckin & Bro., 1023 Christian street, 
Philadelphia, Pa., have the contract for 
the plumbing of the new pbuilding at 11th 
and Wharton streets, for the city of Phila- 
delphia. 


Geo. P. Weer, 114 Queen Lane, Falls of 
Schuylkill, Philadelphia, Pa. a plumber 
well known in that suburb, has been 
awarded the contract for the plumbing in 
seven new dwellings at 3601 to 3613 Calu- 
met street. 


The Board of Plumbers’ Examiners of 
Philadelphia have issued rules and regu- 
lations for the governing of examinations. 
Copies may be had by applicants in the 
office of the Secretary, room 613, City Hall. 


N. Rothchildo, 313 S. 3d street, Philadel- 
phia, Pa., vice-president of Southern Mas- 
ter Plumbers’ Association, is busy with a 
number of plumbing contracts, some of 
which are: 2013 and 2015 S. Darien street, 
842 Cantrell street, 2030, 2034, 2036 and 
2038 Fernon street. 


Peppermint and: Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


(PATENTED) 


The Triplex Test Apparatus 


Tests old work or new 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and 
Leading Master Plumbers. 


Mechanic’s time saved soon pays 


for apparatus. 


So simple any one can use it. 


FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn.; 
M. Glauber & Co., New York. 


A Live Wire in Association 


HE right spirit of association is shown 

by Robt. H. Pflug-Felder, the credit 
Philadedlphia Master 
Plumbers’ Association, whose picture, having 
his 9-year-old son on his lap, is shown here- 
Mr. Pflug-Felder’s opinion of asso- 
ciation work is condensed in very few words, 
“Union equals Strength.” 

Starting in business eight years aso at the 
southeast corner of 8th and Morris streets, 
his very first business letter, written imme- 
diately on receipt of his stationery from the 
ters, was his application to the Master 
Plumbers’ Association for membership. 
has since been an active member, always 
willing to put his shoulder to the wheel. 
He was elected as a member of the Board 
of Directors in 1906 and has been re-elected 
serving the Association’s mem- 


economyin | 
fuel con- 
sumption, | 
the boilers | 
have a self 
feedingcoal — 
reservoir, — 
which per- 


duty of aa | 
experienced fireman in supplying | 
coal to the fire, and will maintain 
a steady fire and a constant heat. 


for twelve hours withoutattention, | 


every year, 
Send for Catalogue and investigate 


for yoursel 


CORTON & LIDGERWOOD CO. 
96 Liberty St., NEW YORK 


CHICAGO: Fisher Bldg, 


BOSTON: 182 High St, 


TOOL BAGS 


Made of heavy rus: 
grain leather, hot w 
locked stitched, i) 
possible to rip. Di 
able and_convenie 
Shoulder Strap and P’ 

Our Catalog? | 
EXCELSIOR BAG&M] 

CO., Troy, N.Y. 


PLUMBERS’ 


Robert H. Pflug-Felder, of Phiia., Pa., and 
His Little Son 


Afford 


to overlook the banner proposi- 
tion we are making on 


Vitreous Lavatories 


bers in that capacity at this date. 
ing the defective eredit system in vogue 
amongst plumbers generally, he suggested 
carried out and put in operation at the be- 
ginning of this year a full fledged credit 
information bureau for the exclusive use of 
Association’s 
bureau’s booklet clearly outlines the bu- 
reau’s scope, and Mr. Pflug-Felder informs 
us that the bureau is working smoothly anc 
furnishing money-saving reports 
to all applicants. 

For immediate information the telephones 
can be used, each member having been fur- 
nished means by which he must first identify 
himself over the ’phone before informatior 
At this date we are informec 
the reports on file are already running int 
the thousands and with such service ‘“‘frec 
on tap,” as Mr. Pflug-Felder expresses it, 
it would be folly for any member of th« 
Association to extend credit to any one be- 
fore making sure whether or not the pros- 
pective customer is worthy of credit. 

The loyalty of Mr. 
Association is again shown by the fact that 
he conducts this bureau, ably assisted b} 
Miss Miriam Hudson, 
charge of the office, without any expense tc 
the Association outside of the regular dis- 
bursements such as printing, postage, etc 
bluntly states that the 
master plumber of Philadelphia who fails 
to become a member of the Philadelphic 
Association 
equipped with a very thick shell over his 
cranium or if he is normally equipped has 
failed to really weigh the advantages of 
Its labor bureau, 
bureau, beneficial fund, apprenticeship care 
system, its active and alive Board of Di- 
rectors and its serious, active and thorougt 
committees, especially the Legislative Com- 


make it an association of which any 
ld strive to be a member. 


- Vitreous Tank 


will be given. 


Pfiug-Felder to the 


the young 


Pflug-Felder The Goods Are Right 


The Prices Are Right 
You save money by consulting us 


Get Our Prices 


Thos J. Berkstresser Ci 


(Thos. J. Berkstresser, Pres. and Treas.) 
1006 Filbert St. Philadelphia, F 


being a member. 


master shou 
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By PHILIP F. GRACE. 


> E were all ready, in my 
estimation, for the ar- 
rival of Wang Dang, he 
of the glass eye, and he 
could hear rag time and 
buck and wing dancing to his heart’s 
tent. But another and very difficult 
olem presented itself to her High- 
3, who said, “We are doing well, very 
| in fact; still, though, we might do 
er,” 
n what way?” I asked. 
Vell, that darkey is wholly and to- 
; illiterate. The only intelligent 
, of him is his feet; truly can it be 
in his case, at least that he is all 
it from his feet down. Wang Dang, 
ie brings him home—and I am posi- 
he is going to—will want him to 
h the songs, as well as the buck and 
g, not only to his children but to 
wife and all her relations as well. 
you suggest anything?” 
Ve'll have to teach him the songs,” 
iswered. 
3ut that is so difficult; we have been 
ng to do that very same thing—the 
icians and I—but have made no 
‘ress whatever.” 
Vell, I know something about the 
‘ey, especially the Southern speci- 
, and I'll try my hand. You might 
to him, that he is to be assigned to 


or 


<< CHINA 


Chapter (X. 


Gawdge Settera, ’cause it tak’ too much 
ink t’ git my full name, an’ too much 
papah. ’Sides, he done say the Navy 
Depahtment put up a kick at was’in’ so 
much ink, an’ he lak’ as not lose 
hees job.” 

“What became of your sailor rig?” 

“TI done sol’ ’em t’ a ol’ clo’ man foh 
a quatah, an’ git another suit t’ boot.” 

“Well, then, report to me at eight 
o’clock tonight, and I will have some- 
thing for you to do, which may keep 
you out all night. But you can sleep 
all of the next day.” 

“Say, Mistah Bahbarian or 
Cannonball, 


Mistah 
will we git any eats in th’ 


for the time being, to do whatever 3 ¥ 


ll him. Tonight if Wang Dang does 
arrive, we will go over to the ruins 
see what there is in the story of 
spook solder makers who sold solder 
uries ago to the plumbers of this 
‘ince, I’ll take him over there and 
mer some way or other into his 
k skull, that if he does not or can- 
learn the songs, he will have to 
t for Richmond, Virginia, to see his 
and ma, as he calls them.” 
He has had a taste of good living, 
, like all darkies, loves roast pig and 
i chicken. He doesn’t want to go 
‘¢ now, but it is a case of no learn 
stay, so I may succeed. I hope I do, 
the sake of China, at any rate.” 
ne seemed to think it a good propo- 
yn, and said she would send the 
key up to report to me. We could 
lone together, and I was to lay down 
Jaw. She pointed to a closet, telling 
‘hot to be thirsty. In case we went 
right to the ruins, she would see to 
lunch part, both liquid and solid. 
he left the room, and, after a bit, up 
e the darkey. He made a salaam 
“said: “Mistah Bahbarian or Mistah 
honball, I dunno which, I’s cum up, 
_ to be yo’ servant. What does yo’ 
t me to do fo’ yo’?” 
Cell me your name.” 


My full name, yo’ Honah?” 
‘ee 


3awdge Washinton Thomas Jefferson 
rew Jackson Ab’m Linkun Henry 
0 Brook—dsat’s my full name, sah. 
cap’n bo’d ship, he done say to de 
)’s writah t’ put me on de books as 


We Crossed the Stream: Where Ding Foo and I Caught ‘the 
Diagonally Crossfields Toward the Ruins 


middle of the night? I’s powahful on 
the eats, I am suah enough,” 

I assured him he would get a skin 
full of eats, and drinks, too, for that 
matter; and his anxiety was relieved. 
It was getting monotonous calling me a 
barbarian and cannibal, but had I not 
told him I was both, and must therefore 
take my own medicine. The Captain had 
gone north. Ging Whee and Ding Foo 
had not returned. And Wang Dang was 
not in evidence. So we got ready to go 
to the ruins. The darkey did not know, 
of course, that the place was haunted. 
We took along, besides the lunch basket, 
two blankets, and a hatchet to chop 
brush wood for a fire, not forgetting 
matches and half a dozen candles. 

The reader will, of course, say ghost 
story, or fairy tales at my desire to visit 
the ruins. I am a true believer in the 
supernatural, of course, but under cer- 
tain conditions only. I have few rela- 
tions left, and will soon be practically 
alone in the world. When away, a feel- 
ing that so and so has gone comes over 
me and I cannot shake it off. It was 
so in the case of my father, and only 
daughter. But the ghost or spook that 
haunts buildings I take no stock in; 
neither does any of my kind, a rambler 
or tourist, if you will. 

Take one hundred men of my ilk and 
stand them up in a line. We'll say night 
is coming on, and their minds are fixed 
on a place to flop. Pick out the biggest 


and strongest, and say to him: “I know 
of a house out the road a mile or two, 
that is vacant. The owner lives nowhere 
near to it, and you will not be molested 
by anybody.” Tell him just where it is; 
and he will render his best thanks. 
Then add as an addenda, “Folks say the 
place is haunted, but I don’t know 
whether it is or not.” That won’t stop 
or worry him. He starts right in and 
hikes for the place. What if he does 
hear queer noises? He knows rats roll 
old bottles around above him, and the 
uncanny bats make weird noises. So 
they don’t bother him a little bit even. 
Now, pick out the leanest, skinniest 
one in the bunch, a fellow who weighs 
two or three pounds less than a straw 
hat, and is so thin that when he turns 
himself sideways you can hardly see 
him. Tell him the same tale, word for 
word, and after thanking you, he will 
hike for the house that is haunted. 
Talking about thin men, a Savannah, 
Georgia, plumber told me about the thin- 
nest man I ever heard of. It was during 
the war between the States that the 
boss thin man, also a plumber, gave the 
soldiers of Southland the merry ha-ha. 


bere of Fish, and Started 


They were gathering in all who could 
fight, of course, and went after the thin 
plumber to take him along. He was not 
for war, by any means, so when he saw 
the soldiers coming aiter him, he just 
crawled down into the barrel of an old 
musket that stood in the corner of his 
house, and stuck his thumb to his nose 
through the nipple at the departing sol- 
diers, who, of course, failed to find him. 

Up Brooklyn way, our old friend— 
everybody’s friend—the festive William 
J. Fitzgerald used to be some on the 
thin business. Haven’t seen him in a 
number of years, and he may have 
gained a pound or two. But, once upon 
a time the Brooklyn boss plumbers were 
about to have a fancy dress ball, and 
were talking about the costumes they 
would wear and the expense of hiring 
them. Said one of them, “Bitsy, it won’t 
cost you much for a costume; just screw 
a cap on your head, and go for a five-foot 
piece of 3” gas pipe.” 

I blew into Johnstown a month after 
the flood, and the first one I met was 
poor Jim McMillin, who was cruelly 
murdered several years ago in Pittsburgh. 
The place was, of course, topsey turvey, 
but was gradually being cleaned up. 

Jim’s plumbing shop had been swept 
away, but he pluckily began business in 
a place the waters had left standing. 
He slept at night in his new shop, and 
I kept him company. After a while I 
succeeded in getting a place to board. 


Style A Plumber’ 


and up. 
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This is our No. 25 
Torch. It is fitted 
with our One Piece 
Adjustable Soldering 
Iron Rest, patented. 
Also with our Never 
Leak Pump, paten- 
ted. There is no bet- 
tertorch made. Your 
nearest jobber will 
supply at factory 
price. We make a 
Jarger variety of 
Burners for gasoline, 
kero ene,alcohol 
and crude oil than 
other manufacturers 


OTTO BERNZ 
Newark, N. J. 
Est. 1876 


The HOTTEST Blast in the 
QUICKEST Time From 


G. Barthel’s Famous 
Kerosene Furnace 


Gasoline. Kerosene and Al- 
cohol Blow Torches. with G. 
Barthel’s name on same 
Means the best in_ blow 
torches. You, Mr. Dealer, 
should carry them. 


Globe Gas Light Co. 


Distributors 
21-27 Union Street 
Boston, Mass. 


Continental Hotel 


Chestnut St., cor. of Ninth 


PHILADELPHIA 


Remodeled, Refurnished 


400 Rooms 
200 With Bath 
Rates $1.50 to $5.00 


EUROPEAN PLAN 
THE BEST CAFEIN THE GITY 


FRANK KIMBLE, MANAGER 


Accessible, quiet, elegant, for 
Business Men, Fat and Tourists 


SOUTHERN 
HOTEL 


54th Street near Broadway 


NEW YORK 


FIREPROOF MODERN 
PERMANENT AND TRANSIENT 


In the heart of the theatre and shopping 
district. 


Cars pass the door for all railroad stations. 


Parlor, Bedroom and Bath, $3.50, $4.90 per 
day and up. 


Single Room and Bath, $1.50, $2.00 per day 
and up. 


Double Room and Bath, $2.50, $3.00 per day 
SPECIAL RATES BY THE WEEK. 


RESTAURANT ala CARTE 
European plan 


J. G. VENETOS, Proprietor 
Send for Booklet 
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THE “QOANCO” BARBER SLAB COCK 


— 
The‘ iOednee Barber Slab Cock 
or 2 Basins 


The “Qoanco’ ” Barber Slab 
Cock for 1 Basin 


Rapid Action 


All valves oper to full 
capacity on quarter turn 


Upper valves Fuller Pat- 
tern. Lower valves Com- 
pression with FULLER 
ACTION. Can be repaired 
by any one without taking 
from the slab. Note the 
Ground Joint Unions on 
this cock, making it easy 
to insert a new Fuller ball 
when required. 


Write for prices. 


Sab WASTE COCKS 


. | 


PEN 
fi 


ABSOLUTELY 
GUARANTEED 


Send For Prices 


BRONZE & BRASS WORKS 


CLEVELAND, OHIO 


Fuller 
Bath Cocks sold last year 


You know the reason. 


NORTHERN BRASS MFG. CO. 
aus Til 


SANSEALO 
DRAINS 


HAVE 
No Outside Joints 


SANSEALO DRAINS have a large water seal and a submerged brass seat. SANSEAILO 
DRAINS have no equal for Efficiency and Durability: Made in all sizes with iron or brass tops. 


SEND FOR CIRCULAR 
CRAMPTON-FARLEY BRASS CO. 


Kansas City, Mo. 


Carries Radiators Anywhere Quickly, Easily, Safely 


Narrow crooked stairways and halls are easy for 
oy pueite Combined Carrier and Truck. 
is a cinch to carry the radiator when necessary and a bigger ci. 
push it on the truck. Saves you : prriebe 
Time, Strength, Money 
Send for booklet and prices 


BUELL BROTHERS, Fulton, N. Y. 


Sombined Carrier and Truc} 


But I couldn’t sleep at night on account 
of domestic afflictions, which have made 
me a wanderer since. I would get up 
and walk* along the banks of Stony 
Creek where the Baltimore and Ohio 
Railroad runs. Up against a hill side 
was an immense pile of unused coffins, 
waiting for the recovery of stray bodies. 
In walking to and fro, I mechanically 
noticed that two of them were turned 
upside down and were side by side. 
Then I saw one of the coffins move, and 
next the other. I cannot say I was 
startled, for I surmised the cause at 
once, and went over. 

Out from under the coffins came two 
heads, and one of the heads said, “Hello 
there,” and soon the other spoke. No, 
they didn’t think I was a watchman 
guarding the coffins, for no one would 
steal a coffin for firewood even, as that 
was more than plenty. They simply 
thought I had no shelter, and, as the 
night was overcast, they had gotten 
under their wooden overcoats and were 
having a good sleep when they heard 
me. They told me where I could get a 
flat-top coffin, and invited me to spend 
the night with them. They happened to 
be two Western plumbers, who had each 
struck a job but could not get a board- 
ing house, so they made the best of it 
sleeping any old place at night and 
buying their meals at the improvised 
restaurants. 

Wither five or maybe six years ago I 
again blew into Johnstown, and for the 
steenth time went to work for John R. 
Flinn or Jack of the Johnstown Plumb- 
ing Supply House. I was lining a tank 
when I heard Jack’s voice- behind me say, 
“There he is, Jim; blew in a week ago. 
Same old homing corn.” 

I looked up and saw Jim MeMillan. 
I was glad to see him, and extended my 
hand. He shook his head and said, “No 
Siree! You were in Wheeling two years 
ago, and wouldn’t come in to see me. 
You skipped town and wouldn’t call on 
a fellow. I went over to the depot and 
tried to catch you, but you had flown 
the coop. You had paid every one of 
the other plumbers in town'a visit, and 
left me out.” Yes, I told him I had been 
in Wheeling and other cities traveling 
around among the plumbers, old timers 
and others, in the interests of THE 
PLUMBERS’ TRADE JOURNAL, and the very 
first inquiry I made was for him. I was 
told that he had gone to Norfolk, Vir- 
ginia, and started in business there. 
That I intended to go to Norfolk on my 
way back, and would hunt him up. So 
I was forgiven. 

Jack put another man on my tank, 
so he, Jim and I went out to “see a man.” 
After a while, Jack left; so Jim and I 
knocked around the rest of the after- 
noon, having a good quiet time. At ten 
o’clock that night, I bade him good-bye 
at the depot, and he took the train 
West. Why did I wake up two or three 
times that night, each time to see him 
in some sort of trouble? Why did I get 
up in the morning wondering and hop- 
ing that. he got home all right and that 
nothing had befallen him? About three 
o’clock that afternoon, Charlie Fritz, the 
foreman, came over and said: “Good 
God, there is a dispatch from Pittsburgh 
saying Jim McMillan was found mur- 
dered on Squirrel Hill; his head crushed 
and money all gone.” I told Jack, Char- 
lie and the rest of the boys about put- 
ting him on the train, and my fears for 
his safety. He was a very moderate 


drinker and was, of course, — 
sober on leaving Johnstown, 


whether the Pittsburgh authorit: 
ceeded in getting the real murde 
do not know, as I drifted awe 
Johnstown and have not been t 
All the plumber folk and a 
number of Johnstown citizens © 
Jim’s funeral the next Sunda, 
the craft saw a representatiy 
man, one who was an honor and 
ment to the trade, laid away in | 
resting place to await the judgm 
Peace to his ashes and rest to 
As the flame draws the m 
cannot withstand the lure and 
tion of the house or ruins said 
haunted. ee 
We crossed the stream where 
and I caught the mess of fish, am 
diagonally ’cross fields towards 
They were further away than I 
and after a tiresome hike of n 
hour we came up to them. 
tainly were a gloomy, uncanny 
pile. Bats flew about in great num 
and large glow worms, which emitte | 
sickening odor, crawled about. 
light of two of the candles, I sa 
that the place was infested with 
legged worms of the centipede — vari 
As none of them bit us, I do not kn 
whether they were poisonous or “not. 
“What is yo’ gon’ t’ do in this hy 
place, Mistah Bahbarian or Mistah is 
nonball? I suah doant laks th lo! 
uv this heah ’stablishment, nohow. 
reckon I kin fin’ my way back.” 1 
things the Southern darkey fears mos 
spooks, and getting cut up or opened 
the doctors. 7 
(To be continued) 
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| 
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Chase Motor Trucks Makir, 
Great Strides ; 4 

HE Chase. Motor Truck Comp. 
iF report a record business for | 
month of August. Num aTOUS | 

peat orders have been received — and | 
outlook, judged by actual orders in hit 
is even better than was anticipated. 
Chase dealers in Minneapolis, Minn., 
Chase Motor Truck Sales 
placed an order for sixty 
Trucks of which six were going | as 


of the H. L. Keats Auto Co. of - 
Ore., for nine trucks; the Inte rm 
Auto Truck Co. of Butte, Mo 
six trucks, while another nic 
that from the city of Seat 
“Model D and K Expresses.” 

One of the latest orde: 
Abraham and Straus, th 
New York department sto 
purchased a “Model K specia 
other large New York depart 
using the Chase are R. H. M 
pany and Stern Bros. 


Hot Water Heater C 
corporated at Ruthe 
COMPANY composed of 
Ginsberg, Edward A. 
Samuel Cohen has bee! 
manufacture hot water heater! 
ford, N. J. The new con 
business under the name of 
Mfg. Co., and it is underst 
are capitalized at $10,000. 
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SU provement Association 
of San Francisco, Cal., 
has decided to take the 
initiative in the matter 
of installing sanitary 
drinking fountains 
along that street and is 
making plans for the 
installation of a num- 
ber of these. 

The Board of Health 


PE ts 


of which Frank J. 
Klimm is a member, 
has adopted resolutions 
= that the Board of Supervisors ap- 
late sufficient money for the establish- 
of much needed public convenience sta- 
and sanitary drinking fountains. The 
_ of Health severely scores the anti- 
1 and unsanitary public stations in 
n Gate Park and asks that these be 
ed at once. Downtown public comfort 
1s are proposed for the following loca- 

First and Market streets, Kearny 
Market, Mason and Market, Marshall 
e, Van Ness and Market, Twenty-second 
lission, Twenty-ninth and Mission, Mis- 
ark, Eighteenth and Dolores, and vari- 
ablic squares. 


plumbing shop of V. J. Cox at 2127 
street, Fresno, Cal., was destroyed by 
that occurred the latter part of June. 


Latourette-Fical Co., of Sacramento, 
have been awarded the heating con- 
n the apartment building being erected 
rnard Frommer. 


Peterson-James Co., San Francisco, 
will install the plumbing, gas fitting 
iping for a vacuum cleaning plant in 
ding being erected on Geary street. 


Plumbing work in the two-story 
ire being erected at Jones street and 
1 Gate avenue, San Francisco, Cal., 
e done by Kiernan & O’Brien, Inc. 

J. Looney Company, San Francisco, 
las been awarded the contract for the 
ation of the plumbing system in the 
building being erected by James D. 
On Market street, near 7th street. 

k is progressing rapidly on the build- 
€ the Master Plumbers’ Association 

Francisco, Cal., and this will be ready 
cupancy early in the fall. The brick 
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work is now completed and the sheet metal 
men are finishing their part of the work. 
The dedication ceremonies have not been 
held as yet and will probably be postponed 
for some time, as convention work is now 
taking up the time of the Association 
officials. 


The W. D. Plumbing Company has been 
incorporated at Los Angeles, Cal., by W. D. 
Newell, G. W. Dryden, W. Henderson, G. W. 
Rosso, W. J. King, G. Johannsen and J. T. 
Jones. 


O. Davis has been awarded a contract for 
the installation of the plumbing, heating 
and hot water system in a building being 
erected on Bush street, near Mason street, 
San Francisco, Cal. 


A, Davis has the contracts for the plumb- 
ing in a building being remodeled by C. F. 
Lewis and W. H. Hyde at 16th street and 
Julian avenue, San Francisco, Cal. The 
General Engineering Company will install 
the steam heating system. 


The heating, ventilating and vacuum 
cleaning systems will be installed in the 
two-story structure to be erected by the 
Liverpool and London and Globe Insurance 


Co., Ltd., at California and Leidersdorff 
streets, San Francisco, Cal., by Mangrum 
& Otter. The plumbing and gas fitting will 
be done by the John G. Sutton Company. 
ER 
A Busy Concern in Fort Smith, 
Arkansas 


UT in the Middle West in Ft. 

O Smith, Arkansas, you will find 

one of the most up-to-date and 

fully equipped plumbing establishments 

to be found in that section of the country 
in the Standard Plumbing Company. 

We submit herewith a picture of their 
quarters with the proprietors standing 
in the doorway. Many of the large con- 
tracts for new buildings now being 
erected in their city and adjoining towns 
are held by this company, who enjoy the 
good will of their customers and are up 
to date in all things pertaining to the 
plumbing trade. Here’s luck, boys! 


Up-to-Date Shop of the Standard Plumbing Co., at Fort Smith, Arkansas 


¥ 
: 
: 
| 
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“Kretschmer” Sanitary Bubbling Cup 


The most sanitary and econom- 
ical bubbling cup on the mar- 
ket. Thousands have already 
been installed in some of the 
largest cities and public build- 
ings in the United States. Self- 
closing cock and screw driver 
valve prevent waste of water 
and admit of perfect adjust- 
ment. Drain cup _ prevents 
splashing. Wecan also furnish 
bubbling cups to attach to sink 
backs if desired. Patented July 
4th, 1911. Write us for prices. 


Retechine: Mfg. Co. 
Manufacturers and Jobbers of Plumbing, Heating and Pump Supplies 
Dubuque, Iowa 


WHY YOU CAN SELL EASIEST THE 


Jiffy Fire Hose Racks 


149-151 W. 36th Street 


Plumbers Attention !! 
GET YOUR PLANS AND SKETCHES MADE AT 
PRICES WHICH ARE RIGHT 
FIRST CLASS WORK BY SANITARY EXPERTS 
Arrangements have been made with this magazine for your benefit to 
handle the subscribers’ work at special reduced rates, and you are referred to 
The Plumbers Trade Journal for any inquires you desire to make. 
ALTON ENGINEERING CO. 
SANITARY AND HEATING ENGINEERS 


Because you can convince 
any reasonable man in a very 
short time that the 


JIFFY FIRE HOSE RACK ' 


“has it on” every other rack. 
The JIFFY is simpler—one 
pull and the hose is free and 
ready for use. 

One of your men can install at 
least three JIFFYS in the time 
itwould take him to put up 
any other rack. Figure out 
how much you save right there 
On a job of any size. 

Most ofthe famous buildings 
in New York City are 
equipped with the 


JIFFY FIRE HOSE RACKS 


There are reasons. Send for 
our catalog. It will show you 
a new profit. Write now. 


Jifty Fire Hose Rack Co. 
725 7th Ave. NEW YORK CITY 


Try Me Ball Cocks 


Have 


Compound leverage of the ball rod, Magazine of 
Packings, Revolving Plunger, Special Metals for 
Wearing Parts, Absence of Sand Pockets. 

Ease of adjustment to High or Low Pressure, 
Regulation of water in Tank. 

Renewal of bottom and top seats without disturb- 
ing the Plumbing, or the use of tools. 
least—the using of the same valve for Top, Bottom 
and End Connections. 


Universal Tool Co., 


Last but not 


Springfield, Mass. 


New York City 
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Plumbers’ 
Slate 


We have two large factories 
and produce more than a 
carload of milled slate daily. 


Our reputation for execut- 
ing Plumbers’ detail work 
carefully aud accurately has 
been well earned. 


We will appreciate the 
favor if permitted to quote 
you prices when you are in 
the market. 


Urinals, Shower Stalls, 
Water Closets, Base, 
Wainscot, Drain 


Boards 


The Phoenix Slate Co. 


Penn Building 
WIND GAP, PA. 


Attention! 


Plumbers and Architects 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Eureka Adjustable Flange” 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Descriptive circulars and full in- 
formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 


THE PLUMBERS’ 


PRERRORRRRILEI II IIRORLBB EEE OEY 
The Utility of Slate in 
Modern Sanitation 
pereserececncacesesesasetesesetecec nce ce ncn suse ceseiuias 


OR a number of years slate was 

extensively used in our field in 

urinal stalls, shower baths, 

toilet basins, etc., but when the 

demand was caused by the 
manufacturers of plumbing fixtures for 
all-white bathrooms there was for a 
number of years a desire for a material 
which would correspond with the fixtures 
used. Marble, which has many of the 
advantages needed, has received the 
large percentage of the business, but 
after being used for a period of ten to 
twenty years, marble has been found, 
especially in public places where the 
service is hard, to be deficient in many 
ways. While apparently having a hard 
surface and impervious to absorption, it 
is in reality exactly the opposite. It 
retains the material absorbed, and as the 
years go on emits a constant odor and 
becomes unsanitary enough to be a 
menace. 

One of the best illustrations of this can 
be shown in the public toilet room of the 
Brooklyn Bridge, New York City. This 
room was built about fifteen years ago, 
and today the marble is stained to a deep 
yellow, and the sanitary conditions are 
such as to make the room practically 
unusable. It is in reality one of the 
most unsanitary public toilet rooms in 
the city. There are undoubtedly many 
other public places where the same con- 
ditions exist. Had slate been installed, 
the original appearance might not have 
been considered as attractive, but the con- 
dition of the slate itself now would have 
been exactly the same as when erected. 


It is absolutely impervious to absorption, 
being graded by the government test, as 
next to steel in that quality. The care- 
takers, by the use of a hose and water, 
could have placed this toilet room at any 
time in a sanitary condition. 

There is at the present time a reaction 
in our field against marble and a return 
to the use of slate in all public toilet 
rooms, servants’ quarters and in any 
place where hard service is required. It 
is also being used extensively for base 
boards, stair steps and risers, its nature 
being such that it will withstand hard 


Attractive Mantel Made Up of Masters’ Excelsior Marbleized Slate 


wear better than any other material now 
being offered in our field. 

The slate quarries of Pennsylvania are 
located in a district about fifteen miles 
square, in which are found all of the 
slate quarries in this country producing 


=- 


Masters’ Marbleized Slate Wainscoting 


slabs large enough to be used in the 
plumbing field. 

These quarries have been worked for 
periods up to fifty years and the entire 
district is receiving a revival of the busi- 
ness, which for the past few. years had 
received a temporary set-back in the 
plumbing field. Among the many other 
companies which own and operate quar- 


ries in this district is that of The Excel- 
sior Slate Company, located at Pen 
Argyl, Pa. This company is owned by 
Thos. Masters, Jr., who is a practical 
slate man of many years’ experience. 
This company, in-addition to the regular 
plumbing supplies furnished by the other 
quarries, manufacture marbleized slate 
mantels, wainscoting, blackboards, etc. 
Many beautiful effects are made in this 
marbleized work. The colors, being 
floated on the surface of a body of var- 
nish and the slate being raised from the 
bottom of the tank through the surface, 
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Urinal Stall Built by The Eacelsior State Co. P 


picks up the color as it comes 
of the tank. This flows the 
tints on the surface of the sla’ 
produces to a very close deg 
ferent effects which nature ha 
in marble. j 

We show on this page a cut 
tel, and slab of wainscoting, n 
Excelsior Slate Company, as 
stall of urinals which is the 
their mill. x 

They are equipped to hand 
mands of the plumbing field. 


To Manufacture Plumbers’ 
Goods = 
OCHESTER, N. Y., will 
R industry in the Abest 
cently incorporated w 
The new concern Wi 
ture high-grade plumbers’ 
principally closet seats. The 
members of the concern are L. ( 
Walter Hall and F. A. Hanley 
ee 
Elected Members of th 
States Chamber of Co 
Aa Central Supply Assoc 


capital. 


Chicago, with 185 me 

National Pipe and Sw 
ciation of St. Louis, with 200° 
and the Southern Hardware Jo 
sociation of Richmond, with — 
bers, have now been elected 
ship in the Chamber of Com 
United States of America. 


——-§- 


Chase Motor Truck Co, 
Appointments 


F, HOWELL of Buffalo 
P. been appointed district 
for the Chase Motor 

pany. He will make his hee 
at the Philadelphia branch OLe 
pany, 1351 Ridge avenue, and 
tory will include portions 0 


Pennsylvania and New Je 
entire state of Delaware. 
resigned from the sales depa 
the Buffalo branch of the Diam 
ber Company, with which } 
connected for the last thre 
take up his new duties. — 3 
D. R. Lindsley, former] 
Pierce-Arrow Motor Car Co 


salesman with the Chase 
Company. He will make 
ters at Syracuse and travel | 
tral and northern New Yo! k 
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§ Cleanest—Cheapest—Best # 
Write these firms for prices—they quarry and al 
finish to size any requirement you may have. 


Hammann Structural and Crown Slate Co. Slate Products Co. of 
Roofing Co Pen Argyl, Pa. America 
Bangor, Pa. Excelsior Slate Co. Bangor, Pa. 
Pen Argyl, Pa. 
Alpha Slate Mfg. Co. ProcnieclateiGo. M. L. Tinsman & Co. Inc. 
Bangor, Pa. Windgap, Pa. Pen Argyl, Pa. 
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8 It is easy to quote “low,” but 
; “making good” is our reputation. 


3 Catalog free on request. 


The Penn’a Structural Slate Co. 


3 Pell Building, Easton, Pa. 9 
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LOEW VICTOR 
PIPE MACHINE 


For 
Genuine 
Service 


¥% to 8 inches 
Belt, Motor and Gas Engine Driven, also Hand 
Operated. May we send you catalog of complete 
line? 


The Loew Manufacturing Co., 
9100 Madison Ave, - - - Cleveland, Ohio 


Accomplished at Last! 


A Valve Closet Combination that will 
operate successfully regardless of the 
size of Water Supply or Pressure. 


Large Pipes No Longer Required 


With the 


New Watrous 
Automatic Duojet 
Valve Closet 


Can be set to operate at 
any pressure from 15 Ibs. 
up, producing a positive 
measured flush and refill. 


Quiet in action. Especi- 
ally adapted for residence 
use aS a Substitute for the 
low-down closet. 


Write for further details 


The Watrous Co. 


(NOT INC.) 


1675 Fisher Bldg. Chicago, Ill. 
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T is one thing to criticise what a 
merchant is or is not doing and 
quite another to offer suggestions 
that will lead to improvement in his 
business. Or, to put it another way, 
tearing down is easy. Anybody can 

do that. Building up is more difficult and 
is not always so successfully performed. 

These observations will apply quite as 
forciby to the plumber’s business as to any 
other. Plumbers have two different things 
to sell—first, their services, made valuable 
through years of effort in learning their 
trade and years of care in practicing what 
they have learned; second, the fittings and 
appurtenances which they utilize in the in- 
stallation of a plumbing system. 

The first division is somewhat intangible 
and its value depends to some extent upon 
the use made of it. This man will make it 
valuable to himself and others through his 
superior knowledge and his expert applica- 
tion of that knowledge. The next man will 
fail wholly or partially, because he may not 
have comprehended the requirements of his 
business in certain directions. 

UCH a defect is easily remedied. In- 

S deed, all defects in this division of 
effort can be overcome by the exertion 
of a little will power, or by study of the 
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The Plumbing Busines: 
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based upon imperfect knowledge 
riably lead to difficulty. _ 
Not all maste: plumbers—only 
proportion of the journeymen and { 
still of the apprentices—compreh 
necessity of expert knowledge in 
and installing a house system. 
parently do not understand that the he 
of the inmates of the buildings a 
upon the perfection of their work. 0: 
that fact is impressed upon them and t| 
carry out their plans in a different sp 
and with the purpose of doing the best t 
can. : | 
The plumber should consider himself 


engineer. Indeed, if they were called, 
they should be, sanitary engineers, tl 
business would acquire increased digi 


and the effect would be very beneficial 


the young man learning the business. 


HE work is dirty, and in this day 

I educating young men away f 
trades of that character some of 
present difficulties have their origin. By) 
business has its dignified side, and 
plumber’s trade is no exception. The j 
who installs a plumbing system in a hi 
in such a ways as to render it safe 
fulfilled the same purpose as he who mi 
two blades of grass grow where one ¢ 


] 
eS 2: 
} 
| 


“Work Based on Imperfect Knowledge Will Invariably Lead to Difficulty” 


subjects upon which one may be deficient. 
But it is a matter which each individual 
must take up for himself. Neither God nor 
his neighbor can do it for him, and it can 
be stated with absolute certainty that neither 
God nor his neighbor will do it for him. 
Only by hard, individual work and the 
steady exertion of individual effort can 
anything worth while in this direction be 
accomplished. The man who expects to 
absorb from others without exerting an 
effort himself is doomed to disappointment. 
It cannot be done. 

The man’s services to bring the best re- 
turns to himself and others must be based 
upon knowledge and acquired skill. Condi- 
tions in this trade are not essentially dif- 
ferent from what they are in others, and 
every man in business will recognize the 
strength of this assertion. The time has 
passed when imperfect knowledge and in- 
ferior skill are sufficient for the required 


purposes. The plumber, more than most 
workmen, should understand his -subject 
thoroughly. 


learned. Any man can learn how to 

make a joint, or where to place a 
pipe, a bath tub or a hand bowl. Those, 
while important, do not constitute the prin- 
cipal features of the business. Above and 
beyond that must be the knowledge of 
principles and an understanding of why a 
certain thing is done in a certain way. The 
scientific reasons for doing certain work in 
a certain way are the most important of 
all. Neglect in this department, or work 


T= mechanical processes can be easily 


before. And all the world knows that: 
is blessed. . | 

Every young man who goes into the: 
ness should learn it thoroughly. Thi 
no longer any excuse for neglecting a 
its features, even though they may see) 
important. Nothing can be unimp| 
which influences the health of the in} 
of any structure. After talking w! 
great many plumbers, young and ol 
principal lack seems to be right her 
failure to appreciate the importance ! 
calling and act accordingly. | 

The writer remembers one young! 
who may serve as an example. a 
educated and intended to follow some’ 
career, but circumstances caused him t 
up plumbing. To begin he was apo 
and often refused to admit that hi 
really engaged in the business. But? 
learned more and more about it and} 
to undertand its importance, his 2 
changed, and now he is willing aly 
should know what he is doing. 
Pie exerts no force in modern bi! 


is exerting a more beneficial in! 
than the association. There is 
gree of helpfulness in the assoc ti 
uplift flowing from the union of 
gaged in the same work, um 


conditions, which can scarce 
ured. Plumbers’ associations, %® 
others, have done much, They mi 


more. Careful consideration of th 
ous problems encountered in install 
tems will lead to improvement. Ea 
stallation will then be better than 
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yre You Know Him You Consider the Man ’Round the Corner in the Same Line 
of Business a Competitor 


re and so the movement will be steadily 
ird perfection. 
1e association can do much to encourage 
nembers to improve. Invite experts in 
3 particular branch of the work and 
them demonstrate for the benefit of 
e who do not understand these problems 
yell. This suggestion is not intended as 
flection upon the knowledge, or lack of 
viedge of any plumber. It is merely to 
attention to the fact that there are 
> men in the business who know more 
others about certain departments. 
| Men can be helpful and the associa- 
will be performing a useful service 
1 it encourages the acquisition of infor- 
on in this way. 


NHE association can make plumbers 
acquainted with each other, a phase 
of business life too little appreciated. 

re you know him you consider the man 

nd the corner in the same line of busi- 

a@ competitor. Meet him at the asso- 

on a few times and you discover that 

s much like yourself and is endeavor- 

so far as possible to build up a busi- 
Next time you know he is figuring 

| contract you will be less disposed to 
2 a ruinous price, and he will be in- 
ced in much the same way. It is one 
; to compete with a man you do not 
vy. It is quite another to do business 
sside one with whom you are acquainted. 
ie association can benefit the commu- 
by encouraging better work. In general 
ever a number of men get together a 
ry is immediately established and they 
. to do better. The same subtle in- 
ce will be exerted in the case of plumb- 
associations. It would be better to 
that this influence has been exerted. 
helpful influence has already permeated 
entire trade, but not nearly so much 
t might have done. In some instances 
leaders have not thoroughly understood 
' opportunities and the membership has 
grasped all the possibilities. A broader 
rstanding is essential in both instances. 
bily this is coming, and the business is 
ining to develop along more progressive 
than ever before. 

\HERE is one other educative influence 
which should not be overlooked—the 
trade paper. Though some are dis- 

1 to look upon the trade paper as a 

sary evil, like the association, a larger 

ortion are conversant with its immense 
> and give it enthusiastic support. The 
er plumber, or the employee, who reads 
ully a trade paper will derive a benefit 


Master Plumber or the Employee who Reads a Trade Paper Will Derive Benefits 
which Could Be Obtained No Other Way. 
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which could be acquired in no other way. 

It brings together the important informa- 
tion of the trade and puts it in an inex- 
pensive form so the tyro, even, can afford 
to have it. As to what it tells of th: 
business, readers of this Journal need not 
be informed. It does more for the benefit 
of every man in the business, in whateve 
capacity, in one year, than all other agencies 
do in twice that time. It is the greatest 
and most accessible influence for the uplift 
of the trade. This admits of no dispute 
The fact is so patent that it cannot b: 
denied, or explained away. 

It is difficult to make all 
which enter into this intangible side of 
the business understandable. Yet, what has 
been said here isin no wise exaggerated 
All these influences are powerful, though 
it would, perhaps, be difficult to make the 
whole matter perfectly plain. Much must 
be left to the imagination and comprehen- 
sion of the individual. If, however, he wil 
follow these lines in his consideration of 
the principal features and influences in his 
business, he will acquire a more thoroug] 
comprehension of the dignity of his busi- 
ness and will appreciate its possibilities fo: 
helpfulness more than ever before. 
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August Meet of the Western 
Trade Golf Association 


influence: 


HE regular monthly tournament of 

the Western Trade Golf Associa- 

tion was held at the Homewood 
Country Club, Chicago, on Wednesday, 
August 28th, twenty-four members par- 
ticipating in the day’s play. 

Frank D. Keeler of Rockford had the 
low score for the day and won a leg on 
the association cup and received a rep- 
lica of same. This association cup be- 
comes the property of a member winning 
it three times. 

There were six flights in the regular 
play, and the following were the winner: 
of their respective flights, each of whom 
received an appropriate cup:— 


First flight, F. J. Douglass; second flight, 
H. B. North; third flight, S. O. Dugger: 


fourth flight, H. M. Sedgwick; fifth flight 
A. S. Frampton; sixth flight, A. A. Aains- 
worth. 
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“EVERYBODY’S DOING IT NOW!!’—-ORDERING 


Automatic 


CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


Ist. 


All parts, except the float are above water, no slime 
or corrosion. 


2nd. A foot valve in the strainer seals the suction pipe the 


8rd. 
4th. 


5th. 


6th. 


PENBERTHY INJECTOR CO. 


THE BRAENDER AUTOMATIC 


CELLAR DRAINER 


“Ydld JOUVHISID 


Darct 


minute the drainer stops working, holding the water 
inallthe pipes, so that it is always primed ready 
to startinstantly. i= 
Weighs not over % that of others and requiring 
less space. 

The operating valves open and close 
action of the water pressure. 

No leather washers used, leather 
leaks. 

It costs less than many other drainer's not as efficient, 


Detroit, Michigan 


instantly by 


dries and causes 


Circular and Prices 
on request 


STEAM PIPc 


NSSHARGE PIPE 


"Fdid Alden 


PATENTED 


OPERATED BY WATER PRESSURE Patented 


It is the best; therefore the cheapest. It is used in Municipal and 
-S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed to do what is claimed for it. 


BILGE SYPHON 
Operated by steam 


Write for Circular. pressure 


PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St, New York. 
SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 


sign. 


We have what is conceded to be one of the most 
attractive Compression Bath Cocks on the market. 


Made of 


High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 


Send for 
Catalog 
A-1 


Machine Co. 


TRENTON, N. J. 


New York Office, 5 and 7 East 42nd Street 
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Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlingtona, N. J., U. S.A. 
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The World renowned D FITTINGS acknowledged Leader In 
design, quality of Material and Finish. 


Save 309 in Your Packing lavonse 


You cannot afford to go on packing your goods in the old fashioned way. 


Corrugated Paper Boxes 


Require 90 per cent. less storage 
They require 75 per cent. 
They cost 
you 30 per cent less. “These are 
facts you can’t allow yourself to 


space. 
less time in packing. 


overlook. 
Better Quicker Lighter 
Stronger Cheaper 


You can’t get anything better for packing plumbers woodwork, brass goods, 


earthenware, tools, etc. 
Write for Particulars 


GLOBE PAPER COMPANY, 


Evansville, Ind. 


VOGEL 
Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can he subjected to the hardest usage without being put 
S out of order 


The valves are most durable and the bowls have our special 
design high grade enameled one half roll rims. ° 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


Send for Booklet 
For sale by all jobbers 


Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


TEAM 


A KisselKar Record 


The Knights Moist Air Company of Min- 
neapolis, Minn., is a particularly enthusiastic 
advocate of the motor truck. This company, 
which uses a ‘“KisselKar,” 1,500-pound model, 
declares its satisfaction in no uncertain way. 
w. A. Knights, president of the company, 
says :— ; 

“The more I use this truck and the more 
I see of other makes of trucks, the better 
satisfied I am. It runs as smooth and noise- 
less as the best touring car I ever rode in. 


PMOGMT POST Alm HEATER 


ERD SARE APAP AIDS 


I go up the longest and steepest hills with 
a ton load at a speed of 20 miles per hour. 
I have gone over miles of country road with 
snow over the step-boards. 

“On February 28th last I left the factory 
at seven A. M. for Parkers Lake, to install 
a heater in a church. The load I carried, 
including four men, was 2,300 pounds. The 
church people strongly advised me not to 
try and make the trip. T found the roads 
extremely bad; but I reached the church, 
installed the heating plant, and was back 
at the factory the same day at four in the 
afternoon. : 

“No more horses in mine,” declared Mr. 
Knights in conclusion. “If horses cost noth- 
ing and I could get teamsters free of charge, 
I would not go back to horses.” 


———— | nn 


Purity Self-Closing Bubbling 
Drinking Fountains 


That twelve cities have adopted the 
“Purity” self-closing bubbling drinking 
fountains in the city schools can be at- 


tributed to the fact 
that these devices 
met the rigid re- 
quirements of the 
health boards and 
sanitary experts, 
who conducted tests 
of efficiency in com- 
parison with dozens 
of other types. A 
number of exclusive 
features have been 
incorporated by the 
makers. Almost any 
standard fixture can 
be fitted with a 
“Purity” fountain. 
The provision 
against squirting by 
placing the finger 
or other obstacle 
over the bubble has ingeniously been pro- 
vided against. These specialties also have 
a regulating device which limits the height 
of the bubble and a guard ring which effect- 
ively prevents the lips from touching any 
part of the bubble jet. The prices are com- 
mensurate with the quality and workman- 
ship. Write for catalog showing the full 
line of James Barrett Mfg. Co., 48-50 Pearl 
street, Boston, Mass. Mention THE PLUMB- 
ERS’ TRADE JOURNAL. 


— OO 


The Gealy Cam-Lever Wrench 
Proves Popular 

One of the advantages in the cam-lever 

construction which is the strong talking 


point in the “Gealy” pipe wrenches is the 
fact that the jaws start to take hold from 


the time the slightest pressure is exerted 
on the handle. The cam-lever _ action of 
the handle, aside from taking up slack- 
ness in chain, forces the jaws straight 
forward, giving instant and positive grip. 


AND HOT WATER FITTHRS’ REVIRY 


It will be seen that there is no strain ol 
any bolt in this wrench, the slot in th 
jaws allowing handle bolt to move as th 
action of the cam-lever tightens the chair 
It will also be seen that the slightest ye 
leasing of the handle allows the jaws to je 
go. The ‘Gealy” is claimed to be the onl 
wrench having this quick releasing featur 
and The Gealy Wrench & Mfg. Go, 2 
Broad street, Grove City, Pa, make 
liberal trial proposition to every reader ¢ 
Tup PLUMBERS’ TRADE JOURNAL t0 proy 
their assertion that this tool really repy 
sents the latest idea of wrench constructic 
and overcomes all the old-time objections { 
the chain tong. Write for particulars ar 
mention THp PLUMBERS’ TRADE JOURNAL, 


SO OS 


“Buckeye” Die Stocks Fully! 
Pipe Threading Requirement 


The Hart Mfg. Co., 1370 Hast 3d stre 
Cleveland, Ohio, have a number of exelusi 
ideas in their ‘ Buckeye” pipe threadi: 
tools that they claim are not found in ‘oth 
such tools. The number 23%, which } 
show herewith, has a range of pipe at 
from %” to 2” and with the same ea 
cutting that characterizes all “ Buckeyi 


| 
} 
| 
i 
| 
| 
| 
| 


and one which | 


Another thing, 
makers say is not possible except with | 
“Buckeye” die stock, is the cutting of i) 


tools. 


hand threads. The manufacturers are c@ 
ful in the selection of both material ; 
labor, the steel being of the highest qua! 
and only skilled workmanship entering || 
“Hart” tools. “Buckeyes” are guarant 
to do anything claimed for them and 1! 
besides. Write for an interesting boo! 
telling how to reduce pipe threading 
penses. Mention THE PLUMBERS’ TR) 
JOURNAL, 


———$— 


“Burnham” Boilers a Favor’ 
with the Heating Trade | 


Some cast-iron boilers were made jus 
sell, and that ended it. “Burnham” bo 
are made to give results. The selectio) 
heating apparatus in these days of t 
competition has made the architect ! 
heating man ever watchful in the typ! 
plant they select. Scientific principles f 
been followed in designing the line, sp! 
attention being given to the consumptio 
fuel—getting the most efficiency. In ) 


| 
| 
| 


ing over the “Burnham,” the exper! 
man immediately sees in the large P 
in steam boilers a practical and neci# 
improvement. No matter how stro: 

fire is forced, it is claimed that “Burl 
boilers can not be made to prime. 

metal has been so distributed in these | 
as to receive the maximum: of 
power with the minimum of coal bt 
There are no dead corners or useless 
to waste fuel. Everything is design! 
actual practice and not for catalo 
ploiting. “Burnham” boilers can 
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y, having push nipple construction, 
ash pit, doors, and a well designed 
¢ grate. Every one should have a 
f the latest catalog. It’s full of real 
and will be sent free to any of our 
s who addres’ Lord & Burnham, Irv- 
N. Y., mentioning THE PLUMBERS’ 


JOURNAL. 
—_— ~-o—— 

sp’ Foundry Specialties Give 
Satisfaction 

y advantages will be found in the 

yf specialties manufactured by the 

Foundry & Specialty Co., North 


Tonawanda, N. Y., which, 

‘when enumerated, explain 

the fine reputation which 

is accorded these by the 

trade. For years the “Mil- 

ler’? combined bath waste, 

overflow and traps and 

the “Miller” floating ball 

cock water traps have 

satisfied the most critical 

users of this class of 

goods. Considerable at- 

tention is paid to the 

manufacture of these 

specialties, the designs 

only having been at- 

tained after years of ex- 

perimenting and _ investi- 

as to the necessary requirements 

these goods must fill to be satisfac- 

The trade have been quick to note 

nprovements and the _ practicability 

characterize this entire line and the 

itly increasing orders being received 

manufacturers substantiate this as- 

A complete catalog showing the 

line will be mailed to any reader of 

LUMBERS’ TRADE JOURNAL requesting 
ne, or supplied by your jobber. 


—— 


ry Simple and Satisfactory 
Closet Flush Valve 


Young flush valve is certainly a 
departure from the regular types 
et flush valves now on the market; 
in fact, it is claimed by the 
makers to be unequalled for its 
simplicity. Most troubles in 
closet tanks are traceable to 
collapsed rubber floats and com- 
plicated lever actions. The 
Young valve has three parts— 
the valve itself, an ordinary 
2%” rubber ball and the lifting 
device, Since the ball is free 
to revolve in every direction, 
uneven wear is impossible, and 
yet the full flush is given every 
time with no sticking or dis- 
lodging of the ball. A simple 
brass cage retains the ball in 
1. The Young flush valves are fur- 
in all “Buckeye” tanks made by the 
@ Tank and Seat Co., Canton, Ohio, 
ill gladly send catalogs to any one 
for same, mentioning THr PLUMBERS’ 
JOURNAL. 
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xample of Unique Simplicity 
in Automatic Work 

rect contrast to the complications of 

inary self-closing work is the simple 


ective construction of “Quick-pression” 
manufactured by The Central Brass 


0. of Cleveland, Ohio. 
tire working mechanism 
1 single stem which may be removed 
crewing the hexagonal center, 


In this work 
is built up 


The accompanying illustration 
automatic “Quick-pression” bibb, with its 
unique unit construction. Note the heavy 
spring which seats the washer firmly. A 
ball-bearing head bears the thrust and per- 
mits an easy quarter-turn to give full flow. 
This head also prevents the bibb from clos- 
ing with the reverberating thud, common to 
ordinary self-closing work. 

Although automatic, ‘Quick-pression” work 
represents the acme of simplicity and dura- 
bility, it in no way differs in these particu- 
lars from the entire line of “Quick-pression” 
work. “Quck-pression” means full flow at 
quarter-turn, no thumping, or pounding and 
a graceful design, combined with unusually 
heavy casting, assuring long service life. In 
short, quality in design, material and work- 
manship are the ear-marks of the guaranteed 
“Quick-pression” work. Write for full par- 
ticulars to the manufacturers, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 
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Dehn’s “Peerless” Garage Trap 
Approved by all Plumbing 
Authorities 


The prevention of gasoline from entering 
the sewer systems adjacent to automobile 
garages is easily accomplished by the in- 
stallation of the Dehn “Peerless” garage 


shows an 
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trap manufactured by the Compound In- 
jector & Specialty Co., 419-421 North 52d 
street, Chicago, Ill. The unique and yet 
practical manner in which this trap disposes 
of gasoline vapors, the retention of sand in 
a specially constructed receptacle from 
whence it can easily and quickly be re- 
moved, and the accessibility for examination 
are some of the more conspicuous merits. 
Several sizes are made for different require- 
ments and the makers call attention to the 
fact that these specialties are approved by 
plumbers and sewer boards everywhere. 
Catalog No. 16, just off the press, shows 
more than one hundred traps and drains 
for every conceivable purpose. A copy will 
be gladly sent to any of our readers who 
ask for same, mentioning THE PLUMBERS’ 
TRADE JOURNAL. 


—_—_ +o — 
A Little Tool with Big Features 


Cutting close nipples from scrap pipe on 
repair jobs and in the shop was an 
unthought of procedure until the No. 1 
vise and nipple 
cutter appeared on 
the market. It 
didn’t take the 
watchful plumber 
or heating man 
long to see where 
he could profitably 
use up all his short 
pipe which former- 
ly he could only 
dispose of as junk. 
This handy tool 
has since become so popular that the makers 
are striving to keep up with orders. If the 
tool didn’t have merits this condition would 
not prevail, so the trade who have not yet 
tried it should investigate just what it will 
do. The device is really a vise and die stock 
combined in such a compact arrangement 
that makes it a tool suitable for the tool 
bag. Any plain No. 1 square solid die can 
be used, either right or left hand threads 
cut at will. No bushings are necessary when 
threading short pipe. The vise jaws do not 


TRADE 


The DEVOR OJet 


MARK 


List Price $47.25 


The DEVORQ Syphon Jet Bow! with 3% inch round Seger Vent. This 
combination has WAVELINE vitreous China Tank, with China operating lever 
and seat in oak or imitation mahogany. 


The Sanitary Closet 


The DEVORO Jet, located at the bottom of the 
up-leg (see cut below) forces the water over the 
dam. There is no choke or reduction in area be- 
fore the water reaches the final outlet. By an im- 
proved construction cf the suction, or down-leg, very 
little of the flushing water is diverted from the bowl 
proper to secure syphon jet action. 


The DEVORO Closet meets 
all the requirements of per- 
fect sanitation. Prompt dis- 
charge of the bowl contents 
is assured. The discharge 
passage is of large calibre to 
pass freely a 244 inch ball. 
DEVORO has a large water 
surface and a deep seal, and 
is economical and soundless 
in Operation. 


The Great Western Pottery Company 


TIFFIN, O KOKOMO, IND. 


MANUFACTURERS OF VITREOUS CHINA LAVATORIES AND 
SPECIAL CLOSETS OF ALL KINDS. WRITE FOR CATALOG 


Sectional view of DEVORO 
Jet Bowl, showing structure 


of $ultgwr vent and syphon 
passage of large calibre. 
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mar or crush brass pipe. If a hair line is 
left by screwing the jaws too tight, it can 
be easily removed by the use of sand paper. 
Armstrong type dies can be used in a special 
attachment. Any reader of THE PLUMBERS’ 
TRADE JOURNAL can try this tool with the 
privilege of returning it if it doesn’t. prove 
every claim of the makers. Write for trial 
proposition to the New England Auto Parts 
Mfg. Co., 18 Tremont street, Boston, Mass. 
Mention THe PLUMBERS’ TRADE JOURNAL. 


OF COURSE 


YOU WANT THE BEST 
SEE THAT YOU CET IT 
We Preach Economy. You can 


commence to save money the day 
you start to use a 


HANDY DIE STOCK 


THE STOCK THAT LOCKS 


—__9¢-e————— t 
“Kewanee Smokeless” Boiler 


The “Kewanee Smokeless” fire-box boiler 
is rapidly becoming known throughout the 
building and real estate world as having 
more than “made good’ all that has been 
claimed by its designers and builders. 

Robert W. Hunt & Co., who rank among 
the highest technical engineers in the coun- 
try, report it as making less than one-quar- 


No 1, % to % inches, one set of Dies 
No. 11, % toi inch; two sets of Dies 


Send for a set today”a post 
card will bring it for fourteen days 


trial. 
SELF-LOCKING QUICK RELEASING 
QUICK ADJUSTING 


THE HANDY 
MANUFACTURING CO. 
200 CANNON ST. 
BRIDGEPORT, CONN. 


OOOO 


GREATEST TONG ON EARTH 
“The GE ALY” It’s new—It’s different 


7 


Tea le 


eee 


ter of one per cent of smoke, and this, too, 
in testing the meanest sort of Illinois and 
Iowa coals. Furthermore, it is said by the 
makers to be the quickest steam maker 
offered the trade today. There are many 


Positive Grip—Instant-self- 
Release—Will not crush 


Pipe. 


~~ 


For over head work—in the Slot good reasons for the heating contractor 
corners and tight places, using the “Kewanee Smokeless,” among 
IT IS PERFECT. Loosly- ‘] |them being quick shipment, ease of instal- 
Try “THE GEALY” and Mounted ( lation, perfect fitting of all parts, and, last 
x Jaws of all, there is no call back to the job to 

be convinced. “make the boiler work.” This all means 
Write for data and trial New money to Mr. Steam-Fitter. If you are in- 
proposition. Cam-Lever terested, write, mentioning THE PLUMBERS’ 
Principle TRADE JOURNAL, and full particulars will be 

sent by return mail. 
For Sale by oo 
Leading Jobbers 


Johnson’s Manual Should Be in 
Every Plumber’s and Steam 
Fitter’s Hands 


This little encyclopedia of information 
should be among the reference books of 
every mechanic. Written by a practical man, 
who has solved the problems usually encoun- 
tered in carrying: out of everyday work, 
Johnson’s manual is used by all mechanics. 
It gives useful tables and formulas in an 
understandable way, and is just the proper 
size to be carried in the pocket for handy 
reference. The number of subjects treated 
upon is comprehensive and yet free from 
technical explanations. The price is but one 
dollar per volume, and this slight cost is 
frequently saved several times over when 
the mechanic strikes a snag on some work. 
Copies may be had from The Plumbers’ Trade 
Journal Pub. Co., 45 West 34th street, New 
York City. 


RO ON 


THE JETECTOR 
The Best Closet in the World 


The only effective wall 
Outlet closet ever made 


Operates on from 2 to 3 gallons of 
water. Saves from three to four 
gallons at every flush. Means 
economy in water consumption. 


Cannot clog out of easy reach of 
the hand. Only contraction four 
inches inside of the water-way. 


—— OS” 


“J W. C.” Hot Blast Gas Burner 


Progressive masters of our allied crafts 
are bound to be interested in the new 
“J. W. GC’? hot blast gas burner manufac- 
tured by John W. Chamberlain, 626 Federal 


Is instantaneous in action, con- 
ents of bowl being discharged 
in one second. j 


Is self-venting, downward action 
is instantaneous and so powerful 
that the suction created removes 
foul air from the bowl and sur- 
roundings at every flush. 


i, 


Sanitary Seat and Lip Insures 
Greatest Degree of Cleanliness 


Our wall outlet closet is secured direct to the soil stack and does not depend 
on wall for support. Not an experiment—has been in daily use for years. No 
hole in floor to weaken span. Placed close to wall. Requires less piping, is 
much easier and costs less to install. Particularly adapted to HOTELS, 
OFFICE BUILDINGS, HOSPITALS, FACTORIES, PRISONS, and all buildings 
where cleanliness, efficiency and economy are given proper consideration. 


We Carry Full Line of Highest Grade Brass Goods and Plumbing Supplies 


FEDERALHUBER COMPANY © c##cAco 


street, Toledo, Ohio. 
unique and efficient device has told us many 
points that you will surely agree place the 
“y: W. C.’ ina class by, itself. 

It is claimed by the manufacturer that the 
“J. W. CG.” makes more heat at one-third less 
cost than any other burner on the market 
and that it burns all the gas you put into 
it. He says it is more efficient because it 
keeps the heat in the bottom of the stove or 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REI 


furnace, where you want it. It is exceed 
ingly simple in construction and for tha 
reason very easy to place in position 9 
remove when so desired. gb 

The “J. W. C.” is the result of ten year 
experimenting with natural gas fuel by 
practical gas man who has applied gas fd 
all kinds of mechanical and domestic py 
poses. He absolutely guarantees 
“J. W. CG’? to do all he claims for it. 7} 
idea of the “J. W. C.” is to hold the he 
in the bottom of the stove or the in| 
and at the same time superheat the air th; 
is mixed with the gas, thereby getting 20) 
more combustion from the gas. =) | 

Those who are ,interested further will ) 
supplied with full particulars if the me 
tion Tur PLUMBERS’ TRADE JOURNAL, a 
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“Dunham” Traps Said to by 
Trouble Proof ss 

Heating engineers and others who ol 
had experience with the “Dunham” auj 
matic trap on steam heating plants pi 
nounce them satisfactory in every respe| 
and hundreds and hundreds of installatic 
where these valves have been used are 4 
ing the same good results as when frst 
in. While the expanding diaphragm is ser| 
tive in operation, it is not a delicate pil 
of mechanism easily disturbed and put { 
of action. Instead, it is strongly construc| 
and will last as long or longer than | 
heating job itself. Condensation is eas 
returned to the boiler, but the slightest | 


tion of steam makes the valve close | 
more condensation is to be returned. ‘| 
automatic function takes place under all F 
ditions, regardless of temperature chat) 
The “Dunham” valve also will not clog | 
The makers give an unconditional guarat 
that they will work without troubl| 


properly installed. By the way, their 1: 


catalog, B-64, ought to be read by el 
up-to-date heating engineer. A postal | 
dressed to C. A. Dunham Co., Marshallt/ 
Iowa, will bring same if you mention § 
PLUMBERS’ TRADE JOURNAL, 
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“Barrett” Stop Cocks Maintait 
their Well Known Reputat 


Such care is exercised in the ‘manufa 
of the “Barrett” stop cocks by the ¢ vi 
Bronze & Brass Works, Cleveland, i 
the trade know, in specifying i 
key work, that they are receivi 
highest quality goods. Special 


has done much to standardize this Cl 
Brass Works product, the ground ke; 
being so perfectly machined that de 
goods are impossible. To prevent 4 
A 1 stop and waste cocks from lea 
factory, each “Barrett” cock is a 
an inspector and undergoes @ t 
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- greater water pressure than when in 

Only best red brass and the most 
J labor go into “Barrett” stop cocks. 
s the secret of their wonderful success 
e trade, and their use is a guarantee 
st stop cock troubles. Send for prices 
literature at once, mentioning THE 
BERS’ TRADE JOURNAL. 
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ew Heating Boiler—The Capi- 
tol Winchester 
. United States Radiator Corporation 


fire travel brings the heated gases in contact 
with every part of the sections. 

The “Winchester” boiler is of the type 
known as “two nipple.’ The nipple used 
connecting sections is extra large machine- 
turned cast-iron slip nipple, which type of 
joint has proved to be the tightest and most 
durable, and is the same type of joint used 
by the United States Radiator Corporation 
in constructing radiators. 

The openings in the boiler known as 
“smoke-flues’” are so baffled that when us- 
ing hard coal the heated gases have a longer 
travel than necessary when using soft coal. 
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TheThree I°sof Vital 


Interest to Users 


of Tools 


ust placed on the market a new round These baffles are cast in and made in such 
known as the ‘Capitol-Winchester.” a way that when soft coal is used, or when 
boiler has several new features, the the draft in the chimney is not good, they 
pal one being a rotary duplex grate. may be removed, thereby making larger 
ur knowledge, this is the first boiler flue openings and shorter travel from the 
built with a grate of this character. firepot to the chimney-flue. This important 
rotary duplex grate consists of two feature in construction often permits this 
—an outer ring-section having a slight boiler to be used where other types would 
towards the center and rotating on fail. For further particulars address The 
ball-bearings, and an inner section United States Radiator Corporation, De- 
in two parts, which when in position troit, Mich., mentioning THE PLUMBERS’ 
a basket-like center. In shaking, the TRADE JOURNAL. 
ring-section moves from right to left 
; ball-bearings but the center basket- 


section, whose position is somewhat The Cost of Hot Water Heating 


than the outer ring, remains at rest. 
movement of this outer ring-section Systems Reduced 


the fire nearest the effective heating The heating man can save his clients at 
e of the fire-pot and, because of its least 25 per cent in the cost of hot water 
the clinkers are moved. towards the heating plants by the installation of the 
' basket-like part of the grate. The pressure system using the ‘‘Belknap” gene- 
< or basket-like section of the grate is rator and the circulating coupling. These 
itely operated by a quarter turn of the 
r-handle, dropping ashes and clinkers 
the base. These two simple shaking 
nents effectually clean the fire without 
f unburned fuel. 
ause of its concave surface, this grate 
. larger area and therefore a larger 
it of air space, than the ordinary flat 
of the same diameter. The construc- 
s such that the entire grate rests on 
ide running from front to rear on each 
f the base. To repair the grate it is 
necessary to move the large ash-door 
ull the entire grate to the front, re- 
the broken part, replace the new one, 
push back in position on the slide. 
which rust and are difficult to remove : 
mnecessary and are not used in this two specialties have long since proved their 
value to the heating trade and the numer- 
illustration of the “Capitol-Winches- 0US installations seem to substantiate the 
oiler shows the decided depth of the Claim of the Belknap Mfg. Co., Bridgeport, 
t. It is well-known that a horizontal Conn., that hot water heating can be in- 
2e placed over a fire will absorb more Stalled at a cost little above that of steam. 
inits than a vertical surface. Because The “Belknap” generator is a simple little 
s fact, the firepot of the “Capitol-Win- ‘device, almost pocket size, which contains 
two automatic valves. This provides a pres- 
sure of about ten pounds, releasing the ex- 
cess or compensating expansion loses when 


expansion or contraction takes place. It My A R N O C K W R EN C H E S 


can be installed anywhere, takes up but to use on that fine contract you have just taHKen, 
little space, and is handsomely finished in Let them PROVE at our expense that WARNOCKS 


nickel plate. Best steam metal is used in 
the construction of this and the circulating 
coupling; in fact, there is no wearing out 
of these specialties. 

One connection only is needed with the 
circulating coupling, and that at the bottom 


cache atin maaes| | WARNOCK MFG. CO. 


kept together, a radiator may have sections 
Worcester, Mass. 


HANDLE PIECE 


WITH FLAT-LINK OR CABLE CHAIN 
TRIMO CHAIN WRENCH 


Made By 


TRIMONT MFG. COMPANY 
55 Amory Street Roxbury, Boston, Mass. 


SEND FOR CATALOG NO. 100 


The BEST is None 
Too Good for YOU 


GIVE YOUR PLUMBERS 


never Slip and never Scratch. 
They are always BEST for 
Nickel-plated Piping 


added without disturbing the piping and a 
material saving of time may be effected by 
its use. The BelknapMfg. Co. issue an in- 
teresting and valuable catalog, which should 
be in the hands of every contractor. Write 
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Fabian Ball Cocks Exceedinsgly| % ¥ 

° b oe 

ne OF COILS ; 

£3 3 

The only ball cock that works better the] %% sy 

longer it is in operation is the claim of the 5 + 

Fabian-Howard Co., 2130 Germantown ave- Ye For a quarter of acentury we have been making a *" 

nue, Philadelphia, Pa., for the “Fabian” ball ES specialty of Bends and Coils of every size pipe aud for ‘% 

my Rion oe a 

cielo al aaa cock, This specialty works equally well on + every use. We are prepared to estimate on standard or 4 

| high or low pressure without noise or get- *° special shapes of iron, steel, brass or copper pipe,in % 
v’ boiler is built with a marked taper ting out of order. Gear motion takes up| % small as well as in large quantities. z 
ds the center. Tests have proven that all strain instead of levers and two floats + i 
S a decided advantage in grate con- can be used instead of one if desired. The pa This coil shown here may be furnished with the ends ¥s 
ion. The usual depth of the firepot ‘Fabian’ ball cock has but one washer, ae pointing in any direction desired. Also with or with- ae 
les an abundant fuel capacity, easily which can be replaced without removing the + out elbows. + 
ent to carry fire over night together ball cock from the tank. These merits x . : i ; RY 
ee bar combustion chamber above should appeal to the trade who need ball + Stock coils shown in Catalog P.” Se d for it. se 
e’ bed and an increased amount of cocks for repai : 5 se BY 

pair work or to closet manu- ? A : . 3 

{ fire surface. facturers. The extreme simplicity is an-| 3% The National Pipe Bending Co. AY 
§ patie Placed above the firepot are other point in favor of the “Fabian.” The] ¢ + 
ie ypes having different openi gs,—one manufacturers will gladly forward more Rea 85 Lloyd St., New Haven, Conn. SY 
\ © opening in the center and the al- complete information to those who write a RE 
* one with openings at each side. The mentioning THE PLUMBERS’ TRADE JOURNAL. sloefonrerzosfortersoctoetoatoeerteasoesooteateeseeteateaseeteteaseeteeleareeeeteareelesieareeleeleaseeleeleareeseelearessesleereesesteaseeseeleeseeseeleateeteeteateetents 


| 
| 
| 
q 


460 


The New 
“Oaken Bucket” 


SERVIG 


in the days of the 
“Old Oaken Bucket” 


there were few bath tubs 
and no modern plumbing. 
Every country home TODAY can 
have a SHOWER BATH at city 
pressure, modern plumbing and 
cool, fresh drinking water direct from 
a well or spring. 
The well can be of any size or 
depth and distance from house. 


The Weber 
Suburban Pump 


uses compressed air to force pure 
and cool water from nature’s 
storehouse to any desired place at 
uniform pressure. Water is NOT 
stored in a tank but remains inthe 
eround until the faucet is opened. 

None of the principal working 
parts submerged—no chance to 
freeze. 

COME and SEE the Glass Model, 
also standard 10 gallon size in 
daily operation at the Hudson 
Terminal Bldg., 50 Church Street, 
“Concourse Floor’ FultonSt. end. 


Weber Subterranean 


Pump Company, 
MAIN OFFICE 


New York City 


90 West St. 


Plamber 
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HERE are many angles from 

which should be considered the 

subject of traps and trappings. 

The size, location, materials, 

joints, venting and type of traps 

all will come in for their con- 
sideration at their proper places, but what- 
ever property or function of the trap is 
under consideration, the framers of a code 
should not lose track of the fact for a min- 
ute that a trap in the plumbing system is 
at best a compromise. 

Wherever a trap is placed in a drainage 
system it interposes a barrier, a dam as it 
were, against the flow of sewage. So far as 
the carrying off of sewage is concerned, this 
function could and would be better per- 
formed in a straight pipe without trap of 
any kind. But in that case sewer gas would 
have free access to the building, flowing in 
unchecked through the pipe which conducts 
away the waste; so, to prevent the entrance 
of sewer gas to the building, a compromise 
is effected, and a barrier is interposed which 
interferes with the free flow of waste matter. 
As a trap at best is a compromise, the best 
trap, of course, would be the one which 
would perform all its functions the best, at 
the same time interfering the least with any 
of them. 

All traps foul more or less. 


There is not 


Lees 
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Section of a House Trap Showing How 
Seal Holds Back Sewer Gas 


a dip in a drain pipe, or a trap of any kind 
which does not fill or partly fill with sedi- 
ment deposited from the sewage, the amount 
of sediment depending upon the depth of 
dip and the rate of flow of sewage. Of all 
forms or types of traps, the common ordi- 
nary drawn half S and S traps of commerce 
are the least fouling, or what is commonly 
expressed as the most self-cleaning. If that 
were all to be considered, the common siphon 
trap could be pronounced without qualifica- 
tion the best and the cheapest form of trap 
to use under all conditions. 

But the matter does not end there, for 
just as this fitting is a compromise between 
the free flow of sewage and a free entrance 
of air into a building, so does another com- 
promise enter into the subject here. If an 
ordinary drawn siphon S trap of uniform 
cross-section or internal area throughout 
were connected up to a fixture, with a long 
leg leading to the soil pipe; or, an ordi- 
nary siphon trap of any kind were con- 
nected direct to the drainage system into 
which large volumes of water are dis- 
charged, the traps would soon be emptied of 
their contents, either by self-siphonage, or 
by being siphoned by the flow of sewage 
through the drainage system. 

To prevent this, it is necessary to install 
a system of vents and back vents, and as 
compared with other traps or systems of 
trapping—compromises every one of them— 
the cost of this vent and back vent system 
must be added to the cost of the traps. 
When this is done, it will be found that 
while the common siphon trap is still the 
most self-scouring, the least fouling, the cost 
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of this system has gone up, so that it be- 
comes the most expensive of the lot. But 
cost is not the prime consideration in a 
case of this kind; it is the best we are 
interested in; for before we can allot each 
fitting to its own place in the plumbing code, 
we must know their relative merits, not 
that we must or will insist on the best, but 
so we will know whether the trap in ques- 
tion is perfectly safe. 
HE construction of a system of vents 
i and revents, again is but a compro- 
mise, and, being such, it further 
affects the function of the trap. An ordi- 
nary unvented siphon trap will resist having 
its seal destroyed by evaporation for from 
four to five weeks, while it is doubtful if a 
ventilated siphon trap would preserve its 
seal for more than half that length of time 
under the most favorable conditions, while 
during excessively dry weather with a con- 
stant current of air passing through the 
vent system, it is possible the seal would 
not last more than a few days at most. 
The significance of this will be realized 
when it is considered that isolated fixtures 
in various parts of a building might not 
be used for a week or more at a time, but 
would hardly go for five weeks at a time 
without water being poured into them; and, 
if the traps were unvented (and their seals 
not destroyed by siphonage) they would pro- 
vide perfect security against the entrance 
of sewer gas, while if the trap were vented 
there would be a possibility of them having 
the seals destroyed in the course of a few 
days. In addition to the siphon traps with 


Approved by the Philadelphia Board of Health — 


The Improved “IXL’’ Anti-Freez- 


ing Low Down Combination 


The “IXL” Anti-Freezing Closet can be 
installed very quickly, it is simple, not 
complicated, nothing inside of tank but 
the standpipe; gives no trouble, is 
cheaper, infringes no patents. Canas 
much be said for others? 
THAT’S ALL 
A Few of Our Specialties 
“IXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freez- 
ing Closets, Belt or Electric Driven Air 
Compressors, Beer Pumps, Factory or |, 
Mill Closets, Seat Action Closets High | 
and Low Down, Pull CombinationsHigh | 
and Low Down, AutomaticSyphonTanks | 
1% to 2% Syphon, Urinal Sprays, Com- 
pound Air and Water Regulators, High | 
Tank Anti-Freezing Combinations, Air | 
and Water Regulators, Hopper Valves, | 
(Spring or Weight) Pitless Hopper . 
Valves, Compound Lever Ball Cocks, 
Valve Rests, Air Chambers. | 
We guarantee them in every respect. i| 
Send for Catalogue 


“TXL’’ Pump and Mfg. Co. F 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


their system of vents and revents being 
more costly, they are, consequently, uncer- 
tain, and have in their favor only the one 
consideration that they are more nearly 
self-cleaning. 

But the last word has not been said yet 
about siphon traps. When siphon traps are 
placed under kitchen sinks and vented, in 
most cases the vent pipes become stopped 
with grease, and while the period of evapo- 
ration then becomes prolonged, the vent 
becomes useless and really a menace, for 
then at increased cost they have only given 
a false sense of security. This condition is 
only common to the kitchen sink, or other 
sinks, it should be remembered, in which 
greasy water is poured. There is no dan- 
ger from this cause at other fixtures within 
a building. The possibility or probability 
of having the vent réndered inoperative by 
grease is a matter which calls for intelli- 
gent consideration when compiling a code 
or designing the plumbing for a _ building. 

There is another condition which tempo- 
rarily upsets and sometimes destroys the 
function of vent pipes in cold climates. 
During the winter months —and these are 
the very months for the purpose, for build- 
ings are then closed to keep warm, and 
the inmates housed in with little or no 
ventilation—during those very months when 
the vent pipes if they are to be of any 
value at all must be operating the most 
satisfactorily, the outlets above the roof: 
become closed or partly closed, as the casi 
may be, with hoar frost, and the systen 
is then little or no better than a system 0: 
siphon traps without a vent and revent 
system. 

T will be seen that the trapping of fix- 
[ tures, and the system of vents anc 

revents is but compromise piled upor. 
compromise, without in the end obtainin: 
absolute or even comparative security. In- 
deed, there is another condition common 
to all traps and all drainage systems whict 
we must consider. That is the back pres- 
sure -on the seals, from ‘flow-downs,”’ 
heaved up air in front of a large flush of 
water in a stack, and other causes. The 
depth of seal in an ordinary siphon trap 
will average about one and three-quarters 
metres, and a back pressure sufficient to 


Positively stop all leaks 
of steam, water, fire or oil; | 
in iron, steel or concrete. — 

They are easy toapply, | 
harden quickly and make | 
permanent repairs; proved | 
by years in use. | 


Every Plumber and Steamfitter should | 
have a copy of our instruction book 
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nee a column of water three and one- 
inches high is all that is necessary to 
- the water up in the trap and allow 
. gas to puff through. 

e have pinned our faith in the past to 
siphon trap with a system of vents and 
nts, more or less complicated and cum- 
ome, and, taking it by the large, it is 
ry good system for most buildings, and 
aps in some of its modified forms the 
for extremely large buildings. But we 
- not be carried away bythe belief that 
is the only system of traps and trap- 
_ but look into the good and bad fea- 
; of any and all traps or types of traps 
lable at the time. 

ithin recent years a type of trap has 
me common which is known under the 
nus names of non-siphon trap, anti- 
yn trap, refill traps, etc. The dis- 
lishing feature of all these traps is an 
‘ged barrel or body with standard 
inlet and outlet pipes. Non-siphon 
; do not require a system of vents and 
ats to maintain their seals,-and on this 


unt are cheaper than the system of. 


m traps with vents and revents, al- 
eh non-siphon traps cost more than 
m traps of like sizes. Non-siphon traps 
self-venting. Owing to the enlarged 
2s, an inflow of air to the drainage 
m can take place, temporarily displac- 
whe water in the trap by dashing it into 
enlarged bodies, then when the siphonic 
n has subsided, the water settles to the 
m of the trap, forming an effective seal. 
2 water can be siphoned from all types 
on-siphon traps, but not enough under 
mnable conditions to completely break 
seals. 
ving to the fact that non-siphon traps 
ate without vent pipes, there are no 
3 to become clogged with grease, and 
ld all the vent pipes and soil pipes above 
roof become completely clogged with 
frost, the non-siphon traps will con- 
» performing their function as though 
ing had happened. In point of resist- 
to evaporation, too, non-siphon traps 
a big advantage over siphon traps. 
reas an ordinary siphon trap will lose 
eal by evaporation in a few weeks under 
most favorable conditions when un- 
2d, and a few days under the most 
vorable conditions when vented. A drum 
or non-siphon trap with enlarged 
iber, will resist loss of seal by evapora- 
for upwards of a year, a period of 
far in excess of what is necessary to 
over ordinary disuse of a fixture in a 
ling. 
irther, whereas in an ordinary siphon 
a back pressure in excess of a column 
rater two and one-half inches high will 
@ sewer gas to blow through into the 
is of a building, when non-siphon traps 
used, a back pressure that will balance 
lumn of water twenty inches in height 
scessary before sewer air can be puffed 
the building. It will be seen therefore 
in point of resistance to siphonic action, 
mplicity of installation, in cost, in re- 
nee to evaporation, in resistance to back 
sure and a depth of seal, the non-siphon 
is many times the superior of the 
mn trap. Why is it, then, that it is not 
» generally used? There are two rea- 
for this. In the first place, the good 
ities of non-siphon traps are not gen- 
y known, prejudice having closed the 
| of the trade to what is good and what 
ad. 
ie second and only real objection to non- 
on traps is that they are less self- 
ring than ordinary siphon traps. You 
notice that I said less self-scouring, 
_ the siphon trap. I did not make the 
ake so common to the trade of saying 
siphon traps are self-cleaning and non- 
on traps fouling; no such thing is the 
| Both forms of traps are fouling, they 
ring only in the degree, the siphon trap 
3 less fouling than the non-siphon trap. 
in spite of this difference the non-siphon 
is not objectionably foul, or suffi- 
ly lacking in self-cleansing properties 
ondemn it. Indeed, many of the non- 
on traps on the market are almost if 
quite as self-cleansing as the common 
on traps. 
ROM the foregoing discussion it will 
be seen that a trap must possess a 
number of qualities to be satisfactory. 
ust be safe; it must be inexpensive; it 
resist evaporation; it must resist 


back pressure; it must resist siphonage; it 
must not be affected by grease; it must 
not be affected by frost; and it must be 
fairly self-cleaning. Out of all these quali- 
ties there is only one—self-cleaning—that 
the non-siphon trap does not excel in; and 
if the truth were known, the non-siphon 
traps are not so far behind the siphon traps 
in self-cleaning qualities as we generally 
suppose. 

Now, with any other engineering line, if 
they were so close to the ideal as that, 
every effort would be made to perfect the 
device until it performed ALL of the func- 
tions expected of it with the greatest de- 
gree of perfection. But what do we do 
under the circumstances? Why, we con- 
demn it in whole, not because we have 
analyzed its qualities and found them want- 
ing, but because we are prejudiced against 
the device because we fear it will cut down 
the amount of work within a building. 

But if we wish to make satisfactory 
progress in plumbing practice we must be 
above those petty considerations. Every 
device must stand upon its own merits. Im- 
provements which cheapen the cost of con- 
struction never injured a business yet; but 
if cheapening the cost of plumbing work in- 
jures the business, but betters the installa- 
tion, then the improvement must be wel- 
comed at all cost. 

In the consideration of non-siphon traps, 
most cities sweepingly prohibit them, or 


Upper Figure—“Cudell” Trap With Metal 
Ball. LowEr—Showing Grease Stop- 
page’in Ordinary Drawn Lead 
Vented “S” Trap 


they impose restrictions which are so _ se- 
vere and unscientific, that while they per- 
mit the use of the traps, they do not get 
the highest type of trap that could be de- 
signed. The tests required are destructive 
tests, instead of tests which would approxi- 
mate conditions in practice with a fair mar- 
gin of safety. For instance, one could take 
a molasses barrel, connect it up with 114” 
inlet and outlet pipes, thereby making a 
trap which could not be siphoned enough 
to lose its seal under any set of conditions 
in practice or out. That trap, though, 
would be very, very foul. Practically no 
scouring action would take place at all. 
In this case we have the opposite extreme 


from the siphon trap, which is easily si- 


phoned but very self-cleaning. 

Now, it stands to reason that the ideal 
trap, the one which is non-fouling, self- 
cleaning, non-siphoning, non-clogging, re- 
sistant to evaporation and back pressure, 
lies somewhere between those two extremes. 
The thing to do is to find that happy me- 
dium. Designers could do this, but arbitrary 
restrictions calling for the trap to withstand 
siphonic action twenty or fifty times stronger 
than they would ever have to in practice, 
keeps the body of the trap so large that it 
falls short of being the ideal. Why not, 
then, in the ideal code have several ‘different 
standards? One for the cottage where the 
siphonic pull is slight, and the resistance to 
the force can be cut down to such a limit 
that the non-siphon trap will possess all the 
self-cleaning properties of the siphon trap, 
and at the same time be non-siphoning so 
far as that type of building is concerned; 
then increase the standard as the service 
requires it, until in the tall sky scrapers 
they are either prohibited entirely, or made 


to meet the requirements of this exacting 
service. 
NOTHER thing which must be taken 
A into account when considering the 
kind of traps that will prove satis- 
factory, is their weight. In the absence of 
specific requirements in this respect, light 
weight material, no thicker than writing 
paper, will no doubt be used in the future, 
as it has in the past. This can be effect- 
ually prevented by stating in the specifica- 
tions the lightest weight of material that 
will be tolerated. With the cheap paper- 
thin traps that flooded the market some 
years ago, the slip-joint made its appear- 
ance. This was simply a tubing or casing 
one size larger than the trap, and into 
which the trap outlet could slip like the 
stem of a valve through the stuffing box. 
A gasket of some soft material was then 
placed over the trap outlet leg, and com- 
pressed by means of a ring or other device. 
Many varieties of this joint have made 
their appearance since this time, but are 
now—as they should be—universally con- 
demned when on the sewer side of the 
trap. A distinction is made in favor of 
the house side of the trap, however, and no 
objection is raised at the present time, nor 
is any likely to be in the near future, to 
the use of slip-joints where they are pro- 
tected by the water seal of a trap. 

In speaking about traps, a point must be 
brought out here which is commonly over- 
looked by the trade at large. This point 
has reference to the water-closet trap. 
Twenty and more years ago, the water- 
closets in common use were of the pan and 
plunger types. These traps had lead traps 
below the floor, and the closets and all 
above the floor line were protected by the 
water seals in the-traps. As the practice 
of plumbing was then in its infancy and 
crude, there was no satisfactory or work- 
manlike method of making the closet floor 
connection, and the closet was simply bed- 
ded in putty at the outlet. But a change 
came gradually about in the manufacture 
and installation of closets. 

Instead of the old pan and plunger closets, 
modern earthenware closets with integral 
traps came into use. To install these, the 
trap underneath the floor had to be omitted, 
and a bend or a straight pipe used instead. 
The trap in the new-type closets was of 
necessity above the floor and this brought 
the floor joint, which was of putty, on the 
exposed or sewer side of the trap. From a 
mere unworkmanlike and unsatisfactory con- 
nection, it now became an unsanitary botch, 
and has been tolerated in practice too long 
already. In writing specifications therefor 
the matter of closet trap connections to the 
drainage system must be considered, and 
as is the case with smaller traps, from 
other fixtures, prohibit the use of putty, slip- 
joints, or gaskets. 

Concealed Partitions in Traps. In the 
plumbing trade we have A way of taking 
a-dislike to certain goods or forms of con- 
struction, and condemning them Sweepingly. 
For instance, we prohibit the use of traps 
with interior partitions, on the assumed 
ground that they are likely to leak and per- 
mit the water seal to be lost. This view 
ought, though, to be modified. If an interior 
partition consists of a drawn brass tube, 
for instance, there is no more danger than 
if the trap were constructed without the in- 
ner tube; and even in those cases» where the 
inner tubes or partitions are cast, there is 
no reason why a perfectly safe trap of this 
kind cannot be mzde. Steam apparatus of 
all kinds are made with inner partitions, 
and some of the apparatus are operated 
under very high pressures; and if pressure 
goods can be made on the inner cast parti- 
tion principle, there is no good reason why 
they can not be used in traps, which are 
never under a pressure of more than a cou- 
ple of inches of water. 

The safety in plumbing practice is not due 
to the goods so much as to the inspection 
and tests; and it would seem to the writer 
that a trap good in every other respect, 
should not be condemned on account of the 
remote possibility of a leak due to an imper- 
fect partition. Better to permit the use of the 
trap, but require that each and every one 
be subjected to a thorough inspection and 
rigid test before use. Let educational 
methods take the place of legislative, in 
short, by pointing out that traps constructed 
on that principle are liable to leak, but that 
they do not necessarily do so. 
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“The Hottest 
Thing This Side 
of My Residence” 


The ‘‘Rapid’’ Instantaneous Bath 
Heater sure does heat a lot of water 
with a little gas—and it doesn’t re- 
quire a vent pipe, either. As one 
good plumber told us a while ago 
“You’ve certainly got that Model ‘C’ 
Non-Vent Heater down pat now 
with the 
new Gas 
Re gulating 
Device and 
the other 
impr 0 ve- 
ments.”’ 


Mr. Plumber 
You can 
make more 
money with 
the ‘‘Rapid’”’ 
than any 
other typeof 
heater. 
Write for 
catalog and 
prices. 


APID HEATER COMPAN 


(INCORPORATED) 


GRAND RAPIDS, MICH.,U.S.A& 


/ 


A nike Mot tora abi an 


Simplicity, Durability 
AND 
Economy 


Are the keynotes of the 


BEILMAN - SEAMANS’ 
Improved Automatic 


Water Heater 


This Heater has 
an Automatic 
Pilot Burner 
which reduces 
the gas con- 
sumption to the 
minimum. 

It is strictly 
storage tank 
system, having 
no coils to 

clog up. 

Made for any 
kind of gas 


Write for Catalog and Discounts 
W. E. BEILMAN 


Department B. 


BUFFALO, N. Y. 


462 


- ALWAYS ON DUTY 
Works While You Sleep | 
Thoroughly Reliable Most Efficient 
Extremely Simple 


Sad 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Operated by 
water, steam or compressed air. 

Fully Guaranteed 
The C. M. KEMP MFG. CO. 
BALTIMORE, MD. 

Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet 
Stocks and Plumbers’s Specialties 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 
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Flint & Walling Mfg. Company, Kendall- 
ville, Indiana, manufacturers of the famous 
“Hoosier” pneumatic water supply systems 
and a complete 
line of water 
supply _ goods, 
have surprised 
their trade by 
sending out un- 
expectedly their 
new “General 
Catalogue, No. 
ies This new 
catalogue is very 
attractively 
printed and _ nice- 
ly bound. It 


al 


FLINT &WALLING 
MFG.Co. 


_ KENDALLVILLE 3} consists of 352 
INDIANA pages, which is 
eek 100 pages more 
CATALOGUE than they have 


ever shown in 
any of their pre- 
vious general 
catalogues. These 100 additional pages rep- 
resent improvements and additions that have 
been made to their already complete line of 
water supply merchandise. Flint & Wall- 
ing’s “No. 75 General Catalogue” is a veri- 
table encyclopedia of water supply goods 
and should be in the hands of every pro- 
gressive dealer. 

Many of the readers of THE PLUMBERS’ 
TrapE JoURNAL will be especially interested 
in that part of the catalogue which exploits 


NO. 75 


their “Hoosier” pneumatic water supply 
systems, hand and power pumps, electric 
motors, and ‘Hoosier’ gasoline engines. 


A number of new combination air and water 
pumps and automatic circuit breakers and 
motor controllers are included. One of the 
notable additions shown in this catalogue is 
their new “Fig. 1249” combination air and 
water hand pump. “Hig, 1249” “has a 
separate air cylinder and water chamber, 
making it possible to pump both air and 
water at the same time, or either air or 
water separately. You will receive a copy 
of this catalogue if you write, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


Have you received the set of postal cards 
being sent out to the trade by the Kewanee 
Boiler Company, Kewanee, Ill.? There is 
a whole series of them—excellent little pho- 
togravures that you will want to keep 
around the shop and office as permanent 
ornaments and reminders. 

These cards give one an excellent idea of 
the mammoth plant conducted by the Ke- 
wanee Boiler Co. -One shows over an acre 
of “Tabasco” water storage tanks. One 
shows the Kewanee method of handling its 
tremendous stock. Another shows a portion 
of their boiler shop—and so on. 

If you have not gotten your set, send in 
your name, mentioning THE PLUMBERS’ 
TRADE JOURNAL, and you will be put on the 
mailing list immediately. 


Laib Co., Louisville, Ky., under date of 
August 15th, mailed their ‘Confidential 
Pocket Guide,” which is finding much favor 
with the plumbing trade. Their object in 
getting out this unique 60-page booklet is 
to better conserve the convenience, service 
and profit of their customers. It will save 
time, annoyance and money. Everything 
used by the plumber is listed in this con- 
cise and complete booklet. The prices 
named are subject to 50% deduction to the 
trade. New issues are furnished as changes 
in the market occur, making it up to date 
at all times. 

While these ‘Confidential Pocket Guides” 


have been distributed only among their 
present customers, should any readers of 
Tue PiLumBERS’ TRADE JOURNAL desire 


copies, Laib Co. will be pleased to accom- 
modate them. 


The latest catalog of the Iron City Sani- 
tary Manufacturing Co., Pittsburgh, Pa.uds 
now ready for you, if you will mention in 
your request for same THE PLUMBERS’ 
TRADE JOURNAL. ‘The newest showroom-in- 
book-form has 110 pages. The printing and 
art work are peerless in their beauty. This 


is the sort of work you can let a prospective 
customer take home with him to peruse; 
unconsciously he will have a desire come 
over him to buy the fixtures he sees illus- 
trated. That is the acme of catalog making 
and the publishers are to be most highly 
congratulated. 

The complete “Iron City” line is shown— 
all the facts you want are easily at hand. 
If you haven’t your copy, better write today. 


The Plumb 


THE PERFECT 
CURB BO 


The Kelly & Jones Co., Greensburg, Pa., 
have just gotten out a handsome new cata- 
log—catalog coli It contains 466 pages 
which give every single detail you could 
possibly ‘desire concerning their world- 
famous products. These people are won- 
ders in boiling down the facts and figures 
and giving them to you in a manner sc 
that the minute you see them you under- 
stand absolutely. We might enumerate to 
the extent of this whole page the fittings 
which are illustrated in this catalog “‘L,”’ 
and then we should have made only a start. 
They carry one of the most varied and most 
complete lines in the country. If you want 
a copy of this new catalog, write them, 
mentioning THE PLUMBERS’ TRADE JOURNAL, 
and your request will have immediate 
attention. 


Catalog “F” of bath and lavatory fix- 
tures has just been published by The Peck 
Bros. & Co., 127 Chestnut street, New 
Haven, Conn. The purpose of this new 
catalog is to illustrate the most complete 


line of bath and lavatory fixtures that has Becanseciteichant improvemen f 
ever been shown in a single catalog. More x ah eeu 
2 the House Water Service. st 


than fifty years’ experience of trained hy- 
draulic and sanitary engineers is shown in 
the various fixtures listed in this catalog. 

The Peck Bros. & Co. especially invite 
the trade “to avail itself of the equipment 
of the largest factory in the world devoted 
entirely to the manufacture of a complete 
line of brass water goods.” 

From every point of view this new cata- 
log “EF” is a work of art. We have never 
seen anything superior to it. It illustrates, 
describes and specifies the bath and lavatory 
fixtures and fittings of this favorably known 
pioneer concern. All that you could ask 
for in baths and lavatories is to be found 
between its two covers. This book is gotten 
out for the progressive craftsman. If you 
wish a copy, all you have to do to get one 
is to mention seeing this in THr PLUMBERS’ 
TRADE JOURNAL. 


Pu 3s 


DOUBLE COVER AT THE TOP 


COMPLETE ENCLOSURE at thi 
bottom effectually prevents cloggin, 
“up. Does not break off at the top. — 


Ask your jobber or write to us. 


S. E. T. Valve & | 
Hydrant Co..Inc. — 
50 Church Street New Yor. 


7 


_ 
THE KELLY 
WATER - CLOSE 


(With accessible valve over top 
Earthenware) 


Will Satisfy Your Cu 
tomers’ Every 


Those of our trade who have anything 
to do with the water supply line can not 
afford to overlook the new loose-leaf cata- 


5 - | 
log published by Samuel Sloan & Co., Ro- : Requirement a 
chester, N. Y. It is brief but gives all you jit epee and “etficlt 


It is a water-saver. . } 
It will prove a money-mal 
for you. | 
Every closet guaranteed 
ten years and will work li 
20 years without repairs. | 
Few concerns can ore th 
tiously make a claim like tl 
Send for catalog of 
original inventior 


THOS. KELI’ 
& BROS. 


421 45th COU 
CHICAGO 


want to know. It doesn’t waste your time 
but comes right to the point immediately. 
It is excellently illustrated and wonderfully 
well put up. Complete systems are shown 
and the details of installation are illus- 
trated so as to be perfectly plain to even a 
novice. 

Besides their water supply systems, part 
of the booklet is devoted to “Sloan’s’” gaso- 
line storage systems, air compressors, and 
“Diamond” float valves. A line to the above 
address, mentioning THE PLUMBERS’ TRADE 
JouRNAL, will assure your immediate receipt 
of a copy. 


Pierce, Butler & Pierce Mfg. Co., Syracuse, 
N. Y., have just published a new catalog that 
is bound to be of deep money-making in- 
terest to every man in : 
the heating business. 
In preparing this cat- 
alog, the publishers 
have avoided techni- 
calities as much as 


BADR 


No. 112 Turner 
HOT BLAS 


COMBINATION 
FURNACE 


possible in order that WATER BOIILR | 

the non-technical man ; 

might fully under- 

stand the advantages | May 

of the “P. B. P.” line. ¥ 
Complete specifica- 


tions and descriptions 
are made even more 
clear and to the point 
by the excellent illus- 
trations with which 
this neat pocket-size 
catalog abounds. This 
is the sort of book you can give to a pros- 
pective customer and it is bound to assist 
you in landing the sale. Copies will be 
mailed to you if you mention THr PLUMB- 
prs’ TRADE JoURNAL in your request. 


u 


|}) Pierce,Butler G Pierce M(g.@ u ing 
SY SECURE | Price $4.50 each 
Capacity —3 quarts. 
pint per hour. 
All jobbers sell at factory prices. 
Send for catalog of the comple 
line. It is yours for the asking. 


The Turner Brass 
SYCAMORE, ILL. 
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he “NO-SOL” Solderless Copper Floats 
Made to Last The Only Real Float Made 
Always Gives Satisfaction 


he secret of our success with the “NO-SOL” 
loat is the little rubber washer that is used 
1 the seam, without this no float wouJd be 
ght, and the longer the rubber washer isin 
yntact with the copper the more tight it 
ets as the rubber vuleanizes to both sides 
f the float and absolutely cannot leak. 
OLDERLESS floats made without a rubber 
asher in the seam last only a very short 
me, Past experience with the millions of 
oats we have shipped all over the world 
hich have given entire satisfaction is a 
retty good indication that we have the float 
ou want. All weaskis that you order a 
2wand be convinced. If they are not as 
spresented it will cost you nothing. 

verage number of floats shipped each day 
500. We can ship more, send us your order 
nd find out. 


Beware of Infringements 


lanufactured by The Ayling & Reichert Co., 
Toledo, Ohio 
PS TS 


Se a EL SS EP 

lo away with the drinking cup. 
ubstitute The Ashton Sanitary 
ubbling Drinking Fountain. 


An efficient and inexpensive fountain 
THAT IS SANITARY. Can be applied to 
iny faucet or basin cock in schools, fac- 
ories, hospitals and hundreds of other 
laces. We have other types, too. 

Send for our catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 


WAKE UP! 


sig Profits for Plumber 


You certainly have a prospect for the 
IRIGINAL WALTHER IMPROVED 


‘AS MACHINE (Cold Process) the gas 
nd light of the age for country homes. 


postal will bring our catalog and liberal 
iscounts. 


FIVE PROFITS FOR YOU 


On Gas 
Machines 
On Gas 
Fixtures — 
On Gas 
Ranges 


On Gas 
Piping 


On In- 
stallation 


MACHINE.¢ 


Walther-Vogler 


Gas Machine Company 
'11-715 Harrison St., Davenport, la., U.S.A. 


? 
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PLEASING HUBBY 


PLUMBER (who has just received the bill) 
—You look awfully jolly in that dress, Nelly, 
but it cost a frightful lot of money. 

His Wire—yYes, dear, I know it did, but 
I don’t care about money when it’s a ques- 
tion of pleasing you. 


lp Oe 
WHAT TO DO AT THE TABLE 


“Speaking of etiquette, did you send the 
half-dollar for that book of rules on ‘What 
to Do at the Table?” 

Sey Of: 

“And what did you get?” 

“A slip with one word printed on it: 
Matec. 

—=} 0+ 0 @—___- 
NOT WHAT SHE MEANT 


TEACHER—Don’t say, ‘How it is rainin 
Pronounce your “g.” 

SALESMAN’s Kip—I know, 
me say it? 

TEACHER—Say it. 

SALESMAN’s Kip—Gee! How it is rainin 


teacher. Let 


Oe 
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WHATS ALL 
THE NoIse 
ABOUT OFFICER? 


THE MAN UNDER 
THIS HAT IS A 
PLUM BER, HE JUST, 
BURNED HIS 
FINGER AND 

HE'S TELLING 


ABOUT IT IN 


Ow + XX— SOLDER 


— ote —— 


SOME OBJECT IN HIS GENEROSITY 


“What did her father say when you asked 
for her hand?” inquired the rising young 
builder. 

“Said he’d been wondering what I had 
been passing him two-for-a-quarter cigars 
for so regularly of late,’’ was his companion’s 
answer. 


— ote a 


OLD SURVIVOR 
“Will you please help an old survivor, 
mum?” solicited the ragged-looking tramp. 
“An old survivor of what?’ inquired the 
plumber’s good wife. 
“Of the winter of 1912, mum.” 


ep 0+ 0 


TAKING A BIG CONTRACT 
First HrL_per—What did her father say 
when he entered the parlor and found his 
plump daughter sitting in your lap? 
Second HeL_per—He remarked that I had 
taken a great deal on myself. 


—_—————d 0-0 —____ 
WOMEN’S SPHERE 


ELECTRICAL CONTRACTOR—I don’t know 
what these suffragettes want. I say woman 
has no business monkeying with politics. 

Supply MAan—Just what I say. Woman’s 
place is the bridge club. 


HELPING HIMSELF 


MASTER PLUMBER—Why did you spend that 
quarter I gave you? 
Younc Son—I helped a 
wanted some candy. 
MASTER PLUMBER—Oh, 
Who was the little boy? 
YounGe Son—Me. 


little boy who 


that’s all right. 


-- <b 049 ee 
SUPPORTING HUSBANDS 


“T understand your husband is a candi- 
date for office,” said the suffragette in Salt 
Lake City to her sister in the cause. “Are 
you going to support him?” 

“Oh, I suppose so,’’ answered the sister, 
somewhat wearily. “T’ve been supporting 
him for the past ten years.” 


———} ¢ + 6 
NO CHOICE 

SWEET YOUNG THING—Yes, I am going to 
marry Mr. Goldrox. 

EMPLOYER—W hy 
your father. 

S. Y. T.—I know, but he doesn’t seem to 
care for mother. 


he’s old enough to be 


——_—_——a 0 0 ee 
USUALLY 
“Say, pa,’ asked the master plumber’s 


son, “what is Paris green?” 
“The average American tourist in France, 
my son.” 


— e+ 6 ee 
IDEAS FOR THE TRADE 


brought back any busi- 
from London?” asked the 


“Has your son 
ness methods 
plumber. 

“Oh! yes. He thinks we ought to serve 
tea afternoons and that all the stenograph- 
ers ought to be blondes,’ disgustedly replied 
the architect. 


—— st 0+ 0 ee 


SLANG CAN’T COME TOO FAST 
HER 
TEACHER—The poem we have just read 
speaks of the “buttressed walls.’’ Mamesie, 
can you tell me what a buttress is? 
THE SALESMAN’S DAUGHTER—Yes’m, it’s a 
girl or lady what butts in. 


FOR 


_ +e ge 
AND WHY SHOULD THEY? 

“They put on a great deal of style. Do 
you suppose they live within their income?’ 
asked Mrs. Tinsmith. 

“No. Not even in sight of it,” piped her 
annoyed spouse. 


= PLUMBERDON 


ag 

HENS 
hin BY THE PLUMBER-CARTOONIST 
mea” DICK CLARKE 


T is with the greatest reluctance that 
THE PLUMBERS’ TRADE JOURNAL goes 


to press this issue, for duty necessitates 

us to impart information to our estcemed 

readers that causes us to bow our head in 
shame. 

We, who have always shielded with zeal- 

ous care and avidity our uncontaminated 

scroll, who have so proudly held our head 


463 


in the clouds, must at last admit the fact 
that our standard has been blackened. 


We suppress a shudder, as we scan the 
past, as spotless as the white lashed sea- 
foam, and were it not for Our honesty t9- 


wards our tried and true friends we should 
be tempted to cover the stain from the world. 

Yes, we must make a coniplete c:.ifes- 
sion—all we ask is that you credit our spirit 
of fairness toward you that makes inipos- 
sible any attempt on our part to delude you. 

HANK—our HANK—is in jail. Not only 
suspected of being one of the itnen 
higher up concerned in the Becker-Rosenthal 


is he 


graft and murder scandal, but we helieve 
him GUILTY. 
THE PLUMBERS’? TRADE JOURNAL assures 


you from the bottom of its heart that this 
news was indeed a veritable thunder clap 
to us. We were just recovering frorn the 
shock of having HANK appear on this page, 
unadorned, in a bath tub, balancing a cake 
of soap upon his stomach, when District 
Attorney Whitman appeared in our offices, 
and breathlessly informed us of the disgrace 
brought upon us. 

What shall we do? We do not know. 
HANK is extremely reticent concerning the 
arrest and his confinement. He will admit 
this much—we are in hopes he will make 
a complete confession and help the probers, 
as well as escape the chair. We have tried 
to urge this course upon him, but so far 
without effect. 

Thinking the fair sex would have a soft- 
ening effect upon his stubbornness, we de- 


(exes IF DE HACK SAWS 
~ WILL DE COLD 
S22 CHISEL ? 


= FREE 


=< {Cowen YOURS TRucy 


tailed the bevy of young lady stenographers 
from the offices to cajole with HANK. They 
held a conference and decided that the best 
way to reach a man’s heart was through 
his stomach, and, acting thereupon, they im- 


mediately baked the prisoner a fine pan 
of biscuits, packed the same in dainty 
papers and ribbons and took them to the 


Tombs. 

HANK was grateful as well as touched, 
but refused to own up to his guilt. All he 
would say was: “Ladies, I thank you. I 
shall keep these beautiful biscuits, and if 
sentenced to death, shall use them to cheat 
the chair.” 

That is how matters stand. 
the Sanitary Sanctorium in chaos. 
sooner get our hero out of one fix than he 
is in a worse one. Possibly we have spoiled 
him, and it is partly our fault, but we dis- 
like to admit it. We will help the law all 
we can, and hope for the best, and we feel 


Again is 
We no 


sure that the readers will bear with us in 
this new trouble. It is awful. A deep 
gloom overcasts the usual happy atmos- 


phere. 
tears, 


The office girls are continually in 
they cry so over their work that all 
typewritten correspondence must be dried 
out before mailing. The editors and depart- 
ment managers are so dismal that they re- 
mind one of an _ undertakers’ convention. 
It was only through the most timely inter- 
vention that the art editor was prevented 
from having the cover pages printed with 
deep black borders. 


—b oe er 


“The rain it raineth every day 

Upon the just and unjust fella, 
But chiefly on the just, because 

The unjust has the just’s umbrella.” 


THE CURTIS & CURTIS CO. 


Auburn Leather Goods Co., 


With a Forbes Pipe Cutting and Threading 
Machine One Man does the work of four. The 
Forbes is just four times as efficient as the 
old stock and die way. Run by either hand or 
power, it requires only one operator. 


Among the Plambers and 
¢ Gas Hitters 


6 P~ 96 F< 96 FISD 


The Meinecke Building Co., of Marmarth, 
N. D., were successful bidders on the new 
school at Phame, N. D. 

Ss. H. Adams & Son, Marshall, Minn., have 
completed the plumbing and heating in the 
new school in that city. 

F. E. Baker Co., of Helena, Mont., were 
the successful bidders on the heating in the 
new State Hospital at Warm Springs, Mont. 
’ paul Wildermuth, Tripp, S. D., has closed 
up several plumbing and heating contracts 
the past month. He reports plenty of work 
in sight. 

The Warren Machine and Iron Works Co., 
of Warren, Minn., have installed the plumb- 
ing and heating in the North Star College 
Building of that city. ; 

Tibbetts & Wise of Wayzetta, Minn., are 
installing the plumbing and heating in the 
large residence of Mr. Velie at Crystal Bay, 
Lake Minnetonka, Minn. 

J. E. Phelan, Bowman, N. D., enjoyed a 
successful trip to Marmarth, N. D., returning 
with the plumbing and heating contracts for 
four cottages and the new hotel. 

Havre Plumbing Co., Havre, Mont., have 
finished the plumbing and heating in the 
Lake School at Whitefish, Mont., and the 
Wm. Hart Hotel at Harlem, Mont. 

J. P. Bisenius, St.-Cloud, Minn., is as busy 
as ever. He. has just finished the plumbing 
and heating contracts in the residences of 
Wm. Rosenberger, J. Scharfenberg and Pp; 
Zapp. 

The Dakota Plumbing & Heating Co., 
Grand Forks, N. D., are enjoying a very 
profitable business. They now have about 
fifteen plumbing and heating contracts under 
way and more in sight. 

J. M. Robb & Co., who recently entered the 
plumbing and heating business at Wadena, 
Minn., have enjoyed an excellent trade since 


Ball Cock Cups 
Bibb Washers 


Packings of Every. Description 
For the Plumbing Trade 


Hydrant Leathers 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL 


AUBURN, N. Y. 


New Catalogue free 


65 Garden St., Bridgeport, Cunn. 


THE ENGINEERING DIRECTORY 


1, 
2. 


JUST OUT: 


Contains over 300 new names of dealers, and the 
following most complete and accurate lists 
published: 

Jobbers of Plumbing and Heating Supplies. 
Jobbers and Dealers in Mill, Steam, Mine, 
way and Heating Supplies, Tools and Machinery. 
Manufacturers’Agents;representing manufactur- 
ers of Plumbing, Heating, Steam, Mill, Mine and 
Machinery Supplies. 

Waterworks Companies in U.S. 

Gas Companies in U. S. 

Prominent Architects in U.S. 

Wholesale Hardware Dealers in U.S. 
Alphabetical List of Manufacturers 
Classified giving street address, 
branch offices. 


opening their doors. They have a modern 
shop and the show room is one very com- 
mendable to the boys. One of the large con- 
traets just awarded them is the plumbing 
and heating in the White Earth Indian Hos- 
pital at Ogema, Minn.—an excellent job. 


FOR 1912—19th Annual Edition 
COMPLETELY REVISED 


Rail- 


[1 Late Patents Issued to Our Trade EI 


Gr~9GF~ 9G F<) 


New Shops and Business 
Changcs 


GP~L9G FIG F<LI<I 


The firm of Ward & Wilson, 445 3d _ street. 
Niagara Falls, N. Y., will hereafter be 
known as the Ward Co. 


Montreal, Quebec, has a new plumbing and 
heating concern in the J. P. Sullivan Co., 
Ltd., a recently formed company. 


Blyth & Holloway of Ottawa, Ont., have 
dissolved partnership, the plumbing interests 
of the concern being continued by J. Mn 
Blyth. 

Charles F. Fisher of 114 Monroe avenue, 
Rochester, N. Y., has retired and his suc- 
cessors are Arensmeyer, Warnock, Lahrnat, 
Inc., who are doing business at the old stand. 


J. E. Godfrey of 408 Lyell avenue, Ro- 
chester, N. Y., has formed a partnership 
with B. L. Paulus and W. Tullus and the 
firm will be known as the J. E. Godfrey Co. 

Nathan Smilowitz, 424 Christian street, 
Philadelphia, Pa., is one of the new master 
plumbers in that city. He requests eatalogs 
and other trade literature from manufac- 
turers. ere 

E. Simpson, 448 North 60th street, Phila- 
delphia, Pa. has entered the ranks of 
master plumbers, opening a shop at the 
above address. He wishes to receive the 
latest trade literature, price lists, etc. 


Just long enough to read 
thisad. You will find it a 
good investment. 


Here are business pointers 
you can use: 


is not exerted at two or three p 
with a jaw wrench, but is dis 
equally around the pipe. 


The PARMELEE has no teeth t 
sharpened or jaws to be replaced. 
the rounded surface of the pipe. — 

The PARMELEE cannot crush the} 
but will save its cost many limes ov 
handling old pipe. ihe 


Fred. Gulch has taken over the plumbing 
business formerly conducted by Jas. Wood 
at Noroton, Conn. Mr. Gulch is desirous of 
receiving trade literature and discounts from 
manufacturers and jobbers. 


White & Fisher, formerly at 205 Michigan 
avenue, Detroit, Mich., are now located in 
their new building at 226 Third avenue, 
where they have a very up-to-date shop. It 
is their own building, two stories high, 
brick construction, stores and flats. 

Patterson & Stewart of Springfield, Ml., 
have removed from their old stand at 210 
North 5th street to new quarters in the 
Leland Hotel Annex. Their new store is 
157 feet. deep and affords the rare oppor- 
tunity of confining all departments to one 


PERFECTLY - ADJUSTABLE AUTO 
MATICALLY. Can be operated wit) 
one hand and in narrow angles. | 

Send for Circulars | 


j 
I 


PARMELEE WRENCH CO., 
2516 West Monroe St. CHICAGO, IL 


— 


floor. There is a tiled floor, plenty of light 
and room, an ideal office, show-room and 
work-shop. Keep up the good work! 


The Masterpiec 


The Watson © 
Heat Generator | 


1,033,956. GAGE - COCK. RAYMOND R. 
SHApLEY, Harrisburg, Pa., assignor of one- 
half to Benjamin F. Snively, Harrisburg, 


of Goods 
home and 


Classified Lists of Products of Manufacturers of Pa. Filed Oct. 24, 1911. (Serial No. 
Plumbing, Heating, Lighting, Power Plant, Mill, 656,373. (Cl. 136—3.) 
Mine and Railroad Supplies, Tools and Machin- 1,03 4,084. DAMPER - REGULATOR. Nol- 
ery, giving trade names or brands by which the ‘ “ 2 
goods are known. Indispensible to buyers. BERTO G. COPLEY, Fostoria, Ohio. Filed 
Over 1400 Pages, 6%x3% inches, Leather Bound Mar. 30, 1911. Serial No. 617,850. (Cl. 
PRICE $5.00 PREPAID 236—8.) 
1,034,299. DRAFT APPARATUS. JAmMEs B. 


Invaluable to Manufacturers, Jobbers, Contractors 


and Salesmen 
For Sale By 


Filed Oct. 14, 1911. 
(Cl. 21—78.) 


PyLes, Moore, Mont. 
Serial No. 654,726. 


The Plumbers’ Trade Journal Publishing Co. 1,034,702. GAS-GENERATOR. AtLserT S. 
46 WEST 34th Street New York, N. Y¥. FREEMAN, Alexandria, Ind., assignor to 
a a Freeman Manufacturing Company, Alex- 


THE GONTINENTAL FILTER 


THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


a Corporation of Indiana. 
1911. Serial No. 667,538. 


andria, Ind., 
Filed Dec. 23, 
(Cl. 158—58.) 
1,034,689. THERMOSTAT. THOMAS CHAP- 
MAN, Denver, Colo. Filed Apr. 24 1910. 
Serial No. 621,047. (Cl. 177—128.) 
1,034,826. FLUSHING-VALVE. THOMAS 1s 
PAYNE, Pittsburgh, Pa. Filed May 4, a! Oo Ie 
Serial No. 624,954. (Cl. 137—93.) 
1,034,708. APPARATUS FOR RAISING 
WATER. Nat H. FREEMAN, Denver, Colo. 


Filed Oct. 24, 1911. Serial No. 656,522. 
(Cl. 103—84.) 
1,034,465. SOLAR WATER - HEATER. 


JaMres M. KENNEDY and JAMES O’HARA, 
Baltimore, Md. Filed July 19, 1911. Serial 
No. 639,409. (Cl. 126—271.) 

1,033,072. SEAL FOR SERVICE - COCKS. 
PuiILtiep MUELLER, Decatur, Ill., assignor to 
H. Mueller Manufacturing Company, De- 
catur, Ill, a Corporation of Illinois. Filed 
Nov. 10, 1911. Serial No. 659,574. (Cl. 
137—7.) 

1,034,479. WATER-METER. WILLIAM J. 
McCourt and MicHAEL W. CoGHLAN, Chi- 


15 Broad St., New York 


For Hot Water 
Heating Plants — 


Filed Aug. 30, 1909. 
515,204. (Cl. 783—98.) 

1,034,754. SIPHON-VALVE. EveretrT P. 
ALLEN, Chicago, Ill.; Mary A. Allen, execu- 
trix of said Everett P. Allen, deceased, 
assignor to Dole Valve Company, Chicago 


eago, Ill. Serial No. 


Length 
10 inches 
Diameter 


Ill, a Corporation of Ilinois. Filed Apr. Wonne oa 

21, 1906, Serial No. 312,960. Renewed Dec. 4 lbs. 

7, 1911. Serial No. 664,494. (Cl. 237—10.) aS 
1,034,802. VALVE-LOCK. Louis C. HUNTER Finish } 


Detroit, Mich., assignor of one-fifth to Nickel 
Alma J. Bortle, Detroit, Mich. Filed Aug. Cut No.1 
17, 1910. Serial No. 577,719. (Cl. 137—7.) eee ee 
1,034,725. PIPE-FLANGE. PHILIP MUEL- sage open 
for the es- 


LER, Decatur, Ill., assignor to H. Mueller 
Manufacturing Company, Decatur, Ill., a 
Corporation of Illinois. Filed Oct. 15, 1909. 


cape of the 
expanded 
water into 


Serial No. 522,872. (Cl. 126—317.) ne 
1,034,965. PIPE-COUPLING. Francis W. and the in- 
BRADLEY, Buffalo, N. Y. Filed Apr. 14, let passage 
1910. Serial No. 555,338. (Cl. 137—88.) re BS 

ut No. 

1,035,063. PIPE-COUPLING. Harry C. showsithe 


WERNER, Wheeling, W. Va., assignor of outlet pas- 

one-half to Ed. W. Westwood, Wheeling, sage Chong, 

W. Va. Filed July 21, 1911. Serial No. let passage |@ 

639,729. (Ci. 137—28.) cpen, al- 
1,034,781. PIPE-COUPLING. JoHN GapP loa 

Scranton, Pa. Filed June 17, 1911. Serial again re- 

No. 633,742. (Cl. 187—28.) turn to the 
1,032,492. SOCKET-HEAD FOR CURB- hone . 

COCKS. Pup Murtier, Decatur, Ill. L 


Write for prices and a cop) 
of the beautiful picture 
‘“‘The Masterpiece” 


assignor to’ H. Mueller Manufacturing Com- 
pany, Decatur, Ill., a Corporation of Tlinois. 
Filed Mar. 28, 1911. Serial No. 617,515. 
(Cl. 1387—7.) 

1,035,123. VALVE-OPERATING DEVICE. 
Georcr B. Porscu, Fort Wayne, Ind., as- 
signor to Van Arnam Manufacturing Com- 
pany, a Corporation of Indiana. Filed Mar 
27, 1911. Serial No. 617,241. (Cl. 4—5.) 


Specialty Co. 
Terre Haute, Ind. 
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PLUMBING EQUIPMENT 


IN THE 


NEW MU 


NICIPAL BUILDING J “i 


NE of the most important 
municipal projects being 
now carried out by the 


City of New York is the 
erection of its new munic- 
ipal Building by the Thompson-Starrett 
Co. of New York City, located on a site 
at the Manhattan end of the Brooklyn 
Bridge. This building, shown on the 
title page of this issue, is a structure of 
which its architects, McKim, Meade & 
White of New York, and its supervisors, 
the New York City “Bridge Department,” 
can well be proud, and presents two very 
novel features—first, there is no base- 
ment, the entire level below the street 
and inside of the building line being 
given over to rapid transit subway use, 
and second, the running of a regular 
city street with its cars, wagons and 
pedestrians directly through the heart 
of the structure by means of a great 
arched arcade at street level. It is for 
these reasons that the fourth floor, as 
far as the plumbing work is concerned, 
takes the place of the ordinary build- 
ing’s basement, making necessary the 
locating of most of the horizontal pip- 
ing at this level. The plumbing is 
taken care of by means of two separate 
and distinct contracts, of which the first 
was performed by W. G. Cornell & Co., 
New York City, and includes all the 
pumps, tanks, roughing-in and work in 
lower floors, while the second includes 
all the toilet room piping, furnishing 
and setting of fixtures and general finish- 
ing up, and probably will be carried on 
by the same contractor. 
Drainage System. The drainage sys- 
tems for the building are emptied into 
four house sewers, two 14” in diameter, 
one 8” and one 6”. The northerly 14” 
and the 6” are connected into the Duane 
street sewer, the southerly 14” is con- 
nected into the Center street sewer. 
From the main building wall to the 


NEW YORK CITY 


ae FROM BOILER. 
ROOM FLOOR —& 
DRAINS 


weed) 
© 14 TO SEWER 
N 


© 


branches of 44” per foot wh 
tings for the vent lines ar 
heavy, galvanized, malleable i 
pipe fittings. 

All changes in direction ar 
means of 45 degree fittings or 


UNDER FLOOR 


A EJECTOR DISCH.-# 


with 45 degree ells, special 
being installed on vertical 


4° SUMP PUMP 
DISCHARGE 
14"SOIL STACI, 


The branches for the variou 


[ 


- : as follows:— 


extra heavy, 
pipe and fittings laid on a firm bed of 
conerete and painted with a heavy coat- 
ing of asphalt paint after inspection. 
Inside of the building wall are located 
the house traps (similar to Mott’s Plate 
9361-A) with cleanout openings closed 
by means of heavy pattern, cast brass, 
On the sewer side of the 
southerly main house trap is located a 
separate fitting for a 4” boiler blow-off 
Back of the house traps are 
connected the fresh air inlet pipes, the 
inlet being 12” on the 14” house drains, 
on the 8” 


screw plugs. 


connection. 


6” 
drain. 


Fic. 1—Plan of Basement, Municipal Building, New York City. 
Piping Arrangement in Vicinity of Sump 


cast iron, uncoated 


drain, and 4” 


air inlet device. 


From the traps back, the 14” and 6” 
house drains are run in extra strong, 
galvanized, wrought iron and the 8” in 
the two 14” 


extra heavy, 


drains extending up to the fourth story, 
branching and reducing there to take 
care of the soil stacks and roof leaders. 
The 6” is run to the engineer’s toilet, 
subway toilets, 
the 8” connects with the drainage for the 
balconies, courts, 
buried beneath the cel- 
run underground 


machinery room, 
piping 
flooring 


All 
lar 


street sewer these house sewers are of 


Kea "A-A’ 


@5 HOUSE AND 
FIRE PUMP 
d ime 
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SWASTE 
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g HOUSE PUMP 


east iron, 


and area drains, 


or 


HOT WATER 
HEATER 


SUCTION TAN 
(SUSPENDED) 


soil 


on the 6” 


Each fresh air inlet is provided 
with full size “Acme” or similar fresh 


while 


ete. 


Water-closets, 4” waste and 
urinals, 3” waste and 2” vent; 
2” waste and 2” vent; slop 
and 3” waste and 2” ve 
waste and 2” vent—with pr 
ing of size where several 
into a single line. 


extra heavy, uncoated, cast iron pipe 
and fittings firmly supported on piers 
located every five feet and (after 
testing) was painted with two coats of 
the best quality asphaltum turpentine 
varnish. The pipes passing through the 
foundation vaults, area walls and cellar 
floors are made water tight with a 10-lb. 
sheet lead flashing extending not less 
than 14” from the pipe. The sump boxes 
set in the cellar floor together with other 
appliances similarly located are heavily 
flashed and prepared for water proofing. 
The soil and vent stacks are run with 
standard, galvanized, wrought iron pipe 
and are generally of 6” diameter. These 
soil and vent stacks extend frcm the 
house drain (located in the fourth story) 
up to and through the roof, the vents 
being drained back into the soil stacks 
at the fifth story. The 3” and 4” waste 
stacks in general are provided with 5” 
vent stacks and the connections for 
vents are located 3’-0” above the floor. 
Fittings for the drainage system gal- 
yanized wrought iron pipe are heavy, 
regulation, galvanized, malleable iron, 
recessed drainage fittings with threads 
so tapped as to give a uniform grade to 


or wrought iron pipe hange! 
each: floor by heavy wrough 
hangers secured to the wal 
beams. The horizontal runs : 
by heavy hangers attached 
the steel work above. Pip 
not used, being prohibited. — 
or larger pipe is run throug 
side or bearing walls arche 
are provided and all pipes r 
partitions, walls, roof, etc. are 
in standard, wrought iron pip 
of ample size, with the spa 
the sleeve and the outside 
calked tight with lead at bo 
outside walls, and on the i | 
the spaces are packed and closed 1; 
wire lath and plaster. On each fact 
the inside walls is placed a 
pattern, smooth face, whi 
cutcheon. The branch latera 
vent pipes are run in the 
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is absolutely guaranteed if you install only 


“NACO” BOILERS 


> Mr. Plumber: The word ‘‘NACO”’ on a range boiler is your only absolute 
Rou axinun guarantee that you are getting the Jast word in range boiler construction. 


, AM ’A X| MUM Se 
nds: WORKING\PRESSURE: 


i Here is the history of ‘““NACO” 


The Jobbers of Plumbing Goods of the United States desired a Standard of Weights 
and Capacities of “Galvanized Range Boilers.” The National Committee of the Confederated 
Supply Associations thereupon appointed a committee on Standards. This committee compiled 
a standard for Range Boilers. The Standard stipulates that all Galvanized Range Boilers must 
be stamped with their actual capacity, and the materials used in the boilers must be of a specified 
thickness. On all such boilers the ‘‘Naco’’ label may be used. 


Koven Boilers bear the “NACO” mark 
SEND FOR CATALOGUE 


L.O. KROVEN ® BRO. 


50 CLIFF STREET, : NEW YORK 


oe 


We don't care when, how or why other self-closing work failed— 
We know that Mueller Colonial Self-closing Work WILL NOT fail. 


We have tested it, plumbers have tested it, customers have tested it 
and it has never failed to live right up to our claim. It’sin aclass by itself. 


MUELLER COLONIAL 
SELF-CLOSING WORK 


Is in some of the biggest buildings in the country, satisfying owner 
and tenant. You can’t make a mistake with it. And there’s 
our UNCONDITIONAL GUARANTEE back of it. 


“The Smooth Roller Bearing Lends Life to the Wearing” 


A word about bearings—roller bearings carry the load to their full width, with 
the wear evenly distributed. Ball bearings carry the load ata single point of 
contact with the wear all in one place. 


Order Mueller Self-closing Work 


TRADE MARK 


Works and General Offices COLONIAL Eastern Division 
DECATUR, ILL, U.S. 2B, NEW YORK,N.Y.,U.S.A 
est Cerro Gordo St H. MUELLER M FC. CoO.’ 254 Canal Bee Cor’ thebecat 
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floors, ceilings, hanging ceilings, or back 
of furring, and were tested before being 
covered up. Any pipe run in concrete 
is painted with two coats of asphaltum 
and wrapped in tar paper, while if run 
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All main house, floor, area, and othe 
drains, together with leaders, and q 
sewer or drain connected fixtures a) 
properly trapped with bend traps, tho 
for the leader, area, floor and oth 
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41 
SEWER MANHOLE 


under marble, tile or cement floors, it 
is encased in a loose fitting sheet iron 
tube so as to allow for expansion without 
cracking the flooring. 
HERE passing through the roof, 
the vents are carried up at least 
two feet above the roof, well 
away from the windows, ventilators and 
other openings, and are provided with 
secure water tight fittings arranged for 
free movement of stack (on account of 
contraction and expansion) independent 
of the roof flashings. At these points 
pipes are provided with copper sleeves 
and flashings of 20-0z. cold rolled copper 
extending 18” in all directions from the 
side of the pipe and carried out and 
securely fastened under the roofing ma- 
terial. All vent pipes less than 4” are 
increased to 4” in diameter one foot be- 
low the under side of the roof. Clean- 
outs are provided of the same size as 
the pipe run (up to 6” in size) at the 
pase of all main vertical stacks, at the 
end of all horizontal lines and at fre- 
quent intervals on the house drain and 
its branches. For pipes below the floor 
cleanout access pits are constructed. 
All cleanout pits are covered with a 
cast iron manhole frame rabetted and 
set flush with the floor and have a cast 
iron cover with a checkered top and 
heavy cast iron recessed rings for lifting. 
In all cases the cleanouts consist of 
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The above is all there is to the 
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; Sisson Insertable Joint 


Yet itsaves hundreds and hundreds 
of dollars every year. 


WRITE US 


R. ESTABROOK’S SONS 


204 FIRST STREET BOSTON, MASS. 


~~ NITARY 


This Trade Mark SANITA 


on a toilet room cabinet or medicine CABINET 
case is an assurance of the finest on the market. 


The HESS Sanitary 
Medicine Cabinets 


are made of solid steel enameled through- 
out with everlasting, snow-white, baked 


enamel. 
Germ and dust proof and easily cleaned. 


Nickel-plated solid brass hinges. Ad- 
justable enameled steel or plate glass 
shelves. Best quality plate glass mirror. 


Two styles, 4 sizes, to recess in wall. 
Two styles, 2 sizes, to attach on face of 
wall. 


Fic. 3— General Arrangement of Refrigeration Plant, Pumps, Etc., in the New Yo 
City Municipal Building 


drains being heavy pattern, galvaniz. 
malleable iron running traps with ha 
hole cleanouts full size of trap up to 
in diameter. When traps are locaj 
below floor level or ground they are 
in access pits similar to the clean: 
pits already described. The minim 
water seal allowed on any trap is 1} 
they are located as close to the fixt 
as possible and arranged so that 
waste from any particular fixture pas 
through but one trap on its way to | 
house drain. The exposed or access} 
traps have brass screw cleanouts loca) 
below the water line and are of the s 
sizes as the diameters of their respec’ 
branch wastes already given. 
HE catch basins used are) 
ay galvanized cast iron similar) 
“Board of Education Stan¢| 
Catch Basin” and have 3” outlets. 
the court facing Center street and 
either side of Chambers street are! 
stalled heavy cast iron catch basins| 
x 16” x 12” deep with 4” outlets | 
heavy, polished, cast brass cover i 
rectangular openings. : 
The floor drains consist of heavy 3 
vanized cast iron cess-pools 12” x1 
10” deep, top plate perforated with » 
tangular openings, and with perfor: 
inside strainers. ‘They have remo}! 


bell trap, are made in two pieces, | 
sheet lead flashings fastened to tl 


\ 


Cost less than wood. An excellent 


profit in it for you. 


. ' 
as e000 


6 SOIL STAC 


2" VENT 
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SEND FOR CIRCULAR 


Sty'e H 


special, heavy, cast brass plugs, with 
heavy, square nuts and tapered iron pipe 
threads, screwed into heavy, cast brass 
fittings which are calked into the open- 
ings of the pipe. All the running traps 
have their openings similarly plugged. 


Hess Warming & Ventilating Co., 
952 Tacoma Bldg. CHICAGO 


Fic. 4—Plan'of the Typical North Toilets in the Municipal Building, 
The South Toilets Exactly Similar 


New Yo: ' 


and extending 12” beyond all si 
waterproofing. 

There is also installed a 4” | 
tile acid drain running from t) 
to the twenty-sixth story withi 
made with picked oakum and 
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Pipe Cutting and 
Threading Machine 


THE FORBES 


Is a twentieth century appliance designed 


and built especially for ruse asa hand machine on 


ay any outside job under any 
enterprising Plumbers and oe 
condition. It is removable 
Fitters who have no time 
from its base and carried to 
t. It’s built for fa : 

aa men - the job, where it requires one 
ppced. man to operate it,easily and 

Adaptability and ; with surprising exact- 


Exactness. ness. Saving money. 


Saving Time Send for latest cata- 


Saving Labor log—just off the press 


Zax\The Curtis & Curtis Co. 65 6 


4 
4 


(aa 


arden Street Bridgeport, Conn. 
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WATCH THIS AD FOR SOMETHING NEW WHICH WILL BE OF INTEREST TO THE TRADE 


QUINN QUALITY CLOSETS 


are fully explained in our new Catalog ‘‘S’”. Have 
you acopyP 


QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who 
has ever installed them. That’s some recommenda- 
tion. Can you beat it? 


QUINN QUALITY CLOSETS 

will eliminate 90 per cent. of your 

worries and troubles. All our Quin 
output is stamped with our mono- €) 
gram trade mark, which is your 

absolute guarantee of first quality. 


If you haven’t our catalog, send postal for it today. 
It is catalogue ‘‘S”. 


QUINN MANUFACTURING CO. 


MFGRS. OF PLUMBING AND STEAM SUPPLIES 
DETROIT, MICHIGAN 


470 


New Ones 


“VULCAN” 


CHAIN PIPE VISES 


The No. 1 or smallest size you will wish to take to 
dinner with you; so handy and so small you won't leave it 
out of your sight. Capacity compared there's nothing 
like it! You can’t break ’em in service! 

When you're on big runs the No. 4 size with capa- 
city from 3-4 to 8 inch pipe will be your trouble chaser. 
Other Tools with like capacity cost much more, are double 
the weight and lack both the strength and utility of a 
“Vulcan.” Now made in 3 sizes. 


Try-out from your dealer if you wish; money back if dissatisfied 


J. H. WILLIAMS & CO. 
Superior Drop Forgings 
NO. 75 RICHARDS ST., BROOKLYN, N. Y. 


A Boiler for Steam and 
Hot Water Unlike Any 
Cther Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
Itis different from ail others. | 
In construction the MONITOR is as _per- 
fect as the best engineering brains and 
most skilful mechenics can make it. 
Absolutely aependabie. 6 
MONITOR agencies offer profitable open- 
ings for progressive heating men. Our 
proposition is liberal. Send for it. Your 
name ona post card brings it. 

Write now. 


Monitor Steam 
Generator Co. 
LANDISVILLE, PA. 
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For the entire run this drain is enclosed 


within a No. 20 gauge galvanized sheet 


iron casing 10” in diameter with over- 
lapping joints. 
easing and the tile is kept carefully con- 
centric and filled with concrete, well 


The space between the 


1c. 5—Elevation Showing Piping in North and South Toilets, Municipal Build 
New York City a 


camped. The drain is supported at each 


door by special heavy wrought iron sup- 
Jorts attached to the steel beams. 


Sump Ejectors. In the boiler-room is 
.ocated the sump and a submerged cen- 
rifugal pump direct connected to a four 
horse power vertical motor by a bronze 
shaft enclosed in a brass casing. The 
pump has a capacity of 250 gallons per 
minute and is constructed with a bottom 
suction and heavy, cast brass impeller 
and casing. The motor is mounted on 
a heavy, cast iron plate, approximately 
four feet square, which forms the cover 
of the sump and contains a manhole 
and cover about 18” x 18”. Both plate 
and manhole cover are made easily re- 
movable by countersunk rings. The 
portion of the pump discharge pipe be- 
tween the pump and this cast iron plate 
is of 4” heavy brass pipe, is provided 
with check valve and trap and is run 
to the sewer side of the main house 
trap. Motor is operated by means of 


an automatic tank switch and starting . 


box mounted on a suitable marble panel. 

As an auxiliary to the sump pump is 
provided a 4” brass steam ejector with 
a 4” brass suction pipe and a 4” dis- 
charge pipe provided with trap and 
check valve. A plan of the basement 
arrangement in the vicinity of the sump 
is shown in Fig. 1. 

Roof Leaders. The roof leaders are 
of standard, galvanized, wrought iron 
and vary from 6” down to 3” in size. 
They are provided with running traps 
at the base and are connected with the 
gutters by means of a heavy lead bend 
wiped to a heavy cast brass ferrule, 
which is screwed into the leader stack. 

Water Supply. All piping for water 
supply, both hot and cold, fire and drink- 
ing water, is of extra strong, galvanized, 
wrought iron pipe with high pressure 
valves except on the hot, cold and drink- 
ing water above the twenty-fifth story 
and tank tell-tales which are standard, 
galvanized, wrought iron pipe with low 
pressure valves. 

Fittings for galvanized, wrought iron 
water pipe are galvanized long sweep, 
heavy, hydraulic, malleable iron fittings. 
No bushings are used, all reductions 
being made with proper reducing fit- 
tings. The wrought iron pipe used was 
tested to 600 lbs. hydraulic pressure at 
the factory for “Standard” and to 1,000 
lbs. for the “Extra Heavy.” At frequent 
intervals on all lines of water pipe 2” 
and under are located heavy pattern, 
cast brass, ground-face unions to allow 
for future disconnecting for alterations. 
On lines over 2” flange unions are used. 

Valves. The valves are throughout 


the same size as the lines they contro 
and are installed to control the Croto; 
street mains at their point of entrance 
to the building, fish traps, meters, filters, 


supplies and discharges to and from all 
tanks, pumps, etc. also all hot, cold, 


, 
tank and other fixture risers, all grou | 
of fixtures and, besides this, each fixtu 
individually. Those of %4” diameter ¢ 
less are finished, bronze globe valves 
put all larger than 14” diameter are ga 
valves. Those 2” or less in size are al 
bronze gates, and over 2” are iron body 
bronze-mounted gates, but all valve 
have bronze spindles. 


In general i 
handles are wheel type of a finish t 
match the valve to which they belon| 
and the iron wheels are painted blacl 
The gate valves used are of the s oli 
wedge type arranged to hold pressu 
on either side and are provided with 
connecting nut between the plug an 
spindle, this nut fitting tightly on th 


a 
7) 
) | 
4 1) 
¢ 1 


Fic. 6—Type of Flushometer Close 
stalled in the Municipal Buildi 
New York City 
thread of the spindle and with eno : 
play allowed between the should iv 
the nut and the shoulder of the plug) 
allow the plug to seat itself withe 
putting undue strain on the spindle. 
All valves 2” or less are rough brol? 
body, finished trimmings, solid bro'f 
seats, inside screw valves with scil 
ends. All bonnets of low pressure vals 
and of hemi-spherical heavy press‘ 
bronze valves are flat and all stuf 
boxes are fitted with driving glands. 
On sizes above 2” the valves hi 
bronze seats; screw ends and are of | 
inside screw type with heavy sdt! 
threads. All valves have full size | 
ing boxes with bolt follower. All p3 
on valves up to 41%4” are of bronze ! 
on those 5” or larger are of iron 
dovetails cast into the faces to tak 
bronze seat ring which is thorou’ 
rolled in. Iron valves have bolt pont! 
The heavy pressure valves were té 
at the factory to 500 lbs. hydraulic | 
sure and the light pressure yalve'' 
300 Ibs. (To be continued) 
——_2+-e—_—_ 


There is no rose without a thorn, 
There are specks on all our peaches 
We never sat at a “banquet” yet 
But were bored to death by speeches: 


— 
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You Want More Profit 


OO much of the plumbing busi- 
ness is done on a price-cutting 

basis. Competition is keen and the 
job goes to the man who makes the 
lowest bid. One toilet tank looks so 
much like another that the average 
customer can’t tell them apart and so 
he chooses the cheapest. The success- 
ful bidder is likely to use up his entire 
profit on return trips required to 
make the tank work right. The 


Ponite TANK 


is sold on merit,—not price. Competition only makes its superiority 
more apparent. It looks different from other tanks because it is different. 
It is small. It is beautiful. It is light in weight. It is whiter than 
any other tank and flawless in finish. It is pure copper throughout. 
It does not sweat. It is silent. 


The Pfau White-Copper Tank invites inspection. It is a quality 
proposition through and through. And the price is even lower than 
for china or enameled cast iron. 


It Is a Big Profit Maker 


and no return trips are necessary to make it work to the satisfaction 
of your customer. Your jobber can supply you. 


THE PFAU MANUFACTURING CO. 


CINCINNATI, OHIO 
= cece ae EE  —————— 
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Look Pleasant! 


Here’s the solution 
of your troubles 


THE HAAS 


Absolutely Frost- 
Proof Closet 


After the closet 


Requires no pit. 


is set the trench is refilled to the 
level of the ground. This does away 
with the old time unsanitary pit. 

All working parts are enclosed in 
standard threaded iron pipe, making 
it easy to extend to any desirea 
length. 


The valve is very simple. It can be 
repaired easily and packings can be 
remoyed without shutting off water. 
Only tools required area screw driver 
and monkey wrench. & 

The waste of this valve does not 
operate until the closet seat is re- 
leased. ltis very quick in draining 
the pipes leading to hopper and tank, 

HAAS FROST-PROOF CLOSETS have 
other good points. 

Let us tell you about them 


Philip Haas 
Company, 


Manufacturers 


Dayton, Ohio 


= 
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Wodern Domeslic Sam= 


bakion and” Plumbing 
BY A. HERRING- SHAW 
Municipal School of Technology, Manchester, Eneland 


CHAPTER VII RY 


N A—Fig. 32—the ferrule is joined to 
the lead by means of a wiped joint. 


In B the ferrule is lipped and is 
connected to the lead by a lip joint. 
In C the ferrule invert is well tin- 
ned and the end of the lead pipe 
cleaned and greased before being passed 
through the same; then, with the aid of a 
Swedish torch, the interstice is flushed with 
fine solder. This method is the least costly 
of the three and gives excellent results. 
The flushing of the drain is provided for 
as shown in Fig. 33. The tank of galvanized 
iron is fixed below the surface in the area. 


Fre. 383A — Plan of Self Flushing Apparatus Used Extensively 
on House Drainage in Great Britain 


It has a capacity of 50 gals. and is arranged 
to discharge automatically twice in each 
24 hours. The working action of the tank 
is as follows :— 

HEN the water has risen in the 
W tank so as to cover the air hole, 

the imprisoned air beneath the 
drum is gradually compressed as the water 
rises at a higher rate outside than inside 
the cover. The pressure in the latter en- 
closure is gradually increased until the water 
seal of the small trap or blow pipe A is 
forced, thereby releasing the imprisoned air ; 
the head C of water above the stand pipe 
then causes the immediate dilate filling of 
the latter, with a <= 
plug of water 
which sets up sy- 
phonie action, and 
by which the tank 


Lead pipe 
Lip joint 


content is dis- Brass 
charged rapidly ferrule 
through the drain. 

The seal of the 

large trap B is 4% 

in. deeper than B 


Fie. 32B— Ferrule 
Lipped and Lead 
Flanged Over It 


Mefallic 
lead 


Fine solder 


Brass ferrule 


Fig. 32A — Ferrule 
Joined to Lead 
Pipe With Usual 
Wiped Joint 


Wie. 32C — Lead 
Pipe Slipped In- 
side Ferrule and 
Soldered 


that of the blow pipe, this item being 
essential to the success of the auto- 
matic working of the tank. The air hole 


and the small trap must be kept free from 
blockage, otherwise the tank will fail. 

The flushing of the drain is further aug- 
mented by discharges from the syphonic 
grease trap fixed at the opposite end of the 
area to the automatic flush tank. 

The waste pipes on the back elevation are 
made to discharge into gully traps of a type 
previously described. This mode cannot be 
adopted in the case of pipes entering the 
basement, it being obvious that all the 


Fic, 34— Plan and Details of Trap | 

Receiver, the Latter Closed by Air 

Tight Cover, Sometimes Taken 
Exception To 

tached to a self-closing trap, which — 

charges into the receiver of the waste | 


disconnector. This provides for comp 
disconnection of the waste and rain wai 
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drainage fitments in this part of the build- 
ing must be hermetically sealed, to prevent 
any possibility of drain air escaping and 
menacing the health of the occupants. 

N the drainage plan—Fig. 27—it will be 
I observed that the four rain water pipes 

on each of the two sides of the area are 
shown discharging into a trap in the base- 
ment floor and near to the foot of the waste 
pipe. The rain water pipes are of 4-in. 
cast iron with air-tight joints and act as 
air inlets to the waste pipe disconnecting 
trap, the waste pipe likewise assisting the 
ventilation in the capacity 
of exit shaft. By this means, 
proper disconnection and 
ventilation of the waste pipe 
is accomplished. 

Fig. 34 shows details of 
the trap and receiver; the 
latter is provided with an 
air-tight cover. 

Exception is in some in- 
stances taken to this ar- 
rangement, it being contend- 
ed that the rain water pipes 
are frequently charged with 
foul air from the waste pipe 
and that there is risk of 
the same entering the build- 
ing through defective joints 
on the rain water pipes. To 
overcome this difficulty, it is 
necessary to separately dis- 
connected the rain water 
pipes from the waste pipe 
disconnection or from the 
drain. The latter practice is 
inadvisable owing to the 
water seal of the trap being 
broken by evaporation, sy- 
phonage, or like causes, and 
thereby admitting drain to 
the rain water pipes. 

The method illustrated in 
Fig. 85 may be used as a 
substitute for the arrange- 
ment shown in Fig. 34. The 
rain water pipes—R-R-R-R 
—discharge into a six-way 
vertical access junction at- 


Fic. 35—Plan and Sectional Elevation of Rain W 
Leaders Connecting into Main Drain and Mea 
for Separating Rain and Waste Water ; 


Fic. 33B— Elevation of Automatic Syphon Which Flus' 
Sewer Regularly Without Attention 


pipes from each other and from the dl’ 
Where only one waste pipe enters the | 
ceiver, as in the case under consid! 
tion, it is necessary to provide a spe 
pipe—A—to admit fresh air to the | 
ceiver and waste pipe. The air inlet pip) 
taken through the area glass roof to a he! 
of 6 ft. and surmounted with a reflux vi 
of the oiled silk ‘flap’ type. This arral| 
ment is much more expensive than thal) 
Fig. 34 and in the writer’s opinion is | 
necessary for efficiency of the ‘syst 


(To be continued) 
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(Continued from Sept. 15) 
VERY good idea is being used on 
\ many of the large and high build- 
ings being erected of maintaining 
ombination house tank and fire reserve 
k somewhat as shown in Fig. 6, lo- 
ed inside of the building. The water 
ow the service pipe outlet, of course, 
not run out to the fixtures and is 
vays there for fire use, while above 
s, under all ordinary conditions, is the 


valve “C,’’ which keeps the water out of 
the tank. If by any chance the direct 
pressure should fall to a point where it 
is less than the pressure produced by 
the tank head, the check “C” would open 
and the check “A” would close, thus put- 
ting the line on tank pressure auto- 
matically. If a fire occurred while this 
condition existed, the fire supply might 
be all right for the lower floors, but if 
the fire existed in the upper stories it 


“NOBODY EVER WENT BROKE BY TAKING A PROFIT” 
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Every Plumber and Fitter should have this motto tacked up on his 
walls in large type. : 
He should get a profit on his pipe threading as well as his men. It’s 
business. 
The only question is—which pipe threading machine will give me the 
greatest. profit. 


There is only one way to find 
out. Actual test, alone will tell. 


MERRELL PIPE THREADING 
& CUTTING MACHINES 


are sent out on 30 Days Trial. 
They make good-or we make 
good. There is no question about 
the superiority of the Merrell in 
design and construction. The 
only thing you have to do is to 
let us prove it. And we'll do it 
at our own cost? 


Can you loose by this transaction? Will you write? 


would be necessary to start the fire 
pumps, which pump in water at high 
pressure through the check valve “B.” 
This new high pressure then will shut 
the checks “A” and “C” and automatic- 
ally put the fire system on the pump 
supply. 

Where a street connection is provided 
it usually runs somewhat as shown in 
Fig. 5, with a Siamese at the street end. 
This connection is also provided with a 
check so that it is inoperative until the 
fire engine discharge is connected to it 
at which time it opens and puts the 
whole system on the fire engine supply. 

Siamese connections are so named 
from the fact that they split the pipe 
into two outlets to each of which a hose 
or fire engine connection may be at- 
tached, as it is quite possible that one 
ordinary connection would not give 
proper pressure if several outlets were 
being used inside the building. In each 
of the two outlets of the Siamese fittings 


Tank Supply trom 
Pumpin Basement 


The Merrell Mfg. Co., 


20 Curtis Street, Toledo, O. 


Eastern Office—Real Estate Trust Building, Philadelphia, Pa. 
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When your customers 
ask your opinion as to 
the type of boiler best 
adapted for their needs 
you can confidently 
recommend a 


e 
Pierce Modern 
4 Pierce Modern Steam Boiler fitted e 
ik new triangular bar grate and Boiler 


Made for either steam or hot water. And you 
es can prove your claims convincingly by pointing 
oe es out the many unique features in its design and 


Service Wofer/A 
Jo Fixtures 


© Supply lo Fire Piping 


Electric wires 
Jo Pump Motor 
Tank Supply 

3. 6—A Combination House Tank and 
Fire Service Reservoir 


‘ire service water supply, which in 
se of fire would be also available. 
ese tanks are usually arranged to be 
ot full of water by a basement electric 
mp with a variation of about 12” be- 
een high water and low water, which 
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i construction. It is economical in fuel consump- 

é Building pene cant little aan an is easy o 

po install. he new triangular bar grate an 
Mia Sith : : 


an base used in this boiler have proven very eff- 
ee yet cient. The grate 1s extremely 
: simple in its operation and its 
compact construction makes it 
practically indestructible. We 
shall be pleased to furnish 
any further particulars upon 
request. 
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ae e@- Slandpipes 


Pierce Mark 


Pierce, Butler & Pierce Mfg. Co. 


G. 7—Protection System in a Small Plant With Numerous Hose Outlets Inside and 
Outside of Building 


determined by the setting of the tank 
fitch so as to close the circuit when 
e float has fallen 12”. 

Where a fire pump is installed it should 
so be protected by a check valve, as 
own in Fig. 5, which protects the pump 
om back pressure during its time of 
action and also prevents loss of pres- 
re in the fire system in case of a break 
the pump or its discharge line up to 
e check. 

In this figure it is apparent that nor- 
ally the direct pressure is applied to 
e fire lines through the connection 
\.”. This pressure pushes against the 
eck valve “B,” which keeps the water 
it of the pump and against the check 


should be swing check valves which will 
hang shut in their natural position. This 
will permit the removal of the second 
cap and the attachment of a second sup- 
ply at any time desired without shutting 
down the connection made first. 

From the above it is plain that a fire 
system is the best which has the greatest 
number of different supplies (so as to 
make failure almost an impossibility) 
and that all the supplies should work 
automatically to permit the highest pres- 
sure to be used and on failure of this 
highest pressure to permit the next 
higher one to be applied also automatic- 
ally, and so on for each successive pres- 
sure. (To be continued) 


Pierce Modern Water Boiler fitted 
with new, triangular bar grate and 
base 


Syracuse, New York 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 
West for the past 15 year's. .Easily 
eleaned and kept clean. Price 
Phe pettnawlae Sizes 500 feet to 20,000 
eet. 


Get the agency in your territory. 


Herbert Boiler Co. 
Root and La Salle Streets, Chicago, II. 


(Continued from Sept. 1) 
E FIND from Table II, 
given in the September 
ist issue, that a 60-inch 
poiler with 72 3-inch 
tubes, 12 feet long, has 
a capacity of 48 horse power. Add- 
ing 2 feet in length gives a capacity of 
48 + 4 + 4 = 56 horse power. There- 
fore, the best arrangement would be to 


AND | HoT WATER| 


Central Heating Bauippiens 


For Small Plants 


By CHAS. L. HUBBARD Chapter it 


provide an injector to supply the boiler. 

The type of pump and receiver used 
for this purpose is shown in Fig. 2. As 
the water-line in the tank rises it lifts 
a copper float, which by a series of levers 
opens a valve in the steam pipe and 
starts the pump automatically, closing it 
again when the water level falls to 
normal. 

In practice it is best to provide two 
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BUILDING LfPETURN 


WATE R- ZINE 


STAIN 
RETURN 


Fic. 7—Building Return Sealed by a Water Line Trap in the Basement of Hach 
Structure, Discharging into the Main Return 


provide three boilers of this size set in 
a single battery, as shown in Fig. 1. 
This drawing also illustrates the method 
of running the smoke pipe and the loca- 


tion of the main damper at ‘“D” and 
automatic regulator at “R.” 
The area of the smoke pipe, if fairly 


short and without more than one or two 
right angled bends, may ve made 1/7 
the total grate area of the boilers con- 
nected with it. 

In addition to the main damper “D,” 
there should be a hand damper in the 
uptake from each boiler. 

HE fresh feed required in a central 
Sk heating plant, where the condensa- 

tion is returned to the boilers, is 
comparatively small, it being simply 
“make up” water to replace the wastes 
of leakage, and any oily condensation 
from laundry, engine, etc., which may 
be turned into the sewer. 

Under ordinary conditions all con- 
densation which is free from oil is trap- 
ped into a vented receiver located in the 
boiler-room and from here returned to 
the boilers. Any “make up” water which 
is required is simply drawn into the re- 
ceiving tank and pumped into the boilers 
with the condensation. 

In addition to this there should be an- 
other method of supplying fresh water. 
If the pressure in the city mains is 
greater than the boiler pressure, all 
that is necessary is a valved connection 
with the feed pipe, as in Fig. 1. If 
the boiler pressure is greater than 
the city pressure, it is customary to 


pumps, each of sufficient capacity to do 
the entire work. As the operation of 
the plant is dependent upon this piece 
of apparatus, it should therefore be in 
duplicate. The pipe connections for the 
feed system are shown in diagram in 
Hier 

City water enters at the left and is 
connected directly with the feed pipe 
over the boiler fronts and also with the 
receiving tank through a small feed- 
water heater. Two pumps are provided, 
one on either side of the tank, and so 
connected as to be used either together 
or separately. Each boiler connection 


‘is provided with gate and check valves, 


not shown in the drawing. The steam 
supply to the pumps is taken from a 
point inside the main steam valve, and 
the exhaust is carried outbound through 
the feed water heater. 

The feed pumps should be based on 
the boiler capacity which they are to 
supply. Table IV _ gives capacity of 
direct-acting duplex pumps based on this 
rating at a speed of 45 strokes per 
minute. 

The tank is commonly made of 5/16- 
inch boiler plates and should be vented 
to the atmosphere. 

If the blow-off from the boilers con- 
nects with the sewer, a tank should be 
provided, so piped as to inlet and outlet 
that it will always stand full of water. 
This is to prevent the entrance *of hot 
water directly from the boilers to the 
sewer, as this would be likely to start 
the joints of the tile. Blow-off tanks are 


made of both wrought and cast iron. 
The former are used when located above 
grade, and the latter when the tank is 


‘to be sunken in the earth. The connec- 


tion with each boiler should be provided 
either with a special blow-off valve or a 
gate valve and cock, the former being 
placed next to the boiler. 

In addition to the individual valves 
there should be a valve in the main 
blow-off pipe for use in case of leakage 
from any of the inside valves or cocks. 
In addition to the inlet and outlet con- 
nections to the blow-off tank there should 
be a vent pipe carried through the roof. 


TABLE IV 


Size of Pine 


Boiler Horse Power Supplied 


2 Dm Og aera eign ens Unualeuene tellenieise gis 10 
SAV AVOID: Date oeatestarereiaearals $oR ona 36 
YN aie}: Adee. a: Slee ieese tears Sid CaO osc OO” One C 116 
See PCR AN OTL Or Ch CuO cP IEEE 240 
620 A= EU IG Aor eos Staned phemee oN tated pete Mere 375 
Th” x 4%" x6 Miers ep HOT OTR HOOK SRL 480 


OTH the supply and era return 
B piping in this class of work are 
usually of full weight steel pipe. 


the flanges shoull be faced 
after being screwed to the pi 
joints made up with metal 
those containing a reinfor 
metal to strengthen them. 
Gaskets are best placed insid 
circle as shown by the shadec 


mains will depend upon their size 
location. When carried through 
or basement corridors, they 
monly carried by overhead hi 
tached to the construction a 
cases of this kind the return n 
be hung from the supply mati 
in Fig. 4. 

In this particular instance t 
are placed outside the coverin 
a metal shield or sleeve. It is more el 
mon, however, to let the pipe rest | 
rectly in the hanger ring and a8 
covering to it. | 

The pipes should be supnenea at in! 


Sealed returns and mains in under- vals of about 10 feet, evenly graded, 4 

Se ial 

TABLE V el 
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SET EXPANSION PER 100 Fret WHEN HATED TO nt. 

ture of = || 

Air When 215 Degrees, 265 Degrees, 297 Degrees, $38 Degrees, 

Pipes 1 Lb. Steam 25 Lb. Steam 50 Lb. Steam 100 Lb. "| 

Are Fitted Pressure Pressure Pressure | 

0 degrees 1.72 inches 2.12 inches 2.31 inches 2.70 ) 
32 * BB fame Se aR Roh el pe Wer 2 2.45. 
64 “ 3 Fate IN ed n UC tee 18s 219 


ground conduits are best made extra 
heavy, although this is not always done. 
Standard weight cast-iron fittings are 
used in all locations, with the flanged 
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Fig. 8—One of the Simplest and Most 
Satisfactory Types of Under- 
ground Conduit 
pattern for sizes 4 inches and above, 
and also for smaller sizes where the 
piping is likely to be taken apart occa- 
sionally, as around boiler pumps, and 


provided with sufficient freedon a 4 
pansion movement. When pos: 1D! 


bends and offsets in the basements 
buildings and in the boiler-room be’ 
entering the tunnel. If this - arral 
ment cannot be carried out in Il cas 
expansion joints must be used, ac 
sible pits being provided, when place 
conduits, so they may be reached 
adjustment and re-packing. The ex 
sion of wrought-iron pipe carrying 
ferent steam pressures is given in T 
V, and will be found useful in pro) 
tioning offsets and the distance betv? 
joints and anchors, if these are used 
TYPICAL layout of pipe ‘mains’ 
A a central plant supplying | 
buildings is shown in Fig 
Between the boiler-house and build 
“A” the pipes are carried in an Ul 
ground conduit, while tunnels are ~ 
vided between the different build! 
Expansion is taken up in this cas 
the flexibility of the piping, all cot 
tions with the different buildings F 
made with that in view. ; | 
Expansion of the pipes between I 
poiler-house and building “A” 1s te 
up by the spring of the cross ‘line 
ning through the buildings, y by? 
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Do you want a Valve that 
really gives satisfaction on 
a Vapor or Atmospheric 
Heating System? 


Patented 
Regulating 
Valves 
DO 
control 
the 
tempera- 
ture 


The Davis Valve will 
use every heat unit. We 
jon’t claim impossibili- 
ies but our Valve is a 
vonder. You can decide 
ifter your first trial. 


LOUIS N. DAVIS 
ist Gay St., Westchester. Pa, 


e Dunham Trap 


is the cause for 


Dunham Systems of 
ing Working so Well 
re is What it Does 


; radiators drained of 
iter of condensation 
id air without loss of 
steam and 
erforming this all im- 
ant function it does not 
g up and lasts as long 
as the radiator 


fuarantee that the 
am Trap will do the above 


ostal card that you can 
in one minute’s time will 
Our Catalog “B’—64 


worth your while inves- 


g for it may bring doll 
. Write feng: : ze 


.. DUNHAM Co. 


Marshalltown 
Towa 
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sets in the boiler-room as shown in Fig. 
1, which represents the same boiler-house 
in detail. Each building is independent 


of the others, being connected with the 


supply and return main through its own 
pressure reducing valve and trap, as 
shown in Fig. 6. A pressure of about 
20 pounds is carried on the boilers and 
supply mains, and this is reduced to 
about 5 pounds in each building. 

The building returns are sealed by a 
water-line trap in each basement (see 
Fig. 7), which discharges into the main 


Fig. 9— Another Form of Underground 
Conduit of Cement and Tile 
return leading to a vented receiver in 
the boiler-room. The point “f’ in Fig. 
5, where the steam main rises, should 
be dripped through a trap into the return. 
When reducing valves are used in 
each building, a considerable drop in 
pressure may be allowed in the main— 
say 5 pounds—between the boiler-house 

and the extreme length of the line. 
Table VI gives the pounds of steam 
discharged per minute through pipes of 
different sizes, with drops of 1, 2, and 3 
pounds per 100 feet length of run. 


TABLE VI 


Diameter Drop IN PRESSURE PER 100 Fret 


of LENGTH OF RUN 
Pipe, 

in 1 Pound 2 Pounds 3 Pounds 
Inches per Minute per Minute per Minute 

2 6 8.6 11 

2% 10.8 15.6 19°57 

17.6 25.4 32 

3% 26.3 38 47.8 

4 37 53.3 67.2 

5 65.7 we .7 120 

6 106 162 192 

qi 157 226 285 


In using this table all steam require- 
ments should be reduced to pounds per 
minute, and the size of main selected 
from the table. 

Example: The steam requirements in 
a group of buildings located 300 feet 
from the boiler-house amount to 150 
pounds per minute. What size of main 
will be required so that the drop in pres- 
sure shall not exceed 6 pounds between 
the two ends of the line? We find from 
Table VI that a 6-inch pipe will dis- 
charge 152 pounds through a length of 
100 feet, with a drop of 2 pounds in 
pressure. As the drop varies directly 


with the length of run, the total drop 
‘Z =e 


Fig. 10—Combination Conduit and Insu- 
lation for Heating Pipes 

for 300 feet will be 2 X 3 = 6 pounds, 
which corresponds with the required 
limit. 

For ordinary direct and indirect radi- 
ation, it will be sufficiently accurate to 
count on 0.3 of a pound condensation per 


hour per square foot for the former, and 
0.6 of a pound for the latter. 

HE conduit is an important matter 

in connection with central plant 

heating. One of the simplest, and 
at the same time a very satisfactory 
form of underground conduit is shown 
in Fig. 8. This consists of tile drain 
pipe with cemented joints, and the space 
around the steam and return pipes filled 
with some good form of insulating ma- 
terial, such as granulated cork or asbes- 
tos sponge. It simplifies the running of 
the pipe to use the split tile, laying the 
lower half first, then running the pipes, 
and afterwards cementing on the top half 
of the tile and filling in the insulating 
material as each length is put in place. 
Conduits of this kind should be under- 
ground as shown in Fig. 8. 

Another form of conduit is shown in 
Fig. 9. The lower part in this case is 
formed of cement, covered with an upper 
half of tile, as shown. This should rest 
upon a layer of broken stone, provided 
with a tile underdrain. 

Another form of conduit widely used 
in some sections of the country is shown 
in Fig. 10. In this case the conduit and 
insulation are combined. The construc- 
tion is indicated by the lettering in the 
cut, which corresponds with the follow- 
ing material: “A’—tin lining, “B’—as- 
bestos, “C’”—wood, “D”—corrugated pa- 
per, ‘E”—wood, “F’”—asphaltum coating. 
The last two conduits shown are patented 
designs. 
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Glauber Brass Mfg. Co., Open 
Branch Office at San Fran- 
cisco, Cal. 


HE Glauber Brass Manufacturing 

Company of Cleveland, Ohio, have 

opened a branch office and ware- 
house at 1107 Mission street, San Fran- 
cisco, California. 

This move by this well-known house 
was found to be necessary on account of 
the enormous increase in orders from 
that section of the country. 

Maximilian W. Wuesthoff, who is 
in. charge of this branch has been with 
the company for a number of years, and 
will be pleased to give his personal at- 
tention to the wants of the Western cus- 
tomers of this house. 
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Philadelphia Has New Plumbing 
Supply Concern 


ACMULLEN & CO. of Philadelphia, 
M Pa., are a new firm in the plumb- 
ing supply field in that city. Mr. 
MacMullen, the proprietor, has secured 
a commodious building at 1037 Race 
street, where a complete stock of high- 
grade plumbers’ sanitary fixtures and 
supplies will be carried. A. V. Open- 
shaw, also well known in plumbing sup- 
ply circles of Philadelphia and surround- 
ing territory, is connected with the new 
firm. 
————b 0+ 0 


The Plumbers’ Supply House of 
Los Angeles, Cal., Incorporated 
AMES HANCOCK, J. B. Mutch, H. L. 
Miner and J. E. Monroe have en- 
tered the plumbing supply business 
under the name of The Plumbers’ Supply 
House of Los Angeles, Cal. This concern 
is capitalized at $50,000 and will handle 
plumbing specialties. The members of 
the firm are all well known among the 
trade circles from the far west. 
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“PEERLESS” 
Floor Drains 


Dehn’s Garage 
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These and_our one hundred or more other styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN'’S SANITARY 
SAFE GUARDS No. 16 contains many new and 
improved fixtures. Write today forfull information. 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 


419-421 North 52nd Ave., CHICAGO, U.S. A. 
Long Distance Tel. Austin 543 


this trap, It has been in hun- 
dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 


Non- 
Siphoning 


Trap 


See the deep seal 
and very large 
water body? See 
the way it is made? 
There you have 
the reasons. 


Send for particu- 


c D 
MECAULIFFE'S lars. 


PATENT 


McAuliffe Non-Siphoning Trap Co. 
51-53 Pearl St. Chelsea, Mass. 


Do away with the drinking cup. 
Substitute The Ashton Sanitary 
Bubbling Drinking Fountain. 


An efficient and inexpensive fountain 
THAT IS SANITARY. Can be applied to 
any faucet or basin cock in schools, fac- 


tories, hospitals and hundreds of other 
places. We have other types, too. 
Send for our catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 
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Too Much Required of WaterfBack 


Editor THE PLUMBERS’ TRADE JOURNAL: 
Kindly advise if heating job as per draw- 
would work on a very large water back, 


Have a New 


CATALOGUE 


ing 
by using the range boiler for expansion 
tank. Would you advise a separate expan- 


sion tank? 
New York City. lee dle Kee 


We must frankly advise correspondent 
that his attempt to get results out of 
the combination hot water supply and 
heating system shown in accompanying 
illustration, will without doubt prove a 
failure. We do not know the size of 
boiler, size of rooms or size of radiators, 
put there is very little chance that the 
relative size of rooms to heating capacity 
is such that success can be expected. 

Whenever a hot water supply system 
is called upon to heat radiation, the 
latter must never be of such an amount 


as to draw from the supply to such an 
extent that fixtures will not have a 
proper supply of hot water. 

It is estimated that a water front will 
heat twice as many feet of radiation as 
it will heat gallons of water in a range 
boiler. Based on this fact alone, it does 
not seem to us that there is any chance 
of success. 

We do not like the method of piping 
for the radiators, and do not see but that 
the shutting off of the heat in one room 
vill shut off the heat to all. 

We do not see why a separate expan- 
sion tank should be required on such a 
job as this, for the expansion will be 
taken care of just as in any system of 
hot water supply that is under direct 


Norka Radiators 


Have You Received 
a Copy? 


If not, tell us so, 


We'll Send it 


Williamsport Radiator 
Company 


pressure. 
WILLIAMSPORT, PENNA. —~-+e——_ 
99 Beekman Street Removing Stoppage in Syphen 
Jet Bowl 


NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 


Editor THE PLUMBERS’ TRADE JOURNAL: 

In the August 15th issue of THE PLUMB- 
prs’ TRADE JOURNAL, page 249, you publish 
an article on a syphon jet bowl obstruction 
upon which I think I can give you some 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTER 


information. ‘H. W. P.” says that he has 
taken up bowl and cleaned it out and run 
a wire through it; which was all unneces- 
sary. I think the trouble lies right in the 
syphon jet. If he will remove all the water 
from the bowl with a rag or sponse, and 
then get a quart of nitric acid and throw 
it into the bowl and not let it be used for 
three or four hours, he will find it will 
boil out the substance in the jet and it will 
work as satisfactorily as a new bowl. I 
have had several experiences of that kind. 
I have had an experience which is very 
rare. I was called upon to repair a faucet 
that was leaking and I took off the cap 
and was trying to dig out the washer when 
I noticed that it was a Lincoln penny, and 
I dropped it again and another penny fell 
out. 
Newport, Ky. w. G. M. 


We thank correspondent for his con- 
tribution. concerning the clearing of the 
jet passage in a water-closet bowl. 

Every practical man has tricks of his 


The Radiation Which It Is Required to Heat from Range Waterback Is Too Great 


own that prove mighty useful in times 
of trouble, but many a man is not will- 
ing to pass along such things to his 
neighbor. The Lincoln penny story is a 
new one to us, and well worth the telling. 


The Venting of Garage Traps 


Editor Ture PLUMBERS’ TRADE JOURNAL: 

In the August 1st number of THE PLUMB- 
ERS’ TRADE JoURNAL in reference to the 
venting of a garage floor drain trap I beg 
to take issue with the method you advise, 
viz, to the running of the two vent lines, 
ete., for the reason that gasoline vapors 
are much heavier than the atmosphere and 
consequently seek the lowest level and there- 
fore will not be carried away in a vertical 
vent pipe. I claim that in a trap as shown 
in August Ist, the gas will drop down into 
the sewer unless there is a partition or 
weir located in same, and beg to ask if you 
do not coneur with me in the above state- 
ment? I have noticed this same method of 
venting floor traps where gasoline is liable 
to enter same several times and each time 


have been prompted to make the above 
statement. 
Centreville, Md. Wiles Use. tsb 


The point that correspondent makes 
is an entirely practical one. The vapor 
from gasoline is heavy, and it will fall 


* 


This illustration show: 
model Lawson sing 

iron jacket heater 
with high power burn 
iron deflectors, (qui 
provement over the 
cones formerly used) 

design of jacket. Mai 
sizes, Nos. 6, 7 and 
H-11 Catalog for de 


Lawson Manuf 
Compan 
Homestead Per 


Tr Mouat \ 
Heating Sys 


(PATENTED) 


Positive temperature ©! 
at each radiator. 
Heat With Hard Coal For Twi 
without attention. fe 

No air vents to bother! 

no leakage, no nT 
odors. | 

We prepare working pr 
WRITE FOR soot 

Me 


Mouat Vapor Heati 
1246-54 W. Fourth St 
CLEVELAND, OH 


S 
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JLarl Ww 


you should get the benefit of our Co-Operative Advertising Plan and make 


more money. Sell the Reliable Vacuum Heating System—show your cus- 
change old systems into Reliable Vacuum 


Exhausts the air from every part of the system—steam 
rushes in to fill the void—no dead ends—every radiator 
does full duty. Ounces of pressure in place of pounds 
pressure, sufficient in the most severe weather. It means 
lower fuel bills—the saving in fuel covers the cost in a 
short time. 


Reliable Air Line Vacuum System __, . 


Can be applied to steam-heating plants of all types: BISHOP- 
single or two pipe; whether low :pressure, exhaust BABCOCK- 
steam, or central station steam is used, in either BECKER CO. 

CLEVELAND, O. 
old or new plants. Send full details of your 


Advertising Plan and catalog 


ApSccy of the Reliable Vacuum Heat- 
EY ie ing System. 
wy A GENERAL OFFICES, CLEVELAND, OHIO. Nave ieee eee) ir 
Electric Vacuum Pump—Nos. 112 to 115 — EIGHT FACTORIES AND TWENTY BRANCHES. Address Oe a ee 
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PROGRESSIVE 
PLUMBER 

IS AFTER IT 
By handling the | 

HORIGAN AQUA EXPANSION TANK ' 


you can line up a nice line of profitable 
business that otherwise you can’t get. 


Everyone is chasing the dollar pretty 
hard now-a-days. If you want a decided 
advantage over your competitors sell the 


HORIGAN AQUA EXPANSION TANK 


It reduces fuel bills and cost of material 
and labor. Figure it out. A hot water 
heating job costing less than steam or hot 
air. 


" HoRIGAN 
AQUA 


WRITE 


THE HORIGAN SUPPLY CO. 


240 S. 4th Street, St. Joseph, Mo. 


FREE BOOK 
To Plumbers and Master Fitters 


HE keynote of success in selling Underfeed Boilers is sounded in this easy- 
to-prove declaration: ‘‘You can cut your heat expense % to % by in- 
stalling an Underfeed.”’ It will pay you to write TODAY for our exclusive 

Sales Agency Proposition. You can tremendously increase your business 
by handling the 


~ WILLIAMSON UNDERFEED BOILER 


The Bristol Columbia Supply Co., our dealers 
at Vancouver, B.C., Canada, write: ‘‘Under- 
feed boilers have given the utmost satisfaction 
in all cases and from our standpoint as dealers 
they have proven by far the most satisfactory 
heaters we have ever handled chiefly because 
all our clients are so well satisfied with the re- 
sults obtained and also that the goods are right 
in every sense of the word.”’ 


Every Underfeed Boiler sold means a satisfied 
customer and an all-time booster for you. 

Our Sales-Helps to dealers are many. Let us 
tell you about them. 


Our SPECIAL offer to put an Underfeed 
Sample Boiler on your floor as the greatest aid 
to salesmanship will surely interest you. 


Don’t delay. Write TODAY for FREE Catalog 
and Proposition-To- YOU. 


Services of our Engineering Corps are FREE. 


| — THE WILLIAMSON FOUNDRY CO. 


438 West Fifth Ave., Cincinnati, O. 
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to low points unless prevented from so 
doing. 

In the accompanying illustration, we 
show a sectional view of the catch basin 
which is in question, together with the 
drain, trap and back water valve accom- 
panying same. 

Noting from this illustration, the con- 
struction of the catch basin, we believe 
correspondent will agree with us that 


Drainegé 
Woter 


No Way Open to the Escape of Gases 
Hacept Through the Vent Connections 


the trouble which he speaks of is en- 
tirely obviated, and that there is no 
other path for the fumes of gasoline to 
take, than into the vent pipe, and thence 
to the outer atmosphere. 

We are glad that this matter has been 
brought up, and believe that our fuller 
description of the device and its connec- 
tions will show correspondent that the 
device covers the difficulty that he men- 
tions. 

——_4+- 


Question as to the Necessity of 
Baffle Plate in Grease Trap 


Editor THrE PLUMBERS’ TRADE JOURNAL: 

In the August 15th issue of THr PLUMB- 
ERS’ TRADE JOURNAL, page 248, you publish 
a sketch of two grease traps. You were 
requested to give an opinion as to which 
was the best form of trap. I hold that 
the trap shown in Fig. 1 is not the best 
form of trap, for the following reasons: 
You will note that this being terra cotta 
pipe the connection between clay and iron 
will be with cement in order to effect a 
water-tight trap. Any settlement that may 
take place will naturally have the tendency 
to break the joint, which at its best is nt 
absolutely safe. Now, if there was one 
connection coming in at the bottom of the 
trap and one at the top, the liability of a 
defective joint causing the loss of water 
seal, and the entrance of sewer gas, would 
be lessened, but you have both connections 
brought in at the bottom. 

The baffle plate that you refer to as a 
good thing, seems to me is deserving of a 
little more consideration. The principle of 
a grease trap is to have a large body of 
water to chill the grease and retain it in 
the trap of this type. In order to get the 
same results shown in Fig. 2 in Fig. 1, it 
would be necessary to have a trap at least 
a third larger than that shown in Fig. 2, 
for the plate would naturally divide the 
cooling surface of the water. Again grease 
forming into a cake would completely stop 
the flow area of the trap across this par- 
tition. 

In Fig. 2 you do away with any danger 
whatever of connections leading to and from 
the trap being broken, thereby lessening the 
danger of a loss of seal and danger of en- 
trance of sewer gases, which you no doubt 
realize is the most important consideration 
from a sanitary point of view. The baffle 
plate, which is omitted in Fig. 2, to my mind 


; is a big improvement, only in the sketch, 


the inlet pipe should be a little shorter than 
the outlet pipe, to avoid the danger of grease 
going direct into the outlet waste when the 
fixture is discharged. 

I trust that you will kindly let me have 
an opinion. 


New Orleans, La. T. W. G. 


The grease trap problem which corre- 
spondent again takes up, will be found 
on page 248'of the August 15th issue of 
THE PLUMBERS’ TRADE JOURNAL. 

Correspondent gives reasons why the 
inlet and outlet connections in Fig. 2 are 
preferable to those of Fig. 1. As far as 
knowing anything about the kind of pipe 


used in these connections Bein 
or the material of which the tr 
made, nothing was said in corre 
ent’s original letter. The only ; 
we would have for preferring Fig. | 
nections is that any pipe inside of ; 
forms an obstruction, which shoy 
avoided. However, correspondent’s 
ment concerning loss of seal is a 
one, but we believe that properly’ 
guarded against this thing, the ¢ 
could be obviated. 

We still think the baffle plate 4 
thing, for it certainly does help to. 
up the sewage as it enters, thus , 
in separating the grease from the s 
which contains it. The bafille plate. 
ever, should not extend up to the 
level in the trap, but should | 
for a good depth above its top| 
This will obviate the difficulty th: 
respondent foresees. 

For his information, we woul 
that the highest grades of manufa_ 
grease traps use this baffle plate. 
it is used to better effect than i 
sible in a home-made trap, In| 
high-grade traps, the contents ¢ 
trap are cooled by a cold water | 
which surrounds the trap, this | 
space being connected with a 
house supply, so that it is kept cons: 
cold by being constantly change 
these traps the baffle plate is in thi 
of a hollow partition, also connecte| 
the water jacket, the plate thus ne 
breaking up the sewage as it stri; 
but also helping to cool it. 

If correspondent prefers, he can: 
apply the inlet and outlet connecti 
Fig. 2 to Fig. 1. ! 

While we certainly prefer the | 
the baffle plate, we do not doub 
with the connections made low, a! 
are, that good results will be ol! 
from the construction shown in 


—_4+-e—__—- 
Job Should Circulate If Pri 
Installed j 


Editor THE PLUMBERS’ TRADE JOURNA| 
We are enclosing herewith rough « 
of a job of plumbing about to be in! 
The water is to be supplied by ar 
matic water system, and the water ij 
heated by a coil in a hot air furnace! 


“gi 


= ook 


Fic. 1— Problem Which Gores) 
Has to Sowe- 


basement, with the range boiler lo 
the bathroom on the second floor. 
floor including basement.) It is oud 
to install a circulating system s0 int 
water may be drawn from any fauct 
some who have had experience in | 
give their ideas? ete t 

Ashkum, Ill. BI 

In Fig. 1 we show the problem 


correspondent has to solve, and 
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seem to us that there should be 
. difficulty in getting. good results. 
far as we can see, the only novelty 
| the job is that the boiler is two 
; above the furnace coil which heats 
id there is nothing about this com- 
ion that is difficult. 

Fig. 2 we show how connections 


Furnace Coil S 


2—Circulating Connections to Each 
“ature on the Hot Water Supply 

be made to provide circulation for 
one of the fixtures. 

course, practical considerations, 
as location of partitions, etc., may 
e it impossible to run the piping 
as we have shown it, but the con- 
ions are capable of quite a wide 
ige. 
1e pressure supply should connect to 
boiler in the same manner as if direct 
pressure was to be used. 


ee 
ater Hammer in Hot Water 


Range Boiler 

or THE PLUMBERS’ TRADE JOURNAL: 
e have a problem before us in a hot 
x boiler, which the parties say ham- 
3, and that it does not heat as rapidly 
: did at first. It has been installed since 
fall. What change would you advise 
top the hammering? 
eb. C. & A. 
Thile we can not answer “C. & A.” 
nitely, on account of lack in details, 
will endeavor to show them how to 
the trouble. The most common 
se is sagging of either the upper con- 
tion between range and boiler or in 
flow pipe from top of boiler. If, after 
lose examination of these two points, 
y are both found to have a gradual 
, next disconnect the unions and see 
here is not an obstruction. This often 
pens from the rubber packing crowd- 
into the water way. This trouble 
‘ht also be caused by overheated sur- 
2; that is, if the boiler was very small 
_water front very large. One of these 
2e things is causing the trouble with- 
doubt and the only possible way to 
ide is by an inspection of the work. 
ch the above we have no doubt but 
at our correspondent will easily find 
cause of trouble. 

a ee 
istinguishing Right and Left 
: Hand Fittings 
tor THE PLUMBERS’ TRADE JOURNAL: 

would like to have explained through 
Queries and Answers columns of THE 


JMBERS’ TRADE JOURNAL how to _ read 
1ensions of soil pipe fittings that have 


‘ additional side inlets. 


Which would be the 
right and which the left side of an offset, 
tee or ell? Is there any method by which 
they can be read? 

I would be much obliged if you would give 
a method by which to estimate the necessary 
boiler and radiation to heat a swimming 
pool or tank to different degrees, with either 
steam coils or water circulation through 
boiler. To what temperature is a swimming 
pool usually heated? 

Thanking you for the good I have received 
through the columns of THE PLUMBERS’ 
TRADE JOURNAL, I am, 

Guthrie, Okla. By. UA; 35: 

Replying to “EH. A. B.’s” question re- 
lating to the right and left side of soil 
pipe fittings, let him stand in front of a 
Y-branch with opening on side—with the 
branch pointing towards him. If the 
opening is on his right it is a Y-branch 
with right-hand opening on side; while 
if the opening is on the opposite side, it 
is called a Y-branch with left-hand open- 
ing on side. 

Regarding the heating of a swimming 
pool—we give herewith a table which we 
believe will help him out:— 

Capacity of Pool Rated Capacity of 


in Gals. Heater in Sq. Ft. 

By O00 ewartamenaysteiute it «fe <tc 500 
TO O0 0s ter torent tie ers 3 950 
15 O00 apres echete cusrecarelcretar 1,350 
2O"O00 ce ete se tae is She totes 1,800 
2 OO Omelette treet ats 2,200 
SOOO Omer terres eterscee tor sbotens 2,550 
SOOO mew reietaa cs craeteres ere 2,950 
AO0 00 Sates etsicisistete charcisie!> 3,450 
A OOO sterctemcercterateud a) aist «elas 3,800 
BO\O00Ren rr eiete ie a tiers» 4,200 
BO t000 neers tevcyolererens’s-oretene' 4,600 
TiN cs paosode paewocae 5,000 
(OMNU Uo asc anagse ogee 6,000 
SU as ce ceo boo cRD.ca- 6,800 


This rule is approximately right, suffi- 
ciently so for estimating, and represents 
the gross ratings of cast-iron hot water 
heaters listed by any reliable manufac- 
turer whose ratings can be depended 
upon. 

— oe 


Septic Tanks Should be Covered 


Editor THr PLUMBERS’ TRADE JOURNAL: 

I have a septic tank installed in a new 
house and the owner wishes to know if there 
would be any danger of having this tank 
exposed. If so, what could be done to elimi- 
nate this danger? Is it possible for odors 
to escape from a cement tank that is made 
by an expert and made air tight? 

St. Paul, Minn. Vine wos 

Replying to “F. F.” regarding his 
septic tank question, we would advise 
covering his tank, as light and air are 
both detrimental to the action of bac- 
teria, which is the one important point 
in the success of septic tank work. A 
certain amount of heat should be main- 
tained to operate the tank, although no 
special arrangement is necessary, there 
being considerable heat in all house sew- 
erage, and the sinking of the tank under 
ground provides an additional amount, 
as does also the action of the bacteria. 
The presence of air in the septic tank 
not only stops the action of the bacteria 
but allows the contents to putrify as 
would be the case in a cesspool. With- 
out the presence of air, obnoxious gases 
do not form. 

———_s+ eo —__—_ 


Necessary Pitch of Heating Mains 
Editor THE PLUMBERS’ TRADE JOURNAL: 
INDLY settle the following question: 
K In hot water heating is not the 
relieving of air the chief object in 
giving pitch to mains or will there be any 
appreciable difference in circulation if mains 
pitch one inch in ten or six inches in ten 
feet, in an ordinary open gravity system? 


Troy, N Y.—Aird-Don Co. 


‘gS Carrier 
and Truck 


The Three Burnham Boilers 


HERE’S a Burnham Boiler for every purpose, from 
heating a large mansion right down the line to a cottage, 
a conservatory, or a hot water supply. 
The construction of each is based on the undeniable fact 
that ‘‘a long fire travel makes a short coal bill’. 
Send for new tall catalog. 
boilers in general and the Burnham in particular. 


Lord and Burnham Co. 


Irvington, N. Y. 
Boston—819 Tremont Bldg. 
Chicago— Davies Supply Co. 
Philadelphia—Haynes-Thompson Co. 


It’s said to tell the truth about 


Providence—Allen & Reed Ine. 
Minneapolis—Roberts-Hamilton Co. 
Jobnstown, Pa,—Union Radiator Co. 


THE MAHONY 


Sectional Water Boiler 


The Boiler with the Good Points 


Made of cast iron, so heavy thatit will not corrode 
or wear out. 


Requires no brick work and can be set up complete 
in from one to two hours. 
Direct surface is so arranged as to be in a measure 
self-cleaning while its revertible flue surface is 
easily accessible for removing any accumulation 
of soot. 

Catalog for the Asking 


The Mahony Boiler & Radiator Co. 


TROY, N. Y. 


Carries Radiators Anywhere Quickly, Easily, Safely 


Narrow crooked stairways and halls are easy for 


Buell’s Combined Carrier and Truck. 


It is acinch to carry the radiator when necessary and a bigger cinch to 
push it on the truck. Saves you 


Time, Strength, Money 
Send for booklet and prices 


BUELL BROTHERS, 


AT IT 25 YEARS 


CARTER 


PLUMBERS PROTECTED 


WATER SYSTEMS 


BEST BY TEST 
152 CHAMBERS ST., N. Y. CITY 


Ask what Carter Service means to you 


MOTOR DRIVEN PUMPS 


For Water Systems 


Hand and Power Pumps for all uses 
Combined Air and Water Pumps 
Compression Tank Pumps 
Cylinders, Etc. 


THE DEMING COMPANY 


SALEM, OHIO 
Agencies—Henion & Hubbell, Chicago 


Harris Pump & Supply Co., Pittsburg 
Ralph B. Carter Co., New York 


Fulton, N. Y. 


480 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REY) 


JARECKT MFG. co. 


BRASS WORK me STEAM, GAS, 
ATER and OIL 
MALLEABIE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pfpe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 
Motor Attachment. We 
ean furnish Bolt Thread- 
ing Attachment for these 
machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 


Is it worth while to save ten cents on 


a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 


You will find our Steam Brass Goods 
just what you want. Write us 


KINSEY & MAHLER CO. 


PEORIA, ILL. 


SUTNAM 


“THE PRIDE v' NEW ENGLAND 


NOLES 


OFFICE AND SALESROOM : 


(Dek 


SSISAAAGDISALIAILISAALASADNAINAADIAAIAAIDAAIIAIAAA A A 


Na 


Figure No. 190 


WATER SUPPLY SYSTEMS 


Operated by 


“V. & K.” 


ELECTRIC SERVICE PUMPS 


are the ones which give permanent satisfaction to the user, and bring more orders to the dealer. 
Write today for Bulletin. 


The Vaile-Kimes Co. 


Steam or 
Water 


Send for Catalog 


Putnam Foundry 
& Machine Co. — 


Factory: Putnam, Conn. 
73 SOUTH MAIN ST., PROVIDENCE, R. IL. 


CLSLILSISSLS ILIA AA A ALT AI a re, 


41 So. St. Clair St., Dayton, Ohio 


SLALSASALASSASSLASSSSSSSSSSSSSASAASSASASSSASLASSASASASSASAASASSSASS AS 


SLSLSLSLSSSSSLSLSSSLSLLSSSSLLSSSSSSSLLLSLASL SLAPS 
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1 think THe PLUMBERS’ TRADE JOURNAL 
simply great and could not get along with- 


out it. 
Center City, Minn. Coles 


The movement of water and air is 
quite similar under like conditions and 
should be as easy as possible to accom- 
plish certain definite results in move- 
ment or circulation. The mains of a hot 
water job are pitched not only for the 
purpose of relieving them of air, but that 
the movement of the water may be as 
easy as possible without undue friction. 

So far as the ease and rapidity of the 
circulation is concerned, a pitch of six 
inches in each ten lineal feet of main is 
better than a pitch of one inch in each 
ten feet, yet we have found that this 
pitch is neither necessary or desirable. 
Properly piped, a hot water job will 
circulate about as easily with the lesser 
amount of pitch of the mains as with 
the greater amount and the appearance 
of the work is very much better. 

There must be an easy and continuous 
pitch upward to the high point of the 
piping and from this point an easy and 
continuous pitch downward to the boiler. 
On an ordinary job this downward pitch 
is always in the returns, while on an 
overhead job this downward pitch is 
found on both main and return, the 
rapidity of the circulation being due to 
the difference in the specific gravity of 
the ascending and descending columns 
of water. It is this difference in specific 
gravity which increases the circulation 
rather than the pitch of the piping. 


—_—so-o——_ 


Leave Heating Systems Full of 
Water During Summer Months 


Editor THr PLUMBERS’ TRADE JOURNAL: 


: OULD you advise emptying the 
boiler 


in house steam systems in 
the summer 


time or leave it in? 
Jersey City, N. J. IRS ENG Js 
When placing a steam or hot water 
apparatus in condition for the summer, 
the apparatus should be left entirely 
filled with water. If a steam job, the 
boiler should be filled to the top of the 
dome. This water becomes more or less 
stagnant from standing in the system 
during the summer, and should be drawn 
off and the system refilled with clean 
water before starting the fire in the fall. 
We consider this the better plan unless 
the cellar is very dry, as it will give less 
chance for corrosion. 
cee 


Figuring Radiation 
Editor Ture PLUMBERS’ TRADE JOURNAL: 
NCLOSED you will find a sketch for two 
I rooms and hall. I would like to have 
you tell me how large a radiator will 
be required for each room and hall and 


West 


SxS Wir OWS f Z'xS” 
QO Aside Wolt5 + 


3’x 7’ Door 


Fees rlor- 


Porth 


_—— - — 


Cates, 
S45! Window 


6x7 % eh LAS Ne 


Fic. 1— Room No. 1. 
mitted by Correspondent 


Parlor Plan Sub- 


about the size of boiler or hogs +s 
the size of boiler. May 1 hear from 
through the Queries and Answers. -coly 
of THE PLUMBERS’ TRADE JOURNAL?» 
Bridgeport, Conn. F, A. 
Replying to the above communica 
the first information is to determine 
amount of radiation required to y 
each of the two rooms and hall, 1%; 
termine this we will make use of 
Mill’s rule or the rule “2-20-200.” 
Room No. 1, the parlor, is a 
room 11’ x 13’ in size, having a ce 
9’ high, and three windows 3’ x ; 


Wes: 
ee {IP TOT f FRE 


Outside +Vea/)s5 


MIRO FuS-’ 


Bed Foom- 2¢ Floor 


. eS SS 2 eee 


8S’ CEerling 
3x 7’ Door 


Fic. 2— Room No. 2. Bedroom Pk 
Correspondents Problem 
size. As subscriber does not say wh 
he desires to heat the building by s 
or water, we shall find the amoui 
radiating surface necessary for bot 
Room No. 1—Parlor 
Size, Wi: sxlsmares ; 
Cu. ft. contents, 1,287. 
Sq. ft. exposed wall, 216. 
Sq. ft. glass, 45. 


45 216 1287 
- 4 — 40 sq. ft. 
2 20 200 

(steam). 


40 plus 60% = 64 sq. ft. rad. hot 1 

In the above figures we have on 
fractions and it will be seen that ‘ 
ft. of radiation is necessary for | 
and 64 for hot water. As this root! 
a north and west exposure, it is a 
plan to add 10% to the above rail 
in order to be able to warm the | 
easily in excessive cold weather. 


Room No. 2—Bedroom i 
Room No. 2 is a bedroom, evid: 
immediately over the parlor, as tl 
posure is north and west. This ra 
12’ x 13’ in area and 8’ high. Usit 
same rule as before, we determin 
39 sq. ft. of radiation is necessal 
steam or 62 for hot water. 
Size, 12x" 130 xss: 
Cu. ft. contents, 1248. 
Sq. ft. exposed wall, 200. 
Sq. ft. glass, 45. 


45 200 1248 | 

Bg ee Nt — 39e%aa. fl 

2 20 200 2 | 
(steam). 


39 plus 60% — 62 sq. ft. rad. (hot » 

As before, we recommend the a! 
of 10% to these figures, owing | 
fact of the room having @ nor! 
west exposure. 


Room No. 8—Hal 

Room No, 3 is the hall, and sul’ 
does not give complete data refl 
the measurements. From the | 
submitted, we have an L shaped 
wide at the front and possibly " 
at the rear, having no windows a 
only glass exposure being the } 
door, which is counted as ee. : 
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rmine the amount of radiation neces- 
ry, we proceed as follows:— 
Sizes, 3x13 x9 and8x4x 9. 
Cu. ft. contents, 459. 
Sq. ft. exposed wall, 90. 
Sq. ft. glass, 21. 
90 459 
+ — + — = 18 sq. ft. rad. (steam) 
20 200 
plus 60% = 29 sq. ft. rad. (hot water) 
As undoubtedly this hall opens into a 
ond floor hall which is of equal size 
larger, we recommend that the amount 
radiation figured above be duplicated 
at least 36 sq. ft. of radiation provided 


South 


9 Ceiling y 
oil| 
Mal1y 
SY 
AN) 


Heal/ 
Fer/or Door 
a a ar a 
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1. 3—Hall Opens into Stairway and 
Another Hall Above 
‘steam and 56 sq. ft. for hot water. 
king the allowances recommended we 
w have a total of 124 sq. ft. for steam 
194 sq. ft. for water. 
fo estimate the size of heater required 
would add 50% to the radiation fig- 
.d, thus requiring a boiler of from 
’ to 200’ capacity for steam or 290’ to 
’ for hot water. In placing boilers of 
+h small size we recommend that one 
selected with adequate coal carrying 
acity, as it is hard to keep a steady 
1 active fire in so small a heater. 


pee ee Gee 
. Repair Leak in Heafing Boiler 


itor THE PLUMBERS’ TRADE JOURNAL: 
HAVE a hot-water boiler installed in 
a residence which has been in about 
seven months and it is leaking between 
screw nipples. There are two 8” screw 
ples, and the boiler didn’t start leaking 
il about a month after it was used. 
ere is not much pressure and the alti- 
le gauge at the boiler registers 35 feet 
en the water is not very hot. The water 
1s down through the fire box and on the 
or, quite a bit. Please tell me through 
» Queries and Answers columns of THE 
UMBERS’ TRADE JOURNAL of a remedy to 
ke it tight. I would like to stop the leak 
hout taking the boiler apart if possible. 
Tempstead, N. Y. 1? OE ee 25 
The leak as mentioned by “H. J. B.” 
y be caused by a defective thread in 
nipple or where the boiler or section 
tapped. We believe the best way is 
take down the boiler and when reas- 
abling it carefully examine each 
ead and joint and see that each one 
made tight. It would also be well to 
imine each casting, as it is possible 
t the leak may come from a blow-hole 
a casting or from a porous casting. 


—_++e—__. 


sizes of Boilers in Hot Water 
Heating under Pressure 


tor THe PLUMBERS’ TRADE JOURNAL: 
WOULD be pleased to have you tell me 
through the Queries and Answers col- 
umns of THr PLUMBERS’ TRADE JOURNAL, 
difference in the efficiency of a 550 sq. 
and a 650 sq. ft. hot water boiler on a 
sq. ft. “Honeywell” job. 


“a, Crosse, Kansas. A. E. P. 


A. E. P.” raises an interesting ques- 
1 but one difficult to answer by not 
ng sufficiently definite. The answer to 
8 might cover the whole realm cz 


heating which we know, of course, is not 
“A. KE. P.’s” idea. We would say from 
the outset that much depends on the 
boiler used and the manner in which it 
was rated. The boiler manufacturers do 
not sufficiently agree on ratings to per- 
mit of one answer covering all makes; 
some boilers are based on grate surface 
alone while others consider overhanging 
fire surface and again more attach im- 
portance to indirect surface, etc. Some 
manufacturers give their boilers a rat- 
ing which includes the load imposed by 
the loss of B. T. U.’s through the mains 
in the cellar, and risers. 

If the rating of the 550 sq. ft. boiler 
“A. E. P.” has in mind is intended to 
carry 550 sq. ft. of actual cast-iron radia- 
tion over and above the amount lost 
through mains, we would say, that, all 
other conditions being favorable, the 
boiler would carry the load satisfactorily. 
But, if, as happens in most cases, the 
550 sq. ft. indicates the gross rating of 
the boiler, it will be too small to carry 
the load of 430 sq. ft. of radiation, no 
matter what the job is to be called. By 
the term gross rating we mean rating 
including the direct radiation on the 
floors, and the mains in the cellar. If 
the 550 sq. ft. rating is the gross capacity 
of the boiler, meaning that it will carry 
550 sq. ft. of radiation, divided 80% in 
cast-iron radiation above first floor and 
20% in piping in basement, it will not 
carry the load economically or efficiently 
as it can be clearly seen that such a 
load would be taxing the boiler to its 
utmost all the time and allowing for no 
factor of safety. 

In the average hot water heating sys- 
tem, the load imposed by exposed or 
semi-exposed mains, returns and risers 
is equal ordinarily to 25% of the direct 
radiation. For example, “A. E. P.” has 
430 sq. ft. net load: 25% of this for 
mains, etc., amounts to 107 sq. ft. of 
additional radiation, making a gross load 
on the boiler amounting to 537 sq. ft. 
A boiler rated at 550 sq. ft. would have 
to be run wide open at full capacity all 
the time and many of them even under 
such conditions could not carry the load. 
Running as described, wide open and at 
full capacity is not economical or for 
the sake of a fitter’s reputation, desir- 
able, so that under conditions herein de- 
scribed, we would advise the use of the 
650 sq. ft. boiler as being more economi- 
cal in fuel consumption, requiring less 
attention in real cold weather, and from 
every point of view more satisfactory. 

We, in advising the surplus of 50% 
excess boiler capacity, are in accord 
with the different boiler manufacturers 
who advise such excess and with very 
good reason. The 650 sq. ft. boiler gives 
a 50% surplus, whereas the 550 sq. ft. 
boiler gives only a surplus of 28%. 

Anything we here have said should not 
be taken to indicate that some boilers 
will not carry a load in close proximity 
to their ratings. We can only speak of 
the boilers in general and our advice 
applies to them as such. 

We cannot see the application of the 
question posed by “A. E. P.” as we do 
not recollect ever having seen anywhere 
in the “Honeywell” literature anything 
regarding boiler capacities that would 
indicate that they recommended cutting 
the size of boilers. 

On the contrary, it is our opinion that 
they insist on a boiler with a capacity 
50% at least excess over the net load 
of direct radiation; that is, 50% greater 
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We Shoulder 
the Responsibility 


No reason why you should be accountable for the 
operation of a heating plant, after you’ve made a good job of 
its installation. You aren’t when you put in— 


The Broomell Vapor 
System of Heating 


We take full responsibility for its perfect working, when 
installed according to our plans and specifications. 


Alsv, in putting in this plant you have the satisfaction of 
knowing that there'll be no changes and alterations to make, 
things which usually cut all the profit out of a job. For the 
Broomell Vapor System comes up to the specified require- 
ments every time, which means freedom from the usual un- 
certainties and worries, and sure, clean profits on the job. 


Besides being perfect from the Contractor’s viewpoint, 
the Broomell Vapor System gives your customer these 
radical advantages: 


No breaks, no leaks—because no pressure on pipes and 
radiators. 


No. noises. 


Easy, quick control of temperature, 
Vapor Valves on each radiator. 


Automatic regulation of firing—great fuel economy. 


by the famous 


Get in touch with this remarkable system at 
once. Send a postal card today for our hand- 
somely illustrated booklet and full information 
as to how we work in the interest of the Heat- 
ing Contractor. 


Vapor Heating Company, 


Room 551, North American Building, Philadelphia 
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Vacuum Cleaners 
Broomell’s “Victor” 


Electric Stationary for all kinds of buildings. 


Electric Portable, weight 55 pounds. 
Country Homes Special for use with Gasoline Engine. 


Victor Cleaner Company, Manufacturers 
York, Pa. 
Style A Stationary 24 


A seat of 
Beauty and 


Durability 


Ww NEVER:SPLIT’ Closet Seat 
Quality Seat 


It is strong as well as handsome 


The joints are fastened securely and rigidly together, first, by a 
tongue and groove, which alone will stand any ordinary strain. Then 
they are thoroughly glued, with glue which holds. 


‘NEVER SPLIT® Seats are built from four separate pieces of hardwood 
each with the grain running along it, so that the grain runs entirely 
around the hole, after the pieces are joined together. 


In addition to the above points, the following illustration shows the 
mannerin which each joint is permanently secured by steel bolts, steel 


nuts and steel washers. 


~ SECURED 
WITH STEEL 


The five year guarantee, which is back of every “NEVER SPLIT” Seat 
insures the plumber that each customer, to whom he sells our seats, 
will be perfectly satisfied. 


It you have not received one of our catalog of plates and prices, which 
describes in detail the perfect construction of these seats as well as the 
handsome smooth-as-glass piano finish, you should write for it today. 


yANSVILLE. IND,, U.S.A 
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than the aggregate of the radiation in 
the different rooms. Their stand has 
been unequivocal on this point so that 
once again we fail to see the point of 
“A. E. P.’s” question, that is, regarding 
this point. 

“A. BE. P.” does not say whether or 
not the basement mains are covered or 
bare. If a good quality of non-conduct- 
ing covering is used, it will reduce the 


N a new building designed especially 
for their use with dimensions of 

40 x 150 feet and four stories in 
height, at 214 3d street, Milwaukee, Wis., 
the enterprising firm of Grassler & Gezel- 
schap have just made a further step in 
their wonderful progression. The base- 
ment of this artistic new building, cut of 


which is shown herewith, is occupied by 
the shops of the plumbing and heating 
departments. The first and second floors 
are devoted to the exhibition of chande- 
liers, the third to display of plumbing 
and heating fixtures and the last floor 
to the manufacture of chandeliers. 

This firm does all its own importing, 
Mr. Gezelschap visiting Europe each year 
for the purpose of securing artistic wares 
for the repletion of the enormous stock 
carried at all times. 

This beautiful structure is the outcome 
of a competition entered into by several 
architect friends of the firm and follows 
the design which took the first prize in 
the competition.. The front is of special 
terra cotta and the entry, which is six 


PLIT 
VERO SEAT 0 


Grassler 5 Gezelschap, Milwanke 
x _Wis., in New Business home ¢ 


Handsome Exterior and Show Window of Grassler and Gezelschap, Milwaukee, | 
One of the Most Up-to-Date Plumbing and Heating Concerns in the State 


la Ee Te a 7 


heat losses and under favorable cor 
tions the 550 sq. ft. boiler might ca 
the load in a half-lame, half-satisfact 
manner, but unquestionably under j 
conditions, regardless of the name of 
system, the 650 sq. ft. boiler woulq 
the more efficient and the increased. 
ciency of the plant would more ¢ 
repay for the few additional do) 
in the original outlay for the syst 


| 


5 


feet deep, is furnished with y 
Italian marble with solid bronze d 
finished in verde. The upper part of 
structure is of solid brick with t 
cotta trimmings. 2 

This firm, which employs abo 
people, gives an annual outin 
to the entire staff. Picture take 


last outing held on August 15th is! 
shown herewith. al 

Mr. Grassler is a member of the ! 
of Directors of the National Associ! 
of Steam and Hot Water Fitters, ané] 
president of the Wisconsin state bi! 
of the same body, which under the ! 
ance of Mr. Grassler has made the 
derful record of increasing from ¢/ 
members in 1911 to sixty at this ! 
The steam fitters of Wisconsin arel 
thoroughly organized, seventeen ! 
being represented. | 

—_—_e—— 


I 

If the wives who are obliged to 4) 
to their husbands for every cent the! 
were to turn the tables by demandil 
audit of the tobacco and beer ext! 
things would be different, so they§ 
= 


Employees of Grassler and Gezelschap, Milwaukee, Wis., Photographed on | 
Annual Outing as Guests of the Firm } 
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Re Sr ee 5s EN ee ened oe 


| KOHLER 


Porcelain Enameled 

Iron Sanitary ware 1s 

manufactured under 

conditions that insure 

the highest quality. 

We use only the best 

as | materials, employ 

Neate lowe have a rigid inspec- | 

tion of the ware in all stages of manufacture. : 

The result is a thoroughly high grade product uniform | 

in quality, that is giving universal satisfaction. Every piece 

of our ware bears the MAROON and GOLD Trade Mark 
Label guaranteeing the quality. 


J.MKOHLER SONS CO. 


SHEBOYGAN,.WIS..U.S.A. 
NEW YORK. CHICAGO. SAN FRANCISCO. 


47 WEST 422 ST. SI4 FIRST NAT'L BANK BLDG 100I-IO99 MONADNOCK BLO'S. 


67 3 in. Rim Guaranteed bath tubs installed in the 
Davenport Hotel 


Remember this label and 
look for it 


Sewn ee ere eset x 
Wit, RAE ara 
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OOOO? 


your advantage. 


DOOOOOOEQDOOOOOOOOODQODOOOOO 


Plumbers’ 
Slate 


We have two large factories 
and produce more than a 
carload of milled slate daily. 


Our reputation for execut- 
ing Plumbers’ detail work 
carefully and accurately has 
been well earned. 


We will appreciate the 


favor if permitted to quote 
you prices when you are in 
the market. 


Urinals, Shower Stalls, 
Water Closets, Base, 
Wainscot, Drain 


Boards 


The Phoenix Slate Co. 


Penn Building 
WIND GAP, PA. 


A New Plumber’s 
PRICE BOOK 


FLOWERS’ PLUMBERS’ PRICE BOOK 
is in loose-leafform and indexed. You 
can find any item rapidly gives ata 
glance list, selling and cost price. You can 
take off your quantities on your job, 
give it to your office girl. She can take 
it and price it up as well as you and have 
prices accurate. If customers come jin for 
a bill, the girkcan. price up*these items 


and make out@bill at once without tak- . - 


ing‘up your time. 
120 pages.- Bound Flexible Full Levant Grain 
Black Cowhide, Tan Leather Lined, Pocket in 
Front Cover. $5.00 Prepaid. You can return 
it if not satisfactory. 

Information on request. 


FRANK H. FLOWERS, 
ERIE, PENNA. 


OOOOODTDVOOHDGVOOOOQGOOOHYVOOOOOODGOOOOPOOIPOQOGOGHIGHOWOHOSE 


In need of sanitary or structural slater It 
will pay you to get our quotations. 

It will also pay you to have on file our sixty- 
four page catalogue of sanitary slate fixtures, the 
most modern and complete sanitary and struc- 
tural slate catalogue issued. 


This company is a subsidiary of the famous Gen- 
uine Bangor Slate Co., the largest miners of slate and 
therefore, in an unequaled position to serve you at 


The Penna’ Structural Slate Co. : 
Pell Building, Easton, Pa. 


POOQOOOOQODOOOQOQOOOOQOOOOODOOQOOLTDOGOGOOOOOQOOOHOOOGOGOOOOOOOOHE * 


Plumbers and Architects 


re 
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Attention! 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Eureka Adjustable Flange” 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Descriptive circulars and full in- 
formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 


Thess) Wi Gew 


HOT BLAST GAS BURNER 


MLL 
(Pat. Feb. 18, 1908) 
A new departure ina Gas Burner 
for heating stoves and furnaces. 
Send for circular giving complete details 
and reasons why you should use the 


“JOHN W. CHAMBERLAIN 


Sole Owner and Manufacturer 
626 Federal St. oledo, O. 


tion with the installation of mod- 

ern sanitary installations is now 
almost generally recognized over marble, 
glass and other materials formerly used 
for this purpose. Slate has many quali- 
ties that make it desirable for residences, 
hotels, hospitals, laundries, public insti- 
tutions, and on account of its dark color 
does not show scratches and marks of 
abuse. Its uniform color, close grain and 
hardness has made it a popular material 
in almost every trade, the plumbing, elec- 
trical, building and others. The de- 
mands of the sanitary work require more 
slate at the present time than any other. 

The quarrying and finishing of slate 
as carried on at the Phenix Slate Co.'s 
quarry at Wind Gap, Pa., is interesting 
and educational. Here slate for black- 
boards, shower stalls, wainscot, drain- 
boards, urinals, water-closet base slabs 
and structural work is produced. Two 
large factories and two quarries have a 
capacity of two carloads of finished slate 
daily and the accuracy and care which 
enter into the products of the Phenix 
Slate Co. are well known to the trade. 
This concern furnishes quite a lot of 
slate to the United States government, 
who are using slate extensively, in fact, 
almost to the elimination of other ma- 
terials. 

John J. Geoghegan, manager of the 
firm, is an authority on slate, his long 
experience in the field ably fitting him 
for the position he occupies. His per- 
sonal supervision is accorded all orders, 
whether large or small, and the trade 
specifying “Phoenix” slate can be as- 
sured of receiving only the very best. 
Special slate to sketch can be executed 
and shipped at quickest possible speed 
and every shipment is well packed to 
insure its arrival at destination in first- 
class condition. 

Another department which takes con- 
siderable of the output of the Phenix 
Slate Co. is that of furnishing slate for 
billiard and pool tables. This requires 
the same high quality slate as does the 
plumbing trade and must be just as care- 
fully milled. 

Brass work such as is used in the erec- 
tion of stalls and partitions in public 


ee. superiority of slate in connec- 


of the Large Slate Quarri 


comfort stations, etc., can be furnish 
with the shipments when so desired, | 
holes drilled and fitted so that perf 
work is the result. 

Slate is non-combustible and la; 
longer than any part of a building. 
is a well-known fact that slate, wh 
used for roofing purposes, affords a 1 
covering that requires no paint or 
tention and never has to be replac 
Heat and cold do not affect it, neitl 
does hot or cold water. 

Those of our trade who contempl: 
the use of slate in any installation sho 
address The Phenix Slate Co, Wi 
Gap, Pa., for literature and estimai 
In forwarding requirements, kindly m 
tion THE PruMBERS’ TRADE JOURNAL. 


—_———»3- oe 
Novelty Iron Co., Cant-on Ohio, Mo: 


HE Novelty Iron Co., of Cant 

Ohio, well known as manufactur 

of high-grade heating boilers <¢ 
accessories, have been forced to enla 
their manufacturing plant on account 
the unusual increase in business wit 
the past year. The company has ta’ 
over the plant of the Canton-Hug 
Pump Co. and thereby greatly increa 
the capacity of their output. 


——_o-e—__ 


Plumbing in tthe Public Schools of t 
City of Passaic | 


HE Board of Education of the | 
Ap of Passaic, N. J., are making pri 

rations to start a class in plumt 
in their Manual Training Departn 
and have requested the co-operation 
the Master Plumbers’ Association in | 
enterprise. The master plumbers 
submitted a list of the necessary tt 
fixtures and materials needed. The Bi 
of Education has concluded that i! 
more necessary to equip some boys’ 
expert mechanical work than to | 
these same boys along lines for w! 
they have no natural inclination; 
that the world at large is in neet 
trained mechanics quite as much: 
bookkeepers or stenographers. The | 


saic Master Plumbers’ Association 
gladly co-operating in this matter | 
await the result with great A Sa 


co ee 


es at Wind Gap, Pennsylvania % 
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Take your suggestions to the Architect and Owner and show them its 
saving and superiority. The following firms quarry and finish, cut to 


size, every requirement you may have. 


Hammann Structural and 
Roofing Slate Co. 


Bangor, Pa. 


Alpha Slate Mfg. Co. 
Bangor, Pa. 


Crown Slate Co. 
Pen Argyl, Pa. 


Excelsior Slate Co. 
Pen Argyl, Pa. 


Phoenix Slate Co. 
Windgap, Pa. 
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Look Over Every Set of Plans 
for Places to use SLATE 


Sm om Sa ors 


These are some of the places where SLATE is the 


Cleanest—Cheapest—Best 


SANITARY SLATE 


Urinals 

Shower Stalls 

Bathroom Partitions 

Morgue Slabs 

Operating Tables 

Laboratory Slabs 

Germ-proof Flooring 

Mausoleums 

Grave Vaults 

Grave Covers 

Grave Markers 

Cistern Covers 

Feed and Water 
Troughs 


INTERIOR FINISH OF BUILDINGS 


Steps 
Risers 


Platforms 
Floor Tile 
Wainscoting 
Vestibule Panels 
Base 
Hearths 
Lintels 
Window Sills 
Coping 
Tiling 
Mantels 

Fire Boards 


HOUSEHOLD 


Cupboard Shelves 
Pantry Shelves 
Refrigerator Shelves 
Shelving of all kinds 
Pastry Boards 

Table Tops 

Kitchen Sinks 
Laundry Tubs 

Sink Tops 


Lavatory Tops 


EDUCATIONAL 


Blackboards 
Bulletin Boards 


fs 
$e) 
i 
Ses 
2 
Slate Products Co. of 
America ses 
Bangor, Pa. 
M. L. Tinsman & Co. Inc. 
Pen Argyl, Pa. 
INDUSTRIAL 
Vats and Tanks of all 
kinds for Dye Works 
Chemical Works ey 
Dairies 
Bottling Establishments one 
Canneries | 
Soda Fountains se 
Slaughterhouses I" 
Bakeries le 
Florists ey 
Tanneries [, 
Electric Switch Boards yy 
Refrigerator Linings | 
Aquarium Bottoms, Etc. i 


cp o «© 


SS 
= . 
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“SANDS” 
SANITARY 
FIXTURES 


Special Folding Lavatories 
For Confined Spaces 


Plate $-153 


The “Kingston” Folding Lavatory 
with tumbler rack. N. P. copper lining, 
N. P. Copper Round Combined Basin and 
Slab, N. P. Copper Soap and Brush Holders, 
N. P. Brass Self-closing Faucet, N. P. Brass 
Waste and Supply Couplings,towel rack and 
trimmings. 


Quartered oak, polish finish $32.50 $37.50 

Mahogany polish finish - - 34.00 39.00 
Fitted with combination faucet for 
hot and cold water, add - - - 5.00 
Made in two sizes - No.1 No. 2 
Height - 19% in 22 in 
Width - - 15 in 17in 
Depth front to back - 3%in 4% in 
Depth over all when open 16% in 19 in 
Diameter of basin - 10 in 12 in 


Send for catalog “D’’ illustrating complete 
line of fixtures and specialties 


A. B. SANDS & SONS 
i349 COMPANY i912 


Manufacturers of 
PLUMBING SPECIALTIES 
22-24 VESEY ST. NEW YORK, U.S.A. 


The 
Herschler 


Faultless 
Ball Cock 


Has a plung- 
er that lime, 
mud or sand 
has no effect 
On a lL ais ts 
absolutely 


guaranteed. 
Full particu- 
larseetore the 


asking. 


Manufactured by 


D. Herschler 
Ashland, Ohio 


Gi 
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Chapter V. 


ELL,” said Bill, “what's 
got to be will have to be, 
I suppose, but darned 
if I see the use of all 
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this monkye - business.” 
The next morning, how- 
ever, Bill was busy taking inventory and 
“Sary” had considerable of Bill’s time 


in the next few days to charge up for 
this on the “Shop Expense” account. At 
last. that job was completed and Bill 
breathed a sigh of relief. Then Mrs. Asket 
and “Sary” got busy several afternoons 
posting up all the miscellaneous fittings and 
stock in another book which they called the 
“Stock Book” and putting all the tools, 
chairs, benches, ete., in another book marked 
“Shop Investment.” After this they spent 
quite a while rumaging over Bill’s old item- 
ized purchases copying off prices and ask- 
ing Bill how much this cost him, and how 
much he paid for that until Bill was nearly 
crazy. 

“Now, Bill,” said Mrs. Asket one day, “TI 
want you not to say a word or ask a 
question until the end of the month comes 
and then we will show you 2 beginning of 
what we are going to do right along and 
tell you some things about your business 
that will surprise you.” 

“Ajl right,” said Bill, “leave me alone the 
rest of the month and let me see what all 
this amounts to.” 

“Well,” said Mrs. Asket, ‘you only have 
this hardest part to go through once and 
after that it is all clear sailing until the 
yearly inventory.” 

“Go ahead,” said Bill, “but I’m from 
Missouri and I want to be shown.” 

“Don’t worry,” replied Mrs. Asket, “voull 
be shown all over the whole state of Mis- 
souri and a few others besides.” 

NE afternoon, later, while Mrs. Asket 
O was helping “Sary’ with the stock 
accounts, it became a little chilly and 
Bill opened up a couple more of the exhibi- 
tion radiators to warm up. Mrs. Asket 
listened to the soft hum of the air valves 
while the radiators were warming up and 
then the valves shut off, leaving the shop 
in perfect silence. 

“Bill,” said she, “I never understood just 
what that little thing-a-ma-bob does on a 
radiator and how it knows when to do it.” 

Bill looked over at “Sary’ and smiled 
behind his hand, for Mrs. Asket’s designa- 
tions of various plumbing accessories were 
often far from clear. “By that I presume 
you mean the air valve,” he replied. ‘‘Well, 
you see, Mrs. Asket, it is this way: Before 
you can fill up a pipe or a radiator with 
steam you have to get rid of the air be- 
cause steam and air are two separate mate- 
rials just like water and oil and when you 
want oil you want oil not oil and water 
and when you want water you want water 
not kerosene or even kerosene and water. 
That is why some means has been provided 
on radiators for letting out the air when 
the steam is turned into them or they would 
simply remain full of cold air and never 
get hot at all. To take care of this, air 
valves are placed on every steam radiator 
and sometimes at points along the mains 
where air might collect and prevent the 
steam or condensation from running by.” 

“Yes,” said Mrs. Asket, “but how does it 
work and how does it know the difference 
between steam and air so as to stop work- 
ing when the air is all out?” 

“That,” said Bill, “depends on the par- 
ticular valve. Some are made to close by 
the expansion of a metal strip and some 
by the expansion of a liquid or gas confined 
inside of a flexible cylinder.” 

“But what makes the expansion?” 
quired Mrs. Asket. 
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“Why, the heat of the steam,” said Bill. 
“Almost everything expands when it be- 
comes hotter, and these little air valves are 
made with a very small outlet with a metal 
point which just fits the outlet right up 
against the hole. Now, the outlet can be 
adjusted to leave a very small space under 
the metal point so that the air will leak 
through, and that leaking is what makes 
the little hissing sound you hear when the 
radiator is warming up. On the other side 
of the metal point is placed a hollow cyl- 
inder or a metal strip which is connected 
to the point. When the hot steam strikes 
this cylinder or strip it expands and pushes 
the point up against the opening tightly, 
thus stopping the leakage at once.” 

“But suppose,” said Mrs. Asket, “that 
there is air in some other part of the ra- 
diator when the air valve gets the steam 
and it shuts up before all the air is out.”’ 

“To avoid that,” replied Bill, “the valve 
is always placed on the end of the radiator 
opposite to the one where the steam comes 
in, so that the air which the steam pushes 
in front of it will all, or nearly all, find its 
way out through the air valve before the 
steam gets there. If there is any air left 
in the radiator by chance it is not long be- 
fore the constant inflow of steam from the 
other end pushes it up to the air valve, 
which will then re-open enough (owing to 
the lower temperature of the air) to allow 
it to leak out.” 

“Tsn’t that great!’ exclaimed Mrs. Asket; 
“it almost seems human, doesn’t it?” 

“Sometimes they are very human,” 


Alls 


said 


ABs: 


si 


eG 


By H. L. ALT 


company will include 
water appliances, 
radiators. 


electrical ap 
heating boilers ar 
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American Society of Heating ar 
Ventilating Engineers Ap- 
point Delegates 


HE following members have be 
Ab appointed delegates to represe 

the American Society of Heatij 
and Ventilating Engineers at the Four 
National Conservation Congress, at ] 
dianapolis, Ind., on October 1, 2, 3 ai 
4, 1912: Samuel R. Lewis, Chicago, Il 
N. L. Patterson, Chicago, Ill.; J. H. I 
vis, Chicago, Ill.; Theodore Weinshar 
Indianapolis, Ind., and Joseph G. Hay 
Indianapolis, Ind. | 
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Words of Approval for the 


Williams Pipe Machine 
HAT the “Williams” pipe machi: 
are keeping up their reputation 
durable and efficient tools can 
seen from the following letter recen 
received by the Williams Tool Co.,| 
Erie, Pa. This same splendid suce: 
becomes the part of every plumbing ¢ 


“urs. Asket and ‘Sary’ Got Busy on Several Afternoons Posting Up All Miscellan' 
Fittings and Stock” 


Bill, “especially when they refuse to work.” 

“Why, I always thought,” put in “Sary,” 
“that plumbing was just putting pipes to- 
gether and poking them out when they get 
stopped up. I didn’t know it was at all in- 
teresting.” 

“It seems to be a good deal like other 
things,” said Mrs. Asket; “you can get out 
just about what you put into them; and 
(from what Bill tells me) I think plumb- 
ing consists of much interesting work and 
that a plumber who thinks he is only a pipe- 
fitter first, last, and always, will quite 
likely be a -pipe-fitter for the rest of his 


days.” (To be continued) 


—— 66. 
Radiator Co. Incorporated 
CONCERN capitalized at $500,600 

A has been incorporated under the 

name of the Monitor Bi-Loop Ra- 
diator Company, of Landisville, Pa. It 
is understood that the products of this 


heating man who has occasion to! 
these tools for pipe cutting with s' 
and economy. We append the i 
herewith. 

Minneapolis, | 
Williams Tool Co., 

We did considerably over $100, 0 
worth of business last year, and a 
our mains and most of the nipples 
sides other cutting has been don 
this machine. It looks today as 
as the day it was installed, and " 
our observation, would say that ) 
wanted another machine, we woul! 
look any further and would considet! 
we were taking a great risk in tryis 
find a machine that would do better ‘ 
than this one is doing for us. 

Signed H. O. Roberts Co. 
By H. 0. Roberts, a 
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Every piece of Iron City Ware installed is a 
standing advertisement for the plumber. Beauty 
of design and perfection in finish make every 
job one to which you can refer with pride. 


| Iron City Sanitary Mfg. Co., 
Pittsburg, Pa. 


PROTECTION 


Approved by the National Board 

of Fire Underwriters and Fac- 

tory Mutual Fire Insurance 
Companies. 


SIMMONS Fire Apparatus 


Pays for itself. By properly in- 
stalling any article shown in 
this advertisement, you can rez 
duce your insurance rates, 


JOSICO Approved Fire 
Extinguisher 
Constructed of heavy cold rolled 
copper and tested by hydros- 
tatic pressure to 700 Ibs. to 
square inch. Safe, reliable and 

always ready for use. 


SIMMONS Safety Fire 
Bucket Tank 


You will not have to depend up- 
on employees to keep this tank 
filled. Once filled always filled. 
Will not foul, freeze or evapor- 
ate. The solution is deadly to 
fire. 


SIMMONS Cotton Rubber 
Lined Fire Hose 


For mill yard, factory or ware- 
house, has the approval of the 
National Board of Fire Under- 
writers and the Factory Mutual 
Fire Insurance Co’s. Can be 
furnished in either double or 
single jacket. Best made, and 
the price is right. 


Catalogues, information and 
prices cheerfully sent upon ap- 
plication. 


JOHN 
SIMMONS CO. 


110 CENTER ST. 


New York 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEY 


Scene in Ogden Canyon, Utah, Where the Ogden Plumbers Entertained the Salt ia 


City Local Association 


USINESS is very good and the 
boys are all busy and are there- 
fore in a good humor. The re- 
cent convention of the National 
Association has been the means 
of bringing the boys closer to 

each other and it has done much good to 
have mingled with the members of the trade 
and to exchange ideas and views with those 
of our craft who were fortunate enough to 
be in attendance. Nothing but words of 
the highest praise have been heard on every 
hand and the letters we have received have 
indeed made us think it was worth while. 


Plans and specifications are out for the 
New Orpheum Theatre to be erected on 
West 2d South street. It will be one of the 
finest buildings of its kind west of Chicago. 


Plans and specifications are out for an 
addition to the L. D. S. Hospital and two 
hundred rooms will be added to the main 
building, making this one of the largest and 
best buildings of its kind in this inter- 
mountain West, being absolutely fire-proof 
and embodying all the latest improvements. 

Past President H. Green of Salt Lake 
City local took a flying trip to Helena, Mon- 
tana, to look after his interests in the con- 
tract for the plumbing and heating in the 
new hotel now in course of construction. 
This contract was awarded the Green Heat- 
ing Co. and calls for a good sum of money. 


The work on the new high school, the 
finest in the West, is progressing nicely and 
the firm of Davidson are getting busy with 
the preliminaries for the plumbing and 
heating. Our friend P. J. Moran is the 


; i : : 
Our Oraftsmen Preparing the “Feed.” 


The Big Incident i 


| 
general contractor, and Davidson & Har 
were successful in landing the contract | 
the plumbing and heating. The same fi 
are also going to do the University Bui) 
ing, ground for which has already bi 
broken. | 


Our friend Parley James “of the firm | 
James and Obray is establishing someth: 
that will be hard to break himself of a li? 
later. He has moved his family up in ' 
mountains in the Emigration Canyon, g0: 
on the car every evening and return} 
every morning. This takes him up 0} 
the old Mormon Trail and from the time: 
gets downtown in the mornings you wo! 
think he was traveling at the same ratel 
speed as the Pioneers did. He says: “C, 
but it’s certainly delightful and cool, (: 
hates to get up in the morning.” 


The genial president of the Salt L: 
City Master Plumbers’ Association, J) 
Rees, moved his family, ‘which is sma’ 
consisting of one daughter,’ to his sum! 


‘cottage at Silver Lake in the very heart! 


the pines. He came down for a day or) 
to look after some business. This was 
of his expressions: “Gee this is some }} 
Me for the cabin in the mountains on § 
other end of a fish-pole, leaving Roy SI: 
cer to take care of the business till IC 
weather gets cooler.” It is real interes: 
to those in the city to listen to the | 
stories and about the climbs up to the 8? 
banks close to his home, and we are alrs 
led to believe we can feel the cool bre’ 
and are caught smacking our lips as! 
word trout is mentioned. 


n the Picnic Given by! 


Ogden, Utah, Master Plumbers, August 24th 
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f Outings of Our Trade ith 


TH ANNUAL OU rING OF THE Although there was no set speech referring runs and three bagger, Jackson’s home run | 

) to the ladies, many expressions of praise hit and his pitching—he having thirteen | 
ERSEY CITY MASTER were said in their behalf and THr PLUMB- strikeouts to his record. Coppinger’s grez 

ERS’ TRADE JOURNAL representative, who was eatch in deep centre field in the last in- 

PLUMBERS, SEPT. 7TH. present, takes this opportunity to add his ning with two out and three on bases pos- 

HE 10th annual outing of the Jersey little mite in their praise. They were with-. sibly saved the game for the pill was 

City Master Plumbers’ Association out exception the prettiest, most captivating, labelled Home Run. Coppinger jumped as 
was held on Saturday, September 7, almost-make-you-leave-home gathering he the ball was going over his head, grabbed 
and from the point of attendance and ever met. it, stumbled, fell and turned a complete 
siasm shown was the most successful The breakfast over, the first thought was somersault without dropping the ball. He 
1eld. This association makes it a point the ball game between the master plumbers is now living (not playing) in Jersey City. 

The potato race resulted in wins for Mrs. 
D. Entwistle, Mrs. Wittleshire and Miss 
Collins, who received handsome hand mir- 
rors for their efforts. 

The shoe race for young girls was won 
by Helen Crosby. The prize was a doll. 

John T. Edge received a manicure set for 
his efforts in the 50-yard race. 

The 75-yard race resulted in a win for 
Paul Jones, and his reward was a set of 
nut crackers and picks. 

Dave Entwistle won the special race for 
the Inspectors of the Board of Health. The 
defeated ones are enjoying the box of cigars 
just the same. 

The race for salesmen resulted in a win 
for Ed Twiss, who also had the pleasure of 


RUUD 
Cottage Water Heater 


Made in two sizes’ 1% and 
2% gallons per minute ca- 
pacity. Equipped with 
double fuel control; no 


steaming—no injury. 


President Geo. Turner (Standing) Wm. J. Cross, Louis Maier, President Newark 
Association; M. T. Bluett, Past National President A. Selden Walker 
(at wheel), and Robt. Berla, at the Jersey City Outing 


vite the ladies to their outings and they and the salesmen. Many funny incidents 


nly took advantage of the opportunity were introduced into the game; for instance, 

with their husbands and sweethearts the home plate was an invitation for rest, 

1elp make the day one to be long re- for it resembled a well-used part of a bed; 

vered by those fortunate to be present. and the bases brought back to mind the Some of the Notables at the Jersey City 

» members and their friends assembled gone-by relief which they had imparted to Outing—A. E. Becker, President of the 

the Car Barns, where they boarded’ thirsty souls. The line up was as follows :— Jersey City Association; State Presi- 

lly epereered cars, which conveyed Diiherk Halestion dent Geo. Turner, Jos. A. Sprouls, 

to Struckler’s Lincoln Park, at Pater- Sy AES Hoe bdsy adie aa ae roy te ee eee Ovarian Treasurer W. J. Cross and Past Presi- 

N. Ji, where the day was to be spent. Crane ............ Cigets cot Meachien cae Boyd dent J. A. Joans 

» ride to the park was indeed enjoyed Mooney .......... Ai eneiis!ete\oisiatels.s Mullen won : : ; : 

was an unusually warm day and the ele RE es MRA Bcd : siedal oly oLetiert 6 erate distributing his cigars among his brother 

breeze was most welcome. Saroulae eee. ss... 5. Coppinger po eetien: k 

on the arrival at the grounds breakfast GC Goppinger ps Pa ee S ye ee eee aicare : The fat ee s oe was won by Sam 
; : BOM Posters waka 2 Dog taki vereecaletark ss 7rossma rho took as his ‘ize a pipe. 

served and at the conclusion, A. E. Carte Were ee te Rea eae Hardly Grossman, who took as his prize a pipé 


The ladies’ hat-box race was one of the 
Umpire, McElwin. Score, 8 to 3 in favor amusing races of the day. Each lady was 
of the Plumbers. compelled to carry two hat-boxes, one on 
There were many features connected with top of the other (holding only the lower) 
the game, namely, Maloney’s two home upon her head. Miss Florence Chandless 


RUUD 
Automatic Water Heater 


Standard for the modern 
American home. Made in 
four sizes 3 gallons to 8 gal- 
lons per minute capacity. 


opular Corner at the Jersey City 
Outing. Playing Seven Up with 
Five Cards 


y, president of the Jersey City Master 
perm Association, in a short address, 
med the ladies and invited guests. He 
upon George Turner, president of the 
Jersey State Association, to say a few 
’ to his brother plumbers and _ their 
3. 

Turner responded in a well delivered 
Ss, complimenting the members upon 
splendid organization and numbers. 
pve told how pleased he was to 
ith them and enjoy the good times. 


Complete descriptive liter- 
ature upon request, 


RUUD 
MFG.CO. 


PITTSBURG, PA. 


ALL LARGE CITIES 


Inspectors Munzing, Kelley (Chief), Entwistle and Maloney at the Jersey City Outing 
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The fitter with something to say—not merely 
talk, but actual facts, real advantages that he 
can show to his customers, stands head and 
shoulders above the rank and file and cops out 
the best jobs every time. Our book about 


Vapor-Vacuum Heating 


RO meg 7p) aescne 
Krieber W System 


gives you the facts in your hand—just as clear to your 
customer as to you. And in addition to this ammunition 
read J. M. Robb’sarticles on vapor heating running since 
August 15th, in the Plumbers’ Trade Journal. 


Every advantage brought out by Mr. Robb in these 
articles points mure directly to Vapor-Vacuum Heating, 
Kriebel System than to any other system in existence. 


When you handle Vapor-Vacuum Heating, Kriebel 
System, you've got fhe answer to every heating require- 
ment—you've got the architect and the owner both with 
you, and you've got the goods that will build a reputation 
for you in your neighborhood and bring home real 
money. 


Write us to-day for enough copies of our book to 
hand out to your best prospects. Do it now. . 


Vapor-Vacuum Heating Co. 
941 Drexel Building, Philadelphia, Pa. 
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A Bunch of Salesmen at the Jersey City Outing—Messrs. Mullen, Kieb, Reeves, 1 


je 


REY 


Humphreys, Smith, Moore, O’Brien, Boyd, Jollerson, Twiss and Goulard 


proved the winner and received a_ brass 
ink-well for her steadiness. 

The sack race was won by H. M. Schriefer, 
who selected a hand mirror. We are told 
that Mrs. Schriefer now is the owner of it. 

After many falls, the three-legged race 
was won by John T. Edge and George Good- 
rich, who were presented with a pipe holder 
and, tie holder, respectively. 

The 150-yard walk was won by Louis 
Dennert, who easily out-footed his rivals 
and won a beautiful cigar jar. 

An event not carded on the program was 
a special race between Jim Cochran and Joe 
Sprouls, which after a hard sprint, was 
won by Cochrane, making the score now 
stand two to one in favor of Sprouls. Coch- 
rane’s prize was the most important part of 
the lemonade (not a peach). 


All during the day and well into the 
evening dancing was enjoyed. 
The graceful and beautifully gowned 


ladies with their gallant escorts made an 
inspiring sight, when the grand march, led 
by State President Geo. Turner and Miss 
Marie Cavanaugh, was formed previous to 
the call for dinner. 

During the afternoon and evening the 
gathering was entertained by Pipers Keene 
and McEwan of the New Jersey Scotch 
Highlanders’ Pipe Band, who played many 
Scotch airs and also favored them with 
sword dances. 

The many representatives present donated 
prizes to be drawn for by the master 
plumbers, a list of which follows :— 


I X L Pump Mfg. Co., Philadelphia, Pa., 1 
air compressor and 1 anti-freezing com- 
bination. 

R. J. Letcher & Sons, Jersey City, N. J., 1 
20x 30 “EH. I.’% standard sink, O. PRP: 

Mayor-Lane Co., New York, 1 24x18 
O. P. lavatory. 

Richardson & Boynton Co., New York, 1 
“No. 1 Union’ heater. 

Handy Manufacturing  Co., 
Ccnn., 1 “No. 1’ stock and dies. 

Peerless Granite Co., Weehawken, N. J., 1 
4-ft. ‘Peerless’? cement tub, galvanized cover 
and legs. 

Thatcher Furnace Co., New York, 1 “No. 
28” laundry heater. 

Jersey City Supply Co., Jersey City, N. J., 
1 low down combination. 

Untereimer-Keating Oo., Jersey City, N. J., 
1 “No. 2 Vulcan” chain vise. 

New York Washer Works, 
1,000 ‘Victor’ bibb washers. 


Bridgeport, 


New York, 


General Plumbing Swpply Co., Jersey 
N. J.. 1 “J. EH.” pedestal and lavatory 

Colwell Lead Co., New York, 1 me 
cabinet. 

Marcy 8S. R. Co.) New Yorke) 
galvanized sink back and legs. 

Good Mfg. Co., New York City, 12-( 
derless copper floats. 

W. T. Baker, Jersey City seth. 
candles. | 

A. M. Crookston, New York, 1 g: 
torch. : 

Boynton Furnace Co., New York, | 
10” laundry stove with coil. | 

Alberene Stone Co., Jersey City, N, 
““Alberene” stone sink, “No. 142.” | 

Ronalds & Johnson Co., Brooklyn, | 
1 low down water-closet combination, 


In drawing for the prizes, the fol 
master plumbers were successful, ¢ 
the fact that their numbers came | 
the hat in time:— ; | 

(1) R. Entwistle, (2) A. Becke) 
Chris. Werner, (4) Malone, (5) 
Grossman, (6) J. J. Melvin, (7) | 
No. 28, (8) D. McKellop, (9) Tick 
46, (10) M. T. Bluett, (1) Dicket 1 
(12) F. R. Brick, (13) J. W. Crosby 
W..B. Jackson, (15) R. J. Coulson, ( 
Ewald, (17) Ticket No. 34, (18) Tick 
5, (19) Ticket No. 73, (20) John Ani 
(21) Hy. G. Behrer, (22) H. M. Sel 
(23) Ticket No. 60. 

The winners in the prizes for the 
were :— | 

(1) Ticket No. 2, (2) Ticket No. 
Mrs. Haag. 

The prize for the salesmen was ¥ 
John Haag of the Peerless Granite ( 

Among the guests present personal 
by THr PLUMBERS’ TRADE JOURNAL | 
sentative were :— 

A. Selden Walker, past national pre| 
George Turner, president New Jerse}: 
Association; John Haas, ee eal 
Boulevard Committee; John Haag, se 
of the Boulevard Committee; Louis! 
president of the Newark Association | 
Keilt of Jersey City, candidate fo) 
holder; E. Kelly, chief plumbing ini 
Jersey City; GC. Munzing, plumbing in) 
Jersey City; D. Entwistle, plumbi 
spector, Jersey City; W. Maloney, zl 
inspector, Jersey City ; Commissionel; 


| 

Sprouls, Jersey City. | 
Tue PLUMBERS’ TRADE JOURNAL! 
representat’ 


sentative also met the 

the following manufacturers and 

houses :— | 
William Griffith, IT X L Pump Mf) 

O. W. Gleason, Peerless Selling Co. | 

Cranford, Warden & Crawford; |» 

Mullen, F. N. 


Du Bois Co.; A. 4| 


O. W. Gleason, Miss Cavanaugh, Henry A. Cohendet, Miss Brace, State Prest 


N 


Turner, and W. J. Cross at the Jersey City Frolic 


BER 1ST, 1912 


nd Mrs. Pentland and Pipers Keene and McEwan at the Jersey City Outing 


States Radiator Co.; Geo. H. Reeves, 
Manufacturing Co.; E. R. Teller; 
ay Furnace Co.; G. W. Humphreys, R. 
her & Sons; E. Smith, Behrer & Co. 
Moore, W. T. Baker; Geo. O’Brien, 
iber & Co.; F. L. Boyd, R. J. Letcher 
; W. S. Jollerson, Alberene Stone Co. ; 
['wiss, Handy Mfg. Co.; W. S. Gou- 
—W. Heiland; Rob’t McGuire, Mayor- 
So.; Fred Ellis, Mayor-Lane Co.; 
Harder, Jr., Mayor-Lane Co.; Chas. 
Story & Stephens Co.; H. W. Fla- 
Richardson & Boynton Co.; C. A 
National Lead Co.; R. H. Doscher 
1 Furnace Co.; Mark Burr, Ronalds 
son Co., Brooklyn, N. Y.; W. Ben- 
idt, Ronalds & Johnson Co., New 
ity. 

. Otis, Peerless Granite Co.; Harry 
ner, Untereiner-Keating & Co.; J. A. 
. Untereiner-Keating & Co.; Asa 


= 


outings at these beautiful picnic grounds 
for some years, and every one simply revels 
in the enjoyment which they know is to be 
theirs before the day is spent. 

The early arrivals had the pleasure of 
assisting the committee in preparing the 
good things, which they were wont to enjoy. 

This association’s outings differ from 
others in that they supply their own wants 
in the line of refreshments. 

The way every one set to work to help, 
some putting up the tables and seats, others 
setting the tables, making coffee, husking 
the corn, slicing the meats, ete., made it 
indeed a happy outing. 

The members and guests enjoyed the dav 


rs of The Trenton Outing Committee, Messrs. Sisti, Cody, Bennett and Gregory 


on, W. H. Crookston & Bro.; B. F. 
y, Williamsburgh Plumbing Supply 
am Grossmann, General Plumbing 
Co.; Wm. Crawford, Occidental Co. ; 
okeney, Mayor-Lane Co.; John Haas, 
; Granite Co.; Jas. Hoog, Peerless 
Co.; E. Bloom, New York Washer 
A. L. Kelley, Colwell Lead Co.; L. 
is, Marey S. R. Co. 


=—_— poe 


TON, N. J., MASTER PLUMB- 
" ASSOCIATION, ANNUAL 
OUTING 


f annual outing of the Trenton, N. 
+ Master Plumbers’ Association was 
eld at Hutchinson’s Pond, on Tues- 
ptember 10, 1912, and the cares of 
} were forgotten for the day by the 
Ss and their guests. 

Association have been holding their 


renton Master 


in numerous ways. Some took a row on the 
stream, while others pitched quoits, played 
baseball and other sports. 

The annual baseball game between the 
plumbers and the salesmen resulted in favor 
of the plumbers by the score of 8 to 7, after 
a hot and interesting struggle. 

The salesmen started off as if they were 
going to bury their opponents, but the mas- 
terly pitching of John Gregpry and the first 
base play of Frank Fell (who had the base 
where he happened to be standing) was a 
check to their plans, and the plumbers finally 
nosed them out. The line up was as fol- 
lows :— 


Salesmen Plumbers 
Paul Jones.......... P ....Chas. Whitehead 
Gin, Lewilsischcccnn: Cr ed: Harry Greiner 
Ses ees Wb ayo k= 9 Ar Guin Ry Die ei pax) Gheretys Frank Fell 
Bill Weinacht....... ike rakes te ale John Gregory 
We uGdee. fol aess Be ora NNN ses siete Wm. Cody 
H. A. Emerson....... C ....Al. Schermerhorn 


Plumbersxand Friends at the Annual Outing, September 10th 
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Once Upon a Time 


there was a plumber who had two pockets in his 
shirt—one on one side and one on t’other. In one 
pocket he carried his money and in the other one 
of those dandy little 


Nye Pocket Vises 


and the vise didn’t take up very much more room 
than the money, for a plumber who uses Nye Tools 
always has money! 


Think of it! A pocket vise that’does the business! 


i ie ket Vise in your pocket and you have a tool that does as much real vise-ing 
as oe Aeris ae The raried are made from angle iron and the jaws are of selected 
tool steel, hardenedand tempered! Frc teenie por eat es 

T THE NOTION THAT THIS VISE IS . ) ! It’s areal tool, 
Aetpoia were and makes you laugh at the big bunglesome vises that haven't one-half the 
gimp the little one has! And the No. 1 weighs only 1% pounds. No. 2 weighs only a pound more. 
The No.1 costs $1.25;the No.2, $1.75. And either one is a heap for the money! Some fellows like ’em both. 


I’m Nye, the Die Man 


—_— 
——_ 


ay 


ANY 


h 


af 


You can’t tote around any other vise. Why not buy one of the kind you can carry? Have it 
with you always, even at the church sociable. The printer carries his rule. Let the plumber 
carry his vise. It’s almost as easy to keep on your person as a Union Card. And you'll find a lot 
of real handiness about it that will more than repay you forhaving two pockets in your shirt ! 


Try one. If you don’t like it, your money back. 


NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, IIl. 


THE TOOL YOU LONGED FOR 


N. M. GOMBINATION 
KEY WRENGH 


the best tool for plumbers ever invented 


for connecting up 


Bath Wastes 
Basin and Pedestal 


Basin Plugs 
Tank Spuds 


Closet Spuds 
Wash Tub and 
Enameled Sink Plugs Strainers 


Square openings in handle, three sizes 
for Curb Boxes and Plugs 


Send for Catalog 


National Mechanical Appliance Co. 
600-610 Kent Ave., Brooklyn, N. Y. 


a Salesman Tells You His 
Water Closet is the Best Ever, Ask 
Him What Kind of Floor Flange it Has 


No closet can be first class, high grade or even 
sanitary without a metal-to-metal connection 
to the soil pipe. 


Ask the Potteries, They Know 


COSGROVE—COSGROVE MFG. CO. Philadelphia 
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Saunders No. 5D 


(Capacity 1 to 6 inches) 
Improved Power and Hand 
Pipe-threading and Cutting Machine 
Simplest in construction, having as 
few removable parts as the work 
wiil admit of. Ample power is pro- 


vided to enable one man to thread 
or cut 6 inch pipe by hand. 


. SEND FOR CATALOG 


D. SAUNDERS’ SONS Yonkers, N. Y. 
| a 


= 


The Winning Master Plumbers’ Baseball Team at the Trenton Outing 


Salesmen Plumbers Cody, A. Schermerhorn, Daniel Sisti, 
C. H. Boeker........ STEWS degaetoats Dan Sisti Bennett, William Dickson, I. Rickart, ¥ 
pete PASAT ens ea ee Lee see James Bennett iam Wilkes, Robert Spencer, John 
as y O e as y O i iS a By Ga Wilson selena. 1B ost, Soe Wim. Dickson a ae es Frank Bates, 
Umpire—O. W. Gleason ornketh. * 


Score—8-7 favor of the Plumbers 


Many of the plumbers thought they could DOINGS OF MASSACHUS 4 
walk a straight line, but great was their MASTER PLUMBERS SEPT. 18 


It is so easy to make a profitable side line by 
selling the 


Automatic surprise when they removed the blindfold 
rdali don Thermostat and found how far they had strayed. How-. HE annual outing and fall meetin} 
Heat ever, there were some who could walk ‘ the Massachusetts Master Plunil| 
Regulator straight, and George Hornkitch received a Association was a signal sueces 
beer pump for his efforts and Chas. Ww. to the fact that the friendly inyitati 


Whitehead an anti-freezing closet, which all master plumbers outside the fold ; 


that you cannot afford to overlook our liberal offer 
were donated by the I X L Pump & Mfg. sent them in the following 1 
: 


to dealers. Properly installed, the Crandon will 
give such great satisfaction that other sales will be 
a direct result. So little labor is necessary to in- 
stall that the liberal dealer’s margin is practically 
all profit. You owe it to your self to write for 
booklet and terms. 


CRANDON MEG. CO. Crandon Bldg. 
Bellows Falls, Vt. . 


Co., Philadelphia, Pa. Dear Sirni— Boston, Sept. 10, 19) 
The officers of the association present The annual fall meeting and outing oi 
were William Dickson, president; C. W. Massachusetts State Association of M)) 


Vhi Porat a ca Plumbers will be held at Whalom 1} 
Whitehead, secretary, and Walter Margrum, Fitchburg, Mass. Wednesday, Septe) 
{ 


financial secretary. : 18th, at 10:30 A. M. 
The Committee on Arrangements, who so At a recent meeting of the State By 


"A Booklet About the 
“JANITOR THAT 


NEVER SLEEPS” 
Send for it today / 


: 


Steel Tanks for Compressed Air 
and Water Systems 


Every AIR-TIGHT ‘Tank is g :aranteed not 


to leak under pressure specified. 


tt 3 ey Sy £6 ‘ 
The Defeated Salesmen’s Baseball Team at the Trenton Frolic 


ably planned and arranged the outing was tive Committee, it was voted to in? 


d of Wm. F. hai . number of master plumbers not now 
Siac 5 Si eg d ree (ee J. bers of the organization, but who i} 
ennett, D. Sistl and J. Gregory, believed ought and could be interes!) 
Among those present met by Tur PLumsB- the work of the organization, to bi 
guests on this occasion. We therefo | 


The seams and heads are “brazed”, making 
the tank one solid piece of steel. 


© bs tJ : a r 
We have been building AIR-TIGHT tanks prs’ TRADE JOURNAL representative were:— fend to you a very cordial inyitatl, 
for 20 YEARS with w. F. Lodge, Haines, Jones & Cadbury attend this meeting and outing, ant? 
or -with never one returned. Co.; ©. W. Gleason, Peerless Selling Co.; ticipate in the discussion of the 1m! 
G. R. Lewis, International Heater Co.; F. matters coming before the meeting, of} 

Send for pri M. Brennan, Wolverine Brass Works; Will-  est_to all master plumbers of the stal 

orf prices iam Griffith, I X L Pump & Manufacturing We want you to meet the men wi 

Co.; C. L. Moore, Bridgmann Brass Co. ; giving of their time and efforts in t 


P. Jones, National Radiator Co.; J. H. Mun- _ terest of all and of the business thas 
der, Warren, Balderston & Co.; H. A. Emer-_ ports all, and we hope to gain your ue 
son, Boynton Furnace Co.; B. Weinacht, and labor in the work. We want esrl 
Walls-Owen-Stambach Co. ; Geo. Harris, War- all master plumbers to have the oppor! 
ren, Balderston Co.; Carl H. Boeker, Gurney which we expect to be afforded at this)! 
Heater Mfg. Co.; Frank Fell, Harry Greiner, ing, of meeting and knowing our 4’ 
Charles Whitehead, John Gregory, William President and Secretary, Messrs. a) 


Air-tight Steel Tank Co., 


Pittsburgh, Pa. 


UNUUUIUWUCUULUIUUUIOULAIUO UT 


CANNON UUTOAUA VTA 


u 


——_,- The PEERLESS 


PAS STEEL SINH BRACKETS 


ARE STRONGEST, NEATEST AND CHEAPEST 
PLAIN OR GALVANIZED 


The knock-down bracket that holds up. Packed 12 pair per box. Easy to hand‘e 
and best te use. Atleading jobbers. Write to us for full particulars. 


BERGER SPECIALTY CO. RICHMOND, VA. 


Plumbers, Steamfitters, Gasfitters & Tinsmiths Suppl e 


BLUE & QUERIPEL COMPANY, IN 


119 & 121 East 124th Street, N 


Si 


“Some Came in Autos.” F. E. Bond, Athol; H. 8. Bond, Hyannis (front 
Geo. W. Hallett, Osterville; C. F. Ostberg, Worcester, and Peter 
Gannon, South Framingham, at the Massachusetts Outing 


Telephone 1178-1779 Harlem 
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STEAM |t 
: 


“THIS BOILER 
REPRESENTS ah > 
THE MOST PER- ha ar 
FECT AND cea Sy 
POSITIVE CIR- 
CULATION I'VE 
EVER SEEN.” 


See eae Se 


Hes not the only one. There are thousands 
of heating men who are firm believers in Square- 
Pot Heating. 

Ask any of them. 

We leave it to these and the countless number 
of users of Square-Pot Boilers whether or not there 
has ever been an improvement in boiler construction 
to compare with that which we now manufacture. 


Square-Pot Boiler construction changes management to 
a pleasure. 
WHY NOT INVESTIGATE ? 


> FA\Z—A ISZeaR 
BrURNAce-coN 
eu? WO 


CHICAGO NEW YORK JERSEY CITY 


494 


WILHELMI and MODERN 


Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 


INTERIOR HEAVILY TINNED 
Guaranteed Against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO., Makers 


PATERSON, NEW JERSEY 


Long Life Greater Adjustment 


This WATSON adjustable roof flashing is made of 
heavy copper. It is practically indestructible. 


There are NO SEAMS and NO SOLDER at the roof 
line. You can set itin two minutes. When once set 
it STAYS PUT. 

Send for complete particulars 


Davis-Watson Mfg. Co., Inc. 


Nashua, New Hampshire 


The Fabian 


Patent 


Ball Cock 


Absolutely different 
from any other. 

Operates with gear 
motion, hence no 
noise. Few parts to 
wear and these in- 
stantly renewable. 
Positively the most 
powerful leverage. 


Patented Feb. 3, 1903 


Specify Fabian top or bottom. 
Supply ball tanks in flush tanks. 
Use themin repair work. Send for circulars. 


Fabian-Howard Co. 
2130 Germantown Ave - Philadelphia, Pa. 


THE WADE IRON SANITARY CO. 


PAT : Back Water Gate Valves, Cleanout House 


eu Drainage Fittings, Iron Catch Basins 
x Cast Iron Covers, etc. 
\ ay Send for catalog 
Ne 18 E. Harrison Street, Chicago, Ill. 


METAL BACK MEDICINE CABINETS _ 
FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 
cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to install. 

Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 
Eee glass Shelves. Beveled French Plate Glass 

irror, and Lock and Key. 


Price is right. Send for catalog. 


Frank H. Graf Mfg. Co. 
323 7th Ave. New York City 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON. INC., NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 


STRONG EFFICIENT 


FITS EVERY .SIZE PIPE 


FITALL HANGER STRAP 


ADJUSTABLE 


ECONOMICAL 


TWISTED WIRE AND STEEL CO. 
515-21 Greenwich St. New York 
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Fee and Charles F. Murphy, respectively, of 
New York City, both of whom we hope to 
entertain at this fall meeting. 

In addition to the business on hand, the 
committee have provided something in the 
way of entertainment, and also for the serv- 
ing of lunch at 1 P. M. : 

To reach Whalom Park, take electric cars 
at Fitchburg Depot, marked ‘“Whalom Park.” 

Trains leave Boston for Fitchburg, at 8:15 
A. M., 9:30 A. M., 11:00 A. M. 

The day promises to be a profitable and 
pleasant one, for all 
trust that you will be with us. Remember 
the date! Wednesday, September 18th. 

Yours very truly, 
JOHN J. VOGEL, JAMES S. CASSEDY, 
Secretary. President. 

P. S.— Kindly fill out the enclosed card 
and mail at once. 

Whalom Park, situated on the north shore 
of Whalom Lake, in the town of Lunenburg, 
and but a short distance from the city of 
Fitchburg, Massachusetts, was the Mecca of 
the delegates and guests to the annual fall 
meeting and outing of the Massuchusetts 
State Association of Master Plumbers, on 
Wednesday, September 18th. The park is 
a summer resort, most delightfully located 
and provided with every desirable facility, 
for the entertainment of visitors. It would 
be difficult indeed to select a more appro- 
priate spot for a gathering such as graced 
this haven-of-rest-and-recreation, on the 
occasion mentioned. 

Some of the officers and delegates arrived 
in Fitchburg on Tuesday evening, among 
others being State President James S, Cas- 
sedy of Cambridge and his able and faithful 
secretary, John J. Vogel of Boston. They 
were met and entertained by the local mas- 
ter plumbers, in right royal style. 

By Wednesday noon most of the delegates 
had arrived, many coming in their autos, 
and they proceeded to the park, trolleys 
being provided for those not otherwise 
equipped. The entire morning was devoted 


to an executive session of the State Execu- 
which is 


tive Committee, made up of the 


Vice-President P. A. Mahoney, Biddeford, 
and State President and Mrs. E. W. 
Goss, Lewiston, Maine's Repre- 
sentatives at the Massachu- 
setts Outing 


state officers, the meeting being held in 
the Whalom Inn. While the officers were 
working, the delegates and guests amused 
themselves by sight-seeing and social visi- 
tations, as well as with sports of various 
kinds. 

A bowling match was arranged between 
a team made up mostly of Lowell bowlers 
(experts, by the way), captained by for- 
mer State President R. J. Welch, and a 
picked-up team of ‘‘green-horns’”’ from every- 
where, captained by Peter M. Gannon of 
South Framingham. The teams were com- 
posed of the following :— 


Lowell Experts: R. J. Welch, E. T. Shaw, 
Wm. Farrell, James P. Meaney and John 
Welch. 

Green-Horns: Peter M. Gannon, F. E. 
Bond, F. P. Gilbert, H. S. Bond and John 
EK. Dugan. 


It is doubtful if bowling alleys were ever 
before so busy, every ball was in action, 
most continuously, and believe us, the pins 
went down—whenever hit—and though the 
game lasted but a short time, it was inter- 
esting from start to finish. True to their 
claim, the Lowell Experts walloped the 
Green-Horns, with a score of 521 to 486. 
We understand that the latter team will 
soon go into winter practice and that they 
promise an entirely different result when 
next the teams ¢lash. 

The baseball game was the star event of 
the sporting program. As usual, the con- 
testants were teams made up of master 
plumbers and salesmen. Contrary to Hoyle, 
these teams consisted of ten men each, but 
what matters such a trifling innovation, 
when all rules were cast to the ‘‘four-winds- 
of-heaven”’? Volunteers, without number, 


who attend, and we 


responded to the call, but the lucky Dlaye 
were selected, in this wise :— 


Master_Plumbers: John Welch, Wm, 
Farrell, F. E. Bond, F. P. Gilbert, 5. 
Bassett, P. A. Lang, C. F. Ostberg, 7 | 
Sullivan, James McMahon and B, T Sha 

Salesmen: Frederick J. Maher, ee 
Smith, James F. Meaney, Samuel E, Litt 
P. W. Whitmarsh, H. V. Jenna, D. 7 M 
cahy, E. S. Desmarais, J. Murphy and 
Gaffney. 


Some difficulty arose when the quest 
of umpire was suggested. Of course this 
to be expected; however, it was finally ; 
justed by agreeing to name two mag 
plumbers, as the fairest way of determini 
the question. Among the many aspira) 
for this honor, Messrs. C. J, Donohue a 
P. F. Welch were selected because of spec 
fitness. For like reason, H. §S. Bond y 
named as scorer. 

The game proceeded without delay, | 
master plumbers going to bat first. Ty 
soon observed that they were up against 
stiff proposition with R. P. Smith, { 
“Peerless” pitcher, delivering, with puzzlj 
uncertainty, his renowned New Mnela 
curves. But all hands soon got down 
business, and a most interesting game 
five innings was finally concluded with 
score of seven to five in favor of the mas 
plumbers. It was a contest of scie 
against science, every mother’s son engag 
being an artist in his specialty. Next to ; 
great interest and close attention of | 
many spectators, the real features of | 
contest were the batting of Sam Little g 
F, E. Bond and the sprinting of John We 
and KE. T. Shaw, and, of course, the cu 
pitching of Expert Smith. 

The next event, free to all comers, and 
which every one heartily participated, y 
the dinner, which was served in the spacii 
dining-room of the Whalom Inn, tags 
admission having been previously hani 
each delegate and guest. The order to 


A Bunch of Big Ones—C. W. Jenna, i 
ter of Ceremonies; Jas. 8. Cassed 
State President; J. W. Kennely, | 
BLa-State President; Thos. J. 
Ryan, Director, at the 
Massachusetts Outing 


seated, given at two o’clock, was obe! 
without a single remonstrance, and a ten| 
ing menu of clam broth, steamed clams, | 
meats, potatoes, corn, celery, ice-cream, cir 
coffee and other liquids and eatable del! 
cies, engaged the undisturbed attention) 
the diners for over an hour. The state | 
cers and distinguished guests were seate(! 
the head table, among the latter being S! 
President and Mrs. Eugene W. Goss) 
Lewiston, Maine; National State Vice-Pi! 
dent P. A. Mahoney of Biddeford, Me 
and John F. Bresnahan, inspector of plu} 
ing, of Fitchburg, Mass. C. W. Jenné! 
Fitchburg acted as master of ceremonies } 
saw that no one suffered for anything. 
the conclusion of the feast, which every’ 
pronounced an unusual treat, cigars 1! 
distributed. A most pleasant feature of} 
repast was the presence of a numbei< 
ladies who accompanied the delegates. | 
before rising, State President James 8. | 
sedy cordially invited all present to at’ 
the business meeting whien would con! 
in open session, immediately, in the he 

The meeting was promptly called 
President Cassedy at three o’clock, who! 
nounced the following appointments: i; 
geant-at-arms, P. A, Lang of Boston; " 
dential Committee, A. A. Thompson of ' 
ton, H. E. Jenison of Fitchburg and W! 
Hill of Marlboro. 1. 

State Secretary John J. Vogel of 4 
read the minutes of the last meeting | 
at Boston, which were duly approved. = 

A number of bills and_ communica! 
were read by the Secretary and dispose ‘ 
in the customary manner. A most inte? 
ing communication was read from 
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al President, expressing his and Sec- 
Charles F. Murphy’s regret at their 
y to be present, thanking the Asso- 
for the cordial invitation, and an- 
ng that National Director R. J. Welch 
ell, Mass., had been requested to rep- 
the National Office, in his stead. The 
nication was received with hearty 
se. 
ommunication from the Springfield 
Plumbers’ Association, advocated 
with a view to amending the present 
slumbing law, because in its opinion 
w had proven something of a farce 
\iled to meet expectations. On mo- 
1e matter was laid on the table for 
tion in executive session. 
Credential Committee reported that 
were 63 officers and delegates present 
ows :— 
ers: State President James S. Cas- 
Cambridge; State Secretary John J. 
Boston; State Treasurer O. 8S. Ken- 
Voreester; National State Vice-Presi- 
R. J. Welch, Lowell, and Director 
is J. Ryan, Springfield. 
list of delegates included :— 


1; Frank E. Bond, Frank J. 
nsel T. Ward. 
on: P. J. Sullivan, David Craig, A. A. 


Gorton 


son, John Vogel, W. J. Nason, Orren 
le, P. A. Lang, C. J. Murphy, Daniel 
ulsh, L. W. Stevens, C. J. Donohue, 
BE. Burke and J. J. Vogel. 

bridge: James Cassidy. 

ton: J. B. O'Toole. 

hampton: A. B. Hatch, Chas. C. 


/and James P. Ryan. 

hburg: C. W. Jenna, J. H. Sullivan, 
Whooley, H. BE. Jenison and P. J. Hart. 
ford: Andrew F. Curtin. 

iklin: H. W. Hosie. 

River: Nathan Miller. 

iner: John R. Carey. 

erhill: Carl A. Anderson. 

nnis: Herbert S. Bond. 

ell: Richard J. Welch, E. S. Desma- 
{. D. Carroll, F. E. Bassett, J. F. Mc- 
John J. Gaffney, Wm. F. Farrell, 
 T. Shaw, P. F. Welch, Charles E. 
st and John F. Welch. 


bers and Guests of the Massachusetts Master Plumbers’ Association Who Par- 
ticipated in the Annual Outing at Fitchburg 


minster; Frank R. Smith, Alger A. 
n. 

vrence: John F. Casey. 

rlboro: W. H. Hill. 

th Chelmsford: Thomas H. Murphy. 


erville: Granville W. Hallett. 

mer: §. W. Lyon, 

ith Framingham: Peter M. Gannon and 
s Sheldon. 

nerville: Edwin Connell. 

ringfield: T. J. Ryan, J. W. Kennely, 


vy. Lioyd, George Smith and Nelson O. 


reester; O. S. Kendall, F. P. 
Ostberg and J. C. Luby. 
itertown: D. F. Keefe. 


e report of the Credential 
adopted as read. 
e report of the Delegates to the Na- 
1 Convention was referred to executive 
Qn. , 

e advisability of dicontinuing the fall 
ing in the future and simply have one 
ing each year instead, with a two days’ 
ention, was discussed by P. J. Sullivan, 
Ryan and A. F. Curtin, but it was de- 
that the custom of two meetings be 
nued. 

motion a vote of thanks was extended 
Fitchburg members for the many cour- 
s shown the officers and delegates, to 
h sentiment President Cassedy asked 
orivilege of adding his personal thanks. 
this stage of the proceedings, C. W. 
a of Fitchburg, escorted ‘Mine Host,” 
- Hall of the Whalom Inn, to the room 
introduced him to the convention. 
ident Cassedy, in behalf of the Asso- 
on, kindly thanked Mr. Hall for the 
ner in which he had taken care of the 
‘ls of the meeting which had been en- 
ed to his care, and especially the excel- 
dinner served. 
‘esident Cassedy reminded the delegates 
ie honor which had been conferred upon 
ied State President R. J. Welch as a 
ctor of the National Association; also, 
the present meeting being honored by 


Gilbert, 


Committee 


the presence of State President E. 
and National State 


W. Goss 
Vice-President P. A. 
Mahoney of Maine. Notwithstanding the 
eries of “Speech! Speech!” from all quar- 
ters of the hall, modesty prevailed, and the 
distinguished officials simply smiled, the 
“smile that won’t come off.” 

T. J. Ryan of Springfield in an extended 
speech on loyalty to the Association, proved 
himself to be a second Demosthenes. He 
particularly addressed himself to those mas- 
ter plumbers who were without the ranks, 
and demonstrated why it was a duty on 
their part to affiliate, and aid their brothers 
to uplift the trade. 

Cc. W, Jenna discoursed on the question of 
estimating on work, and urged the need of 
including in estimates, all overhead charges 
and expenses of doing business. 

The effect of the various speeches had a 
good result on the non-members present, 
many having been invited to the meeting, 
and all but one filled out application blanks, 
informed by Secretary Vogel. 
the convention went into 
executive session, when all, save delegates 
and members, retired. It was well towards 
six o’clock when the convention adjourned 
sine-die and the gathering dispersed for 
their homes. 

It was the consensus of opinion 
fulfilled every expectation and the 
officers were gratified at the close attention 
and interest apparent throughout the pro- 
ceedings. Among the “Old War Horses,” 
who watched the events of the day with keen 
interest, was former National President 
David Craig of Boston. Everything was 
with the Association, even the weather, 
which, though cloudy, was not unpleasant. 

Among the representatives of the manu- 
facturers and dealers present were noticed 
the following :— 


James P. Meany, of F. W. Webb Mfg. Co., 
Boston; P. W. Whitmarsh, of Geo. E. Gil- 


so we are 
At four o’clock, 


that the 
meeting 


christ Co., Boston; Daniel T. O’Hayre, of 
James Barrett Mfg. Co., Boston; Frederick 
J. Maher, of Hercules Iron & Supply Co., 
Boston; Samuel E. Little, of Boston, Eastern 
representative of The Louis Lipp Company, 
Cincinnati, Ohio; Wm. D. Hesselton, Wor- 
cester, of Colwell Lead Co., New York City ; 
Raymond P. Smith, Springfield, N. E. man- 
ager for the Peerless Selling Co. of Evans- 
ville, Ind. 


For courtesies shown THE PLUMBERS’ 
TRADE JOURNAL representative, John E. Du- 
gan, we are more than grateful. 


SSS e420 


OUTING ECHOES 


J. RYAN and John W. 

I Springfield travel together like two 

ote twins, or two peas in a pod. You 
know, Brother’ Kennely is now chairman of 
the Board of Police Commissioners of his 
city, and it may be that Orator Ryan likes 
to have a companion of authority when he 
travels in strange cities. 


Kennely of 


We understand that R. P. Smith, New 
England manager for the Peerless Selling 
Co., of Evansville, Ind., blew into Fitchburg 
the night before the convention, just in time 
to set them up for the delegates who were 
early on the scene; a sort of ‘night cap,” 
as the Fitchburg boys had been busy with 
the entertainment game long before Ray- 
mond’s arrival. We know, however, that 
this Peerless fellow is some entertainer. 
Take it from us. 


Peter M. Gannon of South Framingham, 
in addition to running a successful plumbing 
establishment, also manages to handle an 
up-to-date bowling establishment, over his 
store. It surely looks like prosperity over 
Peter’s way. At the Fitchburg meeting 
Peter was captain of the Green-Horn team 
of bowlers, which came near winning. 
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Sanitary and 
Durable 


ue : - y5 
closet seats make “sanitary plumbing 
Wooden seats are€ 


Besides 


an actual reality. 


unsanitary and_ short-lived. 


absorbing foul odors, because of their porous nature, wooden seats are built 


up of glued sections, the crevices of which hold every kind of filth and ver- 


min. 


These crevices admit moisture, which finally rots the wood, loosens 


the glue and allows the seat to fall to pieces. 


J-M SANITOR SEATS 


have none of the failings of wood. 


Moulded of indurated fibre in one piece, by heavy hydraulic pressure, 


they are absolutely seamless and can secrete no dirt, 


J-M Sanitor Seats are finished in perfect imitation of oak, mahogany, 


and other woods. 


Write for Booklet, which tells all about complete equipments, styles, etc. 


H. W. JOHNS-MANVILLE CO., 


Manufacturers of Asbestos and 
Magnesia Products 


Detroit 
Indianapolis 
Kansas City 
Los Angeles 


Albany 
Baltimore 
Boston 
Buffalo 


Chicago 
Cincinnati 
Cleveland 
Dallas 


For Canada: -THE CANADIAN H. W. JOHNS-MANVILLE CO., LIMITED 


Toronto Montreal 


lighting circuit. 


ASBESTOS: 


You Can See For Yourself 
Why The DAYTON is the 
Only Successful Automatic 


ELECTRIC WATER LIFT 


The complete equipment is mounted on a sub- 
stantial cast iron frame, making a self-contained 
aud ready-to-install unit;no foundation.skidsor wall 
brackets being required. Can be run from any 


Asbestos Roofings, Packings 
Electrical Supplies, Ete. 


New York San Francisco 
Omaha Seattle 
Philadelphia St. Louis 
Pittsburgh Syracuse 


1262 


Louisville 
Milwaukee 
Minneapolis 
New Orleans 


Winnipeg, Vaneouver 


Mechanically and Electrically it 

conforms to the latest and best 

Engineering practice—hence the 

q Slow Speed Clutch-type 
Motor. 

q Flat Belt Drive. 

q Motor and Pressure 
Switch Mounted Above 
Pump, Safe from Damp 
Cellar Walls and Floors. 
q Galvanized Pressure Tank. 


The Dayton 
Pump and Mfg. Co. 


Dayton, Ohio 


Duplex Power Pumps, Deep 
Well Power Heads, Pneumutic 
Water Supply Systems 
Operated by 
Gasolene Engine, Electric 

Motor or Hand Power. 
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State President Cassedy makes a digni- 
fied presiding officer and demonstrates his 
knowledge of association details and parlia- 
is fortunate in having 
able, courte- 


mentary usages. He 
a John J. Vogel for secretary, 
ous and always on the job. 


Nathan Miller, of Nathan Miller & Sons, 
Ltd., Fall River, Mass., looks like one of the 


Damon Nathan Miller of Fall River and 
Pythias C. W. Jenna, Fitchburg, 
’wo of the Old Timers at the 
Massachusetts Outing 


prosperous 1 bers of the _ craft. We 
i he finds time to keep his 
9 sed, between jobs. hicaes 
little 
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pleasure now and then just for health’s sake. 


Sam Little, of The Louis Lipp Co., of Cin- 
cinnati, who by the way, hails from Bos- 
ton, is some baseball player. There’s a 
good position at an unmentionable salary 
awaiting him, in that lucrative field, when- 
ever he elects. You should see him bat and 
sprint, fairly jumping from base to base. 
Some player, we assure you, and a right 
good fellow. 


a_i 


WISCONSIN MASTER PLUMBERS 
ENJOY OUTING 


HE master plumbers of Menomonee, 

i Wis., set aside Thursday, August the 

18th, as the day for their annual pic- 
nic and this event was patronized by almost 
the entire aggregation of local plumbers and 
their friends of the vicinity. The picnickers 
were the guests of August Shoenoff, who met 
them at the railroad station and conducted 
them to the steamboat wharf, where a motor 
boat loaded with eatable good things had 
been provided to carry the members to Point 
Comfort. 

Athletic events and contests of various 
kinds had been arranged by a far-seeing 
committee and the weather greatly added to 
ne enjoyment of the entertainments. In a 
sientific game of horse shoe pitching, 
Thomas Bartingale of Eau Claire and Mr. 
MeQuillian of Chippewa Falls won top 
honors. The trophy for the 100-yard dash 
was won by Bert Bartingale, who certainly 


showed some bursts of speed. Mrs. Carl 
Shoenoff proved herself a star in the run- 
ning event for the ladies, outdistancing all 
ier rivals by a generous lead. 


No outing would be complete without the 
baseball game, so two picked teams chosen 
from the master plumbers of Eau Claire and 
Menomonee furnished a game which was 
exciting and well applauded. Star plays were 
Carl and Ernest Shoenoff distin- 
guished themselves as pitcher and catcher 
for the Menomonee aggregation, while Moe 
and Heideman took care of the battery de- 
partment from the Eau Claire crowd. Mr. 


frequent. 


Worth-While 
Story 


the highest 
are straight. 


radiator. 


water to pass to the Expansicn 


water is 


HIS little explanation of the 

BELKNAP GENERATOR is for 

the heating man who doesn’t 

know how it works. Read this 
and you will know just how it oper- 
ates. Read and in five minutes you will 
understand it perfectly. 

Look at the sectional drawing of the 
BELKNAP GENERATOR herewith— 
just a little explanation before we get 
to its working. 

The BELKNAP GENERATOR 
(guaranteed) has no iron parts to rust 
or corrode. It is positive and auto- 


There is no mercury column to be maintained—no pockets to hold sedi- 


matic. 
ment parts are so constructed as to be self-cleaning. 
The BELKNAP GENERATOR is only 5%” 


across, 2” wide and 6%” high. It 


is placed under the expansion tank with the end marked “top” about 30” above 
No cutting of pipes on 


Here’s How She Works 


The system being under pressure as the water expands, 
against Valve B holding it firmly on its seat. 
point sufficient to create a pressure of 10 pounds, Valve A opens and allows the 
Tank above it. 

As the temperature iowers the water in the system contracts and forms a vacuum 
in the radiators and allows the water to return which causes Valve B to open aided 
a by the static pressure of the expanded water above it, and thus the 
returned again to the system. 


The Belknap Manufacturing Co. 


angles to connect—all connections 


a pressure is created 
When the temperature rises to a 


Erhart started the hitting, making a home 
run, but the hotly contested game ended with 
a score of 1 to 0 in favor of the Menomonee 
team. 

As the hour had grown late, the picnickers 
were invited to partake of a magnificent 
dinner which had been prepared, after which 
the party went up the river in the motor 
boat where a visit to the Training School 
was much enjoyed. 

Among those present were :— 


Mr. and Mrs. McQuinnian and family of 
Chippewa Falls; Mr. and Mrs. Thomas Bar- 
tingale, Mr. and Mrs. Heideman, Mr. and 
Mrs. R. O. Bartingale and family, Mr. Moe 
and Miss Evelyn Moe, the Misses Croll and 
Mr. Erhart of Eau Claire; Miss Kruger, 
August, Carl, Ernest and Fred. Shoenoff 
and their families of Menomonee. 


CLEVELAND, OHIO, MASTER 
PLUMBERS CELEBRATE 


WO hundred members and guests of 

; the Cleveland Master Plumbers’ As- 

sociation met on August 20th at the 
headquarters in Cleveland, where the entire 
party embarked on trolley cars and visited 
Willow Beach, a resort of Cleveland, and a 
delightful picnic park. Each master plumber 
was accompanied by his family. The day 
was spent in various ways according to the 
desires of the members. 

The arrival at the grounds was the sig- 
nal for the beginning of all sorts of games, 
while those who did not care for such stren- 
uous activity spent their hours in chatting 
and renewing of friendships. .About noon 
everybody fell back upon the old reliable 
picnic lunch basket and it is said the 
showing made in this event was also very 
creditable. The restaurant was also well 
patronized. In the afternoon the ball game 
between the West Side and the East Side 
master plumbers was the star event. D. 
Roberts had his hands full as umpire and 
official score keeper during the ball game, 
as well as supervisor of the athletic events. 
In this exciting event the West Siders closed 
the game with a close score of 14 to 13. 

Eb. Ellen was voted a loving cup for the 


The BELKNAP GENERATOR (guaranteed) 


nickel plated,......there can be no rusting. 


knife edge bearing. 


for any foreign particles to lodge on this bearing. 
leetion of sediment remaining in the generator. 


without disturbing the piping. 


Our springs are made to the same specifica- 
tions as the United States government requires 
for their Pop Safety Valves which are used 
on all marine boilers and their accuracy and 


dependability are well known. 


They are Phosphor Bronze and non corro- 


sive and set so that no matter how many 
times they are compressed will always return 
to their original position. They are thor- 


oughly set and tested before leaving our fac- 


tory. 


There are only two simple working parts to 
the generator-clapper or seat and the spring, 
be subjected to 
more than one thirty second inch (1/32 in.) lift 


neither of which will ever 


You now have all the story briefly. For fur- 
“The Belknap 
It will prove 


ther facts send for our_ booklet, 

System of Hot Water Heating.” 

to you a new way to make more money. 
SEND FOR IT TODAY 


Specialty Dept. 


The seat and the valve stem being — 


cut on different angles eliminates any possibility of sticking as there is only a | 
This also makes the seat self cleaning there being no chance 


Bridgeport, Conn. 


TEW 
fine foot work exhibited, catching a bage. 
ball with his feet. The broad curves 9; 
Pitcher Knuth and the work behind the bai 
of Catcher Carroll were responsible for many 
seemingly cross-eyed plumbers in the game 
The prize of a box of 100 cigars went to thy 
winners, but in the same brotherly spin 
which is always exhibited among the trade 
they were divided with the vanquished. — 
George Seitz won the 100-yard dash iy 
fine time and was awarded the water heate 
donated by the Augmore Mfg. Co., of Cleye 
land. The prizes for all the different con 
tests were also donated by the Association 
A panic followed the announcement tha 
judges would be permitted to catch and kis 
the winners of the ladies’ foot race. Almos 
every plumber present wanted to be a judge 
The other kick came from the contestant 
who wanted to know ahead of time wh 
they would have to kiss so they would knoy 
whether to make the race worth while or not 
Mrs. John Schild won a mayonnaise se 
for the first place in this event, thi \ 
prize going to Miss Laura Prince 
photograph of the picnickers, A 
bouquet holder, prize for the race 
girls of twelve and _ sixteen yes 
awarded to the winner, Miss Irer 


A Jolly Quartette of Salesm 
Massachusetts Outing — P. 
Webb Mfg. Co.; R. P. Smith 
Selling Co.; Sam’l E. Little, Low 
Co.; Fred. J. Maher, Hercules 

Supply Co. 


HE BELKNAP), 


The Working Explained So. “Anyone 
Can Understand It : 


Its Construction 


is made entirely of steam metal— 


Further, there can be no col- 
The generator can be taken apart 
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e free-for-all men’s race and their case. The race for boys under 12 years was 
fs was a wild scramble. When the dust awarded to Vincent Pennote, the prize in 
ittle cleared away, George Kortz of the this instance being a catcher’s glove. 
sland Plumbers’ Supply Co. was ad- Dancing closed the program for the day 
>d winner. The prize was a glass fern and it was a late hour in the evening be- 
fore the members departed for their homes. 
ss Helen Carroll won the race for girls The outing committee consisted of Chairman 
r 21 years, and was awarded a jewelry Frank Manney, D. Carroll and E. BE. Hill. 
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) Manhattan Master Plumbers iter S 


Big Time Regardless of Incle- 


ment Weather, Sept. 25th 
2 SY 


HE annual 
: shore dinner 
and automo- 
bile outing of the 
Master Plumbers 
of the City of New 
York, Manhattan 
Branch, was held 
on Wednesday, 
September 25th, at 
Domenick’s Hotel 
and Gardens, 
Sheepshead Bay, 
Long Island, and 
from the point of 
humbers and en- 
thusiasm was a 
grand success. 
Notwithstanding 
the fact that at 
the time of depart- 
ure from the asso- 
ciation’s headquar- 
ters at the Terrace 
Garden, 58th street 
ri’g Sec’y Harry and Third avenue, 
lin of the Man- a heavy storm was 
tan Association raging, three hun- 
dred and fifty mem- 
and their friends boarded the sight- 
ig automobiles chartered for the occa- 
determined to have a good time at 
hazards, and to realize the pleasures 
are looked forward to at this event. 
vas not long before the high-powered 
wagons had completed the trip over 
Williamsburgh Bridge and_ through 
klyn’s residential section to the point 
lestination, where it was immediately 
rent to all that the Entertainment 
mittee had generously provided for the 
‘ort and amusement of the party. 
srr Domenick’s announcement that 
kfast was ready was quickly responded 
y the march to the dining hall, where 
were treated to a relishing breakfast. 
1e afternoon was enjoyed by the renewal 
ad acquaintances and the making of 
y new ones. Not in many a day have 
nany of the good old-timers, who have 
ight our craft up to its present high 
dard, been seen together in such a 
ly number. 
though the continued threatening 
ther tended to confine the gathering 
ors, the day was pleasantly spent in 


indoor games, many of the party having 
adjourned to the bowling alleys, where 
several close match games were contested. 
was in order for the reception of the guests, 

As evening drew nigh and the dining-room 
they proceeded to consume the sumptuous 
repast prepared for them, and which was 
thoroughly enjoyed. Meanwhile, a _ very 
fine orchestra entertained with many lively 
airs, and Mr. George Heim, the popular 
representative of the United Lead Co., whose 
fame as a sweet singer of sweet songs is 
known among the plumbing fraternity from 
coast to coast, rendered several beautiful 
ballads and it was not until he had answered 
several encores to ‘‘Where The River Shan- 
non Flows” and “My Hero” that George was 
permitted to pay any attention to the several 
broilers which Gason had laid aside for him. 

Tommy Robb also entertained a party in 
his motor boat during the day. 

The smile of satisfaction that follows 
the outcome of all successful competition 
was plainly visible upon the face of EH. J. 
Healy when he was accepting the congratu- 
lations of his friends upon his being awarded 
the contract for the plumbing in the new 
Biltmore Hotel about to be erected near 
the New Grand Central station. 

Our friend Ignatz Barth is some bowler. 
The way he made the spares and especially 
the balls disappear was well worth seeing. 

James TT. Cavanaugh of Brooklyn, a 
prominent contractor, motored down to the 
outing and met many of his friends. 

Geo. W. Heiland was the same old George, 
doing all he could to make things hum. 

The old guard was well represented in 
Michael Hughes, William Young, Frank 
Reynolds, Cuno Muller and Philip E, Brady. 
These young men are known to all the mem- 
bers and no gathering would be complete 
without them, 

Bart Donohoe was always on the lookout 
to help make every one happy and his 
genial smile worked wonders. 

Jim Gribble’s, president of the Harlem 
Supply Co. of New York City, attendance 
at all outings seems to be indispensable. 
His winning ways and smiling countenance 
are always with him 

It takes more than damp weather or the 
combined efforts of Jupiter Pluvius and 
Mars or “the very old Hecht” himself to 
completely smother the happy spirits of a 
New York master plumber. Consequently 


ree Presidents—Local President Bart F. Donohoe, National President Frank J. Fee 


and New York State President Frank B. Lasette 


A 


“American Seal” 
“American. Seal” Plumbers’ White Lead and White Putty 


‘American Seal” 
“American Seal” 


NO QUESTION 


about any of these. They are O. K. 


Graphite Steam Joint Cement 


Asbestos Furnace Cement 


Boiler and Furnace Front Paints 


reputation based on years. of first-class service. 


WRITE TODAY FOR CIRCULARS 


THE WM. CONNORS PAINT MFG. 


ok eh mes 
ae Pee at 


Now IS THE TIME to get after that unsatisfactory 


heating system. 

Tell us your troubles and we will advise you how to overcome them. 

In most cases an ‘*ECONOMY” AUTOMATIC CONDENSATION PUMP 
AND RECEIVER is all that is required. 

These outfits consist of an expansion tank, an automatic switch and a centri- 
fugal pump automatically operated by an electric motor. 

They stimulate circulation by drawing condensation through the system, 
venting the air and returning the water to the boilers at high temperature. 

They eliminate snapping and cracking in the radiators and pipes. 

They are astimulant and governor to the entire system and a great saver 


of fuel. 

Being automatic they require no attention 
other than an occasional oiling. 

The operation is equally satisfactory on 
either high or low pressure systems. 


MANUFACTURED BY 


THOMAS & SMITH, Inc. 


116-118 N. Carpenter St. 
CHICAGO 


Tel. Monroe 5941-5942 
ALSO MANUFACTURERS OF 


The 
“ECONOMY” line of 


Auto natic Electric Water Systems—Automatic Electric Bilge Pumps— 
Automatic Electric Duplex Bilge Pumps—Automatic Steam Driven 
Bilge Pumps—Automatic Cellar Drainers—Automatic Sewage Ejec- 
tors—Automatic Condensation Pumps and Receivers—Single and 
Multi-Stage Centrifugal Pumps—Triplex P:unger Pumps—Deep Well 
Working Heads—Hot Air Pumping Engines—Dry Pump Chamber 
Sewage Ejectors—‘‘ACME” Air Washers —Purifiers—Cooling Appara- 

tus Humidifying Devices. 
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E. J. Irving and Frank Silkman Display 
the “Smile-That-Won't-Come-Off” at 
the Manhattan Outing for THE 
PLUMBERS’ TRADE JOURNAL 


Camera 
all during the early wet afternoon every 
sort of indoor enjoyment was indulged in, 


until later when the sun broke forth, out- 
door amusements became the order. 

Fishing parties were on tap as soon as 
the weather cleared while the rattle of chips 
showed several congenial poker, pinochle and 
old maid parties having the time of their 
lives in the drier interior of the hotel. 

The Jefferson Yacht Club contributed a 
full representation of their submarine and 
aquatic sanitary membership, consisting of 
Charlie Murphy, Ed. Brady, Jim Kelly, 
Frank Fee, Bart Donohoe, Tom McCaul, and 
J. J. Falihee. These congenial collaborators 
of Father Neptune and worthy exponents of 
the masterful art of plumbing met their 
many friends and as all yachtsmen should, 
showed a decided preference for water even 
if it was on the side. 

During the afternoon, J. Fred. Griffin, 
Jr., assisted by his Chief, von Gerichten, 
gave samples of deep sea diving from one 
of the summer houses on the bank, while 
Dad Griffin acknowledged that American 
plumbing—particularly as his own firm in- 
stalled it—put it all over the English styles. 

John Boyd, who is known among his 
friends as ‘“anotherdamscotchman” explained 
how he expected to visit his old chum 
“Andy” Carnegie on the other side late in 
the fall, and hoped to be accompanied by 
the fighting chieftain, Jack Hannegan. 


Alex J. Brown, Executive Olerk of the 
Manhattan Association, Who Was 
Right on the Job 
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Philip Hich of the Galveston German vil- 
lage, brought along his brother from the 
Bronx to keep Jere Murphy from playing 
any tricks on him. Phil organized an ex- 
pedition for a visit to Phiel’s brewery, and 
it is said on good authority that he was 
the life of the party, more noticeably after 
the trip. 

One of the amusing features showing the 
ready repartee of the average master 
plumber happened while the assemblage 
was awaiting They 


service for luncheon. 


of the natural sort, kept them in the best 
of humor. 

Tur PLuMBERS’ TRADE JOURNAL’S repre- 
sentative was delighted to meet with the 
popular ex-president of the National Asso- 
ciation of Master Plumbers, Al Hill. Mr. 
Hill has been relieved of over sixty pounds 
of meat and bone through the solicitations 
and expert efforts of a small army of sur- 
geons during the past three years. Begin- 
ning with boils on the neck down to appen- 
dicitis he has run the gamut of human ail- 


Paul Euell, Jere L. Murphy, Jas. 8. Cully, J. J. Gleason of Baker, Oregon; Geo. W. 


Simmons and D. V. Mahoney, 


All Wide-a-wake Hustlers, as 


They Appeared at the Manhattan Function 


I. J. Barth, Hugh M. Taylor, Geo. W. Heiland, Frank Reynolds, Michael Hughes, Wm. 
Young I, and Cuno Muller, the Latter Four Being Real Old Timers 
Who Enjoyed 


the Day at 


Sheepshead Bay 


A Happy Crowd of Trade Representatives and Master Plumbers at the Manhattan 
Outing, Sheepshead Bay, N. Y. 


were growing impatient and Frank Lasette 
strolling up and down between the tables 
remarked, loud enough to be overheard by 
a number, “Have you seen the kitchen?’ 
From off in the corner came back a deep 
chested reply: “Hell, we can’t eat the 
kitchen.” 

It was indeed a muddy bunch that first 
reached the scene of action in the early 
morning. Julius Berliner of the downtown 
district was’mistaken for the mud guard of 
the fourth car. They had to scrape the 
dirt from him with a shave hook. His 
friends from the Water Department, Joe 
Lewis and Bob Nichol were not much bet- 
ter off, but an abundance of cheerful spirits 


ments, but happily he is now rapidly re- 
gaining his wonted vigor and health. He 
is one of the young and popular members 
of the Manhattan Association. 

Sandy McPherson Boyd was very enter- 
taining in his arguments for the success of 
the Bull Moose candidate, but with all his 
eloquence he could not convince such dyed 
in the wool partisans as Al Hill and Arthur 
Gaynor, that there was a chance for his man. 

Cuno Muller showed none of the effects 
of the change from the New Jersey to the 
Long Island pests (mosquitos). 

Geo. W. Simmons found time to drop in 
upon the bunch and tell them how different 
they looked from the Woolworth Building. 


Like a chicken with his head off was ‘kal 
Crookston. The elements had him for one 
but Asa made up for the loss of hig camer, 
by redeeming his ticket at the expense 9 
the other six. | 

Alec Brown was told so many times wha 
a good old soul he was that he was almo; 
upon the point of calling for the waite 
but some one continued the song and ; 
was all off. Nevertheless he is the best ho; 
ever, ask his friends. 

| 


The representatives met by the reporters ( 
Tur PLUMBERS’ TRADE JOURNAL were: 

BH. J. Irving—F. N. Du Bois & Co.; Arthy 
M. Crane—The New York Continental Jewe 
Filtration Co.; Louis Wheelwright an 
Cc. E. Wheelwright—Louis Wheelwright 
Bro.; P. C. Sullivan—Nason Mfg. y 
Read—Thatcher Furnace Co.; Per 
rath—The Electrical Repair Co.; Geo. Twah 
—Colwell Lead Co.; George Taylor—Mm 
Mann & Taylor; Frank Silkman—Fords Ter; 
Cotta & Pottery Works; Sam’l L. Greason- 
Greason Manufacturing Co.; Wm. Griffith- 
IXL Pump & Mfg. Co.; Jas. Gribble—T} 
Harlem Supply Co.; W. A. Crotty, ] 
Block, J. Levy, Jerre Donohue, F, | 
Crotty and Wm. Henderson—Central Fou 
dry Co.; George Heim—United Lead Co 
BE. A. July and W. I. Parker—Loomis-Mai 
ning Filter Co.; John Granson and Tho 
Robb—Ronalds & Johnson Co.; Billy Bapst. 
Trenton Potteries Co.; Fred J. Reilly—Bei| 
& Reilly Co.; John Maire—Pierce, Butler 
Pierce Mfg. Co.; Chas. Chamberlain: 
American Radiator Co.; E. Florsheim a 
A. J. Bebarfald—United Plumbers’ Supp 
Co.; S. C. Mark—S. C. Mark Co; E. | 
Cokefair—E. N. Cokefair; Geo. W. Heila) 
—Geo. W. Heiland; T. Cowan—Diamo) 
Extension Bolt Co.; H. Stevens—Hinsdal 
Meyer Co.; J. W. Long—Crane Filter ( 
WwW. B. Carter—John A. Murray & Co.; M 
Loughlin & Donovan; J. J. Coleman—Jo) 
Simmons Co.; C. Z. Briggs—H. P. Re 
Lead Works; Asa Crookston and Howa 
Crookston—W. H. Crookston & Bro.; G. ! 
Busch—Glauber Brass Co.; A. C. Tiedemé 


J. A. Long and J. HE. Titzall—J2 i. Mi 
Tron Works, and H. BH. Milliken—McMa 
& Taylor. } 


Some of the prominent men of the tra 
present and well known to all memb 
of the Manhattan Association were: 
tional President Frank J. Fee of New Yo! 
Past National President T. A. Hill of N) 
York, Frank B. Lasette (president of |: 
New York State Association of Mas’ 
Plumbers), T. H. Stevens of the Departmii 
of Education, Alderman T. T. MeCaul. | 

The members and guests of the Manh- 
tan Association met by the representati’ 
of THE PLuMBpRS’ TRADE JOURNAL We: 
B. F. Donohoe, president; Harry Hem, 
secretary; Thomas F. McCall; F. Cra| 
John J. Dowling, Paul Buell, Philip Hi, 


John S. Hanson, J. F. Barry, Wm. | 
Schickel, George H. Creasy, Patrick | 
Kenny, William A. Haase, W. J. Pal, 


Nicholas P. Lorenzo, F. E. Martin, Willi? 
Thompson, John Smith, Thomas J. Ct: 


mings, Charles Hensley, Edward J. Bra’ 
Henry A. Newman, 
Canavan, 


Jit 
David Deig) 


Muller, 
Merde 


Cuno 
Holtze, 


John Boyd, Local President Bart! 
Donohoe and James F. Griffin, Ti 
Prominent Manhattanites a the 
Outing | 
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1k Silkman, John S. Hanlon, “Georgie’ Heim (standing), G. W. Klute, E. J. Irving 
and M. J. Conklin, a Happy Sextette at the Sheepshead Affair 


V. Rod, B. A. Buge, J. F. Griffin, Thomas 
‘iomey, E. W. Crosby, John A. Sharp, 
. P. Gunn, Ignatz J. Barth, Bernhard 
3uge, Jere L. Murphy, E. N. Cokefair, 
1k B. Lasette, Thomas F. McLaughlin, 
G. Cornell, Francis McNamara, lL. Fre- 
aum, John J. WHannegan, Isaac J. 
wn, Patrick F. Kenny,-Hugh M. Taylor, 
3chwertz, James P. Knight, E. J. Mc- 
2, William J. Conklin, A. G. Chamber- 

William H. Bingham, S. C. Mark, 
1k Reynolds, Milton Schnaier, C. Ca- 
_F. Mescia, Michael Hughes, Herman 


A. Crotty, F. P. Crotty and W. Henderson, the Central Foundry Co., New York 
City, Representatives at the Frolic of the Manhattan Association 


skult, John J. Herrington, Pasquale Lau- 
John J. Delehanty, Arthur S. Gaynor, J. 
cho, G. Dillon, M. Florsheim, M. J. 
[are, G. S. Knapp, Morris Jarcho, P. 
Elrath, James Smith, August Hansen, 
ijjamin F. Vineberg, H. Gottlieb, Isidor 
lack, John C. O’Neill, J. Reuchan, L. G. 
ach, Jere J. Delany, Alfred E. Jackson, 
ius Mucke, E. Glackmann, James S. 
Wlor, Frank J. Began, William Young, 
in P, Blair, F. S. Schumann, Louis 
eschen, J. Berliner, H. V. Swalm, Frank 
Fee, F. Schwarz, Virgin S. Rittenhouse, 


Harry Stephenson, J. S. Jasper, John Boyd, 
T. A. Hill, J. Levy, P. F. Kinney, Joseph 
D. Duffy, John Smith, Jonas A. Rossman, 
Harry Hemlin, Herbert A. Smith, Ralph B. 
Schmidt, J. Abrams, Philip E. Brady, John 
R. Hopkins, G. V. Ellis and I. Goldberg, 
Joe Lewis and Robt. Nichol, Department of 
Water Supply. 

The committee who so ably looked after 
the arrangements for the outing was com- 
posed of Frank B. Lasette (chairman), 


Frank J. Fee, Thomas P. McLoughlin, T. A. 
Hill, Thomas J. Cummins, Charles Mur- 


= 


phy, Isaac J. Brown, Jacob Jarcho, David 
Deigan and Louis Moeschen, and they cer- 
tainly saw to it that no one was neglected. 

The officers of the Association are: B. T. 
Donohoe, president; Thomas S. Cochrane, 
vice-president; T. J. Cummins, treasurer; 
Harry Hemlin, secretary; Thomas P. Mc- 
Loughlin, financial secretary; Philip Eich, 
sergeant-at-arms, and J. Jarcho, marshal. 

The Executive Board is composed of: 
Charles Murphy (chairman), T. A. Hill, John 
Renehan, Jere L. Murphy and Isaac J. 
Brown, all energetic and able workers. 


ft to Right—J. McConologue, John Boyd, I. J. Barth, John Reed, Cuno Muller, 


8S. 0. Wilson, Ex-National President T. A. Hill and Arthur Gaynor, 


i] 


Selling Water Systems 


means more than mere talk—the reliability of 
the manufacturer must back up your ownefforts. 


@ The satisfaction in selling a good 


article, coupled with first-class workmanship, will mean 
for you a permanent and profitable business. 


@ It isn’t necessary to be the lowest 


bidder if you are selling complete 


> 


@ Tanks that are rust-proof (coated) 
inside, leak-proof (tested with air), and pumping machinery 
that is built to last, are strong arguments for #ade outfits. 


@ Large stocks are carried at both 


Owego, N. Y. and Decatur, Ill. Prompt, efficient service. 


@ Don’t buy another complete outfit, 
pump, tank or engine, without getting a net price from us. 
It’s to your advantage to write us. 


Manufacturers 


Decatur, Illinois and Owego, N. Y. 


New York City Office, 15 William Street. Chicago Office, Monadnock Block 
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nections at a price so ridiculously low that it is obvious that the job will split eye 
or as in a majority of cases come out on the deficit side of the ledger. Mee 
for the foregoing can be laid at no particular door but surely the mistake ought 
prove a lesson after several recurrences. But no, the practice still goes on until 
ditions assume the aspect, as one of the leading plumbers remarked, “Prices all a 
to smash.” Some of the craft in that city absolutely refuse to touch the work excey 
on time and material or at their own price. Elsewhere in this issue is cited a cas 
where the owner uses one firm’s price as a club on the other until so little rofit | 
made that it hardly justifies the taking out of the permit, much less touching ¢} 
job. Cave-ins, weak walls, broken mains, accidents and other items can easily wi 


out a reasonable allowance and no man can figure closely on a job under group 


which he cannot see. 


Here’s a chance for some good hard thinking. 
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Loyalty of a Master Plumber to his Craft 

OYALTY is a much abused word. In its best sense it is a religion. The 

individual welfare of the master plumber depends upon his loyalty to his 

local organization. It implies loyalty to his city and state, for we are all 

dependent one upon the other. The man who is loyal, in the broad sense, 

is constructive and not destructive. He considers the welfare of others equally with 

his own. He is ambitious without being greedy. A little story will illustrate one 
of the many points: 

A young fellow somewhat under the influence of liquor stepped up to a saloon 
bar one night and loudly announced that he could “whip any man in the house.” 
Not receiving any response, he ordered and drank another glass of liquor and bel- 
lowed out the information that he could “whip any man in the state.’ The silence 
lent him even more courage than the liquor, for his next boast was that he could 
“whip any man in the United States.” At that moment a little two by four brake- 
man waltzed up, planted a fist in his face and sent him to dreamland. In a few 
moments he revived, quite a sober man, with one hand gently nursing his jaw, he said 
very mildly: “Boys, I’m afraid I got in bad trying to annex too blamed much 
territory!” 

That applies to some of our plumbers and opens the way for an argument in 
favor of business education at the hands of associations. 


oo 
A Public-Spirited Movement 
O BETTER way could have been adopted to draw attention of the public 
to the hygienic value of the modern drinking fountain than the means 
recently devised by the Master Plumbers’ Association of Syracuse, N. Y. 
With all the agitation in the interests of humanity for the protection of 
health it remained for this alert organization to set a precedent which it is hoped 
will be fostered and promulgated by similar bodies throughout the country. Carrying 
out the dictum of the old axiom “Practice What You Preach” the Syracuse crafts- 
men installed and presented to their city a number of high grade sanitary bubbling 
drinking fountains. These innovations were received with rejoicing by the city 
fathers who saw in them the elimination of disease and illness formerly distributed 
by the common drinking cup. The Health Board have also noted the popularity 
of the device and will recommend the same practice elsewhere. Skeptics who doubt 
the usefulness of such fixtures should see these on a torrid day when dozens of 
thirsty individuals stand grouped around the fountain awaiting their turn to enjoy 
a draught of cold fresh water. A few demonstrations of this character will do more 
to educate the people than all the books ever printed. Who will be the next? 


a 
An Unfortunate Condition 
EH DO NOT believe any of our craft would purposely undertake the consum- 
mation of any contract if he thought he could not make a profit but the 
opening of the new sewerage system of Baltimore, Md., has presented a 
problem which nearly approaches this situation. Just now when opportunity 


exists for the plumbers of the Monumental City to enjoy a period of profitable 
industry, comes the complaint that many contract for the installation of sewer con- 


UST look at this happy unrestrained 
trio and we leave it to our readers 

to guess what a good time was in store 
on the occasion these picture were 
taken. You see it was like this: George 
Salzman, that jovial secretary of the 
DD! Shs sHamill.Co; cof -buttalojgen. Ye, 
decided that he needed a change of air 
and a rest and hit upon a plan to take 


ox Ss 


Geo. Salzman, Buffalo, N. Y.; H. J. Klebes, Erie, Pa., and Geo. G. Dyer, Trenton, N 
Enjoy an Outing in Mr. Salzman’s Benzine Chariot ’ 


a motor trip. He cast about him for 
companions and spotted H. J. Klebes, 
president of the West End Plumbing 
Co., Hrie, Pa., and Geo. G. Dyer, middle 
west representative of the Potteries 
Selling Co., who happened to be in 
Buffalo on business. 

It was but a minute before the three 
togged out in regulation auto duds were 
seated in Mr. Salzman’s new “Marion” 
petrol wagon and soon were traveling 
toward 1913 at a speed not exceeding 
50 or 60 miles an hour. Tire troubles 
and business cares were forgotten for the 
time being and Mr. Salzman soon had 
his guests at a point where an excellent 
view of the falls was obtained. With so 


So 


much water before them, they lined up 
against the bar (we mean the railing) 
while the photographer got busy with the 
accompanying results. Geo. Dyer came 
near walking home when he innocently 
asked, “What little stream is that, that 
is kicking up the fuss.” If Geo. wants 
to stand ace-high with the Buffalo and 
Niagara trade, he’ll have to stop kickin’ 
the scenery aroun’, and recognize aqua 
when he meets it face to face. 


Ae 


Negotiating a Grade. Geo. Salzman Whizzed re 
Up Hill and Down Dale Until the Trip Resembled a Racer Dip — 


HE editorial department of T; 
PrumsBers’ TRADE JOURNAL recent 
had the pleasure of a call from Mr. , 


Vowinkel, president of the A. Yor 


daughter, Miss Clara M. Vow 
Mr. Vowinkel is on his wa 


a 
R. F. H. MOORS, former! 
nected with the 

Heater Co. of Utica, N. Y., 
charge of the McCrum-Ho 
New York, now in the | 
receivers. 
He recently stated to ar 
of Tue Prumpers’ Trape Jot 
AND Hot WATER Fitters’ R) 
reorganization of the comps 
with the creditors’ comm 
as fast as possible will 
necessary to take the asse' 


Sz 


ests, H. J. Klebe and Geo. H. D! 


His Gu 


company’ out of the courts. The 0! 
under which business is to be condu 
has not been decided nor have the offi! 
and directors been selected. It is” 
pected that the entire transfer willb 
completed before November first. — 

Mr. Moore is one of the most abl 
in the trade and with the complete / 
of high-class goods which has been 3 
under the old firm name, will und 
edly place the reorganized company 
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position it should occupy. He has a 
un’s job” ahead of him, but he is 
hout question the right man in the 
it place. 


‘HE Prumepers’ TRADE JOURNAL repre- 

sentative broke into the quiet medi- 
ons of genial George E. Heim, alias 
ttle George,” a few days ago, as he 
. wending his way through Albany’s 
iness district. “Little George,” as 
ry one knows (if not, he will find a 
, to inform them), is the representa- 
of the United Lead Co., of New York, 
has a mania for dispensing lead rope 
nd other things—and, we have it on 
ellent authority, that he succeeded in 
oading enough rope on the recent 
, to fence in the entire Capital City 
| provide as well a respectable roof. 
last accounts, he was laying plans to 
sarest the authorities in a proposition 
fence in the parks, to prevent the 
9s leaving in the fall. Leave it to 
rge, he of “the blossom” and melo- 
us voice. 


R. HOWARD E. GATHS, for the 
past ten years secretary and sales 
nager of the McCrum-Howell Co., of 
vy York, has tendered his resignation 
take effect October first, soon after 
ich he will engage in the supply busi- 
s on his own account. In doing this 
will satisfy a long cherished ambition. 
Gates was for a number of years 


loward E. Gates, New York City 


w York manager of the Gurney Heater 
_ and has a host of close friends and 
arge acquaintance in the heating and 
imbing field. His business ability and 
lial personality have made him one 
the best known men in the trade. 
& PLUMBERS’ TRADE JOURNAL extends 
Mr. Gates and his associates its best 
shes in the new venture and knowing 
n as we do, have no doubt as to the 
2cess of the new company. 


»ILLY has made a change—not the 

Billy of “When I Walk” fame but 
iin W. H. Fifield, who was formerly 
th the Peerless Selling Co., Evansville, 
1. The activities of this energetic 
esman have made for him many 
ends. Billy immediately takes up his 
w duties as New England representa- 
e for the Knott Mfg. Co., Fort Wayne, 
liana, 


EE B. METTLER, Kansas City 
‘ manager of the Pittsburgh Water 
ater Company, was recently presented 
th a handsome gold watch-fob by the 


© 


Rotary Club of Kansas City, in recogni- 
tion of his services as its first president 
during 1910 and chief organizer. 

The fob charm is a gold medallion, the 
club’s emblem wrought on its face, fin- 
ished in green and red enamel and set 
with a ruby. The back is suitably in- 
scribed. Mr. Mettler is also a member 
of the executive committee of the Na- 
tional Rotary Club, and other clubs. 


ERRMANN, not the magician, as 
the introduction on the card di- 
rects, but B. H. Herrmann of the sales 
force of the United Brass Mfg. Co., has 
surrendered his New England territory 
to James Fitzgerald, formerly of the 


B. H. Herrmann, Not the Magician, New 


; York City 
Atlas Brass Mfg. Co., and has taken 
over the whole of New Jersey state. The 
aggressive representation which Mr. 
Herrmann has given the famous United 
goods in his former stamping ground 
will in all probability be duplicated in 
the haunts of the “skeeter.” To dis- 
tinguish B. H. from his little brother 
S. G. the United States statistics have 
them down as the “Big Great” and the 
“Small Great.” Under tutoring of his 
masterful brother, S. G. Herrmann has 
graduated into a United salesman De 
Luxe and takes care of the trade in 


S. G. Herrmann, Staten and Long 
Islands, N. Y. 
Staten and Long Islands, New York. 


To cover this ground he employs a big 
Stevens-Duryea “and it is no uncommon 
sight to see this hustler going after 
orders. at a mile-a-minute clip. 


UR Kditorial studio received a 
pleasant visit a few days ago 
from one of the oldtimers in the trade in 
New Jersey, John Campbell, 300 Van 
Houton street, Paterson. Mr. Campbell 
gave an interesting recital of his recol- 
lections of things sanitary of twenty-five 
years ago, which was delightfully re- 
ceived by his hearers. Mr. Campbell 
always drops in to see THE PLUMBERS’ 
TrADE JouRNAL staff when he journeys 
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in the east to express a most optimistic 
view of the conditions as he found them 
throughout the country. 


Enterprise of the Syracuse, New York, 


Master Plumbers 


New York State Fair 
the middle of 


HE annual 
was held during 


September in the City of Syracuse, and 
attracted thousands of 


visitors. Alive 


“ 


Public Drinking Fountain, Gift of the Syracuse, N. Y., 


to the “Big City” and his calls are ever 
a source of pleasure to us. 


GRASSLER of Grassler & Gezel- 
e schap, Milwaukee, Wis., plumbing 
and heating contractors, recently spent 
a few days in New York City, during 


Ed. Grassler, Milwaukee, Wis. 


which time he was a most welcome caller 
at. the offices of THz PrumpBeErs’ TRADE 
JOURNAL. 

Mr. Grassler, who is well known as a 
leader in both the plumbing’ and heating 
fields as well as in the associations con- 
nected with both of these branches, came 
east on a business trip and for the pur- 
pose of attending the meeting of the 
newly-elected Board of Directors of the 
National Association of Steam and Hot 
Water Fitters. 


TLANTIC CITY has celebrated its 
annual event, the visit of Thos. 
Kelly of Thos. Kelly & Bros., 421 Forty- 
fifth Court, Chicago, Ill. As is his cus- 
tom on these rest trips, Mr. Kelly did 
not forget his usual call upon the Editor 
of THe PLuMBER’ TRADE JOURNAL. An 
enjoyable chat by this well-posted au- 
thority showed that business is booming; 
in fact, Mr. Kelly took occasion while 


Master Plumbers 

to the needs of the hour, the Syracuse 
Master Plumbers’ Association established 
drinking fountains on certain corners of 
prominent streets and attached a sign 
to each to the effect that the fountains 
were contributed by the courtesy of the 
Syracuse Master Plumbers’ Association. 

A representative of THE PLUMBERS’ 
TRADE JOURNAL happening on one of the 
affairs photographed same and we pre- 
sent picture herewith. — 

This is certainly energy and enterprise 
on the part of the Syracuse master 
plumbers. It shows that they are public 
spirited citizens and anxious to do all 
they can for the welfare and health of 
not alone their own people but those 
visiting their city. 

he 


Delightful Sarcasm 
REPRESENTATIVE of THE PLUMB- 
ERS’ TRADE JOURNAL was dining 
in the Palace Hotel, San Francisco, 
one evening last month and he could not 
help overhearing the following conversa- 
tion at an adjoining table: 
“What do you think?” 
“Think about what?” 
“About what I have been saying?” 
“You haven’t been saying anything, 
have you?” 
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National Committee Confederated Sup- 


ply Association to Further Pro- 
ject of Public Comfort 
Stations 


HE National Committee of the 

Confederated Supply Associations, 

who some time ago issued a proc- 
lamation endorsing the general move- 
ment for public comfort stations and 
conveniences is following up this work 
by the appointing of additional workers 
in the cause. President J. J. Ryan has 
selected the following as a committee to 
assist in the work:— 

Herman Hoelscher, L. Wolff Mfg. Co., 
Chicago, Ill; W. A. Myler, Standard 
Sanitary Mfg. Co., Pittsburgh, Pa.; E. 
Hammann, J. L. Mott Iron Works, New 
York, N. Y.; Frank W. Hubbard, W. B. 
Hubbard & Sons Co., Boston, Mass., and 
J. Walter Lyons, Keystone Pottery Co., 
Trenton, N. J. 


Water Closet Construction 


Revolutionized 
and Perfected 


We have constructed A Valve Closet Combination that will operate success- 


fully under all conditions. Not dependent on water supply or pressure. 


Large water pipes are no longer necessary. 


It’s the 
New 


WATROUS 


Automatic Duojet 
Valve Closet 


Operates at any pressure from 15 


pounds up. Positive, quiet, measured 
flush and refill. 


Specially serviceable in residences as 
substitute for low down closet. 


WRITE TODAY FOR 

FULL PARTICULARS 
1675 Fisher Bldg., 

The Watrous Co. (ot inc.) Chicago, Ill. 
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OTHE BEST BOOK 
ON PLUMBING 


Every thoughtful man hesitates 
about making sweeping state- 
ments. Take this zat what 
it’s worth. 


We believe ‘Standard Prac- 
tical Plumbing,” by R. M. 
Starbuck, is the best and 
most thorough book on 
up-to-date plumbing on 
the market today. Every 
master plumber and jour- 
neyman should have it. 


450 pages, 347 specially 
made illustrations. Price 
$3.00. Sent by express, 
C. O. D., or upon receipt 
of price by mail. 


Published and For Sale by 


The Plumbers’ Trade Journal Publishing Co. 
45 W. 34th Street, New York 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Friday, the Thirteenth and Thirteen 


Tourists Comprised the Morency- 


+ Van Dues Automobile Party 


ddd 


The Start of the 


NCE again the friends of Morency- 
O Van Buren Manufacturing Company, 
Sturgis, Mich., gathered for their 
annual auto tour. It was the second annual 
event, and the day was propitious in that 
it was held on Friday, the thirteenth of Sep- 
tember, and just thirteen tourists sat down 
to luncheon at the Anthony Hotel, upon 
arrival at Fort Wayne, Ind., the first day. 
Hight members of the party were ready for 
the departure at sunrise, leaving Sturgis, 


Sandy Harper, Senator Jenkins, Fatima 
Berry and Sheriff Buck, Neighbors 
of George Ade 


Mich., Friday, the 13th, and it was rumored 
that Mechanician McKinstry; who came on 
from Kalamazoo, remained up all night that 
he might be sure to respond to the call at 
the starting time. After leaving Sturgis, the 
party, comfortably seated in the respective 
cars of Fred Morency and Ross Van Buren, 
continued through beautiful country adorned 
with luxuriant vegetation and made their 
first stop at Kendallville, when it was 


| A Refreshing Drink at the Great Western Bubbling Fountain After a Hearty M 
of Dog Biscuits 


We 
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Touring Party From Sturgis 


learned that Hank Newman possessed a large 
bag of pretzels which he ate after every 
drink of mineral water. Hank said he did 
not like the taste of mineral water and these 
pretzels always removed such taste after 
drinking. 

Continuing to Fort Wayne, the en was 
made exceedingly pleasant with the rendi- 
tion of popular songs by John Hartman, and 
the unexhaustive supply of interesting stories 
by John Becker. John is also some dog 


Ross Van Buren, “Chuffer” Tole B ck er, 
C. E. McKinstry, Posing Before THE 
PLUMBERS’ TRADE JOURNAL Camera 


fancier, possessing a pair of “Blooded” bull 
terriers, and this is no “Bull” either. If he 
makes good upon all his promises it is quite 
evident he must have further assistance from 
the Morency-Van Buren Foundry. 
Upon arrival at Fort Wayne, just before 
noon, the Sturgis party was met by the 
Kokomo party of five, who motored in Geo. 
Harper’s “Apperson Blizzard.” Soon after 
getting acquainted with Georgia Edna Foy 
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Harper, our illustrious friend Bounce Farr 
of Sturgis said a scientist once told him that 
the human body contained thirty-two hun- 
dred feet of gas, and if this were true, then 
Sandy Harper still had a chance for a career 
in Congress. Farr had not yet met Senator 
Jenkins nor Sheriff Byck when he gave this 
expression. It is difficult to refrain from 
admiring the graceful manner in which 
Sheriff Buck held the attention of his hearers 


Everybody Knew What the Trouble 
Was, But Fred Morency Did All 
the Real Work 


when telling of his early experience in poli- 
tics. “Dinney” Berry, the Dutch comedian 
from “Kokonut,’ created unlimited and 
riotous applause when he told of a German’s 
experience with a band of cannibals. 
Following a most delightful luncheon, the 
touring party visited the plants of the Knott 
Manufacturing Company and the Van Arnam 
Manufacturing Company, where they were 
escorted through the various departments of 
these plants and shown each operation from 
the raw material or where the lumber was 


Teorgia Edna Foy Harper Giving Jack 
Becker a Lesson in Tank Sales- 
man Ship. 


dried in the kilns to the department where 
the completed tanks and seats were ready 
for shipment. As darkness approached, the 
‘ired party sought their respective resting 
places that all might be ready for an early 
start for Kokomo Saturday morning, the 
fourteenth. The first real trouble occurred 
after leaving Marion and while en route to 
Kokomo when the cars of Ross Van Buren 
ind Geo, Harper encountered tire trouble 
ausing a delay of two hours into Kokomo. 
It was planned to reach that city by noon, 
but even though the original plars failed, the 
party was well rewarded for their delay, 
with a delightful and enjoyable dinner as the 
suests of Geo. Harper of the Central Closet 
Company, following which an inspection was 
made of their Plant and also that of the 


fe Farr, Tank Morency, Pretzel 
peitieg and Ingot Hartman Make a 
erfect Score in the John H enry Ford 


a Western Pottery Company. Expres- 

ns Of regret were frequent because of it 
3 aa” for John Hartman to return 
nis ago owing to the serious illness of 


€; and at this writing we are happy 
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.& K. PIPE MACHINES 


Exceptionally strong and power- 
ful they give satisfactory service 
over long periods of time. If it’s 
a matter of out-put—of con- 
venience—of accuracy—of thor- 
ough efficiency in every part- 
ticular, Bignall & Keeler ma- 
chines are the machines to use. 


DO YOU WANT MORE DATA? 


Bignall & Keeler Mfg. Co. 


EDWARDSVILLE, ILL. 


KEWANEE Garbage Burner and Water Heater 


is not an experiment. 
good fuel 


It has had years of practical demonstration. By using garbage for 


It reduces coal bills 30 to 40 per cent; 

It raises the tank temperature over 120 degrees: 

It obliterates the expense of hauling away 
the garbage; 

It produces plenty of HOT water at an ex- 

pense of 2 to 4cents per day per family; 


The disgusting garbage can is no more; 


The breeding place for disease germs has 
departed; 


Flies and rats cease to exist; 


Stray cats and dogs no longer visit the back 
yard. 


The plumber guards 


his client’s best interest and his own reputation for responsibility by specifying 
the “KEWANEE,” 


For catalogs and specifications write to 


KKEWANEE BOILER COMPANY, KEWANEE, ILL. 


New York St. Louis Kansas City Salt Lake City 
Sold in Canada exclusively by the Dominion Radiator Co. 


SHWAB-BROS CO., 


811 EAST 9TH ST., NEW YORK 
Manufacturers of the “NEVER-BREAK” Seat. 


Our seats are constructed of four pieces mitred, the joints being held firmly together 
with a % in. dowel running into each end of joint and also two small dowels going 
through the large dowel making an absolute lock joint as you will notice by cut. 


The “‘NEVER-BREAK”’ Seat is made in all Styles,» Shapes and all kinds of 
Wood. FOR SALE BY ALL JOBBERS 

Galvanized wash tub covers, Galvanized flush pipes and everything in 
Plumbers woodwork, full line Medicine Cabinets. 


Chicago Los Angeles 


“NEVER BREAK” Patented July 22 988% 


66 
Rossrrsoy” on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 


QUALITY 
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THE James Robertson Manufacturing Co. 
106-108 Hopkins Place BALTIMORE, MD. 


STANDARD PRACTICAL PLUMBING 222208 


By R. M. STARBUCK 347 Specially Made Illustrations Price $3.00 Express Prepaid at once to Every One Working in any Branc} 


PLUMBERS’ TRADE JOURNAL PUBLISHING CO., 45 West 34th $ °°! New York 


che J 
is indispensable to the Master Plumbe’ As the noyman 


Plumber, and the Apprentice Plumbrtreatment pe ae ie 


the 
amends itself 
mbing Trade, 


Specially Strong in its Exhaustix, it con 


Wireless Pipe Locator 


will locate any metal pipe, no matter how 
deep it may be buried under ground or con- 


cealed in the walls of a building. Will ship 


on ten days trial to responsible parties. 


Write for full particulars 


MODERN IRON WORKS 


DEPT. G 
QUINCY, ILL. 


TANKS 


For Any Purpose 


Water-Air-Oil-Gas 


We carry in stock 


PNEUMATIC STEEL TANKS 
OIL STORAGE TANKS 
AIR RECEIVERS 


PROMPT DELIVERIES SEND FOR LISTS 


Standard Steel Tank @ Mfg. Co. 


General Offices, PITTSBURGH, PA.—Works, GIRARD, OHIO 


STANDARD 


ion Disc 
Patent Union 


Heavy Pattern, Air Furnace 
Malleable Iron with Brass 
Valve Seated Disc. 


| The Compress 


Also Manufacturers of 


Malleable and Cast 
Iron Fittings and 
House Heating 
Boilers 


Write for Catalogue 


1801-25 Diversey Parkway, 
CHICAGO, ILL. 


Illinois Malleable Iron Co. 


Range Boilers and Tanks 


For Every Requirement 


Steel Storage Tanks 
Rivetless Boilers Air Tanks 
Pneumatic Water Tanks 
Riveted Boilers Gasoline Tanks 
Expansion Tanks 
Brazed Boilers Coil Boilers 
Gasoline Storage Outfits 
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See 


110 Years Old 


j Wh. B. Scaife and Son Co. 


Pittsburgh, Penna. 


Founded 1802 


to advise his friends that she is doing nicely 
and with them we all hope for a speedy re- 
covery. John was some life to the party 
and his departure was exceedingly regretted 
by the tourists. 

Saturday evening, as the guests of Senator 
Jenkins, the party was taken for an auto- 
mobile ride through Kokomo’s principal 
residential district and her beautiful, natural 
City Park, where all enjoyed a timely drink 
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Vaile & Kimes Special Pneumatic 
Electric Service Pumps for 
Water Supply Systems 


The “V & XK” electrie service pump 
shown here is designed especially for use in 
connection with pneumatic water supply 


systems and the popularity of these outfits 
among 


the trade demonstrates fully the 


Mechanician McKinstry Ushered into Service. 


at the “Fountain,” possessed of medicinal 
properties. These waters seem to affect 
people differently, for it had the tendency to 
urge Ross Van Buren to quicken his pace 
and retard the speed of the John Henry 
Ford, with the result that at a strategic 
moment Ross gently bumped into Fred Mo- 
rency’s car during the return, Sunday. There 
was no one injured, not even Bounce Farr. 
Ross said he did this purposely to remind 
Fred that he was still in sight. An amus- 
ing incident occurred during breakfast at 
Kokomo before the return Sunday morning. 
Everybody had the desire to occupy a par- 
ticular seat, but McKinstry just did beat 
Becker to it by a whisker. 

The competition in this race was a neck 
and neck 100-yard dash in the Olympic 
games, every man jack of the contestants 
doing their gol-dingdest and puffing like 
freight engines. 

The return to Sturgis Sunday offered an 
opportunity to see some strikingly beautiful 
country, and it was clearly established that 
we have in our own country some grand 
scenic effects and it is not necessary to go 
to foreign countries. 

The winding stream of the historic St. Joe 
River out of South Bend was especially at- 
tractive to the eye. Then a few moments 
were spent at White Pigeon, Mich., where 
was seen the grave of the great Indian Chief 
White Pigeon, known as the savior of the 
Whites in Southern Michigan, when it was 
planned by the band of ‘‘Reds’’ to massacre 
and destroy the entire population in that 
locality. 

The return to Sturgis at dusk, Sunday, the 
fifteenth, brought to a fitting close a most 
enjoyable occasion, which will always be 
pleasant to remember and discuss. A unani- 


mous vote of deep appreciation was accorded 
generous 


to the hosts, the Morency-Van 


Buren Mfg. Co. All agreed that the trip 
was crowned with success and perfectly 
planned in every detail. 

The members of the party were: Fred 
Morency, Ross H. Yan Buren, Geo, Harper, 
D. Berry, D. C. Jenkins, O. H. Buck, John 
Hartman, John Becker, C. E. McKinstry, F. 
Keeney, Chas. Farr, H. Newman, and Geo. 
W. Wood, of THE PLUMBERS’ TRADE JOURNAL. 
Absent but not forgotten, James Teahen and 
Carl Schultz, who were greatly missed. 


The Kokomo Blizzard Again Encounters 


John Becker Directing the Work 


satisfaction they are giving. The manufac- 
turers claim to have been unable to keep 
their output up with the continually srow- 
ing demand this season, even though they 
have more than doubled their factory ca- 
pacity. 

The manufacturers also claim to. have 
incorporated in the design of these pumps 
some very valuable features among which, 
is the method of oiling. The pumps are so 
constructed that all the working parts 
operate in an oil tight, dust proof crank 
case, in a bath of oil, and one filling will 


last for a year or more in ordinary service. 

Another feature, which is of unusual in- 
terest to the user, is the cost of operating. 
The manufacturers claim that, with an 
electric current rate of 10 cents per kilo- 
watt, the cost of operating these pumps is 
less than 8 cents per thousand gallons 01 
water pumped. There are many -other fea- 
tures also, which the manufacturers claim 
make the “V & K” electric service pumps 
the ideal outfits to use for residence service 
among which are: That they are noiseles: 
in operation, simple in design and durabl 
in construction. At the same time the price: 
are reasonable. The Vaile-Kimes Compan} 
of No. 43 St. Clair street, Dayton, Ohio, ar 
the manufacturers of these pumps, and the} 
have some very attractive literature describ 


Tire Trouble 


ing their’ pumps, which will be gladly set 
to you upon request. This concern als 
manufactures the well-known “V & K” wate 
motor pumps, electric motor pumps, et 
In writing, mention THE PiumBerS’ TRAL 
JOURNAL. 

$< 0 a —_ 

“Sometimes a man dat is easy an’ go0 
natured,” said Uncle Eben, “spoils de di 
positions of several other people dat has 
fight his battles fur him.”—Wasbington Sta 
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Regular Meeting of the National As: : 
‘sociation of Brass Manufacturers 


I= At King Edward Hotel, Toronto, Canada, September 10-11 


HE regular meeting of The National 
‘i Association of Brass Manufacturers 
was held at the King Edward Ho- 
tel, Toronto, Canada, on Tuesday and 
Wednesday, September 10th and 11th. 
There was a representative gathering 
present, and a number of important 
questions came before the members, 
which were of interest to the plumbing 
trade. Among the more important mat- 
ters that transpired was the standard- 
izing of the weight of the regular com- 
petitive 44” I. P. Compression bibb, to 13 
ounces, to take effect on January 1, 1913. 
Also adopted 2144” as the standard for 
base of all basin cocks shown in the 
official catalog, and requested the com- 
missioner to take up with the manufac- 
turers of the different makes of lavato- 
ries, the question of making a standard 
base, button or raised part 3” in diameter. 
It was decided to hold the next meet- 
ing, which will be the annual one, in New 
York, on December 10th and 11th, at 
which time a banquet will be given. 
All the manufacturers present were 
enthusiastic over the conditions of busi- 
ness throughout the country, each one 
stating his factory was pressed with 
orders, and the outlook was that these 
conditions would continue throughout 
the year. Owing to the continued ad- 
vancing in prices of the base metals used 
in the manufacture of brass goods with 
no prospect in sight of any reduction, 


NAAAAAAAAAA 
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there had been a feeling that possibly 
the sales in the face of the advancing 
market would fall off, but the era of 
prosperity which the country is now en- 
joying, with the building operations 
larger than they ever have been, has kept 
the demand to the limit of capacity of 
production. 

There is to be a dividend declared by 
the Treasurer of the Brass Association 
at the annual meeting held in New York 
to the amount of $10.00 to each mem- 
ber present. 

After the business session, automobiles 
were provided and an inspection trip was 
made to the Canadian branch of the 
The Standard Sanitary Mfg. Company, 
and The United Brass and Lead Com- 
pany, Ltd. The members being the guests 
of President Ahrens of the Standard 
company, and Mr. Fred Somerville of 
The United Brass and Lead Company, Ltd. 


$+ 4+ —_____ 


Rick-Quick Brass Goods Deserving of 
Praise 


HE basin cock shown herewith is 
one of the popular models of 
“ Rick-Quick’’ compression work 
that has received the approbation of 
architects, owners and the trade, the 
world over, for its durability and prac- 
ticability. ‘“Rick-Quick’”’ work is made 
in various styles for slop-sinks, lavato- 
ries, baths and kitchen sinks. ~The wear- 


SC 


PLATE P 6707 D 


‘Standard’ Porcelain Enameled One Piece Sink Combination, supported 
on Coucealed Wall Hangers and Porcelain Enameled Regular Adjust- 
able Legs; fitted with Nickle-plated Fuller Adjustable Flange Stream 

egulating Bibbs, Concealed Galvanized Air Chambers, ‘Eclipse 
Strainerand 1% inch “Pp” Trap without Vent. 


piece, free 


furnished with 
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“Standard” KITCHEN SINKS 


The ‘Standard’ line of this class 
of equipment comprises a large 
assortment of sizes and designs, 
all of which are especially adap- 
ted to the kitchens of people who 


know and appreciate the value of 
cleanliness and sanitation. 


‘Stardard” Sinks are all in one 
from cracks and 
crevices, and are made exactly 
right in every detail. 
method of casting the outlet and 
the “‘Eclipse”’ strainer and coup- 
lings are features that are found 
ouly in “Stardard” Sinks. 
“Standard” Sink, large or small, ne 


the 
strainer and coupling bears the 


Green and Gold Label a mark of 
guaranteed quality and efficiency. 


ing qualities of these goods equal the 
old type plain compression bibbs and the 
very best features of compression and 
Fuller action have been combined by the 
Rickersberg Brass Co. in this line. 

A full stream at a quarter turn of the 
handle is both desirable and necessary 
in all modern installations. Ease of 
operation and infrequent repairs obtain 
from the use of these goods. “Rick- 


ie 
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Quick” brass goods are heavily con- 
structed, well designed and built for con- 
stant service. Nothing has been omit- 
ted to make the line perfect. In order 
that the handle may at all times be in 
the proper position, the top of the stem 
is knurled while the handle is broached 
and fastened by means of a screw, allow- 


505 


ing perfect adjustment when necessary. 

Catalog “A,” a handsomely prepared 
and illustrated volume showing the com- 
plete line of “Rick-Quick” specialties, 
will be mailed .to any reader of THE 
PLUMBERS’ TRADE JOURNAL who addresses 
the manufacturers at Cleveland, Ohio. 


———_# 90 4-<«_______ 


Eastern Trade Golf Association 

Meet at Philadelphia, Thursday, 
October 3 

the Autumn 


NNOUNCEMENT of 
A Tournament of the Eastern Trade 
Golf Association is made in no- 
tices being received by the trade and 
which are in part as follows:— 
The Eastern Trade Golf Association will 
return to one of its favorite links when it 


to 


holds its forthcoming Autumn Tournament 
at the Whitemarsh Valley Country Club, 
Chestnut Hill, Philadelphia, Thursday, Oc- 


tober 38, 1912. The Tournament Committee 
has again secured this charming course 
through the courtesy of President Charles 
S. Prizer. 

As on the occasion of the previous meet, 
members .are invited to spend the night pre- 
ceding the tournament at the Whitemarsh 
Valley Country Club, as the guests of Mr. 
Prizer. Members from New York and 
vicinity will leave New York on the 4:00 
P. M. train, via Reading Railroad, Wednes- 
day, October 2nd, changing cars at Wayne 
Junction. 


Morning trains on the Pennsylvania Rail- 
road leave Philadelphia for Chestnut Hill 
as follows: 9:24, 9:53, 10:43 and 11:34 
A. M.; on the Reading Railroad at 8:05, 
8:50, 9:50, 10:50 and 11:50 A. M. 


The Greens Fee for the Autumn Tourna- 
ment, including playing privileges and Din- 
ner, will be $3.00. 

R. B. Hunt, W. G. LeCompte, M. E. Dan- 
forth, Arthur McGonagle (chairman), J. 
Barton Garfield (captain) and A. S. Armag- 


nae (secretary) compose the committee. 
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The new 
Every 


“Felipse”’ 


on Concealed Wall 


“Standard” 
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PLATE P 6715-D 


‘>tandard” Porcelain Enameled One Piece Sink Combination, supported 
Hangers and Porcelain Enameled Regular Adjust- 
able Leg; fitted with Nickle-plated Fuller Adjustable Flange Stream 
Regulating Bibbs, Concealed Galvanized Air Chambers, “Eclipse’’ 
Strainer and 1%-inch “P” Trap without Vent. 


Price complete as described $50.50 Price complete as described $51.50 
Standard Sanitary Mfg. Co. 
GENERAL OFFICES PITTSBURGH, PA. 
OFFICSE AND SHOWROOMS Ly ol : 

COS 35-37 W. 31st Street Pittsburgh...... ...-.106 Sixth Street 

Sys ee John Hancock Building Washington, D.C., 200 Southern Bldg. Toledo, Ohio......311-321 Erie Street Cleveland. . 648-652 Huron Road, ‘S. E. 

i Houston,Tex., Cor. Preston & Smith Sts. Louisville. .319-323 West Main Street Montreal, Can..215 Coristine Building 

» Karpen Bldg., 900 S. Michigan Ave. Fort Worth, Tex...Front & Jones Sts. Nashville, Tenn. .315-317°10th Ave., S. Toronto, Can. .59 Richmond Street, E. 

-100-102 No. Fourth Street Cincinnati, Ohio....633 Walnut Street Sane hPancisco, - Calo cin, siisncele-s.oc eke Hamilton, Can. . 20-28 Jackson St. W. 

Phi tS ee 1128 Walnut Street New Orleans. Baronne & St. Joseph Sts. ....Merchants Nat’l Bank Bldg. London,Eng.,57-60HolbornViaduct, F.C. 
> Cea es PE | I NO} 
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“REECO” 
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HOT AIR PUMPS 
MOTOR DRIVEN PUMPS 
GASOLENE ENGINES 

RIGHT PRICES FOR USERS 
GOOD PROFITS TO DEALERS 
Write nearest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 


New York Boston Philadelphia 
Montreal, P. Q. Sydney, Australia 


Send for circular. 
J. H. GRIFFIN 


506 W. 26th St., New York City 


Reduce the 
Gas Bill 


to a minimum by installing a 


BEILMAN-SEAMANS’ 


IMPROVED AUTOMATIC 
WATER HEATER 


WITH 
Automatic Pilot Burner 


Supplying 
HOT 
Water 


at all times, 
day or 
night. 


mi’ Easy to install 
and regulate — 


with no coils to 
clog up. 


~ Prices on Request 


W. E. BEILMAN 


Sole Manufacturer 


Dept. B, Buffalo, N. Y. 
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Ge H. Mueller Mig. Co 
ral Coast Branch at 
Crt 9GPLIGPLIGH 


MONG many important changes and 
A extensions being made in their 
business by the H. Mueller Mfg. 

Co., Decatur, Ill., and New York City, is 
the establishment of the Pacific Coast 
branch at 589 Mission street, San Fran- 
cisco, Cal. They are now organizing their 


Tom F. Leary, General Manager of the 

New San Francisco Branch of 
H. Mueller Mfg. Co. 
branch office and additional sales force 
and completing arrangements for the in- 
stallation of a large stock to be ready to 
turn over to the coast trade of this new 
branch within the next sixty days. Tom 
F. Leary will be in charge as general 
manager. 

This branch is the natural sequence 
of the great development of the Mueller 
Company’s business in the far west. The 
popularity and sale of Mueller goods 
have reached such proportions in that 
section that the company has found it 
difficult to handle the same from the 


St. 


Who Travels 
Louis Succeeding Tom Leary for 


Ed. Pedlow, Out of 


H. Mueller Mfg. (Co. 


factory in the middle west as promptly 
as it desired to do. The determination 
was therefore reached some months ago 
to establish a western branch, and San 


£9G7-L9G7£967 
. Establish Paeifie 
San Franeiseo 


Francisco was chosen as the most effect- 
ive point from which to operate. The 
plans formulated in the spring culmi- 
nated in the selection of quarters at 589 
Mission street, in the handsome build- 
ing shown here. The Mueller Company 
will occupy the first floor and basement 
and carry a complete stock of their 
plumbing, water and gas goods so that 
shipments in the western territory can 
be made promptly. 

The announcement of the selection of 
Tom F. Leary as general manager ot 
the Mueller Pacific Coast branch will be 
pleasant news to his legion of friends, 
who will rejoice with him over his ad- 
vancement. The one regret they will feel 
will be the fact that his promotion 
carries him away from them to a new 
field of labor. Tom Leary is one of the 
finest examples of a brass goods sales- 
man in the country. He has been a part 
and parcel of the plumbing brass goods 


the dH. 


Coast Branch of 
Mueller Mfg. Co. at 589 Mission 


New Pacific 


St., San Francisco, Cal. 
industry from his youth until the 
present, and knows its ins and outs 


from the beginning to the end. He knows 
the manufacturer’s and the plumber’s 
sides, and he knows the just and equit- 
able dividing line between buyer and 
seller. His fairness, honesty and cour- 
tesy will make him as popular west as 
east, and he will prove a valuable repre- 
sentative in upholding the business 
policy of the Mueller Company. Mr. 
Leary will have for his aids in the 
branch men who have been identified 
with the company, and who are familiar 
with the Mueller product and the Mueller 
policies. An organization will be per- 
fected which will prove efficient and 
effective. 

The opening of the Pacific Coast 
branch brings about a number of other 


changes in the Mueller traveling sales 
force. 

Ww. L. Jett, who was formerly in the 
shipping department at Decatur and 
Chicago branches, and later has been the 
Illinois salesman, goes to California. 
He will travel for the Pacific Coast 
branch with headquarters at Los Angeles. 
He will be succeeded in [llinois by C, H. 
Du Bois, who recently joined the Mueller 
forces. 

Ed. Pedlow, an experienced brass 
goods salesman, widely known to the 
Michigan and Wisconsin trade, succeeds 
to Tom Leary’s territory, traveling out 
of St. Louis, Mo. 

THe Se of the Pacific Coast 


W. L. Jett, New California Salesman fo 
the H. Mueller Mfg. Co. 


branch will prove of enormous benef 
to Mueller friends and patrons on th 
Coast, giving them the opportunity .t 
fll their wants in this high-grade lin 
on short notice, and is only another ir 
stance of the desire of the company t 
give the quickest and best possibl 
service to its patrons. It is also a 
evidence of the growing importance < 
this hustling company in the brass good 
field. The parent plant at Decatur, Ill 
is now represented by an Hastern D 
vision at New York City, a branch ¢ 
179 Dearborn street, Chicago, the Pacif 


O. H. Dubois, Illinois Salesman Rep! 
senting H. Mueller Mfg. Co. 
Decatur, Ill 


Coast branch at 589 Mission stre' 
San Francisco, and within the ne 


few months by the fully equipped fé 
tory now building at Sarnia, Canac 
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Compression Work 


Recognizes No Competition 


It Embodies Quality, Merit and 
Mechanical Features possessed by 


no other similar work. 


Bibbs, Basin Cocks, Bath Cocks 


Fuller and Compression Designs 
POSITIVELY will NOT OPEN under PRESSURE 


No other “QUICK WORK” can be 


regulated to control flow of water to 
meet every requirement. 


Knurled Stem—Broached Handle 
Stems and Handles 


| “ Adjustable and Interchangeable 
“Rick-Quick” Compression Work 


A Realization, Not an Experiment 
Write for Catalog A 


The Rickersberg Brass Company, 
Cleveland, O 


United Brass and Lead Ltd.—Toronto, Canada 


Manufacturers and Distributors for the Dominion of Canada 


508 


GEO. E. DOWNE, CANTON, OHIO 

Tt is with deepest regret that we announce 
the sad death of Mr. Geo. E. Downe, vice- 
president and general salesmanager of the 
Novelty Iron Company, manufacturers of 
heating apparatus at Canton, Ohio, at his 
home in that city, September 4th. 

Mr. Downe was in his fifty-fifth year and 
was one of the most popular and widely 
known personalities in the heating apparatus 

j His connection with the trade was 
marked by a most progressive ability and 

Born in Winchester, New Hampshire, in 


1857, Mr. Downe acquired his early technical 


in the schools of Worcester and his 


fund of knowledge was unlimited and varied. 

A brief synopsis of Mr. Downe’s career in 
the trade follows. 

In 1887, Mr. Downe in company with his 
brother, Henry S. Downe, formed the Na- 
tic Hot Water Heater Co., taking over 
the 1ess of Warden King and Sons of 
Montreal, Canada, and continuing the manu- 
facture of the “Spence” water heaters for- 
merly carried on by that concern. Mr. 
Dow was appointed president and general 
manager this capacity until 


and: served in 


The Late Geo. E. Downe, Novelty Iron 
Co., Canton, Ohio 


1892, when he instrumental in the in- 
ration of American Boiler Co., 

p th of the National Hot 

1 f Chicago and Boston, 

R Furnace Co., 


New York, and the Pierce, Butler & Pierce 


Mfg. Co. In this new venture Mr. Downe 
was elected vice-president and general 
manager. 


He resigned a year later and shortly after 
the affairs of the American Boiler Co. ter- 
minated in liquidation. He then organized 
the Ideal Boiler Co., whose heating boilers 
were well known, the business enjoying 
unusual prosperity under his direction. 
When the manufacture of heating boilers 
was considered by the American Rad. Co., 
that firm acquired the business of the Ideal 
Co., and Mr. Downe was made manager of 
that department. 

In 1909 Mr. Downe joined the J. H. 
Lain Co., as general manager, and in 
became vice-president and 
manager of the Nov- 


Mc- 
LOLL 


general 


elty Iron Co., which position 
he held at the time of his 
death. 

The interment was at 


Mass., September 
following the funeral ser- 
vices the day before at his 
late home. 

Several representatives of 
the American Radiator Co. at- 
tended the funeral at Canton, 


Fitchburg, 
9th 


while others were present at 
Fitchburg. Out of respect 


for the deceased, the president 
of the American Radiator Co. 
cabled his respects from Paris 
and ordered the Chicago head- 


quarters of that firm closed 
during the afternoon of the 
funeral. Mr. Downe is sur- 
vived by his widow, who was 
Miss Carrie L., Davis of Bur- 
lington, Vt., and four sons. 

DAVID M. FORKER, CIN- 


CINNATI, OHIO 

Trade circles will be greatly 
shocked to learn of the death, 
on September 5th, of Mr. David 
M. Forker, vice-president of 
the D. T. Williams Valve Co., Cincinnati, 
and one of the best-known men in the manu- 
facturing world. Mr. Forker was a man 
of high ideals and character and had made 
numerous friends in every line of business. 
His farseeing judgment and ability will be 
a distinct loss to his firm, which has en- 
joyed a splendid career during his manage- 
ment. Mr. Forker had been connected with 
his firm for some time and was considered 
an authority on specialties pertaining to the 
plumbing and heating trades. 

He was only fifty-two years of age and 
his demise leaves uncompleted many works 
which would have remained as monuments 
to his name. 


The Late 


PAUL J. WENDT, CHICAGO, ILL. 


Paul J. Wendt of the firm of Wendt & 
Enright, 802 Jefferson street, Chicago, Ill, 


Lewis, Brooklyn, N.Y. 


passed away Sunday, September 8th. Mr. 
Wendt had been in poor health for several 
years, having undergone a number of opera- 
tions. For the past year he had been prac- 
tically incapacitated from attending to busi- 
ness. He had been in the plumbing business 
on the West Side with Mr. Enright for a 
number of years, catering mostly to a job- 
bing and overhauling trade. He was buried 
September 11th from his late residence, 1040 
Beloit avenue, Forest Park, the interment 
being at Forest Home Cemetery. Mr. Wendt 
was a member of the local association of 
master plumbers and among the master 
plumbers who attended the funeral were N. 
Rosenzweig and Matthew Berg. The de- 
ceased was about 40 years old and is sur- 
vived by three brothers, a 


widow and three children— 
Mabel, Henry and Charley 
Wenat. 

wm. J. LEWIS, BROOK- 


IGN ee Ns seer 

William J. Lewis, for 
twenty-five years a prominent 
master plumber of Brooklyn, 
New York, died at his resi- 
dence, 1486 Bedford avenue, 
on Wednesday, September 18, 
1912. 

He was born in Brooklyn 
in October, 1866, the son of 
the late George B. Lewis, who 
was one of the best-known 
plumbers of that borough, and 
succeeded to the business at 


the death of his father. Mr. 
Lewis was a member of the 
Brooklyn Master Plumbers’ 


Association. 
He is survived by his wife 
and three children. 


STEPHEN C. BRYCE, TO- 
LEDO, OHIO 

Stephen C. Bryce, head of 
the Bryce Heating & Ventilat- 
ing Co. died at midnight, 
Monday, September 9th, of heart trouble. 
He had been in ill health for a year past 
and his death was expected at any time. 
He was aged 72 years, and leaves eight 
children—John W. Bryce, Mrs. H. A. Ben- 
net, Miss Daisy Bryce and George C. Bryce, 
‘of Toledo; Mrs. D. K. Allison, of Cincinnati ; 
Mrs. H. B. Brooks, of Corvallis, Ore.; Mrs. 
Ben Barsie, Windber, Pa., and Stephen B. 
Bryce, of Bluffton, Ind. 

Funeral services were held at the home 
on Lawrence avenue, Wednesday afternoon 
at three o’clock, and the remains were in- 
terred in Woodlawn cemetery. The de- 
ceased had been a resident of Toledo for 
nineteen years, during which time he was 
president of the above firm. He was a 
veteran of the Civil War, having served 
through that war with the Third Regiment 
of Michigan Cavalry. At the close of the 


William J. 


FLUSHOVALVES 


The recognized stand- 
ard flushing devices. 


Several styles to suit 
various tastes and con- 
ditions. 


Two specials shown 
here. 


Push button or handle 
with or without integral 
shut off. 


All valves made in 
= our own factory and 
‘each one tested before 
shipment. 


Write for catalogue 


FLUSHOVALVE CO. 


71 Greenwich Ave. 
New York City 


PLATE 35 
Plate 24 valve on our special Lipto 
Syphon Jet Closet 
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war he settled in Dayton, Ohio, and became 
a member of the firm of Weber & Bryce, 
stone contractors and owners of a stone 
quarry. Mr. Bryce was well and favorably 
known and had built up a substantial busi- 
ness. This concern will be continued by the 
sons, John W. and George O., who have long 
assisted their father in the business. 


WILLIAM H. GALLISON, BOSTON, MASS. 


On September 5th, occurred the death of 
one of the pioneers in the brass field, Wm. 
H. Gallison of the Boston Brass Company 
and the Wm. H. Gallison Co., Boston, Mass, 
Mr. Gallison had been a prominent figure 
in the brass industry, his entire career hay- 
ing been devoted to this branch of the 
business. Mr. Gallison was born at Marble- 
head, Mass., in 1836, moved to Lawrence 
when quite a young boy and received his 
education in the schools of that city. After 
leaving school he moved to Hast Boston and 
learned his trade as a machinist. After a 
few years he moved to Cincinnati, Ohio, and 
connected himself with some of the large 
machine shops in that section. He returned 
to Boston in 1875 and after a short connee- 
tion with a large machine house, Hill, Clarke 
& Co., he started for himself a steam and 
plumbing supply business and has been con- 
nected with same until his death. 

Besides the Wm. H. Gallison Co. connec- 
tion he was largely interested in the Boston 
Brass Company, makers of the well-known 
“B. B.” ball cocks and “B. B.” plumbing 


The Late Wm. H. Gallison, Boston, Mass. 


supplies. Mr. Gallison was a member of 
the Pilgrim Society and traces direct de- 
scendance from the Pilgrims. He was also 
a member of the Massachusetts Charitable 
Association and the Boston Chamber of 
Commerce. 

He was well liked by his business associ- 
ates and will be greatly missed. Entirely 
unassuming, he went his way peacefully and 
was beloved by all. 
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Reconstructing Chicago’s Sewers 


ISCUSSION of the subway problem 
D has directed attention again to Chi- 
cago’s need for a reconstructed sewer 

system in its business center. Chicago's 
sewer system was put in many years ago, 
long before the day of the skyscraper. The 
demands made upon the sewers today in the 
central portion of the city are far heavier 
than were foreseen by the engineers who 
planned them. As the city continues to 
grow, the present sewers will become wholly 
inadequate. The sewer system must be re- 
constructed and greatly enlarged. Sewer 
reconstruction should come when subways 
are built. A comprehensive method of car- 
ing for all the city’s underground needs 
should be developed before work is started 
on the subways. The members of the 
mayor’s subway and _ harbor commission 
appear to realize fully the importance of 
sewer reconstruction with subway building 
and the public should see that adequate sup- 
port is given them in this respect. The 
great mistake made by New York in connec- 
tion with its subway project was in permit- 
ting the subway system to be developed 
without provision for underground utilities. 
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f KENTUCKY NOTES 


mite oh. OTTO, 651) 'S. 3d 

street, Louisville, Ky., the 

soda fountain expert, is in- 

stalling the handsome fountain 

for Buschmeyer Bros., drug- 

gists, in the Weissinger-Gal- 

bert Building, 3d street and Broadway. He 

also has the contracts for the plumbing of 
several large dwelling houses. 


David Welsh, 447 S. 7th street, Louis- 
ville, Ky., is doing the plumbing for Mrs. 
Fischer, 2105 Portland avenue. 

Haller & Zender, 1103 E. Broadway, Louis- 
yille, Ky., are doing the plumbing for B. 
Schultre, 2714 Bismarck avenue. 


Tony Fontana, 421 S. Jackson streét, 
Louisville, Ky., is doing the plumbing for 
Mrs. A. Kuebel, 640 E. Jefferson street. 

B. B. Watts, 217 S. 5th street, Louisville, 
Ky., has secured the contract for the Chest- 
nut Street Colored Church at 912 W. Chest- 
nut street. 

Williamson and Montgomery, of the Man- 
sard Hotel, Bowling Green, Ky., will re- 
model the building and have installed about 
eighteen new baths. 


B. B. Watts, 217 S. 5th street, Louisville, 
Ky., is installing the plumbing for the Men- 
gel Box Co., on 11th and Kentucky streets, 
calling for fifteen fixtures. 


M. BH. Burk, 981 S. 3d street, Louisville, 
Ky., received the contract for the installa- 
tion of plumbing in the flat building for J. C. 
Graves, 743 S. 5th street. 


Jno. R. Watts Jr., 605 W. Market street, 
Louisville, Ky., was the successful bidder 
' for the plumbing in four houses for Mr. Von 
Erieson, 1304 to 1310 17th street. 


P. H. Meyer, 640 S. Preston street, Louis- 
ville, Ky., was the successful bidder for the 
plumbing for the Standard Oil Co., branch, 
4th and Blum streets, for twenty-five fixtures. 


H. C. Degen, 400 S. 26th street, Louisville, 
Ky., was awarded the contract for the in- 
Stallation of seven closets in the St. Will- 
jiam’s Church, Oak street, also for the plumb- 
ing for H. Stewart, 2340 Cedar street. 


J. G. Kratz, Preston and Madison streets, 
Louisville, Ky., was awarded the contract 
for the plumbing at 606-608 S. Preston 
street, for Jos. Zurlage. He reports business 
very good and is kept busy with new work. 


F. Zimmerer & Bros., Kentucky street, 
Louisville, Ky., a new plumbing concern of 
Louisville, have recently landed the plumb- 
ing contract for the branch office of the 
Cumberland Telephone Co., 1228 W. Oak 


street. 
Thos. Huxley, ist and Jacob streets, 
Louisville, Ky., was the successful bidder 


for the installation of plumbing in the resi- 
dence of Mr. Wilson, 509 E. Oak street; 
also for the flat building of Daniel Brand, 
2698 Grand avenue. 


Herrmann Bros., 738 E. Broadway, Louis- 
Ville, Ky., have been awarded the contract 
for the plumbing for Wm. Maeser, 1004 
Milton street ; plumbing for the dwelling of 
H. P. Reager, Highland and Everett streets, 
and are finishing the work of the beautiful 
Ideal Theatre, 23d and Market streets. 


Miller & Sauer, 743 E. Jefferson street, 
Louisville, Ky., are still busy with contracts 
in the Hast End, having recently secured the 
contracts for the plumbing for the two flat 
buildings of Dr. Schoate, Frankfort and 
Bailey streets; also. for the plumbing for 
Ed. King, 3d and Oak streets. 


The Jacob Isaacs Plumbing Co., 101 E. 
College street, Louisville, Ky., have secured 
the contract for the extensive plumbing in 
the office building at northeast corner of 5th 
and Walnut streets, for the Great Southern 
Fire Insurance & Realty Co. This installa- 
tion includes 190 fixtures and the fire sprink- 
ling system, 

M. J. Duffy & Sons, 521 W. Market street, 
Louisville, Ky., were awarded the contract 
for the new Central Y. M. C. A. Building, 
3d street and Broadway, which includes 
f rty-three closets, seventy-five basins, eight 

mks, twenty-two urinals, ninety-four show- 
ers and ten drinking fountains. They are also 
doing the plumbing for the Columbia Trust 

4th and Main streets; J. P. Malone, 
Willow avenue; besides a number of 
contracts in and about Louisville. 
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WANTED—TWO FIRST-CLASS PLUMB- 
ers and steam fitters. Steady work if satis- 
factory. Married men preferred. The Lane- 
Bowen Co., Lorain, Ohio. 

FOR SALE—MODERN 4” STANDARD 
Wieland pipe machine, pulleys, belting, 
shafting and hangers. Passman Bros. 30 
South Green street, Chicago, Ill, 

WANTED TO BUY — SECOND HAND 
furnace for one-family house. Must be cheap. 
Prefer hot air. Address Larkin, 
ley avenue, Van Nest, Bronx, N. Y 

PLUMBING SCHOOL—WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today. Stout Institute, Menomonee, Wis. 


TINSMITH—CAN MAKE 


OWN PAT- 
terns and do inside, outside and furnace 
work. Steady work only. State wages. 
Tinsmith, 214, c/o THrk PLUMBERS’ TRADE 
JOURNAL. 

FOR SALE A QUANTITY OF NEW 
black and galvanized iron pipe couplings. 


Make offer to Geo. Gross & Son, Rockaway 
Beach, N. Y. 

CAPABLE SALESMAN BXPERIENCED 
in selling high-grade plumbing fixtures seeks 
connection with a first-class house. Address 
225, care of THE PLUMBERS’ TRADE JOURNAL. 

FOR SALE— PLUMBING AND HEAT- 
ing business. One of the best locations in 
Seattle, Wash. Established six years. Price, 
$750.00. Address 175, c/o THr PLUMBERS’ 
TRADE JOURNAL, 


EXPERIENCED — 


SALESMAN DESIRES 


position with established house. Boiler or 
radiator concern preferred. Can furnish ex- 
cellent references, Address 218, c/o THE 


PLUMBERS’ TRADE JOURNAL. 


FOR SALE —FINE PLUMBING, HEAT- 


ing and sheet metal business at inventory 
price. Established 10 years. City has 65,000 
population. Only 20 master plumbers here. 


V. R. Donovan; Brockton, 

WANTED AT ONCE —A FIRST-CLASS 
steam and hot water fitter. One preferred 
who can do plumbing and shop work if 
necessary. For full particulars apply to 
211, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—PLUMBING SHOP, FULLY 
equipped for jobbing trade. Expenses $30.00 


Mass. 


to $50.00 per month. Doing good business. 
Will sell for invoice of stock and fixtures. 
Address 210, c/o THr PLUMBERS’ TRADE 


JOURNAL. 

FOR SALE—CONTINUED ILL HEALTH 
compels owner to dispose of a thriving plumb- 
ing and heating business in city of middle 


west. Terms reasonable. For full particulars 
address 220, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


YOUNG MAN WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177, c/o THE PLUMBERS’ 
TRADE JOURNAL. 

WANTED — SALESMEN every where on 
commission to sell plumbers’ cast iron 
enameled ware to plumbers in limited terri- 
tory, same as jobber’s salesmen, as a side 
Address 217, care of THr PLUMBERS’ 
TRADE JOURNAL. 

WANTED — BY MANUFACTURER OF 
house heating boilers and radiators, branch 
manager for New York City and Philadel- 
phia. Have established trade at present at 
these points. Address 201, c/o THE PLUMB- 
ERS’ TRADE JOURNAL. 


FOR SALE — ESTABLISHED PLUMB- 
ing, heating and sheet metal business in best 
2,000 population town in Ohio. Other inter- 
ests require attention—only reason. Fine 
chance for a “hustler.” Address E. Snider, 
Box 547 Bluffton, Ohio. 


SALESMEN IN PLUMBING SUPPLIES, 
five men wanted to travel out of New York 
City, only those thoroughly acquainted with 
the line need apply. Correspondence strictly 
confidential. Address 222, care of THE 
PLUMBERS’ TRADE JOURNAL. 


WANTED — POSITION AS GENPRAL 


or office manager of retail or supply 
plumbing, heating and roofing or metal 
business. Seventeen years’ experience and 
best of references. Address R. Harvey, 


P. O. Box 841, Schenectady, N. Y. 


VALUABLE SHEET METAL INVEN- 
tion for sale or trade for real estate, or to 
manufacture on royalty, a patent insulated 
steam and hot water radiator jacket for 
direct and indirect work, with hand and au- 
tomatic temperature control. Address 226, 
care of THE PLUMBERS’ TRADE JOURNAL. 


1920 Oak-. 


POSITION WANTED — BY HBEATING 


and plumbing supply salesman with twelve 
years’ experience. Western territory pre- 
ferred. Can furnish references. Employed 


at present. Would consider 
proposition. Address 221, 
PLUMBERS’? TRADE JOURNAL, 


WANTED—A FIRST-CLASS BUSINESS 


January ist 
care of THE 


man, good estimator and an _ experienced 
mechanic—to purchase half interest in a 
plumbing and heating business, near Nev 
York City. Shop nicely located. An excel- 
lent opportunity to increase business. Stat 
experience and give references. Address 


Wwhoiesale and retail store and stove repaii 
business large enough to support a ec mpany 
Good location in the best growing city in 
Jersey state. Will sell with or without build- 
ing. Requires $20,000 cash. More lars 
will be given on the premises. Ac 3 
care of THE PLUMBERS’ TRADE 
GOOD PAYING SIDE LINE FOR SALES- 
men traveling through New York State, New 


Jersey, Pennsylvania, Maryland and Dela- 
ware, to handle full line of guaranteed 
plumbing specialties, rubber, leather and 
brass goods, and plumbers’ tools. Very lib 


eral commissions paid to experienced men 
Address 198, c/o THE PLUMBERS’ TRADE 
JOURNAI 


POSITION WANTED —GOOD PRACTI- 
cal heating man, some knowledge of plumb- 


ing, can estimate from plans or without, 
make plans and specifications when neces- 
Sary, handle any job, nothing too large o1 
complicated. Not a has-been nor a would-b: 
but a practical man in the prime of life If 
you have something to offer, let me heat 
from you P. O. Box 21, Marshalltown, Tow 
FOR SALE — PLUMBING, 


HEATING 
business. Best location in Michigan Ow- 
ing to injury in elevator accident am unabl 
to attend to same. Store is situated in cen- 


ter of trade district. Stock of hardwa 

eould be added. Sole agent for ‘‘Glenwocd” 
ranges. Will sell for what plumbing stock 
inventories. Best schools. Albion College 
C. C. Blakeley, Albion, Calhoun Co., Mich 


EXPERIENCED MAN—GERMAN TECH- 
nical high school graduate with training i 
both heating and sanitary engineering lines 
and with several years’ practical experienc¢ 
desires connection with heating and plumb- 
ing firm where knowledge will be of vah 
Familiar with power plants and the various 
mechanical branches. First-class references 
Address 219, care of THE PLUMBERS’ TRADE 
JOURNAL. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 


Why Experiment 


with a Fire Pot or 

Torch you know noth- 
( ing about? C.&L. Fire 
Pots and Torches have 
stood the test for more 
than twexty-four yeurs. 
Mechanics who have 
used them know that they 
are tne best, and that 
they produce more 
heat, with less gaso- 
line,than other makes. 
Jobbers supply at fac- 
tory price, or we ship 
direct if cash accom- 
panies the order. Send 
for Booklet—it’s free. 


CLAYTON & LAMBERT 
MFG. CO. 
Detroit, Mich., U.S. A. 


No. 32 Torch 
Price each — $4.00 Net 


Better Than Lead 


NQQQQHH 


{OND PIPE-JOINT 


Dixon’s Pipe Joint Compound is better 
and cheaper than red or white lead. 
Doesn’t “set’’ joints—goes farther. 


JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 
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“ACCOUNTANT” 
Plumbers!  Steamfitters ! 


Have your business systematized by 
a Practical Accountant. Books open- 
ed—written up—closed. Monthly 


trial balances and financial state- 


ments. Corporation work a speci- 
alty. Charges moderate. 


E. M. SQUAREY 
221 Sherman Ave., New York City 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on the 
Pacific Coast 
POSTAL 
TELEGRAPH 


BUILDING SAN FRANCISCO CAL. 


Stop! Read! and Consider!! 


Which is the better off, the man who 
has a good trade, or he who belongs 
to the vast army of unskilled workers? 
The New Trade School, founded in 
1881, and endowed, provides practical 
instruction in various trades for young 
men. Full day courses, $25 to $45; 
evening classes, $12 to $16. Tllustrated 
catalogue, showing trades taught and 
giving full particulars, mailed free on 
application. Address, 


NEW YORK TRADE SCHOOL, 
1254 First Avenue, New York City. 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
“THE BELL.’ in the future. Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


ANDREW BELL, 373-375 Market St., Newark, N. J 


Have Salaries Raised 


You can be safe in judging what a man 
can do by what has been done—past per- 
formances—past records. In the files at the 
International Correspondence Schools are 
more than 27,000 letters that are witnesses 
to the marvelous results accomplished by 
students of the International Correspond- 
ence Schools. A recent tabulation of the 
records of 1,000 students shows that the 
average salary at the time of enrolment for 
I. C. S. Courses was $54 per month, but 
today, or at the time the letters of indorse- 
ment were written, the salaries have in- 
creased to an average of $183 per month. 


There is not, in all the world, a greater 
force than the I. C. S. to put new hope in 
the hearts of laboring men and teach them 
to attain success. 

The I. C.S. are ready and willing to help 
you. Are you willing to be helped? Then 
determine what you want to be and 


Mark and Mail the Coupon NOW 


SHES HSHHSHSHSSHHSHSHHSHHESO HEH OOS 


International Correspondence Schools 
Box 972, Scranton, Pa. 


Without obligating myself in any way, I should like 
to have you send information about the I. C. S. 
Course in Plumbing. 


Name. . — 


Street and No. ——_ 
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WAKE UP! 


NEVER SAY, “DULL TIMES” 


Get the Agency for 


Sunlight Generators! 


Drive out in your 
surrounding country 
and notice the great 
number of fine homes 
using nothing but 
common kerosene oil 
lamps. 


Go after the Big Pro- 
fits in thisnew branch 
of your business. Get 
ahead of the other fel- 
low! Don’t wait! DO 
IT. We can help you. 


The Sunlight Gas Machine Co. 


41-43 Warren St., N. Y., U. S. A. © 


“STANDARD” GAS SAVING BURNERS 


} Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 
We have manufact- 
ured the ‘Standard’ 
Burners for the last 
ten years. 


a! Write for Catalog 
Standard Heating & Radiator Co. 


Manufacturers 


12 Progressive Cities 
Have installed in their public schools 
PURITY Self-Closing 
Bubbling Drinking Fountains 


These fountains are also installed in the 
Massachusetts General Hospital. 


Let us send you some more selling facts 


MANY STYLES PRICES RIGHT 


SEND FOR CATALOG 


JAMES BARRETT MFG. CO. 
48-50 Pearl St., Boston, Mass. 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 


make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE 


JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 


230 Penn Ave., Pittsburgh, Pa. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Hydrotherapeutic Installation at U. S. S 
\) General Hospital, San Francisco acco 


EVERAL installations along  de- 
S cidedly different lines than those 
followed in general plumbing work 
have been made in San Francisco re- 
cently and are worthy of special mention. 
Among these are the new hydrotherapeu- 
tic departments added to the United 
States General Hospital, Presidio, in the 
new officers’ ward, and like department 
in the magnificent new home of the 
Olympic Club now nearing completion. 
Great strides have been made of late 
toward the special treatment of nervous 
ills and water has been the medium of 
this new tendency, thereby opening up 
a new field to the master plumber 
eapable of handling work of the highest 
order. The water cure, as it has been 


brought to the surface and the cireula- 
tion is stimulated. 

In the accompanying illustration a 
portion of the Hydrotherapeutie room of 
the Presidio Hospital is shown. Only a 
partial idea of the arrangement of the 
fixtures and their appearance may be 
gained from the photograph reproduced 
by courtesy of the George H. Tay Com- 
pany, which supplied the apparatus for 
both the Presidio and the Olympic Club. 
The large control table supplies water, 
hot and cold, at the will of the operator 
to the perineal douche, shower, and sitz 
path. The continuous flow bath in this 
instance is controlled by a separate and 
smaller table. 

No small amount of mechanical ability 


Modern Hydrotherapeutic Treatment Apparatus in a Plumbing Installation in the 
United States General Hospital, San Francisco, Cal. 


less technically called, has been practiced 
for a number of years, but it rested with 
Dr. Siman Baruch, who has been called 
the “Father of Hydrotherapy,’ to im- 
prove the method of administering the 
beneficent curative powers of water. He 
devoted many years to developing the 
theory of water treatment and a long 
treatise may be found dealing with this 
subject in his book entitled ‘““Hydrother- 
vpy.” In brief, he has used water as a 
relief and cure in almost all ills known, 
ranging from the simple ills of the 
nervous system to the more complex 


diseases such as measles, scarletina, 
pneumonia, vverilunt, fevers, Asiatic 
cholera, sun strokes, malaria and _ in- 
sanity. 


In the first mentioned installation, 
that of the United States General Hos- 
pital, all of these ailments are to be 
treated, as this port is the landing place 
for the soldiers returning from our 
Island possessions and these are culture 
rrounds for the various diseases that 
infest the tropics. : 

In the latter installation, however, 
only the minor nervous ills are to be 
‘reated. This method of treatment, how- 
aver, will be used for corpulency, as the 
severe shocks of alternate hot and ice 
water, administered by means of the 
douche nozzles, burn up the fatty tissue 
by oxidation. Similarly, it is used for 
the opposite effect; that is, to build up 
patients who are anaemic, as blood is 


is required on a job of this kind and 
not every plumber is able to cope with 
as complex a problem as a hydrothera- 
peutic job. The mechanic who does not 
use his head as well as his hands would 
have a hard proposition in connecting 
the large table as the attempt of the 
proverbial “tallow-legged dog” and the 
“unsightable cat.” 

Much credit must be given to T. J. 
Ford, the plumber on the Presidio job, 
and Jos. A. Hern, with W. S. Snook 
& Son, on the Olympic Club job, for the 
workmanship shown in accomplishing 
their difficult tasks, the first of the kind 
undertaken here. 

————— 


Western Brass Concern will 
Occupy New Factory 


NE of the most popular brass man- 
O ufacturers of the West, the Prier . 
Brass Mfg. Co., of Kansas City, 
Missouri, has recently acquired the fac- 
tory buildings, equipment and the busi- 
ness of the Central Brass Works Co. of 
the same city. This additional factory 
with the first, totals a floor area of 
37,500 feet. The line made by this con- 
cern comprises iron drum traps, Te 
frigerator and porch drains, vented 
drains, back-water traps,  frost-proof 
closets and the standard self-closing 
faucets, brass and lead goods, and a full 
line of compression and quick-compres- 
sion faucets, all of the finest quality. 
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Taking into Gonsideration the SAVING 
at the GOAL PILE ONLY the JONNSON 
dend paying investment 


ito ts Na iia eae the 


The coal bill is a daily charge for life against the building and the small amount required to install the 

JOHNSON system of temperature regulation means a permanent reduction in the fixed charges. It 
satisfies tenants and is a weighty talking point to progressive lessees. Our service department means service. We have in all large 
cities a full operating department in charge of a competent engineer who is qualified to install and keep our systems in perfect condition. 


The Johnson System is not an Experiment. It is a success 


We manufacture thermostats to fit any condition and they will do the work which we claim for a wy 
them. Our system can be arranged to turn off the heat from any room or series of rooms if , = 


desired through the positive shut-off at the thermostat. The JOHNSON system is simple in 
construction and operation and positive in action. 


Over 100,000 now in successful operation 


The JOHNSON valves which have been designed and manufactured to meet the exacting re- 
quirements of the inspection given every part of the JOHNSON systems are offered to the trade. 


They are of the highest grade and thousands of them are on duty in breweries, chemical fac- 
tories and other special industries where ordinary valves can not stand up to the work. If you 
have valve troubles or are installing a new system where the requirements are rigid; write for our 
booklet about the JOHNSON. The line is complete. 

Behind the name JOHNSON we have placed our entire resources and the reputation for effici- 
ent service which we maintain. 


Catalogs telling our full story, yours for the asking. 


Johnson Service Company 
Air Regulating Valve Branches Everywhere Milwaukee, Wis. 
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VOGEL-Patent Frost Proof Closets 


and they are now shipped in hundred, and carload lots to individual jobbers throughout the country. 


Valves are simplest and 
most durable. 


fe 
a : : 
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Require no pit, or may be 
used with a pit, if so desired, 
providing the supply valve be 
GOVEreG sto: Drotectut from 
freezing. 


Valve parts are easy of 
access from abcve the floor. 


All hoppers have our 
special design enameled half- 
roll rims, enhancing their 
sanitary qualities. 


JOSEPH A. VOGEL CO. 


Wilmington, Delaware 


Ask your jobber. 
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BE SURE 


AND 


GET A 


HANDY 


DIE STOCK 


STOCK THAT LOCKS 
QUICK-RELEASING 
HANDY MANUFACTURING CO, 


200 CANNON ST. 
BRIDGEPORT, CONN. 


THE 
SELF-LOCKING 


Fourteen days’ trial 
Send for a set today 


Joints Caulked from the Inside 


after the drain is set. 


THIS BRAYMAN 
Water Tight Drain 


besides the above men- 
tioned feature, is abso- 
lutely water tight and 
non-freezable. 


: are The BRAYMAN 
Water Tight. Drain is the best solution of your floor drain 
problems. 


New catalog tells the complete story. _Have you received 
one ? If not, drop us a postal today. 


Jiffy Fire Hose Rack Co. 


725 7th Avenue New York City 


WILLWEAR 
NTS 


ee 


“wILWEAR” 


BATH ROOM FITTINGS 


Everything for the Bathroom 


“WILWEAR” Towel Racks and Towel Bars are made in so great a variety of designs that 
you can absolutely meet any specification of the crankiest customer. 

You can land customers with the ‘‘WILWEAR”’ line. Our catalog ‘‘P’’ pictures the entire 
line. Yours for the asking. 


THE NOVELTY MFG, CO. 


ae 
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Waterbury, Conn. 


ANOTHER “CLARKE” 


BATH TRAP 


POSITIVELY NON-SYPHONING 


LOOKS Good. IS Good. 
DRAWN Lead, not CAST 


“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn St., Brooklyn, N. Y. 


ing work in Toledo this year, 
account the new school buildings. The schools 
that are being constructed in Toledo are of 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


HERE has been no dearth of 
plumbing business in Toledo and 
all the plumbing shops are now 
busy, many with the smaller 
residential jobs. There has been 
some large and important plumb- 

taking into 


a high standard and in some of them, es- 


pecially the Scott High School, the plumbing 


is extensive and unusual. Besides this there 
are some large factory jobs; there have been 
many flat, apartment and terrace structures 
erected, all of which called for up-to-date 
plumbing. The new twenty-story building 
of the Second National Bank, the Willys- 
Overland factory additions, and many other 
improvements, proposed or under way, will 
furnish plumbing jobs of no small propor- 
tions and the residence building has been 
heavier this summer than ever before in 
the history of the city. The homes con- 
structed were all modern and called for up- 
to-date plumbing. The work has been 
divided fairly evenly and all the shops 
seemed to have about what work they were 
in position to take care of. 

The Frank Wortsmith Furnace & Metal 
Co., Toledo, Ohio, have moved to a new loca- 
tion at 426 Huron street. 

Banko Bros., of Cleveland, Ohio, have been 
awarded the contract for installing a new 
yapor heating system: in the Methodist Ppis- 
ecopal Church. 

The contract for the erection of the new 
$10,000 school building to be erected at 
4ilboa, Ohio, was recently awarded to M. (OF 
Daub, of Fostoria. 

S. H. Blinn, treasurer of the F. B. Bissell 
Co., Toledo, Ohio, has let the contract for 
a handsome $4,000 residence to be built on 
Rockingham avenue. 


A $100,000 high school building to be 
erected at Bowling Green is attracting the 
attention of Toledo, Ohio, plumbers who 
expect to compete for the plumbing and 
heating. 

A nice plumbing contract will be furnished 
in Toledo, Ohio, by the new $100,000 factory 
building to be erected at Mulberry and Sum- 
mit streets by the Emerson Cap Co. A 
modern and up-to-date plumbing system will 
be installed. 


The material for the new public comfort 
station being erected at the corner of Cherry 
street and Summit street, Toledo, Ohio, was 
furnished by the Ohio Plumbers’ Supply Co. 
The plumbing contract was secured by 
Thomas Kewley, of Toledo. 


Congressman Willis, in an effort to do a 
favor for the town of Urbana, Ohio, recently 
presented it with a bath tub taken from the 
battleship Maine, the tub to be placed as a 
monument in the public square. Now the 
women of the town are insulted and the 
women’s clubs have protested against the 
acceptance of the gift. 


Thieves recently entered the plumbing 
shop of Dave Marker, 319 Bancroft street, 
Toledo, Ohio, and carried, off pipes and fix- 
tures in a toy express wagon, They have 
not been apprehended. Dave is highly in- 
dignant at the method chosen of carting off 
the goods, as he says it looks a good deal 
like a personal insult. 


The American Plumbers’ Supply Co., of 
Toledo, Ohio, moved into their expanded 
quarters on Ontario street, recently. The 
new building is 60 x 110 feet, making a 132- 
foot frontage. The interior has been ele- 
gantly fitted out and presents a fine appear- 
ance. The rapid growth of the concern 
made the additional space necessary. 


Cc. W. Moody of Gleveland, Ohio, has re- 
cently severed his connection as district 
manager for the Chase Motor Truck Co. 
of Syracuse, N. Y. Royal B. Curtiss of 
Stepney, Conn., has been appointed in his 
place. Mr. Curtiss was formerly sales 
manager of the Royal Equipment Cos7 at 


In his new position th 
will have the oversight of a territory in- 


Bridgeport, Conn. 


cluding Ohio, West Virginia, Kentucky 
Michigan and part of Indiana. He wil 
make his headquarters in Cleveland. 


Samuel J. Hoerner and Charles D. Bidle 
man, well known Dayton men, have forme 
a partnership under the firm name of Samue 
J. Hoerner & Co., for the purpose of carry 
ing on a plumbing and steam heating busi 
ness. The firm expects to make a specialt: 
of repair work and quick service. The ney 
concern will be located at the old stand o 
Mr. Hoerner, who is an old-time plumber, a 
320-322 W. 3d street. 


Raitz & Co., of Toledo, Ohio, were awarde 
the contract for plumbing and heating in th 
new open-air school on Cherry street. Th 
new building will accommodate forty-eigh 
pupils, and sleeping pavilions are provide 
on the second floor for naps. There will b 
a shower room equipped with two showe 
baths and a tub, a kitchen, dressing roon 
medical inspection room and pantries, a 
equipped with the latest plumbing appliance: 


Dayton plumbers seem to be perfectl 
contented with their lot as no associatio 
meetings are being held, plumbers preferrin 
to play pinochle instead of conducting: bus 
ness meetings. No session has been hel 
through the summer and when a few night 
ago an attempt was made to hold a sessio 
the boys turned out but instead of talkin 
business played pinochle. It has not bee 
officially stated who carried off the hono1 
of the occasion. Fi 


A $25,000 addition to the Miami Valle 
Hospital at Dayton, Ohio, is to be built 2 
soon as the plans can be drawn. Archite 
Albert Pretzinger, of Dayton, will draw th 
plans and take charge of the constructio 
work. The new building will be for the u: 
of tuberculosis patients and will stand < 
the east end of the other hospital building 
This will furnish a fine plumbing job an 
there will be considerable competition. Daj 
ton plumbers are already figuring on tk 
work. 


The contract for furnishing the heatin 
and ventilating plant for the new Colles 
Hill School building at Tiffin, Ohio, has bee 
awarded to the Columbus Heating & Vent 
lating Co., of Columbus, Ohio. The materi 
in the plant is to be guaranteed for fi 
years, a man is to be placed at the scho 
to give the janitor ten days’ instruction | 
its operation when the building is opene 
and the plant is to be inspected twice 
year. V. M. Gattius and Wm. T. Chafili 
of Toledo, also bid on the job. 


The finest residential plumbing job whi 
has been provided in Toledo for some tin 
will be that of S. O. Richardson in h 
handsome new three-story residence beit 
erected on Collingwood avenue. The hon 
is a large one and modern in every respec 
The material used in construction is press 
brick and terra cotta, and the home contail 
every convenience and modern improveme! 
The plumbing contract will run into sever 
thousands of dollars. There will be sever 
bathrooms. Toledo plumbers are figuring ‘ 
the work and the competition will be kee 


John D. Gerken & Co., makers of furnac 
and sheet metal goods, one of Toledo’s mo 
enterprising manufacturing concerns, hi 
recently moved into new, modern and mo 
commodious quarters at 25, 27 and 29 Ont 
rio street. The original plant of the cor 
pany was located on Washington street, D 
the growth of the business was sO rapid th 
more commodious quarters were essentié 
so the new two-story pressed brick buildi 
was erected on Ontario street. It is al 
announced that the concern will soon i 
crease its working capital and expand in 
a much more ambitious establishment. Ber 
tofore warm air furnaces have been the chi 
product, but a variety of sheet metal 800! 
will be manufactured in the future. 
new factory building was so erected that a' 
ditions can easily be made when neede 
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HAS. J. BOYD, P. M. Murphy 
and Chas. T. Byrne, all well- 
known master plumbers of Chi- 
cago, left, September 4th, for a 
vacation trip in the east. Mr. 
Boyd and Mr. Murphy, who will 

isit relatives in New Jersey and New York, 
re former presidents, and Mr. Byrne, who 
3 a former secretary of the National Asso- 
iation of Master Plumbers, will as usual 
ombine business with pleasure. All three 
re great friends and were fortunate in 
iming their arrangements so that they could 
lake the trip together from Chicago. They 
ill no doubt visit some of their friends in 
he plumbing trade in the east. 


The Fort Dodge Heating and Plumbing 


ompany of Fort Dodge, Iowa, are putting 
p a new building 50 x 105. 

Riffer & Perkins of Springfield, Ill., have 
plumbing 


uilt an addition to their shop 


ee e os 


weeks. 
He is reported as progressing nicely, how- 
ever, and expects shortly to be well enough 
to be removed to his home. 


Ravenswood Hospital for several 


Chicago Master Plumbers Tour 
Vancouver 


N the accompanying illustration are shown 
I several members of the Chicago party 
who toured the Pacific Coast after the 
recent convention at Salt Lake City. They 
are enjoying an automobile ride in one of 
the public parks of Vancouver, B. C.,, 
where the picture was taken by Miss Ger- 
trude Herbert, daughter of one of the mem- 
bers of the party, at the point where the 
entrance to the park looks out on the ocean. 
Our friends, reading from left to right, will 
be easily distinguished: Cc. J. Herbert, 


he Chicago Party Composed of C. J. Herbert, Thos. C. Boyd, Chas. T. Byrne, Mrs. 
C. J. Herbert and Miss Theresa Herbert and Miss Gertrude 
Herbert, Who Toured Vancouver 


ne addition will be two stories 25 x 160 
id will be used for workshop and _ store- 
om. 


Patterson & Stewart of Springfield, Ill., 
we lately moved into their new store at 
3 Capital avenue. This firm has now one 
the finest show-rooms and workshops in 
é state. 


Mrs. Thos. Beggs, wife of the Chicago 
umber, has recently returned from a trip 
Rome, Ga., where she visited her son, 
uglas Beggs, who is engaged in the 
imbing business there. 


Miss Loretta Mandable, daughter of Mr. 
d Mrs. M. L. Mandable of Chicago, with 
r husband, Mr. John Cavanaugh of Phila- 
Iphia, recently visited her parents in 
cago for a couple of weeks. 


The contract for the plumbing and heating 
the Dole House, a fine new hotel being 
ilt at Mattoon, Ill., has been awarded to 
® firm of White & Hanson of that city. 
is branch of the work will cost in the 
ighborhood of $16,000.00. The plans were 


awe by Architect H. H. Richards cf 
icago. 


The Chicago Board of Examiners of 
umbers has recently issued master plumb- 
’ certificates to the following who have 
ccessfully passed the state examinations: 
G. Zajicek, 1925 Loomis street; Bo J. 
nWay, 5118 Princeton avenue: Jos. Gold- 
‘in, 1042 W. 59th street; Perry E. Russell, 
13 Milwaukee avenue. 


Master Plumbers who have recently passed 
‘ Illinois State Examination and obtained 
tifieates from the Chicago Board entitling 
‘mM to conduct the plumbing business are: 
sene Vv. Desmond, 2878 W. Lake street ; 
°. B. Crowley, 2224 S. 48d avenue; Jack 
folovich, 1131 S. Paulina street, and Jos. 
Heinle, 749 W. North avenue. 

James G, Lawson, who conducts a plumb- 
/SHOD at 6611 N. Clark street, Chicago, 
» has recently undergone an operation for 
Pendicitis, He has been laid up at the 


Thomas C. Boyd and Chas. T. Byrne, Mrs. 
Herbert and her other daughter Theresa be- 
ing seated in the machine. 


er Pewee, 


Illinois Plumber Turns Ranch- 
man 


EORGE HAUBER, formerly a master 
G plumber of Morrison, Ill., but now a 
successful ranchman of the Yakima 
Valley, was recently in Chicago attending a 
conference of the fruit growers of his dis- 
trict. While here, he called at the head- 
quarters of the local association and met a 
number of his old friends in the trade. He 
located in Wanatchee in 


the heart of the 


The Result of One Half Hour’s Fishing. Messrs. Field. Crider, White, Bush and 
Hays at Houghton Lake, Mich. 


five acre 
business 
business 


Yakima Valley, where he had a 
ranch. He engaged in the plumbing 
for a time but left it to go into the 


of growing apples. He now has over a 
hundred acres of fine orchard land, whieh 
is worth all the way from $800.00 to 
$1,500.00 per acre. ‘Mr. Hauber, who has 


made good in a new field, states that he has 
permanently retired from the plumbing busi- 
ness and advises his fellow craftsmen to 
back to the farm. 


oo 
Gas Company Solicits Co-opera- 
tion of Chicago Master Plumbers 
Ts Peoples Gas Light & Coke Co. ot 


go 


Chicago has recently placed in the 

field a number of solicitors to canvass 
the Owneis in order to have gas installed in 
new buildings. This action on the part ol 
the gas company has been found necessary 
for the reason that for some time past the 
Owneis of large apartment buildings being 
erected, have decided on account of the high 
cost of installation, to eliminate gas entirely 
fiom their buildings except that needed fo 
fuel purposes. Mr. Mayer, the head of th: 
Commeicial Department of the gas company 
recently held a conference with a joint com- 
mittee composed of master Plumbers ana 
gas fitters, with a view of securing their co- 
operation and assistance in getting owners 
to put gas in their buildings. The mastei 
plumbers claim they had no good reason t¢ 
encourage the installation of gas, 
is no longer any profit in this branch of 
their business, The joint conference held 
between the two committees and the gas 
company’s representative, at which the en- 
tire gas fitting situation was considered, it 
is believed will have a good effect. The gas 
fitters realize that the work has been getting 
away from them, owing to its being elimi- 
nated from new buildings, and the gas com- 


as there 


pany found they have been losing ground 
instead of gaining in the consumption of 
their product. 


————+—+e—__. 
Decatur Fishing Party at Hough- 
ton Lake, Mich. 


HE accompanying photograph of sev- 

| eral members of the Houghton Lake 
Fishing Club of Decatur, Ill, was 
taken a couple of weeks ago at Houghton 
Lake, Mich:, and shows their successful 
catch of bass and pickerel. They say they 
sot them all in half an hour, but we will 
have to take their word for that. All in 
the picture are members of the plumbing 
fraternity and they had a royal good time 
during their stay in Michigan. Frank L. 
Hays, who caught some of the “big ones,” 
was ‘so elated that he decided to stay a 
week than he originally intended. 
The members of the party, reading from left 
to right are W. C. Field, of Field, Shorb & 


longer 


Co., Decatur, Ill, E. H. Crider, of Barnes 
Mfg. Co., Mansfield, Ohio, J. M. White, of 


White Plumbing & Heating Co., Charleston, 
Ill.; H. C. Bush of Zimmerman & (Co., 
Decatur, Ill, and Frank L. Hays of the 
Chicago Branch of the H. Mueller Mfg. Co. 
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OURS DO! 

DO YOURS? 
Do your customers 
boost for you? They 
should if you please 
them. It’s human 
nature, do 
boost for 

GILT EDGE 
Dealers and they 
willfor you. Each 
sale means more ad- 
vertising— advertis- 
ing of the highest 
kind: the kind you 
can't buy--the re- 
commendation of a 
pleased user. 
This_is the GILT 
EDGE way. Try it 
tbis year. Get our 
catalogue and pro- 
position. 


R. J. Schwab & Sons Co. : 
289 Clinton Street, - - Milwaukee, Wis. 


They 


BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 

designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

4 Catalog on request 
Y 3 


Western Plumbing 
Jy, Supply Co. 


Qt Desplaines St. “” 


CHICAGO, ILL. 


et 


NO. 1 TIP TOP 
VENT 


Patent applied for 
Is unique in construction, easy in 
adjustment and a sticker when 
rightly placed. 
For Sale by your Jobber 


Miller Foundry & Specialty Co. 


No. Tonawanda, N. Y 


BOSTON 


ADJUSTABLE 


BRACKETS 
FOR SINKS AND TRAYS 
Send for price list 


JOSEPH H. YOUNG CO.., 
Boston, Mass. 
Full line of Plumbers’ Supplies 


Save Time and Money 


By installing A. D. M. Co’s 
Wastes and Traps. They 
please particular people. Made 
from new metal, finished in 
triple nickle plate (not that 
dull, leady sppearsuey g0 

often seen in other makes). 
wie Beautiful in Design and 
={] Finish, and endorsed by 
y leading Sanitary Engineers 
and Inspectors. All leading 
hk jobbers will supply at fac- 
tory price, or we will ship 
directif cash accompanies 
your order. Send for Book- 
let with Master Plumbers’ 
Discount Sheet. It will 
save you dollars. 


A. D. MANUFACTURING CO. 
Detroit, Mich., U.S. A- 


THREADED. 
IRON PIPE 


= er 
= Or 
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LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of plac- 
ing before your clients the latest and 
best in sanitary fixtures? If so you must 
not overlook the one best bet 


The Emery Self-Raising Seat 


You owe it to yourselves and the suf- 
fering public to investigate this most 
sanitary fixture at once. 


EMERY 
Self Raising 
Seat 


Pat. 1908-9 Prices 


You 


Will be 
Interested 


a ie 


Here are a Few Pointers. Do 


They Interest You? 


These hinges have automatic stop that 
prevents the seatfrom swinging back too 
far and denting flush pipe or front of 
Low Down Tank. 

They can be adjusted to raise the seat 
to any desired angle. 

They eliminate unsightly iron balls or 
weights, and the breaking of closets and 
denting walls by them. 

You can rough-in closer than with any 
other seat. 

This seat and hinges are uncondition- 
ally guaranteed by me. 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured by 
me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Specialty 


WM. S. EMERY 


74-78 Cliff St. 45-49 Ferry St. 
NEW YORK CITY 


~/ Tile your Bathroom 


and kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


“CSE TILING 


Trade-Mark 


Cost only one-fifth. Lasts lifetime. Germ, 

Fire, Waterproof. Ask dealer for booklet, 

E or write the manufacturers, NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y. 


REGULATING VALVES 
For Water or Steam 


ROSS VALVE MFG. CO. 
TROY, N. Y. 


Something New 


Extension End Ferrule 
C 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 


Made in the following sizes: 
2in. 3in. and 4in. 


C. P. MARSHALL 
Rochester, N. Y. 


Still and Carbonated 
_ Purest of drinking waters _ 
- Handsome sanitary coolers provided 


_ Cold Indian Spring Water Co. 


638 Eleventh Ave. | NEWYORK — 


. 
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HAT good times are ahead for 

the plumbers seems to be the 

belief of the craft in Manhattan 

Borough. Th representative of 

THE PLUMBE,4’ TRADE JOURNAL 

in his travea throughout the 
city finds this condition amoung the trade not 
only with the manufacturers and jobbers 
but with the contracting and jobbing plumb- 
ers as well. 


Confining his attention to repair and job- 
bing work exclusively, Frank J. Casey of 
310 West 40th street, Manhattan, New York 
City, finds that all his time is taken up. 
Mr. Casey has long been established in this 
neighborhood and has built up a good busi- 
ness. 


Another to experience the busy times that 
have come to the plumber of this city is 
C. K. Krunze of 251 East 43d street, Man- 
hattan, New York City. Mr. Krunze con- 
fines his operations to jobbing, repair and 
alteration work and finds it takes all of his 
time. He has been established in present 
quarters for a number of years. 


The contract for the installation of the 
plumbing in the Adlon, the 12-story apart- 
ment now being erected by the Adlon Con- 
struction Company on the southwest corner 
of Seventh avenue and 54th street, is held 
by Messrs. Jarcho Bros. of 22-24 East 105th 
street, Manhattan, New York City. This 
well-known firm is kept busy with its many 
contracts in this and other boroughs. 


ee eee ees 


CHATTER OF THE JOBBERS 


HE jobbing house of M. Glauber & 

é Co., 103 Varrick street, Manhattan, 
New York City, is kept busy these 

days with the orders that are coming 
from their salesmen. They have an ex- 
tensive out-of-town trade, due to the fact 


that they have a_ well-organized selling 
force. They have lately added to their 
line the ‘ Triplex” test apparatus, a 


machine to test sanitary systems by smoke, 
peppermint or pressure, making three tests 
in one. This machine has been endorsed “by 
inspectors of plumbing, health departments, 
and leading master plumbers. 


One of Brooklyn’s busy jobbing houses is 
The American Plumbing Manufacturers’ 
Company, located at 164 Atlantic avenue. 
They carry a full line of plumbers’ sundries 
and enjoy a good share of the business. 
Trade has been good and they look for a 
continuation of same for some time. 


The Bay Ridge Plumbing Supply Co. of 
311 36th street, Brooklyn, N. Y., jobbers in 
sundries of every description for plumbers, 
steam and gas fitters, are enjoying a good 
season. They report business as far ex- 
ceeding the same period of last year and 
see no reason for a discontinuance of this 
happy situation. 


The well-known Brooklyn supply house of 
McElraevy & Hauck Co. of 440 to 446 
Broadway, and 287 to 291 Penn street, have 
begun to feel the increased business that 
fall brings. They carry a full line of 
plumbers’, steam and gas fitters’ supplies 
and also eater to the wants of engineers, 
mills and factories. They are at this time 
supplying materials for several large con- 
tracts both in apartment houses and loft 
buildings. 

A plumbers’ supply house has been opened 
at 441 Rockaway avenue, Brooklyn, New 
York, by N. Cohen. Mr. Cohen has taken 
a long lease on this property and reports 
a good business. He carries a full line of 
plumbers’, gas fitters’ and tinsmiths’ supplies. 


One of the busy houses these days is 
that of A. Shapiro & Co. of 167 Avenue A, 
Manhattan, New York City. This house 
carries a full supply of plumbers’, gas and 
steam fitters’ supplies of every description. 
They are at present supplying the accesso- 
ries for a number of apartment and loft 
buildings in this and other boroughs. They 
expect and have prepared for a good fall 
trade. ; 

By running their factory to its limit, 
Shwab Bros. Company of 811 East 9th 
street, Manhattan, New York City, have 
been able to keep up with the orders they 
have had on their books. Their business 
for the past three months has been far in 
excess of the same period of last year. 
This company are manufacturers of the 
well-known ‘‘Never-Break” seat, which is 
made in all styles and all woods. They 
also. manufacture galvanized wash tub 
covers, galvanized flush pipes, a full line 
of medicine cabinets; in fact, everything in 
plumbers’ woodwork. 


———— 


AMONG THE BROOKLYNITES 


EEKS BROS., of 52d _ street and 
M Fifth avenue, Brooklyn, New York, 
are certainly kept busy these days 
with numerous repairs and jobbing. They 
give their personal attention to all work- 
manship turned out by their men. Among 
the many operations upon which they are 
now engaged are the contracts for altera- 
tions of the plumbing at No. 5307 Fifth 
avenue and the row of six apartment houses 
now being erected at the southwest corner 
of Fifth avenue and 40th street. 


Smith & Theis, of 65 Lawrence avenue, 
Brooklyn, N. Y., are busily engaged plumb- 
ing and heating five 20-apartment buildings 
for McDonald & Weeks and one 21-apart- 
ment building for E. R. Strong Co., both of 
which jobs are located on Newkirk avenue, 
Brooklyn, N. Y. 

Located at 112 Court street, Brooklyn, 
New York, the firm of Garvey Bros. have 
been catering to the wants of their cus- 
tomers for a half of a century. They have 
a list of customers some of whom date back 
through three generations. They at all 
times keep a force of men busy. 


One of Brooklyn’s busy plumbers at this 
time is J. F. Sullivan of 821 Gates avenue. 
Mr. Sullivan is at this time busy on con- 
tracts for the plumbing and gas fitting in 
several houses in the Flatbush section of 
the city. He is also busy on numerous 
repair jobs in the Stuyvesant section of the 
borough. 

Arnold Bros., of 98 Lawrence avenue, 
Brooklyn, N. Y., are erecting the plumb- 
ing contract for the new fire house being 
erected at 111th street and Second avenue, 
Manhattan. They are also plumbing two 
three-story buildings at Avenue J and East 
14th street, Brooklyn, for A. B. Dietrich. 


Louis F. Strubbe, of 1309 Kings Highway, 
Brooklyn, N. Y., has a considerable vol- 
ume of new work on hand, among which 
are four (4) buildings for L. A. Brennan, 
at E. 7th, 10th and 21st streets, Brooklyn, 
N. Y., and the new residence being erected 
by T. A. Jaden on West 2d street, Brook- 
lyn; Ney 

One of the younger master plumbers of 
Brooklyn is Joseph Clarke of 351 Franklin 
avenue, Brooklyn, New York. Mr. Clarke 
makes a specialty of personally supervising 
all work and this fact has brought him 
many customers. He has been kept busy 
with the repair and jobbing work and looks 
for a continuation of these conditions. 


In addition to maintaining his extens 
establishment at Coffey street, Brooklyn, 
Y., E. F. Godigkeit has joined hands y 
Frank Naab, one of his former employ 
and together they have launched the e 
cern of Godigkeit and Naab at 1817 Co, 
Island avenue, Brooklyn, New York, wh 
the results, we are advised, are entir 
satisfactory. 


THE PLUMBERS’ TRADE JOURNAL rey 
sentative called upon Louis Sessler at 
place of business, 169 Fifth avenue, Bro 
lyn, New York, and found that he is so b 
that he has been compelled to lend a he 
ing hand to his men to keep up with 
work that has piled up on him. Mr. Ses; 
makes a specialty of jobbing, gas fitt 
and, in fact, everything pertaining to 
wants of his customers. 


James J. Lupton of 301 BE. 35th str 
Brooklyn, N. Y., has opened a branch of 
at 1418 Nostrand avenue, that borou 
“Jim” is an advocate of the vacuum sg 
tem of heating and is installing the ap 
ratus in two residence buildings at HE. 3 
street and Avenue J, Brooklyn, New ¥« 
for Robert Paris, and in the residence of 
A. Langmuir at 496 Argyle Road, Bro 
lyn, New York. Mr. Lupton will be glad 
receive catalogs from manufacturers : 
jobbers. 


The representative of THe PLUMB! 
TRADE JOURNAL dropped in upon our 
friend Thomas Madder of 131 Atlantic a 
nue, Brooklyn, New York, and found | 
very much on the go. Mr. Madder is 
of the oldest plumbers in that borough : 
has been located in that section of 
city for at least thirty years. Mr, M 
der has seen many changes in his stay 
this locality but still retains the good » 
and patronage of his customers, some 
whom date back through three generati 


The representative of THE PLUMB! 
TRADE JOURNAL called upon W. A. Duc 
of 353 Greene avenue, Brooklyn, New Y« 
and as usual received a hearty welco 
Mr. Dudley’s business has prospered dur 
the past year and he has the best wishes 
his neighbors who after all are the | 
judge of the class of work turrfed out 
this plumber. Unknown to him, Mr. D 
ley was recognized at the Mardi Gras 
Coney Island and from all accounts seer 
to be enjoying himself even if the sp 
limit had been reduced to a snail’s ps 


Located at 8 St. Felix street, Brook 
New York, where they have been for s( 
time, R. Daisley & Sons have enjoyec 
good season. ‘This firm has as its ¢ 
tomers many of the old-time residents 
that borough, many of whom have la 
estates on Long Island. They also kee} 
large force of men busy at jobbing and 
pair work. 


THE PLUMBERS’ TRADE JOURNAL Te] 
sentative recently enjoyed a courteous 
terview with John A. Cook Jr., presi¢ 
of the Eureka Heating Co., of 1133 Gra 
send avenue, Brooklyn, N. Y. The gene 
appearance of the establishment would 
dicate that they employ modern meth 
in the conduct .of their business, and 
scribe manifested much interest in 
systematic manner in which these pe 
handle the details of their business. T 
are at present engaged installing heat 
apparatus in six houses on Ocean Parky 
Brooklyn, New York, for J. D. Lemonte, | 


in four houses at Hast 2d and Hast 
streets, Brooklyn, N. Y., for J. Dae 
Realty Co. 

Se a 


LONG ISLAND JOTTINGS 


HOMAS SMITH has_ recently 

( tered the plumbing business at 4 

Atlantic avenue, Richmond Hill, L 
and is desirous of receiving catalogs 
discount sheets from manufacturers 
jobbers. 

Wm. E. Fellendorf, of Sea Cliff, L. 1. 
busy plumbing and heating the reside! 
being erected by E. W. Scheffmair and I 
Hammond in that village. 


Fred. H. Schaupp of Fulton street, Ho 
L. I, has been awarded the plumbing ‘ 
tract for St. Joseph’s School, Jamaica. 
is also plumbing and heating the resider 
being erected in Hollis by Summers Gill, 
Rosalsky and Henry Petersen. eg. 

F. J. Korber, of Rockville Centre, L. 
is busy on several contracts recently 


J 


A 
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eived, among which are the plumbing and 
eating of the Mount Building and The 
ockville Centre Garage, at Rockville Centre 
nd the heating of B. F. Simonson’s house 
t Oceanside. 

J. W. Plunkett Jr. has succeeded to the 
usiness of McConologue & Plunkett at 
ottage Court, Freeport, L. I., and is at 
resent engaged plumbing and heating the 
ssidences being erected on Lillian avenue, 
reeport, by Sidney T. Post. 


THE PLUMBERS’ TRADE JOURNAL repre- 
ntative recently made a visit to the 
stablishment of Samuel Gallucci at Co- 
ma, L. I. Mr. Gallucci maintains one of 
1e largest plumbing and heating shops in 
is part of the country, housing the same 
.a large three-story building. At present 
» is keeping a force of fifty men busy. 


Chester A. Haff, Inc., of 273 Johnson ave- 
ue, Richmond Hill, L. I., has been awarded 
e contract for plumbing and heating four 
{) houses being erected by The State Con- 
ruction Co., at Kew Gardens, Richmond 
ill, L. I. The plumbing calls for a num- 
sy of “Class A ” solid porcelain fixtures 
1d the heating will require over five thou- 
nd square feet of radiation. 


Chas. H. Wooley & Bro., of 376 Fulton 
reet, Jamaica, L. I., are plumbing and 
ating four houses at Woodmere, L. L., 
r MeAvoy Bros., and have recently landed 
e contracts for plumbing and heating the 
sidence being erected by Mrs. Perkins at 
awrence, L. I., as well as the contract 
r the new gymnasium being erected by the 
embers of Christ Episcopal Church, Ja- 
aica, L. I. 


McKenna Bros., of Westbury, L. I., report 
isiness as being in an entirely satisfactory 
ndition with them. They are at present 
gaged on some buildings for Anson Phelps 
okes at Noroton, Conn., and Mrs. Anna 
nds, at Brookville, L. I., and have re- 
ntly been the recipients of a $15,000 con- 
act from Ambrose Clark for plumbing, 
ater supply and sewerage systems for his 
ace at Westbury. 


Joseph H. Young of Corona, L. I., is a 
Sy man these days and ere the winter 
Wns upon us Joe will have amassed a 
2e big bank balance from the many con- 
ucts he has had this year. Among the 
ntracts which he is at present completing 
e the five 2-family houses being erected 
John J. Connoley at Corona Park and 
elve 2-family houses for Thomas Daly on 
inton street, Corona. 


oe een eee eee 


NEW YORK STATE NEWS 


HE plumbing in Mrs. Elizageth B. 
p Crane’s new residence at 228 Linwood 

avenue, Buffalo, N. Y., is being done 
Chas. B. Huck, 820 Main street. 


Fred Yuhl & Son, 165 William street, 
iffalo, N. Y., have the contract for plumb- 
3 at Dr. Jacob Miller’s residence on Hum- 
ldt Parkway. 


The Buffalo Cafe, 504 Main street, Buf- 
io, N. Y., is about to spend $20,000 re- 
\deling its plant. The steam heating and 
mbing will be done by J. B. Klein. 


George Kranichfeld, 517 Spring street, 
ffalo, N. Y., reports business as very 
od. He had a lot of new work all through 
> summer and prospects are good for a 
sy fall. 


George T. Bowers, 776 Seneca street, Buf- 
io, N. Y., will do the plumbing in the 
000 residence which is being erected on 
rkside avenue for W. E. Wing of the 
rkin Co. 


H. J. Wood & Co., 1374 Main street, 
ffalo, N. Y., have the contracts for plumb- 
3 and steam heating in the Riverside 
thodist Episcopal Church, being built at 
> corner Baynes and Potomac avenues. 


The Town and Country Club, Thomas C. 
- Moss, president, Lockport, N. Y., are 
ilding a new club-house on East avenue, 
that city. The steam heating and plumb- 
3 has been let to J. A. Carnall, Lochast 
eet, Lockport, N. Y. 


For the first time in its history, the city 
Albany is experimenting with shower 
ths in the public schools. Showers with 
t and cold water have been installed in 
hool 15, and are being so well patronized, 
the young pupils, that it is altogether 
ely the practice will become general 


throughout the city. The work was executed 
by James D. Walsh’s Sons, Inc., and is a 
pronounced success in every way. 


Crosessman Bros., 611 Jefferson street, 
Buffalo, N. Y., report business as very good. 
Mr. Crosessman says that their work is 
mostly jobbing. They find this more satis- 
factory than the new work which they say 
is being taken at very close figures. 


W. T. Hughes & Co., 2070 Seneca street, 
Buffalo, N. Y., has the plumbing contract 
in the store and flat building at the corner 
of Seneca and Weyand streets. The build- 
ing will contain five stores and three flats. 
The owner is Emil Sparfeld, 705 Main street. 

The Frederick W. Ridgeway Co., of 
Albany, N. Y., have recently installed sani- 
tary drinking fountains in all of the public 
school buildings of the city. Already the 
wisdom of the innovation has become appar- 
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A True Fish Story Truthfully 
Told 


RASTUS E. HAFF of the F. N. Du- 
EK bois Co., 243-247 Ninth avenue, 
Manhattan, New York City, en- 
tertained a party of his friends on a two 
days’ fishing trip aboard the power-boat 
Columbia, on Wednesday and Thursday, 
July 17th and 18th, and from all reports 
they had some time. 

The fishing (that is, the attempt) was 
done off Fire Island, and upon the return, 
when numbers were counted it was found 
that H. P. Reader of the Colwell Lead 
Co. had won the pool for the greatest 
number of fish caught, but at that he 


Arrival of the “Columbia” and Commodore Haff's Fishing Party at Amityville, 
Long Island, N. Y. 


ent to the school authorities. The agitation 
for the fountains was first begun by the 
Albany Master Plumbers’ Association. 


The St. James Methodist Episcopal Church, 
Niagara Falls, N. Y., are building a two- 
story and basement church and Sunday- 
school at South avenue and Ist street. The 
plumbing has been let to Mathews Plumbing 
and Heating Co., Niagara Falls. 


THE PLUMBERS’ TRADE JOURNAL repre- 
sentative recently called on Chas. Waldow, 
president of the Buffalo Plumbing Supply 
Co., 701-703 Filmore avenue, Buffalo, N. Y. 
Mr. Waldow was just as jovial and happy 
as ever. His good nature keeps him young. 
Mr. Waldow reported business as good and 
said he was well satisfied with the amount 
of orders that were coming in. 


Theo. Guenther & Son, 1283 Jefferson 
street, Buffalo, N. Y., have the foundation 
laid for their new building. The building 
will be 72 x 76 ft., three stories and base- 
ment, and will contain three stores and six 


was the loser, for the treat which went 
with the glory cost him just three dollars 
and seventy-five cents. 

Commodore Haff’s reputation as an ex- 
pert fisherman suffered much on this 
occasion, but was better taken care of by 
his winnings from Victor Harder, Jr., at 
the American national card game, old 
maids. Bob Sieffert somehow forgot to 
bring his eel pots, but not his pinochle 
deck. : 

The hotel proprietor evidently remem- 
bered the boys, for he had them separated 
in assigning their rooms, so every one 
had his just amount of sleep. 

John Hirsch certainly tried to be the 
new “White Hope” and Billy Gibson is 
seriously considering the advisability of 
featuring him at the Garden at a later 


Tie-Up at Water Island, Great South Bay, to Talk Over the Cruise and Decide the 
Winner of the Fishing Contest 


flats. They will do the steam heating them- 
selves. This firm will also do the steam 
heating and plumbing in the Sunday-school 
building to be erected by Concordia German 
Lutheran Church, at 49 Kingsley street. 


date. However, the bunch wil: be noti- 
fied well in advance. 


Among Mr. Haff’s guests were: Martin 
Behrer, Behrer & Co.; W. P. Reader, 


The Murdock 


Anti-Freezing 
Self-Closing 
Non-Pollutable 


“Bubble-Font” 


© | The Murdock “Bub- 
= ble-Font’’ is a practi- 
cable out-door drink- 
ing fountain adjust- 
able to any pressure. 


Entirely drains clean 
after each using. The 
valve is located be- 
low the frost line 
and no water remains 
where it can freeze. 
Sure and Simple in 
Operation. This is 
the first valve foun- 
tain and must not be 
compared with bub- 
bling cups. The prin- 
ciple of 
the 
Murdock 
“Bubble- 
Font’’ is 
that of 
the 
Murdock 
hydrants. 
Known 
around 
the 
world, 


Write 
for 
booklet. 


NEOST LINE 


SUPPLY 
— 
INLET 


<— TRAP 


\. WASTE toSEWER 


The Murdock 
Mfg. ® Supply Co. 


Cincinanti, Ohio 


LAWLESS FORCE PUMP 


For Water Mains 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark,N. J. 


PLUMBERS’ TOOL BAGS 
Made of heavy russet 
grain leather, hot wax 
locked stitched, im- 
possible to rip. Dur- 
able and convenient. 
Shoulder Strap and Pad. 
Our Catalog? 
EXCELSIOR BAG & MFG. 
CO., Troy, N. Y. 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue. BROOKLYN, N. Y. 


es) SEALS WITH OR Put in the White House by the U. S. Government 
WITHOUT WATER 


£16 


SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. Nothing more simple or compact 


Installed in the Municipal Lodging House, N. Y. GC. 


No Springs, diaphragms or delicate moving parts in the ‘‘Sws’’. Our Automatic @CME Valve 
is“Perfection”’. Ejectors for buildings,steamships and yachts in various types. Catalog on request 


SANITARY MECHANICAL SPECIALTY COMPANY 


THOS. J. TUOMEY, Pres. J. J. WALSH, Sec. and Treas. 
NICHOLAS J. HAYES, Vice Pres. WM. McCLINTOCK, Engineer 


152 East. 72nd Street, New York 


Boston Agents—Dalton-Ingersoll Mfg. Co., 171 High St. 
San Francisco, Cal Agents E. A. Keithly, Metropolis Bank Building 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 
the proper price by 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


F. E. CUDELL’S 


Pat, SEWER-GAS and BACK WATER TRAP 


For Wash Bowls, Sinks, Baths and Wash Tubs 
CLEVELAND - - OHIO 


S. 4S, AS, RK. B. 


ENERGY 5 
ECONOMY 
DESPATCH 


Our specialty is 
giving you just ex- 
actly what you want, 
just exactly when 


“WALSH & HARTWIG, INc. 


ATING SUPPLIES 


and where you want : 
Our Materials and 
Prices are Right |} BE. 


MATERIALS prepereS PIPE 
FOR FITTINGS 
CASFITTERS 


TINSMITHS 


Walsh & Hartwig 


INC, 
215-219 East 58th St, 
New York City 


Tel. Plaza 1656 


Golwell duead: ©o:; Vi A. Harder, dz, 
Mayor, Lane Co.; H. P. Read, Read Lead 
Works; J. F. Hirsch, National Foundry 
Co.; E. C. Molby, Pierce, Butler & Pierce; 
R. J. Sieffert, Standard Plumbing Supply 
Co.; F. S. Hanley, Eastern Supply As- 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Another matter suggested, was som 
relief from the present city charges fc 
restoration of street pavements disturbe 
by the trade, in the installation and r 
pair of drains and water pipes. 

Before retiring, Frank F. Schimpf, o 


Thos. G. Knight and Commodore E. E. Haff Select a Calm Place to Hook the Big On 
During the Outing at Fire Island 3 


sociation; F. A. E. Renner, Burr Mfg. 
& Supply Co.; J. A. Murray, J. A. Mur- 
ray Co.; C. H. Housenke, McCrum-Howell 


Co.; A. Behrer, HE. Behrer, F. B. Dalzell, . 


C. A. Clayton and T. G. Knight. 
ere ee ae ae 


Mayor James B. McEwan of AI- 
bany, N. Y., A “Near Plumber” 


COMMITTEE of the Master Plumb- 
A ers’ Association of Albany, N. Y., 
waited upon Mayor James B. 
McEwan at his office in the City Hall, 
September 13th, to congratulate him on 
his safe arrival from Europe and for a 
discussion of several matters of public 
interest. The committee, consisting of 
President Thomas F. Nolan, John H. 
Moran, James D. Walsh, Joseph O. Stapf, 
Jacob Noord, James H. Doody, T. E. 
Kerwin, John E. Dugan and Frank F. 
Schimpf, was cordially received by His 


His Honor Mayor Jas. B. McEwan, 
Albany, N. Y. 

Honor, who, by the way, is an honorary 

member of the Albany local, having re- 

ceived this distinction at its annual 

meeting held last December. 

After a pleasant social session, the 
committee urged an increase in the 
number of plumbing inspectors, stating 
that, notwithstanding the great increase 
in the number of buildings being erected, 
and the growth of the city, there were 
but two inspectors at the present time. 


behalf of the Master Plumbers’ Associ 
tion of Syracuse, presented His Hon 
with an engrossed and framed certifica 
bearing the following inscription:— 
Syracuse Associated Plumbers. 
Be It Known 
To All To Whom These Presents Shall Con 
That 
Hon. James B. McEwan has pursued a1 
completed in a_ satisfactory manner tl 
studies prescribed by this Institution; a1 
because of mechanical ability, moral chara 
ter and correct deportment is entitled to th 
DIPLOMA. 
SPECIAL MENTION IS made of h 
ability as a mixer, his activity as a cil 
zen, and the admirable record he has mai 
as a Municipal Officer. 

In Testimony Whereof, we have hereun 
subscribed our names, and affixed the se 
of our Association, this 18th day of Jun 
ADs LOT. 

Aucust SCHALL, President. 
[SBAL. ] B. Jos. O’DONNELL, Secretary. 

In his appropriate remarks, M 
Schimpf stated that Secretary O’Donne 
of the Syracuse local made a journey ' 
Albany last June for the purpose amon 
other things of presenting the certificat 
when it was learned that His Honor 
health demanded a sea voyage, so thi 
the original plan was unexpectedly upse 

Mayor McEwan, in accepting the gif 
said that he was pleasantly surprise 

It will be remembered by many of th 
trade of the state, that Mayor McHwa 


has graced the Albany dinners, in hone 


of the state presidents, for three yeal 
back. He has made friends of the trac 
from all sections of the state, because ‘ 
his natural and uniform courtesy 0 
these and other occasions. In this ©! 
nection we are pleased to present th 
Mayor’s likeness for the pleasure of h 
plumber friends. 


The Hunting Co., Enlarge Qua 
ters at Rochester, N. Y. 
WING to a steady increase in th 

volume of business transacte 

within the past season, the Hun 
ing Co., of Rochester, N. Y., well-know 
supply jobbers, have leased additioné 
warehouse facilities and remodeled th 
first floor of their building on Coul 
street, into a splendid showroom for th 
display of heating and plumbing goods 

The firm is now in a better positio 

than ever to render the efficient servic 

that has characterized all their dealing 
with the trade throughout that sectior 
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E ARE pleased to 
that 
Congress avenue, New Ha- 
ven, Conn., is again about 
and attending to business 
after being laid up for a 


report 
Wm. E. Flynn of 


ater part of the summer. Mr. Flynn tells 
that he has considerable work on hand 
| will be kept busy far into the fall. 


Mueller & Co., East Main street, 
Conn., are among the busy 
mbers of that city. They have the 
mbing, heating and copper work in a 
ze two-family house for Edward Mullen, 
the Hill. 


owd and Sadler, Hartford, Conn., are 
ig the plumbing in forty tenements for 
an Bros. 

ym. N. Pennell, South Norwalk, Conn., 
added a large extention to his establish- 
it to be used as a show-room and office. 


os. 
dgeport, 


oche and McGuire, New London, Conn., 
e secured the contract for the plumbing 
he new City Hall for New London, Conn. 


ordan and Cleary, New London, Conn., 
e been busy all summer and are at this 
> doing a number of jobs on the Plant 
ate at Groton, Conn. 


ouche Bros. Co., Grand avenue, New 
en, Conn., are doing the plumbing and 
ting in the new Clinton Avenue School; 
the plumbing and heating in the Hall 
in factory at West Haven, Conn. 


s. P. Kennedy, New Haven, Conn., has 
ed from his old stand on Humphrey 
are to his new building at 7 11th street, 
re he has much larger quarters and can 
er handle his growing business. 


heehan and Groark, State street, New 
en, Conn., are doing the plumbing and 
ing in the new County Court House at 
’ Haven, Conn., which, when completed, 
be one of the finest in New England. 


avey and Maxwell, Westerly, R. I., are 
‘busy at this time. They have the con- 
t for plumbing three 2-tenement houses 
The Bradford Dye Works of Bradford, 

The houses when finished will be used 
the superintendents of the different de- 
ments. 


m. H. Brandt, manager for Frederick J. 
fel, New Canaan, Conn., tells us they are 
busy with plumbing and heating. They 
» just completed a large residence for 
. Bradley, New Canaan, Conn., also a 
sion for Doctor Whitney Lyon at New 
lan, and a residence for F. A. De Men- 
of New Canaan. 


nest C. Jones, Auburn, R. I., is plumb- 
the residence of R. E. Peters on Lenox 
ue, Providence, R. I. He also has the 
‘acts for a residence for Superintendent 
olice Sergeant Myles Glidden, on Sump- 
street, Providence, and the remodeling 
le plumbing in the Doric Avenue School 
uburn, R. I. 


P. Barstow and Co., Norwich, Conn., 
a number of large contracts on hand 
lumbing and heating, including the re- 
ling of The Wauregan Hotel and The 
American Thermos Bottle Co.’s plant 
uth Norwich. Mr. Smith does not see 
he will get a chance to see the coming 
V's series, but Frank will be on hand 
ot for the Red Sox when the time comes. 


Oo 
The Farmers Buying Water 
Systems? 
 FITHIN the past few weeks one of 


the foremost farm and dairy papers 
of the country, Hoard’s Dairyman, 
completed ari investigation of farm 
tions among its readers. Particular 


= 


try Gin, 


attention has been given to the matter of 
conveniences about the farm home, and 
replies to the questions along this line are 
indeed interesting. 

Among the questions was one of the 
ownership of gasoline engines on the farm. 
Of the reports submitted, 35.5 per cent, 
more than one-third, were owners of engines. 

Another question asked was as to the 
number now owning water supply systems, 
and the replies received showed a percentage 
of 11.66 per cent. 

A most interesting phase of this question 
was the number of replies from those con- 
sidering the installation of their own water- 
works system. The total number of those 
who stated that they wished to install a 
plant at some time exceeded 50 per cent. 

The fact that more than one-third of the 
farmers are already owners of gasoline en- 
gines makes that in itself a powerful lever- 
age to secure a contract for a water system, 
the engine to be used as the means of power. 

There is food for considerable thought in 
these figures. If it is possible that such a 
large percentage of the farmers are inter- 
ested in a water system, it would seem to 
indicate that many of them were simply 
waiting to be solicited by the dealer. 

On the other hand, could you find within 
the city, the same proportion of home 
owners who are ready and willing to ex- 
pend as large an amount as a water system 
and plumbing job represents in the country? 
Would they have the necessary cash with 
which to buy what they wanted? Could 
you sell them without too much price com- 
petition? 

Even if only a fair proportion of these 
people bought each year, it would mean a 
considerable per cent of the business of 
each dealer. 

And with such prospects, you could hardly 
find time to figure on every “cheap John” 
job that came in sight. You would be too 
busy! 

—_————~)-- oe ———_—__ 


Heating Specialties to be Man- 
factured 

FIRM capitalized at $25,000 has 

A been incorporated at Boston, 

Mass., to manufacture and deal 
in heating specialties. It is understood 
that the incorporators are Samuel N. 
Cohn, William N. Phillips, and A. R. 
Phillips, and the firm name The Phillips 
Heater Mfg. Co. 

————_ $+ __. 
Automobile Outing of the Master 
Plumbers of Passaic, N. J. 

N Wednesday, August 28th, the 
master plumbers of Passaic, N. A fee 
enjoyed an automobile trip to 

Greenwood Lake. The members and their 
families assembled at the Hobart Trust 
Building, where automobiles awaited 
them. They arrived at the lake in good 
season and did justice to the fine dinner 
that had been prepared for them. Dur- 
ing the afternoon they sailed around the 
lake and were filled with admiration for 
the picturesque beauty of the place. 
Sixty attended this outing and returned 
in the evening with glowing accounts of 
the day. These outings have proven to 
be a bond between the master plumbers, 
creating an increased interest in their 
organization, which has become a power 
in the affairs of the city of Passaic. 
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Refrigerator Drain 


with Malleable Iron Hinged Cover. 
Also made in Brass plain, polished or Nickel Plated. 


KOKOMO BRASS WORKS, 


Kokomo, Ind. 


Waste openings 
1}” or 1}” 


Would You Like to Locate at Providence ? 


Mr. Davis has just completed the erection of a two story building 60 
feet by 100 feet on West Exchange Street. Five minutes walk from the 
City Hall, right in the heart of the wholesale district. 


Foundations were 
made for an eight story building so there will be an Opportunity for expan- 


sion and you will not be obliged to move. This building is Mill con- 


If you are interested in the 


struction, an expensive front and is to rent. 


proposition, write Mr. Davis, care 


New England 
Plumbing 
Supply Co. 


Davis Bk. 396-398 Bridge St. 
Springfield, Mass. 


We Pay 
Cash 
For All Our 


_ Purchases 


PLEASE 
OON'T IMITATE 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 


make their headquarters at the editorial rooms of THE, PLUMBERS’ TRADE 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 


ADGER | 


> Copper Boilers 
Cat will give you 
CO clean water. 
Will give you 
a boiler that can be cleaned 
out without taking down. 


Will give you a handsome 
fixture for your kitchen. 


Will give a sanitary up-to- 
date hot water supply. 


Is the iron boiler worth con- 
sidering againt these facts? 
Write for full particulars. 


E.B. BADGER & SONS CO. 


63 PITTS ST. BOSTON. MASS. 
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Chase Model M Express 
Capacity 500 pounds—Price $500 
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Will Meet the Immediate Needs of Many 


Chase Model M 


Price $500—500 lbs. Capacity 
The Little Fellow with the Big Pull 


Chase Model M will appeal to many plumbing and heating men who 
have daily use for a light capacity and extremely low priced motor truck — 


one which combines durability, efficiency and economy. 


Such is the 


new Model M which is offered at the hitherto unheard of price of $500. 
Write for full particulars and name of nearest Chase dealer. 


Chase Motor Truck Co. 


100 West Street - 


- Syracuse, N. Y. 
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Manufacturing Plant 


Suitable for Brass, Steam and Plumbing Goods 
or similar lines. 

Our business grew beyond the walls of our 
former factory. 

Our sales Department kicked because we could 
not make deliveries promptly. 

So we simply had to move. 

Our empty, idle plant is for sale—here’s 
your opportunity. 

You can buy it on terms that will be 
mutually satisfactory. 


The factory has full foundry, power and lighting 
equipment, etés.eic, 

This plant can be purchased outright, or we will 
consider a proposition to organize a Manufacturing 
Company to take over the plant and equipment. 

This plant is situated a short over night jump 
from the New York market, and is within easy 
access of Boston, Buffalo, Philadelphia, Baltimore, 
etc. For full particulars, address 1,000 % The 
Plumbers’ Trade Journal. 


DO YOU GET THIS— 
Why Read an Ad? 


If it’s worth that trouble it’s worth while 
considering, is’nt it? One half million good 
spenders need that amount of good traps in 
their homes. The CLEAN SWEEP kind 
keeps the house clean. If you stop a moment 
you can’t miss the strength of our argument. 
CLEAN SWEEP TRAPS used by the Govy- 


ernment, upon its work. 


Detroit Sanitary Supply Co., 


Sole Manufacturers 
Cor. Antoinette & Second Ave. 
Deuroit, Mich. 


H. DEAN, 
avenue, Detroit, Mich., has 
the plumbing in Arthur Col- 
ton’s new factory on Jeffer- 

& son avenue. - 

A. W. Schultz & Co., De- 

troit, Mich., have steam heating and plumb- 

ing contracts in B. M. Wilson’s residence on 
Dexter Boulevard. 


574 Grand River 


Otto Goetsch, 956 Bellevue avenue, De- 
troit, Mich., is completing the plumbing in 
Wm. H. Rose’s $7,000 residence on Virginia 
avenue. 


J. A. Cullen, 737 Woodward avenue, De- 
troit, Mich., is doing the plumbing on Dr. 
B. F. Bertram’s flat building on Farnsworth 
avenue. 


J. H. Kennedy, 217 Jefferson avenue, De- 
troit, Mich., is completing the plumbing in 
George B. Yerke’s new residence on Ferry 
avenue. 


Donald Miller, Detroit, Mich., will take 
care of the plumbing and heating contracts 
in B. T. Tobin’s beautiful Grosse Pointe 
residence. 


WwW. Cc. Teagan, 655 16th street, Detroit, 
Mich., received the contract for the plumbing 
in terrace of Mrs. B. Stockpole on Hum- 
boldt avenue. 


James W. Cullen, 101 20th street, Detroit, 
‘Mich., is now installing hot water heating 
and plumbing in J. C. Spratt’s new residence 
on East Boulevard. 


George Schmied, 616 Mt. Elliott avenue, 
Detroit, Mich., has his men at work on the 
plumbing in John D. Mackay’s $11,000 resi- 
dence on Iroquois avenue. 

Cc. Kayser & Co., 25 Jefferson avenue, De- 
troit, Mich. has the steam heating and 
plumbing contracts in the dormitory addi- 
tion to the Polish Seminary at Orchard Lake. 


Cc. Klein & Co., 66 Broadway, Detroit, 
Mich., have started the steam heating and 


plumbing systems in Frank S. Carson’s 
twelve-suite bachelor apartment on Cass 
avenue. 


Arthur Pickles, 138 West Cortland street, 
Jackson, Mich., is doing the plumbing work 
in the new $20,000 addition to factory of 
J. O. Gilbert, candy manufacturer of the 
same place. 


O’Connor Bros., 297 Grand River avenue, 
Detroit, Mich., have the fan system of heat- 
ing to do in the addition to the Moore School. 
Ernst Bros., 35 Bagley avenue, Detroit, have 
the plumbing. 


Norman English, 505 Chamber of Com- 
merce Building, Detroit, Mich., has the con- 
tract for the plumbing and steam fitting in 
the new ten-story Peter Smith Building, 
corner State and Griswold streets. 


Drury, Kelly Co., 108 N. Mitchell street, 
Cadillac, Mich., are installing the steam 
fitting and plumbing in the two-story addi- 


tion to the school. The same firm have 
plumbing contract for the Henry Bal 
residence, also in Cadillac. 


T. G. Roney, 364 24th street, Detr 
Mich., has the steam fitting contract for 
building (eighteen apartments) being erec 
by Dr. H. C. Corns, on Willis avenue W 
McFadden & Co., 102 Broadway, have 
plumbing contract for the same building. 


J. W. Partlan, 51 Park Place, Det 
Mich., received the contract for plumt 
and steam fitting for the new office 
auditorium building of the Detroit Bo 
of Commerce, for which ground was bro 
at the corner of Lafayette and Wa 
streets. 


John H. Wilke of Park & McKay, ma 
facturers and jobbers, says the demand 
goods is tremendous, and the reason 
being behind in filling orders has been 
cause the demand has been more than t 
anticipated. This statement applies to 0! 
manufacturers, not only in Detroit, but 
other cities from which Park & McKay 
considerable. 


Otto A. Wurm, of 58 Adams avenue, 
troit, Mich., has the following contra 
Steam heating and plumbing for 
garage, on the Boulevard, owned by J 
Rumsey; hot water heating and plum! 
on S. K. Pattman’s residence on Semi 
avenue; steam heating in new factory of 
Standard Brass Works on Wight str 
plumbing in F. W. Klippel’s new resid 
on Iroquois avenue. 

ee 


Sad Death of Mrs. E. A. Hausd 
St. Louis, Mo. 


A. HAUSDORF, 1920 South Broad 
E St. Louis, Mo., had all arrangem 
made to join the master plum 
on their annual picnic, August 24th, but 
wife decided that she could not attend. 
told her husband to go to the picnic; 
he, being devoted to his wife and child 
decided not to go alone; and then prop’ 
a fishing trip for Sunday, August 25th. I 
left for Prairie Du Pont, Ill., and arr 
there about nine A. M., when the W 
electrical storm that ever visited St. L 
and the vicinity overtook them. Mr. H 
dorf drove his horse under a tree, ha 
in his wagon Mrs. Hausdorf and his « 
dren, Miss Lillian, Master Edward, an 
friend, Fred Harsch. , 
Mrs. Hausdorf was preparing a bite 
eat when a bolt of lightning struck 
top of the wagon and made a slight — 
traveling along the strip of wood splin 
ing the inside and striking Mrs. Haus¢ 
killing her instantly, though only stun 
the rest of the party. THE PLUMB 
TRAD JoURNAL extends to Mr. Hausdorf 
sincerest sympathy in the great bere: 
ment that has befallen him at this t 
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A Distinctive Car of Exceptional Merit 
Send for Advance Folder “J’’ of 1913 Models 


KNOX AUTOMOBILE COMPANY, Springfield, Mass. 


New York— BRANCHES - Chicago 


*A Demonstration is Irresistable” 
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THE PENNIE 


(Late=>t Improved Patent) 


BACK WATER AND 
SEWER GAS VALVE 


Heavy—Well Made—Efficient. Best 
for it’s purpose—Operates in any 
position. 


CATALOGUE ON REQUEST 


THEKENNEDY VALVE MFG.CO. 


Main Office and Works—1034 "E. Water 
Street, ELMIRA N.Y. 

Branch Office & Warehouse—40 Beekmar. 
Street, NEW YORK CITY. 

Agencies—66 Western Union Rldg., CHI- 
CAGO, ILL.,  Monadock Bldg., SAN 
FRANCISCO, CAL, 


{\ HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 


Send for cata- 
log and prices. 


BERGER BROS. CO. 


Manufacturers 


) 
237 Arch St., Philadelphia, Pa. 


KITSON 
QUALITY 


HIGH GRADE 
STOP 


AND 


WASTE 


Manufactured by 


THE KITSON CO. 
Philadelphia, Penn. 


CHOELLHAMER AND REUTER, 
1314 Ridge avenue, Philadelphia, 
Pa., have the contract for the 
plumbing in the building of the 
Samaritan Hospital, at the corner 
of Broad and Ontario streets. 

Smalley & Hurst, 107 E. Chelten avenue, 
Philadelphia, Pa., well-known plumbers of 
Germantown, in addition to jobbing trade 
are fitting up the plumbing in the new resi- 
dence at Rubicane and Ashmead streets. 

H. J. Taylor and Bro., 513 S. 12th street, 
Philadelphia, Pa., are altering the plumbing 
in premises 606, 608, 610 and 612 S. 138th 
street. 

Wm. V. Mayberry, 530 Walnut street, 
Philadelphia, Pa., is making additions to the 
plumbing in eighteen dwellings on Salmon 
street. 

Geo. A. Voltz, 404 Morris street, Phila- 
delphia, Pa., has the contract for the plumb- 
ing alterations of four houses Nos. 224, 226, 
228 and 230 Morris street. 

Geo. S. O’Connor, 4464 Richmond street, 
Philadelphia, Pa., among other things is in- 
stalling the plumbing in four new houses at 
Orthodox and Almond streets. 

R. M. Platt, 4542 Richmond street, Phila- 
delphia, Pa., is making alterations and ad- 
ditions to plumbing in premises 2707, 2709, 
2711 and 2713 Kirkbride street. 

E. Quindlen, 1412 S. 20th street, Phila- 
delphia, Pa., has the contract for additions 
to the plumbing in the buildings AAT, salloats, 
1515, 1912 and 1923 Gerritt street. 

At a recent meeting of the Master Plumb- 
ers’ Association of Philadelphia, D. F. Dur- 
kin, Jr., chairman of Registration Commit- 
tee, in charge of the Labor Bureau, reported 
having had 150 applications for men during 
the month of August, 1912, showing the 
activity in the trade and the effectiveness 
of the Bureau. 

John EE. Bennett, master plumber, 
Morris street, Germantown, Philadelphia, 
Pa., passed away suddenly of heart trouble, 
September 3d. The funeral took place 
Saturday, the 7th. Among the floral offer- 


Exhibit of Heating Apparatus by the Pierce, Butler & Pierce Mfg. Co., 
at the Recent New York State Fair 


5543° 


& 
WY, 
ings was a beautiful design as a mark of 
sympathy from the Master Plumbers’ Asso- 


ciation, of which he was a member. A let- 
ter of sympathy was also sent to the family. 


The Plumbing Department of Philadelphia 
Trades School No. 1 opened for the regis- 
tration of new students for the season 1912- 
1913, Monday evening, September 30th, at 
the annex —U. S. Grant School—17th and 
Pine streets. The course commences Octo- 
ber 1st. The school is under the Board of 
Public Education, and is a part of the school 
system of the city. Wm. C. Ash, who has 
gained prominence as an educator, is the 
principal in charge. 


ee ee 


The Hunsberger Mfg. Co., to Manufac- 
ture the Well-known Wall Hydrant 


NHE “Hunsberger” wall hydrant, 
which has long enjoyed the ap- 
proval of the plumbing fraternity, 

formerly manufactured by Daniel Huns- 
berger, of Royersford, Pa., will in the 
future be manufactured by the Huns- 
berger Mfg. Co., this firm having recently 
been formed on account of the splendid 
growth of the business. 
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Exhibit of Pierce, Butler & Pierce Mfg. 
Co.’s Products at New York State Fair 
HE picture presented herewith is 
T of the fine exhibit of cast iron) 
heating boilers and radiators of 
the Pierce, Butler & Pierce Mfg. Co., 
Syracuse, N. Y., at the recent New York 
State Fair. This display of high-grade 
apparatus attracted the attention of the 
thousands of visitors to the fair and the 
sales traced to this advertisement have 
proved it well worth the expense and 
worry required to erect it. 


Syracuse, N. Y., 
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DHILADELPHL 


IT BURNS THE SMO! 


We have built a boiler — 
especially designed for 
burning soft coal. 


It has coking chambers in 
which the coal is coked as 
it feeds into the fire. 


It burns coke all the time. 


It is made in 16 sizes for 
both Steam and Hot 
Water. 


Illustrated catalog describ- 
ing our full line of both 
hard and soft coal boilers 
is yours for the asking. 


Shall we send you a copy? 


GORTON & LIDGERWOOD CO 
96 Liberty St., New York 


BOSTON: 182 High St. 
CHICAGO: Fisher Bldg, 


j MAKE BIG PAY DRILLING WATER WELLS 
= — Our Free Driller Bo 


Gals NG 
— with catalog of Keystc 
uu es Drills, tells how. Ma 


® sizes; traction and por 

ble. Easy terms. Theser 

chines make good a1 

where. 

Keystone Artesian Drill 
Beaver Falls, Pa. 


Manufacturer 
Notice 


We are handling Plumbir 
Fixtures, such as 


CLOSET COMBINATIONS 

VITREOUS WARE 
ENAMELWARE 

AND SPECIALTIES 


We are looking for a good uy 
to-date specialty. If you ai 
looking for a Live Wire to plat 
any good specialty on th 
market, see us first. 


Thos. J. Berkstresser € 


(Thos. J. Berkstresser, Pres. and Treas.) 


1006 Filbert St., Philadelphia, P 
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NCE, some years ago, a cer- 
tain political party wanted 
to carry Indianapolis, Ind. 
One of the big particular 
moguls of that particular 

tical party was and is a well-known 
s plumber, for he is still alive. 
a scheme was evolved to import 
lumber of darkeys from Kentucky, 
mize and support them, with a small 
end, until election time; then, in case 
victory, they and other residents of 
| part of the Hoosier city which is 
ed Bucktown could be put on the 
lic works. 
ow, in Louisville, Kentucky, lived and 
lives, another boss plumber, well 
wn to the trade, but of the other po- 
al party, though a close, very close, 
nd of the Indianapolis gent. 
ivisection was then a general topic, 
many were the protests made against 
practice by the doctors and surgeons, 
almost to a man favored it. Hear- 
of the scheme of the Indianapolis 
, the Louisville patriot bided his 
» until the colony was full. Then 
e a mysterious stranger to Buck- 
1, with a professional look about 
He sized up separately each dar- 
day by. day, and soon they became 
only mystified, but awe-stricken. 
1 the stranger went away. After 
came another stranger, more talka- 
than the first, who asked every 
ey if he had been sized up and 
ed over. All answered in the affirm- 
. Then they were told quietly that 
first stranger was a great physician, 
owned hospitals in Chicago, New 
, Philadelphia, Baltimore, and other 
cities, who was paying a big price 
larkies to cut up alive. It was bad 
gh to be “cyarved” up dead let alone 
; So the imported darkies not only 
ed at once for their Old Kentucky 
es but one-half of the resident colony 
Wed in their wake. 
the next convention of master 
bers, over a bottle of wine, both 
bers laughed to their hearts’ content 
le failure and success of the schemes 
ach, which shows the truth of the 
saying, “All is fair in politics.” 
ou may go back if you want to, but 
will lose a good job that her High- 
is trying to get for you. It is that, 
oing back to your pa and ma and 
ng arrested, as you say. Again, you 
| have to go as far as Richmond, 
inia, to get arrested. I can write to 
American Consul in Sheng Feng, and 
there will be a squad of Chinese 
ers after you, who,will turn you 
to the Consul, and he will have you 
back to the ship. Then I will get 
fifty dollars reward.” 
0 kin do that suah ‘nuff an’ no 
ake, Mistah Bahbarian or Musket- 
or What evah in hell yo’ name is yo’ 
ah!” He was excited. 
continued, “When you were giving 
® steps in your buck and wing danc- 
you heard the orchestra singing as 
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y PHILIP F. GRACE. 


Chapter X. 


as playing, 
‘When De Cotton’s Done Laid By,’ ‘Climb 


well ‘Loosen Up, Nigger,’ 
Dat Ladder, 
you?” 

“IT suah did, an’ th’ Missus she done 
say she lak’ me to larn them, so I can 


Jacob,’ and the others, didn’t 


sing them; but I done fohget them. But 
I suah would lak’ to larn them.” 
“Well,” said I, “any nigger that can 


remember his name in full same as you 
did, can learn the words. Her Highness 
expects to have a great Chinese noble- 
man take you away to his place many 
hundred miles from here to teach his 
children how to dance and sing. If you 
learn the songs, you can make him be- 
lieve they are yours, or that you have 
known them a long time, any old way 
so long as you learn them. He is 


“Suddenly Spirit Hands Began to Throw the Bars at Both the Darkey and Me. 
Some Were Stamped ‘HALF AND HALF’ and Others ‘STRICTLY HALF AND HALF’ ” 


immensely wealthy and would think 
nothing of giving you three or four hun- 
dred dollars a week, to teach his chil- 
dren. Then you could go back to Vir- 
ginia, see some Congressman who might 
set you off, buy a farm further south, 
and raise sweettaters, cotton, goobers, 
pinders, tobacco, and other truck that 
would make you more wealthy.” 

That hit him just where he lived, and 
he said he would suah stay and learn the 
songs. I gave him a drink out of one 
of two dainty little cups in the basket, 
and told him to put the cup in his 
pocket. I drank out of the other one. 
A spring bubbled from somewhere under 
an immense pile of stones, and we were 
all right for water. Next we gathered 
a whole pile of brush wood, threw it up 
into the second story, and then I as- 
cended. In the upper right-hand pocket 
of my coat, which the darkey wore, used 
to be about fifty feet of stout fishing line, 
and I wondered if it was there, and bade 
him feel. It was, sure enough, and the 
darkey was again puzzled as to how I 
knew about it, and looked at me in as- 
tonishment. I drew the basket up care- 
fully, next a blanket at a time, then the 
hatchet, after which he climbed up. 

It was very chilly, so we made a fire 
under a stone canopy, and took another 
drink, as there were three bottles. Soon 


we got down to business, and the darkey 
Was an apt though durned dumb learner. 
I would repeat a line; then he would 
repeat it three, four or seven times. Next 
he would try and couple it onto the pre- 
ceding lines, and so on. We took another 
drink, and I lay down on my blanket to 
watch and listen to him. As the tune 
of the songs changed, so would his feet. 
What he could not do with his head he 
surely did with his kicks, for the reason 
that he improvised innumerable steps to 
my patting and whistling. So three 
hours went by as I heard the clock in 
Fin Chow strike twelve. One of the bot- 
tles being now empty, I climbed down 
to the spring, and he hauled it up. 

He, of course, answered in the affirma- 
tive when I asked him if he wanted 
lunch, so we spread a large paper cover 
embellished with long-tailed birds, but- 
terflies, bees, etc., on the stone floor. 
There was enough in the basket to feed 
four men, so, taking out what I thought 
we wanted, I left the rest in the basket. 
I poured out another drink for each of 
us, and said that would be the last until 
he had learned the songs. After he had 
succeeded, we would have some more. 
We were doing better, far better, than I 
and I 


thought towards saving China, 


was glad. I forgot all about the spook 
solder makers. 

George, etc., as the captain of the ship 
named him, seemed to be on bully terms 
with the breast of a roast duck. 

What in Heaven’s name caused me to 
mechanically rise up, tie the fishing 
cord around the lunch basket, lower it 
to the ground, and drop the string? 
Why did I quietly fold my blanket, and 
throw it out of the window, motioning 
him to roll his up also, and then sit 
down to finish my lunch? 

Why did the bats and night birds that 
had become placid after we had been in 
the place an hour or go, suddenly begin 
to dart hither and thither as if in the 
greatest alarm? Why did those large 
glow worms, thousands of them, emit a 
greater and more sickening odor while 
the light from their bodies illuminated 
the consarned old place, putting the 
flame of our fire in the shade, and showing 
the centipedes crawling over the floor? 


The darkey noticed it, and_ said: 
“Some thin’ is suah Wrong heah, boss, 
an I’s——” He didn’t finish the rest, 


for biff came a something from nowhere 
in particular, and he let out a shriek 
like the wail of a lost soul. Then an- 
other, and another came in rapid suc- 
cession, and the darkey was _ stricken 
dumb with terror. He would have 
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NIEDECKEN 
MIXER 


PATENTED 


The Only Perfect 
Shower Control 
No Cams 


No Springs 


For SHAMPOO 
SHOWER 
BAPE SUPPLY 
CLINIC 


LAVATORY 
js aes, 


Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 


Milwaukee, - - Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LTD. 
Toronto, Canada 


Profit for Plumbers 


In this Lighting System! 


Plumbers and Gas Fitters are mak- 

ing large profits selling the Detroit 

Combination Gas Machine. There 

is a good profit on the Sale, and 

another profit on the Installation 
and the Gas Appliances. 

If you are not already selling this machine, 

you should start at once. It makes— 
Gas for Illuminating. 
Gas for Cooking. 

Gas for Laundry Purposes. 

Gas for all other uses com- 

mon to city coal gas at just 

as cheap or cheaper cost 


Gas Machine 
FOR ILLUMINATING AND COOKING 


pil Ol combination 


The standard for over 40 years. More 
than 15,000 in use in Residences, 
Stores, Factories, Churches, Schools, 
Colleges and Hospitals. It will pay 
you to investigate. Write today for 
complete information and dealers’ 
terms. 


ra Detroit Heating & Lighting Co., 
c# 442 Wight Street, Betroit, Michigan. 
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VOLUNTEER JUNIOR 


Steam and Hot 
Water Boilers 
and 
Tank Heaters 


The latest additicn 


to the Page family 


Send for Catalog 
and prices of our 
Complete Line of 
Round and Sec- 


tional Boilers. 


The Wm. H. Page Boiler Co. 9-15 Murray St., New York 


Branches--Boston, Philadelphia, Cleveland Factories—Meadville,Pa., Norwich, Conn. 


Bath Cocks sold last year 


You know the reason. 


NORTHERN BRASS MFG. CO. 
W 


MAKE YOUR SPARE TIME EARN MONEY 


To EVERY PLUMBER who installs 
heating or water systems for the farmers, 
here is an opportunity to make some 
REAL PROFITS. 

NINE-TENTHS of al! the new houses 
erected by farmess nowadays are modern 
in every respect, including an up-to-date 

ACETYLENE LIGHTING SYSTEM 


“SELLING ILLINOIS GENERA- 
TORS will not interfere with your re- 
gular work, in fact it just works hand in 
hand with your line. 


Menmouth Acetylene Electric Mfg. Co. 
Monmouth, Ill. 


Dept. “B” 
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jumped headlong out of the window, 
only his legs wouldn’t carry him that far. 


I began to feel an awful creepy sen- 
sation come over me, and was thoroughly 
frightened when I saw, not imagined, a 
spirit hand throw at me what I knew 
too well was a bar of solder. Suddenly 
other spirit hands began to throw the 
bars at both the darkey and me. He 
managed to get on his knees, and with 
uplifted hands and eyes was trying to 
pray. My blood almost froze in my 
veins as I saw bars and bars of solder, 
some stamped ‘“ HALF AND HALF” and 
others “STRICTLY HALF AND HALF,” fly- 
ing through the air, some of them 
whizzing near my head. 

I staggered over to the water bottle, 
took a good gulp of its contents, and 
crawled on my hands and knees towards 
the darkey. He grabbed it, put it to his 
lips, when a  five-pound cake lettered 
“41 WIPING SOLDER’? was hurled from 
somewhere, and smash went the bottle 
into flinders. There was no human 
agency at work, and even if there were, 
neither of us was able to locate it. The 
breaking of the bottle, of course, en- 
hanced the darkey’s fears, and my own 
also. What I thought need not be re- 
recorded here. Neither will I tell what 
I did, for it would only cause a laugh 
among those who may care to read. 
Suffice it to say there was a slight lull 
in the proceedings; so, mustering all 
my strength, I by a great effort threw 


the darkey’s blanket out of the win- 
dow, and, letting a yell, said: “We'll 
have to get out of here!” 

He seemed to recover his senses, and 
reached the window. Once there, I mo- 
tioned him to get to the ground; and I 
followed him. As we reached the earth, 
I picked up my blanket and the basket. 
While stooping, I was struck plumb be- 
tween the shouder blades with a bar of 


solder. 
struck hard, 


The darkey, on stooping, we 
and very hard, as t 
uttered a moan only, and ejaculatec 
“Oh, Lawd! I’s suah done fo’ this he 
time.” The bombardment began aga: 
from the windows, and I called to hin 
“Let us beat it.’ And beat it we di 
at a double-quick pace. We got twist 
up, and instead of going home towar 
the pagoda, the more we ran the furth 
we were going from it, the bars of s 
der still flying all around us. Aft 
having run I should say about fi 
miles, the bombardment stopped, a 
we sank down exhausted under a lar 
fir tree. We had managed to hang on 
the basket, blankets and hatchet, so 
soon gathered up enough wood to st: 
a fire, as I feared a chill coming over : 
even though I had a blanket. 

Soon we began to get warm, a 
started to revive ourselves with 1 
contents of the bottles. We would tz 
spirits down to keep spirits up. 
awful thirst came over me and @ 
yes, I will say, trained—ear detected 
gurgling of a running stream, whicl 
found very easily. 

(To be continued) 
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A Non Plus Ultra Installatic 


HE accompanying photo illustr 
ap an installation of bent pipe w 
in a residence at Ft. Worth, Te: 
is the handiwork of J. A. Ba 


and 


A Pipe Installation that is Both Artistic and Neat, the Work of J. A. B 
Ft. Worth, Texas 


plumbing contractor of 209 Main s 
Ft. Worth, Texas. 

Mr. Barry is an old-time plumber 
keeps a large force of men busy upo 
many contracts upon which he | 
present engaged. Hvery plumber doe 
care to have his work photographe¢ 
in this case you can observe the sm 
satisfaction upon the face of Mr. E 
who can be seen at the left of the pi 
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PLUMBING AND HEATING 7 
<t SYMBOLS + 


aw A Big Step in the Right Direction 


Tuam 


these symbols be standardized so that they 
can be used on all plans. 

The system of symbols illustrated is 
recommended by the Minneapolis Architect- 
ural Club as combining all those required in 
ordinary practice. To the plumber and 
steam fitter, symbols shown on architects’ 
plans are very desirable, as it makes esti- 
mating much easier than when the specifica- 
tions contain the only information concern- 
ing the details of the job. 

THE PLUMBERS’ TRADE JOURNAL will be 
glad to know what its readers think of the 
symbols illustrated. Are symbols an ad- 
vantage? Is the system illustrated, com- 
plete? Is it comprehensive? 


Dquiha From Erle, “Pa. 


crafts is more standardization. Any 
movement that tends to bring about 
this much-to-be-desired state of affairs 
should receive the most earnest commenda- 
tion and support of every man in our ranks. 

We quote a letter received by the Editor 
of Radiation from a heating engineer on the 
Pacific Coast, which is very much to the 
point along this line :— 

“Editor, Radiation, I have often thought 
that it would be an excellent plan if we had 
a standardized list of symbols used in the 
heating profession, and now that you have 
suggested the idea, why not urge it to the 
heating engineers and contractors through- 
out? This would not only make the plans 
easier in designing, but would also eliminate 
any chances of misinterpreting the plans by 
the mechanic, during the course of installa- 


O”: of the greatest needs of our allied 


tion UR representative was invited 

“Instead of the ‘two line’ steam main by Span Karch of Karch 
which you suggest, why not have one heavy Bros., 1613 Sassafras street, 
solid line, and for a return, have a heavy Erie, Pa., to help himself to 


fresh fruit just received from 


his own garden. 


broken line. Also for risers, instead of hav- 
ing the steam and return risers of indifferen: 


sizes, have the steam riser solid, and the Meyer & Pfadt of 1317 Parade street, 
return broken; both being of the same Erie, Pa., have just placed a new automo- 
diameter. The temperature control piping bile in commission, to take care of deliveries 


could be of the ordinary width in diameter, 
thus distinguishing it from the steam main. 

“San Francisco, Cal. Ira I. Hopes.” 
[From the July Issue of “Radiation” house 

organ of the United States Radiator 
Corporation, Detroit, Mich.] 

A few years ago architects and electrical 
contractors got together and devised a sys- 
tem of symbols for electrical work, to be 
ised On plans. For a long time such a 
method of noting lights, Switches, mains and 
upparatus had been needed and the adoption 
fa complete system of electrical symbols 
1as done much to simplify taking off quanti- 
ies by contractors. 

Many architects have been contemplating 
i system of symbols for plumbing and steam 
itting and many of the larger offices have 


s 


ready adopted their own methods of not- 


C. A. Stevens of the Stevens Plumbing 
Co., 450 West 18th street, Erie, Pa., is one 
of the busy plumbers who could’ not find 
time to reach the National Convention. 


As Henry W. Volland of 1677 French 
street, Erie, Pa., came riding in his machine 
through a severe rain storm he greeted our 
representative with the remark: “I never 
let storms hold me back.” 

James Purcell of 5 West 5th street, Erie, 
Pa., was very busy when THE PLUMBERS’ 
TRADE JOURNAL representative called on him 
He was found superintending alterations in 
the new building purchased by him at above 
address. 

Mr. McKay of The McKay Heating & 
Plumbing Co., Erie, Pa., at his office at 523 
French street, informed Tuer PLUMBERS’ 
ng piping, valves, fittings, and fixtures on TRADE JOURNAL representative that he was 
cl plans. What is now needed is that very rushed with new and alteration work 
& 


ra 
; PLUMBING SYMBOLS | HEATING SYMBOLS 


ADOPTED BY THE MINNEAPOLIS ARCHITECTURAL CLUB FOR ARCHITECTS, CONTRACTORS & BVILDERS 


SYMBOL DESIGNATION SYMBOL DESIGNATION 
_——a ees [RON SEWER PIPE STEAM MAIN 
SS VITRIFIED TILE PIPING | ===—~=————- RETURN MAIN 
—1I—1—i——!— CoLp WATER PIPING TEMPERATURE CONTROL 

IPING 
—li—1I——1I—1|— HOT WATER PIPING T TEMPERATURE CONTROL 
* THERMOSTAT 
1111 —l— HOT WATER CIRCULATN |— FRESH AIR OPENING 
q FLOOR DRAIN |- VENT OPENING 
Ss SINK VALVE 
S'S. SLOP SINK == FLANGE UNION 
5c SILL COCK = SCREWED FITTING 
CW. COLD WATER ae, FLANGED FITTING 
HW. HOT WATER ° RETURN RISER 
LAV LAVATORY -- BN BASIN fe) STEAM RISER 
Cow. CHECK & WASTE {0 RADIATION ON CEILING 
COND. CONDUCTOR PIPE ome WALL RADIATION 
DWF DRINKING WATER FOUNTAIN S55 ESS RADIATOR oR [—— 
FHR FIRE HOSE REEL HEAT FLUE 
is. LIVE STEAM CONNECTION VENT FLUE 
GAS PIPING === CHECK VALVE 
© CEILING OUTLET FoR On CLOBE VALVE 
GAS LIGHTING SYSTEM 
@a FLOOR OUTLET FOR GAs —=f— CROSS 
tc BRACKET OUTLET FOR Ch GATE VALVE 
GAS LIGHTING SYSTEM 
£G HEATING OUTLET - Gas == TEE 
CA. COMPRESSED AIR SSS TS cock 
PIPING 
Vc. VACUUM CLEANING fi SQUARE FEET OF 
PIPING RADIATION 
Q SOIL & WASTE RISER 
PIPES SHOWN WITH DOUBLE LINE MAY BE 
& VENT RISER PENCIL-TINTED TO PRINT BETWEEN LINES 
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The most sanitary and econom- 
ical bubbling cup on the mar- 
ket. Thousands have already 
been installed in some of the 
largest cities and public build- 
ings in the United States. Self- 
closing cock and screw driver 
valve prevent waste of water 
and admit of perfect adjust- 
ment. Drain cup _ prevents 
splashing. Wecan also furnish 
bubbling cups to attach to sink 
backs if desired. Patented July 
4th, 1911. Write us for prices. 


Kretschmer Mfg. Co. 


Manufacturers and Jobbers of Plumbing, 


Heating and Pump Supplies 
Dubuque, Iowa 


ssc 7 LUNT-MOSS 


Pneumatic Water 
Supply Systems 


enable you to supply your country cus- 
tomer with all the luxuries of modern 
plumbing. 


The LUNT-MOSS system is the correct solution of the water 
supply problem for country homes. Equipped with 


LUITWIELER DEEP WELL NON-PULSATING 
GASOLINE PUMPING ENGINES 


LMU 


or electric motor, or hand operating plants. 
16,000 gallons 
for our proposition and Cata’og No. 45. 


LUNT-MOSS COMPANY - BOSTON, MASS. 
New York—37 Warren Street. 


Capacity 315 to 
We send all inquiries direct to our agents. Send 


No Outside Joints 


SANSEALO DRAINS have a large water seal and a submerged brass seat. SANSEALO 
DRAINS have no equal for Efficiency and Durability: Made in all sizes with iron or brass tops. 


____ SEND FOR CIRCULAR 
CRAMPTON-FARLEY BRASS CO. 


Kansas City, Mo. 


Plumbers Attention !! 
GET YOUR PLANS AND SKETCHES MADE AT 
PRICES WHICH ARE RIGHT 
FIRST CLASS WORK BY SANITARY EXPERTS 
Arrangements have been 


handle the subscribers’ work at 
The Plumbers Trade Journal for any 


made with this magazine for your benefit to 
special reduced rates, and you’are referred to 
inquires you desire to make. 

ALTON ENGINEERING CO. 


SANITARY AND HEATING ENGINEERS 
149-151 W. 36th Street New York City 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


GRIPS EVERYTHING 


On a square A combination tool for every emergency. Grips them On a Round 
Bead all—pipe, bends on fittings, valves, flanges, surfaces of Bead 
all kinds. The V_ Jaws between its regular jaws do the trick. 
Has many other time and labor saving features of great importance to the user. 


A GOOD TIP—GET THE BEST—TIME IS MONEY 


Made in 
four sizes 
2, 3,4, 5, ft. 


Buy Direct of Your Jobber 


or Dealer 
KROESCHELL BROS. CO. MFRS. 


444 W Erie St. CHICAGO 


Your attention is called to the fact 
that it is our policy to deal only with the 


legitimate plumber; that our first rule 1S 
“No goods shall be sold to anybody but 


regularly established plumbers, and no 
discount shall be allowed to anybody but 
the plumber.” 


We believe there is a field for an 
automatic water heater company that 
will conduct its business along these 
lines, and if you think so too, send for 
our literature today. 


Beler Water Heater Co. 


PITTSBURGH, PA. 


New York Display Rooms, 509 Fifth Avenue, near Forty-second Street 


THE PLUMBERS’ 


a? Gibson-Schlemmer Co. 
Cincinnati, Ohio, Pioneers y 
in the Business 


% Fee Za Dati eet Ze Zs LPL ae aa aa «Le Le LI 8® Le Z* 
——— > E2SESEeSsesescs 


HE firm now known as the Gibson- 
oF Schlemmer Co. of Cincinnati, Ohio, 

was founded in 1832 by the late 
Peter Gibson, whose picture appears in 
the center of the cut shown with this 
article. At that time Cincinnati was not 
much more than a jobbing town, which 
from its location on the Ohio River 
distributed goods throughout Southern 
Ohio and Kentucky. The firm of Gibson 
& Co. continued business until 1910, 
with the plumbing department of the 
Oliver-Schlemmer Co. under the present 
name. The business has reached a point 
where it requires a two-story building 
covering a city block fitted with motor- 
driven machinery for pipe threading 
and cutting to handle the large vol- 
ume of business. Clifford Schlemmer, 
the author of the Ohio plumbing inspec- 
tion bill, is in charge of the manage- 
ment and under his able direction the 
Gibson-Schlemmer Co. has reached its 
present high position. 

The Oliver-Schlemmer Co. still make 
a specialty of large heating contracts, 
they being especially interested in work 
where engineering questions are in- 
volved. Among the others shown in the 
cut are Thos. Gibson, Jas. O. Gibson, 
and Thomas Gibson, Jr., all of whom 


Founders and Members of the Gibs 
Thos. Gibson, Jr. (top row). 


on-Schlemmer Oo., Cincinnati, Ohio, 
The Late Peter Gibson (center). 


i 


TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


were connected with the Gibson Com- 
pany during its business career. Mr. 
Robert Carlisle, now plumbing inspector 
of schools of Cincinnati, was a partner 
in the Gibson Co. for over forty years. 


——_—_————"=ib oe 


Sterling Brass Mfg. Co., Cleveland, 
Ohio, Appoint a New 
President 


NE of the best. known men in 
O the brass industry in Cleveland, 
Ohio, H. C. Flaeishman, has been 
appointed president and manager of the 
Sterling Brass Mfg. Co., at 47th street 
and St. Clair avenue. Mr. Flaeishman’s 
experience covers a period extending 
back over fifteen years and his acquisi- 
tion by the Sterling Brass Mfg. Co. is 
cause for congratulation. 


—_—_—_—_—_—_—=h 0+ 6 @——___—_ 


To Make Plumbing Specialties 


VERETT MOORE, president; Rufu 
Applegarth, treasurer, and Chas. T 
Reifsnider, secretary, have forme 

a company to manufacture plumbin: 
specialties under the name of the Sin 
Overflow Co., with main offices at 10 Has 
Lexington street, Baltimore, Md. 


J. B. Gid: 
James 


0. Gibson and Thomas Gibson (bottom row) 
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Elgin Brass Co. Devise Original &%” x 5%” x 2”, nickeled device of best 
T d G tt steam metal which will not corrode and is 
rade-Cetter not objectionable to the eye. It can be 


The Elgin Brass Co., Cleveland, Ohio, placed right below expansion tank. 
have a clever little business getter in the The “Belknap” circulating coupling is just 
advertisement which appears on the back as popular as the generator and together 
cover of this issue of Tue PLUMBERS’ TRADE they make an ideal system. This device is 


JourNAL. This postal card contains a record attached to but one tapping of a radiator 
of the high-grade brass goods requirements and branches from the risers connect to it. 


° r) 
of the sender and is also a convenient means Circulation follows just as in the two-con- i h Ste and Overflow Fittin 
for sending orders. ‘Elgin’ brass  special- nection system, but there is less work on e a 


account of the elimination of joist cutting 


iti a i pe HS ° 
ee er tees then You Will Eventually Install 


a radiator when alterations require more 
radiation. Write the Belknap Mfg. Co.,| 
Bridgeport, Conn., for booklet entitled ‘‘The 
Belknap System of Hot Water Heating.” 
Mention THE PLUMBERS’ TRADE JOURNAL. 


The heavy nickle plated fittings and 
tubing used in the ADJUSTO are 
made to last. The slip connections 
allow of. several inches adjustment 
and joints made stay made. When’ 
the plumber installs the ADJUSTO 
he has the interests of 
his client at heart. Nothing 
cheap about this line. We 
can’t make them any better. 


“Wilwear” Bathroom Trimmings 
Extra Heavy Weisht 


The name of ‘‘Wilwear’’ on nickel-plated 
brass bathroom fixtures assures the plumber 
that he is furnishing his customer with the 
best possible goods it is possible to procure. 
The manufacturers claim that no such com- 
prehensive and high-class line is offered the 


ties, such as compression and Fuller work, 
showers and nickel-plated brass accessories, 
bear a favorable reputation with the trade, 
their graceful, artistic and durable design 
making a fitting of highest quality. ‘Elgin” 
products are of liberal weight, well made 
and of finest material and finish. A large 
catalog showing the full “Elgin” line will 
be mailed to dealers if THE PLUMBERS’ 
TRADE JOURNAL is mentioned. 


How can you decide if you haven’t 
looked the ADJUSTO over? Geta 


sample and prices. 
Improving the Circulation in Hot amp p 
Water Heating 


i See AMERICAN PIN CO. 


specialties have upon hot water heating trade by other manufacturers and that the W aterbury, Conn. 
has been to improve every installation where success which “Wilwear’ goods merit is the 
ae Beiter. piping Priitadtationmlessen combination of highest possible efforts to 

. 5 


; turn out something out of the ordinary. 
f a heating system, consequently 5 A 
oo ° 4 Catalog “P” of The Novelty Mfg. Co., 


Waterbury, Conn., contains an assortment of 
fixtures, towel bars, sponge and cup holders, 
racks, mirrors, shelves, which will satisfy the 
most critical customer. Write for this vol- 


ume and mention THrE PLUMBERS’ TRADE ‘ Jad “ai i 66 RISTON 99 
JOURNAL. a “* A 
Kewanee Garbage Burners 4 ~~ 4 
The “Kewanee” garbage burner and water eT ’ = : THE QUIETEST 
heater is certainly making itself heard all : 4 : P g 
over the country. The health boards and 4 = : : CLOSET MADE 


responsible architects see in it the only suc- 
cessful apparatus of its kind made. The 


more house owners are using this means to numerous tests made, as well as the invalu- 1 1 
heat their dwellings. Every heating con- able experience from installations, seem to When installing 
tractor should familiarize himself with the show the “Kewanee” as practically without : : — . 
advantages of the “Belknap” system of hot 4 rival both as a garbage burner and as a : ——— a Closet Combina- 
water heating to enable him to talk intelli- water heater. : 


gently to his customers about their require- The reduction of fuel bills of 30 to 40 
ments. Hot water heating under pressure " 

and at a temperature of steam is claimed to 
be unequalled by any method, regardless - of 
What it might be. Size of the installation 
has nothing to do with the problem, the 
“Belknap” specialties being just as reliable 
and efficient on large as on small jobs. 

_ The pressure in the “Belknap” system is 
attained by two valves which automatically 


tion, why not make 


a vigorous effort to 
have it the most 
Sanitary and Quiet- 
test Closet made? 
The “ARISTON ” 
is as absolutely 
noiseless as a Closet can be made, and with the 
exceptionally high grade Fittings we use in our 


Tanks, the Combination is perfection. 


per cent and the supplying of an abundance 


of hot water for less than five cents per 9 
ae ee caer Thos. Maddock’s Sons Co 
Kewanee people and they are mighty proud e e 


perate as the heated water expands or per- of them, too. 


mitting the surplus in the expansion tank ~ The garbage burner, like all the “Kewa- OLDEST SANITARY POTTERS IN AMERICA 


to return to the system after cooling takes nee” products, is sold entirely through the ° 
place. While most accelerators are large atped Catalog of the full “Kewanee” line Established 1859 TRENTON, N. ie U. S. A., 
bulky affairs occupying some valuable space will be mailed to any reader of THE PLUMB- 
in rooms and conspicuous by their rough- ERS’ TRADE JOURNAL who requests same of 
ness, the “Belknap” generator is a small, the Kewanee Boiler Company, Kewanee, III. 


-~ | | 


Architectural Catalog maintained in the Building 
Trade Catalog (A. B, C. System—Section 35 B; Catalog 5) 
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Ask Your Supply House or 
Specialty Salesman for 


or 


REDTEX 


TRADE MARK 


BIACKROCK 


TRADE MARK 


Rubber Elbows 


Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 


1% in. Short 


1% in. Extra Long 


1% in. Pipe Con. 


1% in. 
ft 
2 


fe 


x 1% in. Flush Fittings 
Sl sites a 
x 1% in. 
x 2\;in. 


ir “6 “ec 
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The Canfield Rubber Co. 
Railroad Ave. & Garden St. 


we 4... 
144,” Extra Long Elbow 


Bridgeport, Conn. 


GREATEST TONG ON EARTH 


“The GE ALY” It’s new—It’s different 


Positive Grip—Instant-self- 
Release—Will not crush 
Pipe. 

For over head work—in 
corners and tight places, 
IT IS PERFECT. 


Try “THE GEALY” and 
be convinced. 


Write for data and trial 
proposition. 


The Gealy Wrench & Mfg. Co. 


200 Broad St. Grove City, Pa. 


OO ON 


What you get 
in one opera- 
tion with the 


LOEW 
VICTOR PIPE 
MACHINE 


THE LOEW MANUFACTURING CO. 


9100 Madison 
Avenue 


the Slot 


Loosly- 
Mounted 
Jaws 


y) 


New 
Cam-Lever 
Principle 


For Sale by 
Leading Jobbers 


Four Types — Belt, 
Motor and Gasoline 
Engine Driven, also 
Hand Operated. 


14 TO 8 INCHES 


Send for Catalog 


Cleveland, O. 


A Cleanout Ferrule of Many 
Merits 


An improvement in cleanout ferrules, so 
the manufacturers tell us, is the new fer- 
rule recently placed on the market by C. P. 
Marshall, Rochester, N. Y. The distinctive 
features are many. Instead of a light brass 
cleanout screw, this ferrule is provided with 
a heavy brass plug with strong threads and 
a good wrench-hold for access purposes. 
The grooves around the circumference are 
for cutting in case the ferrule is too long. 
For encasing in concrete floors, walls, etc., 


Mpa 


this improvement is especially handy. Best 
grey cast iron is used in the manufacture 
and the threads are carefully tapped. Their 
use saves time and trouble in every plumb- 
ing installation and the reputation which 
has been gained in the time they have been 
on the market shows that the trade have 
reeognized the superior merits. A line to 
the makers will bring further particulars. 
Mention THE PLUMBERS’ TRADE JOURNAL in 
your request. 
——__<$- 


“Fureka” Floor Flange Makes a 
Satisfactory Closet Joint 


Sanitary experts have agreed that 
necessary requirements for a safe and re- 
liable closet floor connection have been in- 


the 


vented in the “Eureka” adjustable flange 
made by Julius Jaeger, Rutherford, N. J. 
The “Eureka” fits any bowl, does not re- 


quire resetting, is absolutely tight and uses 
no putty to make a perfect joint. An ab- 


bestes gasket and the two halves of the 


flange are the only parts of the ‘Hureka.” 
The closet bowl may be taken down and 
replaced any number of times without 
damage to the gasket. This flange has the 
highest endorsement of the trade and is 
specified in many large sanitary installa- 
tions. Architects realize the satisfaction to 
be derived from the use of the “Eureka” as 
well. Write for circulars explaining how 
easy they are installed and with what sav- 
ing of time and money. Mention THE 
PLUMBERS’ TRADE JOURNAL. 


————--+-e——_——_ 


Co-operative Automobiling 


Enjoying all the pleasure and convenience 
of automobile possession, and at the same 
time actually saving money through it, is 
the interesting story that comes to light 
through the recent sale of a thirty horse 
power “ KisselKar” through the Chicago 
office of the Kissel Motor Car Company. 

The car was purchased by three young 
former commuters, who lived north of the 
city. All are married and the total rail- 
road transportation of three families has 
each month totaled something like $70.00, 
this including the round trip of the three 
young benedicts to business six days a week 
and eight trips a month for each mistress. 

The figures submitted to show that the 
families are saving money through their 


“KisselKar’? purchase = are convincingly 
liberal. Gasoline, lubricating oil, _ tires, 
garage hire and repairs are included and 


then $28.00 is added for depreciation. This 


brings the maintenance cost to $60.50. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


The families have a written understanding 
regarding the use of the machine. A school 
boy brother drives the three men to busi- 
ness and calls for them at the end of the 
day. In the meantime the wives on alter- 
nate days boss the car. Every third Sun- 
day each family has it. It is said the plan 
has worked without a hitch. 


eee 


“Peerless” Quality Stands for | 
the Hishest 


Few plumbers consider the fact that the 
production of water-closets requires a de- 
gree of care to manufacture these fixtures 
which is not noted in other materials. The 
Peerless Selling Co., Evansville, Ind., makers 


of the popular ‘Peerless’ closet combina- 
tions and sanitary pottery, have assembled 
every department in their plant, manufac- 


turing every part of their product except the 
rod and_ sheet copper. 


brass. tube, This 


guarantees the plumber who uses “Peerless” 
goods, that every part passes a rigid in- 
spection and will fit before leaving the 
plant. “Peerless” pottery is of the very 
finest vitreous china sanitary earthenware, 
of high lustre, spotless white and uniform 
color. The woodwork bears the same exX- 
clusive workmanship that has long charac- 
terized it as one of the leaders in the line. 
The fine exterior appearance of “Peerless” 
goods is sufficient recommendation for any 
installation. Write for catalog showing 2 
fine line. Mention THe PLUMBERS’ TRADE 
JouRNAL and your request will receive im- 
mediate attention. 


—_+>——_ 
“J. RES.” Vent Cap Approved, b 
the Trade 


The “J. R. 8S.” vent cap shown herewith 
is one of a number of high-grade specialties 
manufactured by Mechanicville Specialty 
Supply Mfg. Co., Mechanicvyille, N. Y. “This 
attachment can easily be applied to any 
short piece of soil pipe, with or without 
hub, and does not require calking or’ fitting. 


same in position until the set screws are 
tightened and fasten the cap. This feature 
is decidedly important, as the vent cap can 
be slipped on any soil stack without cutting 
pipe or inserting a hub length to provide 
for a lead and oakum joint. Full area is 
secured for the egress of gases and a more 
perfect ventilation is possible. Write for 
complete literature to the makers and men- 
tion Tum PLuMpprs’ TRADE JOURNAL. 


—— oe 


“Pennie” Valve Sewer Gas Proof 


The protection afforded the occupants of 
a household, against disease and illness due 
to escaping sewer odors can not be under- 
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imated. A successful trap which prevents 
y such occurrence is the “Pennie” (latest 
proved patent) back water and sewer gas 
lve, made by the Kennedy Valve Mfg. Co., 
mira, N. Y. This appliance is endorsed 


the trade generally, positively ensuring 
ety from foul air and water backing up 
house drainage systems. 
nothing 


The “Pennie” 


of heavy cast-iron, delicate or 


nplicated. It can be installed easily and 
eckly by any mechanic and will operate 
vertical or horizontal position or on the 
le. The flap valve is balanced by filling 
mall cup with lead, and does not obstruct 
flow of water. This is a very important 
ail to be considered. The valve is also 
dily accessible for repair or inspection, 
removable cover also making a cleanout 
the sewer. Write for full descriptive lit- 
ture and mention THE PLUMBERS’ TRADE 


RNAL. 
———|9>-+ — 


tapid” Instantaneous Heater 
mishes Hot Water at Low Cost 


lumbers are making money installing 
“Rapid” instantaneous bath heater made 
the Rapid Heater Co., Grand Rapids, 
h. The ‘Model C’”’ non-vent heater with 
regulating device represents the study 
experience of many years’ water heater 
facturing. The economy of operation 
me of the strongest talking points for 
“Rapid.” It is well made of copper and 


handsomely nickel plated and pleas- 
in appearance. It is furnished with 
orting brackets, couplings for water 
Sas connections and is ready to install 
on as received. With a heater in the 
‘oom, hot water can be obtained quickly 
with less trouble than with larger and 
expensive heaters. Write for litera- 
showing the distinctive merits of the 
id.” Mention THE -PLUMBERS’ TRADE 
NAL in your request. 


oo ——_—_—__ 


indy” Die Stocks on Fourteen 
Day Trial 


very liberal offer is presented readers 
HE PLUMBERS’ TRADE JOURNAL by the 
y Mfg. Co., 200 Cannon street, Bridge- 
Conn., in connection with the “Handy” 
tocks. The “Handy” die stock is said 


Ssess features which no other 
corporated in their tools. 
‘8 mechanism which retains 
sition is simplicity itself. 

dle stock cuts Pipe from 4” to %”, 


makers 
The self- 
the dies 
The “No. 1 
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and the “No. 11,” from ¥%” to 1”. Only 
two sets of dies are needed in each stock. 
These chasers are of highest quality tool 
steel, carefully tempered and made by 
skilled tool makers. The adjustable guide 
fits any size pipe by merely moving a lever 
and can be slipped over couplings in ecut- 
ting nipples. Heating and plumbing con- 
tractors should avail themselves of this 
opportunity to investigate the easy-cutting 
qualities of the “Handy.” Write for cata- 
log and prices and mention THr PLUMBERS’ 
TRADE JOURNAL. 


“EVERYBODY’S DOING IT NOW!!”—_ORDERING 


LOTT, 


Automatic 
CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


———+---o—_— ist. All parts, except the float are above wuter, no slime 
or corrosion. 
i 2nd. A foot valve in the strainer seals the suction pipe the 
Standard Gas Burners Eco minute the drainer stops working, holding the water 
nomical inallthe pipes, so that it is always primed ready 


to start instantly. 

Weighs not over % that of 
less space. 

The operating valves open and close 
action of the water pressure. 


3rd. others and requiring 


Bae = h 4th. 


The elimination of smoke, odors and dirt 
in steam and hot water heating systems 
can easily be accomplished by the installa- 


instantly by 


tion of “Standard” gas burners. Any boiler ; : 5th. Nb Heather washers used, leather dries and causes 
. . 7 . 4 Pe a se as. 5 =. = 
can be fitted with these without disturbing i : 6th. It costs less than many other drainey's not as efficient, 


any of the connections, the burners being P . Z on 
made in both round and square types. PENBERTHY INJECTOR CO. pee oe Lies Detroit, Michigan 
“Standard” burners use but little gas, can 

easily be regulated for more or less heat 


at will and are more cleanly than any other 


THE BRAENDER AUTOMATIC 


CELLAR DRAINER 


STEAM PIPE 


MSCHARCE PIPE 


“Fdld JOVVHISID 


‘Idld AladelN9, 
SUCTION PIPE z 


gas burning heaters. For more than ten 
years these burners have been in operation 
in all parts of the country and are acknowl- 
edged by the trade to be the highest powered 
burners made. The increasing number of 
heating systems having Standard gas burn- 
ers instead of coal or wood fires has been 
brought about by the numerous merits of 


PATENTED a. 
OPERATED BY WATER PRESSURE Pitsneed 


It is the best; therefore the cheapest. It is used in Municipal and BILGE SYPHON 
-S. Government Departments, endorsed by leading sanitary experts Operated by steam 
and is guaranteed to do what is claimed for it. Write for Cireular. pressure 
PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St, New York. 
SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


the “Standard” becoming known to owners 
and architects. Write to the Standard 
Heating and Lighting Co. 230 Penn ave-|" 
nue, Pittsburgh, Pa., for catalog. Men- 
tion THrE PLUMBERS’ TRADE JOURNAL. 
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“N. M.” Combination Key Wrench 
a Handy Tool 


A tool for holding closet spuds, strainers, 
plug couplings, ete., has long been wanted 
by plumbers who know what makeshift 
methods are encountered on account of the 
lack of the proper tool for this work. 
Damaged fittings and chipped enamel are 
only two of the disastrous results obtaining 
from, the use of such means. The “N. M.” 
combination key wrench is probably one ot 
the most useful tools put on the market. 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 
sign. We have what is conceded to be one of the most 

attractive Compression Bath Cocks on the market. Made of 


High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 


attachments 
which insert in the handle and will fit any 


Three extra are furnished, 


Send for Machine Co. 


A-1 TRENTON, N. J. 
New York Office, 5 and 7 East 42nd Street 


spud or waste connection made. The handle 
has square sockets for removing the screws 
in curb boxes and a wrench hold is also 
conveniently placed on the shank. The 
whole tool is of best grey malleable iron, 
handsomely finished, and should be in every 
plumber’s tool kit. It saves its cost first 
time in use. Write for catalog to the 


Sy 
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National Mechanical Appliance Co., 600-610 the filter bed. This process is also a 
Kent avenue, Brooklyn, N. Me Mention matic. The manufacturers contract for 
Turn PLUMBERS’ TRADE JOURNAL. installation and complete equipment 
plants and the plumber for whom the y 
is done assumes no responsibility, an 


Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlington, N. J., U. S.A. 


The “Ryan” Ball Cock Trouble 


Proof 

Closet tank manufacturers and the gen- 
eral trade who have used “Ryan” ball cocks 
say that they are perfection in ball cock 
manufacture, and this seems to be substan- 
tiated in the splendid orders being sent 
from the Exeter Brass Works, Exeter, N. H. 
The leverage obtained in the design of the 


“Ryan” is said to be greater than that of 
any other, being 32 to 6. Equally satis- 
factory in high or low pressure, the thrust 
is in a direct line, with the result that no 
wear or noise accompanies its operation. 
Repairs are quickly made without removing conditional guarantee taking care of 
the cock from the tank. The seat is of plant. Write for latest catalog and m¢ 
special gunmetal and is also renewable. The Tur PLUMBERS’ TRADE JOURNAL. 

Exeter Brass Works guarantee every “Ryan” 
pall cock to give absolute satisfaction. Write fs * 
them for catalog and mention THE PLUMB- “Electric Weld rr Rivetless C 


prs’ TRADE JOURNAL. struction Perfection in 


po ie Range Boilers 
The Value of a Neverending Sup- — tne J. wood Mfg. Co., 


ply of Hot Water Conshohocken, Pa., have 
Hot water in the modern home is an ac- met with splendid results ¢ 
knowledged necessity. Its convenience for in manufacturing rivet- 


the bath, as well as domestic purposes, ig ess range boilers, tanks 
now the most desir- and other receptacles for 


Shlenlusury meltniseine handling or storage of 
expensive and quickly water, air, gas or Oil. 
obtained. The ‘“Pitts- It is said that a stronger 
joint is obtained by the 
water heaters are electric welding process 
noted for their req than with the riveted 
liability as well as the form of range boiler con- 
struction. The best of 
fuel: The powerful materials enter only into 
burners generate the “Electric Weld” goods; 
greatest heat from the steel in the standard and 
extra heavy and iron in 
the double extra heavy, 
: regulating the flow the latter having malle- 
} Tee ClO ound ine Et OmE HC able heads and bottoms. 
HIG }ase amount of water used. The gauge of metals used 
Bence ee The copper coil is ex- is fully up to the stand- - 
tra heavy, large heat- ard and the capacities 
ing surface and is conform to dimensions 


prazed into manifolds for connections. There established by the trade. 
are no leaky joints in the construction of Roughing in connections 
“Pittsburgh” water heaters. Automatic gas SE guaranteed accurate. 
water heaters are superior to tank systems The best evidence of the 
and the plumber installing this apparatus popularity — of ‘‘Hlectric 
protects his client for all-time against un- Weld” boilers, however, 
satisfactory hot water service. The “Pitts- is the ever increasing de- 
purgh” heaters are giving splendid results mand and the trade who 
in residences, hotels, apartments and other have used these goods 
institutions. Write for complete catalog and have found them satis- 
name of nearest showroom to the Pitts- factory in every way. 
burgh Water Heater Co., Pittsburgh, Pa. Write for catalog and 


pleases mention: osm. IPLOmeans: © TRADH So es lists of ‘stock SZ 
JoURNAL and mention THE PLUMB- 


ERS’ TRADE JOURNAL. 
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Da 


The World renowned D FITTINGS acknowledged Leader In 
design, quality of Material and Finish. 


Save 30% in Your Packing Expense 


You cannot afford to go on packing your goods in the old fashioned way. 


Corrugated Paper Boxes 


Require 90 per cent. less storage 


burgh” automatic 


space. ‘They require 75 per cent. 
: 2 : small co ti of 

less time in packing. ‘They cost hunni 

you 30 per cent less. ‘These are 
Ay 7 ? a 

facts you can’t allow yourself to si rte re 


overlook. time automatically 


Better Quicker Lighter 
Stronger Cheaper 


You can’t get anything better for packing plumbers woodwork, brass goods, 


earthenware, tools, etc. : : 
Write for Particulars 


GLOBE PAPER COMPANY, 


Evansville, Ind. 


Some of the Prominent Advertisers 


in these columns use 
H. & D. CORRUGATED FIBRE BOXES 


For shipments of Bath Room Fix- 
tures and Brass Goods, with hand- 
some savings 

IN COST 

IN FREIGHT 

IN STORAGE ROOM 

IN H\NDLING 

IN PACKING 


H. & D. Boxes please the customer 
by their Convenience and Cleanli- 
ness, and they are covered with 


FREE SPACE 


for advertising. Write us and let 
us refer you to our 


SATISFIED CUSTOMERS 
THE HINDE & DAUCH PAPER CO. Sandusky, O. 


Canadian Trade Address Toronto, Canada 


Ce | eee 


Roberts Water Filters Extensively ee 
Installed “ Standard” Steel Tank 


The latest catalog of the Roberts Filter Co., Every Purpose 
Darby, Philadelphia, Pa., contains a complete 
line of gravity and pressure types of filters 
and filter appurtenances. The hygienic value 
of these filters is universally recognized and 
the comfort of a _ pure, elean, abundant 
water supply is one of the most necessary 
of modern sanitation. ? 

The designing of “Roberts” filters has 
been chiefly to eliminate the undesirable 
features which are responsible for much 
trouble in other types. For special condi- 
tions the Roberts Filter Co. build apparatus 
to order, but specifications which can not be 
filled from stock are rare. The “Roberts” 
filters are claimed by the makers to be 
easily and economically operated and satis- 
factory in every way. Some of the dis- 
tinctive features are: The parts are prac- 
tically indestructable, it employs no. thin J 
metal strainers with perforated holes or “Standard” tanks are made for eV 
gauze to be clogged quickly and be of short pose, of best steel and carefully riv 
life. The strainer device permits the es- tested. The freedom from defects | 
cape of the sand, a very important feature, the tests which are applied to ev 
and the filter bed is so constructed as to use before it leaves the foundry. 
every inch of area. The washing process is greater than the guaranteed work 
accomplished with the complete upheaval of sure is given each “Standard” pre 


One of the largest manufacturers 
tanks is the Standard Steel Tank 
Co., Pittsburgh, Pa., and Girard, Ohi 
concern has been supplying the heat 
plumbing trade with tanks of eV 
scription for many years meriting 
lelled success during the entire 


is owe 
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e it reaches the trade. A complete stock 
all sizes is carried on hand, suitable for 
umatic water supply systems, air or oil 
ks, and these can be furnished with 
cial tappings, manholes, etc., at a slight 
litional cost. Those of our trade having 
uirements in this line are urged to write 
manufacturers for literature and prices. 
ntion THB PLUMBERS’ TRADE JOURNAL, 


—_—o————— 
| Adjustable Wash Tray Bracket 


he adjustable bracket shown here is a 
duct of Joseph H. Young Co., Boston, 
ss, and contains many improvements 
ch recommend it to the plumbing trade. 
affair is of heavy cast iron, ornamental 
heavily galvanized. It suffices equally 
well for trays or sinks and can be ad- 
ed by a patented device to any height. 


is claimed to be accomplished in no 
‘bracket. Lugs are also cast upon the 
to hold the tray in place. The entire 
cet presents a neat appearance, is 
§ and safe. Besides this specialty, the 
hh H. Young Co. carry a full line of 
bers’ supplies and would be glad to 
ard catalogs and_ other descriptive 
“ry upon request to any reader of THE 
[BERS’ TRADE JOURNAL. 


———<> +, 


Between Two Fires 


2 Plumber who desires to build up a 
ation must constantly bear in mind 
‘eduisites in stocking brass goods. On 
ne hand he must stock only such goods 
ve a maximum service life; while on 
ther hand he must stock goods which 


] 


- 


7 


to the customer from the standpoint 


ractiveness. If he neglects either of 
factors he puts his reputation in 


lently the Central Brass Mfg. Co. of 
and, Ohio, built their complete line of 
Pression work with these two points 
id. The quick-pression line combines 
‘ive design with a construction that 
acme of Serviceability. It embodies 
sitive seat of compression work with 
ick action of Fuller work, and yet it 
ally eliminates the trouble common 
se two types of brass goods. Look at 
companying illustration, using these 
references given in the following :— 


_» 


1. Opens to a free flow and closes with a 
quarter-turn of the handle. 2. Combined 
cap-nut and stuffing box—no leaking around 
stem. 3. Threads quick acting—engaging 
their whole length. 4. Entire bibb cast of 
all new metals—no scrap. 5. Seat-washer 
encased in brass wall to prevent spreading. 
6. Full, even water-way. 7. Seat cut from 
thick metal wall, raised high and perfectly 
machined. 8. Spout east at angle to prevent 
splashing and insure convenient filling of 
utensils. 

Further particulars will be supplied THE 
PLUMBERS’ TRADE JOURNAL readers on re- 
quest. 


_———_+- eo 


“Milwaukee ” Generator Two De- 
vices in One 


The combining of the expansion tank and 
the mercury pressure generator in hot water 
heating has been the aim of the Milwaukee 
Heat Generator Co., 
Milwaukee, Wis., in 
placing the “Milwau- 
kee” before the trade. 
This specialty performs 
all the functions which 
formerly required two 
Separate and_ distinct 
devices. It occupies but 
little space and is con- 
structed of the best 
east and wrought iron. 
The operation of the 
“Milwaukee” is very 
simple: The mercury 
causes a back pressure 
of ten pounds when the 
expansion takes place 
and there are no valves 
or other moving parts 
needed. It permits ex- } 
panded water to re-@- 
enter the system when 
contraction takes place 
and having the only air 
in the system com- 
pressed in the tank, it 
can readily be seen that 
air bound radiators cannot result. Smaller 
radiators and piping can be used on ac- 
count of the higher degree of temperature 
in the system, while the fuel burned is no 
greater; in fact, generally less. Old sys- 
tems can likewise be improved by the 
application of the “Milwaukee.” <A useful 
and instructive catalog may be had for the 
asking by addressing the manufacturers, 
mentioning THk PLUMBERS’ TRADE JOURNAL. 


SS eth pe 


Hot Water at Any and All Times 
With a Humphrey “Geyser” 


The name Humphrey in gas water heater 
construction is synonymous with perfection 
and the confidence of the trade has not been 
misplaced in building on the “Geyser” in- 


PATENTED 


stantaneous heaters as a cornerstone. The 
development of Humphrey heaters has been 
step by step adding an improvement here 
and removing some = slight imperfection 
there until now there can be little further 
advance. 

In the “Geyser” heaters have been built 
a score of exclusive and valuable ideas 
gained only from years’ experience in the 
water heater field. The makers have no 


List Price $47.25 
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The DEVORO Syphon Jet Bowl with 3% inch round Srkge Vent. This 
combination has WAVELINE vitreous China Tank, with China operating lever 
and seat in oak or imitation mahogany, 


The Sanitary Closet 


The DEVORO Jet, located at the bottom of the 
up-leg (see cut below) forces the water over the 
dam. There is no choke or reduction in area be- 


fore the water reaches the final outlet. 


By an im- 


proved construction cf the suction, or down-leg, very 
little of the flushing water is diverted from the bowl 
proper to secure syphon jet action. 


Sectional view of DEVORO 
Jet Bowl, showing structure 


of S$nége vent and syphon 


passage of large calibre. 


TIFFIN, O 


The DEVORO Closet meets 
all the requirements of per- 
fect sanitation. Prompt dis- 
charge of the bowl contents 
is assured. The discharge 
passage is of large calibre to 
pass freely a 244 inch ball. 
DEVORO has a large water 
surface and a deep seal, and 
is economical and soundless 
in Operation. 


The Great Western Pottery Company 


KOKOMO, IND. 


MANUFACTURERS OF VITREOUS CHINA LAVATORIES AND 


SPECIAL CLOSETS OF ALL KINDS. 


WRITE FOR CATALOG 
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RYAN’S HIGH ANP LOW 
PRESSURE BALL COCKS 


(Patented) 


Top Supply for High Tanks made in all sizes from ¥% to2in. Absolute satis 
faction guaranteed. Send for Circulars. 


EXETER BRASS WORKS, EXETER, N. H 


New York Office—48 Cliff Street. Henry Stein, Rep. 


No SET SCREW to BREAK 


REGAR EXTENSION 
FLANGED BIBBS 


Make a tight true job 
SAME IN FULLER 


MANUFACTURERS OF 


COMPRESSION WORK 
FULLER WORK 
GROUND KEY WORK 


THE REGAR COMPANY 


CLEVELAND, OHIO 


Sleeve 
Conceals 
Adjustment 


{ 


Install the S & K Shower Heads and all 
the troubles with shower heads end. 
We have overcome it. The remedy: 


The “S &K” C-937. All parts Heavy Cast Brass, 
with removable face, with Air Valve, made to stand 
up under any pressure, even steam. Face has fine 
perforations giving that desirable stinging effect of 


the rain bath, easily cleaned having removable 
face. Made in two sizes. 


6% inch face, ¥ or % inch Ll. P. Size Thread 
8 inch face, ¥% or % inch I. P. Size Thread 


¥% inch I. P. Size threads sent unless otherwise 
ordered. 


WRITE FOR PRICES 


Street & Kent Mfg. Co. 


549 Fulton St. Chicago, Ill, 


WASTE COCKS 
Ground Perfectly 


ABSOLUTELY 
GUARANTEED 


Send For Prices 


BRONZE & BRASS WORKS 


CLEVELAND, OHIO 


Counts 


THE PLUMBERS’ 


hesitancy in’ proclaiming their product su- 
perior to any other. They tell us nothing 
but the best, either labor or material, enters 
into Humphrey methods of manufacture. 
Architects and plumbers are familiar with 
this fact so there is little need of calling 
more than passing attention. The thermo- 
stat and controlling apparatus besides be- 
ing as simple as it is possible to construct 
them, regulate the gas with an accuracy that 
is well-nigh marvelous. Efficiency and 
economy go with every installation, large or 
small, whether for hotel, apartment, laun- 
dry, hospital, comfort station or residence— 
the same results follow. 

Quality is remembered long after price is 
forgotten. While there are many cheaper 
water heaters to be secured than Humphrey 
“Automatic Geysers,” there are not many 
that are good ones. 

Humphrey ‘Automatic Geysers” are built 
to give hot water service, while most of the 
automatic water heaters in the market are 
built to. sell. As lasting reputation and 
reward depend on service, it behooves the 
trade to hook up with firms who sell goods 
made for service rather than profit. 

The field for gas water heaters is large 
and profitable. Get in touch with the “‘Gey- 
ser,” by addressing the Humphrey Co., 
Kalamazoo, Mich., and mention THE PLUMB- 
ERS’ TRADE JOURNAL. 


Hinde & Dauch Paper Packing 
Cases for Every Commodity 


The use of corrugated paper boxes is com- 
ing more into use each day as lumber ad- 
vances and in many instances has been 
found to excel wood for packing cases, due 
to its lightness, strength and ease of hand- 
ling. The Hinde & Dauch Paper Co:, San- 
dusky, Ohio, are authorities on packing 
boxes and their experience has been incor- 
porated in the manufacture of cartons for 
every conceivable kind of goods. Shippers of 
bulky goods have long since found out the use- 


lessness of paying transportation charges on 
heavy wood boxes and the use of corrugated 
paper gives even better assurance of the 
shipments reaching the customer in good 
condition. There is hardly a commodity 
within reasonable size which can not be 


just as pertectly protected, in some cases 
even better, in corrugated paper than by 
wood, frequently the cases weighing more 
than the goods which are to be shipped. 

A maximum of strength and minimum of 
weight are the secrets of the adoption of 
paper packing boxes by our trade. Jobbers 
find that packing specialties in this manner 
is profitable, manufacturers of such goods as 
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glazed china ware, polished wood w 
nickeled and polished brass goods, was! 
and hundreds of other accessories have 
realized the merits of corrugated paper 
this product is now extensively emplo; 
The latest catalog of the manufactu: 
which, by the way, is a work of art and 
tractively printed in colors, shows som 
the advantages of “H. & D.” packing, | 
will be sent to any reader of TH PLUME 
TRADE JOURNAL who asks for a copy. 

further information will gladly be forwa 
relative to packing goods if requested, 


The Quinn Mfg. Co. Manufact 
ithe “Thebest” Seat 


The “Quinn Quality’ closet combinat 
which are recognized as highest qu 
goods, are now to be further improve 
the addition of the “Thebest” closet 
The Quinn Mfg. Co., Detroit, Mich., 
nounce the appearance of this seat b 
the trade after having subjected it to 
rigorous tests during the past two 
The results of these tests have prove 
satisfactory that the manufacturers ha’ 
hesitancy in offering it to the trade 
practically indestructible seat. The | 
comprising the seat are doweled togeth 
steel bolts, countersunk in the wood, 
hold with great strength and rigidness. 
“Thebest” seat represents the best po 
material and workmanship in closet 
manufacture and has already taken a 
place in the trade. Write for cireula 
this seat or large catalog showing cor 
line, and mention THE PLUMBERS’ ' 
JOURNAL. 


A Child’s Pyralyn Slip-on C 
Seat aS 


We picture herewith one of thi 
innovations in closet seats, a miniatur 
fitting all standard seats, the product 
Cc. F. Church Mfg. Co., 
yoke, Mass. This fixt 
an absolute necessity © 
most every household 
teaches the young mi 
recognize the value of 
liness. Like other 
“Pyralin” covered 
seats, tanks, cabinets, 
towel bars and racks 
fixture possesses the 
bility that has long be 
strong talking point o 
line. The finish is gual 
not to peel, crack, ¢! 
absorb stains of any 
Soap and water are a 
are necessary for cl 
The C. F. Church M! 
also manufacture a § 
line of high-grade ba 
_ fittings, and dealers m 
catalogs by requesting sam 


tain 
mentioning THE PLUMBERS’ TRADE Jo 


Motor Driven Pipe Machi 


The Curtis & Curtis Co. offer a 0 
that cuts off and threads from 2%” 
pipe. The application of electric po 
machine shop process has nowadays 
so complete that interest attaching 
from the score of novelty has to 
great extent disappeared. It is 0 
those unusual occasions, when some 
novelty in application arises, that it | 
necessary to discuss the advantag 
cezonomies gained by such exceptiona 
cations, but when such occasions 4 
they are more than usually interest 

An instance of this nature can b 
trated in a very compact arranger 
motive drive for pipe cutting ma 
which is of particular use in facto) 
voted to machine shop processes i 
the threading of long lengths of Pip! 

This pipe-cutting and threading ! 
has been designed by The Curtis & 
Company, Bridgeport, Conn. Here 
shown an illustration of a No. 269 
cuts off and threads 24” to 12” pit 

This design is the result of 
years’ experimental work of various 
and the company’s engineers have 
developed a design which the comp 
serts contains many points of 
which are new, and which are of sr 


‘4 


. 
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. those who have pipe-threading to do. 
e cutting head is of the usual Forbes’ 
1, and is mounted on a cabinet, the 
r of which is securely enclosed. 
machine is entirely self-contained 
g regards the machine itself and the 
1 which the power is applied, There 
werefore no outside bearings to be 
up, and the entire machine can be 
from place to place and connected up 
aply attaching the necessary wires. 
portant point in connection with this, 
is frequently demonstrated as an ad- 
e of electric drive, is that the power 
ays available for overtime work. 
yarious speeds which can be obtained 
» starting and stopping of the machine 
ted by operating a lever shown to the 
' the illustration, the motor in the 
me being allowed to run constantly, 
when the machine is being shut down 
ig periods; and as the machine is 
geared and has a very powerful 
it is easily capable of dealing with 
es or hard pipe with ample reserve 
er. Moreover, the machine itself in 
ew design does away with thumb 


for adjusting the dies, which are 
amped by one movement of a lever. 
1@ motor is situated inside the base, 
rotected from the drippings of oil 
1 the screw cutting operations, or 


any breakage resulting from the 
= of long and heavy lengths of pipe 
ings. A very great advantage which 
ned from this self-contained form of 
|} that there is no countershafting or 
and the operator is able to use a 
transporter or similar conveying de- 
er the machine in order to handle 
S and heavy lengths of pipe which 
ily have to be threaded. In this way 
ir Of several men is avoided, making 
reduction of shop costs. The ma- 
an be taken from its base and used 
and machine. The Curtis & Curtis 
Garden street, Bridgeport, Conn., will 
sed to send further information on 
ion if readers mention THE PLUMB- 
ADE JOURNAL, 


Wade Water Jacketed Trap 
ps Grease from the Sewer 


e in sewer pipes offers a lodgment 
er matter and is perhaps the most 
ome problem to deal with in modern 
§. The Wade water jacketed trap 
lever invention of a practical expert 
iS Sained his experience by direct 
with actual conditions. To facilitate 
aning, the “Wade” grease trap has 
ons for fresh water, flushing out 
ure and dislodging the solid matter. 
so made in four sizes with two or 
ch wastes and three-quarter or one 
ter tappings. The top is gas tight, 
l with wing nuts and can be in- 
removed if need be. In connection 
tchen sinks this grease trap has the 
recommendations of health depart- 
and Sanitary engineers. Practically 
otel and restaurant in Chicago and 
f the leading institutions in Indian- 


Cleveland, Detroit and other cities and 


are equipped with “Wade” grease traps, since 
they fulfill every requirement of sanitary 
Write for handy pocket cata- 


ordinances, 


42 NITIS VM 


log showing many types of drains, traps, 
sewer fittings, etc., to the Wade Iron Sani- 
tary Mfg. Co., 18 HE. Harrison street, Chi- 


cago, Ill. 
JOURNAL. 


Mention THE PLUMBERS’ TRADE 


Rife Hydraulic Rams Furnish 
Water Without Attention 


The hydraulic ram was the first mechani- 
cal device for lifting water, but the old ap- 
paratus fades into obscurity in compariscr 
with the efficient and powerful types of 
today. Take for instance the line manufac 
tured by the Rife Engine Co., 2111 Trinity 
Bldg., New York City. Perusal of thei 
catalog shows a complete line from _ the 
small ram suitable for an ordinary house 


or for towns with pumping capacities of 


1,000,000 gallons per day. The “Rife” ram 
will pump water to a height of 500 feet, 
requires but 18 inches pitch in 50 feet and 
raises water 30 feet for each foot of fall. 
The double-acting ‘Rife’ hydraulic rams 
will provide an_ uninterrupted 


water, day and night, using impure stream 
water and pumping from a spring of clear 
water. Pneumatic water supply outfits 
operate entirely satisfactorily in connection 
with “Rife’’ rams; in fact, they require no 
attention, maintaining the cushion of air in 
the system at all times. The “Rife” rams 
are reliable and durable, and excepting re- 
pairs to valve, which become necessary 
about once in two years, will last indefi- 
nitely. ‘Rife’? rams will operate on a 2-foot 
fall, lifting water a distance of 60 feet. 
The guarantee accompanying all ‘Rife’ ap- 
paratus covers the successful operation pro- 
viding the instructions have been followed. 
The makers issue a useful book on water 
supply problems, which should be read by 
every plumber and fitter. Write for copies. 
mentioning THe PLUMBERS’ TRADE JOURNAL. 


Johnson Service Co., Heating 
Specialties 


For a number of years after the introduc- 
tion of steam and hot water heating no at- 
tempt was made by the manufacturers to- 
ward any great improvement in the contro 
of the systems. 

During recent years, however, a numbe 
of firms have offered to the trade device 
for the purpose of making more uniform th 
heating of the different rooms, controlin: 
the regulation by the use of thermostats. 

Among the leading firms in this field i 
the Johnson Service Co. of Milwaukee, Wi: 

The ‘Johnson’ system has been installe 
in many of the leading hotels, school 
business buildings in the country. 


supply of 
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THERE IS BUT ONE ABSQ 
SAFE - 


THE WEBER S 


Delivers water direct from a sprin 
faucet in the house, or at any poi 
for contamination. Automatic in o 
stored in a tank while the water ref 
therefore slimy deposits and stale wa 
All mechanism is above ground and@ 


ern, lake or deep well to the 
| uniform pressure. No chance ~ 
tion and carefully made. Air js 
s in the ground until needed— 


of tank systems are eliminated 
acéessible. This pump is not a to: 


rife for agency agreement to 
os eae 

WEBER SUBTERRANEA:; PUMP COMPANY j 
90 West Street, Nes York City ; Teele 


Booklet free upon request. 


Just What the Plumber Has been Looking For 


The ‘‘Sanitary’’ Combination Sink and Pump Frame 


\ 


The frame is made of % inch 
angle iron which fastens to the 
wall by clips, securely screwed to 
the studding, doing away with 
nailing boards on the wall to bold 
the brackets. Sink simply rests 
in the frame. No drilling of 
holes in the rim is necessary. 


The ‘‘SANITARY” has an ad- 
justment of 3inches in width to 
accommodate all widths of sinks. 
Also has notches in back to allow 
the use of exposed water pipes. 


Try one on your next job. 
Send for Circular 
ES ee 


In this space, in advertise.nents to come, will be shown a few typical styles of 


“WILWEAR” 
Bathroom Fittings 


Many of the trade have been using ‘‘WILWEAR’’ BATHROOM FIT: 
TINGS since they were first put on the market. Forthose who haven't tried 
**Wilwear’’ let us state; 


‘*Witwear’’ Bath Room Fittings include ‘‘Everything for the Bathroom’’. 
They are carefully madein a high polished and plated finish. The prices on these 
goods, quality considered, are very reasonable. They hold a good profit for the 
master plumber. 


At all fimes we carry in stock a large quantity of everything shown in our 
catalog ““P’ andcan always ship promptly. 


We stand back of our goods and thoroughly guarantee every article. 
SEND FOR CATALOG *’P”’ 


THE NOVELTY MFG. CO. 


Waterbury, Conn. 


Barnes’ 


Pneumatic Ratchet Doubve-Acting 
Pump With Air Cylinder 


is the best and most powerful 
pump made for use with Pneu- 
matic Water Supply Systems. The 
leverage being compounded, a 
pressure of 100 pounds can be eas- 
ily obtained. It is so constructed 
the air does not enter the water 
cylinder preventing ‘‘Water 
Pockets.” Write for circulars and 
special prices. 


The Barnes Manufacturing Company, 


Department P 
Mansfield, - - 


Ohio 


Manufacturers 
of over three hun- 
dred styles and sizes 
of pumps for 
: all 
purposes 
also 
Sanitary 
Enam 
eled 
Ware. 


GREENWOOD MFG. CO. 
Plumbers’ Grey Iron Patented Specialties 
CLEVELAND PLACE, DETROIT, MICH. 


—PHOEN I X— 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


You Mr. 
Plumber and 
Mechanical 
Man why waste 


time with 
leaky pumps 
when the 
PHOENIX 


Torch is al- 

ways rea dy 

with a_con- 

stant and steady pressure of 2500 degrees of heat. 
If your dealer cannot supply you, a line to us 

with enclosed amount will receive our prompt 

attention. 


Decker Mfg. Co. 
251-255 Elm St. Newark, N. J. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REY! 


In order to correctly erect and keep in 
working order their different systems, this 
company have opened branch offices in 
charge of competent engineers in all princi- 
pal cities. These men are all experts in 
heating and ventilation and are qualified to 
answer any question along these lines. 
Their services are at the disposal of heating 
contractors, architects and owners whenever 
desired. 

Of vital interest to the owner is the sav- 
ing of coal where the “Johnson” system is 


installed. The coal charge is an every-day 
one and even a small daily saving may 
make the difference between profit and loss 
at the end of the year. The claims of the 
Johnson Co. along this line are backed up 
by proofs of present systems which have 
soon paid for themselves. They have a line 
of catalogs showing their different installa- 
tions, together with some facts on heating, 
which will be interesting to you. Mention 
THE PLUMBERS’ TRADE JOURNAL when send- 
ing for your copy. 


Standard Pumping Engines and 
Water Supply Systems 


The phenomenal growth in the number 
of “Standard” pumping engines and water 
supply systems is proudly attributed to the 
care and attention which the Standard 
Pump and Engine Co., Cleveland, Ohio, be- 
stow upon their product. The water supply 
for truck farms, greenhouses, suburban 
homes, isolated institutions, hospitals, etc., 
formerly proved to be one of the largest 
drawbacks against the installation of mod- 
ern sanitary fixtures, but the efforts of the 
Standard Company to build a type of appa- 
ratus which would be economical, efficient 


and simple, at the same time durable and 
reasonable in price, have entirely overcome 
every difficulty. 

“Standard” pumping plants are built for 
shallow wells, cisterns, etc., as well as for 
deep wells, and of capacities sufficient for 
the simplest or the most extensive. “Stand- 
ard” plants may be equipped for gas or 
gasoline engine or for electric motor drive, 
each type of the most compact arrangement 
and in the case of the latter are automatic in 
operation. The Standard Pump and Engine 
Co. are pioneers in the production of water 
supply outfits and their valuable experience 
secured through long years of practical in- 
vestigation and tests places them in an 
authoritative position in this field. They are 


pleased at all times to answer all questions 
submitted by the trade and to send latest 
catalog No. 12, a splendid volume showing 
the complete line and containing valuable 
data for the plumber and fitter. In writing 
please mention THE PLUMBERS’ TRADE 
JOURNAL. 


The Jewell Heat Controller Saves 


Fuel 


“Jewell” heat controller is a very 
device, automatic in its functions, 
specialty that should be figured for 
every heating job, whether = 

steam, hot air or hot water. : 
The time clock attachment 
may be set to any desired 
temperature, as well as the 
hour it is to operate, after 
which no attention is neces- 
sary. It makes every heat- 
ing job self-regulating, due 
to an exceedingly sensitive 
thermostat controller and 
may be installed by any me- 
chanic. Positive regulation - 
means fuel saving and the 
plumber or heating man who 
looks after his clients’ in- 
terests should bring out this 


The 
simple 
and a 


point. Every part of the 
“Jewell” heat controller is 
built for heavy usage and 


there are no parts to wear 
out and cause trouble. Every § 
“Jewell” is backed by a 
guarantee and will make 
good every claim of “the 
makers, the Jewell Mfg. Co., 
28 Green street, Auburn, 
N. Y. Write them for use- 
ful book on heating work and mention THE 
PLUMBERS’ TRADE JOURNAL. 


A. Self-Draining, Anti-Freezins 


Drinking Fountain 


Something entirely new in drinking foun- 
tains has been invented by Kelso Murdock 
of the Murdock Mfg. & Supply Co., Cinn., 

Ohio, and the device is 
<= Sms heing made and marketed 
© J by this concern. One great 

“Guar, =6reason why the installa- 
tion of outdoor drinking 
fountains has been retard- 
ed is that they all required 
the attention of a custo- 
dian to turn them off when 
cold weather threatened, 
as otherwise they were 
liable to freeze and burst. 
Again when the warm 
weather arrived they were 
frequently not turned on 
when people were ready to 
use them. This defect and 
the almost universal fact 
that other drinking devices 
held stagnant water 
been remedied by Mr. 
Murdock, and the “Bubble- 
Font” bids 
fair to equal 
in popularity 
the genuine 
anti- freezing 
Murdock hy- 
drant, with 
which all 
readers are 
familiar. — 

The little 
wheel - top 
hydrant that 
is in every 
yard was 
invented in 
1863 by J.G. 
Murdock, the 
senior mem- 
ber of the 
company, 
and its use 
has spread 
throughout 
the civilized 
WiOerl Gree slat 

\. WASTE toSEWER went through 
the entire life of its patent without being 
changed or improved upon and today the 
“Genuine Murdock Hydrant” is one of the 
standards of the world. With the demand 


has |- 


The “IXL” Anti-Freezing Closet can bi 
installed very quickly, it is simple, no 
complicated, nothing inside of tank bu 
Be standpi gives ne. trouble, i: 
cheaper, infringes no patents. Ca 
much be said for others? a 
THAT’S ALL 
A Few of Our Specialties 
“IXL” Sewage Ejectors, Cellar Drainers 
Water Lifts, Water Systems, Anti-Freez 
ing Closets, Belt or Electric Driven Ai 
Compressors, Beer Pumps, Factory 0 
Mill Closets, Seat Action Closets Hig! 
and Low Down, Pull Combinations Hig] 
and Low Down, Automatic Syphon Tank 
1% to 2% Syphon, Urinal Sprays, Gom 
pound Air and Water Regulators, Hig 
Tank Anti-Freezing Combinations, Ai 
and Water Regulators, Hopper Valve: 
(Spring or Weight) Pitless Hoppe 
Valves, Compound Lever Ball Cock: 
Valve Rests, Air Chambers. 
We guarantee them in every respect. 
Send for Catalogue 


“ITXL’’ Pump and Mfg. Co. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien $ 
PHILADELPHIA, PA. 


SMOOTH-0 


Positively stop all leak: 
of steam, water, fire or oil 
in iron, steel or concrete 

They are easy to apply 
harden quickly and mak 
permanent repairs; prove 
by years in use. 


Every Plumber and Steamfitter shoul 
have a copy of our instruction book 


SMOOTH-ON 
Manufacturing Co. 
JERSEY CITY, N. Je 


231 N. Jefferson St. 
CHICAGO 


36 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
E. C. 
LONDON 
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for sanitary drinking fountains springing 
up, a younger member of the house of Mur- 
dock has invented a drinking device for 
use in the public streets, parks, school yards, 
cemeteries, at railway stations or any out- 
door place, where one that will not freeze is 
a necessity. 

What this means for sanitation plumbers 
will appreciate at a _ glance. Physicians, 
health boards, the Anti-Tuberculosis League, 
park commissioners, school boards, ete., will 
welcome this self-draining drinking fountain 
that will not freeze as filling a long-felt 
want. It will be a boon to the traveling 
public at railway stations. 

The Murdock ‘Bubble-Font,” as it is 
ealled, is very simple. When the _ foot 
treadle is pressed down, the valve in the 
ground below freezing point is opened and 
a beautiful, clear bubble is instantly formed 
at the top, from which a comfortable drink 
may be taken without the lips touching any- 
thing at all but the clear flowing water. 
When the foot is taken off the treadle, the 
valve is closed automatically and the de- 
vice instantly drains through a by-pass into 
the sewer. The bubbler is so constructed 
that children cannot squirt each other, and 
in case ink, acid or any alien liquid is ma- 
liciously poured into the bubbler or basin 
the liquid will flow down through the by-pass 
into the sewer or drain. 

The Murdocks have published a_ booklet 
illustrating and describing the ‘Bubble- 
Font,” which will be mailed upon request, 
to any reader of THRE PLUMBERS’ TRADE 
JOURNAL, 


\ 
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The highest pinnacle 
n closet manufacture 
has been attained by the 


SCHUREMAN 
Patented Seat 


Operating Fixtures 


Known to the 
Trade as the 


“Challenger” 


They are different 
tom all other makes. 


These fixtures are the 
ind that you can sell 
asily. Your customer 
ippreciates their merits. 


Mr. Plumber, they 
old a good profit for 


You Can Test With Smoke With- 
out the Use of Fire 


The demands of the plumbing inspection 
laws, together with the requirements of 
modern sanitation have created a demand 
for a machine that would furnish a compe- 
tent test which could be relied upon without 
the disadvantages of the smoke made by 
the smudge fire method. 


The “Triplex” plumbing test apparatus 


combines all the good qualities of the pressure, 
eae = 


G2¢:.J 
water, peppermint and smoke test without 


any of the disadvantages. It makes a harm- 
less chemical smoke to which can be added 


rou. Remember the peppermint or any of the other volatile oils 
and furnishes a sure method of finding that 
lame 


every joint is right and every piece of pipe 
has no flaws. 

The “Triplex” can be secured through all 
jobbers and is carried in stock by Crane 
Company, Chicago; Scioto Valley Supply Co., 
Columbus, Ohio; R. M. Starbuck & Son, 
Hartford, Conn., and M. Glauber & Coz 
New York City. 


Dope on“C & L” Fire Pots and 
Torches 


The successful business of any concern is 
always a pleasant topic to write about. The 
success of the Clayton & Lambert Mfg. Co., 
of Detroit, 
Mich., who are 
engaged in the 
manufacture of 
gasoline flame 
tools, has been 
a steady and 


“Challenger’’ 
eat Operating Fixtures 


Mr. Jobber, you can 
uy this hardware and 
ssemble your own seat 
ction outfits fromstand- 
tdtanks,bowlsandseats, 


io Springs, Cup-Leathers 
or Packing Boxes 


ere are the specifications for our No. 
4 Combination: 


Plain Oak Solid Bent Low- 
Down Tank, Piano Finish, 
Opper Lined, with Trim- 
Mings for seat Operating, 
with Offset or elbow Closet 


onnection, Can furnish very satisfac- 
ound CornerTank if wanted. tory progress 

. . 2 si 1887. At 
Detail description fur- phaccmeea 
‘ished on application. MORE eEtellay ty 


ganization, they 
have by strict 
integrity and 
faithful atten- 
tion to the constant improvement of their 
line, established themselves among the fore- 
most manufacturers of gasoline fire pots and 
torches in the country today. “C. & L.” has 
spelled honest and efficient tools for almost 
a quarter of a century, and now no pains 
are spared and no detail slighted to make 
them the best on the market. Their success 
in the hands of the user has testified to 
this fact. Among their tools, the “No. 1” 


Send for Catalogue 
nd Prices, 


h\ 


MIM X\\ 
deisen & Kropf Mfg. C 


2100S. Rockwell Street 
Chicago, Il. 


r 


fire pot stands out prominently as a general 
utility tool and a very efficient one. The 
tank is constructed of heavy galvanized iron, 
strongly braced, with capacity of seven pints 
and a patented automatic brass air pump 
fitted in the tank quickly supplies ample aii 
pressure. The top section is large enough 
to heat 12-lb. coppers and melt a pot of 
lead at the same time ; and, if desired, it 
can be removed and the “No. 1” used as a 
torch or brazing fire. The burner produce; 
a strong blue flame of great heat intensity 
and is not affected by wind or extreme cold. 
Economy is a strong feature and safety and 
durability have been embodied in this and 
the other tools which this very successfu 
concern is manufacturing. Write for catalog 
to the maker and mention THr PLUMBERS’ 
TRADE JOURNAL. 


Springfield Sanitary Drinking 
Fountains Filter Water Passing 
Through 8 


The “Springfield” sanitary bubbling drink- 
ing fountain has one distinctive feature that 
makes it especially conspicuous in the high- 
class drinking apparatus field and that is 


the filter, which is constructed on the inte- 
rior of the device, through which all wate 
must pass before reaching the bubble. The 
“Springfield” can be applied to any basin, 
sink or other fixture. A regulating screw 
permits the adjusting of the height of bubble. 
To drink, pressure is placed upon the han- 
dle, and the instant it is released, it springs 
back and shuts off the supply. The bubble 
raises to such a height that it is impossible 
for the lips to touch the fixture; therefore, 
no contamination or disease can result. The 
Springfield Sanitary Drinking Fountain Be 
1482 Broadway, New York City, have 
mailed their literature to almost every 
school superintendent and master plumber 


in the country, but any of those who 
haven’t received catalog will be sup- 


plied if they address the makers, men- 
tioning THE PLUMBERS’ TRADE JOURNAL. 
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Sink Brackets Which are Easily 
Installed and Possess 
Great Strength 


The Berger steel brackets are claimed by 
the makers to be the strongest sink brackets 
made. They are easily fastened because the 
brace swings around out of the way when 
inserting the screws. The ease of adjusting 


these brackets appeals to the practical man 

who is quick to notice the saving of time. 

Being lighter in weight, expense in shipping 

is much reduced and the brackets themselves 

are more durable, it is said, than cast iron. 

For convenience in handling these are packed 
PAT APPLIED FOR 


twelve pairs to the bundle and may be had 
in plain, black painted, and galvanized fin- 
ishes. Write for catalog and price lists to 
The Berger Specialty Co., Richmond, Va., 
and mention TH PLUMBERS’ TRADE JOURNAL. 


IT WILL PAY YOU TO INVESTIGATE THE 


INCHAM SHOWER MIXER 


Maximum Comfort, Safety and Economy. 
Write for free, illustrated descriptive booklet 
“A Good Mixer.” 


IMPERIAL BRASS MANUFACTURING COMPANY, 
1224 W. Harrison St. Dept. 184 Chicago 


! ay 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


(PATENTED) 


The Triplex Test Apparatus 


Tests old work or new 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and 
lLeading Master Plumbers. 

Mechanic’s time saved soon pays 


for apparatus. 


So simple any one can use it. 


FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn.; 
M, Glauber & Co., New York. 


534 


- ALWAYS ON DUTY 


Works While You Sleep 
Thoroughly Reliable Most Efficient 


Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, etc. Operated by 
water, steam or compressed air. 

Fully Guaranteed 


The C. M. KEMP MFG. CO. 
BALTIMORE, MD. 
Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet 
Stocks and Plumbers’s Specialties 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


—: 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVI 
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“what Others Say of the Williams Pipe 
Machine” is the title of a new pamphlet 
publication being distributed by the Williams 
Tool Co., Erie, Pa. It is full of appreciative 
letters of commendation from _ scores of 
satisfied users. If you do not know the 


“Williams” pipe tools and want to know 
how they have appealed to other users, 
better send for a copy of this booklet— 


simply mention THE PLUMBERS’ TRADE JOUR- 
NAL, and your request will receive imme- 
diate attention. 


The application and use of “Smooth-on” 
compounds, cements, packings, gaskets, 
paints,“ ete., is thoroughly covered in the 
latest “Smooth-on Instruction Book No. ee 
This book has been sent to the trade every- 
where and any contractor who has not. re- 
ceived a copy should write at once for same, 
as much valuable information is contained 
in its pages. Illustrations show how the 
different “Smooth-on” cements are used and 
the reading text tells when and where they 
should be used, concisely explaining the 
many repairs which can be made in defective 
iron castings, etc. As a handy reference 
this book cannot be equalled. The Smooth- 
on Mfg. Co., 572-574 Communipaw avenue, 
Jersey City, N. J., will gladly mail this 
publication to any reader of Tuer PLUMBERS’ 
TRADE JOURNAL who sends in his name, ad- 
dress and occupation. 


A handsome catalog, No. 58, of the 
“Thermax” instantaneous gas water heaters 
made by the National Stove Co., Lorain, 
Ohio, reaches the 
editorial staff of 
THE PLUMBERS 
TRADE JOURNAL and 
for attractiveness 
and completeness, 
this little booklet 
equals any litera- 


ture we have re- 
ceived. Printed in 
colors, the cover 


presents an excel- 
lent picture of a 
gushing hot spring 
in action, and refer- 
ring to the inside 
pages the reader 
comes upon a fund of knowledge which well 
repays him for the time spent in its perusal. 
The many improved ideas incorporated in 
the manufacture of the “Thermax” should 
be noted by every plumber, architect and 
house owner, and descriptive literature will 
be gladly sent free to our readers who ask 
for same and mention THE PLUMBERS’ 
TRADE JOURNAL. 


The Pierce, Butler and Pierce Mfg. Co., 
Syracuse, N. Y., well-known manufacturers 
of heating apparatus and specialties, have 
mailed to the plumbing and heating trade 
copies of a clever little wall hanger calling 
attention to the benefits aceruing from the 
installation of Pierce products. The bulle- 
tin depicts a number of children at play on 
the nursery floor and is beautifully colored. 
This advertising help will greatly assist the 
trade when displayed in the showroom. Any 
reader of THE PLUMBERS’ TRADE JOURNAL 
who has been overlooked will receive same 
and his name will be placed on the mailing 
list for future circular matter if THE PLU MB- 
ERS’ TRADE JOURNAL is mentioned in his re- 
uest to the Pierce, Butler and Pierce Mfg. Co. 


The Monument Pottery Co., Trenton, N. J., 
announce the completion and beginning of 
distribution of their latest eatalog, “D,”’ a 
handsome and massive volume containing as 
complete a collection of sanitary goods and 
accessories as may be found in the plumb- 
ing trade. Owner, architect, builder, jobber 
and plumber benefit alike by consulting the 
pages in their selection of modern fixtures. 
The expense in preparing this encyclopedia 
of information has not been spared by the 
Monument Pottery Co., for it includes every 
up-to-date and modern device and fixture. 
In order that this catalog reach only the 


legitimate trade the publishers stipulate that 
he plumber address them on his stationery. 
The edition is necessarily limited, so those 
desiring copies should write at once, men- 
tioning THE PLUMBERS’ TRADE JOURNAL. 


ot 


Sixteen pages are devoted to illustrating 
and setting. forth the talking points of the 
“New Invincible” interlocking seat and hinge 
and the solid Bent- 
wood high and low 
down closet tanks 
which together form 
most desirable com- 
pbinations, by the 
Miller-Hubbard Mfg. 
Co., Sturgis, Mich. 
This firm has won 
universal recognition 
in the manufacture 
of plumbers’ high- 
grade wood work. 
It is a well-known 
fact that no wood 
screws are employed 
in the manufacture of the “Miller-Hubbard” 
closet seat. The booklet gives to the reader 
an excellent idea of the distinct superiority 
which characterizes this line and the splen- 
did views show the construction. The amakers 
will gladly forward literature upon request 
to the trade who mention THE PLUMBERS’ 
TRADE JOURNAL. 


MILLER- HUBBARD 


MANUEAL TURING COMPANY 


STURGES 
MICHIGAN 
™ 


Absolute perfection is the claim made in 
the latest literature of the Quinn Mfg. Co., 
Detroit, Mich., for the “Thebest’”’ closet seat, 
the latest production bearing the Quinn 
Quality guarantee. In the circular matter 
now being scattered broadcast in a cam- 
paign advertising the comparative fea- 
tures of the ‘‘Thebest” are forcibly brought 
to the attention of the trade many well- 
founded arguments. In a folder the Quinn 
Mfg. Co. state that all their closet combina- 
tions will be supplied with this new seat in 
the future and that they are desirous of 
having the trade inspect and test the ‘“‘The- 


best.’ When writing for descriptive matter 
please mention THE PLUMBERS’ ‘TRADE 
JOURNAL. 


A post-card folder, one of a series of 


clever advertising schemes used by ~ the 
Vapor-Vacuum Heating Co., Drexel Bldg., 
Philadelphia, Pa., to keep the trade in 
touch with modern ideas in heating, com- 


mands instant notice by the word “IEF” ap- 
pearing on the address side. On the reverse 
side is a straight-from-the-shoulder talk on 
house heating directed to the prospective 
owner, architect or heating contractor. The 
satisfaction which follows the installation of 
vapor-vacuum heating _(Kriebel system) is 
pointed out in a most convincing manner 
and the circular should be read by every one 
interested in heating in any way. The 
service department will gladly answer any 
questions, and a post-card will bring a book 
of vapor-vacuum heating which should be 
in every heating man’s file. Ask for infor- 
mation and descriptive matter, mentioning 
Tur PLUMBERS’ TRADE JOURNAL. 


Catalog “H” is the title of a splendid 
16-page publication now being sent to the 
trade by The Enameled Tank Co., Kalama- 
zoo, Mich., The in- 
teresting description 
of the ‘‘Kazoo” white 
porcelain enameled 
water-closet tanks is 
well worth the per- 
usal of every master 4 
plumber. The book- 
let indulges in no a 
unfounded advertis- 
ing talk but honestly 
and concisely enu- 
merates the various 
merits that have so 
popularized the “Ka- 
zoo” line. Two of the 
especially conspicuous ones are the new 
opal glass open bottom float ball and the 
concealed wall bracket which form part of 
the equipment. The makers, in this catalog, 
call attention ito the fact that they do not 
claim to manufacture the lowest price 
product but seek to place before the trade 
a product in which price is commensurate 
with quality. Copies of this catalog will 
be sent to any readers of THE PLUMB- 
ERS’ TRADE JOURNAL who request same 
mentioning this publication in their letter. 


KAZa0 
SsuriPLEt 


ETyR BEY 
ENAMELED ERT ANIKG 
COMPANY 


KALAMAZOO ,MICHe 


Because it is an improvement f 
the House Water Service. 


DOUBLE COVER AT THE TOP 


COMPLETE ENCLOSURE at tl 
bottom effectually prevents cloggit 
up. Does not break off at the top. 


Ask your jobber or write to us. 


S. E. T. Valve & 
Hydrant Co. Inc. 
50 Church Street ‘New Yo 


THE KELLY 
WATER - CLOS 


(With accessible valve over t¢ 
Earthenware) 


Will Satisfy Your C 
tomers’ Every 
Requirement 


Itis absolute and effic 
in action. 

It is a water-saver. 

It will prove a money-m: 
for you. ) 

Every closet guarantee 
ten years and will work | 
20 years without repairs. 

Few concerns can cons¢ 
tiously make a claim like 


Send for catalog 0: 
original inventic 


THOS. KEL 
& BROS. 


421 45th COU 
CHICAGO 


qRADE 
HOT BLA 
Mart 


Made for g 
line. Has a 
matic Bea 
in Tank. | 

Has “Old } 
able’’style of! 
ner. Heats: 
of soldering | 
\ persand melt 
of metal at 
same time, 

Top section 
be removed 
the furnace 
as a blow tc 
Our 

eaking 3 
Plug is furnis 
with the No. 
Consumption- 


No. 112 Turner 
COMBINATION 
FURNACE 


Capacity—3 quarts. 
pint per hour. 2 

All jobbers sell at factory prices. 

Send for catalog of the complete Tu 
line. It is yours for the asking. 


Works 


ry 


The Turner Brass 
SYCAMORE, ILL. 


ve 


Lf 
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the “NO-SOL” Solderless Copper Floats 
Made to Last The Only Real Float Made 
F Always Gives Satisfaction 


he secret of our success with the “NO-SOL” 
loat is the little rubber washer that is used 
| the seam, without this no float would be 
it, and the longer the rubber washer is in 
ntact with the copper the more tight it 
sts as the rubber vulcanizes to both sides 
Fthe float and absolutely cannot leak. 
ILDERLESS floats made without a rubber 
asher in the seam last only a very short 
me, Past experience with the millions of 
oats we have shipped all over the world 
hich have given entire satisfaction is a 
retty good indication that we have the float 
gu want. All weaskis that you order a 
wand be convinced. If they are not as 
presented it will cost you nothing. 
verage number of floats shipped each day 
500. We can ship more, send us your order 
id find out. 


Beware of Infringements 


lanufactured by The Ayling & Reichert Co., 
Toledo, Ohio 


OU ARE LOSING 
Y NOT USING 


s 


Plumbers’ Contract Forms 
loz. postpaid 40 cts. 100 postpaid $2.50. 


Plumbers’ Estimate Book 
0 Complete Estimates, Postpaid $1.50 


Duplicate Order Books 


rder blanks and 75 duplicates in each 
: book. Single book postpaid 25c. 
1doz. books $2.40 


Discount Table (22 in. x 28 in.) 


r iscount a plumber needs. Large 
ig Tack it on the wall in frovt of 
ur desk. Postpaid $1.00. 


TIME CARDS 


kinds—For Contract Work—For Jobbing. 


$3.00 per 1000. 
rite us for our Special Offer for March 
| Time Cards. 


Samples Free 
Send for Tool and Publication Catalogs 


. M. Starbuck & Sons 


HARTFORD, CT; 


JELAWARE 4x2. 
IUDSON CO. 


ADVANTAGES 
OF AN 

INDUSTRIAL LOCATION 
this railroad extends from the coal fields 
f Pennsylvania to connections with all 
he great railroads of Canada and the 
fastern trunk lines; provides a fast 
reight service to the East, West, North 
nd South, and parallels the upper Hud- 
on River, also the new two-thousand 
on barge canal connecting the river with 
ake Champlain, now being built by the 
tate. An establishment located in’ this 
erritory receives the benefit of cheap 
uel, electric power and low freightrates. 
Its Industrial Department will aid in 
he establishment of industries, develop 
ide track questions and give complete 
iformation, 


JRA H. SHOEMAKER 
INDUSTRIAL AGENT 


BANY, N.Y, 


NTT CCT or 


Phurspees 


<p 


Mit 


FAUCET 


mete 


= 
= 
= 


AT THE CONVENTION 


“I once woke up, if not to find “myself 
famous, at least to find myself attracting 
considerable attention,” said the New York 
master plumber at Salt Lake City. 

“How was that?” asked his fellow traveler. 

“I had fallen asleep on a hotel veranda 
with my mouth wide open,” declared the 
Ma PP: 

————<= 00 
AN EXTINOT SPECIES 

PROFESSOR—Name one bird that 
extinct. 

Mary—Pete. 

PROFESSOR—What sort of a bird is that? 

Mary—Our canary. The cat extincted him. 


is now 


> 0+ 0 ae 
STANDING BY HIS WORD 

“Only a couple of months ago you said 
vou’d share your last dollar with me,” said 
the plasterer, who was attempting to nego- 
tiate a loan. 

“T know I did,” replied the electrician, who 
was holding back on his expenses, “but I 
haven’t got down to my last dollar yet.” 


———<—< o+0@ 
CAUTIOUS, BH? 


SoLicIToR—Why don’t you take out a 
policy, payable to your wife in case you die? 

PoTTERY SALESMAN—I’m afraid to. 

“Why ?” 

“Oh, my wife always has such good luck.” 


————= +0 
JUST RAN OUT 
THE MAster PLUMBER’s CooK—There’s no 
coal in the cellar, ma’am. 
“Why didn’t you tell me before, Bridget?” 
asked his wife. 
“Because there was some, ma’am.,”’ 


——_—~= 040 
HEARD IN THE RAILROAD STATION 

PLUMBER (en route to Salt Lake)—If you 
hadn’t been so long dressing we shouldn’t 
have missed this train. 

Mrs. PLumMper—And if you hadn’t hurried 
me so we shouldn’t have had so long to wait 
for the next. 

————<9 +0 


CALLING HAS ITS ADVANTAGES 


Brass SALESMAN’s WIFE—You know that 
Mrs. Upton moved in down the street Mon- 
day, so I called today. 

Brass SALESMAN—Well, well! 
poker this “social game’ is. 

B. S. W.—How do you mean? 

B. S.—Why, in poker you also call when 
you want to see what the other person has. 


How like 


—<—=tp 0+ 
IN TWO THOUSAND YEARS 


MASTER PLUMBER (2,000 years hence) — 
I see they have prohibited the importation 
of vacuum-cleaners into this country. 

ELECTRICAL CONTRACTOR—It’s a mere move 
of the Atmospheric Trust. They suspect 
that a considerable quantity of air has been 
smuggled in that way. 


et 0 0 
ATHLETIC MUSIC EXERCISES 


RETIRED BUILDER—Has Mary got her 
music lesson mixed up with her gymnasium 
hour? 

His Better Hatr—Of course not. 
do you ask? 

RETIRED BUILDER—I thought from the way 
she was playing she might have thought- 
lessly taken the piano for a punching bag. 


Why 


SSS wv ° "3 —vv=ivvl"”l?] rdw: 


NO WONDER 
PIPpE—Your wife doesn’t seem to like me. 
WRENCH—Naturally! You’re the man I 
always lay the blame on when I am de- 
tained downtown evenings. 


————~-e——____ 

AN ACCURATE DESCRIPTION 
PLUMBER—What is a grand jury? 
HEATING MaNn—One that gives a verdict 

in your favor. 
et Oe 
EASY TO GET RID OF 
INSPECTOR (to his best girl) —Wealth does 
not necessarily bring happiness. 
THE GIRL—No; but if it should prove dis- 
appointing one can easily get rid of it. 


BY THE PLUMBER-CARTOONIST 
DICK CLARKE 


UTUMN is here, with its dreamy 
days and _ soft, shimmering, hazy 
moonlight nights. The editorial staff 

of THE PLUMBERS’ TRADE JOURNAL is enrap- 
tured with the charm of the season. They 
are in a state of etherial bliss, of sweet 
ecstasy of untold languor. Their heads are 
away, far off among the fleecy clouds. Their 
pencils are sluggish, their active minds stu- 
pefied with the intoxicating effects of the 
halycon days. 

Well may you ask the cause of all this 
poetic state. Is it possible that Love is 
at the bottom of it all? Are the occupants 
of the Sanitary Sanctorum victims of Cu- 
pid’s darts? 

No, gentle reader, no, but we are willing 
to whisper the secret to you. 

HANK is the victim! 

Yes, the inevitable was bound to occur. 
We had suspicioned it for some little time 
back, and at last the famous helper, amid 
blushes scarlet and profuse, acknowledged 
the corn. He’s got it for fair, too. All he 
does is sigh, get far-away looks in his deep 
liquorous eyes, and exclaim, “Ah, me!” 

We have seen some severe cases in our 
time, but in comparison with this, Anthony 
and Cleopatra experienced a mere Platonic 
sentiment. Of course we procured all the 
available details, and although it is much 
against the hero’s wishes, we are going to 
air the whole matter. It required the usual 
diplomacy, for which this publication is 
noted, to drag the story from the heart of 
the romantic young gallant, but success 
was ours. 

As before stated, HANK has been acting 
in a very suspicious manner, and we recog- 
nized it as either a bad love affair or he 
was dodging the police. As the symptoms 
are so alike, we experienced great difficulty 
in telling them apart. Finally, under great 
pressure, the invincible helper came across 
after much giggling and acting coy and 
exclaiming, “Ah, gee, fellers,” and we knew 
what he meant. We told him to not worry, 
that such things were curable; but he only 
sighed and said, “Oh, she is a dream. She 
has a fine job, too.” When asked about 
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TOURING EUROPE 


“Can’t see much in an hour,” said 
plumber’s daughter who was spending 
vacation abroad as she alighted from 
train. 

“T only want to get a label pasted on my 
baggage,” protested her companion. 

SS ye 
NO ACROBAT 


“I don’t see how you stand lying in bed 
so late,’ criticized the journeyman’s wife. 
“My dear, I beg that you will believe that 
I am no contortionist; I don’t stand when 1 
lie in bed,’ answered her husband. 


the 
her 
the 


sleepy 
et 0+ 0 oe a 
NOT THE TRUTH 


SUPPLY SALESMAN — Were you ever ar- 
rested for scorching? 

MASTER PLU MBER—Certainly I was. Don’t 
believe those people who are circulating 


stories around that I wasn’t. 


——w ete ge 
WHEN THE LADIES VOTH 

“Every woman ought to have a vote,” 
insisted the journeyman’s wife. 

“Yes,” replied the meek journeyman; “but 
in a vast number of cases a woman will get 
two—her own and her husband’s.” 

——————} 640 —__. 
THE MODERN RAFFLES 

Supply Housr Proprietor (hiring a new 
clerk)—Do you know how to work a cash 
register? 

“Yes sir,” replied the newcomer. “I was 
one of the first to get on to it. I can work 
anything from a taximeter to a gum slot, 
but they watch you closer nowadays.” 


her nationality, he seemed perplexed for an 
instant, and then said, “I am not sure, but 
I think she is a Methodist.” Warming up 
to the subject, he lost part of his shyness 
and went on: ‘We are so happy, it seems 
we can never wait until the arrival of next 
month when the nuptials are to occur. I 
feel so queer, it’s the first time I was ever 
engaged to be married.” 

“Well, HANK, how does the lucky young 
maiden of your choice feel about it?” 

“Oh, I cannot tell yet. You see she does 
not know we are engaged and to be married. 
I am keeping it as a little surprise, you see.” 

“You mean to say, HANK, that the girl 


Ne pe HELPER PRESSED 


HIS PANTS ONDE BENCH, 
WHERE WOULDDE 
SOLDERING IRON 2 % 


You RS TRvly —e 


HANK 4 ee 


is not aware of her existing troth with you.” 

“I didn’t say anything about no trough; 
I am not marrying a pig-sty. It’s a real girl.” 

We apologized, of course, but we are 
rather worried about the matter, as it 
would be too bad to have HANK’S young 
life darkened by a tragedy of crossed love. 
We hope it takes, that is the best we can 
say. However, the entire editorial depart- 
ment are affected by the affair. They have 
caught the contagion of the moment, and 
about all the bunch are worth now is to 
pose as models for some of Laura Jean 
Libby’s love-sick heroes. If the editor 
can succeed in arousing one of the staff long 
enough to send THE PLUMBERS’ TRADE JouR- 
NAL’s thanks to Brother J. H. G. of Butler, 
Pa., for the HANK idea which appears in 
this issue, we will be doing mighty well. 


BALL COCK CUPS 


BIBB WASHERS 


Packings of Every Description 
For the Plumbing Trade 


HYDRANT LEATHERS 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL. 


Auburn Leather Goods Co. 
Auburn, N. Y. 


The HOTTEST Blast in the 
QUICKEST Time From 


G. Barthel’s Famous 


Kerosene Furnace 


Gasoline. Kerosene and Al- 
cohol Blow Torches. with G. 
Barthel’s name on same 
Means the best in_ blow 
torches. You, Mr. Dealer, 
should carry them. 


Globe Gas Light Co. 


Distributors 


21-27 Union Street 
Boston, Mass. 


Roberts Water Filters 


The filter 
with a re- 
putation. 

It does its 
work and ‘ 
pleases the B= 
customer. 


No come- 
backs. 


When you 
have a job 
requiring 
a filter of 
any size, 

remember 
the name 
ROBERTS 

and write 
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be 
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Roberts Filter Mfg: Co. 


DARBY, PHILADELPHIA, PA. 
Louis Wheelwright & Bro. 
Sales Agents 


Flatiron Bldg. New York 


Ciitananantye speaieaamaaia 


a 
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THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


15 Broad St., New York 
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Peterson & Feld of Beach, No. Dak., have 
put in a complete new stock. This firm was 
formerly Peterson Bros. 


The H. W. Johns-Manville Co. of New York 
City has filed articles of incorporation at 
Portland, Ore., the capital stock being placed 
at $3,000,000. E. B. Horton heads the list 
of incorporators. 


Geo. D. Ball, although in business but a 
short time, is handling a comfortable quota 
of work at Fort Collins, Colorado. His shop 
and office are located at 210 East Mountain 
avenue. 


Fred Bartell, 80 4th street, N. E., Minne- 
apolis, Minn., has finished the plumbing and 
heating in the new Parish House of the St. 
Bonaface’s Church, Seventh avenue and 2d 
street, N. E. 


Croma Brothers of Salt Lake City, Utah, 
are installing the plumbing and heating in 
a new school-house in Garland and similar 
work in the new Arbauch Brothers Build- 
ing in Salt Lake City. 


The Garland school work will approximate 
$6,000.00.. The heating there is a steam 
gravity job through a dual system of Crane 
tilt traps, making it a vacuum system; the 
closets being installed are all the ‘“Sund- 
bere” flushometer, high rear vent type 
and of most modern design. 


The Board of Public Works of San Fran- 
cisco, Cal., has awarded to the Pacific Fire 
Extinguisher Company of that city the con- 
tract for the installation of a heating and 
ventilating system in the receiving building 
of the new hospital, the contract price being 
$5,376. 


Besides a seasonable share of residence 
work, Chas. S. Turner of Boulder, Colorado, 
is installing a Bishop-Babcock-Becker vacuum 
heating system in the First National Bank 
3uilding in his town. Mr. Turner, who is 
the oldest plumber in town, says that while 
the weather conditions during the past sum- 
mer have held back building operations in 
Hastern Colorado, that section is looking for- 
ward to an improvement in the near future. 


96 P< 96 F<9 
New Shops and Business 
G Changes 
96 7<967<£9£9 


In Oscaloosa, Iowa, L. A. Suiter has gone 
into the plumbing business. 


Wm. A. Conwell of Waterloo, Wis., has 
opened a plumbing shop. 

Mr. Boylan of Virginia, Minn., has opened 
a plumbing shop at International Falls. 


Beaver Dam, Wis., has a new plumbing 
establishment. Leo M. Neuman is the pro- 
prietor. 


Joseph Sanders of Sioux Falls, No. Dak., 
has opened a plumbing shop and will do 
contracting. 


H. P. North and Chas. Betts have started 
in the plumbing and heating business at La 
Porte City, Iowa. 


The Kelly Plumbing & Heating Co., of 
Aberdeen, So. Dak., has been dissolved. 
Carl Risager has retired while L. W. Kelly 
succeeds. 


A. C. Schiferl, Lindsay, Neb., has taken 
over the business formerly conducted by 
Frank Schiferl. The new concern will con- 
tinue at the same location. 


Chas. A. Stafford, 212 Vine street, and 
William A. Stafford, 208 Reid street, Eliza- 
beth, N. J., have consolidated their interests 
and moved to larger quarters at 947 East 
Grand street. They are pleased with the 
prospects for a busy fall season and at 
present are rushed with work. 


Chas. K. Fisher, a well-known and popular 
master plumber of Reading, Pa., reports that 
he has plenty of work to keep his men busy 
for some time to come. Among some of the 
large contracts which he has under way is 
the heating installation in a church. Manu- 
facturers are requested to send latest litera- 
ture, catalogs, etc., addressing Mr. Fisher at 
1216 North 10th street. 


One of the prospering new shops in Ohic 
is that of A. Carlos Gressle of Hamilton. 
Though only having been in the business 
for a few months, Mr. Gressle has made 
quite a reputation by his fine installations 
of sanitary fixtures in that city. He would 
like to have catalogs and other trade lit- 
erature from manufacturers and _ jobbers. 


1,034,411. SANITARY DRINKING - FOUN- 
TAIN. JosrpH H. Brapy, Kansas City, 
Mo. Filed Nov. 28, 1910. Serial No. 


594,477. (Cl. 187—11.) 
1,034,412. SANITARY DRINKING - FOUN- 
TAIN. JosEPH H. Brapy, Kansas City, 


Mo. Filed Feb. 6, 
606,962. (Cl. 1387—11.) 

1,034,726. APPARATUS FOR ATTACHING 
COLLARS OR FLANGES TO PIPE- 
FITTINGS. PHILIP MUELLER and ANTON 
C. SCHUPRMANN, Decatur, Ill., assignors to 
H. Mueller Manufacturing Company, a Cor- 
poration of Illinois. Filed Mar. 28, 1911. 
Serial No. 617,472. (Cl. 29—85.) 

1,034,322. WATER - LIFT. BENJAMIN 
FRANKLIN STRANGE, Corvallis, Mont. Filed 
Jan. 17, 1912. Serial No. 671,556: (Cl. 
103—51.) 

1,033,792. WATER - CLOSET. Epwin P. 
GAYLORD, Rochester, N. Y. Filed Apr. 11, 
1910. Serial No. 554,682. (Cl. 4—28.) 

1,034,301. CLEANING PROCESS FOR 
WATHR-PIPES. GEORGE W. REDEKER, 
Wheeling, W. Va. Filed Aug. 3, 1910, 
Serial No. 575,364. Renewed Jan. 31, 1912. 
Serial No. 674,629. (Cl. 137—70.) 

1,034,341. WRENCH. Epwarp J. BouRNgE, 
Spokane, Wash. Filed Feb. 21, 1912. 
Serial No. 679,155. (Cl. 81—98.) 

1,034,188. WRENCH. WILLIAM G. NATZ- 
MER, McKeesport, Pa. Filed Mar. 29, 1912. 
Serial No. 687,290. (Cl. 81—106.) 

1,033,839. WRENCH. Grorce A. STEWART, 
Ridley Park, Pa. Filed Nov. 22, 1911. 
Serial No. 661,811. (Cl. 81—121.) 

1,034,298. AUTOMATIC GAS - SHUT - OFF 
VALVE. WILBER PROFFITT and GILBERT 
H. Brooxs, Mars, Pa. Filed Mar. 138, 1912. 
Serial No. 683,550. (Cl. 67—115.) 


akin Serial No. 


| [I Late Patents Issued to Our Trade EI 


1,034,048. TAP OR FAUCET. THEODORE G. 
STRATER, JR., West Tisbury, Mass., assignor 
to Herman Strater & Sons, Boston, Mass., 
a Firm. Filed Feb. 9, 1912. Serial No. 
676,548. (Cl. 137—4.) 

1,033,983. THREAD - CUTTING TOOL. 
BRADFORD BORDEN, Toronto, Ontario, Can., 
assignor to The Borden Company, Warren, 
Ohio, a Corporation of Ohio. Filed Dec. 
23, 1909. Serial No. 534,656. (Cl. 10—122.) 

1,033,896. WATER-HEATER. HERBERT S. 
HUMPHREY, Kalamazoo, Mich. Filed Oct. 


18, 1911. Serial No. 655,415. (Cl. 126— 
351.) 
1,033,784. UNIVERSAL JOINT. HERBERT 


Cooprer, Brooklyn, N. Y. 
1911, Serial No. 623,876. 
21, 1912. Serial No. 705,099. (Cl. 74—19.) 
1,034,218. STEAM-BOILER. Henry L. 
DouHeERTY, New York, N. Y. Filed Jan. 20, 
1911. Serial No. 603,771. (Cl. 122—3388.) 
1,034,282. .SWIVEL-JOINT. Forrest G. 
Hayes, Sharon, Pa. Filed July 23, 1910. 
Serial No. 5738, 503. (Cl. 137—34.) 
1,033,988. REINFORCED-CONCRETE DAM. 
Howarp L. Copurn, Boston, Mass., assignor 
to Ambursen Hydraulic Construction Com- 
pany, Boston, Mass., a Corporation of New 


Filed Apr. 28, 
Renewed June 


Jersey. Filed Feb. 25, 1908. Serial No. 
417,651. (Cl. 61—24.) 
1,034,371. LOCK-NUT. JoHN R. SCHRADER, 


New York, N. Y., assignor, by direct and 
mesne assignments, to Dieter Nut Com- 
pany. Filed June 16, 1911. Serial No. 
633,502. (Cl. 151—20.) 

1,034,210. PIPE-GRAB. Cyrus J. Curtis 
and RENO C. CurRTIS, Preston, Idaho, as- 
signors of one-half to George D. Casto, 
Preston, Idaho. Filed Mar. 15, 1911. Serial 
No. 614,721. (Cl. 166—7.) 


Just long enough to read 
thisad. You will find it a 
good investment. 


Here are business pointers 
you can use: 


The PARMELEE Pipe Wrench Gri 


is not exerted at two or three points, as 
with a jaw wrench, but is distributed 
equally around the pipe. 


The PARMELEE has no teeth to be re- 
sharpened or jaws to be replaced. It fits 
the rounded surface of the pipe. 


The PARMELEE cannot crush the pipe; 
but will save its cost many times over in 
handling old pipe. : 


PERFECTLY ADJUSTABLE AUTO- 
MATICALLY. Can be operated with 
one hand and in narrow angles. 


Send for Circulars 


PARMELEE WRENCH CO,, 
2516 West Monroe St. CHICAGO, ILL 


— 


PERKES 
FORCE PUMI 


Patents March 1898; June 1901 


Estate of CHARLES PERKE 


Manufacturers and Jobbers of 


PLUMBERS SUPPLIES 


Gas Drip and Service Cleanié 
Pumps, Proving Pumps and Me 
cury Gauges, Beer and Air Pump 
Air and Water Regulators, 

and Air Cocks, Faucets, Beer Buns 
and Tubes, Tile Gutter Strainer 
Block Tin Pipe, and Air Hos 


627-629 Arch St., Philadelphia, P 


shed Semi-monthly at 45 W. 34th St., New York, N. Y. 


Newivark. October 15, 1912 By The EE ree Publishing EKG 
Ket iy “am a a AO. 
Fale Paes Pine Pata Pie: 
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FOUR -VIEWS OF THE HANDSOME NEW TOLEDO, OHIO, SHOWROOMS OF THE 
STANDARD MANUFACTURING Co. PITTSBURGH, PA. 
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LL valves (excepting the ones on 
the toilet fixtures and the. fire 
outlets) are tagged with large, 

nickel-plated, brass tags on which is 
clearly stamped the function of the valve 
and also a designating number 1” high, 
the stampings being filled in with black 
paint. These tags are attached to the 
valve handles by wires or chains so that 
the tag hangs vertically and out from 
the valve. 

At four different points in the building 
are set large typewritten lists in frames 
and covered with glass showing the 
numbers of all tagged valves, their loca- 
tion and their use. 

To show the height of the water in the 
tanks there are installed in the ma- 
chinery-room on an Italian marble gauge 
board three 12” nickel-plated altitude 
gauges connected to the gauge lines, with 
valves and drips. 

Cold Water System. The water supply 
for the building is obtained from the 
city mains through three 4” connections 
with “Smith Taps’ from which point 
6” galvanized, extra-strong, wrought 
iron pipe is run into the building where 
6”, double-gate, control valves, two 4” 
fish traps and two meters each of 600 
gallons per minute capacity are placed. 
The fish traps form part of the meter 
and are arranged so that the strainer 
can be reached through separate hand 
hole plates without disturbing the work- 
ing parts of the meter. The meter itself 
is of the “Turbine” type with balanced 
water wheels, and is arranged so that 
all the interior parts can be reached 
without breaking pipe connections. Both 
fish traps and meters are provided with 
standard flanged connections and have 


Fie. 10—Slop Sinks Supported on Stand- 
ards, Wastes to Wall 
full size valve control on each side. 
From each group of two machines is run 
a 6” valved connection to an 8” header 
which supplies the water filters. 
Filter Plant. The filtration plant con- 
sists of five vertical, double cylinder, 
cast iron water filter units, each unit 


“Second Section 
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Fic. 7 — Type of Solid Fic. 
Porcelain. Stall Urinal 
Used Throughout the 
Men’s Toilets 


Fig. 7. 


having a guaranteed minimum capacity 
of 100 gallons per minute and a maxi- 
mum capacity of 150 gallons of clean, 
bright, filtered water. Each cylinder is 
mounted on a heavy cast iron standard 
and is composed of bolted sections ar- 
ranged to be conveniently taken apart 
for repairs and to give access to the fil- 
tering material. Hach cylinder is sup- 
plied with a single controlling valve 
operated by a single lever, which moves 
across a register dial on which are cast 
the words, “Filtering’—“Filtering to 
Waste’ — “Washing Filter Bed” — “By 
Pass.” This valve is so arranged that 
by moving the lever to the above marks 
the water will take its accustomed 
course through the filter into the service 
pipes, or its action can be reversed to 
wash out the filter bed, or the first fil- 
tered water run through after washing 
can be allowed to waste in the sewer, 
or the filters can be by-passed altogether 
for repairs. 

The inlet and outlet connections of 
each filter unit are 4” and the waste 
connection is 38”. Where the water 
inlets are located at the top and bottom 
of each cylinder head is placed a dis- 
tributor of baffle plate which spreads 
the water equally over the entire filter 
bed, and each unit is provided with a 
multiple system of strainers, composed 
of perforated diaphragms extending 
across the whole area of each filter bed, 
securely held between cast iron plates 
and skeleton grates or grills bolted to- 
gether with brass rod studs with a brass 
nut on each end. WHach strainer is of 
different mesh so as to thoroughly 
break up and distribute the currents of 
water in their discharge through the fil- 
tering chambers, and the combined mesh 
is sufficiently fine to prevent any of the 
filtering material passing out of the fil- 
ter bed in the filtering direction. 

One cylinder of each unit is pro- 
vided with a bed of clean, crushed, 
grained, quarried quartz of even mesh, 


8 — Sectional View 
of the Urinal Shown im 
Note 
meter Connections 


Fic. 9 — Slop Sinks Used 

in the New York Mu- 

nicipal Building. Waste 
Connections to Wall 


Flusho- 


and the other has a bed of the best, 
clean washed, specially prepared, ani- 
mal charcoal. Cylinder No. 1 is pro- 
vided with a cutting plate which is 
really a perforated copper diaphragm 
tinned on both sides, extending across 
the whole area of each filter (supported 
in a manner similar to the strainers) and 
about 1” above the filtering material so 
that during the cleansing operation the 


filtering material with its accumulated . 
mass of impurities must pass and repass : 


through it. Both cylinders are provided 
with confining -plates similar to the cut- 
ting plates the purpose of which is to 
confine the filtering material and pre- 
vent its running off with the waste water 
during the washing out process. The 
piping on the filters is all the best, 
standard, seamless, brass pipe with red 
brass fittings. In the inlets and outlets 
are inserted %4” taps with 14” lever 
ground-key cocks for obtaining samples 
of filtered and unfiltered water. In the 
line of each waste pipe is inserted a 
sight-glass protected by a brass cage for 
observing the character of water passing 
through. 

There are also installed direct and in- 
direct systems of automatically feeding 
coagulants to the water so valved that 
these can be cut out of service when 
desired. 

The 4” supply to the filters is taken 
from the 8” main before mentioned and 
after passing through the filters the 
water is carried by the 4” valved dis- 
charge into an 8” header running to the 
suction tank, although each filter is so 
valved and by-passed that all can be cut 
out for repairs, or the pumps can take 
their suction direct from the filters in case 
of necessity. The arrangement of filters 
is shown in Fiz. 2 in the Oct. 1st issue. 

Suction Tank. The suction tank is 
located in the machinery-room and is of 
15,000 gallons capacity, being 20 feet 
long, 10 feet wide, 11 feet deep, with 
the water level about 12” below the top, 


Concluded in this Issue 


It is constructed of the best quality : 
tank steel well braced and rivet 
Around the top edge is run a heavy 
x 8” angle iron curb, and all joints : 
made water tight by calking metal 
metal, no paint or other filler being us 
The tank is covered with a remova 
steel cover which is well braced and { 
vided with two manhole openings w 
hinged covers set over the ball flo: 
Tank and cover are painted inside : 
out with three coats of metallic pa 
The tank is set on a steel supy 
over a steel safe extending 6” beyond 
sides of the tank and turned up 4”, wh 
is drained into the tank overflow 
a 4” safe waste with check valve. T. 
has a 6” galvanized iron overflow 
12” below the top and a valved 4” di 
off which, after being connected to 
safe waste, runs into the drainage 
tem. Under the manholes in the c 
are located seven 3” ball floats wl 
control seven 3” supply connections 
the tank from the 8” header between 
tank and the filters. On the outsid 
the tank is placed an access ladder 
a water gauge glass in three sect 
with finished brass body and gu 
(similar to Crane Co.’s No. 516), 
section being provided with a pet 
and two shut-off valves. All pipe cor 
tions to the tank are carried through 
sides or bottom with inside and ou 
riveted flanges. Tank is also arra 
to take unfiltered city water direct | 
the mains in case of emergency. 
tank discharge is 15” flanged pipe 
is run on the side wall above the 
with valved 10” and 6” branches to 
suction sides of the steam pumps. 
plan of arrangement see Fig. 2. 
Pumps. There are five steam Dl 
used to supply water to the builc 
three of large size for the house se 
tanks on the fourteenth story, thos 
the roof over the twenty-fifth story, 
the fire service (known as the “EF 
and Fire Pumps”) and the two si 
pumps (known as the “House Pun 


11— Lavtory Supplied Witl 
Water. Municipal Building 
for the tanks in the thirty-fifth stor 
tower. These are located as shov 
Figs. 2 and 3 in the Oct. 1st issue. 

The “House and Fire Pumps” 2 
the horizontal, compound, duplex, 
center packed, plunger type witl 
diameter high pressure steam cyl 
and 25” diameter low pressure. Plu 
are 18” diameter and stroke 18’ 


Fic. 
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“Haas” Frost Proof Closet 


UILT FOR SERVICE AND SATISFACTION 
AND GIVES IT 


Ten years of Satisfactory Service have established 
the reputation of the “Haas” beyond dispute. 


We now offer to the tradea sample board 
showing a complete installation as made in a 
residence. Referring to cut on the left, this 
consists of a thermostat (time attachment), 
motor, two cells of battery, a check damper as 


nett on | used in smoke-pipe and draft damper as used 
SGULA i 


Pioneer of No Pit Closets. 
Substantial. 
Sanitary. 


in heating plants, chains, pulleys, key, etc. 
These are installed on a nicely painted board, 
12 inches wide and 6 feet long. 


Come to you carefully crated and ready for 
immediate use. Our intention has been to 
make it compact and easy to handle. Canbe 
used in show window or secured to the wall. 
Attracts attention as no other method could. 


Easy to Install. 

Serves every purpose that 
a Frost Proof Closet 
should serve. 

For sale by leading job- 
bers. 


This demonstrating outfit is worth to you, 
saying nothing of the arrangement, the amount 
charged you, and at anytime you want to dis- 
card the board you have salable merchandise 
covering your entire cost. 


Write for our folder on this special proposition 


Information for the asking. 


PHILIP HAAS CO., Mfrs. 
Dayton, Chio 


The Minneapolis Heat Regulator Co. 


Factory and General Offices 
MINNEAPOLIS, MINN. 


e e e Mueller-Stewart 
Simplicity Itself oy 
(Patented) 
Installing Mueller-Stewart bath supplies is 
simplicity itself—any one can do it, and do 
it in a remarkably short space of time. 


There is a pronounced advantage in the 
fact that the only joint comes inside of the 
tub where there is always ample room for 
wrench work. 


It doesn’t make any difference if the tub is 
flush against the wall—it is still possible to. 
make a quick and easy installation. All 
plumbers using them do. 


They are UNCONDITIONALLY GUAR- 
ANTEED. Order today. 


“There’s a Lasting Class in Mueller Brass.” 


TRADE MARK 


MUELLER Eastern Division 


Works and General a oi ee we wa sys 8 BURN renee 
+ U.S. 


4 NEW YORK, WN. Y., U.S.A, 
Sree ett U.$ A, H . M U E E Le E R M = Cc s C O. 254 Canal St., Cor. Lafayette 
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capacity on regular service being 500 
gallons per minute against a 400-foot 
head. When on fire service provision is 
made for admitting live steam to the 
low pressure cylinders, which results in 
1,000 gallons of water per minute against 
600 feet of head. 

The smaller “House Pumps” are of 
similar type with 14” and 20” steam 
cylinders, 7” plungers and 15” stroke, 
with a capacity of 300 gallons per 
minute against a 600-foot head. Steam 
supply for pumps is furnished at 75 
pounds pressure. 

All pumps have the steam ends built 
with the low pressure cylinders on the 
outside and are so arranged that the 
pistons may be reached at the outer end 
of the cylinders without further disman- 
tling the pump. The steam valves are 
of the semi-rotative Corliss type operated 
by outside adjustable links, and are lo- 
cated underneath the steam cylinders so 
as to drain the cylinders. These valves 
operate in sleeves and not in a bore of 
the main casting so that when wear 
takes place the sleeves can be easily 
replaced. The high and low pressure 
cylinders are joined together by a solid 
casting through which the piston rod 
operates without outside stuffing boxes, 
and each pump is fitted with a two-quart 
Richardson, mechanically operated lu- 
bricator. 

The water ends are outside, center 
packed, each end being divided into four 
separate cylinder castings bolted  to- 
gether so that in case of fracture only 
a comparatively small casting will have 
to be replaced. The plunger rods are of 
Tobin bronze, the plungers of hard 
brass composition, and the water plunger 
stuffing box glands and plunger throats 
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in the water cylinders are brass bushed. 

Asbestos covering is applied to the 
steam ends, enclosed with Russia iron 
laggings, with heavy polished brass 
mounting and heavy. spun brass heads. 
Hinged openings are proyided for all 


valves. 

HE fire and house pumps take 
ah their suction from the suction 

tank by the 15” main before men- 
tioned through a 10” valved branch, and 
have a discharge pipe of 6” with a 4” 
steam supply and 6” steam exhaust. 
The house pumps take their suction in 
a similar manner through a 6” valved 
pranch and have a 4” discharge, aye 
steam and 5” exhaust. Under each 
pump is placed a heavy brass drip pan 
with edge turned up 1” and heavily 
wired. This pan is dripped by a 34” 
waste which connects into the floor 
drainage system. 

From the house and fire pumps the 
water is carried through three extra 
heavy galvanized wrought iron lines, one 
to the house tanks at the fourteenth 
story, one to the house tanks over the 
twenty-fifth story, and one to the fire 
lines. From the house pumps the 4” 
discharges with valves and checks unite 
and are carried up in extra heavy gal- 
vanized wrought iron to the house tanks 
in the thirty-fifth story in the tower. 
From the tanks in these three locations 
the entire structure above the first floor 
is supplied with water under tank 
pressure. 

House Tanks. The house tanks, which 
are installed at the three different levels 
as before stated, are as follows:— 

In the thirty-fifth story (tower) there 
are four.rectangular steel house tanks; 
two 10’-6” x 4’-0” x 6-0” deep with 57-0” 


depth of water or 1,500 gallons capacity, 
one 7 x 4’ x 6’ also with 5’-0” of water 
or 1,000 gallons capacity; and one 14’ x 
4’ x 6 with 5’-0” of water or 2,000 gal- 
lons capacity, which makes the total for 
thirty-fifth story 6,000 gallons. 

On the roof over the twenty-fifth story 
there are two square tanks 17’ x 17’ x 8’ 
with 7-0” of water or 15,000 gallons 
capacity each. Total capacity for this 
floor equals 30,000 gallons. 

On the fourteenth story the tank is 
of irregular shape, is divided into two 
pe ICE WATER 


IRON FLANGE AND 
VITREOUS ESCUTCHEON 


\4 RECESS FOR 
PEDESTAL 


\s-14@. TO CAST BRASS 
es HALF 5 TRAP 
SHIELD FOR REGULATING KEV 


Fic. 12— Enlarged Section of Lavatory 

Shown in Fig. 11. Ice Water Connections 
sections by a steel partition and has a 
capacity of 18,000 gallons. 

The tanks are all constructed simi- 
larly to the suction tank already de- 
scribed, being provided with covers, man- 
holes, ladders and painted in like man- 
ner. Under each tank is provided a steel 
safe similar to the suction tank with 
3” wastes for the small tanks and 4” 
for the large ones. 

The overflows are connected one foot 
below the top, being of standard, galvan- 
ized, wrought iron pipe of 4” in size 
for the smaller tanks and 6” for the 


larger. A 4” valved draw-off pipe { 
vided for each tank or division of 
which is connected into the overfic 

From the 4” pump riser to the 1 
fifth story is taken a valved 4” } 
to each tank, which splits into t 
valved supplies at the tank. Fro: 
6” pump riser to the twenty-fifth 
is taken a 6” valved branch to eact 
which has four 3” valved branch 
each division. All tank supplie 
provided with Ford ball floats ar 
tell-tale pipes connected on a leve 
the overflow and extending down 
sink in the machinery-room in bas 
The covers on the tanks have 20” 
ventilating openings cut in, protec 
two pieces of brass netting v 
cotton dust filter set between. 

The pipe arrangement for the 
at the thirty-fifth story consists « 
equalizing pipe at the side near t 
tom of the tanks and connected 
tanks through a 6” valve. Fron 
equalizing pipes are taken 6” val 
charges which unite and extend 
fire lines with a 6” check valve v 
downward. Above this fire con 
at a height sufficient to leave 3,8 
lons in reserve for fire use, is 
another set of 6” equalizing pi 
tween tanks with 6” valved conr 
to each tank, from each of whic 
are taken 4” valved branches 
unite respectively and drop, one 
ceiling of the twenty-fifth story 
it distributes) and one to the ho 
heaters in basement. 

HE tanks on the roof 0 
aE twenty-fifth story are pipé 
larly with the same sizes 

for fire service, and a reserve | 
gallons in each tank. The uppe 


WATCH THIS 


AD FOR 


SOMETHING NEW WHICH WILL BE OF INTEREST TO THE TRAI 


QUINN QUALITY CLOSE] 


are fully explained in our new Catalog ‘‘S”. Have 


you acopy P 


QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who 


has ever installed them. 


tion. Can you beat it P 


That’s some recommenda- 


QUINN QUALITY CLOSETS 
will eliminate 90 per cent. of your 


worries and _ troubles. 


All our 
output is stamped with our mono- 


Quin 
QUALITY 


gram trade mark, whiclf is your 


absolute guarantee of first quality. 


If you haven’t our catalog, send postal for it today. 


It is catalogue “S”. 


“QUINN MANUFACTURING C( 


MFGRS. OF PLUMBING AND STEAM SUPPLIES 
DETROIT, MICHIGAN 
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REPUTATION 


HE plumbers who get good prices are those who have 

the reputation for good work and good goods. You 

can never make fame or fortune by installing common- 

place toilet tanks, no matter how skillfully your work may 

be done. But ordinary skill and care exercised in install- 
ing the new 


PFAY,-copper 
whl 


hi’ TANK 


will make you both reputation and profit. The Pfau 
White-Copper Tank is made of solid 24 oz pure Lake 
Copper and finished with Pfau Copper-Whitener which 
gives it a shimmering white- zt 
ness that is without a flaw. [fe 
Our reputation, built up by 
more than twenty years of 
painstaking labcr, is behind 
every one of these tanks and 
behind the plumbers who 
install them. 

The price of the Pfau White- 
Copper Tank is less than that of china 
or enameled cast iron ware and the 


margin of profit is all you could 
desire. 


All Jobbers. 


THE 
PFAU MANUFACTURING CO. 


CINCINNATI, OHIO Any Pfau seat can be finished to match this tank 
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izing pipe in this case being 8”, from 
which is taken an 8” valved branch 
which drops to the fourteenth story 
(then reducing to 6” to the fourth story) 
and a 6” valved branch which drops to 
the hot water heaters in basement. 

From each division of the tank on the 
fourteenth story is taken piping ar- 
ranged similarly to that already de- 
scribed, the fire pipe being 6” and drop- 
ping to the ceiling of the fourth story, 
leaving 4,000 gallons fire reserve in each 
division. The upper equalizing pipe is 
8” with an 8” branch dropping to the 
ceiling of the fourth floor (where it re- 
duces to 6”) and a 6” branch dropping 
to the hot water heaters. 

Gross connections are made at the 
twenty-fifth story between the twenty- 
fifth story tank equalizing pipes and the 
down supply from the thirty-fifth story 
tanks; also at the fourteenth story be- 
tween the twenty-fifth story tank down 
supply and the fourteenth story tank 
equalizing pipes. 

Sill Cocks. The sill cocks are supplied 
under direct pressure from the Croton 
mains and are %” heavy cast bronze 
with removable wheel handles and heavy 
bronze connections. The piping supply- 
ing these cocks is of standard, galvan- 
ized, wrought iron. 

Hot Water Supply. The hot water sup- 
ply is furnished by four heaters, all 
operating under tank pressure. Three 
of these have a capacity of 2,000 gallons 
of water per hour from 40 degrees to 
160 degrees Fahr. with steam at 1 Ib. 
pressure, and are 40” in diameter by 
120” long with 14” steel shells and 9/16” 
bumped steel heads. The circumferen- 
cial seams are single riveted and the 
longitudinal seams triple riveted, being 
designed for a working pressure of 250 
lbs. The ring in the steam end of the head 
is of heavy cast iron, dome shaped and 
‘riveted to shell. The tube sheets are 
1144” thick and the steam chamber of 
heavy cast iron with 4” steam inlet, 2” 
condensation outlet and air vent. 

The fourth heater is 25” in diameter 
x 78” long with 3%” steel shell and WAGE 
head. Circumferencial seams are single 
riveted and the longitudinal seams 
double riveted. Tube sheet is 114”; the 
steam inlet 214” and the condensation 
14”. Otherwise it is similar to the 
other heaters. 

On all heaters the heating tubes are 
“Uy” shaped and are made of 2” seam- 
less drawn brass tubing No. 138 gauge 
tested to 800 lbs. hydraulic pressure. 
Valved mud blow-offs, safety water re- 
lief valves and thermometers are pro- 
vided. 

The heaters are so connected to the 
cold water supply from the tanks that 
one of the large heaters is supplied by 
a 6” valved connection from the twenty- 
fifth story tanks, one by a 6” valved con- 
nection from the fourteenth story tanks 
and one so as to take the place of either 
of the other two. The small heater is 
connected by a 4” valved pipe to the 
tanks in the thirty-fifth story. A plan 
of the heater location is shown in Fig. 2. 

From each of the large heaters is 
taken a 6” valved hot water supply which 
is cross connected to the other supplies 
and run to the fourth story for horizontal 
distribution to the hot water risers; the 
hot water under the fourteenth story 
tank pressure supplying up to the thir- 
teenth story, and the hot water under the 
twenty-fifth story tank pressure supply- 
ing from the fourteenth to the twenty- 


New Ones : 


“VULCAN” 


CHAIN PIPE VISES 


re) 
€ 
a 


The No. 1 or smallest size you will wish to take to 
dinner with you; so handy and so small you won't leave it 
out of your sight. Capacity compared there’s nothing 
like it! 


You can’t break ’em in service! | 
When you're on big runs the No. 4 size with capa- 
city from 3-4 to 8 inch pipe will be your trouble chaser. 
Other Tools with like capacity cost much more, are double 
the weight and lack both the strenyth and utility of a 
“Vulcan.” Now made in 3 sizes. 


Try-out from your dealer if you wish; money back if dissatisfied 


J. H. WILLIAMS & CO. 
Superior Drop Forgings 
NO. 75 RICHARDS ST., BROOKLYN, N. Y. 


A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
It is different from all others. | 
In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechanics can make it. 
Absolutely dependable. 
MONITOR agencies offer profitable open- 
ings for progressive heating men. ur 
proposition is liberal. Send for it. Your 
name ona post card brings it. 

Write now. 


Monitor Steam 
Generator Co. 
LANDISVILLE, PA. 
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fifth stories inclusive. The supply fr 
the small heater provides for the twer 
sixth story and above. ; 

From just above the highest fixture 
each hot water riser is carried bac] 
circulation line to the heaters. At 
foot of each riser, valves are located | 
a valve and check are located at 
heater. For each system of house t 
supply a hot water expansion pipe 
provided, rising up over the top 
spilling back into the tank. 

Fire Protection. The fire protec 
system is arranged to be fed from 
tank reserve, from the house and 
pumps in the machinery-room and { 
outside connection with the city fire 
gines. A diagram of the fire protec 
system is shown in Fig. 18. Sia 
connections are located at four p 
on the street and are of heavy poli 
cast brass caps and chains. The co 
tions are attached to 6” branches ( 


BE 

) ea 
a 
3 ee 
Rid Oo 
aie 
Bw 
wel 
Bris, 

oe 

RB, 
fa 


LT eee 


BEREERRIR. EE 
MERBEUITS 


SIAMESE 


Fic. 13-—-Fire Protection System 
New York Oity Municipal Bui 
checks and drips) which connect 
6” main in the mezzanine story. 
the 6” main are taken two 6” b 
which extend up to and conne 
four 6” horizontal runs in the 
story, which supply the four 
stand pipes running up throu 
building to the twenty-fifth stor 
this fourth story horizontal run 
nected the 6” fire supply from t 
teenth story tanks with a check — 
downward both at the tank an 
the connection to the fourth st 
pipe is made, In each of the fi 
pipes just above the thirteent 
outlet is provided a check wor! 
ward and the twenty-fifth sto 
fire supply is connected through 
into a horizontal line which con! 
tops of the four stand pipes. F 
thirty-fifth story tanks is dropp 
a 6” supply pipe, which acts as 
pipe for those stories betw 
twenty-fifth and thirty-fifth. AW 
is checked working down at the 
checked working up at the tw 
story, after which it is conne 
the horizontal pipe joining 
stand pipes at the twenty-fifth 
From the discharge of © 
and fire pump is taken 4 6 


im 
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ranch (With a check), which runs 
ver and connects with the horizontal 
re line in the mezzanine story. The 
andpipes have 2%” outlets at every 
oor, the outlets in the lower floors be- 
ig provided with a nickel-plated, cast 
ass escutcheon at wall and 21%” nickel- 
ated, heavy pattern, globe angle valve 
ith nickel-plated, brass wheel handle, 
yrizontal spindle and nozzle looking 
ywn. At each outlet is attached 100’ 
st quality 2144” “Eureka” fire under- 
riters, rubber-lined, cotton hose with 
avy, polished, cast brass couplings and 
yale. Hose is carried on improved, 
lid, polished, heavy pattern, cast brass, 
foward,” nickel-plated, swinging hose 
ck. 
Fire piping throughout is of extra 
rong, galvanized, wrought iron. 
Drinking Water Supply. From the 
4ins in the fourth story there are run 
| %” high pressure and %4” low pres- 
re drinking water risers. The low 
essure risers have %4” tees at each 
or level from the fourth to the thir- 
mth stories, from which branches are 
n to the various fixtures. From a 
int just below the highest outlet on 
sh riser is taken a %4” return, which 
brought back down to the fourth story 
el and connected to the return mains 
re. On each branch from the mains 
the fourth story is installed a con- 
ling valve, valved drip and empty- 
; pipe. 
[The drinking water supply is fur- 
hed by a refrigerating plant in the 
ement, which supplies about 1,000 
lets. The plant is of the ammonia 
sorption type operated on 1% Ib. pres- 
e exhaust steam. The water is ob- 
ned through a 114” valved line tap- 
| into the cold water supply from the 
rty-fifth story tanks to the hot water 
iter, the water being refiltered under 
ssure and run into a pressure cooling 
k. From this point it is circulated 
ough the risers and returns following 
general runs of the other supply 
es. To avoid excessive pressure on 
faucets below the fourteenth story 
the building a separate cooling tank 
plied through a 114” valved branch 
m the fourteenth story cold water 
ply to the hot water heaters is pro- 
ed, with a separate circulating pump 
cross connected so that either pump 
_tank can be used on either system. 
NHE cooling of the water is per- 
_ formed by an ammonia absorption 

refrigerating machine with a ca- 
ity of cooling 16 gallons of water per 
ute from 80 degrees to 35 degrees 
T. When operated with exhaust steam 
# lb. pressure and 80 degrees of con- 
sing water. The ammonia pump and 
er-circulating pumps are driven by 
m at 75 lbs. pressure. 

he ammonia generator is a_hori- 
al type with cast iron shell fitted 
1 steam coils of 2” extra heavy pipe 
1 steel return bends and a total area 
150 square feet. Generator is fitted 
1 a vertical cast iron analyzer 28” 
de diameter x 67-0” high with six cast 
| trays. 

he cylinder exchanger has cast iron 
1 with domed heads, and is fitted 
1 360 square feet of area in extra 
vy steam pipe coils. 

he Tectifier has a return bend coil 
4” extra heavy galvanized iron pipe 
1 cast steel return bends aggregating 
Square feet of cooling surface. 

he double tube condenser consists of 


_ 


four 144” and 2” pipe coils totalling 320 
Square feet of cooling surface measured 
on the outside of 1144” pipe touching the 
ammonia. 

The anhydrous receiver is 12” in 
diameter, 6’-0” long, tested to 1,000 lbs. 
pressure and has a set of %” automatic 
gauge cocks and glasses. 

The absorber is a horizontal, straight 
tube, with 2” charcoal iron tubes (No. 12 
gauge) of 1,050 square feet of cooling 
surface. 

There are installed two steam driven 
aqua ammonia pumps 10” x 4%” x 10” 
mounted on cast iron bed plates same 
size as pumps and provided with auto- 
matic regulators. 

The pressure cooling tanks are each 
3’-6” diameter x 14’-0” long with 34” 
galvanized tank steel shells and 1” 
domed heads. Hach tank is fitted with 
expansion coils containing 1,000 lineal 
feet of 2” extra heavy galvanized iron 
pipe. 

The water pumps are duplex, brass 
fitted and for a working pressure of 300 
lbs.; they have piston rods of Tobin 
bronze, pistons of brass and positive 
motion, sight feed, pint lubricators, 
nickel plated and operated by a ratchet 
motion. 

There are two filters installed to re- 
filter the drinking water similar to the 
large filters already described but with 
a capacity of 8 to 16 gallons per minute 
and for 250 lbs. working pressure. A 
general arrangement of the refrigerator 
plant is shown in Fig. 3 in the Oct. 1st 
issue of THE PLUMBERS’ TRADE JOURNAL. 

Covering. The covering for all cold 
water pipes and fire protection location 
in the basement, mezzanine and fourth 
floors consists of solid wool felt, sec- 
tional insulation, 1” thick and tar lined. 
All pipes where the danger of freezing 
is apprehended are protected by either a 
double thick wool felt covering as above 
given or by 3” of hair felt in 1” thick 
layers with broken joints. 

The hot water and circulation pipes 
throughout (except the short branches 
to the fixtures) are covered with the best 
quality 85% carbonate of magnesia in- 
sulation 1” thick in sectional lengths. 
All sectional insulation is clamped in 
place by lacquered brass bands and 
where exposed is covered with a 10-oz. 
canvas duck jacket securely sewed on 
and painted two coats of fireproof paint. 

Any service pipes which are of neces- 
sity buried in earth are protected with 
sectional unlined wood stave covering 
well painted. 

The drinking water piping is insulated 
with “Nonpareil” cork covering 114” 
thick finished in mineral rubber, with 
moulded fittings to correspond. The 
exposed pipes of this system are duck 
covered and painted similar to the hot 
and cold water piping. 

Toilet Rooms. The toilet rooms on the 
fourth floor are wainscoted with black 
marble to a height of 7’-0” with a 10” 
high base, 6” wide architraves, plinth 
blocks for the doors, and 2” nosed sills 
for the windows. All openings to pipe 
spaces in these rooms are of similar 
design. The other toilet rooms from the 
first to the twenty-fifth stories are fin- 
ished in Blanco-P or Veined Statuary 
marble similar to the fourth floor toilets 
just outlined. A plan and elevation of 
the north toilet on the sixth floor is 
given in Figs. 4 and 5 and is practically 
typical for all floors above. The south 
toilets are similar but opposite hand. 
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You Can’t Deny It 


‘ People, as a rule, are willing to pay for the very best conveniences in 


their homes. 


For instance, when you are putting in bathroom fixtures you are not 


asked to quote prices on a shower bath that will just shower, People 


don’t want to be drenched with cold water when a warm bath is de- 


sired. Nor do they appreciate being scalded when a cool bath is 


wanted. “They want what they want, when they want it. Your cus- 


The 
Ingham 
Shower 

Mixer 


‘Maximum Comfort, 


Safety and Economy.” 


It automatically and instantly mixes and 


delivers water of any desired tempera- 


ture for any length of time, by a simple 


turn of indicator handle on dial plate. 


No possibility of scalding, no vexing de- 


lays. ‘The Ingham is sure and positive. 


It instantly delivers the water wanted. 


This ease of operation and automatic 


mixing are a source of Comfort to the 
Bather. 


cause there is no waste in testing for desired water temperature. 


They also mean an economical use of water and steam be- 


The Imperial is used and recommended by 
Leading Clubs, Hotels, Gynasiums, Munici- 
pal Bathing Houses, Sanitariums, Col- 
leges, Industrial Plants and 
Private Residences 


Prominent Architects specify the Ingham Shower Mixer in their plans 


because it is the most perfect shower mixer in the world. 


A shower bath without the Ingham Shower Mixer is a job half done. 


Send today for Free Illustrated Booklet “A Good Mixer” giving full 


information and price list. 


Imperial Brass Mfg. Co. 


Dept. 1810, Harrison St. & Center Ave., 
CHICAGO 
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HE water-closet partitions are of 
I slate in the fourth story and glass 


JARECKI MFG. CO. 


ERIE, PA. : : : F 
BRASS WORK for STEAM, GAS, with a Ryenerise = ee 
MALLEABLE and GRAY IRON PIPE peers places, ? pMnatos ceee cee 


slate or marble, the fronts being grooved 
to receive the partitions and the whole 
capped by a 3” high grooved cap of 
slate or marble. Fronts are carried 1” 
below the floor and the intermediate par- 
titions are stopped 10” above the floor 
while the end divisions are carried down 
1” below the floor the same as the fronts. 
The water-closet compartments are lined 
with slate in the fourth story to the 
height of the partitions and in other 
locations with glass. The urinals have 
1” risers and 114” nosed edge pieces of 
slate for the platforms. Between all uri- 
nals the wall space is wainscoted to the 
top of the urinals with glass 1” thick 
and projecting 1” behind the urinals. 

All water-closets have a pedestal form 
concealed slab of Blanco-P or Veined 
Statuary marble. 

The slop sink closets in general are 
wainscoted with pink Knoxville marble 
to the height of 4 feet with rounded top, 
and a 20” x 24” slab 1%” thick is pro- 
vided for all slop sinks of C. F. Italian 
marble. 

All isolated lavatories in the office are 
backed with pink Knoxville marble, 
dressed and half polished. 

The fixtures used in this building are 
shown in Figs. 6 to 11, Fig. 12 being 
an enlarged cross-section of the lavatory 
with ice-water connections. 

441 water-closets of syphon jet type 
with concealed jet, bottom outlet and 
rear inlet, finishing against wall; 114” 
brass inlet spud and locknut, 4” brass 
outlet flange for lead, 45/16” bolts with 
washers, acorn nuts and bolt caps, each 
flange furnished with moulded asbestos 
packing. Back and base ground to true 
right angle, and 114” thick seats of cellu- 
enamel finish with concealed non-split 
metal expansion dowels, attached to 
closet with ball pattern hinges. Adjust- 
able flush valves of rough brass, lever 
handle and with plunger attached to 
lever, valve being located back of the 
wall with No. 14 gauge bent outlet con- 
nection, 114” union inlet connection, all 
metal handle operating through sleeve in 
wall. All exposed parts of white metal, 
others of rough brass. See Fig. 6. 

210 urinals of porcelain as shown in 
Figs. 7 and 8 with backs ground true to 
fit against marble wainscot, all exposed 
metal work of white metal and all other 
metal. work of rough brass, 3” outlets 
with 3” galvanized malleable iron trap 
and 1” valved supply. 

2 lavatories as shown in Figs. 11 and 
12, with drinking water connections, of 
heavy, solid, vitreous ware, 2014” x 24”, 
with two. self-closing, non-hammering 
faucets, with china name plates but no 
stuffing boxes; 34” iron pipe size connec- 
tion to stop valve and 14” to wall with 
a key stop valve; combination waste and 
ice-water faucet with 14” stop valve and 
supply to wall; (see Fig. 12) 114” trap 
to wall with escutcheon and nipple; wall 
supports consisting of iron wall plate 
covered with china escutcheon with bolt 
through back of lavatory. All metal 
work on top of lavatory of white metal 
and all metal work under lavatory (trap, 
supplies, stop valves, escutcheons, etc.) 
of brass, belted finish, and painted two 
coats of white enamel. 

93 lavatories as above, but without ice- 
water connection. 

50 slop sinks of solid vitreous ware 


FITTINGS, DRAINAGE FITTINGS 
Pfpe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 

Motor Attachment. We 
can furnish Bolt Thread- 
ing Attachment for these 
machines. 
Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
q Best. Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 


Is it worth while to save ten cents on 
a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 

You will find our Steam Brass Goods 

just what you want. Write us 


KINSEY & MAHLER CO. 


UTNAM 


“THE PRIDE & NEW ENGLAND” 


OHM 


Steam or 
Water 


Send for Catalog 


Putnam Foundry © 
& Machine Co. 


Factory: Putnam, Conn. 


OFFICE AND SALESROOM - - 73 SOUTH MAIN ST., PROVIDENCE, R. I 
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Figure No. 190 


WATER SUPPLY SYSTEMS 


Operated by 


oN Oe AS 


ELECTRIC SERVICE PUMPS 


are the ones which give permanent satisfaction to the user, and brit.g more orders to the dealer. 
Write today for Bulletin. 


‘The Vaile-Kimes Co. 41 So. St. Clair St., Dayton, Ohio 
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weighing about 160 lbs. with 114” to 1% 
thick sides and 244” roll rims. Cast iro 
2” or 3” trap standard as required wit 
adjustable base; self-closing %4” hot an 
cold faucets with four-arm handles, an 
china name plates. Metal work aboy 
sinks of white metal. Metal work helo: 
sinks painted same as lavatories. Sw 
plies have 18” air chambers in wal 
(See Figs. 9 and 10.) 


Splendid Toledo Showrooms c 

The Standard Mfs. Co., Pitts- 

burgh, Pa. 

S Bc four views shown on our tit 
page, this issue, are of the elal 
rate and artistic displays of hig 

grade sanitary fixtures in the Tole 

Ohio branch of the Standard Mfg. Co. 

Pittsburgh, Pa. 

The Pittsburgh capitalists about a ye 
ago took over the business of Joseph 
Grosswiler and the plumbing supply bu 
ness of the National Supply Co. a 
Mr. Grosswiler was retained by the n 
company as manager of the Tole 
branch. 

A building was erected on Hrie str 
for the new concern and a general j 
bing business is conducted, includ 
steam heating supplies, railroad <¢ 
factory supplies. The plant occup 
four floors and is the most complete < 
the finest of the kind in that section 
the country. The structure is a pret 
tious one and a complete glass ir 
extends the entire length of the buildi 
giving unusual display facilities, wh 
are taken advantage of by the conc 
The display room is finished in Fler 
oak in mission style and has a feat 
a baleony extending around three si 
of the display room and used for 
display of lavatories, Special exhi 
of kitchen, laundry and plumbing 
tures are to be found on the upper fic 

A feature of the display rooms 
one which has resulted in many sale 
high-grade bathroom outfits is a sé 
of small rooms fitted out complete 
bathrooms, showing just what the 1 
ous fixtures will look like when insta 
The furnishings of these rooms inc 
everything down to the rugs and t 
accessories. 

The company has in its employ at 
present time two city plumbing s 
men, H. N. Hayes and H. C. Ro 
Frank McKinley and Geo. V. Hep 
travel through Michigan; S. J. Coc 
covers Southern Ohio and Indiana; | 
Ashley, in Northwestern Ohio. D 
Hartsing and J. H. Hadfield are the 
supply men, and F. J. Mullen hai 
the heating department. Mr. Mulle 
a new acquisition, coming to Toledo 
the Chesapeake Supply Co., of Was 
ton, D. C. 
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Imperial Brass Mfg. Co., Mc 
into New Factory 


HE Imperial Brass Mfg. Co 

Chicago, Ill, have moved 

their former location at 444 ‘ 
Jefferson street, to 524 S. Center av 
Chicago, Ill. The new plant is a 
story building of most up-to-date d 
and contains all the modern conveni 
for the comforts of the employees. 
equipment has also been added V 
greatly enlarges the output of “Imp¢ 
brass goods. The “Ingham” sb 
mixer made by this concern is extens 
used in modern sanitary installa 
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& Fire Protection Systems « 


N order to avoid the hands of med- 
dlers and to keep the brass fittings 
and parts from being stolen by van- 

jals more attention is being given to 
, scheme which has been worked quite 
successfully in some of the newer build- 
ngs, Which consists of placing the out- 
et, hose, and hose rack in a niche or 
ecess in the wall and covering the 
vhole with a glass in a frame, which 
ias to be broken in case of fire. This 
loubtless deters many from handling and 
emoving brass portions, since the break- 
ng of the glass to get at the hose means 
onsiderable noise; but it is a question 


water up into the tank. For the under- 
ground connections between the buildings 
and the pump or tank the pipe most 
often used consists of extra heavy coated 
cast-iron bell and spigot water pipe in 
12 ft. lengths with similar fittings. The 
joints are oakum, calked and run full 
of molten lead in the horizontal position, 
the lead being held in by a band some- 
what thicker than the annular space be- 
tween the pipe and the hub, and the lead 
poured in through an dpening left at the 
top. After cooling, the band is removed, 
the lead knob at the top where the pour- 
ing took place is chiseled off and the 
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iG. 8—A Small Fire Protection System Where an Underground Reservoir Furnishes 
the Supply, Steam or Electric Pumps Being Used 
hether there would not be quite a little 
unger of cutting the hose on the broken 
ass in withdrawing it from the recess 
r actual fire use. 
It is found to work out economically 
hen there are several buildings to be 
otected such as is the case with manu- 
cturing plants to make one tank and 
le pump serve the entire plant. In this 
se the tank is usually constructed in- 
pendently and elevated on a tower or 
her support so that it is well above 
e highest point of every building re- 
‘iring to be protected. If the service 
ater supply has a pressure sufficiently 
tong to feed the tank at any one time 
iring the day or night, a pump is un- 
cessary, since the only loss from the 
nk is from evaporation and valve leaks, 
lich could easily be made up each day 
1en the pressure was sufficient. 
In the preceding chapter in the Oct. 1st 
sue in Fig. 7 is shown a typical little 
ant with each building protected by 
se outlets inside and by numerous yard 
rants outside. The yard hydrants are 
rticularly useful in wetting down the 
arby roofs adjacent to the building on 
€ and also to combat a fire in any 
ilding which has gotten away from the 
ans available within. It has been as- 
med here that the service supply is 
t to be counted on to reach the eleva- 
n at which the tank is set, so a pump 
S been installed in the engine-room (or 
her position where an ample steam sup- 
y can be obtained) and the tank is 
led by this means. It is not necessary 
carry an individual supply and dis- 
arge up to the tank here, as a check 
the pump discharge line, as shown, 
ll allow the back pressure to be taken 
of the pump as before explained and 
ding into the fire line will force the 


whole joint calked in the usual manner. 

A little different scheme is shown in 
Fig. 8, which represents a similar plant 
but with a large reservoir holding water 
for fire use and other purposes if so 
desired. The fire pressure in this case 
is furnished by the pump only, which 
takes its suction from the reservoir and 
discharges into the fire line. The ad- 
vantage of this system is that the cost 
of the elevated tank and tower is saved, 
but duplicate pumps should at least be 
installed to allow for breakdowns. If 
two pumps, steam driven, and two others, 
electrically operated, were installed, this 
system would be fairly dependable; but 
there seems to be nothing quite so sure 
as the elevated tank and gravity pressure, 
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Service Department of the Cananea Consolidated Copper Co., at Cananea, Mexico. 
One of the Busy Concerns of That Section 


regardiess of the extra expense and dan- 
ger of freezing. 


N industrial plants steam is almost 
I always on hand, anyway, for heating 
purposes, and a very simple way to 
prevent an elevated tank from freezing 
is to box in the outlet pipe from the 
ground to the bottom of the tank and 
then run a steam pipe up inside of this 
box to the top, where a cap and air valve 
are placed. This will warm the cold 
water in the vertical pipe and cause it 
to gradually rise up into the tank, its 
place being taken by more cold water 
from the tank. By means of this grad- 
ual circulation, the water in the tank 
will be kept above the freezing point. 
Great care must be taken in running 
all fire lines to keep away from points 
where freezing is liable to occur. Owing 
to the fact that the fire outlets are never 
used, a case of a frozen pipe is liable to 
be unnoticed indefinitely until some day 
when an actual call is made and water 
imperatively need, at which time the 
frozen pipe will-render valueless the en- 
tire fire protection system. In the cases 
of buildings without heat it is good prac- 
tice to avoid freezing dangers by run- 
ning all pipe underground below the frost 
line and putting in hydrants of the type 
which have the valve located at the bot- 
tom (where the horizontal branch is con- 
nected) with weep hole just above the 
valve seat so that on shutting off the 
supply all the water standing in the 
vertical leg will be drained off. This 
results in the riser being dry and not 
subject to freezing and in this case a 
hose valve at the point where the hose 
is connected to the riser is unnecessary. 


WILLIAMSPORT, 


Have a New 


CATALOGUE 


Craig Boilers 
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Cananea (Mex.) Consolidated Copper Com- 
pany’s Plumbing Shop and Water 
Service Department 


ROM Mexico comes news that plumb- 

ing in all its branches is one of 

the most profitable trades in that 
country. The Cananea Consolidated 
Copper Company of Cananea have been 
busy with the work of remodeling houses 
and also plumbing contracts on new 
buildings and residences. You will no- 
tice from the accompanying photograph 
their wagon about to start from one of 
their warehouses, with the necessary 
supplies for one of the many operations 
upon which they are now engaged. 


Norka Radiators 


Have You Received 


a Copy? 


If not, tell us so, 


We'll Send it 


Williamsport Radiator 


Company 
WILLIAMSPORT, PENNA. 


99 Beekman Street 
NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 
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PIECE of work which the 
plumber and_ fitter is fre- 
quently called upon to in- 
stall is the laundry equip- 


ment for a hotel or institu- 
tion. The present article deals with the 
steam and water heating side of this 
type of plant, and gives some simple 
data which will be found useful in this 
class of work. 

The first step in laying out a system 
of this kind is to determine the boiler 
power. The steam requirements are 
commonly made up of the following 
items: For running engine, for drying, 
heating mangles, water heating, and for 


Fig. 1—Usual Type of Small Fire-tube 
Boiler 

warming certain parts of the building. 
When the laundry is connected with a 
hetel or institution the steam is usually 
supplied from the main boiler plant, but 
in any case it must be determined how 
much capacity to add for this particular 
part of the work. 

In public laundries the boiler plant 
becomes a part of the regular equipment. 
In some cases electric power is used 
instead of steam. While this is a con- 
venient method, it is usually consider- 
ably more expensive, as the exhaust 
from the engine can be utilized for 
heating purposes, as in the dryer, for 
heating water, and for warming the 
pbuilding in winter. The amount of 
steam for the various purposes must be 
determined in different Ways and is 
best reduced to pounds per hour. The 
equipment of a laundry, outside of the 
boiler and its auxiliary apparatus, is 
commonly furnished by some concern 
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Boiler and Piping Equaip~ I 
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ment for a Laundry 
By CHAS. L. HUBBARD 


Fic. 2— Corner of a Partially Equipped Laundry. Washing Machines and Separator 
in the Foreground 


making a specialty of this class of work, 
and certain data relating to the steam 
consumption of certain parts of the ap- 
paratus must be obtained from them. 
This ordinarily will include the engine, 
mangles, dryer, and water heating ap- 
paratus. 
HE type of engine used is usually 
T of small or medium size, with 
slide valve. Engines of this de- 
scription commonly require about 40 
pounds of steam per horse power per 
hour. As at least 80 per cent of the 
steam supplied to an engine is available 
in the exhaust for heating purposes, it 
is only necessary to provide for 20 per 
cent of the total required, when deter- 
mining the boiler power. For example, 
if a 20 horse power engine is to be used, 
the boiler capacity for this item will be 
20 x 40 x 0.2 = 160 pounds of steam 
per hour. 
The steam required for drying is usu- 
ally based on the linear feet of pipe con- 
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tained in the coils of the dryer. First 
reduce this to square feet of heating sur- 
face by dividing by 3 for 1-inch pipe, and 
by 2.3 for 14-inch pipe. If the air flow 
through the dryer is by gravity we may 
count on a coil efficiency of about 350 
thermal units per square foot of sur- 
face per hour, which for low pressure 
steam will mean a condensation of about 
0.36 of a pound of steam per square foot 
of coil surface in the dryer. 

The mangles vary so much in type 
and size that the fitter must obtain di- 
rect from the makers the approximate 
weight of steam condensed per hour by 
each machine under ordinary conditions. 
Mangles usually require a steam pres- 
sure of at least 60 pounds per square 
inch to give the necessary degree of 
heat to the rolls. Assuming the water to 
be raised from 50 degrees (average win- 
ter temperature in mains) to 210 degrees, 
a total of 210 — 50 = 160 degrees, 1t 
will require 160 thermal units per pound 


Fic. 3— Typical Steam Piping Connections to Various Machinery Employed im 
Laundry Installations 


of water heated, or 160 X 838 = 1, 
T.U. per gallon, and will require 1 
condensation of approximately 1.4 pou 
of steam. 

A considerable part of the heat 
will be done by radiation from the v: 
ous pieces of apparatus; but it will 
necessary to supply a certain amount 
radiation to supplement this, and to 
vent freezing outside of work hot 
For this purpose an allowance of ab 
0.3 of a pound of steam per square f 
of radiation should be provided for. ° 
boiler power should be based on 
maximum requirements, and is found 
computing the total weight of steam 
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Fic. 5—Tank and Hot Water Boiler 
When Steam Is Not Available 


quired per hour, in pounds, and ¢ 
ing the result by 30. This will giv 
boiler capacity required, in horse P' 
S previously stated, the engil 
A usually furnished as part 0} 
laundry equipment. but the 
ter’s work includes the necessary 
connections. The sizes of steam. 
haust, and drip piping are fixed Dy} 
outlets of the engine. In making 
steam connection, the supply pipe s! 
pe taken from the top of the high 
sure main, to obtain as dry stea 
possible for this purpose. A boiler 
or drip, should be connected int 
pipe just above the throttle valv' 
discharging any condensation which 
have collected, -before starting Ul 
engine. The cylinder cocks shou! 
piped to a dry well, or blow-off tank 
the bleeder may be connected wit 
same pipe. 
As high pressure must be carrit 
account of the mangles, the boiler s 
be of the high-pressure type des 
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for a working pressure of 100 pounds, 
although it will probably not be called 
upon for more than 70 or 80 pounds. 
For the smaller sizes, the vertical fire- 
tube boiler shown in Fig. 1 is frequently 


numbers) of coil surface in the dryer 
are available per H. P. or enough to heat 
32 X 960 
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Garage 


That’s the comment from the owner 
when he sees 
Davis Patent Regulating Valve 

as part of his Atmospheric Heating 

System. 
He knows that he can’t 
get ASGOOD. Archi- 
tects, Engineers and 
Contractors insist on 
Davis Patent Regulat- 
ing Valve. There must 
be some reason. 


Are you interested enough to write 
us? Our catalog at your call. 


LOUIS N. DAVIS 


38 E. Gay St., Westchester, Pa. 


The Dunham Trap 


- is the cause for 


All Dunham Systems of 
Heating Working so Well 
Here is What it Does 


Keeps radiators drained of 
water of condensation 
and air without loss of 

steam and 

In performing this all im- 

portant function it does not 
clog up and lasts as long 
as the radiator 


We fuarantee that the 


Dunham Trap will do the above 
things. 


A postal card that you can 
write in one minute’s time will 
bring our Catalog “B’—64 
Pages, 


It’s worth your while inves- 


tigating for it may brin doll 
toyou. Write Brday: aad 


C. A. DUNHAM Co. 


Marshalltown 
Iowa 
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used. This requires no setting except a 50 to 210 degrees. 

foundation, and takes up very little F all of the exhaust can be utilized 

room. Dimensions for boilers of this I in the dryer, there need be no sepa- 

type are given in Table I:— ration of the heater into sections, as 
TABLE I—VERTICAL BOILERS it is usually customary to trap the con- 

- densation to the sewer rather than to 


Diam. of No.2” ~ Length 


Shellemeruves Tahoe ELP. purify it of oil and return it to the 
307 45 3.7 5.8 boiler. If the quantity of steam required 
“ “ 314’ 6.5 is greater than the exhaust, sufficient 
es be om, live steam may be admitted through a 
e re - “3 ele reducing valve to make up the deficiency. 
36” 65 47 10.3 This, if small in amount, may be mixed 
“ “ 414’ aie with the exhaust, but for any consider- 
. * ahs 12.5 able quantity it is best to condense it 
x * igs ‘ee in separate sections of the heater and 
49” 100 414’ 17.0 trap the condensation back to the receiy- 
“ “ Ke 18.7 ing tank. In plants of large size it will 
“ ss ij 8 18.7 be found a matter of economy to install 
‘ é Ags rae oil separators, and return the condensa- 


tion from the exhaust back to the boiler, 
thus saving the heat in the water, which 
amounts to approximately 150 thermal 
units per pound of water, under winter 


‘For larger sizes, the horizontal boiler 
is preferable. The brick setting reduces 
the heat loss by radiation and also allows 
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Fic. 4— Hot Water Supply by Coil in Tank Using Steam or Supplemented by 
Hot Water Heater 


for a larger grate area. Table II gives 
data for boilers of this type: — 


conditions. When this is done the live 
steam at reduced pressure may be mixed 
with the exhaust and condensed in the 


TABLE II—HORIZONTAL BOILERS ; 
same sections. 


Diam.of No.8” Length A properly proportioned separator 
Shell Tubes Tubes H.P. placed in the exhaust pipe of the engine 
an Je 9” 18 will remove a sufficient percentage of 

F $ ave o the oil so that the condensation may be 
“ ae 12’ 24 safely returned to the boiler; if not, this 
ms ae 13’ 26 can be supplemented by a settling tank 
ss a 28 connected with the return. 

it oe ote . LTHOUGH the quantity of steam 
“ a 12’ Pa A required for heating a _ given 
se A 13’ 39 amount of water has been taken 
= % 14’ 42 up, nothing has yet been said regarding 
- _ sp See the amount of coil surface. Assuming 
54” 54 1’ 35 the water to be raised from 50 to 210 
a 2 APY. 38 degrees, the average temperature in 
iJ s 13’ 41 passing through the heater or tank will be 
% ; ei ie 210 + 50 

“ “ 16’ 50 = 1380 degrees. The tempera- 

2 


While the dryer is furnished with the 
regular laundry equipment, the _ best 
method of piping will depend somewhat difference between the two of 220 — 130 
upon the relation between its size and — 90 degrees. With this temperature 
the quantity of exhaust steam available. difference each square foot of heating 
Also the amount of hot water required surface in the coil will condense about 
is another factor to be considered in this 14 pounds of steam per hour. Hence, 
connection. If an engine requires 40 knowing the given weight of steam to 
pounds of steam per hour per horse. be condensed per hour to heat the maxi- 
power, and 80 per cent are available for mum amount of water, the coil surface 
heating purposes, it means that 32 in square feet may be found by dividing 
pounds of steam, or enough to supply this by 14. 

32 + 0.36 = 90 square feet (in round The best laundry heaters are made of 


ture of steam at 2 pounds gauge pres- 
sure is practically 220 degrees, or a 
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These and _ our one hundred or more other styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN'’S SANITARY 
SAFE GIARDS No. 16 contains many new and 
improved fixtures. Write today forfull information. 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 


419-421 North 52nd Ave., CHICAGO, U.S.A. 
Long Distance Tel. Austin 543 


this trap, It has been in hun- 
dreds of public tests and has 
never been siphoned. It isthe 


McAuliffe 


See the deep seal 
and very large 
water body? See 
the way it is made? 
There you have 
the reasons. 


38Ni Ssvug 


MEAOLIF ES Send for particu- 
PATENT |: : lars. 


McAuliffe Non-Siphoning Trap Co. 
51-53 Pearl St. Chelsea, Mass. 


Do away with the drinking cup. 
Substitute The Ashton Sanitary 
Bubbling Drinking Fountain. 


An efficient and inexpensive fountain 
THAT IS SANITARY. Can be applied to 
any faucet or basin cock in schools, fac- 
tories, hospitals and hundreds of other 
places. We have other types, too, 

Send for our catalog 


ASHTON VALVE CO. 
271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 


RUUD 
Cottage Water Heater 


Made in two sizes 1% and 
2% gallons per minute ca- 
pacity. Equipped with 
double fuel control; no 
steaming—no injury. 


RUUD 
Automatic Water Heater 


Standard for the modern 
American home. Made in 
four sizes 3 gallons to 8 gal- 
lons per minute capacity. 


Complete descriptive liter- 
ature upon request. 


RUUD 
MFG.CO. 


PITTSBURG, PA. 


ALL LARGE CITIES 
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copper, as iron tanks are liable to rust 


and so discolor the clothing. The steam 
coil should be of brass, made up with 
brass fittings. This is usually in the 
form of a return bend coil, with the 
inlet and outlet passing through the 
same head of the tank. This makes it 
possible to remove the coil for inspec- 
tion and repairs by simply taking off 
one head, which should be flanged and 
bolted. Tank heaters of this kind should 
be provided with automatic temperature 
regulators for shutting off the steam 
supply to the coil when the temperature 
of the water reaches the maximum de- 
sired. 

These operate by the expansion of a 
metal rod or volatile fluid and are ar- 
ranged to open and close a hydraulic 
valve placed in the steam supply pipe. 
The condensation from a coil of this 
kind should be trapped to the receiving 


‘tank or sewer according as live or ex- 


haust steam is used. 
OMETIMES in _ private laundries, 
S and where electric power is used, 
the water is heated by direct con- 
tact with the heating surfaces in a hot- 


| Sener 


| 


MLAVTING 
STATIN 


| Ee 


cast-iron radiators or by circulation 
coils, as most convenient. As the ap- 
pearance is not of great importance, the 
latter form of surface is more generally 
used. This should be supplied with 
steam at low pressure and may be con- 
nected with the line supplying either the 
dryer or hot-water coil. When this is 
done, each line should be separately 
valved so that either may be operated 
independently of the other. 

HE condensation from the heating 
1B system should be trapped to a 

vented receiving tank, together 
with all other drips which are free 
from oil. 

The condensation is best returned to 
the boiler by means of an automatic 
return pump operated by a float in the 
tank. Combinations for this purpose are 
based on the horse power of the boilers. 

Fig. 2 is of interest in showing a 
corner of a partially equipped laundry 
of modern construction. The walls in 
this case are of brick and the floor and 
ceiling of concrete. The machines are 
motor driven, as this building forms 
part of a large institution provided with 


Fie. 6 — Layout of Small Laundry. High Pressure Steam and Exhaust Steam Utilized 
for Engines and Other Machinery 


water boiler instead of by a steam coil 
as above described. In this case, we have 
to determine the grate surface of the 
boiler instead of the coil surface in the 
tank. Assuming a combustion of 4 
pounds of coal per square foot of grate 
per hour, and a heat value of 7,000 T.U. 
per pound of coal utilized in the heater, 
there will be available for water heating 
4 < 7,000 = 28,000 T.U. per hour from 
each square foot of grate. 

We have already found that it requires 
approximately 1,300 T.U. to raise the 
temperature of 1 gallon of water from 50 
to 210 degrees. Hence 1 square foot of 
erate area should be provided for each 
28,000 
1,300 
through this range, which, 
numbers, may be taken as 20. 

Here, as before, an automatic regu- 
lator should be provided to prevent the 
water from reaching the boiling point. 
The same type may be as for a 
steam coil, except it is arranged to 
operate the draft doors of the furnace 
instead of a hydraulic valve in the 
steam pipe. 

A laundry may be heated either by 


— 21% gallons to be heated 


in round 


usec 


a central power and heating plant. The 
light and airiness of this room are es- 
pecially noticeable. It is quite frequent 
in the case of small institutions to com- 
bine the boiler-house and laundry, put- 
ting the latter upon the second floor of 
the building. 

A diagram showing pipe connections 
for a typical layout is shown in Fig. 3. 
The high-pressure main is brought in at 
the left, with a supply drop to the en- 
gine. The exhaust is carried outboard 
through a back pressure valve (B.P.V.) 
and also has a branch leading to the 
dryer, the same being supplemented by 
a live steam connection through a pres- 
sure reducing valve (P.R.V.).  High- 
pressure connections are shown leading 
to mangles or other pieces of apparatus 
requiring high pressure steam. 

Drainage from the dryer is through a 
trap, so valved that it may be made to 
Gischarge either to the receiving tank 
or drain, according to whether live 
steam or exhaust is used. 

In Fig. 4 is shown the piping details 
for a tank heater containing a steam 
coil. Cold water under city or other 
pressure enters the bottom of the tank 
and the hot water is taken from the top, 


fo 
2a 
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as shown. The coil supply is prov 
with a hand valve and also a hydre 
valve operated automatically by a 
mostat connected with the flow. 
leading from the top of the tank, 
coil is drained through a trap prov 
with cut-out valves and by-pass. Fi 
illustrates the method of connectin; 
a tank and hot-water boiler for use 1 
steam is not available. The uses of 
different pipes are clearly indicate 
the drawing by notes and arrows. 
TYPICAL layout for a small | 
A dry is shown in Fig. 6. A | 
pressure main is carried fron 


boiler with branches leading to 
pump, engine, reducing valves, 
mangles. It is assumed in this case 


practically all of the exhaust wi 
condensed in the dryer, and a live s 
connection is provided for use whei 
exhaust proves insufficient. The tre 
the. dryer is so arranged that it ma: 
charge either to the sewer or int 
main return leading to the rece 
tank. A special branch with red 
valve provides live steam at low 
sure for supplying the heating syst 
the building and also the hot- 
heater. 

In some cases the tank coil is 
plied with high-pressure steam. 
there is no especial objection to tl 
is fully as good practice to use 
pressure steam wherever it will a 
the purpose equally well. 
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A Modern School Installat 


Ale ROGERS of Paterson, 

A e Jersey, has ‘just installe 
eight-compartment Kelly 

pus” closet combinations, manutfa 
by Thos. Kelly & Bros. of Chicag 
with slate partitions in No. 12 Set 
Paterson, New Jersey. This insta 
of forty-eight closets required the 
over one and a half tons of brass 


Installation of Octupus Closet oO 
tions in New Jersey School 


mings, which indicates the subs 
nature of the work. These combi 
have become very popular for 
schools and other public buildi 
cause of the great saving in spac 
posed surfaces are reduced to th 
mum, and therefore the highest s 
perfection is attained. 4 
On Labor Day, when this” bi 
new building was opened to the 
over five thousand persons took 
tage of the opportunity to inspé 
most modern school in the §' 
New Jersey with its perfection in 
tion, ventilation, and other conve! 
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respondents Must Sign Names 
to all Communications 
f party signing himself as “W. E. O., 


neryille, Mass.,” will send his full 
ne and address to Tur PLUMBERS’ 
spk JOURNAL, We will be glad to an- 
ay his inquiry of recent date through 
se columns. 

lorrespondence to the Queries and An- 
srs columns should be signed in every 
tance with the names of the writers, 
these will not be published if so de- 
od. We ask for this slight favor only 
a guarantee of good faith. 


a 
»b Should Work Satisfactorily 


tor THE PLUMBERS’ TRADE JOURNAL: 

am trying to heat both boilers shown on 
wing herewith from coil in steam boiler 
ellar. Kindly tell me the trouble through 
Queries and Answers columns of THE 
IMBERS’ TRADE JOURNAL. The lower boiler 
only heat. 

rooklyn, N. Y. ARB Ce 
Ve cannot see why under normal con- 
ons “A. B. C.’s” job will not work 
K. It seems to us he has made his 


ase 


- rel 
So gal, Borler 
Does “ner hear 


Gos Worer Heater 


Fo gol Botler 
He ots Ssuccesstu//y, 


Gos Werer He ofer- 
ee 


Furnoce Co// 


B. 0.'s Installation Seems to Have 
Been Correctly Piped if No Air 
: Pockets Exist 

hections between the two boilers 
h good judgment. With ordinary con- 
tions, the top boiler would be the 
to take the most hot water, but this 
been avoided by the connections of 
upper boiler ahead of the lower 
er, just below the connection into the 
of the lower boiler. 

ve are inclined to think that a con- 
tion into the side rather than into the 
of the upper boiler might solve the 
culty. It is possible that there is 
uble with air in piping above boiler. 


i 


Flow Pipe Cannot be Lowered 


Editor THr PLUMBERS’ TRADE JOURNAL: 

I hand you herewith sketch of range 
boiler with hot water circulating pipe which 
does not work successfully ; it takes too long 
to get hot water at lavatories or tub. Would 
like to know through the Queries and An- 


swers columns of THE PLUMBERS’ TRADE 
JOURNAL what the trouble is. 
New Holland, Ill. B. Bros. 


In Fig. 1 we show correspondent’s job, 
and we can tell him for a certainty that 


Lavotory 4 


Lovotery 
Bot, 
‘| 


[RR Lowney Stove 
Fic. 1—Circulating Pipes Must Pitch Up- 
ward at All Times 
it is not possible to drop his flow pipe 
from the top of the boiler, and then run 
it up again, and make a circulating line 
of it, as he has attempted. In order to 


circulate, it must rise constantly to the 
furthest point, and then drop back. 

In Fig. 2 we show how the job may 
It will be 


be provided with circulation. 


Fic, 2—Better Results from Piping in 
This Manner 

noted that the changes can be made 

without great labor, and the resulting 

connections will call for less pipe than 

at present is being used. 

We also show connections between the 
two heaters and the boiler which will do 
better work than the connections now 
in use. 

Seana cae ceeeeeee 


Flow and Return Connections in 
Single Pipe Hot Water Heating 


Editor THr PLUMBERS’ TRADE JOURNAL: 
HAVE to thank you for answering so 
fully my questions, and showing plans 
of the unsatisfactory heating installa- 
tion in this town. Regarding the possibility 
of water becoming frozen in radiators by 
carrying fresh air inlet into same, there is 
Flow 


Return Beturn> eee 


VY, 
7) yj 
ed, 
Sechone/ View 


1 — The Eureka Tee for Single 
Pipe Heating 


Full View 


Fig. 


no danger of that happening in this country, 
as the temperature never falls low enough. 
You mention that in a single pipe system 
it is usual to take off the return branches 
to radiators before the flow branches. Would 
you kindly inform me through your pages 


Now IS THE TIME to get after that unsatisfactory 


heating system. 

Tell us your troubles and we will advise you how to overcome them. 

In most cases an ‘‘ECONOMY” AUTOMATIC CONDENSATION PUMP 
AND RECEIVER is all that is required. 

These outfits consist of an expansion tank, an automatic switch and a centri- 
fugal pump automatically operated by an electric motor. 

They stimulate circulation by drawing condensation through the system, 
venting the air and returning the water to the boilersat high temperature. 

They eliminate snapping and cracking in the radiators and pipes. 

They are a stimulant and governor to the entire system anda great saver 
of fuel. 

Being automatic they require no attention 
other than an occasional oiling. 

The operation is equally satisfactory on 
either high or low pressure systems. 

MANUFACTURED BY 


THOMAS & SMITH, Inc. 


116-118 N. Carpenter St. 
CHICAGO 


Tel. Monroe 5941-5942 
ALSO MANUFACTURERS OF 


The 
“ECONOMY” line of 


Automatic Electric Water Systems—Automatic Electric Bilge Pumps— 
Automatic Electric Duplex Bilge Pumps—Automatic Steam Driven 
Bilge Pumps—Automatic Cellar Drainers—Automatic Sewage Ejec- 
tors—Automatic Condensation Pumps and Receivers—Single and 
Multi-Stage Centrifugal Pumps—Triplex P!unger Pumps—Deep Well 
Working Heads—Hot Air Pumping Engines—Dry Pump Chamber 
Sewage Ejectors—‘‘ACME” Air Washers—Purifiers—Cooling Appara- 

tus Humidifying Devices. 


You may foster Trade Protection and Co-operation 
bbyy : = ; ; ‘ : 
and Keep Your Eggs All in One Basket,” by using 


HATCHER 


HEATERS 


Boilers 


Hot Water 


Heaters 


Warm Air 
Furnaces 


The details of each Job decide the System, but Science, Simplicity 
and Service point unerringly to ‘“Thatcher’’ Quality. Get acquainted, 


SEND FOR CATALOG 


ATCHER 


FURNACE COMPANY 
NEW YORK NEWARK 


Our Ranges Conform with Same High Standard 


et 


CHICAGO 
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why this is done? I have always been in Owner insists that this is gas that is fon 
the habit of taking off flow branches first. at the heater and believes that a cha 
Dunedin, N. Z. G. W. D. of heater is the only way to remedy 


We think correspondent is mistaken trouble. Can you through your column; 
the reason and remedy for this case? 


regarding the method of taking off the Boston, Mass. “AS 
branches from a main for the circuit sys- 
tem of hot water heating. We do not 
know where he obtained the idea that 
the return should be taken off ahead of 
the flow, as this is unusual. 

The flow should be taken off first with 
a 90 degree or 45 degree connection, and 
the return should come into the side or 
bottom, or if a special circuit fitting is 
used, into the return opening of the 
special fitting. The “Bureka”’ fitting we 
illustrate herewith, and the flow connec- 
tion is taken directly from the top, while 


The communication from “A. H, 
brings up a subject which has been 
quently noted and discussed by hea 
engineers. The fact of inflammable 
being found in the radiators of a 
water system was for a long t 
doubted by many heating contract 
yet so many have had the same strz 
experience that we now know it to | 
fact that under certain conditions a 
siderable amount of gas will be fe 
in the radiators, and which, owing t 
greater buoyancy and elasticity than 
will interfere with the circulation of 
water more than would air itself. 

One theory has been advanced that 
hydrogen in the water becomes sepa 
from the water by heating and y 
liberated burns with a blue flame y 
ignited. We hardly agree with 
theory. 

We believe that the presence of 
Fic. 2—The Phelps Tee for One-Pipe is due to the decomposition of oi 


PROGRESSIVE 
PLUMBER 
IS AFTER IT 


By handling the | 


HORIGAN AQUA EXPANSION eal 


you can line up a nice line of profitable | 
business that otherwise you can’t get. | 


Everyone is chasing the dollar pretty 
hard now-a-days. If you want a decided 


advantage over your competitors sell the Sy scee vegetable matter in the water, or t 
: the return water, although it enters the distillation of some light mineral ¢ 
HORIGAN AQUA EXPANSION TANK top, really enters the main at the bottom As water when heated becomes | 


through a special cored chamber around ened, due to the expansion or swe 
the fitting, opening into the main at the of the little globules of air al 
bottom. present in fresh water, it is pro 
There is another type of fitting used that these globules becoming filled 
in American heating practice, known as the gas generated from the decon 
the “Phelps” fitting. It is a special tion of impurities, expand much 
form of tee for the return, the opening than the air and fill a larger porti: 
for the return entering the fitting on the the radiator; therefore is a greate 
side but at the bottom of the return as pediment to the circulation of the v 
illustrated by Fig. 2. The remedy may be found in a 
Hither of these fittings is desirable for ough cleaning of the interior of th 
use on the single main or circuit hot tem by the introduction of some fol 
water system, and we venture the sug- lye or soda into the boiler, and aft 
gestion to our correspondent that he ob- filling the system and operating the 
tain and use them if he has been using for a period of three or four days, 
the ordinary form of tee fitting. off the water and repeat the ope 
until the system is thoroughly clear 


It reduces fuel bills and cost of material 
and labor. Figure it out. A hot water 
heating job costing less than steam or hot 
air. 


WRITE 


THE HORIGAN SUPPLY CO. 


240 S. 4th Street, St. Joseph, Mo. 


—————— | 
Improving the Circulation in a Hot ee 
Water Heating Plant Heating a Hotel With Stee 
Editor THe PLUMBERS’ TRADE JOURNAL: Editor THe PLUMBERS’ TRADE JOURNAL 


interest in the different questions ing a three-story and basement 

Tie PLUMBERS’ TRADE JOURNAL has with low pressure steam. The 
had to solve through the Queries and An- herewith shows about the way we WO! 
swers columns and has one of his Own on the job ordinarily, with maybe a few cl 
which he would like some advice. in risers. 

A hot water job has been installed in a The idea of carrying the 4-inch p 
house using an open tank system. The south of building pitching up, is som 
owner has complained that the circulation is we have never done before, where tt 
very sluggish. After giving same a great was so long, but it seems to be a ne 
deal of study, he discovered that on open- here as there is no good place to 
ing the air valves on second floor radiators wet return. There is 2,100 feet of cas 
and applying a match to same, he would radiation divided about as shown on 
get a strong flame for about sixty seconds. The end of lowest circuit will be ab 
This he would have to do every two or inches above water line of boiler. 
three days in order to get circulation. The I have been a reader of THE PLU 


TT writer has taken a great deal of | ae find basement plan for 


FREE BOOK 
To Plumbers and Master Fitters 


HE keynote of success in selling Underfeed Boilers is sounded in this easy- 
to-prove declaration: “You can cut your heat expense % to % by in- 
stalling an Underfeed.”’ It will pay you to write TODAY for our exclusive 

Sales Agency Proposition. You can tremendously increase your business 
by handling the 


WILLIAMSON UNDERFEED BOILER 


The Bristol Columbia Supply Co., our dealers 
at Vancouver, B. C., Canada, write: ‘‘Under- 
feed boilers have given the utmost satisfaction 
in all cases and from our standpoint as dealers 
they have proven by far the most satisfactory 
heaters we have ever handled chiefly because 
all our clients are so well satisfied with the re- 
sults obtained and also that the goods are right 
in every sense of the word.” 

Every Underfeed Boiler sold means a satisfied 
customer and an all-time booster for you. 

Our Sales-Helps to dealers are many. Let us 
tell you about them. 

Our SPECIAL offer to put an Underfeed 


West 
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Le Wing Roe. 


A#2Z' 


Privoteé é 
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eo’ - Should these IY 


Sample Boiler on your floor as the greatest aid aoe ae CEES piace . 
to salesmanship will surely interest you. Focus 3” <a CO | raters 8 seers 
Don’t delay. Write TODAY for FREE Catalog jaae = 
and Proposition-To- YOU. tL : 
Services of our Engineering Corps are FREE, ee 
East 


THE WILLIAMSON FOUNDRY CO. 


438 West Fifth Ave., Cincinnati, O. Fic. 1—Steam Heating System in Hotel Suggested by G. W. W. Well Thought 0 


Should Work Satisfactorily 
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3 Epuolizing Pipe con- 
ecting Meader tyith 


Aut Air Folve 
ond Prop the 


16. 2—A Very Practical Layout of the System Shown by G. W. W., Using Wet Return 


RADE JOURNAL several years, and can’t do 
ithout it and your writings from time to 
me, advocating the use of smaller mains 
what is prompting me to ask your advice 
1 this job. G. W. W. 
The piping plan submitted by “Sub- 
riber” for our consideration is very 
ell thought out and we can find but 
ttle criticism regarding it. “Sub- 
Tiber” will have no difficulty from the 
et of pitching the 4” main upward 
om the boiler in order to give head 
om provided this 4” main is properly 
ed at the low point by a connection 
to the wet return, and if in an exposed 
ace it should be covered up to the point 
here the sub-mains branch away from it. 
We note from “Subscriber’s” sketch 
at the basement is to be cemented 
id that the cement is not yet in place. 
e therefore recommend that a wet re- 
m be run in a conduit under the ce- 
ent and that some few changes be made 
the piping at the end of each loop. 
We submit herewith a sketch showing 
r idea of how this job should be piped. 
1e dotted line indicates a wet return. 
ich loop or branch is run full size to 
int where automatic air valves are 
own and at this point a drop is made 
to wet return indicated by dotted lines. 
e give also a sketch showing how the 
ain should be divided at the high. point. 
1¢ 3” loop should be taken from the 
Main with a 45 degree elbow and 
se or short nipple. The 214” sub- 
ain is taken from the end of the 4” 
4in with a reducing elbow as in Fig. 3. 
All branches from the mains should be 
ken off with a 45 degree connection. 
€ recommend that the 4” main from 
¢ boiler pitching down be carried full 
@ to the cellar wall as indicated and 
at a drop then be made into the wet 
turn placing an automatic air valve on 
€ end where drop is made. The only 
ssestions or changes in the branches 
mm the mains will be that a single 
anch supplies two risers near the end 
the short 3” main. There might be 
© branches run from these mains as 
licated by “Subscriber,’ but it is not 
Se to take a branch from a main imme- 
itely before dropping into a wet return. 
“Subscriber” does not intimate the 
aracter of boiler to be used on this 
rk, and we do not know whether it 
a large boiler with a cast iron header 
whether it is necessary a header be 
ide. In any event, the header should 
connected to boiler with at least three 
risers or their equal in area, and we 
commend that a 3” equalizing pipe be 
nnected from the end of the header 
to the return at rear of boiler as it is 
the utmost importance in a job of this 
aracter that the steam from the boiler 


ys 


enter the mains as dry as possible and 
the area of the risers out of boiler sup- 
plying the mains or the header should be 


A? a Down 
£lbow Dip 
4 4” 
<i 


eae 
FAS °L£// 


Fig. 3—Proper Way to Take Off Branch 
Connections 

at least 50% greater in area than the 

combined area of all of the mains. 


th ee 


A Defective Hot Water Heating 
Installation 


Editor THr PLUMBERS’ TRADE JOURNAL: 


N a certain job of “Honeywell” heat- 
O ing they get the water at the boiler 
up to 220 degrees and still they don’t 
seem to get the heat at the radiators. The 
radiation and boiler seem to be of ample 
size to heat the rooms but in zero weather 
the temperature never raises above 50 de- 
grees. In making the connections on the 
main, they were taken direct out of the 
top and returned to the return in same man- 
ner. Would this block the circulation with 
the water at 220° at the boiler? Also, is 
putty ever used in setting a water-closet on 
a tile floor where the bend is turned over 
on the floor? 


Whiting, Ind. A SUBSCRIBER. 

To intelligently answer “A Subscriber” 
it would be necessary to have much more 
information than contained in his query. 

He wrongly presumes that the installa- 
tion he speaks of can be a “Honeywell” 
job, when the connection taken out of 
the top of the main and returned to the 
returns in the same manner, are in di- 
rect contradiction to any of the “Honey- 
well” literature that has passed through 
our hands. 

We take it rather, that “A Subscriber” 
speaks of a defective job, whereon has 
been placed a “Honeywell” device, as a 
close scrutiny of all their literature fails 
to show where the “Honeywell” people 
advocate or permit use of the con- 
nections described. 

We hesitate to accept “A Subscriber’s” 
opinion as to radiation and boiler being 
sufficient and as a matter of interest to 
our readers we would ask him to give 
us details as to size of rooms, quantities 
of radiation and boiler capacity. 

With this information at hand we 
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Add More Sections When 
You Add More House 


ADMITTING that no more severe test could be 

given any boiler than that of meeting the rigid 
demands of economical greenhouse heating, you 
will at once see why the Burnham is so economical 
for residence work. It’s cast iron—made in sec- 
tions—add to the boiler as you add to the house. 
Send for new tall catalog. 


Lord and Burnham Co. 


Irvington, N. Y. 
Troy, N. Y.—Aird-Don Co. Boston—819 Tremont Bldg. Providence—Allen & Reed, Inc. 
Chicago—Davies Supply Co. Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. Johnstown, Pa.—Union Radiator Co, 


THE MAHONY 


Sectional Water Boiler 
The Boiler with the Good Points 


Made of cast iron, so heavy that it will not corrode 
or wear out. 


Requires no brick work and can be set up complete 
in from one to two hours. 


Direct surface is so arranged as to bein a measure 
self-cleaning while its revertible flue surface is 
easily accessible for removing any accumulation 
of soot: 


Catalog for the Asking 


The Mahony Boiler & Radiator Co. 
TROY, N. Y. 


Carries Radiators Anywhere Quickly, Easily, Safely 
Narrow crooked stairways and halls are easy for 
Buell’s Combined Carrier and Truck. 


It is a cinch to carry the radiator when necessary and a bigger cinch to 
push it on the truck. Saves you 


Time, Strength, Money 
Send for booklet and prices 


BUELL BROTHERS, 


g Combined 
g Carrier 
and Truck 


Fulton, N. Y. 


AT IT 25 YEARS PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 


| BEST BY TEST 
152 CHAMBERS ST., N. Y. CITY 


Ask what Carter Service means to you 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 


West for the past 15 years. Easily 


cleaned and kept clean. Price 
popele. Sizes 500 feet to 20,000 
eet. 


Get the agency in your territory. 
Herbert Boiler Co. ; 
Root and La Salle Streets, Chicago, III. 


The Milwaukee 


Heat Generator 


This shows a sectional view of the 
““Milwaukee”’ Heat Generator. One 
glance is sufficient to convince the 
fitter of its simplicity ofconstruction. 
aN You can read- 
\ ily see that the 
“Milwaukee”’ 
can be installed 
for the same 
cost as an or- 
dinary expan- 
sion tank, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 
sion tank. 
A trial order 
will convince 
you that the 
‘*Milwaukee’’ 
Heat Gene- 
rator is the 
only device to 
use on a small 
pipe system 
and be sure 
that the system 
will give satis- 
faction. 
Write for descriptive catalogue. If 
your jobber does not handle the 
‘“‘Milwaukee’’ then write us aboutit, 


PATENTED 


Milwaukee Heat Generator Co., 
460 11th Ave. Milwaukee, Wis. 


Eastern Representatives 


Beard & Beard, Reading, Pa. 


Manufactured under Shanklin Patent and 
ott and Edgar Patent- 


Reduce the 
Gas Bill 


to a minimum by installing a 


BEILMAN-SEAMANS’ 


IMPROVED AUTOMATIC 
WATER HEATER 


WITH 
Automatic Pilot Burner 


Supplying 
i OuE 
Water 


at all times, 
day or 
night. 


Easy to install 
and regulate— 
with no coils to 
clog up. 


a 7 Prices on Request 


W. E. BEILMAN 


Sole Manufacturer 


Dept. B, Buffalo, N. Y. 
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could give an intelligent answer. Fur- 
ther, if our correspondent would give us 
the temperature of the water in the ra- 
diators when the water in the boiler is 
at 220 degrees, he could answer himself 
as to circulation. 

This temperature at the radiators 
could be easily taken by running the 
water from the air vent in the radiator, 
over a thermometer. In making this 
test, if while the water in the boiler is 
at 220, the water in the radiators was 
lower than 200 degrees, we would say the 
circulation was impaired. 

Again, this test would show “A Sub- 
scriber” without any further trouble, 
whether his radiation was sufficient or 
not, because manifestly, if the water in 
the boiler were 220° and the radiation 


Six LOS 


200° and the room still remained cold, 
his answer would be plain. Insufficient 
radiation, regardless of how much there 
was installed or what any rule said. 
Replying to “A Subscriber’s” second 
query, putty is sometimes used but is not 
considered good practice, a flange and 
gasket being the proper method. The 
plumbing ordinances of the larger cities 
prohibit the use of putty and plaster of 
paris joints on water-closets. 
— ae 


Job Waterlogged 


Editor THE PLUMBERS’ TRADE JOURNAL: 
LEASE tell me if the sizes of the pipe 
P on this job are right and if the 
branches as shown in sketches here- 
with are correctly taken care of. What im- 
provements could be made to make this in- 
stallation work better? All first floor radi- 
ator risers and returns are taken off at 45° 
and those on the second and third taken off 
from sides of mains. W. L. R. 
The sketch submitted by correspond- 
ent, Fig. 1, shows that the job as he 
would pipe it will not only be unneces- 
sarily costly but will in a measure be 
water-logged. The size of the mains 
employed is entirely too large and we 
fear our correspondent has never ob- 
tained the right idea of the manner or 
method of proportioning the mains of a 
hot water heating system. 
We submit a sketch, Fig. 2, showing 
the mains and piping of the sizes that 
should be installed, and two 2” mains 
are entirely ample to carry the amount 
of radiation on the job. 
The area of the valves used determines 


Sof So F1peé (n Parr. 


the size of the main. As a rule it is 
customary to go under the last radiator 
connection with a main or pipe two pipe- 
sizes larger than the pipe which feeds 
the radiator. 

Proceeding along this line we will first 
consider the main leading to the rear of 
the building. The last radiator supplied 
is a 60’ radiator supplied with 1” pipe. 
Therefore, the main up to this point 
should be 1%” in size. Working back- 
ward to the next connection of 14” 
branch which supplies three radiators 
having a 1” and two %” valves respect- 
ively, and figuring the valve area of 
these three radiators, added to the radi- 
ator at the end of the line, we have 18 
plus .78 plus .44, or 2.44 square inches 
of valve area. As the area of a 114” pipe 


— 


S577 5” Fupe 
SIatn. 


is but 1.76 square inches, it is seen that 
the main up to this 114” connection 
should be 2”, as a 2” pipe has an area 
of 3.14. 

The only other connection from this 
main being a %4” pipe to a 50’ radiator, 
the valve area being .44, it will be seen 
that the total area of the valves on the 
line leading to the rear is but 2.88 square 
inches. Therefore, a 2” main is amply 
large for this portion of the work. 

Considering the front main in the same 
manner, the last radiator supplied is a 
50’ radiator supplied with 1”. Going 
under this radiator with 1144” pipe and 
working backward to the next connec- 
tion, which is a %4” connection, we find 


ao oor 
2 Sl x 1" Tees 
Side 


} So’ ‘ 
Fig. 2—Same Job Laid Out with Smaller Mains Which Are Entirely Ample 


ui? ie 37, 


Ad. [s+ floor rodioters Faken otf 
on #S2° and 2% ond F 
aff side Of Tarn. 


that .78 (the valve area of the last radi- 
ator supplied) plus .44 (the area of the 
%”) is but 1.22 square inches. There. 
fore, a 1144” main is ample up to this 
point. : 
Working backward to the heater, the 
next connection supplied is a 1” branch 
feeding two 75’ radiators each having =z 
¥%,” valve. Adding the valve area o 
these radiators, .88 square inches, to 1.2: 
gives a total area of 2.10 or an area ir 
excess of a 114” pipe. Therefore, a 2 
main is required up to this last 1” con 
nection. The only other radiator sup 
plied by the front main being a 60’ ra 
diator tapped 1”, we add .78 (the are: 
of the valve) to the valve area of th 
radiators beyond, and we have 2.10 plu 
78 or 2.88 as the total area of the radi 
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Fic. 1— W. L. R.’s Jobin Which the Mains Are Too Large, Making the Installation Costly and Not Properly Proportione 


ators on the front line. Therefore, a 
main from boiler is ample to supp 
this line. 

The sketch submitted on which pi 
sizes are marked will be sufficiently pla 
for our correspondent to understand t 
above. 

A slight improvement could be ma 
in this piping system by running 
separate return from the 70’ radiat 
back to boiler and connecting same in 
the return just before it enters the boil 
or into the last horizontal connection. 

The size of boiler given, 1,200 sa. ! 
is more than ample for the work a 
should prove very successful in heati 
the building, providing piping is 0. 
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ar-Away Points 


The Vacustat is automatic—the far ends of the system are 


constantly efficient, for the Reliable Vacuum Pump exhausts 
the air and that means Perfect Circulation at Low Pressure—a saving of 259% 
to 40% in fuel—You can make big money if you feature the Reliable Air 
Line—we put you in touch with new business, it’s the livest-wire chance for 
big money; you need our free advertising service —start now—write us to-day. 


4 The Only Reliable Air Line 


Oe 


Exhausts the air from every part of the system— 
steam rushes in to fill the void—no dead ends — every 
radiator does full duty. Ounces of pressure in place of 
pounds pressure, sufficient in the most severe weather. 
It means lower fuel bills—the saving in fuel covers the 
cost in a short time. 


Reliable Air Line Vacuum System 


: 
FS) ; 


HE 

Can be applied to steam-heating plants of all types: BISHOP. 

= 4 single or two pipe; whether low pressure, exhaust BABCOCK. 
j steam or central station steam is used, in either BECKER CO. 


CLEVELAND, O. 
Send full details of your 
Advertising Plan and catalog 


old or new plants. 


ApBLOGN : VASO of the Reliable Vacuum Heat- 
ha WA\Ghe BISHOP-BABCOCK-BECKER(O.4a-) a seas 
Naw) GENERAL OFFICES, CLEVELAND,OHIO.  \Xy_y/S) Name 
<Qr— FS) EIGHT FACTORIES AND TWENTY BRANCHES. =—yY Address 


Electric Vacuum Pump—Nos, 112 to 115 


WRITE CLEVELAND OFFICE TODAY 
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You can render a valuable service to 
your customers by recommending 
the durable, economical and efficient 


Pierce-Spence 
Water Boilers 


In recommending them, point out the many 
unique features in their design and construc- 


tion 


The arrangement of the detachable water post, 
for example, insures free and quick circulation 
and renders this type of boiler especially effective. 


And you can clinch the deal by explaining 
the many new features of the 
grate and base used in these 
boilers. The simplicity of its 
operation and its freedom from 
repairs will appeal strongly to 
all who see it. For further Say00 


particulars write today to 


Pierce, Butler & Pierce Mfg. Co. 
Syracuse, N. Y. 


triangular bar 


Pierce-Spence Water Boiler fitted 
with new triangular bar grate 
and base. 


Pierce Mark 


Vacuum Cleaners 
Broomell’s “Victor” 


Electric Stationary for all kinds of buildings. 
Electric Portable, weight 55 pounds. 
Country Homes Special for use with Gasoline Engine. 


Victor Cleaner Company, Manufacturers 


York, Pa. 
Style A Stationary 3 


Spring, Summer, Fall, Winter—All seasons are good selling 


seasons for the Jewell Heat Controllers. 


After a hard winter when the memory of big coal bills is still a 
sore spot—During the house-building season which is now pretty 
much all the year around—Just before the winter closes down— 
and in mid-winter when the coal pile is melting away—You can 
make money all the year round if you sell 


The Jewell Heat Controller 


A helps the maker of Heating Apparatus and his dealer make good on their 
aims. 


It prevents trouble and dissatisfaction because it makes the heating plant do 
perfect work. 


It pays any dealer a good profit—enough to justify his PUSHING its sale. 
Many manufacturers have adopted it as standard equipment. It HELPS SELL 


their goods. Many dealers in heating are doing the same—same reason. 
Can you afford to overlook this trade aid? 
Write us for booklets, prices and discounts. Do it today. 


JEWELL MFG. CO. 


28 Green St., Auburn, N. Y. 
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Louis, Mo., we are indebted for the 

following article on the dangers of 
the public drinking cup taken from their 
fountain bulletin No. 71012.- 

A drinking glass, used in a school for 
nine days, was put under a microscope, 
and here is what was found: “‘The 
human cells scraped from the lips of the 
drinkers were so numerous on the up- 
per third of the glass that the head of 
a pin could not be placed anywhere with- 
out touching several of these bits of skin. 
The saliva, by running down on the in- 
side of the glass, had carried the cells 
and bacteria to the bottom. By counting 
the cells present on fifty different areas 
on the glass, as seen under the micro- 
scope, it was estimated that the cup con- 
tained over 20,000 human cells or bits 
of dead skin. As many as 150 germs 
were seen clinging to a single cell, and 
very few cells showed less than 10 germs. 
Between the cells were thousands of 
germs, left there by the smears of saliva 
deposited by the drinkers. Not less than 
one hundred thousand bacteria were 
present on every square inch of the 
glass.” 

A nice, clean glass, this ! And 
yet in almost every school-house  to- 
day are similar glasses or cups out of 
which children drink during the day. 


ae the N. O. Nelson Mfg. Co., of St. 
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1. eath Lurks on the Brim of the Public , 4 
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scopical tests and found literally millio 
of decaying human cells and bacter 
These included the germs of tuberculos 
pneumonia, diphtheria, tonsilitis a 
other disease-producing organisms. 

A cup which had been used for seve 
months without washing, in a hi 
school, was lined with a brownish | 
posit which, when viewed under | 
microscope, was seen to be compo: 
largely of particles of mud, with th 
sands of bits of dead skin and milli 
of bacteria. When a small quantity 
this sediment was injected under 
skin of a healthy guinea pig, the anil 
died in forty-eight hours—the post-n 
tem examination showing that death 1 
due to blood poisoning. A second gui 
pig, under similar circumstances, 
veloped tuberculosis; and inquiry pro 
that several of the pupils in the h 
school were afflicted with the dr 
malady. 

The rim of another drinking cup, v 
in a school, bore no fewer than 5,000 
germs, while a vastly greater nun 
lingered deeper in the vessel, where 
liva had dripped down. “Where els 
the daily activities of life,” asks | 
fessor Davidson, “could such a rich | 
of infection be found? I believe 
nine out of every ten public cups 
some kind of disease-producing bacte 

Dr. M. A. Barber, of 
University of Kansas, 
employed by the Boarc 
Health of that state to 2 
bacteriological tests of di 
ing glasses and cups in 
public schools, at rail 
stations, on trains, anc 
other public places. He 
ried about with him s 
sterilized swabs, which 
applied to the rims of th 
ceptacles, afterwards evé 
ing the swabs for micr 
He found the swab to b 
variably infected to a 
siderable extent, and in 
instances with such 
tionable microbes as tho: 
pneumonia and blood pe 
ing. 

HE conclusions 4 


from all observa 


are to the effect that 


the Need for Its Abolition 


Bacteriologists have for many years 
believed that a drinking cup which is 
used indiscriminately by a large num- 
ber of persons is inevitably bound to 
contain bacteria in large quantities, in 
addition to bits of human skin deposited 
on the glass by contact with the lips. 
It remained, however, for one man to 
bring home to the nation the danger 
which he and others knew existed in 
thousands of pathogenic, micro-organ- 
isms, which attached themselves and 
grew in unclean, common water glasses 
and cups. This man, Prof. Alvin David- 
son, of Lafayette College, Pennsylvania, 
subjected a number of glasses, which had 
been used from nine days to several 
months in public schools, to micro- 


The Danger Lurking in the Public Drinking Cup and 


common drinking vess' 
one of the most fr 
sources of the spread ¢ 
fectious diseases. Such mouth to 2 
infections, furthermore, are espe 
dangerous, because of the moist sta 
which the germ cultures pass from 
son to person. 

The state of Kansas was the fil 
prohibit common cups. In March, 
the Board of Health, at the requ¢ 
its secretary, Dr. S. J. Crumbine, P 
resolutions that no public or P 
school and no railroad corporation s 
furnish any drinking cups for publi 
It was suggested that sanitary foul 
be installed wherever there is a \ 
some water supply, and that in co 
schools water tanks fitted “with fe 
and individual cups be provided. 
resolutions of the board have the 
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ing force of law and have been generally 
observed, not only by the public authori- 
ties, but also by the railroads. 

Death lurks in it. Microbes multiply 
about its rim. Tuberculosis, diphtheria 
and other deadly diseases are distributed 
by it. 

Other state health authorities have not 
been slow in accepting the results of the 
observations which were brought to 
them, and at the present writing, Kansas, 
Louisiana, Michigan, Mississippi, Massa- 
shusetts, Delaware, New Jersey, Wiscon- 
jin, Oklahoma and Illinois have taken 
summary action. 


———__>-o——————————— 


Plumber for Register of Deeds 


T the recent primary election in 
Milwaukee, Wis., there were five 
candidates for the nomination for 

egister of deeds of Milwaukee County. 
\mong the candidates was Edward H. 
fueller, a man who had never taken an 
ctive interest in politics and go at- 
racted but little attention. The other 
andidates fought each other, but took 
o heed of Mueller’s running ability. 
Vhen the results were announced, the 
man who had not shouted so loud but 
ad a large acquaintance among the 
oters got the majority. Mr. Mueller is 
he head of the well-known Milwaukee 
lumbing and heating firm of the West- 
m Plumbing & Heating Company, 268 
rove street. Mr. Mueller is a corking 
ood man in his present line of business 
nd has handled some of the best plumb- 
1g jobs this season. If he is elected 
lis fall as register of deeds the county 
ill have a good willing worker to fill 
1e office and a conscientious servant. 
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applies the vacuum princi 


HE Fond du Lac common coun- 
cil will undoubtedly adopt the 
resolution of Plumbing Inspector 
J. E. Hennen pertaining to an 
amendment to the city plumbing 


ordinance as adopted by the 
committee on ordinances and legislation. 
The amendment pertains to the reventing 
of waste pipes by special air pipes leading 
from fixtures. Inspector Hennen claims 
that many houses in the city were roughed- 
in for plumbing several years ago and no 
provisions were made for reventing sinks or 
basins. According to the ordinance now in 
force, the roughing-in would have to be 
broken into and the owners would be put 
to considerable expense. He therefore pro- 
posed the following changes in the ordi- 
nance: 

“No revent necessary for single sinks nor 
basins in old houses if supplied with an 
approved form of non-syphon traps.” 

“Slop sinks placed ten feet or more from 
soil pipes need not be revented.” 

“Where two closets are on one stack, one 
on the first floor and one on the second 
floor, the second floor closet need not be 
revented if placed within two feet of the 
stack.” 

La Crosse plumbers will soon be busy 
with installing sewer systems in many 
buildings, as the contract for a big sewer 
extension on the North Side has been 
awarded. Thill- Manning - Whallen have 
twenty-one blocks of sewers to install in 
Hagar, Berlin, Avon and Rose streets. The 
size of the pipes will vary from twenty-four 
to twelve inches, with the trunk main on 
Hagar street. The cost will reach $17,000. 
There will be 250 house connections to be 
put on this line. The city will also extend 
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Means 


Partial Vacuum 


Heating Economy 


when used under proper conditions and with a system scientifically planned. 


the South Side sewer line, the contract for 
which has been let to Olaf Swennes for 
$7,100. 


The well-known Plumbing and heating 
firm of Fond du Lac, the Sanitary Plumbing 
Company, will install the plumbing at the 
Lincoln School in that city. The work will 
cost the city $625. 


When contracts were awarded recently 
for the new club house of the Racine Lodge 
of Elks, John Freiner, an enterprising Ra- 
cine plumber, was awarded the plumbing 
work. Smollen & Schoenleben, also of Ra- 
cine, were awarded the contract for install- 
ing the heating system. The new structure 
will cost $55,000. 


A sewer contract, amounting to $50,000, 
was let by the common council of the city 
of Cudahy, near Milwaukee, to Rudolph 
Kerlin. The bid of Fred Hildebrand, of 
Milwaukee, although $1,075 less than that 
of the Cudahy contractor, was passed up for 
the higher bid of the local contractor, taking 
the Mayor’s deciding vote. It was argued 
that if the money was kept in the city by 
awarding the contract to a local firm, the 
city would be further ahead in the end. 


The plumbing and heating contractors of 
Milwaukee and vicinity are anxiously await- 
ing to place bids on the several new county 
buildings which the county board is contem- 
plating. The largest one will be the new 
court house which is to be erected on the 
present court house site on the block 
bounded by Oneida, Jefferson, Jackson and 
Biddle streets. It will cost in the neighbor- 
hood of $3,000,000. The board plans to spend 
$220,000 on a new Home for Dependent 
Children at Wauwatosa. The new House of 
Correction, to be erected on the north side 


ple correctly. Simple? Yes. No automatic pumps to make trouble, no 
“‘fool-matie’’ return valves and pinholes to waste patience and time; no sputtering, wheezing 
“automatic”? air valves on 

advantages combined with low pressure steam. 
Send now for the Moline 
how we co-operate 


radiators. 


with contractors in 


Moline Vacuum Vapor Heating Co. 


Dept. A, sine, Illinois 


It’s as simple as ahot water system with all of its 


“Contractor’s Catalog’’ which describes the System and tells 
furnishing plans 


spurting, 


for installations. 
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of the city, is to cost about $750,000. The 
school board is contemplating a fine new 
school building on the south side of the 
city which will be equipped with a heating 
plant, sanitary toilets, shower baths,. ete. 
William D. Harper, for five years assist- 
ant building inspector, has been appointed 
by Mayor Bading as building inspector of 
Milwaukee, Wis. Mr. Harper was first ap- 
pointed under Inspector E. Vv. Koch, in 
March, 1907, but resigned a year later. He 


was again appointed’ in May, 1908, and 
served as first assistant inspector since. 
When Mayor Bading recently discharged 


Carl F. Ringer, Mr. Harper was appointed 
to succeed him. The common council held 
up the confirmation for two weeks, but at 
the last meeting confirmed the appointment. 


Steps have been taken by the common 
council of Milwaukee, Wis., in connection 
with the $13,000,000 sewage project. The 
council recently adopted Mayor Bading’s 
recommendation that $300 be appropriated 
for expenses of appraising land needed for 
septic tanks. The work of appraisal of the 
land needed for the septic tanks is to be 
ordered immediately, after which the work 
of construction is to be started without de- 


lay. The work of constructing the inter- 
cepting sewer will also be started imme- 
diately. 


Work in preparation for the opening of the 
Milwaukee Public School of Trades for 
Boys has been started. The two wings of 
the new building were completed recently at 
a cost of $115,000, and when the administra- 
tion and other buildings are finished, the 
total cost will reach $250,000. The principal 
course is the plumbing and gas fitting 
course, from which several students gradu- 
ated in June. The students are furnished 
with a complete set of tools and shop equip- 
ment, which they are taught to use. Then 
comes practical work in setting up and con- 
necting sinks, boilers, lavatories, ete., with 
lectures on various systems of installing and 
ventilation, trapping and venting of drain, 
soil and waste pipes. The financial and 
legal sides of the trade are studied in 
making estimates for contracts and the 
application of plans to the state laws. 


NO MORE PRESSURE 
REQUIRED THAN IN YOUR 


TEA-KETTLE AND JUST AS SIMPLE 
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Doesn’t it stand to reason that the largest slate 
organization in this country can give you better service, 
better figures and better goods than other firms ? 


This company is a department of the famous 
Genuine Bangor Slate Company, the largest slate manu- 
facturers in America. It costs you nothing to let us quote 
you on your requirements. Why not write us today? 


The Penn’a Structural Slate Co. 


PELL BUILDING, EASTON, PA. 


Your Customer Wants 


Maximum Comfort 
AND 


Minimum Cost 


You can guarantee him this if you 


Plumbers’ 
Slate 


We have two large factories 
and produce more than a 
carload of milled slate daily. 


Our reputation for execut- 
ing Plumbers’ detail work 
carefully and accurately has 
been well earned. 


We will appreciate the 
favor if permitted to quote 
you prices when you are in 
the market. 


Urinals, Shower Stalls, 
Water Closets, Base, 
Wainscot, Drain 


Boards 


sell him a 


Lawson Gas Water Heater 


Our catalog H-11 will tell you the 
complete story. Don’t overlook 
this money-maker. 


Write for Cataloz Today 


The Phoenix Slate Co. 


Penn Building 
WIND GAP, PA. 


Lawson Manufacturing Company 
Homestead, Penn. 


The 
. Virginia 
Reel 


Berger’s Steel 
Hose Reels are 
simple, durable, 
inexpensive and 
good sellers. <A 
fine profit for 
you. 


New PRICE BOOK 
for PLUMBERS 


The greatest time-saver in making esti- 
mates, in pricing jobs and making out 
bills is 


Flowers’ Plumbers 
Price Book 


Pays for itself in two weeks. After that 
it earns money for you. 


120 pages. Bound Flexible Full Levant Grain 
Black Cowhide, Tan Leather Lined, Pocket 
in front cover. $5.00 Prepaid, You can 


return if not satisfactory. Send for 


Pamphlet 
BERGER 
SPECIALTY 
COMPANY 
Richmond, Va. 


Send for pamphlet 


FRANK H. FLOWERS, 
Erie, Pa. 


WENTY years ago slate for sani- 
ah tary purposes was seldom used, its 

use at that time being principally 
for structural work such as hearths, 
stair treads, mantels, roofing, etc. Today 
it ranks as one of the most important 
materials which the plumber uses. The 
requirements of sanitation nowadays 
call for slate almost to the entire exclu- 
sion of marble and glass, which formerly 
served the purpose, although not so 
satisfactorily. Slate by its impervious- 
ness is especially desirable for all places 
such as toilets, public closets and urinals. 
The non-absorbent qualities prevent 
staining or the retention of odors. Be- 
ing black, scratches and marks which 
would boldly disfigure marble do not 
show. Slate is also unusually hard. 
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Knocks and abuse which would ruin all 
other materials have little effect upon it. 

The Alpha Slate Co., Bangor, Pa., 
maintain an extensive quarry at Bangor, 
Pa. and here, in the center of the very 
finest slate district is manufactured slate 
in every form for our trade or to speci- 
fications when so desired. This concern 
has now catered to the plumbing trade 
since the introduction of slate years ago, 
prompt attention to detail and shipping 
having made for them a _ reputation 
which is familiar to the craft throughout 
the country. 

The operation of quarrying slate at 
the Alpha quarries is very interesting. 
When readers stop to consider that 80 
per cent of the bulk taken out is wasted. 
an idea of the great labor expended to 
secure fine quality slate is obtained. 
Huge blocks are removed by derricks to 
the factory, where the operation of re- 
ducing it into portions suitable for work- 
ing into the various shapes takes place. 
First it is split into sheets, then placed 
upon the surfacing machines, which 
smooth it to a true face. It is then 
sawed into slabs according to what pur- 
pose for which it is to be used. Drain- 
boards, -sink-backs, stall slabs, floor slabs, 
wainscoting and other specifications are 
accurately finished according to meas- 
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Urinal Stall Made by The Alpha Slate Co., Bangor, Pa. 
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urements for the regular standard sizes. 

A list of the installations to which this 
product is adaptable includes hospitals, 
convenience stations, public baths, laun- 
dries, cafes, and other places. Slate is 
not only one of the most important fac- 
tors in the sanitary line, for it is quite 


- extensively used by the electrical world. 


Its non-conducting qualities permit it to 
be used in all sorts of work where high 
voltage currents are used and where 
moisture would make any other material 
unsuitable. 

“Alpha” slate products fully come up 
to the specifications adopted by the 
United States Government and the con- 
cern guarantees the quality and work 
manship of all goods bearing their trade: 
mark. They are prepared to demonstrate 
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that excellence and accuracy are give 
first thought. Large or small orders r 
ceive careful and prompt attention. 

The members of the firm are C. Mille 
president; C. N. Miller, vice-presider 
and treasurer, and John N. Hoffma1 
secretary and general manager, each ¢ 
whom is possessed of a thorough know 
edge of the production of slate an 
is glad to offer the experience gainé 
by years in the business to any one wh 
desires further information. The @ 
proval of the trade upon “Alpha” sla 
goods is sufficient recommendation fc 
these products. 


—_—s+-o—— 
Standard Sanitary Mfg. Co. Increase 
Capital Stock 


HE capital stock of the Standai 
a Sanitary Mfg. Co., Pittsburgh, P% 

makers of the famous “Green al 
Gold” enameled iron ware as well | 
other specialties, has been increased | 
$2,500,000, of this $1,500,000 being P! 
ferred and the remaining $1,000,0 
common stock. The total stock of t 
concern was formerly $10,000,000. Grow 
of the business and the acquisition 
many manufacturing plants and the 
enlargements is said to be cause 
the expansion at the present tin 
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For Prison 
Work 


USE SLATE 
Cleanest-—-Cheapest—Best 


WRITE THESE FIRMS FOR PRICES 


sssee 


They quarry and finish to size 
any requirements you may have 


Hammann Structural and Slate Products Co. of 
Roofing Slate Co. America 
Bangor, Pa. Bangor, Pa. 

Alpha Slate Mfg. Co. M. L. Tinsman & Co. Inc. 
Bangor, Pa. Pen Argyl, Pa. 
Phoenix Slate Co. Excelsior Slate Co. 
Windgap, Pa. Pen Argyl, Pa. 


Crown Slate Co. Pen Argyl, Pa. 


“SANDS” 
SANITARY 
FIXTURES 


This Closet is specially made 
for use in basements, sub-cellars 
and engineers’ quarters where 
fixture is placed 10 to 12 feet 


below sewer level. It is guar- 


anteed to operate successfully. 


Plate S-85A 


The “Special Yukon” Improved 
Pump Water Closet, with Vitro 
Adamant oval flushing rim pedestal 
bowl, fitted with self-clesing foot- 
operating supply valve, pump 
rough with polished trimmings, 
cabinet finish oak seat and cover, rubber 
seat bumpers, nickel-plated post hinges 
and rubber grommets. 


Come lees as shown and _ de- 
cribe - - - $55.00 
lf with mahogany seat _ and 
cover - - - $57.00 


Always sent right-hand, as illustrated, 
unless otherwise specified. 


Approximate shipping weight, 
85 Ibs. 


Send for cataloy “D” illustrating complete 
line of fixtures and specialties 


A. B. SANDS & SONS 
i349 COMPANY i912 


Manufacturers of 
PLUMBING SPECIALTIES 
22-24 VESEY ST. NEW YORK, U.S.A, 


THE KELLY 
WATER-CLOSET 


(With accessible valve over top of 
earthenware) 


Will Satisfy Your 
Customers’ Every 
Requirement 


It is absolute and efficient in action. 
tis a water-saver. 
It will prove a money-maker for you. 
Every closet guaranteed for ten years 
I>, and will work from 15 to 20 years with- 
\ out repairs. 
* : _ Few concerns can conscien- 
= tiously make a claim like this. 
{ Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT 
CHICAGO 


Made of heavy russet 

grain leather, hot wax 

locked stitched, im- 

possible to rip. Dur- 

able and convenient. 

Shoulder Strap and Pad. 
Our Catalog? 


EXCELSIOR BAG & MFG. 
CO., Troy, N. Y. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


See 
(OTHE SCIENCE OF 


Mo PLUMBIN 


INDUSTRIAL PLUMBING 
HERINGTON 


BY Cc FP. 


Ge? 
S\ 


oD) CHAPTER VI QO 


TANDING in quite a separate and 
S distinct class is the plumbing work 
installed in factories, shops and 
other industrial buildings, and unless the 
plumber at least knows the conditions 
and requirements of this class of work 


Fic. 1—Type of Self-Flushing Closet with 
Concealed Tank 


and, better still, has had experience in 
installing same, he will show great pru- 
dence by leaving it alone until he does. 
Not that it is any more difficult to do a 
good job of plumbing for a factory or 
shop, but the plumber should have a 
knowledge of what kind of fixtures, and 
how many, are required to adequately 
take care of the employees. 
In this work too many fix- 
tures. are worse than not 
enough, and not enough is a 
very bad recommendation for 
the plumber; so in hopes of 
familiarizing some of our 
readers, who might take up 
this class of work at some 
future time, and to give a 
solid basis for correctly fig- 
uring work at some future 
time, and to give a solid 
basis for correctly figuring 
out the requirements to meet 
given conditions is the pur- 
pose of this article. 

In the first place the fix- 
tures are subjected to the 
roughest usage that they are 
able to stand and need to be 
of such character and design, 


and the plumbing such that they are 
always in a working condition, not- 
withstanding the hard usage and con- 
stant meddling that is likely to be 
given them. The writer knows of an 
instance in a railroad shop where por- 
celain buff lavatories were installed 
in the washroom as the company were 
interested in providing proper facilities 
for the men and thought they would ap- 
preciate it. One day it was discovered, 
however, that the men (when the uri- 
nals were in use) rather than wait a 
few minutes, used these lavatories for 
urinals; this was enough to discourage 
a saint, so that in a great many cases the 
men employees are themselves to blame 
for the poor quality of fixtures given 
them, instead of over-economy on the 
part of the management. This work is 
something that should arouse the in- 
terest of the plumber, as the plumber 
who can satisfactorily do a job of this 
kind, can make more business for him- 
self, and repeated business, much more 
easily than by doing the ordinary resi- 
dence class of work. For, once a man 
builds a house, he has no need of an- 
other, but in the shops, new additions 
are constantly being made, thus creating 
more work right along. 

In this article the intention is to show 
a few samples of plumbing for shops in 
which only men are employed, and it will 
be briefly explained why women’s toilets 
are an entirely different proposition. 

IGS. 1 and 2 show two automatic seat 
J closets which are extensively used in 
shops of all kinds and are giving general 
satisfaction. Fig. 2 shows one closet 
all set up with the flush tank, piping, 
etc., all exposed (which is quite liable 
to be the way the work is dene on ac- 
count of cheapness), and Fig. 1 shows 
a similar closet with the flush tank, pip- 
ing, etc., all concealed behind a partition 
or wall. Of course the concealed closet 
tank is preferable, not only on account 
of the avoidance of tampering but also 
on the ground of appearances. In gen- 


$ 


eral these two objections are not re 
garded seriously enough to cause the 
additional expenditure for the slate oy 
extra partitions required. 

These types of closets work on th 
principle of the elastic properties of ai: 
and the head produced by water in a 
elevated tank. The tank in this ease 
however, is normally air tight and empt: 
while the closet seat is elevated in th 
front a little above the top of the bow 
The weight of a person sitting on th 
seat causes it to lower and rest on th 
top of the bowl in its proper positio1 
but this movement also opens the wate 
supply valve and closes the flush pip 
inlet into the closet, thus allowing th 
water to rush up the flush pipe into th 
tank, but not into the closet bowl. — 


2—Exposed Flush Tank Used 
Less Expensive Installations 


Fic. 


In the tank the air is compressed un 
its pressure is equal to and counterb 
ances the pressure of the incoming wat 
when of course the water ceases to fic 
Upon releasing the closet seat it rises 
its first position, shutting off the wa 

supply to the tank and op 


Fic. 3—Range Urinal Automatically Flushed at Intervals by 
Siphoning from a Olosed Tank 


ing the flush pipe to t 
closet. Then the water 
the tank, on account of 
head, but principally by 1 
compressed air in the ta 
above the water, rushes do 
the flush pipe and flushes | 
closet. 

HESE closets oper 

well on as low as twel 
pounds of water pressu 
which means the tank V 
fill up a little over one-b 
full before the rising P! 
sure of the compressed 
will equal the water P! 
sure of twenty pounds. 

The range urinal as sho 

in Fig. 3 operates as follov 
The water supply which 
usually a %4” pipe is dropl 
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The QUALITY LINE 


IRON CITY Sanitary Fixtures 


From moulding to final rigid inspection no pains are spared to 
make Iron City products the finest on the market. 


The Black and Gold label is your guarantee of the very best made. 


Plate D-Il2. Made in one size only, 22x27 


| IRON CITY Is The QUALITY LINE 


IRON CITY SANITARY MFG. CO. 
Pittsburg, Pa. 
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an Niagara Shower 


HE first standard popular-priced 
shower. 


It was the first and has always 


Speakm 


been first class. 


? 2 66 
But we haven’t been satisfied to let 
well enough alone.” We've _ pro- 
gressed. 


Every year we’ve been making im- 
provements; living up to the Speakman 
Standard; “the best on the market.”’ 
“e=yz A White China Handle equip- 

ment;no advance in price, however. 


Supply Pipes of Iron Pipe Size 
(both in weight and diameter.) 


Become one of the live dealers who 
find handle Nuagara 


Showers. 


it profitable to 


Just set one up in your salesroom in 
You ll be 


comparison with other makes. 
It’s a sure seller, 


the gainer. 
The latest in eficient shower construc- 
tion at moderate prices. 


-Speaxman Suppry AND Pipe Co. 


Riverview Wks., Wilmington, Del. 


New York Office San Francisco Office , 
A. G. Weber W.E. Gilchrist 
Representative Representative 
156 Fifth Avenue Monadnock Bldg. 
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If You Have Valve Troubles 


or are erecting a new installation, you want to know 
about the JOHNSON line of reducing valves. They 
were designed and are manufactured to pass the 
rigid inspection required of everything that carries 
the JOHNSON name. 


For years we have been making valves for places 
where the ordinary kind would not do the work. 
Sticking, binding and wearing-out are unknown to 
the valves that carry the JOHNSON Trade Mark. 


The prices as 
well as the valves 
are right. 


Johnson 
Service Co. 


DDOOWQOOQOOOOQOWDOOQOOOQOOOOWDOODOODOOWODEOOODOGOODOOOODOOOOODOO 


Milwaukee, Wis. 


Branches Everywhere 


Air Regulating Valve Steam Reducing Valve 
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into the tank and is throttled at the 
valve sufficiently to fill the tank, which 


to 25 minutes, according to frequency of 
flushes desired and, when filled, auto- 
matically syphons itself out and causes 


Cats 6 Ceurour 
| 1813 Malbok (Fare & COVEr 


contains approximately 20 gallons, in 15 ; 


as a lean-to on a large erecting railroa 
shop employing 800 men—there bein: 
one of these toilets placed near each en 
of the building, which was approximatel: 
700’-0” long. 

As you will notice on the plan, ther 
are two stairways leading up to th 
washroom above, which are kept locke 
except at mornings, noon and quiftin, 
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the volume of water to flow through 
trough with sufficient Velocity to thor- 
oughly cleanse it. 

The urinals should be porcelain 
enameled lined inside and be supplied 
with brass strainers, as the action of the 
urine on cast iron is very detrimental in 
its effects. 

Figs. 4 and 5 show a plan and sections 
of toilet and washroom facilities for 400 
men and includes a washroom not shown 
in plan on any of these sketches, having 
266 lockers directly above the room 
shown on the plan Fig. 4. 

This washroom and toilet room take 
up two bays—22’-0” long by 26’-0”, being 
of two floors in height and constructed 


a aS: ‘a "9 ieee : 
* 6'Sol/- Y wa. 4—Toilet Accommodations in Shop of Railroc 
We Employing a Large Number of Men 
~S 
time; this prevents the men going 1 
aK there and loitering during workil 
17 hours. 
= . 
1] (To be continued) 


———— 
The Mark-Lally Co., of San 
Francisco, Cal., Extend 
Enterprise 


been acquired by the Mark-Lal 

Co., the plumbing supply house 
San Francisco, Cal., the most recent a 
dition being the acquisition of the bu 
ness of the Ps F. Howard Co., at Webst 
and 10th streets, Oakland, Cal. The S 
Francisco establishment of the Howa 
Co. will now receive the entire attenti 
of that firm. The Mark-Lally Co. mai 
tains branches in San Francisco, Stoc 
ton, Fresno, San Jose and Oakland, C 


A MAIN office and four branches ha’ 
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The Quality Line That 
Challenges Comparison 


PLATE 123 D 


OUR LINE IS 
COMPLETE 


Write for Catalog 
and 


Consult Your Jobber 


PLATE 135 D 


Vitreous China Solid Porcelain Enameled Ware 
“RIVERSIDE” mera VEC) Nit “PORCELIRON” 


WHEELING SANITARY MBG. CO. 


Wheeling, W. Va. 
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Every Motor 


Driven 
Water System 


should be automati- 
cally controlled 


q Half the advantage of 
motor drive on a pneu- 
matic water system is lost 
unless the motor startsand 
stops without human at- 
tention. 


Fig. 239-E LEADER Automatic 
Electric Controller 


Q Reliability is the im- 
portant thing in the 
LEADER Automatic 
Electric Controller. The 
carbon to carbon contacts 
insure unlimited service 
without interruption. 


Q The glass cover pro- 
tects the parts from dirt 
and injury. 


q Your next electric job 
should be equipped with 
a Fig. 239-E LEADER 
Automatic Electric Con- 
troller. 


Q List Price $40.00, sub- 


ject to discount. 


Leader Iron Works, 


MANUFACTURERS 
Decatur, Ill. and Owego, N. Y. 


New York Office—15 William St. 
Chicago Office—Monadnock Block 
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27 exception may be 


N Fig. 
ik to the use of separate drains  be- 
tween the main drain and the soil 
pipes and waste pipes on each side of 
the area; but it should be remembered 
that if the two branches are joined 


taken 
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Municipal School of Technology, Manchester, Ene¢land 
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ware laid on a 6-in. bed of concrete and 
jointed with Portland cement. They are 
covered with cast iron grids, resting on T 
irons, that are held firmly in position in 
the concrete by means of bolts riveted to 
the T irons at intervals of 18 inches. 

The space between the grid 
and the channel is filled in with 


white glazed tiles cut to suit 
the inclination of the channel 
and bedded in cement mortar. 

The wash tubs’ discharge 
their contents by means of 
short lengths of waste pipes 
directly into the portion of the 
channel laid parallel with the 
outer wall. The outlet of the 
channel delivers into the hop- 
per receiver of a self-cleansing 
trap fixed outside the building. 
This arrangement obviates the 
necessity for a drain opening 


Casl iron cover 


inside the building, and is cer- 
tainly the better practice. The 
channels can be readily cleaned 
after each use. of the laundry, 
as the grids are of light section 
and easily removed. 


Basement _ Floor 


8 


HE drainage of basements 

i ie #' Flag j by gravitation methods is 
ss ar a comparatively simple 
4-0 matter, the chief care being to 


inside 
basements. 


avoid open drain inlets 
the buildings or 
Modern demands require the 
? use of channels laid in the 
basement floors and which are 


in Sone os SoM le 

. U aoe 4 
6" Concrefe * . * 
:! . o 
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discharged over or into open 
gully or other traps fixed in an 
open area outside the building. 
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M ber. 
N to one pipe as near to the area wall as pos- 
sible, an air shaft would be necessary at the 
outgo of the waste pipe disconnecting trap, 
to prevent syphonage of the contents of the 
latter. 

Fig. 36 shows the plan and longitudinal 
section of the inspection chamber in the 
covered area. It will be observed that the 
branches referred to above, enter the main 
channel through one. specially enlarged 
curve so arranged that the discharge from 
the soil pipe drain will not exhaust air 
from the waste pipe drain. 

The drainage of the basement floors is a 
comparatively simple matter in the example 


77H 
Cross section, of channel} 
in laundry Floor 


Fic. 37—An Enlarged Detail of Channel 
in Floor. Lined with Enameled Tile 
and Covered by Iron Grating 


on hand; the whole of the floor surface is 
connected to the laundry floor, in which 
channels are formed to receive the laundry 
waste water and convey the same to the 
drain. 

Fig. 37 shows plan and longitudinal sec- 
tion of the channeling and the manner in 
which the waste is received into the drain. 
An enlarged detail of a cross section of the 
channel is also given in Fig. 37. The laun- 
dry floor is of concrete with a granolithic 
surface and laid to falls draining into the 
channels. The latter are of glazed stone- 
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Fic. 36—Plan and Sectional View of Inspection Cham- 
Branches Enter Through Several Curved 
Branches and Do Not Exhaust the 


If no area exists at the point 
where it is most convenient for 
the basement drainage to be 
received into the outside drain, 
the arrangement shown in Fig. 38 will be 
less costly and quite as efficient as would be 
obtained by the construction of a special 
area. It will be observed that the vertical 
shaft has a horizontal branch that projects 
into the building at the requisite level to 
receive the channel drainage. The shaft 
and branch are of 18” earthenware or stone- 
ware pipes and at the base of the former 
is placed a gully trap, having a dish or 
receiver above it to convey the liquid waste 
into the trap. Access to the branch drain 
is secured by means of a splayed junction 
placed immediately beyond the trap and 
with its branch arm entering the 18” shaft. 
The top of the latter is usually terminated 
about 4” above ground level and provided 
with a cast iron grid. 

The drainage of basements that are be- 
low the level of the sewers requires careful 
consideration. It is essential that the liquid 
waste to be dealt with under such condi- 
tions be reduced to a minimum. 

There are several methods and appliances 
that can be used for raising basement 
sewage to a requisite level to allow of its 
ultimate removal through the drains and 
sewers by gravitation. 

The choice of appliance will be governed 
largely by local circumstances, but in all 
cases the apparatus must comply with the 
following conditions :— 

(1) Certainty of action under working 
conditions. (2) Entirely automatic in ac- 
tion. (3) Can be maintained at a reason- 
able cost. Car Reasonable initial cost of 
installing the apparatus. 

T is obvious that Nos. 1 and 2 are of 


Air 


vital importance to the success of a 
scheme, and in consequence must re- 
ceive prior consideration. In some instances 
the cost of installing an automatic apparatus 


is not justified by the quantity of sew 
to be raised, as instanced in the basem 
of small dwellings in low lying distr; 
The requirements of such positions ean 
met, by the use of small “hand pumps” 
which the basement portion of the sey 
is raised to the level of the gravita 
portion of the drainage system. 
Conditions involving the raising of 
age invariably develop where land igs eo 
and the space below ground level cons 
a valuable asset of the building ere ed 
the site. : al 
Nos. 3 and 4 must be consider 
jointly, otherwise it will be difficult t 
cide as to the best and most ecor 
method and apparatus to adopt for — 
particular case. Local circumstances as 
gards the availability of power or energ 
a readily applied form, will also inf 
the decision. The adoption of a p i 
is costly to maintain but com 
cheap to install, is of doubtful 
value. : 
The chief mechanical means 
available are :— et ’ 
(1) Ejectors, using power throug 
medium of steam, water, or comp 
(2) Centrifugal, or other types of pu 
(3) The “air lift’ plant by which 
is displaced from a low level to 
level by means of compressed air 
Where possible the whole (or 
the part of the apparatus which i 
give rise to nuisance) must be pl 
out the building, preferably below 
level in an open area. The height 
which the sewage is to be lifted 
reduced to the lowest possible ¢ 
with the object of keeping down 1 
nance charges. i 
The simplest form of apparatus ‘01 
purpose is the ejector. It can be arre 
to work automatically with steam, ¥ 
or compressed air as the motive force 
large buildings, steam is frequently : 
able in quantity and under sufficient 
sure as to satisfactorily work an ej 
In the absence of steam there is invar 
a supply of water that can be utilize 
the purpose. a 
Fig. 39 illustrates the essential fea 
of one method of applying an ejector i 
lation. It will be observed that th 
ceiver or collecting tank is placed u 
ground in the area. A galvanized wr 
or cast iron tank can be used for the 
pose, concrete rendered inside with 
land cement and backed with clay p 


Fic. 38—Drainage Received in Ohi 

Gully Trap Provided for Se 

Cleanout Under Grating for 
Access to Sewer 


will give equally good results, but t 
more costly. The levers for automa 
operating the steam supply valve are 
by means of the float F, which is pr 
with a hollow center and which rises 
with the accumulating quantity of § 
until the stop, S, is reached. Any f 
upward movement of the float carries 
with it the rod R, which in turn OI 
the lever connected with the steam 
The latter has a tumbling arm W con 
with the operating rod by means of < 
zontal lever. A link motion at this 
allows the lever sufficient range Of 
ment to fully open the steam valve, 
by the rising of the rod R, the tum) 
forced from the vertical position to th 
thereby ensuring a full and immediat 
ply of steam to the ejector. The vi 
so constructed that the ports remail 
until the tumbler is returned to the V 
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trade as the last word in Regulator Perfection. 
strument of its kind manufactured. 


makes, 
required to install other Regulators. 


why it is more dependable than other Regulators, 


Write today for full information—don’t 
going to be a profitable one to the live fitters, 


put off doing this—the Regulator season is now on 


Regulator Perfection 


We offer the improved Model 12, clock or plain pattern, Honeywell Temperature Regulator, to the 


This little device is unquestionably the simplest, neatest, handsomest, most accurate and dependable in- 
It is sold under a twenty year guarantee and to the trade only. 


The Honeywell is the most carefully built and tested Regulator made, yet it lists lower than some other 
Owing to the care given to preparing and assembling all parts, it can be installed in less time than is 


Our Regulator catalog tells all about the Honeywell Temperature Regulator—tells why it is noiseless 
in Operation— why it can’t run down and leave the dampers open—why dust or dampness do not effect it— 


and its 


io PHB : * 

ONE Y WELL 

HEATING SPECIALTY (©: 
Wabash, Ind. 


New York Office: 


141-145 W. 36th St._Herald Square Bldg. 
F, T. Rawley, Manager 


Regulator saves coal. 


“Standard” 
RECESS BATHS 


In many kath rooms, especially in hotels 
and apartments, where all of the space 
must be utilized to prevent crowding, a 
recess bath is sometimes the only fixture 
that can be used to advantage. 


To meet these conditions “Standard? Re- 


| G 
: a ; XO} 
cess Baths, designed for tiling into the wal 
walls and floors, are admirably adapted sai iain j 
and possess many advantages. | 
spre Se — Soy are — eee ee 
The new “Stardard* Catalogue “P” jllus- aS ee dS SE earl Gaia ace Sa TOK 
i } ea? a Yor 
tratesa large variety of Recess and corner | $ 
tiled-in baths. ma XO} 
MALVERN—Plate P-2337-J I 
Write for a sample of Our new pocket ‘Standard” Porcelain Enameled “Malvern” Pattern Recess Bath with Centre Outlet and 3'%- || 
catal i 1 d « BATHS t inch ae ees with eee wt be ee ey aay and bs PUNE, Badly | 
Supply Vipes, Compression alves, China Cross Handles with Indexes and Indexec thina Cross | | 
f ogue entit € Standard’ : sen Hanglle Waste. vee ara itor a ik | 
4% ine iach 5% inch Ve | | 
ree to plumbers upon request. Price complete as described $78.50 83.50 88.50 93.50 | 
| 
Standard Sanitary Wig. Co. 
GENERAL OFFICES PITTSBURGH, PA. 
OFFICES AND SHOWROOMS 
New MOrk.... ..35-37 W. 31st Street PPALGSOUTEM 5) sues a)e 106 Sixth Stree 
Boston, lina « John Hancock Building Washington, D.C., 200 Southern Blde. Toledo, Ohio......311-321 Erie Street Cleveland. 648-652 Huron Road, S. E 
et ........ Houston,Tex., Cor. Preston & Smith Sts. Louisville. .319-323 West Main. Street Montreal, Can..215 Coristine Building 
Karpen Bldg., 900 S, Michigan Ave. Fort Worth, Tex...Front & Jones Sts. Nashville, Tenn. .315-317 10th Ave., S Toronto, Can..59 Richmond Street, B. 
a Mis. ..100-102 No. Fourth Street Cincinnati, Ohio....633 Walnut Street San Francisco, Cal. .. wet este eens Hamilton, Can..20-28 Jackson St., _W. 
hiladelphia.... , . 1128 Walnut Street New Orleans. Baronne & St. Joseph Sts. ....Merchants Nat’l Bank Bldg. London,Eng.,57-60 Holborn Viaduct, E.C. LJ 
——d wy 4 = -— —~4 
a Cet Ce es BEI ll 5 55),@. 
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Saunders’ I X L 


Pipe Cutting and 
Threading Machine. 


Reduce your labor expenses by using 

_ the SAUNDERS’ I XL. These machines 
are offered as being less expensive, more 
substantial, more thoroughly fitted, and 
better adapted to general use than any 
in the market. 


SEND FOR CATALOG 


' —D. Saunders’ Sons, 
Yonkers, N. Y. 


¥% to 2in. Pipe 


A Heating System Under Control Is 
Worth Two That “Run Wild” 


No one is so quick to realize this fact as the man 
who installs the 
Automatic 
Thermostat 

Heat 

Regulator 
because the saving in fuelalone, due to a uniform fire’ 
will save the price of the Crandon in two seasons - 
to say nothing of the joy of being free from heating 
troubles and worries. 

You ought to sell the Crandon for the profit that is 
in it, as well as the ease of installation. Write a postal 
for booklet and terms. 


CRANDON MEG. CO., Crandon Bldg. 
BELLOWS FALLS, Vt. 


A Booklet About fhe 
“JANITOR THAT 


NEVER SLEEPS” 
Send for it today / 


| 


Steel Tanks for Compressed Air 
and Water Systems 


Every AIR-TIGHT ‘Tank is g iaranteed not 
to leak under pressure specified. 

The seams and heads are “brazed”, making 
the tank one solid piece of steel. 

We have been building AIR-TIGHT tanks 
for 20 YEARS with never one returned. 


NU 


Send for prices 


Air-tight Steel Tank Co., 


Pittsburgh, Pa. 
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(KON PIPE-JOINT COMPOUND 
For Pipe Joints eintGon do better than to use Dixon’s Pipe- 


Joint Compound on all pipe joints—keeps all 
joints tight. 
JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 


Plumbers, Steamfitters, Gasfitters & Tinsmiths S 


BLUE & QUERIPEL COMPANY, It 


119 & 121 East 124th Street, 


Telephone 


Zi 


1178-1779 Harlem 


- 
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position by the float F coming in contact 
with the disc D and causing the rod R to 
descend. 

If a supply of steam be not available, the 
town’s water service can be utilized with 
effective results, if the pressure be not less 
than 40 lbs. per sq. in. 

The channel 
made to drain 


is 
in the 


in the basement floor 
into the trap 


T, 


Fic. 39—Automatic Steam Ejector Oper- 
ated by Float Valve 


area, so that the products of decom- 
position arising from the sewage in the 
tank cannot pass into the building. In many 


instances a special vent pipe is connected 
with the tank, to prevent an accumulation 
of foul gas therein. 

Small water motors can be used with ad- 
vantage for raising sewage from basements, 
if an adequate water service be available. 

(To be continued) 
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Missouri Firm Install Fine Plumbing 
and Heating System 


REPUTATION for first-class  ser- 
A vice and good work is what the 
firm of Burgess & Kerwin of 
Joplin, Mo., started out to build when 
they engaged in the plumbing and heat- 
ing business eight years ago with modest 
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tric washers, drying rooms and ey. 
convenience for the modern home, 

The house is supplied with two wa 
lines—city supply for drinking purpo 
and soft water for the laundry ; 
baths. The drinking water line is < 
trolled by by-pass valves to permit 
use of either city or rain water, ' 
soft water is brought to the house f 
a cistern 20 x 20 feet, located in 
yard, by a %” galvanized pipe cove 
with cork and enclosed in 4” wrov 
iron pipe and buried under gror 

The yard is equipped with 150 spr 
ler heads distributed so that all p 
of the lawn can be reached. Hach f 
is controlled by valves in the basen 
of building. ; 

The residence has two _ bathro 
equipped with recessed bath tubs, h 
grade closets and lavatories. Ther 
also a shower room equipped with 
Italian marble stall and shower ~ 
anti-scalding valves. The kitchen 
pantry are equipped with high-g 
fixtures in conformity with the res 
the building. The hot water is sup 
by a “Ruud” automatic heater. 

The hot water heating system con 
of over 1,400 square feet of pressed 
radiation, all of which is hung fron 
walls on brackets. 

The boilers consist of a 1,500 sc 
foot “Ruud” house heater with coz 
tachment and a sectional boiler 
oil burners. The oil burners were | 
nated by Mr. Kerwin. 

The system is under thermostatic 
trol, working independently on 
boiler with only one regulator. D 
the last winter the “Ruud” heater 
ried the entire job with perfect sat 
tion. This is worthy of mention, 


quarters but with a strong determina- 
tion to succeed. 

They recently completed the plumbing 
and heating in the new residence in Jop- 
lin of J. W. Freeman, superintendent of 
the United Iron Works. The building is 
also equipped with a vacuum cleaning 
system, complete laundry, including elec- 


Ruud Gas Water Hea‘er Installed on Heating System in Residence at Jopli 
by Burgess & Kerwin of That City 


sidering the fact that the radiat 
almost the capacity of the boiler. 

All the piping in the building 
cealed. The fixture connection 
made through the walls. 

Both Mr. Burgess and Mr. I 
gave their personal supervision — 
work, which is of the highest 
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Chapter VI. 


HEN Mrs. Asket came in one morn- 
V ing, Bill looked up and said, ‘Well, 

Mrs. Asket, I suppose you know 
this is the beginning of another month 
IT am waiting to see what all this 
ing, inventory, and other stuff that you 
‘Sary’ have been chasing after the last 
y odd days amounts to.” 
ring a chair right over to Sary’s table, 
’ said Mrs. Asket, ‘and I will show 
some things, and I will try to make 
see some others; but you must remem- 
Bill, that the results so far are more 
ess rough and can be gotten down to 
eat deal finer and more accurate point 
me goes on and we have more accurate 
‘ds of “past performances” to use in 
iating the future. Now here is a little 
ft on which for simplicity ‘Sary’ has 
off some totals and I wish you would 
it carefully.” Bill took the sheet and 
is what he saw :— 


IMATED COST OF RUNNING BUSI- 
NESS FOR ONE YEAR AND THE 


RESULTING SHOP RATE 
stment in Stock........$500.00 
: MMUOOIS” ss 652... 150.00 
L “Furniture 25.00 
MeeVeRIMeEnt .......... $675.00 
est per year on Investment 
i SS $ §640.50 
r and Tear on Tools and Fur- 
DICE elec sce ee ees 17.50 
at $30.00 per month.......... 360.00 
meron @) $6.00...-.......... 30.00 
Ma@meous Cartage ............ 120.00 
SEM iif tele coves ee eee 240.00 
est on $500.00 of Outstanding 
CS 30.00 
faeetees.00 per week.......... 156.00 
spent in Estimating and in 
Ip @ $5:00 per day........... 480.00 
5 ae 0 Cee 12.00 
‘ Small Expenses, Carfare, etc. 36.00 
Bills, not collectable, estimated : 
OSS 192.00 
ing Expense for one year....$1,714.00 
ing Expense for one month = 
os OU S 142.83 


il Business per month consists of about 
200.00 material and $120.00 labor or 
320.00 total. Allowing 5% for bad bills 
his is equal to about $320.00 — 5% or 
304.00 effective work installed. 
33 + $304.00 = $0.47 shop rate or 
early 4% more to be figured besides the 
ctual value of time and material. 
OW,” said Mrs. Asket, “some of 
N that is pure estimate so far but 
by keeping track of all the money 
xpend we will soon have exact figures. 
lancing down the items you will see 
it is costing you about $145.00 per 
1 to run your business besides the time 
ictually put on your jobs and the ma- 
Ss you supply. As near as ‘Sary’ and I 
find out you actually spent on the 
this month about $120.00 worth of time 
ut in about $200.00 worth of material. 
u allow about 5% for bad bills that 
an never collect, this amount for time 
material becomes 5% less or $304.00 
| effectively spent, 
-W, to proportion a fair amount of your 
ng expense to each job we divided the 
ng expense by the value of the effective 
you installed and get a figure of 47 
Which means that‘ for every dollar of 
and material you put in a job you were 
& 47 cents more to run your office, 
Therefore, the actual cost of your work 
wot the $1.00 you put into it, but $1.00 
47 cents, which equals $1.47. Do you 
hat this item is mighty important?’ 


- 
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SEEN 


“Why, yes,” said Bill, “that simply means 
that the real cost of the work to me is the 
expense of the work together with part of 
what it. costs on the shop end. But why 
the 47%? Why not just add something on 
each job and save all this figuring?” 

“Because,” said Mrs. Asket, “that’s sim- 
ple guesswork and you never know whether 
you are adding enough or too much. After 
you get the shop rate it is much easier to 
estimate and to figure profits. Suppose a 
job for time and materials figures $75.00, 
then to run your shop, ete., will cost you 
75 XX $0.47, which equals $35.25 more: this 
makes your total cost $75.00 plus $35.25 or 
$110.25. To this you should add your profit 
and contingency of 20%, or $22.00 more, 
which makes your bill $132.25. 

“Now apply this to Mr. Brown’s new 
water-closet that you put in last week. The 
closet cost you $35.00 and your time $5.00, 
or $40.00 total. Now the way you figured 
was something like this: $35.00 for closet 
plus $5.00 for time plus $1.00 for cartage 
plus 40% for a big profit equals $41.00 plus 


“How Many Jobs, Bill, at a Loss 


the Poor 
40% or $41.00, plus $16.40, which equals 
$57.40, and you made your bill $60.00. 


What the job really cost is $35.00 for closet 
plus $5.00 for time, plus 47% shop or $40.00 


plus $18.80, which equal $58.80. To which 
your 5% for contingencies and 15% profit 


adds $11.76 or a total of $70.56, so you see 
instead of making a big profit of 40% you 
made about 38%, depending on the contin- 
gencies you found after you got there. That, 
however, was not so bad, as 3% is all right 
if you make it on every job and have enough 
jobs. 

“Let us look at that gas piping you added 
tn Mrs. Jones’ house. You spent three days 
running that pipe through partitions and 
floors for which your time amounted to 
about $15.00 and the pipe and fittings to 
about $3.00 more for which you charged 
her $22.00 feeling that you had made your 
time and $4.00 profit. What the “job really 
cost was $15.00 time plus $3.00 material or 
$18.00 plus 47% for shop ($8.46), which 
equals $26.46! Think that over—you worked 
three days, and not only didn’t make any 
profit but actually charged $26.46 minus 
$22.00 or $4.46 less than the job and the 
shop cost you. 

“Why, you almost made her a present of 
a day’s time as well. How many jobs, Bill, 
at a loss of about $5.00 each will it take to 
put you in the poor house? Don’t you see 
that all the 3% profit that you made on 
Mrs. Brown’s went out to make up the loss 
on Mrs. Jones’? You can see from that Mr. 


of $5.00 Each Will It 
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By H. L. ALT 


Brown’s cost of $58.80 deducted from 


his 
bill of $60.00 leaves $1.20 profit out of which 


you turned around and 
Mrs. Jones’ Job. 


paid $4.46 loss on 
Leaving $3.26 loss on the 


two jobs. Do you wonder you are not 
coming out?” 

“Well,” said Bill, “I’m getting paid for 
my time.,’’ 

“So you are,” said Mrs. Asket, “and so is 
every plumber working for somebody else 
without the responsibility and care of run- 
ning a_ shop. Now, if you pick out the 


profitable jobs and let your competitors take 
the losing ones, it will only be a matter of 
time until you, with your constant profit, 
profit, profit, will be way ahead of those 
whose accounts read profit, loss, profit, even, 
profit, loss, ete. You will get along all right 
if you remove as much as you can the guess- 
ing, and chances of contract work, and, by 
knowing just what work costs you and will 
cost you—make your prices to pay a profit 
or let some one else shoulder the loss.” 

Bill shoved back his chair and jumped up. 
“Well, ‘Sary,’” he said, “I guess you can 


Take to Put You in 
House?” 


stay another month and I will try Mrs. 
Asket’s plan. If it don’t work, why it will 
be easy enough to stop.” 

the other 


HEN “Sary” came in 
afternoon she found Bill fussing 
hot 


with a gas heater for wate! 
and she looked with great interest at the 
interior coil of copper with its snakey curves. 
“Bill,” said she, “what is that thing all 
curled up round and round like that for?’ 
“Why to have the heat from the gas flame 
pass across pipe after pipe so as to 
time for the heat to be absorbed by the 
water inside of the pipe. Besides,’ said 
Bill, “when the coil gets hot it expands like 
almost everything else and being curled 
round like this the expansion simply makes 
the loops a trifle bigger but does not do 
any damage like it would if the pipe ran 
straight.” 
“Oh,” said 


give 


“Sary,” “but doesn’t it get red 


hot when the gas has been burning for a 
while?” 

“Why no,’ replied Bill; ‘‘you see, the 
water inside the coil will absorb the heat 


the coil can ab- 
so the coil sel- 


from the inside faster than 
sorb it from the gas flame 


dom gets much hotter than the water.” 
“But,” said ‘“Sary,” “the water can’t ab- 
sorb heat forever, can it? When it gets 


hot after a while what happens?” 

“Why the water expands when it gets hot 
just the same as the copper coil expands, 
but water being a liquid expands and be- 
comes lighter than the cooler water so it 


Instantaneous 


Hot Water 
HEATERS 


are in a class 
by themselves 


Your customers will 
appreciate the differ- 
ences in the HOFF- 
MAN that make HOFF- 
MAN Heaters superior 
to all others. 


Better design, better 
materials, and greater 
efficiency make HOFF- 
MAN Gas Water Heat- 
ers the BEST, 
Send for catalog 
and prices. 


The Hoffman 
Heater Company, 


Lorain, Ohio 


OUR NEW BINDER 


A serviceable and handy arrangement for 
holding THE PLUMBERS’ TRADE JOUR- 
NAL, will be sent FREE to any subscriber 
sending {us a new subscription, or sent 
post paid for 35 cents 


Galvanized Iron 
Refrigerator Drain Traps 


Two sizes, 8 and 10 inch 
Threaded 1% inch iron pipe opening 


Pipe Hangers, Drum Traps, Ete. 


Write for prices 


RIVERSIDE FOUNDRY CO. 


Kalamazoo, Mich. 


566 


WILHELMI and MODERN 


Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 


INTERIOR HEAVILY TINNED 
Guaranteed Against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO., Makers 


PATERSON, NEW JERSEY 


Long Life Greater Adjustment 


This WATSON adjustable roof flashing is made of 
heavy copper. It is practically indestructible. 


There are NO SEAMS and NO SOLDER at the roof 
line. You can setitin two minutes. When once set 
it STAYS PUT. 

Send for complete particulars 


Davis-Watson Mfg. Co., Inc. 


Nashua, New Hampshire 


LOOK! 


Notice the 
Compound Action 
of the 
Gears and Smooth PATENTED FEB. 3, 1903 
= : Specify Fabian top or bottom. 
Action. Nothing 


Supply ball tanks in flush tanks, 
Use them in repair work. Send for cireular 


FABIAN-HOWARD CO. 
2(30 Germantown Ave., Philadelphia, Pa. 


THE WADE IRON SANITARY CO. 


Back Water Gate Valves, Cleanout House 
Drainage Fittings, Iron Catch Basins 
Cast Iron Covers, ete. 
Send for catalog 
il. 


18 E. Harrison Street, Chicago, 


METAL BACK MEDICINE CABINETS 
FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 
cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to install. 
Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 
late glass Shelves. Beveled French Plate Glass 
irror, and Lock and Key. 


Price is right. 


Frank H. Graf Mfg. Co. 
323 7th Ave. New York City 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 
EASTERN REPRESENTATIVES: OLIN & GIBERSON. INC., NEW YORK 


OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 


to Get Out of 
Order. 


Ask for the 
Fabian Ball Cock 


Send for catalog. 


STRONG EFFICIENT 


FITS EVERY SIZE PIPE 


FITALL HANGER STRAP 


ECONOMICAL 


ADJUSTABLE 
TWISTED WIRE AND STEEL CO. 


515-21 Greenwich St. - Sea New York 


rises up through the copper tube and out 
of the pipe at the top and pushing the water 
ahead of it. As soon as the cooler water 
becomes heated it also rises and repeats the 
operation. This makes what is called hot 
water circulation.” 

“Yes,” said “Sary,” “but I don’t see why 
it should rise any more than why it should 
sink,” ; 

“Now, look here,’ said Bill, and he took 
a piece of chalk and began making marks 
on the floor. “Suppose this is a hot water 
boiler and this is the gas heater or, if you 
wish, the hot water back in the kitchen 
stove. We have two connections, one where 
the hot water comes into the boiler and 
another where the cold water comes out. 
There is a certain vertical distance between 
them which can be called the circulation 
head. If the water is cold there is no cir- 
culation and it simply stands in the pipes, 
water back and boiler are in a stagnant or 
quiet state. But if heat is applied at the 
heater so as to make the water in the heater 
hotter than the water in the boiler and 
pipes then the water in the heater expands 
and occupies more space than an equivalent 
amount of colder water. That is to say if 
the cold water weighs, we might suppose, 
60 lbs. per cu. ft. and if it expands about 
1/10 when heated, then roughly it weighs 
about 1/10 less per cu. ft. after being 
heated or 54 lbs. Of course this is exag- 
gerated, but you can see the idea. 

“Now you have an unbalanced condition 
of affairs which will tend to equalize if 
possible. If you placed a lot of small chips 
of wood in the heater pipes you would ex- 
pect them to rise up and float because they 
are lighter than the water and the heated 
water follows the same principle, being 
lighted than the cold water. So after being 
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heated it pushes its way up toward 
top of the heater then out through the 
water circulation pipe into the boiler, 
doing this it pushes the water in front 
and the pressure on the cold water in 
boiler causes it to follow up the rising 
water behind through the cold water 
culation pipe, until it reaches the he 
portion and becomes in turn heated it 
then the operation is repeated and rep. 
until the entire contents of the boiler 
have passed through the heater ge 
times and the boiler thus becomes very 

“Why I always thought,” said “Ss 
“that you just stuck a pipe from the | 
into the stove and heated the end 
just like when you stick a poker in th 
the end gets red hot and the whole — 
gets warm very quickly.” 7 

“That is quite true,” said Bill, “bu 
end of the pipe stuck in the fire woul¢ 
be liable to get red hot and make sg 
which would produce a rumbling ar 
dangerous. In heating water the id 
rather to heat the whole body of wat 
a moderately hot temperature than to 
heat a small portion and leave the rest 
By use of the circulation pipes I have 
shown you the tendency of the hot 
to rise is taken advantage of and as 
by the arrangement of the pipes so th: 
flow is all in one direction and th 
water coming back to the boiler fro 
heater does not have any conflict wit 
colder water coming in to take its _ 

“Isn’t it funny,” said “Sary,” “sor 
what seem the simplest things really 
quite a little to them when you co! 
look into them and others, which seem 
hard to understand, are very easy whe 
are properly explained?” : 

(To be continued) 
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representative had the pleasure 

of meeting E. J. Hughes, 3822 

Olive street, St. Louis, Mo., and, 

as Mr. Hughes is chairman of 

the Outing Committee of the 
Master Plumbers’ Association, he was told 
to wait till the outing for the fireworks. 
They were there! 

BE. Ettinger of 3533 Easton avenue, St. 
Louis, Mo., reports business as very brisk. 

L. J. Cuneo, 1019 Chestnut street, St. 
Louis, Mo. is a genius in the gas pip- 
ing line. 

The John Frost Plumbing Co., 1515 Chest- 
nut street, St. Louis, Mo., report business 
as satisfactory. 

CG. S. Moynihan of 1814 North Grand ave- 
nue, St. Louis, Mo., is so busy that he keeps 
two mechanics employed at all times. 

Louis Fox, Jr., has removed from 715 N. 
Vandeventer avenue, St. Louis, Mo., to 721 
same street, and reports that he is working 
night and day. 

A. F. Fettig of 3413-3415 Olive street, St. 
Louis, Mo., has just returned from the west, 
and Chris Dunn, his partner, said Mr. Fettig 
was never in better health. 

J. H. Crowley, 5895 Delmar avenue, St. 
Louis, Mo., is on an extended business trip 
to the Coast and his son, H. M. Crowley, is 
taking care of the home industry in fine 
shape. 

J. A. McBride of the Hanley-Casey Co., 
is now figuring on being away from the 
office, 1607 Olive street, St. Louis, Mo., long 
enough in 1915 to attend the convention at 
San Francisco. 

We are sorry to hear that our old friend 
William Burke of 1914 Olive street, St. 
Louis, Mo., was burned out by a disastrous 
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fire. He bears his misfortune with a 
and hopes for better luck next time. 


While strolling through the stree 
night upon pleasure bent, a voice 
distance called, “Avast there, Jand lu 
and THE PLUMBERS’ TRADE JOURNAL 
sentative turned to behold the Hon. 
Farrell of 1622 Chestnut street, St. 
Mo., and was informed that he the 
in salt water around town. The ho: 
Senator has represented Missouri two 


Tue PLUMBERS’ TRADE JOURNAL 
sentative caught John F. Reardon, 
Vandeventer avenue, St. Louis, Mo., 
act of smuggling four or five bas! 
eats to take home for Sunday dinne 
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Fine Report. from Hint 


W. Va. 

ROSPERITY seems to be i 
dence at Hinton, W. Va. acc 
to the reports received from | 
Construction Co., plumbing and I 
engineers of that city. A num 
large jobs are now receiving the 
tion of this concern, and sufficien’ 
is on the books to keep their 
force busy well into the winter. 
President and General Manager 
Lawrence, Vice-President A. an N 
ham and Secretary and ‘Treasu 
Lawrence, are all well-known men 
trade. This firm has a nicely al 
showroom and office at 316 S 
street, and enjoys the patronage 0 

desiring the highest class work. 
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Improvising Testing Plugs 


T is said that anybody can do good 
work if they only ‘have plenty of 
good tools to do it with, but where 
the real skill of a workman is shown 
is in doing good work without the 
necessary tools, apparatus and mate- 

als. In the large cities where there are 
pbing houses which carry a complete line 
everything that could possibly be required 
, a plumber or fitter, there is no excuse 
r being without the necessary tools and 
tings. In the smaller places, however, 
here to the local workman the unusual is 
metimes called for, he is sometimes hard 
it for means to solve the problem, without 
necessary loss of time, delay, or the tying 
) of good money in fittings which will be 
eless thereafter. 

One thing which more than _ another 
thers plumbers in small places is the occa- 
mal testing of soil, waste and vent lines 
mprising the drainage system. So seldom 


g. 1—WMethod of Plugging a Main 
Drain Trap for Testing 


2 they called upon to do this that when 

sy are it is generally viewed in the light 

a calamity. Of course, we of the larger 

ies might assume a virtuous air and pro- 

t that all work ought to be tested, and 

int out the fact that in the more advanced 

ies of the country all drainage work is of 
sessity tested. 

Before handing ourselves that bouquet, 

wever, we should pause long enough to 

sider that we do not test our work 
untarily; that before plumbing laws were 
ssed and plumbing inspectors appointed, 
no more thought of testing the _ soil, 
ste and vent pipes we installed, than they 
in the small places today. 

t was only when stern necessity in the 

m of plumbing codes confronted us that 
became wise and virtuous, and could 

k down with disdain upon our poor be- 

hted neighbors of the smaller cities who 

confronted with no such coercion. In the 
se cities, today, if the plumbing laws were 
ldenly abolished, we would one and all 

p the water test like a red hot coal, for 

ch as we appreciate its value, we could 

afford to take the necessary precautions 
our competitors omitted it from their 
imates and work. 

N the smaller places, then, where stern 
necessity does not force them to do 
Work against their will, testing of the 

» Waste and vent pipes is dispensed with 

y in those exceptional cases where the 
hitect calls for a water and perhaps a 

ke test, and the superintendent in charge 

OWS up to see that they are applied as 
led “for. Unused to such a proceeding, 
contracting plumber generally ignores it, 
a fad of the architect, until his attention 
called to the requirement by the super- 
ndent, and there is then some tall hust- 
; to comply with the terms of the con- 
et, without delaying the other workmen 
the job. The writer has seen a number 
these tests made, and some of them are 
arkable for the ingenuity displayed. 

‘he trouble Senerally comes when they 
making ready to apply the test. It is 
n for the first time that they give con- 
ration to the fact that all openings must 
closed if they want to keep the water 
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Kinks for The 
Plumber and Fitter 


One Man Can Do It 


where it took from two to four by 


the old method 
The Nye Flange Wrench 


A wonderfully proficient and simple tool to make 
or take off flanges. - 


Ee BINNER 
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in the system, and they awaken to a realiza- 
tion of the fact that they have nothing to 
close the outlets with, and the nearest job- 
bing house is many, many miles away. Even 
if a supply house were close at hand, the 
contractor would hesitate about purchasing 
a lot of testing plugs, which, according to 
his point of view, he might never be called 
upon to use again. Under such circums- 
tances we would all be tempted to make use 
of a make-shift or two, sooner than lose 
money on the job. 

Some of the ingenious methods used for 
closing the openings to soil, waste and vent 
pipes during the testing of the drainage 
system which have come to the writer’s at- 
tention are here given for the benefit of 
those plumbers in small towns, or on sub- 
urban work, who are short all or a few of 
the testing plugs necessary. 

The one point or place in the drainage 
system which seems to give the most trouble 
is the main drain trap, or the end of the 
house drain where it extends five or ten 
feet outside of the foundation wall of the 
building. The most natural way to appeal 
to the plumber is to try and plug the end 
of the pipe, and with that aim in view, 
oakum, putty, plaster-of-paris and various 
other things have been forced into the end 
of the pipe, even the helper’s overalls being 
used in some cases of emergency; then big 
stones are piled against the end of the pipe 
to hold the plug in place, and the stones are 
held in place by means of stakes driven in 
the bottom of the trench. 


ANY a time has the writer seen such 
M a contrivance carefully arranged 
and secured in place, only to see, 
when the water rose high enough in the 
stacks to create a good pressure, the entire 
plug blow out, and the trench flooded, de- 
laying thereby the test for a day or so until 
the earth dried out enough for the trench 
to be again entered. 

And there is where the rub comes in a 
test of that kind. The pressure the plug 
has to withstand is tremendous at times, 
and nothing but a solid and strong construc- 
tion will bear up under it. Just let us take 
a simple little example for instance, to show 
how great a stress is put upon a testing 
plug. Let us assume a comparatively low 
building for the purpose, in which the height 
of soil, waste and vent stacks, from the 
house drain outside of the foundation wall 


Im’ Nye, the Die Man 


One man can do more work in an hour with this 
tocl than three can do in a forenoon in the old way. 

Bolt the wrench to the face of the flange through the slots provided in 
the wheel—insert a length of pipe into the handle and the operation is continuous 
until the flange is made or taken off. Never slips—never burrs or scars the 
face of the flange. 
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I guarantee this wrench to give satisfaction and 
do exactly what I claim it will do. If it doesn’t 
you get your 
money back. Here 
is a tool that the 
shop has needed 
for a long time. It 
makes simple what has beena tedious operation 
and it saves a lot of time and trouble. Why be 
annoyed by man-handling whena NYE FLANGE 
WRENCH will do the business in a jiffy ? 
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The Nye Tool and Machine Works 
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PURITY Self-Closing 
Bubbling Drinking Fountains 


are installed in the public 
schools of 12 progressive 
cities, in many private 
schools as well as in the 
Massachusetts General Hos- 
pital. 

PURITY Bubbling 


Drinking Fountains 


are fitted with a regulating stop and non-squirting attachment. 
The high cage does not allow the lips of the user to touch the 
nozzie, which makes the PURITY the only fountain to insure per- 
fect cleanliness when drinking. The height of the bubble prevents 
the face touching the ring guard. 

Many styles. Prices right. Send for catalog, 


JAMES BARRETT MFG. CO. 


48-50 Pearl Street - - - - BOSTON, MASS. 


THE “QOANCO” BARBER SLAB COCK 


JP Sarre) Rapid Action 


Cock for 1 Basin 
All valves oper to full 
capacity on quarter turn 
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The “Qoanco” Barber Slab Cock 


Fie. 2— Manner of Using Clay as Test 
For 2 Basins 


Plug 


to where the vents open above the roof, as 
55 feet. It will be borne in mind now that 
the pressure per square inch for a column 
of water depends upon its height, or head, 
and is equal to .434 for each foot in height. 
At that rate, the pressure per square inch 
at the end of a main house drain where 
the head of water was 55 feet, would be 
55 xX .4384 = 23.87 pounds. But that is the 
pressure weight which would be sustained 
by one square inch only, and in a six-inch 
drain pipe there are a number of inches all 
subject to this pressure, and the total of 
the square inches in area of this pipe multi- 
plied by the weight or pressure of the water 
will give us the total weight in pounds the 
plug must stand to keep from being blown 
out. A six-inch pipe has an area of 6 x 6 
xX .7854 = 28.27 square inches, and 28.27 xX 
23.87 = 674.8 pounds, the total pressure or 


Upper valves Fuller Pat- 
tern. Lower valves Com- 
pression with FULLER 
ACTION. Can be repaired 
by any one without taking 
from the slab. Note the 
Ground Joint Unions on 
this cock, making it easy 
to inserta new Fuller ball 
when required. 


Write for prices. 
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The valves are most durable and the bowls have our special 
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removed from above the 
floor. No cup leathers 
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eled rims. 


Send for Booklet 
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weight the plug would have to withstand. 

In order to give greater resistance to the 
plug, the most resourceful plumbers take 
advantage of the dip of the main drain trap, 
which, owing to the curve, makes it harder 
to blow out the plug when it is so located, 
consequently a greater column of water can 
be held back with less effort. In Fig. 1 
is shown one method of plugging a main 
drain trap for testing purposes. Some few 
hours before the time of testing arrives, a 
thin mixture of neat cement is made and 
poured into the dip of the main drain trap. 
When this cement sets it will hold back any 
column of water within reason which can 
be backed up in a building of ordinary height. 

There is one objection to this method of 
plugging a trap, however, and that objec- 
tion is a most serious one for it bears two 
counts in the indictment against the method. 
In the first place, the inside of the trap is 
rough and the cement seizes upon this rough- 
ness with a grip which nothing can release. 
Thus, when the plug is removed, particles 
of the cement will adhere to the surface of 
the trap, thereby presenting rough projec- 
tions which will retard the passage of coarse 
matter, through the dip and in course of 
time possibly cause a stoppage. Of course 
that objection can be overcome if the pre- 
caution is taken to remove every trace of 
the projecting particles of cement, but as 
the task is a hard and tedious one, which 
removes more skin from the fingers, hands 
and arms than cement from the walls of 
the trap, it is but human nature to shirk it, 
and take a chance on the trap not becoming 
stopped up. 

Another objection which is equally seri- 
ous is the difficulty and danger of removing 
the cement. Once 
neat cement sets in 
a hollow like the 
dip ofa trap, it 
becomes like stone, 
hard and resisting. 


Now in order to 

Siet visto nusts: ‘the 

plumber must cut 

or chip it away a 

little at a time 

until it is «all -re- 

moved. As this 

cutting and  chip- 

ping is done with 

Fic. 3— Wooden Plug %*02"?: Has orang 
ie Baie Y ypered cold chisel, 
Of Bung SON and is performed 
for Testing by the, sense of 

feel, it is hard to tell when the point of 


the chisel is against the cement, and when 
it is against the bottom or wall of the trap; 
consequently, holes) have frequently been 
driven through the trap in cutting out the 
cement. 


HEN cement must be used for the 
lack of some other means, it is 


well to place a wad of well packed 


oakum in the bottom of the trap, or sand 
will do instead, then pour the cement on 
top of the sand or oakum. The result is, 


the cement 
the dip 


plug is not a solid one filling 
of the trap and will be easier to 
remove. In cottage or residence work where 
this method is to be employed, plaster-of- 
paris may be substituted for the cement, and 
will be found far easier to remove after the 
test is made. In the cottage or dwelling the 
pipes are smaller than in large buildings, 
the house drain not being over four inches 
in diameter. The height is not so great, 
either, a pressure of fourteen pounds to the 
square inch being a fair average. This pres- 
sure and area would give a total weight 
of only 175 pounds to be supported, as 
against 647 pounds in the former Case. 

A new method of plugging traps has been 
devised which is better, simpler, and easier 
to apply than the cement or  plaster-of- 
paris test, and has the additional advantage 
that the test can be applied as soon as the 
trap is made ready. This method depends 
upon clay for its success, and cannot be 
used very well, therefore, in localities where 
clay is not readily obtainable. Clay is such 
a common substance, though, and so uni- 
versally dispersed, that there are but few 
localities where it cannot be had with a 
little effort and search. The manner of 
using clay for stopping the flow of water 
through the dip of a trap in the clay method, 
is shown in Fig. 2. On the street or sewer 
side of the dip some pieces of wood are 
placed in the trap through one of the hand 
holes. These sticks are merely for the pur- 
pose of backing up the eclay to give it 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


strength so it will not be swept away. 
Without it, the clay, being pliable, woule 
be forced by the water clear through the 
trap and out of the system. 

In the wood, then, lies the strength of th 
testing plug. It is to the plug what th 
skeleton is to the human body, giving i 
backbone for the work it is to perform 
The clay, on the other hand, simply effect 
a seal. Owing to its impervious nature, i 
will hold back the water without danger o 
any sweeping through so long as it can no 
be displaced from its position. The combina 
tion of the wood and the clay makes a stron; 
plastic plug which can be easily and readil: 
put in as soon as, you are ready to test, o 
just the moment you are ready as the cas 
may be, and will be found ready for wor 
whenever the water is turned on. One pre 
caution must be taken, however. In eas 
it is found necessary to put the clay plu 
in place any great length of time befor 
the soil, waste and vent stacks are to b 
filled, it will be found advisable to run som 
water in the main house drain to keep th 
clay moist. In case the clay were allowe 
to dry-out, it would shrink and crack, an 
water would flow freely through when th 
test was applied. 

After the test the plug is easily remove 
There is nothing about the clay which wi 
in any way roughen or interfere with tt 
inside of the trap. On the contrary, tt 
clay will fill the cavities of the rough ea: 
iron, smoothing the surface, and make 
even better than if a testing plug of cla 
had not been used. 

Of course there are specially designe 
testing plugs for main drain traps whi 
would prove better in every way than tl 
improvised testing plugs I am _ describin 
But in this article I have set out to sho 
how the plumber who has no regular tes 
ing plugs can make-shift without thei 
making them out of materials at hand, a1 
accomplish his purpose as fully as thous 
he had plenty of the best made testi 
plugs available. 

So far I have shown only how to plug t 
main drain trap. It will now be necessa 
to improvise some testing plugs to stop % 
the other outlets in the system. The chea 
est and best way for most of the fixture 01 
lets would be to put in the lead roughing ai 
solder the ends of the lead pipes togeth 
There is a double advantage in this. 
saves making and fooling with other mak 
shift testing plugs, is cheaper in the er 
and all the joints are thereby brought und 
water and tested. But even when the le 
roughing is put in, there will still be numé 
ous outlets, such as rain leaders, yard a 
area drains, which will have to be plugst 
and the manner of doing this is best ¢ 
scribed by referring to Fig. 3. 

This testing plug is nothing more or I 
than a large plug or bung such as are us 
in beer kegs, but made of soft wood, Di 
hemlock, chestnut, whitewood, or some sv 
material. Any wood working plant in 1 
country will turn them out for you in 
very few minutes while your helper wai 
and the cost of them will be but very lit 
over and above the cost of the wood tt 
are made from. And once you have th 
made, they will do for all such emerge! 
work that ever comes up in a life time. 

Give the plugs a fair taper—not too m 
or they will not hold—and when you | 
ready to do your testing, drive them 
well with a heavy hammer. The plugs ‘% 
hold, there need be no fear of that, if tl 
are made right. Indeed, they will hold 
well, which is the only objection to t 
form of pipe testing plug. After the wa 
is withdrawn from the system, they m 
be removed from the pipes, and as they hi 
become slightly swollen by the water, t 
can be accomplished only by driving 
plugs from side to side with the hamn 
So far as the testing plug is concerned, t 
is all right; but the jarring which loos 
the plug is very liable to loosen the joi 
nearby, thereby defeating the very 0D. 
for which they were used. If due care 
exercised in withdrawing them from 
pipes, however, there will be no after dé 
age to the system; but it is well to bear 
mind that strong arm work is not wan 
in this operation, and furthermore 1s 
needed. 

These two simple testing plugs, one 
the main trap and the other for the fitti 
throughout the system, will be found 
that is necessary for testing any ordin 
job where testing plugs can not be 
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Mass., Master Plumbers 
Play Ball 


A LMOST one hundred members and 


Lowell, 


guests of the Lowell, Mass., Associa- 

tion of Master Plumbers attended 
he recent: annual kick-up of the organiza- 
ion at Willowsdale, an amusement park 
ear the city. Shortly after dinner the party 
gan arriving and it was not long before 
. goodly crowd had been received by the 
Jad-hand committee. After some _ brief 
peeches the gathering sat down to a most 
elightful repast, skillfully prepared under 
he supervision of the able ‘eats’ commit- 
ee, Like all outings, the inevitable base- 
all game between the plumbers and sales- 


WLLL 


Keesey, Sam’l Brown, Geo. Gerberich, Ralph 
Kreider, Chas. Mathews and Wm. Evans. 
The Entertainment Committee was as fol- 
lows: Ralph Brown (chairman), Jas. Dif- 
fenderfer, Wm. Zerman and Chas. Keesey. 
Dancing was participated in all day and 
evening, music being furnished by the City 


nen was bound to be fought once more, Band of Lebanon. An exciting game of 
(fter nine exciting innings, hard fought baseball was played between the plumbers 
nd full of exhibitions of dexterity, the f Hershey and the plumbers of Lebanon, 
lumbers were crowned victors with the the Lebanon plumbers winning by the close 
lose margin of 15 to 14. Foot races and S°°re Of 3 to 2. Handsome prizes were 


thletic contests were also on the program 
or the day and prizes for the winners of 
hese were also presented. 

A bowling game De Luxe ended with the 
master plumbers triumphant over the sales- 
en, John F. Gaffney and Wm. Farrell, 
tho acted as the “fixers,” deserve great 
redit for their untiring efforts to see that 
ll enjoyed themselves. 


Second Annual Outing of the 
Lebanon, Pa., Master 
Plumbers’ Aug. 24 

the 


HE second annual picnic of 
LP niumters of Lebanon, Pa., was held 
at beautiful Penryn Park, nine miles 
om Lebanon on the Cornwall R. R., Sat- 
‘day, August 24th. 
The general and entertainment commit- 
es were composed of plumbers from the 
iops of Geo. W. Schraiber, W. G. Kein- 
id, Harry Zerman, Altenderfer & Tyson, 
hn Schraiber, Paul Light & Co., and Ger- 
rich & Kreider. 
The following composed the General Com- 
ittee: Wm. Mathews (chairman), Harry 


Some of the Lebanon, Pa., 
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given to the victors in the egg race, ball 
throwing, running races, quoit pitching, etc., 
the same being indulged in by both the 
ladies and the gentlemen. 


A very amusing feature was the package 


sale where many valuable and rare prizes 
were obtained. 
All the plumbing establishments in Leba- 


non were closed for 
was especially 
attendance of the 
sweethearts and 


the day and the outing 
goodly 
Wives, 
one en- 


conspicuous for the 
their 
Every 


plumbers, 
children. 


Master Plumbers and Their Winning Baseball Team at 
the Outing, 


Aug. 24 


A 
Worth-While 
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The 


HIS little explanation of the 
I BELKNAP GENERATOR is for 
the heating man who doesn’t 
know how it works. Read this 
and you will know just how it oper- 
ates. Read and in five minutes you will 
understand it perfectly. 
Look at the sectional drawing 
BELK ! 
just a little explanation before we get 
to its working. i 
The BELKNAP GENERATOR 
(guaranteed) has no iron parts to rust 
or corrode. It is positive and auto- 
matic. There is no mercury column to be maintained—no pockets to hold sedi- 
ment—parts are so constructed as to be self-cleaning. j 
The BELKNAP GENERATOR is only 5%” across, 2” wide and 6%4” high. It 
is placed under the expansion tank with the end marked “top” about 30” above 
the highest radiator. No cutting of pipes on angles to connect—all connections 


are straight. 
Here’s How She Works 


The system being under pressure as the water expands, a pressure is created 
against Valve B holding it firmly on its seat. When the temperature rises to a 
boint sufficient to create a pressure of 10 pounds, Valve A opens and allows the 
water to pass to the Expansion Tank above it. 

As the temperature iowers the water in the system contracts and forms a vacuum 
in the radiators and allows the water to return which causes Valve B to open aided 

by the static pressure of the expanded water above it, and thus the 
water is returned again to the system. 
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of the 


The Belknap Manufacturing Co. 


Working Explained So Anyone 
Can Understand It 


Its Construction 


The BELKNAP GENERATOR 1 
nickel plated, there can be no rusting. 
cut on different angles eliminates any 
knife edge bearing. This also makes the 
for any 


leztion of sediment remaining in the generator. 


without disturbing the piping. 

Our springs 
tions as the 
for their Pop 
on all marine 
dependability 


Safety Valves which 
boilers and their 
are well known. 
They are Phosphor Bronze and non 
sive and set so that no matter how 
times they are compressed will always 
to their original position. They are 
oughly set and tested before leaving our 
tory. 

There are only 
the generator-clapper or 
neither of which will 


two simple working 
seat and the 
ever be subjected 


to ; bi Nae pelipeN ft 
: : sted cP he yA 2 
more than one thirty second inch (1/32 in.) lift JRRMG Fe INE FA [XS @) fe\ 


You now have all the story briefly. 
ther facts send for our booklet, 
System of Hot Water Heating.” 
to you a new way to make more money. 

SEND FOR IT TODAY 


Specialty Dept. 


(guaranteed ) 
The seat 
possibility i 
seat self cleaning there 
foreign particles to lodge on this bearing. 


are made to the same specifica- 
United States government requires 
are used 
accuracy and 


corro- 
many 
return 
thor- 
fac- 


parts to 
spring, 


For fur- 
“The Belknap 
‘It will prove 


Bridgeport, Conn. 
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end of the day 
efforts of 
such a 


joyed himself and at the 
voiced his appreciation of the 
the various committees in providing 
delightful treat. 


Gow & Curtis’ Employees Have 
Jollification 
time of the employees 


HE annual big 
of the Gow & Curtis Plumbing Shop 


at Dubuque, Iowa, was celebrated in 
the form of an all-day. outing and pienie on 


Sunday, August 25th. 

The good ship Chief was donated to carry 
the twenty odd merrymakers and a cargo 
of refreshments to the Elks’ Riverside Coun- 
try Club on the Mississippi. 

An early start was made Sunday morn- 


ing and while a program of sports and an 


inexhaustible menu had been provided for, 
several of the boys found time to indulge 
in a habitual noonday “snore” contest. Mr. 


Gow, the plump and jovial 
of the Master Plumbers’ 


past president 
Association, offered 


prizes for the event, but we believe the 
somnolent artists are still waiting. 

George Wellner, the man who struggles 
with the “G. & C.”’ books, proved to be the 


champion horseshoer of the outfit. 


Card. games and other amusements kept 
the boys busy till late evening, when the 
Chief was again put into service. 

The Elks’ clubhouse and grounds were 
put at the disposal of the jolly crowd, and 
they in turn entertained the Elks during 
the evening. 

a i 
Fall Meet of the Central Supply 
Association 


of the Central Supply Association 

has mailed announcements of the 
annual fall meet to the members. This 
event will take place October 23d in the 
spacious assembly hall of the Stratford 
Hotel. Headquarters of the secretary 
are situated at 127 N. Clark street. 


S ECRETARY PAUL BLATCHFORD 
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is made entirely of steam metal— 
and the valve stem being 
of sticking as there is only a 
being no chance 
there can be no col- 
can be taken apart 


Further, 
The gener rator 
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By 


HE Young Men’s Christian Asso- 
T ciation of the city of Omaha has 

the fact on record that when its 
new building was opened, the man who 
is now President of the United States 
was interested enough in it to take part 
in the exercises, being the guest of honor. 
This compliment to the Association, how- 
ever, was well deserved, because the 
home which it has recently constructed 
and equipped is not only one of the finest 
in the country but especially appropriate 
for its needs. The total outlay for the 
building, grounds and equipment, how- 


Thoughtful 
Man 


hesitates about making sweep- 
ing statements. Take this for 
what it’s worth: 


We believe “Standard 
Practical Plumbing” 
by R. M. Starbuck, is 
the best and most 
thorough book on up- 
to-date plumbing on the 
market today. Every 
Master Plumber and 
Journeyman should 
have it. 


Just Published 


450 pages, 347 specially 
made illustrations 


Price $3.00 


Sent upon receipt of 
price by mail. 


Neb., One of the Most 


ever, is a small sum in contrast to the 
work which is being done by this organ- 
ization, the amount expended being less 
than $240,000 for the building proper 
and $326,000 for the building, the equip- 
ment and the lot on which it stands in 
the heart of the city. As the result of 
this outlay the Association forms a 
center for nearly 5,000 men and boys, 
the increase in attendance in one year 
being no less than 1,500 or nearly one- 
third of the total on the membership 
rolls today. 

The Y. M. C. A. of Omaha represents a 
fair type of the men and boys of the 
middle west and is not confined to one 
or two religions. An interesting analysis 
which has been made of the membership 
shows that nearly 650 are engaged in 
miscellaneous occupations, while 529 are 
in offices and 172 follow some profession, 
such as that of the lawyer or the phy- 
sician. While the Methodist denomina- 
tion numbers 226, it is an actual fact 
that the Y. M. GC. A. has over a thousand 
members who attend no church, but are 
under the religious influences of this 
organization merely. It is probably as 
representative in its membership as any 
association in the United States, for the 
reason that to the city of Omaha does 
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not only come a large number of western- 
born men, but men and boys from the 
far east as well, owing to the growth 
and progress of the city and the oppor- 
tunities for gaining a livelihood. 
| planning the building, thought was 
given not only to the attractive ap- 
pearance inside and outside, but to good 
workmanship, the best material and 
every facility which would make it at- 
tractive to those for whom it is a home. 
The building is of classical design, with 
French detail. In size it is 132 by 157 
feet. It is 76 feet high above the ground 


Exterior of the Young Men’s Christian Association Building in the City of Omaha, 
Completely Equipped Structures in the West 


in front and 88 feet in the rear. It is 
five stories in height above the basement 
and sub-basement. The vestibule has 
scagliola pilasters and wainscoting, ix 
imitation of Pavanazzo marble. The 
capitals are Corinthian and the floor is 
art mosaic tile. The lobby columns and 
wainscoting are scagliola, in imitation of 
Old Convent Sienna marble. The capi- 
tals are Doric, floors terrazzo, and the 
wood finishing English oak. The east 
end will be used for a reading-room, with 
furniture in early English, the west end 
for social purposes, with easy chairs, 
rockers, settees, etc., in early English 
with Spanish leather upholstering. 

This brief outline will give an idea of 
the beautiful interior and the artistic 
and appropriate design followed jn finish- 
ing it and furnishing it, but special at- 
tention has been given to the department 
of physical culture, not forgetting the 
health and enjoyment which come from 
the bath. The physical director’s suite 
of four rooms is one of the most com- 
plete of its kind. It consists of main 
office, private office, examination-room 
and gymnasium club-room. The ex- 
amination-room is equipped with com- 
plete anthropometric and strength test 
appliances, The gymnasium is 81 by 55 
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feet in size, with 8-foot gallery and 6- 
foot running track. The floor is white 
maple, side walls light buff brick. Its 
equipment is all the most accomplished 
athlete could desire. Heavy apparatus 
is installed in pairs and there is a large 
assortment of weight machines and ap- 
paratus for special development. The 
running track is scientifically designed 
and is surfaced with cork carpet. An 
auxiliary gymnasium 35 by 40 feet opens 
off the main room. . 

The men’s locker-room in the basement 
is supplied with nearly 1,000 steel lock 
ers, with combination locks, and there 
is reserve space for five hundred more 
The boys’ locker-room on the seconc 
floor will accommodate four hundrec 
lockers and 50 per cent more space Cal 
readily be added. The swimming-pool i: 
20 by 60 feet, 3 feet 6 inches deep at on 
end and 8 feet at the other. Its capacit, 
is about 54,000 gallons. Its conecret 
walls are 3 feet 6 inches at.the botton 
and 12 inches at the top. The walls ar 
also buttressed at frequen 
intervals. The bottom is 1 
inches thick, of concret 
The side walls are tile 
and white enameled til 
and the bottom with whit 
hexagon ceramic. The floc 
of the bath and plung 
is terrazzo, which also e 
tends down over the edge | 
the pool, forming a gutter : 
the water line, six inch 
below the floor level. TI 
pool is supplied with wat 
from the artesian well a1 
can be heated either from tl 
water heater or by live stea 
direct from the boilers. The 
are twenty-six shower bat 
of various sizes in the buil 
ing, fifteen being located 
the basement, five in the bo} 
department and six on t 
dormitory floors. It may 
added that no expense W 
spared in designing and f 
nishing the bath departme 
and this feature of the as 
ciation work is most heart 
appreciated as shown by the very 1a! 
attendance throughout the year. 

HE water supply for the buildi 

including all of the baths, is 
tained from an artesian well bored t 
depth of nearly 1,200 feet, thus imsur 
a permanent supply of water, which 
of a high standard. This is so pure t 
it can be utilized for drinking, as V 
as bathing purposes, and is distribu 
into the swimming-pool, the house re 
voir and other places by means of ¢ 
pressed air. The drinking water 
supplied by means of ornamental fc 
tains located at convenient points | 
which the water is passed after be 
cooled by a refrigerating process. 

As a large number of the member: 
the Omaha Association make the ht 
ing their home, living in the city ‘ 
temporarily, two stories are devotec 
dormitories containing accommodat! 
for 150 young men. Some of the ro 
are rented as low as $8 a month © 
a week, but are well lighted, furnis 
in hardwood and are attractive 
homelike. Upon each floor are pl 
two large toilet-rooms, which have 
eral shower baths and lavatories and 
baths to accommodate those who 0 
and enjoy privileges of the dormito 
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The broad activity of the Association 
is one of the principal reasons, undoubt- 
edly, for its success. The extent of its 
work is well shown by what is accom- 
plished in a year. The gymnasium 
classes are heavily patronized, while 
the swimming-pool attendance averages 
nearly 30,000, last year the number of 
baths taken being nearly 100,000 in this 
department alone. Of course the _ re- 
ligious department is one of the special 


members but who believe that the Omaha 
Y. M. C. A. is a factor of public benefit. 


Peerless Selling Co. Issue Novel 


Bulletin 
HE Peerless Selling Co., makers of 
‘| Bi the famous “Peerless” closet com- 
binations, Evansville, Ind., have 
distributed an interesting bulletin an- 
nouncing the gift of any “Peerless” com- 
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One of the Lavatory Apartments Connected With the Dormitories, Showing the 
Modern Equipment, Electric Lights and Elaborate Finish 


features, as might be imagined, and dur- 
ing the same year nearly 16,000 persons 
attended the various meetings of this 
kind. In the way of education, instruc- 
tion is given in the ordinary branches 
as well as such specialties as drawing, 
bookkeeping, typewriting, music and the 
writing of show cards, which is becom- 
ing such an important vocation. Outdoor 
industries, such as gardening, have also 
been taken up, and the Y. M. CG. A. has 
really originated what is known as the 
Omaha Garden Club, consisting of boys 
who are members of the Association, as 
well as outsiders. At the present time 
over one thousand boys have little 
patches of their own, and are being 
trained in the cultivation of flowers and 
vegetables, so that they will be expert 
in this vocation. 

As in many other cities, when the 
project to construct the new building 
Was broached, the Association found 


bination (vitreous china or wood tank) 
illustrated and described in “Catalog B.” 
This prize will go to the customer who 
sends in the 99th. order for “Peerless” 
products on the detachable post-card on 
the circular. The dates during which the 
cards were received were October 7th 
to 12th, inclusive. The winner will be 
announced in a coming edition of THE 
PLUMBERS’ TRADE JOURNAL. 


—_—3-e——_—_ 
American Society of Heating and 
Ventilating Engineers Appoint 

Committee 

T a meeting of the Board of Gov- 
A ernors of the American Society 
of Heating and Ventilating En- 
gineers, at the society’s headquarters, 


September 28, 1912, the following com- 
mittee was appointed to co-operate with 
a committee of the National District 
Heating Association on 


Educational 


General View of the Swimming Pool, Showing Size of Plunge and Fine Equipment 
of Shower Baths at the Left 


Many willing contributors among the 
citizens generally and a very large per- 
centage of the cost of the new institution 
has been defrayed by public donations, 
many of them from men who are not 
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Matters in Heating and Ventilation: 
E. F. Capron, Chicago, Ill.; D. M. Quay, 
Cleveland, Ohio; 
chester, N. Y.; M. L. Foote, Columbus, 
Ohio, and W. C. Green, Cincinnati, Ohio. 


W. F. Devendorf, Ro- 


or 
~1 
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EIGHTY-FOUR YEARS SUPREMACY 


1828 1912 


MOTT'S PLUMBING 


The “West Point”—For Public Use 


Patented 


HE great number of persons using clcsets in 
public and semi-public toilet rooms requires a 
fixture that will efficiently perform the func- 
tions of a water closet and at the same time be so 


. designed as to prevent soiling—to remain clean with 


a minimum of attention—and to be inviting in ap- 
pearance so that none will hesitate to use it. 


The “West Point” is the ideal fixture for use 
where it must serve all classes of persons. So far as 
possible wood has been eliminated—there is just 
enough to sustain the user. There is porcelain where 
porcelain should be—at the back and at the front. 
These raised porcelain projections are recessed and 
designed to prevent soiling at the front and at the 
back of the bowl. The flushing rim extends around 
inside each recess, washing it fresh and clean ateach 
operation of the closet. 


A few of the many buildings in which the ‘‘West Point” has 
been installed :— 


U.S. Military Academy, West Point, N. Y.; Toronto General Hos- 
pital, Toronto, Ontario; Court House, Fall River, Mass.; Rock- 
away Beach Hospital, Rockaway, L. I.; The Joseph Horne Co’s. 
Dept. Store, Pittsburgh; New High School Building, Wilkesbarre, 
Pa.; University of Virginia, Charlottesville, Va.; Paterson Mills, 
Greensboro, N. C.; Beckel Hotel, Columbus, Ohio; Boston & Ohio 
R. R. Station, Gary, Indiana; Crerar, Adams & Co. Building, 
Chicago, IIl.; Schmidt Building, Davenport, Iowa; Boheniian Club, 
San Francisco, Cal.; New Providence Hospital, Seattle, Wash. 


Ask for Catalogue of the ‘‘West Point’ Closet. 


THE J. L. MOTT IRON WORKS, 


FIFTH AVE. AND SEVENTEETH ST. NEW YORK 


BRANCHES—Boston, Chicago, Philadelphia, Detroit, Minneapolis, Washington, 
St. Louis, New Orleans, Denver, San Francisco, San Antonio, Atlanta, Seattle, 
Portland (Ore.), Indianapolis, Pittsburgh, Cleveland, O., Kansas City, Salt Lake 
City.—CANADA—Mott Company, Limited, 134 Bleury Street, Montreal. 
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ALL LEGITIMATE representatives of THE PLUMBERS’ TRADE JOURNAL canvass- 
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THE PLUMBERS’ TRADE JOURNAL desires it expressly understood that it does not 
necessarily endorse the contributed articles. Practical and literary efforts are presented for 
what good may be derived from them and at all times for comment and criticism. We invite 
correspondence and solicit practical articles from our readers. 

THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
is not the Official Organ of an Association or Associations. It is a free and independent paper, 
established in the interest of the plumbing and heating trades as a whole, given to the pub- 
lication of news and practical material on the trades it represents. 


The haternational Congress of Hygiene 
and Demography, at Washington, D. C. 
HE International Congress on Hygiene and Demography which assembled at 
Washington, D. C., on September 238d and continued in session until October 
5th, was an event of some consequence, and one that must redound to the 
general physical welfare of the people of all civilized countries. The occa- 
sion was graced by the presence and activity of many prominent physicians and 
sanitarians, as well as by a number of scientific men of world-wide reputation. 
Problems—many of them grave indeed—which pertain to the physical and moral 
condition of humanity, questions which are engaging the acute attention of great 
minds, which, in every land, are seeking to conserve and preserve the health of 
mankind, were introduced for the consideration of the delegates, by means of lectures 

and discussions. 

Exhibits were made by many charts, maps and clay models showing the progress 
made as regards water filtration and sewage disposal plants and the beneficial results 
achieved because of the alertness and activity of the medical and health departments 
and authorities in their ceaseless warfare against disease-breeding and unsanitary 
conditions. That, at least, a close bond of association, if not mutual sympathy, 
exists between vile, immoral conditions and the lack of hygienic environments, was 
made quite clear from the papers presented. 

Such meetings cannot be held too often, nor can their deliberations be too care- 
fully digested. Every individual owes it to himself and to society as a whole, to 
acquaint himself with the problems discussed at this congress. No home is free 
from disease infection while the least vestige of a disease is abroad, therefore we all 
owe our services to the cause of sanitation, which literally signifies, conservation of 
the individual and public health. And in this connection we desire to pay a just 
tribute to one of the most modest hygienic pioneers of all history, the master plumber. 
All down the centuries we have observed evidences of his great work, and, need to 
humanity. The wonderful inventions and signal progress of his craft, merit generous 
commendation. Indeed words are lacking to sing his praises. The first man who 
succeeded in introducing water into a human domicile for domestic purposes and 
provided a way for the disposal of waste matter, was the first plumber; and, from 
that time to the present, his successors have been quietly but persistently plodding 
away in improving this service and meeting all other problems which arose from 
time to time, until today the modern plumber is, in the strict sense of the word, a 
sanitary engineer. 

It would seem that there was a place for the master plumber in the deliberations 
of such gatherings as the recent congress, indeed, a need for his experience and 
advice. The close connection of plumbing work with the public health is now an 
accepted fact. Then why should not the plumber be an adjunct of all conventions 
where the preservation of the public health is the main topic of consideration? Again, 
why not a liberal display of the apparatus which enter into the plumbing, heating 
and ventilation of homes and public buildings, at such meetings for the education 
of the many visitors who frequently attend the sessions? It seems to us that there 
is an excellent opportunity to further the cause of sanitary plumbing and ventilation 
in future meetings of the International Congress on Hygiene and Demography, if the 
master plumbers and the manufacturers of plumbing apparatus can devise some 
method of affiliation with the cause, or at any rate, of enjoying the privilege of 
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making a display of their work and fixtures, samples of modern plumbing construc- 
tion and ventilation with the accompanying fixtures. It is all in line with the 
laudable work of the congress and no field should be excluded, much less so important 
an one as that of modern plumbing practice. 


Here’s A New One on the Salesman 


UST think what a soft snap the salesman of plumbers’ specialties and supplies 
has these going times. All he has to do is to have the personality, possess 
unexcelled nerve, have the right kind of goods and the price, and then his 
customer will permit him, after a few dinners, to meet his competitor’s quota 

tion on competition goods. So you see it is dead easy, or a cinch for a salesman o: 
plumbers’ supplies to make money for his house. 
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The Evolution of the Master Plumber 
HEN the scientific research of Pasteur and of Koch convinced the world o; 
the accuracy of the rediscovered germ theory of disease, this organizatior 
was in its infancy. It became imperatively necessary that science bh: 
added to skill in the practice of our ancient trade, destined from tha 
moment to act a conspicuous role in the drama of a civilization, whose great purpos 
is to minimize disease and its attendant terrors, and whose cardinal belief is tha 
healthy minds require healthy bodies, and that both are best developed in sanitar: 
surroundings. 

The plumber has risen nobly to the situation, though his progress was and i 
necessarily slow, and at times painful. His development may be likened to th 
very slow but very definite process through which the sculptor chisels from th 
rough marble, a figure of great strength and beauty. The figure was always in th 
marble block, but only a labor of love and toil could call it forth. 

Time will not permit a resume of the thirty years’ labor or the many comple 
problems confronting the National Association of Master Plumbers—the grandes 
organization of its character in the world. The members know that they are bein 
cared for intelligently and equitably. It was so in the old days under Foster, an 
Scott, and Young, and Sheehan. It was so under Hornbrook, and Murphy, and Boyc 
and is so in our day under Nolan, and Walker, and Eynon. Its splendid record 
the past is your best assurance for the future. Eventually the Federal Governmen 
will appoint a National Sanitary Commission, probably co-operating with the pr 
posed National Board of Health. Through it we shall secure uniform state law: 
carrying with them a definite test of qualification for the men who practice, supe 
intend, or inspect plumbing and drainage in any one of these ‘United State 


years and THr PLumMBERS’ TRADE JOURN! 
takes this occasion to extend its be 


IS numerous iriends in the trade 
will recognize in the accompany- 

ing photograph an excellent likeness of wishes. 
James P. Feely Jr., president of the > 
Taylor Supply Co., Detroit, Mich. Mr. \RED. W. SMITH, general manag 
Feely is one of the best known and well k of the Shirley Radiator & Found 
liked men in the middle west; indeed Company, Indianapolis, Indiana, follo 
his hosts of acquaintances embrace all ing the retirement of former Preside 
corners of the country. Probably no one Robert Martindale, has assumed the e 
tire management of the business. M 
Martindale will, however, retain his 1 
terest in the company. The mal 
friends of Mr. Smith, in heating circle 
will be gratified to hear of his furth 
laurels. His happy faculty of making 
friend of every one with whom he com 
in contact has caused him to be knov 
as one of the most jovial and popul 
men connected with the line. His cc 
nection with the manufacture. of heati 
apparatus has extended through years 
service and his unlimited knowled 
gained by personal dealing with compl 
situations has provided him with t 
necessary requisites to carry to a S| 
cessful issue the interests of which | 
is now in full control. 


HE importance of the World’s Ser! 
. fades away in feeble insignifican 
with the appearance in our midst of 4 
bert V. Conradt, secretary and treasul 
of the Great Western Pottery Co., I 
komo, Ind. Mr. Conradt dropped iv 
the city for a brief twenty-four hou 
returning from Atlantic City, where 
had been consolidating business a 
pleasure as only this champion glol 
trotter can. Mr. Conradt’s journeys & 
always of a diplomatic nature, for at t 
same time arrived the advance squadr 
of the finest fightin’ craft that ever d 
played the Star Spangled Banner. JI 


Mr. James P. Feely Jr., Taylor Supply 
0o., Detroit, Mich. 
holds a better knowledge of trade con- 
ditions than Mr. Feely, as he was con- 
nected for many years with the Ideal 
Mfg. Co., as secretary. The growth of 
the Taylor Supply Co., having assumed 
such proportions Mr. Feely decided to 
devote his entire time to that firm. This 
agreeable and courteous chap is assured 
of the same success in his new venture 
which has followed his career in former 


OCTOBER 15TH, 1912 


now in our ears booms the salute prob- 
ably intended for Mr. Conradt, but his 
sudden exit detracted somewhat from 
the program which had been arranged. 
Albert always was a plain, unassuming 
chap content to go upon his peaceful 
way, every function with pomp and cere- 
mony being but frivolity to him. Any- 
way, the echoes may reach “Sunny 
Kokomo” at least. 


HESE are not the “Gold-dust Twins” 

—just C. Edward Wheelwright and 
his friend and brother Louis snapped 
while peregrinating among the palms 
during a lull in the festivities at the 
recent Manhattan master plumbers’ out- 
ing at Sheepshead Bay. ‘“Ed” and “Lou” 
were primed up on the subject of filtra- 
tion and sure did boost Robert’s appara- 
tus. It was a day propitious for the dis- 


C. Edward 


Wheelwright 
Wheelwright, Roberts Filter Co., 
New York City 


and Louis 


cussion of such topics, for the rain fell 
most of the day and everybody was more 
or less saturated with moisture. These 
chaps can tell you so much about the 
merits of their goods that a set of bound 
volumes the size of the Hncyclopedia 
Britannica would appear in comparison 
as a nickel memorandum book to the 
compiled advantages of Robert’s filters. 


WO important Rochesterians jour- 

neyed from their respective domi- 
ciles to the city of “White Lights” and 
automobiles recently to promote the in- 
terests of Sam’l Sloan & Co. These 
apostles were Guilford R. Adams and 
KE. J. Bechtold and from all symptoms 
their pilgrimage was most satisfactory. 
It was rumored that they came down 
from that delightful valley of the Gen- 
nesee to place bets on the Annual Clas- 
sic but later this report was emphati- 
cally denied with sweeping statements to 
the effect that the trip was of a detective 
nature. Their mission was evidently 
productive of much gratification, for 
when Tur Prumpers’ TRADE JOURNAL rep- 
resentative espied them on a surface car 
they were both wearing the smiles that 
indicated “big doin’s.” 


RNEST and Ernestine Ouray, the 
three-year-old twins of Joseph 
Ouray, Ironton, Ohio, are pictured here- 
with. It is very apparent to us that 
Tae Prumeers’ Trape JouRNAL must at 
Some period not far distant issue a 
Special edition dedicated to the kiddies. 


, 


Well might Joe be proud of two such 
treasures for the chatter of little voices 
and the patter of little feet are a balm 
for the blues that cannot be equalled by 


Ernest and Ernestine Ouray, Twin Chil. 
dren of Joseph Ouray, Ironton, Ohio 
in the world. Observe 
the expression in their faces. Ernest, 
brave little chap, rests his hand upon 
Sister’s shoulder, grips her hand in his 
and reassures her fears, for evidently the 
picture-man has frightened her. That’s 
the same gallant spirit that character- 

izes all the big plumbers, too. 


any other cure 


M. A. BRADFORD, of Quincy, 

Mass., a member of the Master 
Plumbers’ Association of Boston, is the 
instructor of Plumbing in the Boston 
Trade School. 


A. OSTER, formerly with the Hor- 

e rigan Supply Company of St. 
Joseph, Mo., is now covering the Ne- 
braska and Western Iowa territory for 
the Pittsburgh Water Heater Company. 
He is connected with the Kansas City 
office of that company, which is in charge 
of L. B. Mettler. 


HE PLuMBERS’ TRADE JOURNAL has 

the pleasure of announcing the first 
and only appearance of the ‘Mississippi 
Quintette,” which readers may see here- 
with. It may be interesting to know 
that this party was the inspiration of 
the popular melody, “Waitin’ Fo’ Th’ 
Robert H. Lee.” At New Orleans aboard 
one of the trim cruisers for which the 


Mississippi is famous, a correspondent 
of the “Levee Alligator,” the leading 
newspaper in that city, photographed 


Five Happy Travelers on a Mississippi 


Steamboat 
the celebrities and the extra edition 
contained a three-page supplement with 
complete pedigrees of each. From left 


to right are C. B. Wynne, M. Glauber & 
Co., New York City; Geo. Sawyer, Quinn 
Mfg. Co., Detroit, Mich.; A. J. Coburn 
and J. M. Cassidy, New Orleans master 


plumbers, and Nick MacGrath, Atlas 
Brass Co., Cleveland, Ohio. 
OBERT ROBERTSON, of Beverly, 


Mass., vice-president of the Massa- 
chusetts State Association of Master 
Plumbers, is also master plumber to the 
President at his summer home. 


HAT versatile and gentlemanly 

Adonis, Mr. W. A. Burtenshaw, 
sales-manager of the house of John Sim- 
mons Co., 110 Centre street, New York 
City, is one of the most liked and genial 
chaps, which it has been our pleasure to 
meet. Twelve years of energetic ser- 
vice in the above concern bear witness 


Jomn 
New York City 


W. A. Burtenshaw, Simmons Co., 


to Mr. Burtenshaw’s ability and business 
acumen. He was instrumental in the 
introduction of the fine system now em- 
ployed in the sales department by which 
all salesmen are in communication with 
the headquarters at all times. Under 
Mr. Burtenshaw’s administration other 
modern methods have been inaugurated 
until now his house occupies one of the 
highest places in the jobbing and manu- 
facturing circles. 


N October 8th, at his desk, Colone\ 
Levi R. Greene received congratu- 
lations on his eightieth birthday. In 
spirit he is as young and in as fine 
condition as he was forty years ago. 
His looks are more those of a man of 
sixty-five than of eighty. The good work 
that he has done as an engineer during 
his life will remain for many years as a 


testimonial to his efficiency and_ skill. 
He has been connected with the 
Walworth Manufacturing Company of 


Boston, Mass., since 1869. 


ERE we have him. Boss joint 
wiper and all-round lead working 

and steam fitting champion of North 
Western Nebraska. This lusty young- 
ster is “Stubb” Sprague, right hand man 
of his busy dad, L. E. Sprague of Chad- 
ron, Nebraska. Although but eighteen 
months old, “Stubb” is as handy a helper 
as some of the huskies many years his 


573 
senior. He hasn’t reached the point yet 
in his career, one which no plumber’s 
cub considers himself a finished me- 
chaniec unless he can perform, and that 
is the feat of carrying a five-foot, 400- 
pound enameled iron tub up three flights 


“Stubb” Sprague, Son of L. E. 
Chadron, Neb. 


Sprague, 


of stairs unassisted, but this will be ac- 
quired later on. Meanwhile this bright 
son of his father is diligently pursuing 
the science of sanitation and absorbing 
knowledge that will be of use some time 


when “Stubb” is the proprietor of his 
own establishment. 
eB 


A Unique Mode of Conveyance 
J. HUCH, traveling representative 
e for the Central Supply Co., Min- 
neapolis, Minn., had quite a sensational 
trip with Fred Weinzierl, the local 
plumber of St. Bonifacious, Minn. MHay- 
ing a,couple of farmer prospects to in- 
vestigate about twenty miles adjacent to 
St. Bonifacious, it was suggested, on one 
of Mr. Huch’s recent that they 
take Mr. Weinzierl’s cycle and 
journey out over the nice smooth (may- 
be) country roads and land their pros- 
pective. 
So they strapped Mr. 
ease to the front forks 


visits, 
motor 


Huch’s catalog 
and started off. 


Fred Weinzierl Demonstrates Modern 
Rapid Transit 
From all reports they had a profitable 


trip, closed up the contracts, and were 
back in time for supper with about 6 
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H. P. appetites, and, believe it or not, 
they claim to have only once ran into 
a ditch, but that, not being a full grown 
one, only delayed them a few moments. 


Adopt Resolution on the Death of 
the Late Geo. E. Downe 


T a meeting of the Board of Di- 
A rectors of the Novelty Iron Com- 
pany, Canton, Ohio, held Septem- 
ber 24th, Harold K. Downe, son of the 
late George HE. Downe, vice-president, was 
appointed to the position formerly occu- 
pied by his father. The board also 
adopted the following resolution, which 
was spread upon the records, and a copy 
sent to the family:— 

RESOLUTIONS ON THE DEATH OF 
THE LATE GEORGE DOWNE, 
CANTON, OHIO 
On Wednesday, Sept. 4th, George E. 
Downe, a vice-president at The Novelty 
Iron Company, died at his home near the 

City of Canton, Ohio. 

He had been connected with The Nov- 
elty Iron Company but a few years and 
during most of that time he suffered 
from the malady which finally ended his 
life; consequently he could give but lit- 
tle active aid to the promotion of the in- 
terest of the company that was for him 
an unfinished and incompleted work. 

He saw, perhaps more clearly than any 
other person -interested in our common 
enterprise, the possibilities of our busi- 
ness future, and was fond of contemplat- 
ing the prospect; a man of extended ex- 
perience in our department of manufac- 
ture, possessing a business acquaintance 
which few men acquire, genial to all, 
fond of all the amenities of life, prone 
to assume that men meant well toward 
him till the contrary clearly appeared, 
the essential characteristic of a real gen- 
tleman—he passed away at fifty-four 
years of age; and his last days were as 
gentle and uncomplaining as his life had 
been; saying “I am not afraid to die” 
he went to sleep as though the tire of 
childhood weighed his eyelids down;— 
which one of us all can hope for more 
than this. 

It is not the years a man has lived that 
determine the accomplishment of his life, 
nor is it the profit he himself has 
gathered that determines the value of his 
effort; George E. Downe passed out of a 
growing, splendid, enterprise; but if the 
future verifies the prospect we have now, 
the day will come when they who enjoy 
that time will greet the memory of 
George E. Downe and be thankful that 
he lived. 


Chase Representatives Hold Busi- 
ness Pow-wow 


URING the new York State Fair 
D held recently, the Chase Motor 
Truck Co., Syracuse, N. Y., called 
together a number of their out-of-town 
district managers for a business talk and 
preparations for the campaign as laid 
out for 1913. The carnival during the 
fair week was participated in and en- 
joyed by the guests. The reports from 
the various sections show an outlook 
which the Chase Co. say will be the best 
in their career. Among the many orders 
being filled were noted many from con- 
tractors in the plumbing and heating 
field, showing that the “Chase” models 
are solving the delivery problem for our 
trade in the same economical and satis- 
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factory manner which characterized 
their use in other lines. 
The names of the gentlemen as they 


appear on the photograph taken on the 


pointment of the inspectors prior to 
their examination, as the present incum- 
bent of the office, J. J. O’Neil stood at the 
head of the list with a rating of 98% for 


District Managers of The Chase Motor Truck Co., 


Syracuse, N. Y., who Gathered 


Sept. 11-13 for the Annual Business Talk 


occasion are: Top—R. M. Barker, W. H. 
Murphy, E. E. Denniston, D. R. Linsley, 
GE! Page, AY Pe Butler, Je. OBrien: 
middle—R. B. Curtiss, C. K. Thomas, F. 
B. Porter, C. E. Reynolds, A. G. Durston; 
lower—W. J. Burns, L. H. Abbott, J. G. 
Whittlesey, K. A. Reynolds and J. A. 
Nolan. 


Results of Cleveland, Ohio, In- 
spectors’ Examination 
Service Commission of 


HE Civil 
Cleveland, Ohio, recently con- 


ducted a civil service examination 
for the position of chief plumbing in- 
spector and seven assistant plumbing 
inspectors. Five candidates entered the 
list for the position of chief and twelve 
for associates. The Civil Service Com- 
mission secured the services of three 
representative master plumbers to pre- 
pare a list of questions to be asked and 
conduct the oral examination on plans. 
They also secured questions from other 
sources from which they prepared what 
was admitted by the applicants to be a 
very severe examination, caleulated to 


Chief Plumbing Inspector and all but one 
of the assistants passed a creditable ex- 
amination. 

J. J. O'Neil, who held the position dur- 
ing ten years of democratic administra- 
tions prior to 1910, was reappointed 
when the present democratic administra- 
tion took office in January last, and Mr. 
Gallagher, his popular assistant and the 
only one to continue in office through a 
change of administrations and who has 
held the position for years, were the re- 
cipients of many congratulations from 


‘city officials and plumbers when the 


result of the examination was made 
known. 

The other successful candidates to pass 
the examination for chief were J. Drees 
and J. Bause, and for assistants, F. W. 


Reutopohler, Eugene Rogers, Jno. F. 
Smith, Chas. N. Nickel, Edward G. 
Henry, Wm. Siebenwright, W. Wain- 


right, John H. Mooney, Jno. McDonnell 
and Fred Witte. 

The Ohio Civil Service Code insures 
these positions to the holders thereof, 
and they can only be dismissed by 
charges of misconduct being filed and 


Happy Prize Winners of the Bab 


y Contest, H. Mueller Mfg. Cos 


Decatur, Tll., Outing at Fairview Park, Aug. 17 


test their practical and administrative 
ability. 

The result of these examinations was 
particularly gratifying to the city offi- 
cials who were responsible for the ap- 


sustained before the Civil Service Com- 
mission. Now with such an efficient body 
of men, the splendid sanitary conditions 
for which Cleveland has been noted 
will be further advanced and perfected. 
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Board of Directors Appointed by 
the National President 


Ges Board of Directors selected by 
the National President for the en- 
suing year will be composed of: 
Past President A. C. Eynon, 2336 Walnut 
street, Canton, Ohio; S. Louis Barnes, 
2104 North 6th street, Philadelphia, Pa,; 
Isaac J. Brown, 239 Fourth avenue, New 
York City; W. H. Halsey, 432 Jefferson 
street, Milwaukee, Wis.; Jeremiah Shee- 
han, 1012 Locust street, St. Louis, Mo.; 
Robert J. Welch, 61 Middle street, Lo- 
well, Mass.; F. H. Gawthrop, 104 . West 
4th street, Wilmington, Del.; Carl J. 
Stein, 853 South State street, Chicago, 
Ill.; Thos. Haverty, 517 Los Angeles 
street, Los Angeles, Cal.; Robt. H. Quinn, 
9 Fair street, Paterson, N. J., and John 
Trainor, 877 North Howard street, Bal- 
timore, Md. 

Each of the foregoing are known to 
be energetic workers for their National 
Association, and have served their local 
and state organizations in various capa- 
cities with distinction. The Board also 
includes the other national officers: 
Vice-President Chris Irving, 1525 Lari: 
mer street, Denver, Colorado; Secretary 
Charles F. Murphy, 15 Old Broadway, 
New York City, and National Treasurer 
Wm. McCoach, 1607 Sansom street 
Philadelphia, Pa. 


Peerless Selling Go. Issue Pretty 
Trade-Getter 


HE Peerless Selling Co., Evansville 

Indiana, have a _ neat advertising 
scheme in the ornamental and usefu 
little calendar: 
sent to the trad 
each month. Octc 
ber’s reminder i 
really a work 0 
art, as can be see! 
from the reductio 
herewith. Hac 
month has brough 
the picture of 
beautiful woma 
with the days 
the month beneat 
and a short d 
scription of th 
‘Peerless 
products. The manufacturers are to bh 
congratulated on the splendid literatul 
which they distribute and the novel an 
energetic way in which “Peerless” g00( 
are boosted. All readers of THE PLUM 
ers’ TRADE JouRNAL may have the 
names placed upon the list to recel\ 
these handsome calendars or such oth: 
printed matter as they desire by addres 
ing the Peerless Co., and mentioning TI 
PLUMBERS’ TRADE JOURNAL. 


SEAL KM THE LONG LIRE 


Prize Winning Babies at the 
Recent Mueller Outing» 


O real outing would be comple 
N without a baby show and at t 
recent picnic of the employe 

of the H. Mueller Mfg. Co., Decatur, it 
as reported in THE PrumpBers’ TRA 
JouRNAL, September 1st, there took pla 
a baby contest in which the decisio 
were so close that it was voted to gi 
all contestants prizes. THE PLUMBE! 
TrapE JouRNAL takes great pleasure | 
showing the lucky winners accompall 
by their proud and smiling “poppe? 
and “mommers,” just after the awar' 
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MINNEAPOLIS tdaeee. 


HE Minneapolis Board 
of Education is doing 
extensive repairing on 
the schools this year, 
and expect to install 
about three hundred 
new water-closets. 
Connor Bros., Min- 


Exceptionally strong and vower- 
ful they give satisfactory service 


neapolis, Minn, are lhcs — =i kag \ 8 over long periods of time. If it’s 
now well established iB 4 : : ff 

in their new location, ' : a matter of out-put—of con- 
711 Sixth avenue, N., Ki 4 ag, = : _\. a 5 

and have secured the at are » Aaa Sa venience—of accuracy —of thor- 
plumbing and heating a | a a e # 

in the flat buildi é j new =| = 
ee cee | | ough efficiency in every part 


Knox street; also the 


plumbing and heating in the two. six- ae RRA - adi ee ticular, Bignall & Keeler. ma- 
apartment houses for Freidman Bros., on : (Bg seas BLE == chines are the machines to use. 


Hennepin avenue. 
Chas. Snyder, Charles City, Iowa, has 


Me via. DO YOU WANT MORE DATA? 
S. A. F. Thompson, Peterson, Minn., has e 
Win sna ieee = Bionall & Keeler Mfg. Co. — epwarpsvite, iLL. 


J. M. Renner of Alexandria, Minn., was 
the successful bidder on the plumbing and 


heating in the new school at Parker’s Prai- 
rie, Minn. 

Al. J. Potts & Co., St. Peter, Minn., were 
awarded the contracts for the heating in 
the residences of Claus Swanson and Mr. 
Abrahamson, at Lafayette, Minn. 


KEWANEE SMOKELESS FIREBOX BOILER 


does just what is claimed for it and more too.— It will burn any sort of bituminous coal and be Smokeless down to /ess than one quarter oy one per cent. 
The most thorough tests by the best engineers in the country demonstrate fully that 


THE “KEWANEE SMOKELESS” 


Makes a dry steam and quickly, 

Saves 28 to 30 per cent. of coal over a regular firebox boiler. 
Saves 40 to 45 per cent. of coal over a Cast Iron Sectional Boiler. 
Keeps fire longer and steam up longer than either; 

Responds more quickly to a fresh fire. 

Is very easy to install and to handle. 

Repairs cost little or nothing. 


It easily meets the demands of the most severe Smoke Ordinance known. 


“KEWANEE, SMOKELESS?” * MONEY;MAKER for every 


Allinformation supplied by 


KEWANEE BSILER COMPANY, KEWANEE, ILL. 


Chicago NewYork St.Louis _ Kansas City _ Salt Lake City Los Angeles 
Sold in Canada by the Dominion Radiator Co. exclusively 


SHWAB BROS CO., 


811 EAST 9TH ST., NEW YORK 
Manufacturers of the “NEVER-BREAK”’ Seat. 


Our seats are constructed of four pieces mitred, the joints being held firmly together 
with a % in. dowel running into each end of joint and also two small dowels going 
through the large dowel making an absolute lock joint as ycu will notice by cut. 

The ‘‘NEVER-BREAK”’ Seat is made in all Styles,~Shapes and all kinds of 
Wood. FOR SALE BY ALL JOBBERS 

Galvanized wash tub covers, Galvanized flush pipes and everything in 
Plumbers woodwork, full line Medicine Cabinets. 


Another large bath-house is to built by 
the city of Minneapolis for the Sixth Ward, 
at 2124-2128 6th street, south. It is to be 
a two-story brick, steel and reinforced con- 
erete building. 


The Maryland Associates, Minneapolis, 
Minn., have taken a permit for the com- 
pletion of the Hotel Maryland, by addition 
of a third wing, which is already more 
than half completed. 


The Le Roy Plumbing & Heating Co., 
Le Roy, Minn., were the successful bidders 
on the school-house of that city, securing 
both the plumbing and heating contracts. 
Work is to be begun at once. 


The Fargo Plumbing and Heating Co.. 
Fargo, N. D., secured the contract for the 
plumbing in the new courthouse at Wah- 
peton, N. D., and Harhee & Eha, of St. 
Paul and Minneapolis, were awarded the 
heating contract. 


The Havre Plumbing Co., Havre, Mont., 
were successful in closing up three nice con- 
tracts—the plumbing and heating in the 
Wm. Hart Hotel, Harlem, Mont.; the Cen- 
tral High School, and the Lake Side School 
at Whitefish, Mont. 


One of the largest contracts to let this 
month in Minnesota was that of the new 
High School at International Falls. The 
contracts were awarded to J. P. Adamson, 
St. Paul, Minn., for the heating, and to 
Doran Bros., International Falls, for the 
Plumbing. 


“NEVER BREAK” Patented July 32, 382% 


Indianapolis the Scene of Fourth 
National Conservation Con- 
gress, Oct. 14 


etal THOS. J. CLAFFY of 
the American Society of Inspectors 

of Plumbing and Sanitary Engineers 
Was among the delegates of that body 
Selected to participate in the discussion 
of “The Conservation of Vital Resources” 
at Indianapolis, Ind., October 1st to 4th 
The other delegates were: Dr. H. K 
Beatty, superintendent of sanitation 
Health Department, Pittsburgh, Pa.: 
Prof. Jas. McLaren White, School of 


THE James Robertson Manufacturing Co. 
Architectural Engineering, University of 106-108 Hopkins Place BALTIMORE, MD. 
Illinois, Urbana, Ill.; Dr. J. J. McShane 


SS SS SS SS SS RSS =e 
health commissioner of Kenosha, Wis.° is indispensable to the Master Plumber, the Journeyman 
GB. B ' Plumber, andthe Apprentice Plumber. As the book is 
- 6. Ball, chief of Sanitary Bureau Specially Strong in its Exhaustive treatment of the 
SKILLED WORK OF THE PLUMBER, it commends itself 


Heal i 
gh papartment, peuceee. toot By R. M. STARBUCK. 347 Specially Made Illustrations Price $3.00 Express Prepaid at once to Every One Working in any Branch of the Plumbing Trade. 
Wm. G. Williamson, chief inspector of 


Munbing Department, Detroit, Mich. |PLUMBERS’ TRADE JOURNAL PUBLISHING CO., 45 West 34th Street, New York 
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Rossrtsov’ on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 
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The D. B. M. Wireless Pipe Locator 


will locate any metal pipe, no matter how 
deep it may be buried under ground or con- 


cealed in the walls of a building. Will ship 
on ten days trial to responsible parties. 


Write for full particulars 


MODERN IRON WORKS 
DEPT. G 


QUINCY, ILL. 


STANDARD TANKS 


For Any Purpose 


Water-Air-Oil-Gas 


We carry in stock 


PNEUMATIC STEEL TANKS 
OIL STORAGE TANKS 
AIR RECEIVERS 


PROMPT DELIVERIES SEND FOR LISTS 


Standard Steel Tank @ Mfg. Co. 


General Offices, PITTSBURGH, PA.—Works, GIRARD, OHIO 


HE photo of the Tennessee Master 
Plumbers’ Association represents 
a recent dinner at the Tulane Ho- 
tel, one of Nashville’s old-time but re- 
modeled hotels where the plumbers al- 


# 
6 


O* September 9th, the State Board 


of Directors of the Georgia Mas- 

ter Plumbers’ Association met at 
Augusta and the culmination of the 
meeting was the formation of a local 
association for that city. State Presi- 
dent F. W. Campos, State Vice-President 
D. W. Yarbrough, State Secretary H. A. 
Van Borssum, President W. S. Loftis of 
the Atlanta association, State Treasurer 


The Compression Disc 
Patent Union 


Heavy Pattern, Air Furnace 
Malleable Iron with Brass 
Valve Seated Disc. 


Also Manufacturers of 


Malleable and Cast 
Iron Fittings and 
House Heating 

Boilers 


Write for Catalogue 


1801-25 Diversey Parkway, 
CHICAGO, ILL. 


NOTICE TO! VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 
make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 


Bends and Coils 


OF EVERY SIZE PIPE 
AND FOR EVERY USE 


_ Iron, Steel, Brass or Copper Pipe of any size and 
in any quantity putin any shape you want it. 

Reliable materials and first class work are 
absolutely guaranteed. 


PRICES RIGHT 


Our catalog shows the more common Coils and 
Bends. Any others at your order. 


SEND FOR CATALOG 


THE NATIONAL PIPE BENDING CO. 
85 Lloyd St., New Haven, Conn. 


State President F. W. Campos, Savan- 


nah, Georgia 
B. B. Van Houton, and A. M. Smith form 
the board. 

At nine-thirty A. M. these gentlemen 
gathered at Hotel Albion to transact 
current business and to talk over the 
plans for the establishment of the Au- 
gusta local. Arrangements for a session 
of the master plumbers were then made 
for four o’clock in the afternoon. The 
election of officers for the Augusta body 
followed and E. J. Erbelding, president; 
T. G. Brittingham, vice-president; Albert 
S, Hutt, secretary, and T. Miller Morris, 
treasurer, were appointed to serve dur- 
ing the ensuing year. Upon adjourn- 
ment of the meeting the Board of Di- 
rectors were taken upon an automobile 
trip through the city and the suburban 
country, and a most delightful ride was 
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ways meet. The dining-room is elegant 
and the viands are always good. The 
session of a few weeks ago included a 
theatre party, boat ride on the Cumber- 
land River, and other entertainment. 


Augusta, Ga., Now Has Full- 
Fledged Association | 


thoroughly enjoyed by all present. 

Later in the evening dinner was 
served the guests at the Genesta amid 
most congenial surroundings and was 
the occasion for several splendid talks 
delivered by real orators. The speakers 
of the evening were KE. J. Erbelding, 
President Campos, Mr. Mahoney of the 
Savannah Supply Co. and O. J. Barrett, 
and their topics were well chosen and 


A. M. Smith, Atlanta, 

Georgia 
masterly delivered. It was conceded by 
all that the results of their talks were 
productive of much good. The meeting 
from beginning to end was voted a suc: 
cess and big things will now be heard 
from the young organization under the 
guidance of such efficient officers as have 
been elected. 

It is the purpose of the new associa: 
tion to ask for laws and ordinances 
governing the installation of sanitary 
plumbing and it is unanimously believed 
that such legislation will be secured iD 
the near future. 

Some of those affiliated are: J. Frank 
Koon, Theo. G. McAuliffe, Henry Hutt 
Co.; EB. J. Erbelding Co.; Morris Plumb 
ing Co.; Thos. G. Brittingham, and Bar 
rett and Dobson, well-known plumbers 


Ex-President 
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Kennedy Valves 


have been made since 1880. ‘‘As Good 
as Any— Better Than Many.”’ 
All KENNEDY VALVES are’of the same 


good quality and workmanship, the 


only difference being in weight and de- 


SEND FOR CATALOGUE 


THEKENNEDY VALVE MFG.CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA N.Y. 

Braneh Office & Warehouse—40 Beekmar 
Street, NEW YORK CITY. 

Agencies—66_ Western Wnion Rldg., CHI- 
CAGO, ILL., Monadock Bldg., SAN 

FRANCISCO, CAL. 


HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 

‘y Send for cata- 
KO); log and prices. 


BERGER BROS. CO. 


Manufacturers 


237 Arch St., Philadelphia, Pa. 


HIGH GRADE 
STOP 


AND 


WASTE 


Manufactured hy 


THE KITSON CO. 
Philadelphia, Penn. 


- ALTERS, PERKS AND 
MELLON, 1835 Ludlow 


street, Philadelphia, Pa., 

have a big lot of work on 

hand at present. Among 

other contracts they have 
the plumbing and heating of the Martha 
Washington School; the Mount Vernon 
School at 3d and Catharine _ streets; 
Provident & Life eight-story storage building 
at 18-20-22 South Orriania street; and The 
Juniform Co.’s factory building at 62d street 
and Girard avenue. They have also just com- 
pleted the heating plant in the Hess Bright 
Roller Bearing Mfg. Co.’s building. 

H. L. Righter and family of 5424 German- 
town avenue, Philadelphia, Pa., are summer- 
ing at Wildwood, N. J. 

A. Cohen, 1610 S. 6th street, Philadelphia, 
Pa., is installing the plumbing in a new 
house at 912 Snyder avenue. 

The plumbing in 719 Pemberton street, 
Philadelphia, Pa., is being installed by °S. 
Fine of 939 Passayunk avenue. 

Winfield S. Reed, chief plumbing inspector 
of Philadelphia, Pa., is spending his vacation, 
with his wife at Wildwood, N. J. 

Louis Kraus, 4943 N. 5th street, Phila- 
delphia, Pa., has started work on the plumb- 
ing of two new houses on N. 5th street. 

Jas. Farley, 5422 Wyalusing avenue, Phil- 
adelphia, Pa., is fitting up plumbing in 4641 
Parrish street, 2537 and 2539 S. 71st street. 

John Sites Jr., 2918 Fletcher street, Phil- 
adelphia, Pa., is at work on the plumbing of 
six new dwellings, 4828 to 4838 N. 15th street. 

The plumbing contract of fifteen new 
dwelling houses was awarded to E. P. Rick- 
ley of 3522 N. 17th street, Philadelphia, Pa. 

Sam’l Phillips, 3961 N. 6th street, Phila- 
delphia, Pa., is installing the plumbing in 
sixteen new dwellings on W. Albanus street. 

Harry Coffin Jr., 5040 Baltimore avenue, 
Philadelphia, Pa., is installing the plumb- 
ing in the new residence at 5948 Drexel 
Road. 

J. F. Lenahan, 2517 Germantown avenue, 
Philadelphia, Pa., is fitting up the plumbing 
in 743 S. Warnock street and 1721 Race 
street. 

Wm. H. McClain, 5922 Girard avenue, 
Philadelphia, Pa., has started work on the 
plumbing of nineteen new houses on 54th 
street. 

N. Rothchilds, 313 So. 8d street, Phila- 
delphia, Pa., is busy with the plumbing of 
two new houses at 3121 and 3123 Wharton 
street. 

John McCann, 210 W. Dauphin street, 
Philadelphia, Pa., is installing the plumbing 
in twenty-one new dwellings on Lawrence 
street. 

Robert Harper’s Sons, 217 N. 16th street, 
Philadelphia, Pa., have the contract for in- 
stalling plumbing in the building at 43 S. 
17th street. 

John TT. Harnett, 23840 N. 29th street, 
Philadelphia, Pa., is fitting up the plumbing 
in the five new dwellings at Richmond and 
Plumb streets. 

The plumbing contract for the new build- 
ing at 315 N. 7th street, Philadelphia, Pa., 
was awarded to C. T. Innes & Co. of 870 N. 
Franklin street. 

The plumbing in the building at 3820 San- 
som street, Philadelphia, Pa., is being in- 
stalled by J. H. Corwin of 2615 Girard ave- 
nue, Philadelphia. 

The plumbing of the four new residences 
on 62d street, near Market street, Philadel- 
phia, Pa., is being installed by E. B. Story 
of 5940 Market street. 

J. Gilbert Lowener, 2313 Columbia avenue, 
Philadelphia, Pa., is installing drainage sys- 
tems in five houses on Olive street, and three 
houses on Hancock street. 

Harry Levy, 1148 Passayunk avenue, 
Philadelphia, Pa., has a number of altera- 


tion plumbing contracts on hand, some of 


which are: 1446 S. 16th street, 1528 S. 
Mole street, 1917 S. Iseminger street, 826 
Wilder street, and 641 Washington avenue. 


Geo. S. O’Connor, 4464 Richmond street, 
Philadelphia, Pa., is fitting up the plumbing 
in two new houses on Melrose street, near 
Orthodox street, Frankford. 

Wm. Grundy, 2107 Orthodox street, Frank- 
ford, Philadelphia, Pa., is busy on the plumb- 
ing of four houses on Edmond street and the 
dwelling at 4633 Worth street. 

Wm. Davies, 1667 Orthodox street, Frank- 
ford, Philadelphia, Pa., among other things, 
is plumbing five houses on Meadow street 
and five houses on Glenlock street. 

The plumbing contract for the four new 
houses, 1023 to 1029 Ruscomb street, was 
awarded to Ralph Wright, Douglass and 
Cumberland streets, Philadelphia, Pa. 

Chas. H. Hyatt, 1867 Judson street, Phila- 
delphia, Pa., was awarded the plumbing con- 
tracts for four new houses on Ruscomb street 
and three new houses on Fishers avenue, 

Wm. Grundy, 2107 Orthodox _ street, 
Frankford, Philadelphia, Pa., has a number 
of plumbing jobs on hand at present, some 
of which are in 4647 and 4649 Worth street. 

J. Gilbert Lowener, 2313 Columbia avenue, 
Philadelphia, Pa., is fitting up plumbing in 
the premises 1620 Thompson street, 513 N. 
10th street, 606 N. 10th street, 987 and 939 
Nectarine street. 

Changes in the plumbing of premises 1320 
Kater street, 1327 Bainbridge street and 
1243 S. 22d street are being made by John 
B. Shotts of corner 22d and Wharton streets, 
Philadelphia, Pa. 


Eastern Supply Association Meet at Hotel 
Astor, New York City, Oct. 9 


HE annual meeting of the Hastern 

Supply Association was held in 

the Hotel Astor, Wednesday, Octo- 
ber 9th, and was attended by a goodly 
representation of supply men from the 
entire eastern section. While the topics 
for discussion were general, matters of 
importance were brought before the 
members for their consideration. Secre- 
tary Hanley of the association reported 
the affairs of the organization in splen- 
did shape and was congratulated for the 
efficient way in which he had looked 
after the interests of that body. A de- 
tailed report of the meeting will be 
given our readers in a later edition of 
THE PLUMBERS’ TRADE JOURNAL. 


Nebraska Master Plumbers Want State 


Ordinances 


HE Nebraska State Association of 
cC Master Plumbers, under the guid- 
ance of President J. C. Bixby of 
Omaha, and his fellow officers, has in 
preparation by a committee appointed 


for the purpose, a_ bill providing for 
state-wide plumbing regulation, to be 
presented at the next session. The pro- 


posed law, if the hopes of the master 
plumbers of Nebraska are realized, will 
embrace all cities of the first, second and 
third classes in enforcing the installa- 


tion of healthful and sanitary house 
drainage. 
Master plumbers and health officers 


throughout the state are being made ac- 
quainted with the proposed legislation, 
which is receiving widespread favor, 


GORTON 


Wrought Steel 


BOILERS 


Besides the 
advantages 
of long life, 
and the 
highest 
economyia 
fuel con- 
sumption, 
the boilers 
have a self 
feedingcoal 
reservoir, 
which per- 
forms the 

© duty of an 
experienced fireman in supplying 
coal to the fire, and will maintain 
a steady fire and a constant heat 
for twelve hours withoutattention, 


Send for Catalogue and investigate 
Jor yoursel — theiy Superiority 


GORTON & LIDGERWOOD Co. 
96 Liberty St., NEW YORK 


CHICAGO: Fisher Bidg, 


BOSTON: 182 High St, 


MAKE BIG PAY DRILLING WATER WELLS 
7S Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
@ Sizes; traction and porta- 
ble. Easy terms. These ma- 
chines make good any- 
where. 

Keystone Artesian Drill Co. 
Beaver Falls, Pa. 


Manufacturers 
Notice 


We are handling Plumbing 
Fixtures, such as 


CLOSET COMBINATIONS 
VITREOUS WARE 
ENAMELWARE 
AND SPECIALTIES 


We are looking for a good up- 


to-date specialty. If you are 
looking for a Live Wire to place 
any good specialty on the 
market, see us first. 


Thos. J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 


1006 Filbert St., Philadelphia, Pa. 
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HOT AIR PUMPS 

MOTOR DRIVEN PUMPS 
GASOLENE ENGINES 

RIGHT PRICES FOR USERS 
GOOD PROFITS TO DEALERS 


Write neavest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 


New York Boston Philadelphia 
Montreal, P. Q. Sydney, Australia 


Griffin’s Patent 


Send for circular. 
J. H. GRIFFIN 
506 W. 26th St.. New York City 


ART DECORATIONS 


In Full Colors 
FREE 


: To every reader of this magazine who is 
interested in nature and animals and out- 
door life we shall be pleased to send, without 
charge, four beautiful pictures of outdoor 
subjects, retailing at 50 cents each. They 
are printed on heavy art paper without let- 
tering, and are unusual examples of the art 
of color printing. Framed at moderate cost, 
they will make excellent decorations for 
your home, or they can be used just as they 
are. Sizes 10%x7% inches. 


Why We Make This Offer 


We send these pictures to advertise our 
Standard Library of Natural History which 
has just been completed after years of labor 
and at greatexpense. It contains over 2,000 
illustrations from actual photographs— se- 
cured in many cases by special expeditions 
to foreign lands. lt gives’in untechnical 
language the salient facts about animals and 
is enlivened with many an anecdote and tale 
of adventure in the field. 

No Obligation Whatever 

Your application for the picture imposes 
no obligation to purchase the Library. We 
forward the pictures, with a description of 
the books, by mail postpaid. You will not 
be bothered by agents or canvassers. 

As an evidence of good faith, enclose 10 
cents (stamps or silver) for wrapping and 
postage. This will be refunded if you re- 
quest it after examining the pictures. Mail 
the accompanying coupon promptly. 


The University Society 


44-60 East 23d St. + New York City 


The University Society, 
New York 


Please send me, postpaid, the four 
pictures you offer, with a description 
of the “Standard Library of Natural 
History.” IT enclose 10 cents for pos- 
tage and wrapping, which you agree 
to refund it Iam not perfectly satis- 
fied. It is understood that the send- 
ing of this coupon does not in any 
way obligate me. P. T. J: 10-15 


) | Address ---- snonge 
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WILLIAM HORACE OORBIN, JERSEY 
ODDLY GaN eed « 


It is with deep regret that THE PLUMBERS’ 
TRADE JOURNAL announces the death of 
William Horace Corbin, vice-president of 
The Joseph Dixon Crucible Co., Jersey City, 
N. J., Wednesday, September 25th, for, apart 
from his personal friendships with many 
members of that concern, his death not only 
deprives the company of an officer and di- 
rector but of the services and wise counsel 
of a distinguished lawyer. 

Mr. Corbin died at his country home at 
the Hartwood Club, Sullivan County, New 


The Late William 


H. Corbin, 
City, N. J. 


Jersey 


York, after an illness of several weeks. His 
death was due primarily to hardening of the 
arteries, caused by overwork. 

His family were all present at the time of 
his death. 

He was born in McDonough, Chenango 
County, N. Y., July 12, 1851, being a son of 
Eli L. Corbin and Abigail (Taintor) Corbin. 
He was educated at Cornell University and 
the Columbia College Law School, from which 
he was graduated in 1872 and was admit- 
ted to the New York bar. He came to Jer- 
sey City, where his older brother, Charles 
L. Corbin, had already settled, and was ad- 
mitted to the New Jersey bar in 1874. He 
took up his residence in the city of Eliza- 
beth, where he has ever since retained it. 
For several years he was the managing clerk 
of Senator Brinkerhoff, but in 1881 became 
a member of the firm of Collins & Corbin, 
which had been formed in 1875 by his 
brother, Charles, and Gilbert Collins. That 
partnership, except for the time that Mr. 
Collins was on the Supreme Court bench 
from 1897 to 1903, continued until the death 
of Charles L. Corbin in August, 1911, the 
firm, however, subsisting with various junior 
partners admitted from time to time until 
now. 

Mr. Corbin was school commissioner for 
several years and was also prominent in 
politics. 

He helped to organize the New Jersey 
Title Guarantee & Trust Company, and has 
been one of its directors from the beginning, 
and for the last few years its president. 
Admonished that he had been working too 
assiduously he asked to be relieved from the 
active duties of the presidency and two vice- 
presidents were recently elected. He was a 
director of the First National Bank of Jer- 
sey City and other corporations. He was a 
member of the Union League Club of New 
York, the Union League Club of Hudson 
County, the Lawyer’s Club and the Railroad 
Club of New York, the Town and Country 
Club of Elizabeth and the Carteret Club 
of Jersey City. 

Mr. Corbin was a very able lawyer as 
well as business man. He was especially 
versed in corporation law. 

Mr. Corbin socially was a 
pleasant companion. He was a_ deeply 
religious man and long an elder of the 
Westminster Presbyterian Church in Eliza- 
beth and a member of the Board of 


genial and 


Home Missions of the Presbyterian Church. 

Mr. Corbin married Miss Clementine Kel- 
logg, daughter of the late Elijah Kellogg of 
Elizabeth. He is survived by his widow 
and two sons—Clement K. Corbin, who is a 
member of the firm of Collins & Corbin, 
and Horace K. Corbin, who is an engineer- 
ing contractor. 

In Jersey City, where his business life was 
spent for more than a generation, Mr. Corbin 
was a tower of strength for any cause he 
espoused, and in Elizabeth, where he lived 
and served the city in many ways, he was 
so thoroughly indentified with good works 
that the people looked upon him as their 
own. He monumented his career with gra- 
cious deeds, and the people accorded him the 
credit with pleasure. 


HENRY DUNKER, JR., OTTAWA, ILL. 


Henry Dunker, Jr., head of the Dunker 
Plumbing and Heating Company, Ottawa, 
Tll., died at one o’clock, Saturday, Septem- 
ber 7th. Mr. Dunker was born and reared 
in Davenport. He was forty years of age. 
Besides his parents, Mr. and Mrs. Henry 
Dunker, Sr., he leaves a widow and two 
children, Marie and Henry, residing at 218 
Kirkwood Boulevard. Mr. Dunker was a 
member of the Davenport Master Plumbers’ 
Association and was well and favorably 
known by the plumbing trade in that sec- 


tion. He was also a member of the Masons 
and Elks. 
NELSON T. LITTLE, LOUISVILLE, KY. 


Nelson T. Little, Louisville, Ky., expired 
suddenly on Wednesday morning, Septem- 
ber 18th, from a rapid attack of diphtheria 
which developed while he was in Peoria, 
Ill, on a business visit. Mr. Little was 


manager. of the Louisville branch of the 
Pittsburgh Water Heater Company, with 
which company he had _ been connected 


= 


since 1906. His promotion after join- 
ing the sales organization of that com- 
pany was rapid, and in early 1911 he was 
awarded the managership of that branch, 
where he made a great success. Mr. Little’s 
death will come as a great shock to his 
many friends in the middle west, as he was 
a most successful and aggressive business 
man and well known and esteemed by the 
majority of the plumbing and gas fraternity 
in this territory. : 

He was thirty-four years of age, a bache- 
lor, and the only son of Mr. and Mrs. W. H. 
Little of Kansas City. He was an Officer 
of the South Gate Lodge of Kansas City, 
as well as member of the National Com- 
mercial Association and Indiana Gas As- 
sociation. : 


NATHAN B. GARNSHY, MILWAUKEBD, 
WISCONSIN 


One of the best known salesmen in the 
middle west, Nathan B. Garnsey, for twelve 
years representative of the L. J. Mueller 
Furnace Co., died, September 24th, from a 
complication of diseases, aged forty-three 
years. Mr. Garnsey had resided in Madison, 
Wis., during his connection with the Mueller 
Co., and his territory was the entire south- 
ern portion of that state. His gentlemanly 
manner and genial personality made many 
close friendships and his sad end will no 
doubt be received with regret by a host of 
customers. Mr. Garnsey’s career Was one 
marked by loyal and efficient service, ever 
alert to the interests of his employers. His 
honest and straight-forward business trans- 
actions characterized his connection in the 
heating industry and he was always ready 
to lend his assistance to those requiring it 
Mr.. Garnsey is survived by a widow, tc 
whom THE PLUMBERS’ TRADE JOURNAL offers 
its earnest and heartfelt sympathy in thi: 
time of sorrow. : 


Plumbers to Install Vacuum Machines 


W poe reference to the installation of 
vacuum cleaning systems, much of 
which work is being done in Chi- 

cago at the present time, the local master 

plumbers have been urged to also go after 
the work of installing the machine that goes 
with it. It has been the practice to let the 
plumber put in all the piping in connection 
with the vacuum system, on account of it 


An Up-to-date Plumbing Concern 


HE illustration appearing herewitl 
cE is a good likeness of the display} 

window of David Grewar Co. 
Nashville, Tenn., being the new home o 
the firm at Church street and Third ave 
For the last quarter of a centur’ 
among the pionee 


nue. 
the Grewar Co., 


Splendid Exhibit of Sanitary and Lighting Fixtures in the Showroom of the Davi 
Grewar Oo., Nashville, Tenn. 3 


being equipped with drainage fittings and 
connected to the sewer, and to have some 
one else purchase and connect the vacuum 
cleaning machine after he is through with 
the job. There is ho reason, it is pointed 
out, why the buying of the machine and 
installing. it should not be the work of the 
plumber. The large vacuum cleaning 
apparatus companies are reported to be in 
favor of having the work included in the 
plumber’s specifications in the original bids. 


plumbers of Nashville, have been ° 
Fifth avenue. W. H. Grewar of thi 
firm was president of the Kentuck 
State Association in 1911. They cat 
electrical fixtures, which form 4 bacl 
ground in the window and store. The 
are doing a large business locally ae 
out of town in plumbing and heatin 
gas fitting and_ electric constructio 
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“Ulist's'$'tttttttttttt Wht. 
HE opening of the Baltimore 
sewerage system, costing more 


than a million dollars, has re- 

sulted in unusual activity in the 

plumbing trade. As it is known, 

many of the houses in the east- 
ern portion of the city are not connected 
with the sewerage system and the laws eall 
for these connections to made as soon 
as the main sewers have been placed in the 
streets. Certainly this business ordinarily 
should be profitable for the plumber, but 
the tendency it seems has been to cut prices 
to the rock bottom. For this reason many 
of the plumbers have refused to tackle this 
class of work, claiming that losses result 
in a great many instances from unforeseen 
obstacles in the way of trenching and so 


be 


on and the small price received would not 
justify the consideration of contracts at 
which the work is being let. 

Our correspondent on a recent visit to 


the “Monumental City” found the opinions 
of the leading master plumbers unalterably 
opposed to this practice. It is claimed that 
some of the plumbers in submitting bids 
would place their figure at $100, and the 


ss 


H. 0. Bowman and Sam Houck in Front of Mr. Bowman's Establishment, 718 


N. Howard St., 


property owner would use this lever on 
another plumber who would undertake the 
job saying that if the first could do it for 
$100, he could do it for $90, and it would 
further be underbid by~ another who would 
take care of the work for $80. This is a 
deplorable condition and it seems that the 
solution of the problem has not yet been 
found, nor will it until some conce1 ted ac- 
tion is taken through the Association. Bal- 
timore boasts one of the strongest and most 
well organized associations in the country 
and it is predicted that they will soon de- 
vise a way to show the erring master 
Plumbers their mistakes and rectify same. 

T. Royal Boland, of 834 N. Howard 
street, Baltimore, Md., is at present busy 
on repair and jobbing work. Mr. Boland 
does not cater so strongly to new work, 
for he said that in many instances it is 
figured on too close a basis. 

When THE PuumMBeERs’ TRADE JOURNAL 
correspondent called upon P. Carey Sons, 
860 W. North avenue, Mr. Francis A. 
Carey told him that while the firm wasn’t 
rushed to death, they had no complaint to 
make and that business was going on as 
smoothly as usual. 

The accompanying photograph is of H. C. 
Bowman’s establishment at 713 N. Howard 
Street, Baltimore, Md., and is one of the 
classiest and most elaborate shops in the 
“Monumental City.’ Mr. Bowman was busy 
showing some ladies through his splendid 
‘display room when the correspondent of 
THE PLUMBERS’ TrapE JouRNAL walked in. 
Needless to say, he clinched the order for 
a fine installation before his customers left. 
He and his manager, Mr. Sam Houck, then 
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MONUMENTAL 
ITY 
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kindly consented to pose for our Kodakist, 
as the picture herewith shows. 

Mr. Bowman has several nice plumbing 
and heating jobs under way and ean find 
no fault with the season’s business. 


Some of the largest installations of 
United States Radiator Corporation heating 
products and appliances in Baltimore have 
been made in the new Peoples Court at 
Marsh Market Space, by Walter EB. Hill 
& Co., in which “Sunray” boilers were used: 
the Grief Clothing Factory and the Balti- 
more Bargain House, the plumbing and 
heating in the latter having been consum- 
by Thos. C. Basshor Co. 

Joshua Naylor, manager of 
more branch of the United States Radiato1 
Corp., graciously entertained our repre- 
sentative for some little while and told 
him that the U. S. Radiator Corporation 
vacuum cleaning products were enjoying 
the same popularity as their well-known line 
of heating specialties. Among the _ recent 
installations is the No. 70 Public School at 
William and Warren streets. A number of 
other schools are also contemplating the in- 
stalling of this well-known system. 


the Balti- 


Baltimore, Md. 


Among the busy master plumbers of 
the city who are enjoying at present a 
good share of work, is William Hell- 
bach, 651 West Baltimore _ street. THE 
PLUMBERS’ TRADE JOURNAL representative 
just arrived in time to catch “Bill,” as he 


is known, about to start for the Esplanade 
Apartments, probably the handsomest and 


most elaborate building of its kind in the 
state, where he has the plumbing installa- 
tion. This work requires the very highest 


class fixtures and contains every modern 
convenience, including vacuum cleaning, re- 
frigerating, steam heating, electric lighting 
systems, etc. 

When not engaged upon estimating, Mr. 
Hellbach finds time to take his family out 
in his 60-mile “Chalmers” ‘“buzz-wagon’” 
and in the summer time can be found every 
week end at his summer estate at Stony 
Creek, to which he travels in his handsome 
boat, the Phyl-ad-ma. 

Mr. Wirth, manager for 
Millar, of 856 W. North 
“No sewer work for mine, 
my price. I ean’t afford to 
my business because some other fellow 
wants to work for nothing. Anyway, it 
takes all my time now putting in ‘Ruud’ 
heaters.” Mr. Wirth confided to THE 
PLUMBERS’ TRADE JOURNAL’ representative 
that he had recently installed four “Ruud” 
heaters in a single week and every one of 
these was going to make a duplicate sale. 
One of the largest installations was in an 
apartment at Forest Park, where the gas 
consumption is so small that the owner had 
been kicking himself for not having a heater 
installed long before. It was ever thus. 


William J. S. 
avenue, says: 
unless at 
jeopardize 


Increase YOUR Profits By Showing 
Customers How to Save Money 


You can do this by simply proving to your 
customers the enormous saving in’ fuel that 
can be effected by use of J-M Pipe Coverings. 
And we'll help you to prove it by supplying 
you with literature, samples, and actual test 
figures that will prove conclusively to your 
customers that they are losing good money in 
fuel on every steam or hot water line that they - 


ar j a inc : J-M Asbesto-Sponge Felted for High 
are operating without the insulating help of Prcsuuve Stacir Gereien ; 


J-M PIPE COVERINGS 


There is a J-M Covering for every condition, 
each recognized by engineers as the most effici- 
ent on the market. 


You can reap big profits not only on nearly 
every piping job you do, but also from hundreds 
of jobs in old buildings around your city. 


Get after this business now. There is bigger 
profit in it than most business you get, and com- 
petition is not so keen. 


J-M Asbestocel for Medium and 
Low Pressure Steam and Hot 
Water Systems 


H. W. JOHNS-MANVILLE CO., 
ASBESTOS. 


Write nearest Branch for our Special 
Proposition to Plumbers 


Manufacturers of Asbestos and 
Magnesia Products 


Asbestos Roofings, Packings 
Electrical Supplies, Ete. 


Albany Chicago Detroit Louisville New York San Francisco 
Baltimore Cincinnati Indianapolis Milwaukee Omaha Seattle 

Boston Cleveland Kansas City Minneapolis Philadelphia St. Louis 
Buffalo Dallas Los Angeles New Orleans Pittsburgh Syracuse 


For Canada:-THE CANADIAN H. W. JOHNS-MANVILLE CO., LIMITED 
Toronto Montreal Winnipeg, Vancouver 
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THE BEST BOO 
ON PLUMBING 


Every thoughtful man hesitates 
about making sweeping state- 
ments. Take this for what 
it’s worth, 


We believe ‘Standard Prac- 
tical Plumbing,” by R. M. 
Starbuck, is the best and 
most thorough book on 
up-to-date plumbing on 
the market today. Every 
master plumber and jour- 
neyman should have it. 


PRACTICAL PLUMBING 


CARS STAR BUCK 


450 pages, 347 specially 

made illustrations. Price 

$3.00. Sent by express, 

C.O. D., or upon receipt k 

of price by mail. k 
; 


Published and For Sale by 


The Plumbers’ Trade Journal Publishing Co. 
45 W. 34th Street, New York 
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RINTED herewith is a picture of 
that popular Jersey City master 
plumber, John J. Corcoran, of 345 
Grove street, who is one of the 
best-known young men in the city. 


—— 


With Mr. Corcoran are shown 
some of his men, whom he keeps busy all 
the time with new and alteration work. 


John J. Corcoran, a Rising Young Master 
Plumber of Jersey City, N. J. 

Wm. Islieb of Cranford, N. J., has secured 

the plumbing, heating and gas fitting con- 

tracts for the buildings being erected by A. 


Miller, on the Miller Block, that city. 
Tur PLUMBERS’ TRADE JOURNAL repre- 
sentative was lucky to catch H. K. Clark 


of 334 2d street, Jersey City, N. J., as that 


gentleman was starting out behind his fa- 
vorite trotter, “Queen Bess,’ with a record 
of 2:06. Mr. Clark reported business as 
being very fine and is relieved by his son 
Harry of a lot of business cares. Here’s 
more success ! 

Abe Smith of 51 Fair street, Paterson, 
N. J., with a branch office at 200 Main 
street, Passaic, N. J., is a wonder worker. 


Friends and Guests of the Newark, New Jersey, Master Plumbers’ Association Who Participated in the Gran 


Although fire destroyed the main branch at 
Paterson, Mr. Smith kept his patrons sup- 
plied with material, and now is fitting up a 
6-story fireproof building, 220 ft. x 30 Pty 
which will extend from Fair street to Ham- 
ilton avenue. “The General,” Michael Daly, 


is still general manager, having been with 
Abe for fourteen years. 
That’s some term of service, General. 


Klusendorf & Wodder of 361 Maple street, 
Perth Amboy, N. J., are as usual busy at 
this time on the numerous contracts which 
come their way, among which are: The 
plumbing and heating contracts for the 
apartments for Hans Nielson, on Smith 
street; the plumbing and heating contracts 
in the Nelson Apartments, on Gordon street, 
for Hy. Nelson; and the plumbing and heat- 
ing contracts for the Deleronzo Apartments, 
on Amboy avenue, for J. Deleronzo, and 
several smaller jobs. 


Anderson & Ernst of 242 New Brunswick 
avenue, Perth Amboy, N. J., are at work 
on the following contracts: The plumbing 
contract in the Byrnes Apartments, on State 
street; the plumbing and heating contracts 
in the new building for the Ford Fire De- 
partment, at Ford Corners, N. J.; the plumb- 
ing and heating contracts in the new resi- 
dences to be erected for J. N. Webster on 
Water street, and for L. W. Moore, on Har- 
vey avenue. 

a 


Aftermath of the Outing of the Newark, 
N. J., Master Plumbers 


Tx annual outing of the Newark, 
New Jersey, Master Plumbers’ Asso- 
ciation at Witzel’s Grove, College 
Point, August 20th, differed in no wise from 
the former affairs unless it exceeded the 
previous” affairs. As reported in THE 
PLUMBERS’ TRADE JOURNAL of September Ist, 
every master plumber laid aside his duties 
at his office and devoted the entire day to 
one of recreation and enjoyment. . Feasting 
and games did much to make a pleasant 
day for the members and _ their friends, 
among whom were noticed many important 
men. The photograph herewith shows the 
gathering assembled on the _ steps of the 
grandstand at that ever popular resort. 


Western Trade Association Golf Meet 
Transpires 


BOUT thirty members’ braved 
the scorn of the Burnside, Ill. 
weather prophet and appeared at 
the golf course of the Calumet Country 
Club, September 25th, to play the usual 
fall tournament. In opposition to the 
weather man’s caution against rain, Old 
Sol beamed upon the golfers as they ar- 
rived, some reaching the links early in 
the day, others appearing until the noon 
hour. J. P. Dugger and D. E. McCabe 
were hosts to the players. 

Strong and variable winds caused the 
members much discomfiture, as close 
playing was almost impossible. Follow- 
ing a short game of nine holes, a lunch- 
eon was served and was partaken of by 
the entire group. The afternoon play 
was limited to eighteen holes and con- 
sisted of seven flights—five foursome, 
two threesome. The winner, S. O. Dug- 
ger, received a replica of the official cup 
and his name was engraved upon ‘the 
original. For their efforts, each contest- 
ant was awarded a stein. 

A list of the players follows: Chicago 
—w. T. Morgan, Raymond Lead Co.; 
W. H. Blatchford, C. W. Blatchford Co.; 
J. F. Tuttle, Warren-Webster Co.; H. H. 
Hughson, Hughson Steam Specialty Co.; 
Paul Blatchford, secretary Central Sup- 
ply Association; E. W. Sandborn and 
Warren S. Hills, U. S. Radiator Corpora- 
tion; E. D. Little and E. H. Bruce, Crane 
Co.; J. P. Dugger, Kewanee Boiler Co.; 
H. E. Keeler, Lunkenheimer Co.;. Alton 
T. Johnson, Federal-Huber Co.; A. A. 
Ainsworth; E. Buehler, Davies Supply 
Co.; J. M. Stannard, American Steam 
Pump Co.; L. C. Huckins, Kelly & Jones 
Co.; John W. Watson; W. B. Dale, Street 
& Kent Mfg. Co.; D. E. McCabe, Inter- 
national Heater Co.; H. M. Sedgwick, 
S. Wilks Mfg. Co.; S. O. Dugger, Mc- 
Crum-Howell Co.; T. M. McDonald, A. Y. 
McDonald Mfg. Co.; A. S. ‘Frampton, 
Wheeling Steel & Iron Co.; W. M. Scud- 
der, American Radiator Co- R. R. Stir- 
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ling, Stirling & Skinner Mfg. Co., Detroit, 
Mich., and F. D. Keeler, Rockford Brass 
Works, Rockford, Ill. 


—_——__—__¢3-—— 


Pittsburgh Steam Supply Men Hold First 
Banquet 


N October 4th, the Colonial Hotel 
O Annex, Pittsburgh, Pa., was the 
scene of the first annual dinner 
of the Pittsburgh Society of Steam 
Supply Salesmen and this annual event 
was inaugurated under most auspicious 
circumstances. At least two hundred 
guests were present to participate in this 
most delightful affair. That the enter- 
tainment committee had perfomed their 
duties well could be seen from the ele- 
gant repast, and in the excellent choice 
of speakers there are congratulations 
due those energetic gentlemen. Chair- 
man J. C. Usher, A. H. Cox, J. A, John- 
son, R. K. Roth, C. F. Overly and J. C. 
Murdock were responsible for the ar- 
rangements. 
———_—_o-o—__—_—_. 


Good for the Scranton Boys 


CRANTON, Pa., one of the busiest 
fe and most progressive cities in the 
Keystone State, is to have a Mas- 
ter Plumbers’ Association. Plans for the 
organization are now well under way 
in charge of State President Chas. K. 
Will, Laneaster; Past State President 
C. Fisher, Harrisburg, and President G. 
T,. Farrell of the Plains Board of Health, 
who is also a member of the Wilkes- 
Barre Association. 

Some of the members who have signi- 
fied their intentions of co-operating with 
the State and National bodies are: Thos. 
A. Savalle, Jas. O’Hara, Thos. O’Malley, 
Jas. B. Doyle, Wm. Cleary, Herman 
Reisenberg and Wm. Cowles. Seven new 
names will shortly be added, making the 
total membership fourteen. 

— ls 

A man’s reputation is based upon 
what he does, and his character upon 
what he thinks, so the old saying goes. 


d Frolic at Witzel’s Grove, College Point, N. Y., Aug. 20, 1 
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HE J. S. Bunn Co., Detroit, 
Mich., report business the best 
in years. They are doing the 
plumbing in a number of fine 
residences. 


D. Karle & Co. Detroit, 
Mich. are completing. the plumbing and 
heating in the new addition to the Detroit 
Aluminum Casting Co.’s plant. They are 
‘also doing several residences and apart- 
ments. 


R. Caton, assistant secretary of the Ideal 
Mfg. Co., Detroit, Mich., is back from a ten 
days’ vacation. 


Thomas Williams, one of the leading mas- 
ter plumbers in South Bend, Ind., was a 
visitor to Detroit recently. 


O. A. Wurm Co., 50 West Adams street, 
Detroit, Mich., will install the plumbing in 
the new residence of George J. Hurlburt on 
Taylor avenue. 


C. D. Montrose, of the Detroit, Lead Pipe 
Works, Detroit, Mich., who has been ill for 
some weeks, has fully recovered and is back 
at his desk again. 


W. C. Teagan, 665 16th street, Detroit, 
Mich., has the contract for the plumbing in 
the double residence of Miss H. W. McKer- 
row on Leverett street. 


John Cullen, 737 Woodward avenue, De- 
troit, Mich., will do the plumbing in the 
flat building being erected on East Grand 
Boulevard for John Spratt. 


J. H. Kennedy, 217 Jefferson avenue, De- 
troit, Mich., will install the plumbing and 
steam fitting in the residence of Louis A. 
Peters, 171 Seminole avenue. 


A. W. Schwultz & Co., 815 Gratiot avenue, 
Detroit, Mich. has the plumbing contract 
for the addition to the factory- building of 
Holly Bros. cn Rowena street. 


Donald Miller & Co., 280 Brush street, 
Detroit, Mich. will do the plumbing and 
steam fitting in the store and flat building 
of Mary Ryan on Gratiot avenue. 


The Ideal Plumbing and Heating Co. of 
Bay City,, Mich., have completed the heat- 
ing and plumbing contracts for the Lefevre 
Hotel. This concern are also doing several 
residences in Bay City. 


O’Connor Bros., 297 Grand River avenue, 
Detroit, Mich., have the fan system of heat- 
ing to install in the addition of the Franklin 
School. Ernst Bros., 35 Bagg avenue, De- 
troit, have the plumbing contract. 


Ernst Bros., Detroit, Mich., are installing 
the plumbing in the store building of Charles 
Gauss on Grand River avenue. The same 
firm have the plumbing contract for Homer 
Johnson’s new residence on the Boston 
Boulevard. 


Harry W. Taylor, secretary and treasurer 
of the Taylor Supply Co., Detroit, Mich., 
Was married September 18th to Miss Flor- 
ence Hughes, prominent in society circles. 
They left for a trip to the principal cities 
in the east, and will return some time in 
October, 


The Sullivan Plumbing and Heating Co. 
have completed the plumbing and _ heating 
in the Murry Hospital. This is one of the 
finest hospitals in the state. They have 
recently finished the contract for the plumb- 
ing in the new National Auto Truck Fac- 
tory in Bay City. 


Harrigan & Reid, 70 State street, Detroit, 
Mich., have the plumbing contract for the 
new General Hospital now in course of con- 
struction on Hamilton Boulevard, and which 
will be one of the largest and most up-to- 
date in the country. This firm also have 
the plumbing contract for the waiting-room, 
Sarage and office building to be erected in 
Woodmere Cemetery. 


James M. Walker, junior member of the 
firm of the Walker Supply Co., Detroit, 
Mich., recently returned from an extended 
tour through the west. On every side he 
heard that business was fine, although some 
of the western jobbers were complaining be- 
cause of their inability to get prompt ship- 
ment of goods. John Walker, senior mem- 
ber of the firm, left the first part of October 
for a four weeks’ automobile tour through 
the east, especially the Berkshire Hills. 
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of two cents a word. 


FOR SALE — A QUANTITY OF NEW 
black and galvanized iron pipe couplings. 
Make offer to Geo. Gross & Son, Rockaway 
Beach, N. Y. 


WANTED—TWO FIRST-CLASS PLUMB- 
ers and steam fitters. Steady work if satis- 
factory. Married men preferred. The Lane- 
Bowen Co., Lorain, Ohio. 


FOR SALE — MODERN 4” STANDARD 
Wieland pipe machine, pulleys, belting, 
shafting and hangers. Passman Bros., 30 
South Green street, Chicago, Ill. 


PLUMBERS’ BOOKKEEPER WANTED. 
Good salary to competent man. Apply by 
letter to 230, c/o THE PLUMBERS’ TRADE 
JOURNAL, giving full particulars. 

WANTED — SEVERAL HIGH-GRADE 
salesmen. Good territories open for 1913. 
Real salesmen only need apply. The Rick- 
ersberg Brass Co., Cleveland, Ohio. 

WANTED TO BUY — SECOND HAND 
furnace for one-family house. Must be cheap. 
Prefer hot air. Address Larkin, 1920 Oak- 
ley avenue, Van Nest, Bronx, N. Y. 


FOR SALE — OLD ESTABLISHED 
profitable plumbing, heating and tinning 
business. Good reason for selling. Apply 


to R. J. Baldwin & Son, Pottstown, Pa. 


PLUMBING SCHOOL—WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today. Stout Institute, Menomonee, Wis. 


CAPABLE SALESMAN EXPERIENCED 
in selling high-grade plumbing fixtures seeks 
connection with a first-class house. Address 
225, care of THE PLUMBERS’ TRADE JOURNAL. 


- TINSMITH — CAN MAKE OWN PAT- 


terns and do inside, outside and furnace 
work. Steady work only. State wages. 
Tinsmith, 214, c/o THr PLUMBERS’ TRADE 
JOURNAL. 


Help Wanted, Business Opportunities, 
Situations Wanted, Salesmen Wanted, 
Exchanges and Miscellaneous Notices. 


less will be charged for insertions under these headings. 
Cash or stamps must accompany order. 


A uniform Rate of 50 cents for 25 words or 
Additional words at the rate 


qd 
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WANTED — BY MANUFACTURER OF 
house heating boilers and radiators, branch 
manager for New -York City and Philadel- 
phia. Have established trade at present at 
these points. Address 201, c/o THr PLUMB- 
ERS’ TRADE JOURNAL. 


MANUFACTURERS, ATTENTION! 
Salesman with 20 years’ experience selling 
plumbing goods in New England would like 
to act as manufacturers’ agent on good 
staple lines. Address 229, c/o THE PLUMB- 
ERS’ TRADE JOURNAL. 


FOR SALE — ESTABLISHED PLUMB- 
ing, heating and sheet metal business in best 
2,000 population town in Ohio. Other inter- 
ests require attention—only reason. Fine 
chance for a “hustler.” Address E. Snider, 
Box 547 Buffton, Ohio. 


WANTED—FIRST-CLASS LIVE SALES- 
man. One familiar with a high-grade line 
of plumbers’ brass work and also plumbing 
fixtures. Must furnish references as to 
ability and character. Apply the Sanitary 
Company, Cleveland, Ohio. 


WANTED—A FIRST-CLASS PLUMBER 
and steam fitter, one who is capable of 
handling both branches, plumbing, hot water 


and steam fitting. Steady position for the 
right mechanic. Address 228, care of THE 


PLUMBERS’ TRADE JOURNAL. 


ON ACCOUNT OF HEALTH AND AGE 
will sell to first-class plumber and steam 
fitter entire stock of plumbing and steam 
goods and tools. Live city of 9,000. Fine 
chance for hustler. Address 232, c/o Tur 
PLUMBERS’ TRADE JOURNAL. 


SALESMAN IN PLUMBING SUPPLIES, 
five men wanted to travel out of New York 
City, only those thoroughly acquainted with 
the line need apply. Correspondence strictly 
confidential. Address 222, care, of THR 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE — PLUMBING AND HEAT- 
ing business. One of the best locations in 
Seattle, Wash. Established six years. Price, 
$750.00. Address 175, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE, CHEAP — ONE FORBES 
power pipe cutting machine, complete with 
pulleys and countershaft, cutting 21%” to 6” 
pipe, right hand. Sheet Metal and Supply 
Co., Lancaster, Pa. 


EXPERIENCED SALESMAN DESIRES 
position with established house. Boiler or 
radiator concern preferred. Can furnish ex- 
cellent references. Address 218, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE—MY PLUMBING, HEATING 
and sheet metal business. Population 65,000. 
Highest paid shoe operatives in the world. 
Obliged to go to California for my health. 

R. Donovan, Brockton, Mass. 


WANTED — POSITION AS GENERAL 


or office manager of retail or supply 
plumbing, heating and roofing or metal 
business. Seventeen years’ experience and 
best of references. Address R. Harvey, 
P. O. Box 841, Schenectady, N. Y. 
POSITION WANTED — BY HEATING 
and plumbing supply salesman with twelve 


years’ experience. Western territory pre- 
ferred. Can furnish references. Employed 


at present. Would consider January 1st 


proposition. Address 221, care of THE 
PLUMBERS’ TRADE JOURNAL. 
VALUABLE SHEET METAL INVEN- 


tion for sale or trade for-real estate, or to 
manufacture on royalty, a patent insulated 
steam and hot water radiator jacket for 
direct and indirect work, with hand and au- 
tomatic temperature control. Address 226, 
care of THE PLUMBERS’ TRADE JOURNAL. 


WANTED—A MAN TO TAKE CHARGE 
of the sales end of manufacturing business, 
in the middle west, making complete line of 
plumbers’ brass goods. Address 227, care of 
THE PLUMBERS’ TRADE JOURNAL. 


I HAVE SOLD PLUMBING, STEAM, 
gas, water and mill supplies in Texas for 
ten years. Wish to get in touch with manu- 
facturers wishing direct representation in 
Texas. J. F. Lumsden, Corsicana, Texas. 


WANTED AT ONCE — A FIRST-CLASS 
steam and hot water fitter. One preferred 
who can do plumbing and shop work if 
necessary. For full particulars apply to 
211, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—PLUMBING SHOP, FULLY 
equipped for jobbing trade. Expenses $30.00 
to $50.00 per month. Doing good business. 


Will sell for invoice of stock and fixtures. 
Address 210, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


WANTED — POSITION AS FOREMAN 
or estimator for plumbing and heating firm ; 
18 years’ experience, 10 years foreman and 


estimator. Sober. Can furnish reference. 
Address 231, c/o THE PLUMBERS’ TRADE 
JOURNAL. 

YOUNG MAN WITH SALES EXPERI- 


ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177, c/o THr PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE—CONTINUED ILL HEALTH 


compels owner to dispose of a thriving 
plumbing and heating business in city of 
middle west. Terms reasonable. For full 


particulars address 220, c/o THr PLUMBERS’ 
TRADE JOURNAL. 


WANTED—A FIRST-CLASS BUSINESS 
and an experienced 


man, good estimator > 

mechanic—to purchase half interest in a 
plumbing and heating business, near New 
York City. Shop nicely located. An excel- 
lent opportunity to increase business. State 
experience and give references. Address 


224, c/o THr PLUMBERS’ TRADE JOURNAL, 


RETIRING — 20 YEARS ESTABLISHED 
wholesale and retail store.and stove repair 
business large enough to support a company. 
Good location in the best growing city in 
Jersey state. Will sell with or without build- 
ing. Requires $20,000 cash? More particulars 
will be given on the premises. Address 223, 
care of THE PLUMBERS’ TRADE JOURNAL. 


GOOD PAYING SIDE LINE FOR SALES- 

men traveling through New York State, New 
Jersey, Pennsylvania, Maryland and Dela- 
ware, to handle full line of guaranteed 
plumbing specialties, rubber, leather and 
brass goods, and plumbers’ tools. Very lib- 
eral commissions paid to experienced men. 
Address 198, c/o THr PLUMBERS’ TRADE 
JOURNAL. 


POSITION WANTED — GOOD PRACTI- 
cal heating man, some knowledge of plumb- 
ing, can estimate from plans or without, 
make plans and specifications when neces- 
sary, handle any job, nothing too large or 
complicated. Not a has-been nor a would-be 
but a practical man in the prime of life. If 
you have something to offer, let me hear 
from you. P. O. Box 21, Marshalltown, Iowa. 


FOR SALE — PLUMBING, HEATING 
business. Best location in Michigan. Ow- 
ing to injury in elevator accident am unable 
to attend to same. Store is situated in cen- 
ter of trade district. Stock of hardware 
could be added. Sole agent for “Glenwood” 
ranges. Will sell for what plumbing stock 
inventories, Best schools. Albion College. 
C. C. Blakeley, Albion, Calhoun Co., Mich. 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on the 
Pacific Coast 
POSTAL 
TELEGRAPH 


BUILDING SAN FRANCISCO CAL, 


“ACCOUNTANT” 
Plumbers! Steamfitters ! 


Have your business systematized by 
a Practical Accountant. Books open- 
ed—written up—closed. Monthly 
trial balances and financial state- 
ments Corporation work a speci- 


alty. Charges moderate. 


E. M. SQUAREY 
221 Sherman Ave., New York City 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 


Stop! Read! and Consider!! 


Which is the better off, the man who 
has a good trade, or he who belongs 
to the vast army of unskilled workers? 
The New Trade School, founded in 
1881, and endowed, provides practical 
instruction in various trades for young 
men. Full day courses, $25 to $45; 
evening classes, $12 to $16. Tllustrated 
catalogue, showing trades taught and 
giving full particulars, mailed free on 
application. Address, 


NEW YORK TRADE SCHOOL, 
1254 First Avenue, New York City. 


Thousands of Plumbers 
Have Salaries Raised 


You can be safe in judging what a man 
can do by what has been done—past per- 
formances—past records. In the files at the 
International Correspondence Schools are 
more than 27,000 letters that are witnesses 
to the marvelous results accomplished by 
students of the International Correspond- 
ence Schools. A recent tabulation of the 
records of 1,000 students shows that the 
average salary at the time of enrolment for 
I. C. S. Courses was $54 per month, but 
today, or at the time the letters of indorse- 
ment were written, the salaries have in- 
creased to an average of $183 per month. 

There is not, in_all the world, a greater 
force than the I. C. S. to put new hope in 
the hearts of laboring men and teach them 
to attain success. 

The I. C.S. are ready and willing to help 
you. Are you willing to be helped? Then 
determine what you want to be and 


Mark and Mail the Coupon NOW 


Peete eeeeoeoeSeoSHSHoeeHoeoeees 


¢ 

* ° 
$ International Correspondence Schools ° 
+ Box 972, Scranton, Pa. + 
@ Without obligating myself in any way, I should like * 
@ to have you send information about the I. C. S. ¢ 
@ Course in Plumbing. ° 
° . 
* Name a + 
2 ° 
A . ° 
@ Street and No.— = . 
2 . 
* Cily ae OLE =e 
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FASTERN TRADE GOLE ASSOCI+ selon im, ccm aa 


The first prize, a handsome sterling silver 
ATION HOLD AT Ty i IMN cup, was presented by President C. S. & 
: Prizer, with the score of 5 down. The — 
OURN A MENT popular member, R. D. Hunt, succeeded 
in landing in second place with 8 down, 
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- C. CG. Hale carried off third honors with 
a score of 9 down, and was presented 
with a sterling silver shaving brush and 
mug, also given by the association. 

H. B. Gombers was presented with the 
consolation prize, a very pretty sterling 
silver cup. Some years ago it was neces- : 
sary for the fortunate winner of the 
consolation to employ the services of " 
an express company to convey his unique — 
prize to his home, so Mr. Gombers can 
consider himself fortunate in that re- 
spect at least. 

After the day’s pleasure the members 
and friends to the number of thirty-five 
had supper at the club house. Mr. Prizer, 
the president, officiated and made the 
presentations. A vote of thanks was 
tendered Mr. Prizer for his untiring in- 


HE autumn tournament of the 
al: Eastern Trade Golf Association 

was held Thursday, October 3d, at 
the White Marsh Country Club, Chestnut 
Hill, Philadelphia, Pa. The links are 
located in the famous, historic and beau- 
tiful White Marsh Valley. It is one of 
the best and most interesting in the 
United States. Mr. Prizer, the president 
of the association, had extended an invi- 
tation to the members to spend the night 
preceding the tournament at the Country 
Club as his guests, and about twenty-two 
members took advantage of his generous 
hospitality. 

The principal event was the autumn 
tournament 18-hole handicap medal play, 
first round of the course to count as the 
competing score, and thirty-two members 


Berd 


competed. Individual scores follow:— F. C. Eckfeldt, Bridgeman Bros.; W. G. Culbert, McCrum-Howell Co.; G. W. Pierpont, terest to make this meet the unqualified 
and H. R. Watson, United States Radiator Corporation at Chestnut Hill, success which it certainly Was from 
Net Philadelphia, Pa., at the Eastern Trade Golf Meet, Oct. 3 ‘ f vi 
11S Roberts. co ase nme meer 96 every Peln Ors ; 
Dt Ae Ss SArmagnac ae easiest 101 An invitation was received from the 
3u i sOee Molby: a erar Sige See tes SRE 101 Trenton members to hold the next meet — 
: a ce se Renate es a to their city and was referred to the — 
iS Win ESO WRKELS ® eich seco iaaieiats st ehevons scar ' P 
en ET Lig, aWataon as Seer eeer eee 107 committee for action. 
7 Geo oPierponts a eases ier eeieg 108 The scores for the afternon were:— 
QCM IS WOO! oka cletec uknoaoaehelote re meees 85 ————————————_—_—_—__ reall 
QS ee Olivier seavierse tens esc ureneneke atone 96 J. B. Garfield ) Net 
HUY ma OM e( Oberg a (NK oO domo os Do KSC PSaeietGies Jal) G. H. Bell : ( «dsb Ben 87 
Hid Ge CS pNP ri Zen) Wore ctor e-ren-netonpetehoweinsels 89 Jas. Aa Donnelly jae % 
12 W..- Hie Burnett <3.) oe nee eee 94 Frank K. Chew. (°°) sh ae co) 
13 M. EB. Danforth .......++-+-+.---%- 86 Cc. CG. Hale 1 a 
We ehen SREKO C0 OM prom coc Coma unos 94 F. J. Oliver ( MP Sos po 87 Se 
Ate Maw MOOT! seals oie ve wtie la) seasretateloleervaioneren® 96 fh. §. Aiken ) : 
TG Wir Le GM OWT rete everett tenenelteleyissnener™ 112 Ww. @. Matlack (a 80 
if eRe EGER ae GonDaDoornande a0 0° 94 ie ahones ) 
Fo ae tes (Cee Soodecgascnub ome odor 91 Ket arpa (oe 86 
IE) PANIES COIN CAy gos qusu doo dens siedoc 101 G. Moseott ) 
Oho NGouHe Bellans cr Pien ae cocet  eiteras 98 W. G. Le-Compte{ . an 89 
o1 EF. Cc Eckfeldt .........5-.-5-7/--% 114 J. M. Kipe ) 3 Ky 
OOH Di tonne: W Ud) slur 1d 6.6 oa con bg OUI od 95 Ww. Bowers (7S: te 91 
93 W. G. Matlack.. 250-22. ewes ene os Sit S. Roberts ? : 
DAL WONKA RO INC Wr tata che ohelatereir sn ielel suusencnenels 114 E : w. H: Burnett ( Omen cro IE 87 
ob SJamces Om Donnell yin reesei 136 G. M. Scott, Child & Scott; W. G. Le Compte, Jenkins Bros.; O. 8. Wood, Keasbey € «mB. Sly ? : 
26 Henry B. Gombers .......-.--+++> 169 Mattison Co., and L. Moore, Abendroth Bros. See How Easy E. C. Molby (en 83 
OT GeO a Wew SCOtE tek A fern erarke 106 It's Done at the Eastern Trade Golf Meet C A SW aenaeee ) ; 
22> Wim. 1G. pues Comptel aie cecusieielsulssencusies 118 3 ‘ A R. BR Hut. (°° = 83 
Bo Cie RY Power he eee 93 presented with a sterling silver cup given Jas. A. Donnelly and Frank K. Chew es a benee f 
CY Dian 2b CONN g 4 5 Goce eeu. clu ont 019 a gg by the association. were turned in the winners of the first Peet NS ! Sica eccoocnct sec 08. 94 
- Ww. Se Run DERE RG Gobo OE 2a 95 The third prize, which also consisted prize in this event, and were awarded H. R. Watson d a7 
aS es i sae Ss SS Se ioeaean 84 of a sterling silver cup, was won by M. E._ the two gold medals. G. W. Pierpont “(<a ‘ 
J. M. Kipe won the first prize, a solid Danforth. BE. S. Aiken and W. C. Matlock suc- ke fe nae \ Pe x 
silver cup presented by the president of In the afternoon a four-ball com- ceeded in winning second honors, and &. H. Giles ) 85 
the association, C. S. Prizer. petition 18-hole handicap medal play were presented with a silver medal each. Cees ie 
C. §. Wood won second honors and was_ was participated in by the members. The match play against Colonel Bogey . & Gee } Rees aN 


Geo. H. hepsi tas Selling Co.; Capt. J. B. Garfield; and G. H. Chasmar, H. B,  E, C Molby, Pierce-Butler & Pierce Mfg. Co.; W. H. Burnett, Staten Island Supply 
Smit ae at the White Marsh Country Club, Oct. 3, Hastern Co.; G. E. Sly and Stephen Roberts, Peerless Rubber Co., at the “7 
rade Golf Meet, Chestnut Hill, Philadelphia, Pa. Eastern Trade Golf Meet, Philadelphia, Oct. 3. 
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HE Mendell Hardware Co., of 

Bartlesville, Okla., have been 

awarded the new hotel contract 

in that city. This firm have 

recently purchased the stock 

and good-will of J. B. Churchill 
& Co., who have retired from the plumbing 
business to look after their private interests. 
Orin Weaver has charge of. the plumbing 
and heating department. The members of 
this firm are widely known for their busi- 
ness ability. 

Fitts & Mann Co., Oklahoma City, Okla., 
have been awarded several nice contracts 
recently. 

W. L. Emerick, Oklahoma City, Okla., 
reports plenty of contracts on hand to carry 
him way into the fall. 

H. E. Condon, Oklahoma City, Okla., is 
still doing business at the old stand and is 
always glad to see his many friends when 
they call. 

That hustling firm of Harrell & Rodnell, 
Oklahoma City, Okla., contractors, are doing 


the plumbing on the Muskegee County 
Sourt House. 

The O’Connor Co., Muskegee, Okla., is 
just finishing up the new Severs Hotel, 


which is one of the finest of its kind in 


he southwest section. 

0. A. Powell, Oklahoma City, Okla., re- 
ported business increasing. When THE 
-LUMBERS’ TRADE JOURNAL correspondent 
alled to see him he was all smiles. What’s 
he reason, “Ora’’? 


Gus Hanson, of Hanson Bros., Oklahoma 


ity, Okla., has just returned from Salt 
sake City. Mr. Hanson attended the 
naster plumbers’ convention and lingered 


n that city some time afterward. 


T. J. Wilson, of the Liability Plumbing 
‘0., has also returned home. 


Mr. Johns, formerly of the Whitfield- 
ohns Hardware Co., Oklahoma City, Okla., 
as dissolved partnership with Mr. Whitfield 
nd embarked in the plumbing and heating 
usiness under the firm name of Johns & 
unnis. 


%Z. B. Lewis, who formerly conducted the 
entral Plumbing Co., Oklahoma City, Okla., 


Doings in Oklaboma 


bd 


Wt. ceed: 


ware Co. and will continue to manage the 
plumbing department for that hustling 
concern. 


Andy Binns, Oklahoma City, Okla.,. is 
contemplating another trip through Colo- 
rado by auto. He is at present awaiting 
request from his numerous friends to join 
him in the trip. The trip will be enjoyable. 


But Andy is some speed king. 


It is with much regret that we learn of 
the ill health of A. H. Moore, of 518 North 
Broadway, Oklahoma City, Okla., which 
caused him to temporarily close his place 
of business to try and regain his health 
again. We sincerely trust that it will only 
be a matter of short duration until he is 
feeling his former self and back in the har- 
ness again. 


W. G. Kramp has been awarded the 
plumbing and heating on the Owens apart- 
ment house being built for Senator Bob 
Owens. “Billy,” as he is familiarly known 


to the pilgrims on the road, has just moved 
into his handsome new quarters at 206 


NTONIO ARONI 
A Ees man from Napoli, 
But deesa fallow Tony 
Ees smart as he can be, 


I bat you twanty dollar 
Dere nevva was a man 

So queeck as heem for turnin’ 
Eento a ’Merican. 


For jus’ so soon he’s landa 
Eeen deesa stranja place 

He’s shavin’ hees mustachio 
An’ dat’sa change hees face. 


An’ den for change hees langwadge 
He starta verra wal; 

He’s learna by som’ peopla 
Dat tal heem ‘gotohal.” 


Eet was Italian Tony 
Dat com’ from Napoli, 


But ‘Meester 


Court street, where the welcome sign hangs 
forth as of old. He has Tur PLUMBERS’ 
TRADE JOURNAL’s best wishes for continued 
success. 

Sam Rice, Oklahoma City, Okla., has been 
awarded the contract for plumbing and 
heating in the new high school buildings. 

Kaiser & Gordon, Oklahoma City, Okla., 
have been awarded the contract for plumb- 
ing and heating in the new country club 
now under construction. Mr. Kaiser, better 
known as “Dutch,” is well known in his 
line. He is some comedian of note. 
He has received several offers from Dock- 
stader which he promptly turned down, 
owing to the large volume of business which 
demands his personal attention. 


also 


Howard T.Gates Incorporates New 
Supply Company 

NEW company has just been in- 
A corporated by Howard T. Gates, 
together with others, which will 

be known as the Hudson Boiler Mfg. 
Company, with headquarters at 27 West 
42d street, Manhattan, New York City, in 
the New A®olian Building, where spa- 


Dese stronga ’Mericana 

Dey learn heem more theengs, too, 
An’ so to be like dey are 

He watcha w’at dey do. 


He gatsa pipe tobacco 
An’ smokes eet upsi’ down, 
An’ walksa weeth hees head up 
So like he own da town. 


Who’s boss for dees a country? 
He soon ees wise to eet, 

An’ den he’s doin’ som’theeng 
Dat mak’ da job complete ; 


For no one could su’posa 
Dat he ain’t jus’ da same 
Like dosa ’Mericana 


W’en he ees change hees name. 


a ie aie 
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cious offices have been handsomely fitted 
out. Mr. Gates, himself, has long been 
connected with the heating industry and 
is well posted on matters pertaining to 
the manufacture of heating apparatus as 
well as enameled iron sanitary ware and 
accessories. An unlimited fund of. in- 
formation is ever at his finger ends and 
he is only too glad when his experience 
can be of use to others. Tur PLUMBERS’ 
TRADE JOURNAL has no hesitancy in pre- 
dicting a brilliant future for the new 
house under the guidance of this popular 
and energetic gentleman whose ability is 
only limited by the utmost of human en- 
deavor. The officers of the new company 
are: President Howard T. Gates, and 
Secretary and Treasurer Geo. L. Green- 
man. 

Mr. Greenman has long been associated 
with Mr. Gates in the capacity of asso- 
ciate sales-manager of the MeCrum- 
Howell Company. 

Also associated with the company is 
Edward E. Fox, one of the former engi- 
neers of the McCrum-Howell Company, 
who held this position since the company 
was formed. Mr. Fox for the last two 
years covered New York State and N. BE. 
Pennsylvania. 

Jas. D. Brady has also been associated 
with the McCrum-Howell Company for the 
past two years in the capacity of enamel 
ware specialist, and will continue in this 
branch with the Hudson Boiler Mfg. Co. 

B. F. Lane, formerly of the MecCrum- 
Howell Company, will represent the new 
concern in Westchester County, which 
territory he has heretofore covered, and 
where he is well and favorably known, 

The new company will handle boilers, 
radiators, enamel ware, pottery and a 
general line of brass goods for both 
steam fitters and plumbers. 

ee ee 

Force of habit is that which prompts 
a man to tell a lie when the truth would 


as sold his interest to the Central Hard- Za Ees Irish as can be. answer just as well. 


THE JOINT 


WHICH MAKES POSSIBLE 


The Five Year Guarantee 


Which Is Given On 


seat joints with 


EVANSVILLE, IND,Us 


R SPLIT” Closet Seats 


q They are guaranteed, for five years, not to split norto spread at the joints. 
q No attempt had been made to reinforce closet 


tne NEVER SPLIT’ Seats were placed upon the market. 


q Being the pioneers in the manufacture of the most du 
sight of the fact that it was highly desirable 
both design aud finish—our seats today are 
DESIGN and HANDSOME FINISH. 


Send for booklet ‘‘The Reason They Never Split.”’ 


ER SPLIT SE 
HERR IETSATG 


steel, 


rable seat, we naturally did not lose 
and important to perfect a seat of beauty in 
famous for STRENGTH, COMFORT, ARTISTIC 


before 


DIE STOCK 


THE STOCK THAT LOCKS 
SELF-LOCKING QUICK-RELEASING 
Fourteen days’ trial HANDY MANUFACTURING CO, 


200 CANNON ST. 
Send for a set today SRIDEEeDa. ae 


ee WILWEAR” 


Bath Room Mirrors 


EVERYTHING FOR THE BATHROOM 


“WILWEAR” Bath Room Mirrors 
are made in several designs which we 
always have in stock. 

We fully guarantee all our goods and 
stand back of them. 

Our entire line of bath roam accessor- 
jes shown in Catalog “P”. Send for copy. 


THE NOVELTY MFG. CO. 
WATERBURY, CONN. 


THE ORIGINAL NON-VENTING 
ACETYLENE GENERATOR 


Listed by the Consulting Engineers of The National Board of Fire Underwriters 
‘* anybody can cut prices, but it takes brains to make a better articte.’’—Philip Armour, 


There is no doubt that the Venting Acetylene Generator 
in the best types is now made as safe as it is possible to 
makeit. That it has made Acetylene Gas the safest of all 
illuminants is undeniable. It has not however brought the 
Acetylene Generator to that state of perfection demanded 
by Prof. Geo. G. Pond, which ‘‘Must allow no possibility of the 
existence ofan explosive mixture in any ofits parts atany time." 

It is this Last Touch of Acetylene Generation and Safety 
which makes 


THE ORIGINAL NON-VENTING 
ACETYLENE GENER ATOR 
A Better Article 


Note the following extract from a letter from Prof. Pond. 
State College, Pa., May 16, 1912. 


Dear Mr. Ray— 

I have your letter ofthe 13th inst. and have read 
the catalogue which you sent with a good deal of 
satisfaction. The conclusions which you have 
drawn are entirely justified andI do not feel that 
you misquote me in any respect. 

Yours very truly, G. G. Pond. 
Our Catalogue gives full description of this remarkable 
Generator. Terms of sale furnished on application. 


Ray & Lawrence, Sole Manufacturers Macomb, Illinois 


The Holley Company, Eastern Sales Agents 105 W. 40th St., New York City 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 
We have _ manufact- 
ured the “Standard” 
Burners for the last 
ten years. 


Write for Catalog 
Standard Heating & Radiator Co. 


230 Penn Ave., Pittsburgh, Pa. 


Manufacturers 


co 


Bae | 
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ORTSMOUTH, Ohio, has a new 
concern in Rahlman, Lovinger & 
Co., 1106 9th street, the same firm 
having taken over the interests of 
Chas. Ruhlman, who formerly con- 
dueted a plumbing eats: 
business for over ten years in the same city. 
Jos. P. Lovinger, the new partner, was 
formerly on the road for the Standard Sup- 
ply Company of Portsmouth. Hight men are 
employed, a generous share of the new work 
being done by this firm, At present they 


“uou 


have contracts totaling several thousand 
dollars. 
T. J. Ford, 1931 Bast 3d street, Dayton, 


Ohio, reports business as being very good. 
F, Niesen & Co., 1208 Sycamore street, 
Cincinnati, Ohio, report business very good. 
L. B. Schaub, 147 N. 3d street, Hamilton, 
Ohio, is very busy with numerous alterations. 
Thomas Canary, 204 W. 7th street, ‘Cin- 
cinnati, Ohio, reports business very good. 
Schwarz & Fern, 810 State street, Cincin- 


nati, Ohio, report business as being very 
brisk. 

M. Burke, 423 BH. 5th street, Cincinnati, 
Ohio, is very busy with a number of al- 
terations. 


William Newman, 737 West Fifth avenue, 
Cincinnati, Ohio, is very busy with numer- 
ous contracts. 

Robert F. Gressle, 4th and Maple streets, 
Hamilton, Ohio, is very busy and is also 
a hard worker. 

H. P. McGrath, 218 E. 3d street, Dayton, 
Ohio, is one of the hustlers in Association 
work and is tireless. 

W. J. Gibson, 318 W. 4th street, Cincin- 
nati, Ohio, reports business as being in a 
very healthy condition. 

T. J. Byrne is still at the old stand, 240 


Broadway, Cincinnati, Ohio, and is busy 
with numerous contracts. 

Danner & O’Leary, 152 N. Main street, 
Dayton, Ohio, are very busy with a large 


number of private dwellings. 

Ww. E. Pearl, 1428 Cutler street, Cincin- 
nati, Ohio, enjoyed his annual vacation in 
Kentucky with his better half. 

McDermott & Clemens, 28 N. Jefferson 
street, Dayton, Ohio, are making a specialty 
of “Broomell”’ vapor heating systems. 

Hollander Plumbing Co., 1330 Race street, 
Cincinnati, Ohio, are among the hustling 
firms in that city who are always busy. 

J. B. Ritchie & Son are very busy build- 
ng a few houses for themselves and are 
now located at 232 Park street, Dayton, Ohio. 

Chas. Laile Jr., 231 W. McMillan street, 
Cincinnati, Ohio, is sure some hustler always 
on the job and working hard for the assccia- 
tion. 

G. W. 
street, 
“Plumbers.” 
rest. 


Withrow & 
Dayton, Ohio, 
That’s 


135 Hawthorne 
display the sign 
You know the 


Sons, 
just 
all! 


Maxwell Bros., 202 Washington street, 
Dayton, Ohio, are just completing the plumb- 
ing and heating in a new bungalow on the 


river. 
J. L. Riley, 929 KE. 5th street, Dayton, 
Ohio, is one of the old-timers who can al- 


ways be found on the job. 
ness very good. 


He reports busi- 


Doyle-Fay & Co., 234 E. 6th street, Cin- 
cinnati, Ohio, are surely on the job. Mr. 
Fay states the customers hardly give him 
a chance to sleep. 

The Buckeye Plumbing & Heating Co., 


1708 E. 38d street, Dayton, Ohio, still stick 
to the old motto—‘No Job too Large or 
None too Small.” 

H. R. Hively has’ opened up a plumbing 
business at 1148 Germantown street, Day- 
ton, Ohio, and would be pleased to receive 
catalogs and price lists. 

BE. A. Schanzle, 779 E. McMillan street, 
Cincinnati, Ohio, sure is there with the hot 
stuff, “Any port in a storm,” were the 


words he used when THE PLUMBERS’ TRADE 


JOURNAL representative made a dash for 
his office to escape a cloud burst like a Kan- 
sas cyclone. 

A. F. Keidel, 12 W. 12th street, Cinein- 
nati, Ohio, is one of the hustling and busy 
workers on association matters and always 
keeps on the jump. 


are still at the old stand, 
southest corner of 6th and Park streets, 
Cincinnati, Ohio, ready at all times to as- 
sume new contracts. 


Garrety Bros. 


You will always find J. W. Enright of 
Enright & Co. with the smile that won't 


come off. They are located at 710 Mound 
street, Cincinnati, Ohio. 
Cc. M. Weber, 814 Freeman street, Cincin- 


nati, Ohio, would like to take a vacation but 
his numerous contracts on hand will not 
allow him to spare the time. 


Ed. F. Hamm of 813 EH. dth street, Day- 
ton, Ohio, has taken his brother into part- 
nership and the firm is known as Hamm 
Bros. They are very busy. 


Chas. Fauver of Fauver & Co., 1103 HE. 
5th street, Dayton, Ohio, is an enthusiastic 
motor cyclist and uses a very speedy ma- 
chine to supervise his various jobs. 

The firm known as the Hamilton Plumbing 
Co., corner 3d and Dayton streets, Hamilton, 
Ohio, is run by the following hustlers: G. O, 
Betcheo, W. J. Hartman and M. Auraden. 
Plumbing. & Heating Co., 
northeast corner of 8th and Plum streets, 
Cincinnati, Ohio, are so busy that B. E. 
Lorimer can’t enjoy a vacation this year. 


The Douglas 


THE PLUMBERS’ TRADE JOURNAL Cannot 
blame T. Zimmermann of 512 W. Liberty 
street, Cincinnati, Ohio, for saying that 
there is only one city. He is dead stuck or 
his home town. 

A. Carlos Gressle, 811 Buckeye street 
Hamilton, Ohio, former superintendent 0! 
water works, has started a shop at abov 
address and would like catalogs and pric 
lists from manufacturers and jobbers. 


——— 


A Busy Ohio Plumbing Concern 
INCINNATI has a hustling plumb 
C ing concern in Lamping Bros. 
who succeeded their father, th 
late Fred Lamping, whose photograph i 
herewith published. The late Mr. Lam 


The Late Mr. Fred Lamping, Founder ‘ 
Lamping Bros., Cincinnati, Oho 
ping originally founded the busines 
during the 50’s on Vine street, near 121) 
and bore the distinction of having bee 
the first master plumber of Germa 
nationality in the city. : 
Fred Lamping being a firm peliever i 


r 


OCTOBER 15TH, 1912 


the future of what was then a suburb, he 
removed his business some thirty years 
ago from the city to the corner of 
Woodburn and Myrtle avenues, where 
nis sons, of whom he had five—John, 
frank, Joseph, Fred and Julius—born 
nd bred in the atmosphere of plumber- 
lom, all of them took to the business of 


: 
McD idk. So coh 


amping Bros. Walnut Hill Display Room at Woodburn and Myrtle Aves. 


QUALITY ™s BEST SERVICE 


GO WITH EvERY STANDARD PUMPING UNIT 


Complete water supply installations ready to set up using Gas, Gasoline, or Electric power. Our 
Engineering Department is at your service on any question of water supply. 


SEND FOR CATALOG AND PRICES 


McCrum-Howell Co. Reorganiza- 
tion Plan 


HE plan of reorganization of the 
McCrum-Howell Company, which 
will be formed to succeed the 
McCrum-Howell Company, will have 
$1,575,000 7 per cent cumulative pre- 


Said to 


Be the Handsomest in Cincinnati 


leir father in a natural way just as a 
ick takes to water. This shop now is 
1e of the handsomest in the city, a pho- 
graph of which is herewith shown. 

\bout ten years ago the sons bought 
it the interest of the late W. A. Allison, 


ferred and $3,150,000 common stock, the 
preferred to be redeemable at any time 
at 110 and accrued dividends, and all of 
the stock of both classes, except direct- 
ors’ qualifying shares, will be placed in 
a voting trust for five years. 


é€ Avondale Establishment of Lamping Bros., Cincinnati, Ohio, Formerly Con- 
’ ducted by the Late W. A. Allison 


meer plumber of Avondale. All the 
thers take a very active part in the 
siness and are firm believers in the 
ory that an article well displayed is 
re than half sold—and it pays them. 


The present company has $3,500,000 
each of preferred and common stock and 
is indebted upon open accounts for mer- 
chandise notes and assessments and 
guarantees to the amount of $2,800,000. 


To provide for the expenses of the re- 
organization, including the receivership, 
and to supply additional working capital, 
an assessment of $16 a share is to be 
levied upon the preferred stock and $8 a 
share on the common, which will provide 
$840,000 cash. 

The creditors are to receive 25 per 
cent of the face value of their claims, or 
$700,000, in new preferred stock, and 75 
per cent, or $2,275,000, in new common. 
The stockholders participating, or the 
underwriters, are to receive the remain- 
ing $875,000 each of preferred and com- 
mon on payment of the assessments, one 
share of new preferred being given for 
each six shares of present preferred, 
with the share of new common as a 
bonus, and one share each of new pre- 
ferred and common being given for each 
twelve shares of present common stock, 

The reorganization committee will se- 
lect the first board of directors of the 
new company, which will include Will- 
iam W. Potter, S. H. Miller, Frederick L. 
Allen, F. H. Moore and F. y. Bartlett. 
Mr. Moore will under certain conditions 
become the president. None of the di- 
rectors or executive officers of the old 
company will be connected with the man- 
agement of the successor corporation. 


—_++e—____ 


Manufacture “Royal Flush” Valves 
in Canada 

Ge OYAL FLUSH” closet flush valves 
R will now be manufactured in 
Canada at 76 Bay street, Onta- 

rio, after January ist, and the business 
which has greatly increased in the Do- 
minion will be under the management 
of Fred. B. Edell. The Sloan Valve Co, 
Jackson and Desplaines streets, Chicago, 
Ill., state that the opening of the 
Canadian factory has been made neces- 


sary by the growing demand for their 
products. 
pth a Br 
Something New in Bungalow 
Heaters 

HE Hoffman Heater Co., Lorain, 

Ohio, have recently placed upon 

the market an instantaneous gas 


bungalow water heater which bids fair 
to exceed any other in popularity. This 
new heater, made up of two types called 
the No. 3A and the No. 28, contains all 
the features that go to make the “Hoff- 
man” heaters so well known among the 


trade. In the “Hoffman” bungalow 
heaters have been introduced several 
new ideas which are also claimed im- 


provements. One is the rust-proof 
enameled jacket which it is said 
makes a lighter heater and betier than 
cast iron and which can be supported on 
legs or brackets as desired. The jacket 
is lined with asbestos, which retains the 
heat; and a cast iron door, full length, 
gives access to the heating coils and 
burners. Sventy-five feet of heavy cop- 
per tubing brazed into brass connections 
makes a coil of large heating capacity. 
The usual “Hoffman” burners, which are 


iron 


known for their efficiency and economy, 
are used in the new improved bungalow 


heater. For an ordinary house with one 
bath, three gallons of hot water per 


minute will be found sufficient and the 
Nos. 3A and 28 will furnish this quan- 
tity continuously as long as the faucet 
remains open. A tapped connection in 
the base is provided in the wall type to 
carry off condensation to the waste. The 
installation of the “Hoffman” automatic 
heater means satisfaction to every cus- 
tomer as well as the convenience of an 


inexhaustable supply of hot water with- 
out delay or bother. Write the manufac- 
turers for literature and information as 
to how you should go about getting your 
share of this desirable business. 


Oe 
J. H. Williams & Co. Open Mia- 
dle West Branch 


OR the convenience of 
F western customers, J. H. 

Williams & Co., makers of Nes 
drop-forgings, Brooklyn, New York, 
have opened an office and warehouse at 
40 South Clinton street, Chicago, IIl., 
where a stock of their many drop-forged 
specialties will be carried on hand. 


middle 
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Non-breakable 


“Beekman” No. 439 B 


Gelo-Celo No. 1 


ILAND’S PATENTED USEFUL SPECIALTIES and 


“Beekman” No. 1 
Gas Main 


Force Pump 


No. 0 Smoke Test 


WASHERS 


GEO. W. HEILAND 


149 to 151 West 35th St. 
99 Beekman St., New York 


LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of 
placing before your clients the latest 
and best in sanitary fixtures? Ifso 
you must not overlook the one 
best bet. 


The Emery Self-Raising Seat 


You owe it to yourselves and the 
suffering public to investigate this 
most sanitary fixture. 


Write 


for 


Cataiog 


and 


Self-Raising 
Seat 
. Pat. 1908-9 


Will be 


Inter: 


ested 


Here Are a Few Pointers. Do They 


Interest You? 


These hinges have automatic stop 
that prevents the seat from swinging 
back too far and denting flush pipe 
or front of Low Down Tank. — 

hey can be adjusted to raise the 
seat to any desired angle. | 

They eliminate unsightly iron balls 
or weights, and the breaking of 
closets and denting of walls by them. 

You can rough-in closer than with 
any other seat. ? 

This seat and hinges are uncondi- 
tionally guaranteed by me. : 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured 
by me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Svecialty 


Wm. S. Emery, 
74-78 Cliff St. 45-49 Ferry St. 
New York City 
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Tile your Bathroom 


and kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


<B> TILING 


Trade-Mark 


Cost only one-fifth. Lasts lifetime. Germ, 

Fire, Waterproof. Ask dealer for booklet, 

= or write the manufacturers, NORTHROP, 
COBURN, DODGECO., 3) Cherry St., N.Y. 


REGULATING VALVES 
For Water or Steam 


ROSS VALVE MFG. CO. 


Something New 


Extension End Ferrule 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 


Made in the following sizes: 
2in. 3in. and 4in. 


C. P. MARSHALL 
Rochester, N. Y. 


Still and Carbonated 
Purest of drinking waters oo 
_ Handsome sanitary coolers provided = 
Cold Indian Spring Water Co. 
638 Eleventh Ave. = NEW YORK = 
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actstsF-ancies 
In & About 


BUILDING | 


in the heart of the shipping 
and wholesale district of New 
York City, suitable for manu- 


A yYoRK facturer or jobber of 


Goods 


HE picture on this page shows 
two well-known Manhattanites 
at the recent outing of the Man- 
hattan Branch of the New York 
City Master Plumbers’ Associa- 
tion at Sheepshead Bay, Sep- 
tember 25th. Their faces will instantly be 
recognized by THE PLUMBER’S TRADE JOUR- 
NAL readers as Hugh M. Taylor and Geo. W. 
Heiland. These two well-known chaps 
buzzed around with cheerful smiles upon 
their countenances and ever labored to put 
everybody in a good humor and raise the 
fallen spirits due to the inclement weather. 
The downpour of rain abated just long 
enough to allow THE PLUMBERS’ TRADE 
JouRNAL correspondent to snap the duo. 


To allow for the increasing business that 
has been coming his way, S. Ascher has 
moved from 8 Carmine street, Manhattan, 
New York City, to 518 Bast 6th street. 


“Politics,” they say, “make strange bed- 
fellows,” but such is not the case with Jere 
J. McCarthy of 2051 Lexington avenue, Man- 
hattan, New York City. Jere has just re- 
turned from Syracuse, where he attended the 


ready to begin operations. Work is ex- 
pected to start upon this contract in about 
a month and from that time things will hum 
around 78th street and Second avenue. THE 
PLUMBERS’ TRADE JOURNAL extends its best 
regards to these young hustling men and 
wishes them all kinds of luck in their un- 
dertaking. 

John Selig of 3161 Third avenue, Bronx, 
New York City, is surely one of the busy 
men these days. Much of his work is at 
great distance from the shop and to better 
superintend the operations he has invested 
in a “Lozier” car, with which he is enabled 
to make daily calls with great speed. 

The contract for the plumbing in the loft 
building now being erected on the northwest 
corner of Fourth avenue and 26th street, 
Manhattan, New York City, is held by the 
George E. Gibson Co. of 118 East 28th street. 
This is only one of the many contracts held 
by this progressive firm in this and other 
boroughs of the city. ; 

The representative of THE PLUMBERS’ 
TRADE JOURNAL had the pleasure of meeting 
with William Young at his place of business, 


FOR SALE 


Six story and basement, 
thoroughly fireproof brick and 
concrete building, containing 
about 26,000 square ft, corner 
Canaland Greenwich Sts., New 
York City. Building 44x85 ft. 
In the midst of all shipping 
facilities both boat and rail. 

This is an ideal building 
and location for manufacturer 
or jobber in plumbing or heat- 
ing line. y 

Full particulars may be had 
by addressing 


Box ABC 


Care Plumbers Trade Journal 


S ak 


Hugh M. Taylor and Geo. W. Heiland, Snapped at the Recent Outing of the Manhattan 
Master Plumbers’ Association at Sheepshead Bay 


Democratic State Convention. He _ also 
helped to make history by being a delegate 
to the first convention held by that party 
where the delegates used their own juds- 
ment and chose their candidate. Mr. Mc- 


Carthy has many friends in both political 
parties. 
Joseph W. Rowan, Ince., of 3114 Third 


avenue, Bronx, New York City, is at work 
upon a contract for the installation of the 
plumbing in the Bronx Park Casino. 

Finding it impossible to handle the many 
contracts in Manhattan borough from his 
Bronx office, Henry E. Seers of 1254 Beach 
avenue, has opened a branch at 606 Colum- 
bus avenue. 

A new firm although practically a con- 
solidation of two older firms can be found 
at 670 Ninth avenue, Manhattan, New York 
City, in List & Beck. Charles Beck & Bro. 
and Alexander List are the members of the 
reorganized concern. 

Now that he has secured the contract for 
the new Biltmore Hotel, New York City’s 
largest and most expensive hostelry, JS: 
Murphy of 353 Hast 78th street, Manhattan, 
New York City, and his two aides, Edward 
Healy and J. S. Dorman, are busy getting 


Publishing Co. 
45 W. 34th St. New York City 


Fuel Savers 


Clayton & Lambert Fires 
are very economical, using 
less gasoline than other 
makes. “O..& Li’? ire 
Pot or Torch will soon save 
the user its cost in the sav- 
ing of fuel alone. REMEM- 
BER, you buy fuel often, 
but a Fire Pot or Torch only | 
occasionally. 4 

All leading jobbers will 
supply at factory price, or 
we will ship direct if cash 
accompanies the _ order. 
Send for booklet —it’s free. 


Clayton & Lambert 
Mfg. Co. : 


Price each, $4.00 Net Detroit, Mich., U. S. A. 


57 Bast 59th street, Manhattan, New York 
City. Mr. Young is one of the oldest sub- 
scribers to THE PLUMBERS’ TRADE JOURNAL 
as well as being one of the best-known mas- 
ter plumbers in the business. The firm of 
William Young and Brother are particularly 
busy at this time. 


The representative of Frank Reynolds of 
832 Third avenue, Manhattan, New York 
City, informed THE PLUMBERS’ TRADE JOUR 
NAL reporter that business was good with 
them. They: make a specialty of jobbing 
and alteration work, for which they con- 
stantly keep employed a large force of men. 


Karsen and Mack of 229 East 79th street, 
Manhattan, New York City, are another 
firm who have experienced the revival of 
business in this city. Messrs. Karsen & 
Mack both are hard at work with their men 
in their endeavor to catch up. They do a 
general repair and jobbing business and also 
take care of the many alteration contracts 
for the remodeling of buildings. 


Nin 


2511-2513 W. 2st 
Chicago, Ill. 


CHEMICAL 
POTTERY 
wo 


Tur PLUMBERS’ TRADE JOURNAL repre- 
sentative called upon Charles Roesniger at 
his place of business, 403 Highth avenue, 
Manhattan, New York City, and to say 
Charlie was happy is enough. The gods 


986-1016 Metropolitan Aver 
Send for Catalogue. BROOKLYN, N. Ye 


Po 


; 
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have been gooa to him, in fact that he 
has been so rushed with work that he has 
taken on more help to keep pace with it. 
Mr. Roesniger confines his field to jobbing 
and alterations. 


One of our old friends, trading under I. J. 
Barth Plumbing and Heating Co., has re- 
moved to a splendid enlarged and completely 
furnished office and showroom at 217 W. 
29th street, Manhattan, New York City, 
where he will have better facilities than 
ever to serve his customers. Mr. Barth’s 
former establishment was located for some 
time at 110 University Place. 


Although they say he is a farmer just 
because he lives in Elmhurst, L. I., Joe 
Johnson of Johnson & Gleason of 201 East 
78th street, Manhattan, New York City, will 
dispute the allegation if you will call upon 
him at his place of business and see the 
mass of clerical work he wades through. 
Messrs. Johnson & Gleason have been un- 
usually busy with repair and alteration work. 


Fortunate in the fact that he has such 
good trade that tends to keep him busy, 
William A. Haase of 1513 Second avenue, 
Manhattan, New York City, never worries. 
Mr. Haase has been in the same neighbor- 
hood for a number of years and his clients 
number among them some of the oldest 
families and estates of the city. He keeps 
a force of men constantly busy on the repair 
and jobbing work. 


Just because Dave Cullum recently be- 
came the owner of a high-powered motor 
sar, Adam Klein, another progressive mem- 
ber of our craft, with headquarters at West 
sth street, Coney Island, also purchased a 
30 horse power “Blitzen Benz,” and has 
ssued a defi to our friend Cullum for a 
rush over the Vanderbilt Course. Adam 
neanwhile is engaged in finishing up a few 
‘classy’ contracts, among which are the 
nstallation of the plumbing systems in the 
lew residences being erected on Ocean Bou- 
evard by Peter Ravenhall, of The Ravenhall 
totel, Coney Island, and Henry Reil, man- 
ger of Luna Park, Coney Island. Both of 
hese contracts call for “Class A Solid Por- 
elain” fixtures. 


SPS 


NEW YORK JOBBERS NOTES 


()*: of the many plumbing supply 


houses in Manhattan that is feeling 

the increased demand for sanitary 
ecessories is Walsh and Hartwig, Inc., of 
19 East 58th street, Manhattan, New York 
‘ity. This house not only caters to the 
fants of plumbers, gas fitters and tinsmiths 
ut they are also jobbers in oils and tools. 
fessrs. Walsh and Hartwig have built up a 
eputation for themselves among the trade 
8 being able to give a customer just exactly 
rhat he wants, when and where he wants it. 


The Standard Plumbing Supply Co. of 


59th Street and St. Anns avenue, Manhat- 
an, New York City, have had a very suc- 


a 
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Some of the Celebrators at the Outing 


cessful trade during the past few months. 
They find an increased demand for supplies 
and look for a continuation of these condi- 
tions. 


Among the supply houses of the Bronx 
who are feeling the result of the revival 
of business is the Beith & Reilly Co. of 
2471-2475 Third avenue, Manhattan, New 
York City. This house have, through their 
careful attention to the wants of their cus- 
tomers, built up a business of which they 
justly may feel proud. 


Nothing seems to succeed unless there is 
considerable plugging. Because they have 
had many recent installations of their pneu- 
matic sewagé ejectors, the Sanitary Me- 
chanical Specialty Company of 157 East 72d 
street, Manhattan, New York City, have 
been kept busy. These ejectors have proven 
great successes in the many buildings where 
they have been installed. 


Making preparations for a busy fall, the 
Blue & Queripel Co., Inec., of 119 and 121 
East 124th street, Manhattan, New York 
City, jobbers in plumbers’, steam fitters’ gas 
fitters’ and tinsmiths’ supplies of every de- 
scription, are busily engaged. They hold at 
this time many contracts to supply the sun- 
dries in a number of loft buildings in the 
boroughs of Manhattan and the Bronx. 


THE PLUMBERS’ TRADE JOURNAL repre- 
sentative called upon J. Harvey Griffin, 
president of the Griffin Roofing Company of 
506 West 26th street, Manhattan, New 
York City, who in the course of conversa- 
tion spoke of the noticeable improvement in 
business. An invention of Mr. Griffin which 
has proved exceedingly useful and helpful 
to the plumbers is the Griffin patent wiping 
clamp. The Griffin Roofing Co. are the dis- 


tributors as well as manufacturers of this 
handy appliance. 

Vice-President and Treasurer E. D. Nor- 
ton of the Harlem Supply Company of 121 
E. 124th street, Manhattan, New York City, 
is enjoying a well-earned vacation, Mr. 
Norton is rusticating at a secret place, for 
he does not intend to be bothered with busi- 
ness cares until he returns. The Harlem 
Supply Company are having a good demand 
for their line of plumbers’ and gas fitters’ 
supplies. 
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NEW YORK STATE NEWS 


HE old and well-known firm of Rich- 
ardson and O’Day have secured a ten- 

__, year lease of the entire building No. 
104 East Market street, Corning, N. Y. They 
are making extensive improvements to meet 
their repidly growing business. THe PLUMB- 
ERS’ TRADE JOURNAL congratulates them in 


their progress and wishes them continued 
success. 
Chas. B. Steinman, 164 Woodlawn ave- 


nue, Buffalo, N. Y., is very busy with new 
and repair work. 

The plumbing in the new residence on 
West Parade avenue, Buffalo, N. Y., for 
Henry Galster has been let to Batt & Co, 
201 Maple street. 


J. T. Terry, 20 Grant street, Buffalo, N. Y., 
has the contract for plumbing in the $12,000 
residence being built for W. B. French, in 
Nye Park, Buffalo. 

One of the energetic young hustling mas- 
ter plumbers in the city of Syracuse, N. Y., 
is Frank Rapp, who at present is established 
at 925 N. Salina street, but is contemplating 
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Guests and Employees of John Weekes @ Son 
Company, Watertown, N. Y., Sept. 13, 


HE third annual outing of the 
; employees of the John Weekes 
& Son Company was held, Sep- 
tember 13th, at Campbell’s Point and 
proved a most enjoyable affair. The 
outing consumed two days, Saturday 
and Sunday, a clambake with all the 
fittings that go with such an event 
taking place on Saturday. In addi- 
tion to the employees of the company, 
Mr. Weekes and his son, John M., 
Weekes, invited several of their cus- 
tomers to enjoy the outing with them. 
So successful was the affair that the 
one next year will probably be held 
at the same place. This outing was 
“the best ever.” 
The list of members of the firm 
and their guests follow in the posi- 
tions in which they appear on the 


photograph published by courtesy of 
the Saturday Globe. 


of the John We 


\ 


ekes & Son Company 


Had a Good Time 


Left to right—W. J. Farrell, Clay- 
ton, N. Y.; John M. Weekes, Ford 
Gordon, N. Y.; Fred B. Wilson, 
Watertown, N. Y.; E. D. Conley, 
Auburn, N. Y.; Arthur Burnett, Clay- 
ton, N. Y.; Robert Orr, Gilbert Jones, 


Watertown, N. Y.; John Gannon, 
Syracuse, N. Y.; C. A. Patrick, Au- 
burn, N. Y.; George Winckle, Frank- 
fort, N. Y.; William Littlefield, Her- 
bert Corbin, William Madill, Lesley 
Whitney, Watertown, N. Y.; W. J. 
Brennan, Frank Brennan, Syracuse, 
N. Y.; John Brennan, Fred Brennan, 
Brainard Petrie, Watertown, N. Y.; 
Harris Fink, Carthage, N. Y.; Carl 
B. Porter, Watertown, N. Y.; H. R. 
Franklin, Pulaski, N. Y.; William 
Hunt, Central Square, N. Y.; Carol 
Thompson, Watertown, N. Y.; Ben- 


ton C. Beach, Binghamton, N. Y.: 
John M. Weekes and William Farrell. 
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» Held September 13th a 
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removing in the near future into the resi- 
dence district of the city near Gilbert ave- 


nue on his own property. He has secured a 
splendid piece of ground, and is arranging 
to build a residence and store. 

The plumbing contract for the new Tech- 
nical High School, to be built by the City 
of Buffalo, has been let to W. T. Hughes & 
Co., 2070 Seneca street, Buffalo, N. Y. 

The McGee Co., 101 D. S. Morgan Build- 
ing, Buffalo, N. Y., are finishing a contract 
on Buffalo’s new Convention Hall, on Broad- 
way. They expect to be all finished in about 
two weeks. 


Fred Goetter, 27 Wakefield avenue, Buf- 
alo, N. Y., reports business as very good. 
He says that he is very busy with new work, 
and also has a large number of jobs for 
overhauling, 

Geo. Lochner, formerly associated with 
Mr. Hamberger, 796 Genesee street, Buffalo, 
N. Y., has gone into business for himself, 


and opened a splendid 
855 Genessee street. 

The Wilson Plumbing Co., 282 Grant 
street, Buffalo, N. Y., are low bidders on the 
new residence, to be built at 676 Lafayette 
avenue, by Jacob H. Hackenheimer. The 
residence will have three bathrooms, butler’s 
pantry, and the other usual fixtures. 

Friends of Frank L. Beyer will be sur- 
prised to find his place at 229 Pearl street, 
Buffalo, N. Y., vacant. 
chased a building at 145 Franklin street 
and made extensive alterations. Mr. Beyer 
occupied the former store at 229 Pearl street 
for twenty-nine years. 

At. Pulaski, NS -¥., Hy oi: 
splendidly located in his new 
ing. He has cne of the most attractive 
hardware and plumbing establishments in 
his section of the country, with elaborate 
showroom space and carrying a large stock. 
Other tenants in this new building of 
are Supreme Court Judge and Surrogate, 
so he is well backed up from a legal stand- 
point, 

Dark & Co., 654 Main street, Buffalo, 
N. Y., have the contract for both the plumb- 
ing and hot water heating in H. E. Crouche’s 
new residence. This building will cost 
$30,000. and is located at Amherst Estates. 

Wm. H. Crosby, 183 Pratt street, Buffalo, 
N. Y., is building a $50,000 residence 
Sarage at Amherst Estates. The contract 
for the plumbing and hot water heating has 
been let to the Frontier Plumbing & Heating 
353 Ellicott street: 

—— ee 


new showroom at 


Mr. Beyer has pur- 


Franklin is 
corner build- 


his 


and 


Co:, 


New Supply House in New York 
City 
HE plumbing supply business formerly 
i conducted under the name Yorkville 
Plumbers’ Supply Depot has now been 


reorganized by L. S. Kaiser, Francis Lowry 
and I. Vogel, the incorporation of the firm 
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SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. Nothing more simple or compact 


Installed in the Municipal Lodging House, N. Y. C. 


No Springs, diaphragms or delicate moving parts in the ‘‘Sws’’. Our Automatic ACME Valve 
is“Perfection”’. Ejectors for buildings,steamships and yachts in various types. Catalog on request 


SANITARY MECHANICAL SPECIALTY COMPANY 


THOS. J. TUOMEY, Pres. J.J. WALSH, Sec. and Treas. 
NICHOLAS J. HAYES, Vice Pres. WM. McCLINTOCK, Engineer 


157 East. 72nd Street, New York 


Boston Agents—Dalton-Ingersoll Mfg. Co., 171 High St. 
San Francisco, Cal. Agents—E. A. Keithly, Metropolis Bank Building 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 
the proper price by 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


F. E. CUDELL’S 


a) Pat. SEWER-GAS and BACK WATER TRAP 


For Wash Bowls, Sinks, Baths and Wash Tubs 


& 4S, %S, RB. CLEVELAND - - OHIO 


ENERGY Page 
ECONOMY | 
DESPATCH 


Our specialty is 
giving you just ex- 
actly what you want, 
just exactly when 
and where you want 


- PIPE 
FOR “48 FITTINGS 


Our Materials and [7 Be casrivrens am VALVES 
Prices are Right LZ Eee aes 


Walsh & Hartwig _ 


INC, 
215-219 East 58th. St, 
New York City 
Tel. Plaza 1656 


it. 3 [MATERIALS a 


taking place at this time and the concern’s 
name remaining as before. The capital of 
the changed firm is $50,000. 


—— 
\¥Rapidly Growing Buffalo Concern 


HE accompanying picture shows the 
= fa new place of business of the Wil- 

son Plumbing Company, now lo- 
cated in the new store built last fall at 
282-284 Grant avenue, Buffalo, N. Y. 
The picture shows their two fine show 
windows. This company have a show- 
room that is a model of convenience and 
neatness. : 

The Wilson Plumbing Company is com- 
posed of James L. Wilson and his two 
sons, Roy P. Wilson and J. L. Craig Wil- 
son. The father, James Wilson, has 
been in the plumbing business in Buffalo 
for twenty-two years. Roy Wilson has 


Recently Built New Home of the Wilson Plumb 


been connected with the firm since leav- 
ing high school nine years ago. Craig 
Wilson was taken into the firm a little 
less than a year ago, leaving a good posi- 
tion in the M. & T. Bank because he was 
needed to help in the rapidly growing 
business. The Wilson Plumbing Com- 
pany are carrying on their pay roll at 
the present time fifteen men. They have 
under construction at the present time 
ten houses for the Ferry Construction 
Company, four houses for J. W. Dwyer, 
four houses for the Home Building Com- 
pany, besides a large number of indi- 
vidual houses. 
a 


Watertown, N. Y., Has Large Industry 
in J. B. Wise, Inc. 


OME one once asked us who was 
S the manufacturer of the greatest 
amount of lavatory fittings in the 
world and we were forced to admit that 
we did not know. We now have a better 
conception. Visiting Watertown, N. Y., 
we spent one-half a day looking over 
100,000 square feet of manufacturing 
space for the various plumbers’ supplies 
manufactured by J. B. Wise, Inc. It was 
a personally conducted tour, Mr. Wise 
acting as conductor. Incidently he be- 
came acquainted with some of his own 
people. It is beyond us to attempt to 
portray the various different fittings 
which are turned out in this particular 
establishment. Every plumber knows 
what is necessary in the way of lavatory 
fittings and all that is necessary is made 
by Mr. Wise. About 75,000 feet of lura- 
ber is used yearly for the necessary pack- 
ing cases. Aside from boxes bought for 
this purpose, we found that two million 
pounds of brass and copper are used an- 
nually in the manufacture of the output. 


— 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Going over the different departments 
about 250 people are employed in the es 
tablishment. The output is distribute 
to all parts of the world. The goods con 
sist of all fittings and accessories used ij 
the trade except Fuller and compressio: 
goods. Mr. Wise has been in the manu 
facturing business for over thirty-fiy 
years and has learned about all the kink 
of the trade. 5 3 

Over two million running feet of bras 
tubing are used each year. Upwards o 
700,000 lbs. of sheet brass are used. Thi 
with the cast brass makes over two mi 
lion lbs. of material used in this estal 
lishment. 

The motive power is generated b 
water, of which Mr. Wise owns abou 
2,200 H. P., and all machinery is eithe 
direct or group driven by electric motor: 
The plant is up to date in all its detail: 


ion GWE IT OPERATE 


| Ace PETTSHURG WATERHEATE, 


ing Company, Grant Ave. Buffalo, N. 3 


We could not but be impressed by th 

order and system with which the factor 

was operated. if 
a eee 


Auburn Leather Goods Co. Expand 


HE steady growth of the deman 
T for ALGCO leather products an 

specialties has caused the man 
facturers, the Auburn Leather Goo¢ 
Co. Auburn, N. Y., to increase the ¢ 
pacity of their plant by additional puil 
ings and equipment. The new manufa 
turing facilities have enlarged the ou 
put by fully 100 per cent. This firm 
line comprises washers of every desceri 
tion, asbestos and pasteboard materia 
for the heating and plumbing trades an 
also many other branches. 
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Rochester, N. Y., Branch for L. 
Wolff Mfg. Co. 


HE well-known Chicago, Ill, fim 
AG of L. Wolff Mfg. Co. have recent! 

leased a splendid seven-story war' 
house and office building at the corner ‘ 
St. Paul and River streets, Rocheste 
N. Y., where a complete stock of sanital 
fixtures and supplies will be handle 
W. E. Bruce, who is popularly know 
throughout that portion of New Yor 
and the New England section, has bee 
placed in charge as manager. 

The opening of the new branch ha 
been contemplated for some time, aD 
while it was not thought that the Ri 
chester warehouse would be require 
quite so soon, the great increase in th 
volume of business from that territor 


made an early opening imperativ 
A splendidly equipped showro0) 
will be placed at the disposal ‘ 
the trade, who are invited to cal 


= 
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OOTOBER 15TH, 1912 


T its regular meeting held 
September 25th, the North 
and West Side Master Plumb- 
ers’ Pleasure Club decided to 
hold its annual reception and 
dance the first week in De- 

ember. The date and place of holding this 
opular event has been left to the club’s 
ntertainment committee. It has also been 
lecided between now and the date of the 
nnual ball to give a ladies’ night in the 
orm of a card party, at which prizes will 
e awarded. The arrangements for this 
ffair have also been left to the entertain- 
nent committee, which is composed of 
‘hairman Geo. Franklin, Lewis Nelson and 
2 ©. Wagner. Upon the adjournment of 
he business meeting, the members in at- 
sndance participated in a luncheon and 
riendly bowling contest at the club’s head- 
uarters, 3004 Lincoln avenue. 


Geo. Eck, who conducts a plumbing shop 
t 2208 Archer avenue, Chicago, Ill., has 
cently returned from a _ vacation trip. 
eorge was accompanied by his wife and a 
arty of friends and visited Buffalo, Ni- 
zara Falls and several other eastern cities. 


T. E. Walters, of Aurora, Ill., recently 
sited Chicago and called on several of his 
jiends in the trade. Mr. Walters was in 
ie land business for a while and had an 
fice in Chicago but has given that up and 
yw devotes his attention exclusively to his 
umbing and heating business. 


P. F. McQuellon, of Peoria, Ill., has re- 
ntly moved from his old quarters and is 
yw located in a new building at 315 Jef- 
rson street, where he has quite an attract- 
e plumbing shop. Mr. McQuellon has an 
tablished trade in the plumbing and heat- 
g line and is recognized as one of Peoria’s 
ost prosperous business men. 


Matthew A. Berg, who conducts a plumb- 
= shop at 1031 W. Taylor street, left Chi- 
go, October ist, with his wife and daugh- 
r, for a vacation trip to California. Mr. 
‘rg will visit all of the large cities on the 
uific Coast, including Los Angeles, San 
ancisco, Seattle, Portland and Tacoma. 
2 will be gone about two months. 


A. K. Mose of the old firm of Harvey & 
se, Who came back to Chicago from Den- 
irk several months ago, after an absence 
five years, has decided to return to the 
| country. He will sail shortly with his 
nily for Copenhagen, where he formerly 
ned a couple of large farms. Except for 
occasional business trip, Mr. Mose does 
L expect to return to Chicago. 


Shas. C. Hughes, until recently city sales- 
n for the S. Wilks Mfg. Co., Chicago, II, 
1 well known by the local trade, has ac- 
ted a position as sales agent for the 
iott Company, and the Liberty Mfg. Co. 
addition to calling on the local heating 
1 plumbing trade, Mr. Hughes, who has 
nerous friends in the business, will travel 
Illinois, Iowa and Wisconsin. 


los. Scheuer, who conducts a plumbing 
Pp at 3019 Lincoln avenue, Chicago, Il, 
ing his spare months, has recently 
urned from a several weeks’ business and 
ation trip in the west. He also visited 
old home at St. Peter, Minn., and from 
re wrote to one of his Chicago friends 
t he was “under mother’s care again’’— 
Tr, young, unsophisticated chap. 


ifforts to compel the installation of auto- 
tie devices to shut off the gas in large 
dings without forcing firemen to enter 
m were sustained in the city of Chicago 
ently by the Law Department. The 
lding Managers’ Association had con- 
led the word “automatic” in the phrase 
tomatic gas cock, valve, or appliance,” 
d in the state law referred only to “gas 
K,” so that a “valve” or “appliance” in- 
led need not be automatic, Corporation 
sel Sexton was of the contrary opinion. 
 €nforcement of the ordinance has cre- 


; 3 


ated quite a little work for the master 
plumbers in installing these devices, 


Jos. B. Weber, 4753 Evanston avenue, 
Chicago, Ill, has just gotten back from a 
hunting and fishing trip in Northern Wis- 
consin, bringing back with him forty ducks 
and one “musty,” the latter weighing ten 
pounds more or less. We understand he 
had quite a time dodging the game warden. 
Besides shooting and other things, Joe man- 
aged to raise a fine crop of alfalfa on his 
face, there being no barbers in that par- 
ticular neck of the woods. 


Accompanying this sketch is a reproduc- 
tion from a recent photograph of H. Vol- 
lum, who has been calling on the Chicago 
trade the past year for Clifford Peterson, 
2312 Van Buren street. Mr. Vollum is a 
popular and capable salesman, and has done 
such good work in Chicago and adjacent 


H. Vollum, Salesman for Clifford Peter- 
son, and One of the Most Popular 
Trade Representatives in Chicago 


territory that he has been transferred to 
a larger field. While still making his head- 
quarters in Chicago, Mr. Vollum will cover 
the entire state of Wisconsin, where he will 
call on the plumbing and heating trade. 


G. Albin Nilson, at 329 N. Clark street, 
Chicago, Ill., is having erected at the north- 
west corner of Hinman avenue and Kenney 
street, Evanston, a 30-flat building. It is 
known as the Westminster Court Apart- 
ments and when completed will be one of 
the finest in the city. The plumbing is 
modern in every respect. All the bathrooms 
have tile floors. Every apartment has a sun 


parlor. The roof is red tile Mansard. The 
dining-rooms have electric lighted  side- 
boards. There are medicine chests, re- 


frigerators, gas ranges, and book-cases. 


Frederick Erb, 1359 Wells street, Chicago, 
Ill., a well-known North Side plumber, met 
with an unfortunate accident several weeks 
ago. At his home on the evening of Sep- 
tember 9th, a kerosene lamp in some unac- 
countable manner exploded. The noise of 
the explosion awakened Mr. Erb and upon 
his attempting to extinguish the flames, 
which threatened to set the house on fire, 
he was severely burned about the body. 
His injuries were such that for a time grave 
fears were entertained for his recovery, but 
his many friends will be pleased to learn 
that he has been declared out of danger 
and will soon be all right again. 


Murphy-Keeley Company, 23 E. Congress 
street, Chicago, Ill, has been awarded the 
contract for the plumbing of the new addi- 


tion being built to the Ravenswood School 
at N. Paulina street and Montrose avenue, 
their bid for this branch of the work being 
$9,300. The steam heating contract of the 
same building has been let to F. W. Lamb 
& Company at their Sure of $11,120.00, 
the ventilation to N. <A. Gustafson foi 
$6,300.00, and the heat regulation to the 
Johnson Service Company for $1,400.00. 
Jas. J. Wade, 
tion trip all 
Canada, has 


who has been on a vaca- 
summer visiting relatives in 
recently returned to his home 
in Chicago. During his stay at Toronto, 
where he visited his daughter, Mrs. 
Mulvey, Mr. Wade was taken seriously ill 
and for several weeks was laid up in a 
hospital. His wife had also a severe attack 
of illness at the same time. Upon their re- 
covery they spent several weeks recuperat- 
ing at Atlantic City, N. J. We are glad, 
however, that Jim is back with us again 
and hope he will be spared to us for many 
years to come. 

J. H. Boyd & Company, 189 N. Dearborn 
street, Chicago, Ill., are doing quite a lot of 
work in the loop district. They are over- 
hauling the plumbing of an old building on 
Clark street, south of Jackson Boulevard, 
that is being remodeled as a hotel. There 
will be thirteen bathrooms with running 
water in every room. The job will approxi- 
mate $7,000.00. They are also installing the 
plumbing in the addition being built to the 
plant of the Oliver Typewriter Company at 
Woodstock, in connection with which they 
put in 900 feet of sewer pipe. 


Thos. 


A fishing party composed of several mem- 
bers of the trade of Decatur, Ill., with 
several of their friends are now enjoying 
a vacation at Houghton Lake, Michigan, 
where they have been for the past two 
weeks. In the party are Wm. Field of the 
Plumbing supply firm of Field & Shorb Com- 
pany, Herbert C. Bush and O. J. Zimmer- 
man and his wife of Decatur, Frank Hays, 
manager of the Chicago office of H. Mueller 
Mfg. Co., and Ed. Crider of the Barnes Mfg. 
Co. of Mansfield, Ohio. The Decatur 
own a clubhouse on Houghton Lake ana 
take this means of entertaining their friends 
and getting a little annual 
themselves. 


Paul Jacoby, 4332 N. Albany avenue, 
Chicago, Ill, had a narrow escape from 
having his home destroyed by fire recently. 
A three-flat building next door to his shop 
and residence on Albany avenue was burned 
to the ground on August 23d. The fire was 
discovered by Mr. Jacoby at two o’clock in 
the morning and he immediately *phoned an 
alarm to the Fire Department. In the mean- 
time the flames scorched his building and 
Paul made heroic efforts to put out the fire 
with the garden hose while is family found 
it safer to watch its progress from the street. 
Were it not for the fact that a vacant lot 
separated his house from the one destroyed, 
Mr. Jacoby’s home would undoubtedly have 
gone up in smoke. 


— 
Curtailment. of Expenses Causes 
Laying Off of Inspectors 
in Chicago 


boys 


recreation fo1 


IFTY plumbing inspectors of the Chi- 
cag Water Department and _ five 
plumbing inspectors of the Bureau of 
Sanitary Inspection were recently laid off 
by the city of Chicago. This action was 
taken on account of a curtailment of the 


city’s revenue through a recent decision of 
the Supreme Court on the Juul Law, which 
prohibits taxing bodies from levying more 
than a certain percentage of the property 
valuation. The working force of other de- 
partments of the city have also been cut. 
The plumbing inspectors are naturally con- 
siderably worked up over the action cf. the 
city and are using every influence at thei 
command for. re-instatement. They have 
sought and secured the co-operation of the 
master plumbers in their efforts to be put 
back in the city employ. 

A joint meeting of the Legislative Com- 
mittee of the Master Plumbers’ Association 
and the plumbing inspectors was held Sep- 
tember 23d, to discuss the entire situation. 

Chas. C. Breyer, chairman of the masters’ 
committee, had a conference with Mayor 
Carter H. Harrison, at which Simon O’Don- 
nell, representing the journeymen, was also 
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OURS DO! 
DO YOURS? 


Do your customers 
boost for you? They 
should if you please 
them. It’s human 
nature. They do 
boost for 

GILT EDGE 
Dealers and they 
willfor you. Each 
sale means more ad- 
vertising— advertis- 
ing of the highest 
kind: the kind you 
can’t buy--the re- 
commendation of a 
pleased user. 
This is the GILT 
EDGE way. Try it 
tbis year. Get our 
catalogue and pro- 
position. 


R. J. Schwab & Sons Co. , 
289 Clinton Street, . - Milwaukee, Wis. 


BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

Catalog on request 
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// Western Plumbin 
) Supply Co. rs \) 
%, 117-119 No. Desplaines St. \\ 
{/ CHICAGO, ILL, 


MI 
Minny 


Patent applied for 
Is unique in construction, easy in 
adjustment and a sticker when 
rightly placed. 
For Sale by your Jobber 


Miller Foundry & Specialty Co. 


No. Tonawanda, N. Y 


BOSTON 


ADJUST ABLE 


BRACKETS 


For sinks and trays 
Send for price list 
JOSEPH H. YOUNG CO., 
Boston, Mass. 
Full line of Plumbers” Supplies 


Strictly Sanitary 

The A. D. M. Co.’s line of 
Wastes and Traps are strictly 
sanitary, have extra deep seals 


and are finished in 
nickel plate. All castings are 
free from sand holes and 
Beautiful in Design and Fin- 
ish, and endorsed by leading 
Plumbing Engineers and In- 
spectors. All leading job- 
bers will supply at factory 
price or we will ship direct if 
. cash accompanies the order. 
Send for Booklet with Master 
Plumbers Discount Sheet; it 
will save you dollars. 
A. D. Manufacturing Co. 


Detroit, Mich.,U.S A, 


triple 


Waste 
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8 Will Meet the Immediate Needs of Many 
Ch 
‘O) 
: ase oae 
@ 
8 Price $500—500 lbs. Capacity 
1} =r . i i 
g A The Little Fellow with the Big Pull 
10) ‘ 
©) Chase Model M will appeal to many plumbing and heating men who 
S have daily use for a light capacity and extremely low priced motor truck— 
5 one which combines durability, efficiency and economy. Such is the 
8 new Model M which is offered at the hitherto unheard of price of $500. 
® \ Ezz ———— Write for full particulars and name of nearest Chase dealer. 
‘O) 
8 Se enna Chase Motor Truck Co. 
g Capacity 500 pounds—Price $500 100 West Street - - Syracuse, N. Y. | 
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present, and gave the Mayor some facts 
in connection with the work of the plumbing 
inspectors that had probably been over- 
looked by the city authorities. 

Figures and statistics were produced to 
show that the plumbing inspectors of the 
Water Department had for several years 
been saving the city thousands of dollars 
annually through the discovery and stoppage 
of leaks in the city water mains. Attention 
was also called to the fact that the present 
force of twenty-three plumbing inspectors 
in the Sanitary Bureau was totally inade- 
quate to take care of the inspections of new 
buildings now under construction. It was 
also brought to the Mayor’s attention that 
the Sanitary Bureau from the fees paid for 
inspection was on a self-supporting basis. 
The Mayor promised to give the matter due 
consideration and it is believed that it is 
only a matter of a short time before both 
the inspectors of the Water Department and 
the Sanitary Bureau will be re-instated. 


This Truck 
Replaces 
Seven Horses 


The KisselKar Truck illustrated above, is in service of the B. Hoffmann 
Manufacturing Company of Milwaukee, Wis., manufacturers and dealers in 
plumbers’ supplies. 

Mr. B. Hoffmann says: “The average daily mileage of our 2 ton Kissel- 
Kar Truck is between 60 and 65 miles. Its-average monthly operating ex- 
pense is $93.50 including the driver’s salary and everything. It does the 
work of seven horses.”’ 


LKAR TRUCKS 


1500 Ibs.—l-2-3-4 and 5 tons. 


Note these striking KisselKar merits: 


_ Simple engine—easy to operate—reserve power—excess capacity—differential lock prevent- 
ing one drive wheel absorbing all the power on slippery places, and stalling the truck—four 
speed transmission geared up—four specd permitting high speed without racing engine. 
15 per cent. to 20 per cent. lower fuel consumption than average trucks—light spring suspension 
for power plant—heavy spring suspension for load—gauge that weighs load—greatest access- 
ibility easy control—larger brake drums, and extra powerful brakes—special bodies designed 
to meet every need. 

We will be glad to advise you how you cansupply Truck haulage to your business with profit. 


Send for free book showing KisselKar Trucks, in actual use in many lines of business. 


Kissel Motor Car Co., 512 Kissel Ave., Hartford, Wis. 


New York, ‘St. Louis, Chicago, 
Los Angeles, Dallas, Boston, Kansas City 


———__so-o————_ 


Splendid Exhibit. of Progressive 
Plumbers at. County Fair 


HE illustration on this page showing 
‘| a modern bathroom outfit represents 
the exhibit of the enterprising plumb- 

ing firm of Frederick & Miller at the County 
Fair held in the city of Crown Point, Ind., 
several weeks ago, ‘These high-grade sani- 
tary fixtures, which are of the latest designs, 
are the product of the Federal-Huber Com- 
pany of Chicago. This exhibit was one of 
the most attractive and admired of all those 
shown at the fair and won the blue ribbon 
prize among the mercantile exhibits. Upon 
the invitation of Mr. Frederick of the above 
firm, E. B. Frahm, of the Federal-Huber 
Company, was present during the fair and 
was kept busy answering questions about 


Branches: 
Milwaukee, 


Minneapolis, 
St. Paul, 


the newest ideas in sanitary equipment. As 
a result of their efforts, Frederick & Miller, 
reputation for first- 
in Crown Point and _ vicinity, 


4 KisselKar Service Stations and Agencies at 
over 200 leading points throughout United States 


who have built up a 
class work 


For the Right Dope on RYAN’S High and Low 
Pressure Ball Cocks write 


(Patented) 


Crane Co., Boston; Haines, Jones & Cadbury Co. Philadelphia; Smith & 
Abbott Co., Portland, Me., and James Morrison Mfg. Co., Toronto, Can. 


Send for Circular 


EXETER BRASS WORKS, 


New York Office—48 Cliff Street. 


EXETER, N. H 
Henry Stein, Rep. 
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have secured about twelve fine jobs. This 
is the kind of advertising that pays. 
eh 
Contracts for County Hospita 
Let, 


HE general contract for the construc 
i tion of the new County Hospital, ove 
which there has been so much con 
troversy, has been awarded by the Count; 
Board to John Griffiths & Son on their bi 
of $2,275,000.00, which was $59,000.00 les 
than the bid submitted by the Willian 
Adams Co. The bid of John Griffiths & So: 
includes all branches of the work, with th 
exception of the plumbing, which has bee: 
eliminated from the general contract an 
will be figured separately. Estimates on th 
plumbing which, it is understood, approxi 
mate $200,000.00 were taken some time ag 
but on account of the different changes whic 
have been made in the plans and specifica 
tions this branch of the work will undoubi 
edly be refigured. 
—— OE 


Well-Known Chicago Couple 
Wed 


ISS GRACE BAIN, oldest daughte 
M of the late Louis R. Bain and siste 
of L. Arthur Bain, who succeede 

his father in the plumbing business, we 
married September 18th to Thos. A. Han 
ilton. The wedding was celebrated at tk 
home of the bride’s mother, 1505 W. Col 
gress street, Chicago, Ill., the Rey. Dr. Ha 
din of the Third Presbyterian Churc 
officiating. Following a reception, the your 
couple left on a honeymoon trip down tI 
St. Lawrence River and through the Thot 
sand Islands. From there they will vis 
New York, Washington, Baltimore, and tak 
a boat trip to Norfolk, Va. Upon their r 
turn to Chicago, Mr. and Mrs. Hamilton wi 
make their home on Springfield ayvenu 
Among the young ladies at the wedding we! 
Miss Theresa and Miss Gertrude Herbert. 


Prize-winning Exhibit of Frederick N. Miller, Crown Point, Ind., at County Fa 
Recently Held in That Oity 


OCTOBER 15TH, 1912 
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ROLLING MILLS TINPLATE WORKS AND FOUNDRY 
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CABLE ADDRESS Gre) O) / 
pOATeCOTr Ne y Tea az, li, Pai May 24, 1912. 
Knox Automobile Company , Net Lo i 
1966 Broadway, 
New York City. 


Gent lemen:— 


In reply to your inquiry asking for an expression from 
us as to our experience in the use of your motor trucks, would state 
that the fact that we have just placed a new order with you for six 
4cylinder, Model *"R-15", 3 ton trucks, should be sufficient evidence 
that our experience with your trucks in the last five years had been 
most satisfactory. 

We have used Knox motor trucks exclusively for over five 
years and as wé have used no other make, can give no comparison ag 
to the efficiency, up-keep, etc., but it is sufficient to state that 
our experience with your machines has been so satisfactory we have 
just placed with you the above order. Our experience with your 
Machines and the courtesies extended by your company have been so 
satisfactory that we take pleasure in adding our testimonials to the 
many others you already have, 


Very tru ours, 
: FCS 
Cig 
T.H.W./B. ALY Le 


nt. 


Send for Catalogue ‘“T”’ 


KNOX AUTOMOBILE COMPANY, Springfield, Mass. 


New York — BRANCHES — Chicago 
“Recognized as America’s Highest Standard Since the Beginning of the Industry” 


ee 
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BRASS DRUM 
TRAPS 


With 
Adjustable Floor Flanges. 


Kokomo Brass Works, 
Kokomo, Ind. 


Self-scouring Fig. 4 


Would You Like to Locate at Providence? 


Mr. Davis has just signed with the Contractors for the erection 
of a building 60 feet by 100 feet on West Exchange Street. 
Five minutes walk from the City Hall right in the heart of the 
wholesale district. Foundation will be made for an eight story 
building so there will be an opportunity for expansion and you 
will not be obliged to move. This building is to be Mill con- 
struction, an expensive front and is to rent. If you are inter- 
ested in the proposition write Mr. Davis, care 


New England 
Plumbing 
Supply Co., 


Davis Bk. 396-398 Bridge St. 
Springfield, Mass. 


We Pay 
Cash 
For All Our 


Purchases 


BLEASS 
DON'T IMITATE 


NOTICE TO VISITORS TO NEW YORK CITY. 
All visiting members of our trade in New York City are cordially invited to 
make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 


THE BEST IS THE BADGER 
BADGER COPPER BOILERS 


70 YEARS EXPERIENCE 


BADGER QUALITY 
is the standard by 


Copper only—no 
iron, no rust, inter- 


which others are ior heavily tinned in- 

judged. suring clean water 
; : at all times. 

Made in all sizes 


Send for 


: catalogs 
and prices. 


from 5 to 1500 gal- 
lons. 


E.B. BADGER & SONS CO. 


63-75 PITT ST., BOSTON, MASS. 


Imitated by Many 
Equalled by None 


The Famous White 


PYRALIN 


Closet Seat 


Master Plumbers: White PYRALIN 
Closet Seats were the pioneers in the 
line of white coated closet seats. 

They have been imitated by countless 

manufacturers but equalled by none. 

There are good reasons for this. 
Guaranteed not to split, chip, crack 
or flake, or lose color, or to be af- 
fected in any way by urine. 


Sold by First Class Jobbers. 


Cc. F. Church Mfg. Co. 
Holyoke, Mass. 


MAE Naar 


ICHARD J. WELCH of Welch 
Bros., Lowell, Mass., has been 
appointed to the Board of Di- 
rectors of The National Asso- 
ciation of Master Plumbers by 
President Fee of New York. 

Curtain & Spillane, Lowell, Mass., have 
completed the plumbing in the new school 
in that city and also report an exceptionally 
busy fall. 

Geo. W. Day, Lexington, Mass., has the 
contract for plumbing in the new telephone 
building at Lexington, for The New England 
Telephone Co. 

R. T. Allen, Cliftondale, Mass., reports an 
excellent business at this time, including a 


number of three-family houses for Con- 
tractor Wells at Lynn. 
Cc. H. CGronin, Charles street, Boston, 


Mass., has just completed the plumbing in 
a large residence for Mr. Thayer, corner 
Bimmer and Beacon streets. 

J.. E. James of R. H. James & Co., 9 
Duane street, Boston, Mass., has just re- 


in the eastern part of the state. 


Mr. Barker has purchased the interest of 
the estate of Mr. Fitty of Fitty & Barker, 
Natick, Mass. The business will be con- 
tinued under the old name at the same 
stand. 

Roberts Mass., have 
including the 
at Manchester, 
Con- 


Boston, 
hand, 
residence 
large buildings in 


& Browning, 
plenty of work on 
plumbing in a_ large 
Mass., and_ several 
necticut. 

Conn., are —re- 
the Sage-Allen 
have also a 
Dr. 


J. Lyon & Sons, Hartford, 
modeling the plumbing in 
Buildirg at Hartford. They 
contract for plumbing in residence of 
Wolfe, on Asylum Hill. 

Geo. P. 
cured the 
residence in Brookline, 
He also has considerable 
cluding his jobbing and repairs. 

Co., 134 Milk 
started the contract 


has se- 
a large 
Johnson. 
hand, in- 


Roxbury, Mass., 
plumbing in 


for a ls 


work on 


Sennott, 


contract for 


street, 

for 
Havy- 
plumb- 


Thompson & Spear 
Boston, Mass., have 
plumbing in the New Hale Hospital at 
erhill. They are also installing the 
ing in the State Hospital at Norwood. 


So Lyman seen Co. eelemple 
Haven, Conn., have as much 
time as they can _ handle. They have one 
12-tenement, one 3-tenement and one _ 6-tene- 
houses for Max Posloff, on Canton 
New also four 2-tenement 


street, New 
work at this 


ment 
street, 


Haven; 


—S SS. SS 


* street. 


turned from his two weeks’ vacation spent 
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houses for A. L. Notkins & Son, on Shei 
man street, New Haven. 


J. Edward Johnson, East Greenwich, R. I 
has moved into his new building on Mai 
Mr. Johnson was for a number ¢ 
years connected with C. G. Hills of Eas 
Greenwich until this party gave up tt 
plumbing business. 


Tucker & Co., Boston, Mass., have cor 
siderable work, including the plumbing i 
The Crocker House at Fitchburg, Mass.; r 
modeling the plumbing in The Kineo Hou: 
at Mt. Kineo, Me., and The Boston Athlet 
Club. 2 

—_——_~>-e—————— 


Kissel Motor Car Co., Enlarge Plant ; 
Hartford, Wis. 


HE Kissel Motor Car Compan 
Se recently. added two commodiot 

buildings to its plant at Hartfor 
Wis., and figured that the addition: 
facilities thus provided would enab 
a less nerve-racking production schedu 
than that of last year. It appears, hoy 
ever, that the demand for “KisselKar: 
has outgrown the factory growth, f 
double the early orders of 1912 hai 
been booked for 1913. It is interestin 
in this connection to note that the Kiss 
Motor Car Company has expanded in $ 
years from a $50,000 to a $1,000,000 co 


poration. 
——_—_—_—_@ 024 os __ 


A Hustler in the Land of the Show- 


Me’s 
AS. J. LAWLOR, sole owner of tl 
Standard Plumbing Company, © 


Springfield, Mo., is one of the su 
cessful plumbers in the west. The a 
companying picture shows a part of h 
establishment. He has heen doing bus 
ness there for the past eight years al 
has demonstrated that the plumbit 
business is a reasonably profitable o1 
if proper ability and methods are a 
plied. 

Mr. Lawlor keeps twenty men bu 
continually and maintains a branch sh 
on the north side of the town. 


Interior of J. J. Lawlor’s Establishment at Springfield, Mo. 
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By PHILIP F. GRACE. 


HERE was*a lump on the 
back of my head, an awful 
soreness between my _ shoul- 
derblades, and a general pros- 
tration overcame me. As for 
the darkey, he was in a piti- 
1 plight sure enough. Finally the heat 
the fire brought him to, somewhat, 
id another nip made him talk. He, as 
. said, was kivered all over with knocks 
d bruises. 
“What yo’ reckon they done t’row at 
, Mistah Bahbarian?” 
“Those were bars of solder thrown. 
sould see the hands but not the forms. 
u say you dug trenches for the 
imbers in Richmond, so you ought to 
ow a bar of solder when you see it; 
0 a five-pound wiping cake.” 
‘Dat’s what they was, suah ‘nuff. I 
ne seed one of them thar fi’-poun’ 
ces come right neah you skull, an’ 
eed a bah hit you on the back of yo’ 
id| But say, boss, they must ’a’ 
un a damn big potful o’ soddah an’ 
soddah pot an’ furnace at me when 
ached the groun’, ’kause I jes’ says, 
, Lawd! I’s done foh, suah ‘nuff,’ and 
koned so, too. Yo’ don’t reckon they’ll 
ne ‘roun’ moah aftah us, does you?” 
told him I didn’t think so. 

Was getting sleepy, bobbed my head 
ee or four times, and laid down. He 
rd me snore, and said: “Please, Mis- 
_Bahbarian, doan’t go to sleep, ’kase 

powhful skeered an’ can’t sleep. 
bbe if it was daylight I moight fin’ 

Way back, but I’s jist all petered 

I suah wish I was back in Rich- 
n’, Vahginny, with my pah an’ my 
h. I suah does.” Yes, in adversity 
Wanted his mammy once more. 

Bring your blanket over near me; _ 

your feet to the fire, and try to get 
le sleep. It won’t be long till morn- 

and as soon as day breaks we will 

‘t for home.” 

e did so; and I gave him another 

Then I dozed off and slept I don’t 

w how long, but was awakened by 

darkey giving vent to a most un- 
hly yell, that would sure enough 
ken the deadest dead man who ever 

it into his cranium to go dead in 

, Vicinity. I sat bolt upright, and 
1 laid back on my left elbow, to 
ch and listen to that nigger. He 
n't Speechless this time, same as in 

Tuins, but gave vent to his feelings 
ear, loud and fast. 
his time the thing that “skeered” 

Was something tangible, something 
one could see and had flesh and 
d. It was a.very diminutive or 
ried specimen of the water buffalo, 
inimal Well known in China and our 
Philippines. The beast had, from 

looks of him, been brought up in 

Woods, or the jungle. Too small to 
any hard work, and not worth kill- 

for the Chinese care not for beef. 
st pig, duck, peacock, fish and 

ken are to their liking, and there is 

» @ plenty, in that land. The buffalo 


Chapter XI. 


had a pair of short horns and a short 
chin whisker. Grasses and prickly cockle 
burrs had helped to make the whiskers 
somewhat longer, and his eyes were of 
abnormal size. That is what George, 
etc., saw when he opened his eyes and 
looked up; that is, if he had been asleep. 

He lay flat on his back (with the 
buffalo standing over him) pleading, 
begging, imploring for mercy. What 
could I do but laugh, as I listened to 
the darkey in his supplications and 
promises to be good if not toted off to 
perdition. 

“Oh, Mistah Debbil, please doan’t tote 
me off t’ that awful place whar yo’ liv’ 
at! I’s jes’ a po’ li’)’ niggah, what’s a 
tryin’ t’ git home t’ Rechmon’, Vahginny 


¥ 


to my mah and’ my pah. This yere man 
what’s a layin’ thar, he’s a goin’ t’ show 
me th’ road. Oh, Mistah Debbil, why 
don’t yo’ tak’ him on yo’ hohns; he suah 
look lak’ yo’, ’deed he do’? He's yo’ 
brudder, ain’t he Mistah Debbil? Please 
don’t tak’ me off. I suah will be good, 
an’ won’t nevah do any mo’ hahm to 
nobody. Lem me go, please sah?” 

“Tell him you'll learn the songs and 
do your best to sing them,” I said, try- 
ing to keep from laughing, not only at 
his abject fear but at his assertion that 
I was brother to Old Nick. Yes, many 
times have I been told that I was half 
brother to old Beelzebub. The buffalo, 
to one untutored, certainly by all that 
was civil just looked like the devil. 

“Oh, Mistah Debbil, I suah will larn 
them songs, an’ sing an’ dance my very 
bes’, an’ be th’ goodes’ li’l’ boy in this 
yere Chiny lan’ if you’ doan’t tote me 
off to the place whar’ you live at!” 

Then I got up, and caught hold of one 
of the little fellow’s horns; I scratched 
his forehead, and laid the flat of my 
hand on his cold snout. He was per- 
fectly tame. There was still a deal of 
lunch in the basket and I found two 
large, beautiful red apples. I cut one 
of them in quarters and fed them to 
him, which he ate with a relish, and 
nosed for the other one. I gave it to 
him, and he seemed satisfied, for he 
very calmly laid down same as any other 
beast for a flop. He was nothing more 
than a poor weary four-legged hobo. 


Tote Me to that Awful Place 


| motioned to the darkey to get up, 
Which he did. Intsead of making game 
of his fears, I told him that spirits often 
assumed the form of beasts, such as 
horses, dogs, bulls and cows. He readily 
believed me, for the reason that he had 
heard such things in darkey folk lore. 
While he didn’t come any too near the 
buffalo, his fears to a very great extent 
had vanished. I gave him a good big 
hooker, and hit it up myself. Then I 
told him to eat, which he did ravenously, 
notwithstanding his fears.. 

Next I began to talk to the buffalo in 
jabberwock, and bade the darkey put a 
lot more wood on the fire, which he did, 
looking over his shoulder at every other 
motion, towards the buffalo, who seemed 
to like the heat. A series of sounds 
came from the buffalo, a sort of cross be- 
tween lowing, bleating and silent bel- 
lowing, which was kept up for some 
little time. 

I would nod my head occasionally to 
the sounds and would answer any old 
thing, such, for instance, as, 7 Yes. -k be- 
lieve you,” or “I will attend to the mat- 
ter first opportunity.” As may be sup- 
posed, the darkey became more than 
interested and finally asked: ‘“Mistah 


“ ate 
’ Ned j 


Whar 


Yo’ Live At!’ 
Bahbarian, what yo’ reckon he es don’ 
talkin’ about?” 

That was my chance, for said I: “You 
promised you would learn those songs 
for her Highness, and he says he will 
sure enough keep you to it. If you fail, 
he’ll come along in the night some time, 
no matter where you are, and tote you 
off so you will never again see your 
ma and pa. Now then you had better 
get busy. It is, I should judge, still an 
hour and a half before daylight, and 
every minute counts. Besides, we must 
make a good showing to her Highness, 
spooks or no spooks.” The third bottle 
Was nearly three-quarters full, so I told 
him to get right to work, after I had 
given him a snifter. I whistled and 
patted for him at first to shake his feet, 
and then he started in to sing. He had 
memorized all the songs and the day was 
about to break. The buffalo took a sud- 
den motion, and began to romp and kick 
up his heels, same as a young colt, mule 
or heifer often does, and the darkey 
again began to feel glum; but I reas. 
sured him by saying that Mister Debbil 
suah did like his singing, and he felt 
good again. 

To my thinking, we were about steen 
miles from nowhere; still I knew we had 
not crossed the little stream that flowed | 
near the camp in our flight from the 
ruins. We packed up and started in the 
opposite direction. 

As we started off the buffalo followed 


and again the darkey showed fear; but, 


NIEDECKEN 
MIXER 


PATENTED 


The Only Perfect 
Shower Control 
No Cams No Springs 


For SHAMPOO 
SHOWER 
BATH SUPPLY 
GUINIG 


LAVATORY 
EPC: 


Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 


Milwaukee, - - 


Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LTD. 
Toronto, Canada 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
“THE BELL. * inthe future. Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work 


ANDREW BELL, 373-375 Market St., Newark, N. J. 


The Perfect 
Curb Box 


Different From 
the others 


BECAUSE- It affords cer- 
tain PROTECTION 


Write us or ask your Jobber 


= S.E.T. Valve & 
§ Hydrant Co. Inc. 


I 


50 Church Street, 
New York City 
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Compression Stop Cocks 
Compression Sill Cocks 
Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


GRIPS EVERYTHING 


On a square A combination tool for every emergency. Grips them 
Bead all—pipe, bends on fittings, valves, flanges, surfaces of 
all kinds. The V_ Jaws between its regular jaws do the trick. 
Has many other time and labor saving features of great importance to the user. 


A GOOD TIP—GET THE BEST—TIME IS MONEY 


On a Round 
Bead 


2, 3,4, 5, ft, 
Buy Direct of Your Jobber 
or Dealer 


KROESCHELL BROS. CO. MFRS. 


444 W Erie St. CHICAGO 


“ARISTON” 


THE QUIETEST 
CLOSET MADE 


When installing 
a Closet Combina- 
tion, why not make 
a vigorous effort to 
have it the most 
Sanitary and Quiet- 
test Closet made? 

The “ARISTON ” 
is -as absolutely 
noiseless aS a Closet can be made, and with the 
exceptionally high grade Fittings we use in our 


Tanks, the Combination is perfection. 


Thos. Maddock’s Sons Co. 


OLDEST SANITARY POTTERS IN AMERICA 


Established 1859 TRENTON, N. J., U. S. A. 


Architectural Catalog maintained in the Building 
Trade Catalog (A. B. C. System—Section 35 B; Catalog 5) 


THE PLUMBERS’ 


Cocks for Water, Gas or Steam 


without thinking, I told him Mister 
Debbil was coming along to see that he 
learned the songs. And come that buf- 
falo did. I didn’t try in any way to 
stop him, but that darkey was awfully 
frightened. We could not find the road 
we ran on when pursued by the spooks 
and we might have either been Wwan- 
dering to and fro since or laid down to 
die had it not been for a Chinese urchin 
whom we saw gazing at us in astonish- 
ment. When I beckoned to him to come 
over, he turned tail and was off with the 
wind, which was a great disappointment 
indeed. 

Half an hour afterwards I heard voices 
and two Chinese with the boy came 
along. One of them could speak a little 
English and understood. They beckoned 
to us to follow, which we did. They led 
us through tangled brush wood, across 
stearms large and small, thence over a 
very steep hill, again through a narrow 
defile to a plain. Pointing through the 
haze they said, “Fin Chow.” I had no 
money with me, so I told the darkey to 
give them the rest of the lunch, and offer 
them a drink; but they politely refused 
both, much to the darkey’s satisfaction, 
for he began to put himself outside of 
it at once. 

We were in for a good hike, as I could 


xy won 


An Interesting and Ener 


perceive that the town was five miles 
away, and started off after thanking the 
Chinese. 

It seemed as though my legs weighed 
two hundred pounds apiece and the 
bump on the top of my head began to 
throb. 

Then I told the darkey that we must 
present a bold front to her Highness and 
not go limping back with a lame story. 
I told him to take another good nip, 
which he did, of ‘course; and I also hit 
it up, as there was still a deal left. I 
took a good snifter, too. 

I heard a noise behind, and, looking 
back, saw the buffalo, which we thought 
we had lost, coming helter-skelter to- 
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wards us; and the darkey was not so 
much worried this time. The buffalo 
gave two or three low grunts or bellows, 
as much as to say, “You can’t lose me,” 
and we didn’t. 

Now said I: “Keep step, and we'll 
cross this plain singing ‘Oh, Missa Lucy’ 
and the others.” He loosened up, and 
off we started for town, the buffalo fol- 
lowing behind, kicking up his heels oc- 
casionally. The air was crisp and chilly 
and the hike was not so unpleasant after 
all. The haze gradually lifted, and after 
a while I could discern the outlines of 
the pagoda, still about three miles off. 
We sang the songs over and over again, 
and I then knew the darkey had learned 
them for keeps. His skull, I reasoned, 
was so consarned thick, that once they 
got in, they would never get out and 
would remain with him. 


(To be continued) 
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Your Strongest Argument for the 
Bubbling Drinking Fountains 
Y courtesy of the Buffalo Sanitar 
B Bulletin, published monthly by th 
Buffalo Department of Health, Tur 
PLUMBERS’ TRADE JOURNAL is enabled t 
publish herewith an intensely interesting 
and timely cartoon on a subject that i 
of the most vital public importance. W 


YES, WHEN 
TKAT MAN GETS 


THROUGH 


wish it could be reproduced on the fro 
page of every newspaper throughout t 


land. The general benefit of such pv 
licity would be computed in human liv 
not dollars and cents. 

We quote the following caption f 
which the cartoon was made:— 

“There is no law which can stop Y 
from using a public drinking cuP whi 
has also been used by persons sufferi 
from tuberculosis, diphtheria, ulcerat 
teeth, germ laden mouths, syphilis a 
other foul diseases, but you may Tee) 
the consequences. Neither is it fair 
permit your children to drink from ct 
used by persons against whom their vé 
nature would revolt at a kiss!” 
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On the highest peak of supreme excellence. 


Square-Pot Boilers are designed to perform with 
maximum eificiency and on every installation to date 
they have made good. 


Every promise you make as to the performance of a 
Square-Pot Heating job is backed by the Square- 
Pot Guarantee. | 


WHY NOT INVESTIGATE? 


CHICAGO NEW YORK | JERSEY CITY 


Sanitary Bubbling Cup 


The most sanitary and econom- 
ical bubbling cup on the mar- 
ket. Thousands have already 
been installed in some of the 
largest cities and public build- 
ings in the United States. Self- 
closing cock and screw driver 
valve prevent waste of water 
and admit of perfect adyjust- 
ment. Drain cup _ prevents 
splashing. We can also furnish 
bubbling cups to attach to sink 
backs if desired. Patented July 
Ath, 1911. Write us for prices. 


Kretschmer Mfg. Co. 


Manufacturers and Jobbers of Plumbing, Heating and Pump Supplies 
Dubuque, Iowa 
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ones” LUNT-MOSS 


> 
Yo 
Pneumatic Vater 


Supply Systems 


enable you to supply your country cus- 
tomer with all the luxuries of modern 
plumbing. 


The LUNT-MOSS system is the correct solution of the water 
supply problem for country homes. Equipped with 


LUITWIELER DEEP WELL NON-PULSATING 
GASOLINE PUMPING ENGINES 


Capacity 315 to 
Send 


or electric motor, or hand operating plants. 
16,000 gallons We send all inquiries direct to our agents. 
for our proposition and Catalog No. 45. 


LUNT-MOSS COMPANY - BOSTON, MASS. 
New York—37 Warren Street. 
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SANSEALO 
DRAINS 


HAVE 
No Outside Joints 


SANSEALO DRAINS have a large water seal and a submerged brass seat. SANSEAILO 
DRAINS have no equal for Efficiency and Durability: Made in all sizes with iron or brass tops. 


SEND FOR CIRCULAR 
CRAMPTON-FARLEY BRASS CO. 


Try Me Ball Cocks 


Have 


Compound leverage of the ball 
Packings, Revolving Plunger, Special Metals for 
Wearing Parts, Absence of Sand Pockets. 

Ease of adjustment to High or Low Pressure, 
Regulation of water in Tank. 
é Renewal of bottom and top seats without disturb- 
ing the Plumbing, or the use of tools. Last but not 
least—the using of the same valve for Top, Bottom 
and End Connections. 


Universal Tool Co., 
Springfield, Mass. 


Kansas City, Mo. 
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HE building outlook in the city 

of Des Moines, Iowa, has prob- 

ably never been better than at 

the present time. The city is 

undergoing a thorough over- 

hauling, if we may be permitted 
to put it that way, and along with this 
progressive movement the municipality is 
joining hands with commerce. In this, the 
city’s river front is being wonderfully im- 
proved. The river is being dammed and 
walled and its banks are undergoing a com- 
plete change, so that when the work is 
completed a continuous floral park on either 
side will be the result. 

Oo. A. Engstrom opened a plumbing and 
heating establishment at 2d and McLean 
streets, Ottumwa, Ia., about six months ago. 

McManus & Witt, 1524 Washington street, 
Davenport, Iowa, being experts. in motor 
boats as well as plumbing, attended the 
motor boat races not long aso. 

The travel bug has attacked our friend 
John H. Ewinger, master plumber, of Bur- 
lington, Iowa. He is out hunting for a 
buyer for his plumbing business and as 
soon as he lands one will proceed to “see 
Ameriean first’? with Mrs. Ewinger. 

More than six hundred new buildings are 
under way and many more in prospect. A 
few of the former are the Masonic Temple, 
Silverberg & Lynch Office Building, Water- 
bury Chemical Company’s new building, 
Hubble Office Building, Des Moines College 
Building, Des Moines Brewing Company’s 
new plant, and the Brown Apartments. 

A. G. Anderson of Boone, Iowa, has just 
completed extensive alterations in his 
plumbing and heating establishment. The 
main building, which housed both office and 
shop in the past, is now devoted exclusively 
to the office and a handsome new show- 
room. The shop and store-room are located 
in a new brick building in the rear. Mr. 
Anderson will soon give a house-warming 
and dedication party, to which he will in- 
vite members of the trade in the surround- 
ing territory. 

Mr. Epple, of the Epple Plumbing Com- 
pany of Muskeatine, Iowa, is a thorough 
optimist. When things are dull, as they 
have been in Muscatine during the past 
year, Mr. Epple gets out and stirs up a 
few commercial hornet-nests, so to speak, 
and, so, one always finds him busy. The 
uncertainty in the manufacturing industry 
has hampered business there for a _ while, 
but Mr. Epple and his fellow craftsmen in 
Muscatine are predicting a wonderful im- 
provement for the Fall and next year. 
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Little Tommy Conditionally 
Surrenders 

MASTER plumber tells the follow- 
A ing story: His little son Tommy 
was slated, by his indulgent 
mother, for his usual weekly dose of 
castor oil. Tommy for some reason or 
other, for the steenth time or more, ab- 
solutely refused. He stormed: and 
stewed until mother turned the young 
rebel over to father. Here’s where 
father shines, so of course Tommy Ca- 
pitulated, at least in part. In surrender- 
‘ing, the little fellow said: “Well! Tl 
take the oil, but I won’t lick the spoon.” 

Stern father involuntarily collapsed. 


——— 


A Handsomely Appointed Shop 
at Clinton, lowa 

HE establishment of the HE. N. 

Woodbury Co., plumbing, heating 

and gas fitting contractors at Clin- 

ton, Iowa, is one of the largest in the 

state. This firm are pioneers in the 
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plumbing and heating industry and the 
quality of their work is well known 
throughout the middle west. The exte- 
rior view will give the reader an idea 
of the splendid show window, while the 
interior shows a corner of the gas light- 
ing appliance display room. This firm 


Exterior of the Establishment of The E 
N. Woodbury Co., Clinton, Lowa 


has now enjoyed a successful career e% 
tending back over twenty years. The 
make a specialty also of jobbing i 
wrought iron pipe and carry at all time 
a complete stock of pipe 4% to 8 inche 
in diameter. The requirements of thi 


Portion of the Display Room OJ 

Woodbury Co. kf 
business make necessary the D chasi 
of thirty tons of fittings annual 
give employment to at least twenty ™ 
the year round, in busy seas 3 m«¢ 
being added as the occasion deman 
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HE splendid showing made be- 

fore Mayor Rolph by repre- 

sentatives of the Master Plumb- 

ers’ Association of San Fran- 

cisco has caused that official to 

reconsider his decision in regard 
fo the letting of contracts for the erection 
of municipal buildings, and plumbers will 
still have the opportunity of presenting their 
figures direct, instead of to a general con- 
tractor. Officials of the local master 
plumbers’ association prepared a statement 
of their side of the case and this was care- 
fully studied by the Mayor with the result 
that he has consented to a segregation of 
contracts. Instead of there being from fifty 
to one hundred and fifty for each building 
there will be not more than ten or twelve. 
A meeting was attended by Alexander Cole- 
man, president of the Master Plumbers’ As- 
sociation of San Francisco, and the above 
mentioned decision arrived at is very grati- 
fying to the members of this organization. 


_ F. H. Knapp, a plumbing supply man of 
Los Angeles, Cal., was in San Francisco re- 
cently on a busines trip. 


“The General Engineers’ Co. has con- 
tracted to extend and complete the hot 
water system at the residence of Louis Stern 
at Fair Oaks, Cal., for $1,065. 

- David R. Campbell, a prominent San 
Francisco plumber, has moved his shop from 
642 Haight street to McAllister street, near 

etavia, nearer the center of the city. 


Plans are being drawn by the Board of 
Architecture of San Francisco for a free 
public swimming tank and baths to be es- 
tablished at the North Beach playgrounds. 


G. C. Sweeney, the prominent old-time 
San Francisco plumber, who has been seri- 
busly ill for some time, is now much im- 
oroved in health and has left the hospital. 


Extensive deposits of feldspar have been 
‘ound in.Tulare County, insuring an abund- 
ince of raw material for the porcelain fac- 
ories being established in the San Francisco 
3ay section. 

Boscus Bros., San Francisco, Cal., the 
Joward street plumbers, have secured the 
ontract for the installation of the plumb- 
ng system in the Chas. Holbrook Building 
n Sutter street, near Sansome street. 

Ravini & Turpin will install the plumbing 
ystem for Henry Eisenberg in the two-story 
uilding to be erected at Jackson and Mason 


x 


treets, San Francisco, Cal. 
C. Bennett, 21 Railroad street, Kokomo, 
is very busy. Among his numerous 
tracts are the heating and plumbing con- 
s in the new Post Office at Elwood, Ind. 
‘he new building of the Master Plumbers’ 
Ociation of San Francisco will be com- 
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pleted shortly and the offices will be removed 
by the middle of September from the tem- 
porary quarters to the new home. The 
apartments on the two upper floors have 
been leased and will be occupied within a 
short time, many reservations having al- 
ready been made. The dedication of the 
building has been postponed from time to 
time and will not be held until it is ready 
for occupancy. 


The Chamber of Commerce of San Fran- 
cisco now has quite a representation among 
the members of the plumbing and plumbing 
supply trade, a number of concerns having 
joined during the past few weeks. Among 
the new members are G. A. R. Spencer, the 
Burnham Plumbing Company, and _ the 
Haines, Jones & Cadbury Co. 


F. J. Henkenius, who for the past six 
years has been with the Mark-Lally Co., 
and who for fourteen years before the great 
San Francisco fire was with Crane Company, 
has severed his connections with his former 
employers and is now filling the position of 
manager of the San Francisco branch of 
the N. O. Nelson Manufacturing Company, 
having taken charge on August 15th. 


One of the features of building in San 
Francisco at the present time is the large 
number of hotel structures that are being 
put up. A count of the hotels now in use 
has been made by the Panama-Pacifie In- 
ternational Exposition authorities, and it is 
announced that there are now over fourteen 
hundred hotels with over sixty thousand 
rooms, practically all of these having been 
erected within the past four years. These 
are now filled to capacity and builders are 
realizing that it will be necessary for them 
to rush work from now on in order to have 
accommodations for the great crowds ex- 
pected in 1915. The Palace Hotel Company 
has completed plans’ for enlarging the 
Palace Hotel, and work is expected to start 
soon on the addition to be made to’ the St. 
Francis Hotel. Building contracts are now 
averaging about $2,500,000 a month and 
Plumbing shops now have more work on 
hand than has been the case in the past 
two years. 
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A Busy Nebraska Plumber 


N. KJAR of Holdredge, Neb, has a 

e fine shop equipped with a com- 
plete showroom and enjoys a 
srowing business in his city. He keeps 
a number of men constantly employed. 
The picture herewith shows a portion of 
the commodious office of Mr. Kjar with 
the proprietor on the job. 


er of the Office of P. N. Kjar at Holdredge, Neb. The Proprietor Is in His Chair 


FIRE 


PROTECTION 


Approved by the National Board 

of Fire Underwriters and Fac- 

tory Mutual Fire Insurance 
Companies. 


SIMMONS Fire Apparatus 


Pays for itself. By properly in- 
stalling any article shown in 
this advertisement, you can rez 
duce your insurance rates, 


JOSICO Approved Fire 
Extinguisher 
Constructed of heavy cold rolled 
copper and tested by hydros- 
tatic pressure to 700 Ibs. to 
square inch. Safe, reliable and 

always ready for use. 


SIMMONS Safety Fire 
Bucket Tank 


You will not have to depend up- 
on employees to keep this tank 
filled. Once filled always filled. 
Will not foul, freeze or evapor- 
ate. The solution is deadly to 
fire. 


SIMMONS Cotton Rubber 
Lined Fire Hose 


For mill yard, factory or ware- 
house, has the approval of the 
National Board of Fire Under- 
writers and the Factory Mutual 
Fire Insurance Co’s. Can be 
furnished in either double or 
single jacket. Best made, and 
the price is right. 


Catalogues, information and 
prices cheerfully sent upon ap- 
plication. 


JOHN 
SIMMONS CO. 


110 CENTER ST. 


New York 
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Ask Your Supply House or 
Specialty Salesman for 


REDTEX or —BlAceock 


TRADE MARK TRADE MARK 


Rubber Elbows 


Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 1% in. Short 


1% in. Extra Long 
ae in. Pipe Con. x 1% in. Flush Fittings 
ane : F “ v 


ee 


The Canfield Rubber Co. 


Railroad Ave. & Garden St. 


14” Extra Long Wibow Bridgeport, Conn. 


The BEST is None 
Too Good for YOU 


GIVE YOUR PLUMBERS 


WARNOCK WRENCHES 


to use on that fine contract you have just taKen, 
Let them PROVE at our expense that WARNOCKHS 


never Slip and never Scratch. 
They are always BEST for 
NicKel-plated Piping 
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GREATEST TONG ON EARTH 
“The GE ALY” It’s new—lIt’s different 


Positive Grip—Instant-self- 
Release—Will not crush 
Pipe. 

For over head work—in 
corners and tight places, 
IT IS PERFECT. 

Try “THE GEALY” and 
be convinced. _ 

Write for data and trial 
proposition. 


The Gealy Wrench & Mfg. Co. 


400 Broad St. Grove City, Pa. 


the Slot 


Loosly- 
Mounted 
Jaws 


New 
Cam-Lever 
Principle 


For Sale by 
Leading Jobbers 


LOEW VICTOR 
PIPE MACHINE 


For 
Genuine 
Service 


¥% to 8 inches 
Belt, Motor and Gas Engine Driven, also Hand 
Operated. May we send you catalog of complete 
line? 


The Loew Manufacturing Co., 
9100 Madison Ave, - - - Cleveland, Ohio 


THE PL 


An Unbreakable Pipe Vise 


The general success attending the manu- 
facture and sale of the original “Vulcan” 
chain vise has led the manufacturers to 
increase this line of product, which now 
with the added sizes will care for all pipe 


The three 
1 (baby)— 


1%” to 8” diameter. 
sizes now made are the No. 
capacity for %” to 2”; No. 2 (original)— 
¥4” to 4”, and No. 4— 3%” to 8”. 


sizes from 


The smallest size (No. 1) is manufac- 
tured with an added improvement enabling 
the extreme of chain-grip without bending 
or injuring the smallest pipe. The “Vulcan” 
patent drop-forged chain pipe vise is an 
indestructible tool which no amount of abuse 


can damage. The jaws of the “Vulcan” 
vise, like those of the famous “Vulcan” 
bi-jaw wrenches, are of superior drop 


each carefully tempered and 
fully guaranteed. The facility with which 
the ‘Vulcan’ vise grips irregular fittings 
has brought this tool into the equipment of 
every heating and plumbing contractor, and 
is equally serviceable on post or bench. The 
chain is handmade and strong enough for 
any strain put upon it, and an adjustment 
for any size pipe can be obtained quickly. 
Write for catalog to J. H. Williams & Co., 
75 Richard street, Brooklyn, IN. Ye. Mien= 
tion THe PLUMBERS’ TRADE JOURNAL. 


forged steel, 
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Farnan’s Faucet Factory 


That is just what the brass shops were 
in the ‘early days. Ever since 1852 the 
Farnan factory has steadfastly, quietly yet 
successfully kept pace in the brass trade, 
manufacturing specialties for the plumbing 
and water works people. Their stop and 


lead 


wastes are claimed. to now just 
as they did in the “long ago.” 

We show here a new type, the compres- 
sion stop and waste valve. Its construction 
is absolutely original, so that it does not 
waste a drop while the valve is being 
opened. The stem being provided with a 
separate disc holder, the waste hole closes 
before the pressure opens. Send in a sam- 
ple order to the manufacturers and don’t 
forget their ground key line, their brass 
vent tees, their compression work and brass 
ferrules. 

Write to Farnan Brass Works, who are 
in Cleveland, Ohio, for catalogs, and tell 
them you read it in THE PLUMBERS’ TRADE 
JOURNAL. 
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The Crandon Heat Regulator for 
Automatic Regulation 
The “Crandon” thermostatic heat regu- 


lator is a simple automatic device which 
can be attached to any heating system, re- 
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gardless of whether it be a steam, hot air 
or hot water installation, and accurately 
controls the temperature within the dwelling 
to an unvarying point throughout the day 
and night. The “Crandon” device can be 
located in any convenient location, prefer- 
ably the living room, and when once set 
requires no- care. The regulation of the 
heating systems is brought about by the 
manipulating of dampers and draft checks. 
This takes place when cooling or heating of 
the plant affects the sensitive device in the 
regulator, which in turn sets in motion the 
mechanical apparatus operating the levers 
The economy of fuel is one of the strongest 
qualifications of the “Crandon” regulator 
and the master plumber and heating man 
should not lose sight of this fact in talking 
to his customers. Interesting literature will 
be forwarded to the trade who request same 
of the Crandon Mfg. Co., Crandon Bldg 
Bellows Falls, Vt., mentioning THE PLUMB. 
ERS’ TRADE JOURNAL. 
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The Ohio-M Instantaneous Water 
Heater 


The elimination of the vent pipe and the 
condensation pipe from the “Ohio-M” instan- 
taneous gas water heaters is, without doubt 
the latest word in gas water. heater oan. 
struction. The McCormick Mfg. Co., De- 
partment C, Dayton, Ohio, in removing 
these two most annoying parts of the in- 
stantaneous gas water heater have produced 
a heater that can now be installed where 
formerly these problems practically pro- 
hibited in the installation of gas water 
heaters on account of the great expense 
necessary to make connections, to say noth- 


ing of the unsightly vent pipe and the dan- 
gers that are incident to its use. 

The “Ohio-M”’ is a handsome nickeled 
heater of brass and copper, compact in form 
and is supported on brackets in the bath- 
room or other places. Clean, fresh hot 
water, economy and good service go with 
every ‘“Ohio-M” heater. Write for latest 
catalog telling all about it. Mention THE 
PLUMBERS’ TRADE JOURNAL. 
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The Stock that Locks 


The “Handy” die stocks are rapidly *com- 
ing to be known as “The Stock that Locks.’ 
It is hard to think of any one feature ir 
threading that is 
more valuabl 
than a positive 
lock. The self 
locking featur 
of the ‘Handy’ 
die stocks i 
original wit! 
them and i 
revolutionary 11 
Instead of being provided with ‘ 


principle. 
four slot cam movement, the “Handy” di 
stock is provided with a convolute slot whic! 
causes the cams to lock rigidly in place 4 


soon as they start to thread pipe. This dis 
tinctive feature is a vast improvement ove 
the older principle which necessitated th 
use of some form of jam lock, to preven 
slipping. 

The self-locking feature insures accurac. 
of standards, as slipping is quite impossible 
The dies furnished with the “Handy” di 
stocks are unique in so much as they ar 
of the follower and chaser type. This forn 
of die has a minimum of friction whil 
threading. Plenty of clearance is allowe 
in back of the cutters so as to avoid drag 
ging. The rake and clearance have bee 
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ziven considerable attention and there is 
yjlenty of chip room. 
Qiling has always been considered an es- 
ential feature in connection with pipe 
hreading and the “Handy” die stock is pro- 
ided with generous oiling spaces, four of 
hem, in fact, so located as to permit the 
il to be poured directly onto the leading 
hreads, no matter what position the die 
tock may be in at the time. The dies 
eed not be backed off; a quick release is 
rovided and this feature is a great thread 
aver. 
As extra parts are not only bothersome 
s well as capable of Setting lost, the 
Handy” die stock is a self-contained tool, 
xcepting in such cases as where the trade 
emands a range that necessitates two sets 
f dies. In all instances, however, the ad- 
stable bushing takes care of all sizes. 
Write to the Handy Manufacturing 
pmpany, 200 Cannon street, Bridgeport, 
omn., asking for catalogs and about the 
yo weeks’ trial. Mention Tur PLUMBERS’ 
2ADE JOURNAL. 

—_————_s+-o 


Victor’ Vacuum Cleaners an 
Opportunity for the Pro- 
gressive Plumber 


The supplying and connecting up _ of 
cuum cleaners is rightfully the work of 
2 plumbing and heating men. The “Vic- 
tor” vacuum clean- 
ing apparatus is a 


reliable, compact and 
powerful machine 
which fills every 
requirement of the 
most discriminating 
purchaser. ‘Victors”’ 
may be furnished in 
three types—electric 
stationary, electric 
portable, and another 
suitable for gas en- 
gine drive. The suc- 
tion is produced by a 
rotary vacuum pump, 
the most durable and 
positive operating ap- 
paratus for the pur- 
pose. The dust re- 
tacles are enclosed in the air-tight base 
n which they can readily be removed. 
: whole machine is of cast iron, carefully 
ambled and free from faulty design or 
struction. All moving parts are espe- 
ly made for long service, and require 
€ or no attention beyond the occasional 
ng of oil cups. There is also a neat 
fit in this class of work and our trade 
wld secure the catalogs and data of 
Victor Cleaner Co., York, Pa. In writ- 
Please mention THE PLUMBERS’ TRADE 
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© Leader Automatic Electric 
Controller 


here is a srowing use of electric motors 
operating pumping equipment and air 
pressors, the full efficiency of which 
lot be secured without automatic control. 
most efficient device for controlling the 
or is without question the least costly, 
the damage done by the failure of such 
evice to act properly may amount to 


y times the original cost of the better 
© controller, 


© pressure of water, 
matic water System, or of air in the 
of an air compressor, against the dia- 
3m, is the force required to throw the 


in the case of a 
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controller. The increasing pressure trips a 
spring, which instantly acts on the main 
arm of the device to draw apart the carbon 
contacts, thus breaking the electric current. 
This “Fig. 239-E Leader” automatic con- 
troller is of the double pole type, the con- 
tacts being carbon discs in a holder of 
brass. These carbons are easily replaced in 
case of breakage, and will last for many 
years without burning or wear. Ask the 
Leader Tron Works, Decatur, Ill., or Owego, 
N. Y., for complete details covering this con- 
troller, mentioning THr PLuMBeERs’ TRADE 
JOURNAL, 


“EVERYBODY’S DOING IT NOW!!’—_ORDERING 


Automatic 
CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


Ist. All parts, except the float are above water, no slime 
or corrosion. . 

2nd. A foot valve in the strainer seals the suction pipe the 

minute the drainer stops working, holding the water 

inallthe pipes, so that it is always primed ready 

to startinstantly. 

Weighs not over % that of others 

less space. 

4th. The operating valves open and close 

i action of the water pressure. 
bee : 4 5th. No leather washers used, leather dries and causes 
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Resulating Pressures for Steam 


And Water 


Heating engineers and the trade generally 
have found that “Ross” pressure regulating 
valves will stand more abuse and yet hold 
up than any like devices in modern heating 
and plumbing practice, For many years 
“Ross” valves have been specified by par- 
ticular engineers and contractors knowing 
that the question of pressure regulation is 


3rd. 


and requiring 


instantly by 


leaks. 
6th. It costs less than many other drainers not as efficient, 


CO. 


Circular and Prices 
on request 


PENBERTHY INJECTOR Detroit, Michigan 


THE BRAENDER AUTOMATIC 


CELLAR DRAINER 


NSCHARGE Pips 


“3dld IOUVHISIO 


‘Adld AlddN9, 


PATENTED 


OPERATED BY WATER PRESSURE 


It is the best; therefore the cheapest. I j 
-S. Government Departments, endorsed by leading sanitary experts 4 
and is guaranteed to do what is claimed for it.- Write for Circular. pressure 
PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St, New York. 
SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Patented 
BILGE SYPHON 


It is used in Municipal and 
Ue es on Operated by steam 


settled for once and all when these special- 
ties are used. A line of sizes embracing the 
largest as well as the smallest, therefore, can 
supply any requirements. Steam and water 
cannot interfere with the automatic opera- 
tion of “Ross” valves; for this reason they 
are frequently installed where little atten- 
tion is bestowed upon them. Those of our 
readers who are unacquainted with the 
merits of these specialties should address 
the, Ross Valve Co, Troy EN. TY: Kindly 
mention THE PLUMBERS’ TRADE JOURNAL in 
writing. 
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An Effective Refrigerator Trap 


This specialty which we picture herewith 
is the product of the Riverside Foundry Co. 
Kalamazoo, Mich., and is probably one of 
the most needed devices in connection with 
the modern drainage system. A satisfactory 
and practical trap for refrigerator drains 
permits of the discharge of sweat and waste 
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ACA i OW often the appearance of a high-priced Enameled 
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Bath Tub is ruined by using a Bath Cock of inartistic de- 
sign. We have what is conceded to be one of the most 
attractive Compression Bath Cocks on the market. Made of 
High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 
Send for Machine Co. 


Catalog 
TRENTON, N. J. 
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into the house piping without the annoy- 
ance of emptying pans, buckets and the like 
By the use of the “Riverside” trap all 
moisture and odors are removed immedi- 
ately. These traps are of heavy galvanized 
cast iron, tapped for 14%” iron pipe, and are 
made in two sizes, 8” and 10” diameters. 
A removable strainer, which is also the cap 
of the trap, provides a seal against sewer 
gas and can be taken out at will for clean- 
ing or for inserting wire in case of clogging. 
The manufacturers of this specialty also 
market a comprehensive line of drum traps, 


A-1 
New York Office, 5 and 7 East 42nd Street 


You can’t get anything 
earthenware, tools, etc. 


Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlingtono, N. J., U.S. A. 
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The World renowned D FITTINGS acknowledged Leader In 
design, quality of Material and Finish. 


Save 30% in Your Packing Expense 


You cannot afford to go on packing your goods in the old fashioned way. 


Corrugated Paper Boxes 


space. 


overlook. 


Better 


Write for Particulars 


Evansville, Ind. 


in these columns use 


less time in packing. 
you 30 per cent less. 


Quicker 
Stronger 


Require 90 per cent. less storage 
They require 75 per cent. 


They cost 
‘These are 


facts you can’t allow. yourself to 


Lighter 
Cheaper 


better for packing plumbers woodwork, brass goods, 


GLOBE PAPER COMPANY, 


Some of the Prominent Advertisers 
H. & D. CORRUGATED FIBRE BOXES 


For shipments of Bath Room Fix- 
tures and Brass Goods, with hand- 


some savings 


IN COST 


IN FREIGHT 

IN STCRAGE ROOM 
IN H \NDLING 

IN PACKING 


H. & D. Boxes please the customer 
by their Convenience and Cleanli- 
ness, and they are covered with 


FREE SPACE 


for advertising. 
us refer you to our 


SATISFIED CUSTOMERS 


THE HINDE & DAUCH PAPER CO. 


Write us and let 


Sandusky, O. 


Canadian Trade Address Toronto, Canada 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVI 


pipe hangers, etc. Write for catalogs and 
mention TH PLUMBERS’ TRADE JOURNAL. 
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Athol Ferrules and Solder 


Unions 


“Athol” ferrules are of heavy cast brass, 
free from flaws and of liberal dimensions. 
The styles of union and wiping ferrules are 
said to be the most 
varied turned out by 
any single manufac- 
turer. Special notice 
is directed to the 
manner in which the 
union ferrules can be 
attached. No wiping 
is required, simply 
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slip the lead inside 

| the tail-piece, flange 
the lead 

over a small 

bead and 


then drive 
up the lock- 
Nani has 
grips the 
pipe against 
the ferrule 
with an ab- 


tight joint, 
that will 
withstand almost any pressure which the 
pipe itself will hold. The accessibility of 
the pipe in case of stoppage is apparent 
since the union can be disconnected without 
trouble. “Athol” union ferrules are also 
made for wiped connections as in vent and 
drainage work or can be supplied with 
threaded bodies for iron pipe. Write for 
literature to the Athol Pump Co., Athol, 
Mass., and mention THE PLUMBERS’ TRADE 
JOURNAL. 
—__s+-o—————"" 


Kennedy Newtype Compression 
Fire Hydrants 


What is claimed to be the latest and most 
improved type of fire hydrant is the “New- 


type’ compression hydrant built by the 
Kennedy Valve Mfg. Co., Elmira, N. Y. 
Y 
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This well-known firm have long since es- 
tablished an enviable reputation in _ the 
manufacture of valves for every purpose— 
water, steam, globe, angle, gate, check and 
radiator valves of every size and variety 
being included in the Kennedy line. Par- 
ticular attention is directed to this “New- 
type” hydrant, which closes with instead of 
against the pressure, has anti-freezing drain 
and many other advantages too numerous to 
mention in this limited space. Different 
from other apparatus of the same class, the 
“Newtype” depends on no hinges, pins, nuts 
or wedging pieces which become lost or 
broken and the operation of the valve is 
from the central stem without elbow joints. 

The feature of closing with pressure as- 
sists in keeping the valve tight,’ this being 
especially desirable as in the breaking of 
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the case by wagons, releasing the tension c 
the stem. : 

A drip valve is conveniently placed in ti 
lower part of the stand-pipe, this aut 
matically freeing the water and preventir 
freezing. This valve is of bronze and cz 
be taken out of the case without digging u 
A frost case is unnecessary. All interi 
parts are accessible for repairs or inspe 
tion. Hydraulic tests of 300 lbs. are giy 
each “Newtype” hydrant before shipmer 
Catalogs of the different Kennedy produc 
will be sent upon request to those who wri 
for same, mentioning THE PLUMBERS’ TRA 
JOURNAL. 
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A Complete Line of Closet Tar 


Trimmings 
The Morency-Van Buren Mfg. Co., Sturg 
Mich., are one of the largest manufacture 
of trimmings and accessories used in the ec 
struction of closets, * 
tanks, seats, etc, on @& ; 
the market. The Mo- 
renecy-Van Buren line 
comprises ball cocks, 
flush valves, spuds, 
flushing levers, coup- 
ling and lock nuts, 
closet seat hinges, 
bath tub wastes, over- 
flows and trap covers. 
This house specializes 
in the production of 
the above only, the 
entire output of an 
immense plant being 
devoted to this line. 
Manufacturers of 
closets, flush tanks, 
ete., will find an inter- 
esting booklet in the 
latest catalog being 
sent to the trade. It 
is well known that 
the Morency-Van Bu- 
ren Mfg. Co. use only 
the best brass in their 
goods. The workman- 
ship is the best and 
heavy weight goods 
have always been the 
aim of that concern. 
The trade using such 
materials as bear the 
Morency - Van Buren 
brand can be assured 
of getting absolutely Ss 
high-grade trimmings. Write for 
catalog and mention THE PLUMBERS 
JouRNAL in your letter. 
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Ashton Drinking Fountains | 


tical and Efficient — 


The “Springfield” sanitary drinking fe 
tains made by the Ashton Valve Co. 
Franklin street, Boston, Mass., represent 
height of achievement in the manufac 
of such devices, so the makers tell us- oT 
are many desirable ideas incorporated in 
“Springfield,” namely, the non-squirting 
ture, simplicity protecting the device f 
clogging and the fact that this device 
be used in almost any fixture made. 
water is constantly circulating and 0 
flowing while in use, no water being reta 
that has come in contact with the lip: 
the user. All joints are made perma 
so that tampering can not affect the op 
tion of the “Springfield.” Best non-corr¢ 
metal only goes into the manufactur 
these specialties and the smooth ni 
plated finish is very attractive. Write 
catalogs on the subject of drinking de’ 
to the main office or to 128 Liberty 
New York City, and 166 W. Lake 
Chicago, Ill. This firm recently dist 
literature on the subject of drinkin 
tains to every school board in i 
and have thereby opened up @ field for 
plumber which is exceedingly remuner? 


Utica Soil Pipe of Even ie 
and Thickness 

“Utica” soil pipe and fittings are cla 
to be absolutely free from sand holes, 
and imperfections which so frequently ¢ 


entire lines of drainage systems to 
modeled through some weakness during 
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st at the completion of the job. Plumbers 
e glad to specify dependable cast iron pipe 
d fittings bearing The Utica Pipe Foundry 
mpany'’s trade mark. This line consists 
every fitting made for modern plumbing 
wk, such as drainage and venting fittings 


UTICA PIPE FOUNDRY Co. 


d cast iron pipe for water, gas or soil. 
as. Millar & Sons Company, Utica, New 
rk, are the selling agents for this product, 
whom requests for literature and prices 
guld be sent. Kindly mention THe PLUMB- 
3 TRADE JOURNAL. 
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utomatic Control of Hot Water, 
Steam and Hot Air Heating 


Systems 


ating jobs, whether steam, hot air or 
_ water, can be easily controlled under 
gular atmospheric changes by the appli- 
eation of the ‘Minne- 
apolis” heater regu- 
lator. Of course it can- 
not be expected of the 
device to shovel coal 
into the firepot of the 
heater but when this 
detail has been at- 
tended to, as in the 
early morn or late at 
night, the ‘“Minneapo- 
lis’ regulator auto- 
matically operates draft 
doors, checks and dam- 
per, so that the tem- 
perature of the building 
is kept at any prede- 
termined point. To set 
the pointer at some 
» particular place, say 70 
degrees, means _ that 
unvarying temperature 
will be maintained re- 
gardless of changes in 
weather conditions. All 
this is done without 
further attention after 
once set. The thermo- 
static device cannot 
easily get out of order, 
is simple to attach and 
sure in its control of 
the heating apparatus. 
Heating systems oper- 
ate more economically 
and with far better suc- 
cess with the ‘Minne- 
apolis” than with many 
others, so the manufac- 
turers tell us. Write 
the Minneapolis Heat 
Regulator Co., Fourth 
avenue and 28th street, 
neapolis, Minn., for literature. Mention 
PLUMBERS’ TRADE JOURNAL. 
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M. S. Sewage Ejectors Operate 
By Compressed Air 

ne disposal of sewage in buildings where 

main house sewer is below that of the 


et Was until the advent of the “S. M. 8.” 
other ejectors, the most worrying 


lem in modern sanitary installations. 
Pressed air has now been harnessed to 
rm this function without the use of. 
licated and intricate machinery. This 
Shows a plant in a large apartment 


+ 


house where the fixtures are in constant 
use. Observe the absence of moving parts 
and the extreme simplicity of the “S. M. s.” 
system. This work can be executed by any 
practical.man. It does not require an ex- 
pert engineer. No job is too large or too 
small to make use of this system, which is 
particularly designed for apartments, hotels, 
public institutions, ete. 

The “S. M. 8S.” sewage ejector has been 
selected by the engineers of the New York 
Central Railroad Co., in the new Grand 
Central Railroad Terminal. Some of the 
other installations of this apparatus are: 
The Chapin Home, Jamaica, L. I.; Municipal 
Lodging House, Emigrant Savings Bank, 
Times Building, Hotel Broztell, Hotel .Wal- 
cott, Baber’s Hotel, Wilson Building, Sea- 
man’s Church Institute, Child’s Restaurant, 
New York Hippodrome, Shubert’s Theatre, 
J. D. Rockefeller’s residence, Eagle Build- 
ing, Grand Central Terminal and Grand 
Central Track “T,’’ New York City; Ritz- 
Carleton Hotel, Montreal, Canada; Arcade 
Building, Columbia, S. C.; Pathe Brothers, 
Jersey City, N. J., and the Dewey Beach 
Bath House, Boston, Mass. 

The “Acme” automatic valve is said to be 
perfection. Write for catalog and reference 
book on the handling of sewage to the Sani- 
tary Mechanical Specialty Co., 157 E. 72a 
street, New York City. Mention THE 
PLUMBERS’ TRADE JOURNAL. 
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Many Distinguishing Features in 
the Roberts Filters 


Unlike many filtering devices on _ the 
market, the “Roberts” filters are not mere 
strainers but rather mechanical appliances 
using nature’s means of producing clear, 
sparkling water. The “Roberts” filters are 
the evolution of years’ and years’ experience 
in the manufacture of filter devices and only 
those features really found to be improve- 
ments have been consolidated in the ‘“Rob- 
erts” apparatus. There is no condition 
where “Roberts” filters cannot be utilized 
to advantage. The few gallons of water 
necessary for the ordinary daily household 
needs or the thousands of gallons required 
for whole towns can be supplied by ‘‘Rob- 
erts” apparatus, there being sizes covering 
almost any range of capacity. It is charac- 
teristic of this line to have only the very 
best of materials and workmanship used in 
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their construction. The mechanical features 
are free from complicated and _ delicate 
working parts and the economy and effi- 
ciency, all strong pullers for this apparatus. 

No gauze or thin perforated metal plates 
are employed to retain the sand in the 
filters, the strainer system effectively pre- 
venting any of the filtering material from 
entering the mains. It is claimed that the 
filter beds in the ‘‘Roberts” filter will posi- 
tively not clog. Every available inch of 
filter bed is brought into service and in 
agitation and scouring the entire bed receives 
a thorough cleaning. Coagulent feeding de- 
vices can be used with any of the “Roberts” 
filters where water is found to contain 
unusual quantities of impurities. All filters 
are absolutely guaranteed and purchasers 
assume no risks or experiments when in- 
stalling such apparatus. Write the main 
office of the Roberts Filter Mfg. Co., Darby, 
Pa., or the New York agents, Louis Wheel- 
wright & Bro., Flatiron Building, New York 
City. Kindly mention THz PLUMBERS’ TRADE 
JOURNAL in addressing our advertisers. 


_Staneous and soundless in operation. 
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List Price $40.00 


Includes EXPYLSO Bow! with 3% in. Silkgr~r Vent. EXPULSO 
Tank with China Operating Lever. Seat attachments on 
the outside. Seat in oak or imitation mahogany. 


Employs Natural Means 


The contour of the ExPyLso Bowl is made up of a 
series of inverted Cycloids. By the principle of this 
curve, the water falling from the flushing rim 
reaches the bottom in the shortest time, and rises 
at a high velocity to the large discharge passage 
below the flushing rim in the up-'eo. A Cycloid 
groove at the front concentrates the flushing water 
from that part of the bowl and directs it into the 
up-leg. The high expulsive force already ob- 
tained is increased by this concentration. This 
natural method of securing expulsive force pro- 
duces more uniform results than is possible where 
a mechanical device such as a syphon jet is used. 


EXPYLSO has a large water area, 9x 11 in., deep 
seal, 3 in., and a discharge passage of large area to 
pass freely a ball 21-2 inches in diameter. In- 


Great Western Pottery Co. 
Tiffin, Ohio Kokomo, Ind. 


Manufacturers of Vitreous China Lavatories 
and Special Closets of All Kinds 
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RELIABL. 


E TANKS 


FOR STORAGE OF GASOLINE 


Pneumatic Water Supply Ta 


nks, Hot Water Tanks, Smoke 


Stacks, Plate Steel and Sheet Iron Work of every description. 


L. O. KOVEN & BRO,, 


50 CLIFF STREET, = 


- NEW YORK 


Plumbers Attention !! 


GET YOUR PLANS AND SKETCHES MADE AT 
PRICES WHICH ARE RIGHT 


FIRST CLASS WORK B 


Arrangements have been made 


Y SANITARY EXPERTS 


with this magazine for your benefit to 


handle the subscribers’ work at special reduced rates, and you are referred to 
The Plumbers Trade Journal for any inquires you desire to make. 


ALTON ENG 


INEERING CO. 


SANITARY AND HEATING ENGINEERS 


149-151 W. 36th Street 


New York City 


ANOTHER “CLARKE” 


BATH TRAP 


POSITIVELY NON-SYPHONING 


LOOKS Good. IS Good. 
DRAWN Lead, not CAST 


“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn St., Brooklyn, N. Y. 


of our 
No.4 
Fuller 


Bath Cocks sold last year 


You know the reason. 
NORTHERN BRASS MFG. CO. 


au 


STOP AND 


Quality 


Is 


PATENT) 
ai | 


What 


Counts 
OT) 


CLEVELAND ¥i4 


kegan, 


WASTE COCKS 
Ground Perfectly 


ABSOLUTELY 
GUARANTEED 


Send For Prices 


BRONZE & BRASS WORKS 


CLEVELAND, OHIO 


Reed “OQ & E” Dies True to Their 


Name 


Reed “Q & E” pipe threading dies are 
claimed by the makers to perform their 
work just as easily after months of service 
as when they 
were new. The 
cutting bits in 
all Reed dies 
are of special 
steel, made in 
a plant where 
only skilled 
workmen are 
employed and 
every die un- 
dergoes a  se- 
vere test before 
reaching the 
trade. The manufacturers tell us 
eleaner and better threads on iron or steel 
pipe can be made with but one-half the 
labor and worry coincident with other 
makes. In receiving tools trade-marked 
with the Reed Mfg. Co.’s brand, the plumber 
or heating contractor is assured of getting 
only the best. “Q & EH” dies are uncondi- 
tionally guaranteed. This means much to 
users of pipe-threading tools. Write for 
complete catalog of pipe tools of all sizes 
to the Reed Mfg. Co., Erie, Pa., mentioning 
THe PLUMBERS’ TRADE JOURNAL in your 
communication. 
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The Gealy Quick Releasing 
Wrench Built on a Good 
Principle 
The claims made by the Gealy Wrench 
& Mfg. Co., 200 Broad street, Grove City, 
Pa., are not freakish advertising catches but 
substantial honest statements based on per- 
formances under conditions where other 
chain tongs have failed. In the first place, 
‘the principle of the “Gealy” is vastly dif- 
ferent from anything ever before put on the 
market and is said to be a decided improve- 
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ment too. In the cam-lever idea the jaws 
slide toward the pipe instead of in a circular 
direction around the circumference. Any 
pressure on the handle forces the jaws to 
take immediate hold without the slightest 
lost motion. For close places this will be 
instantly realized as an advantage since 
short ratchet-like pinches are easily secured 
and released. ‘“Gealy’ wrenches are said 
by the manufacturers to be the perfect so- 
lution of the chain tong and they further 
make an interesting trial proposition where- 
by the user may test a tool and find out 
for himself. Write for proposition, men- 
tioning Tur PLUMBERS’ TRADE JOURNAL. 
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A Cost Book for Plumbers 


A handy cost book has been put on the 
market by Frank H. Flowers, Erie, Pa., 
which is an absolute necessity to the con- 
duct of the busy master plumber’s and heat- 
ing man’s business by reason of the com- 
pleteness and quickness with which any 
particular item can be referred to. The 
book is loose-leafed and indexed and spaces 
are allowed for cost, selling and list prices. 
It is handsomely bound in flexible, full Le- 
vant grain black cowhide, tan leather lined 
with pockets in front cover. It is just 
pocket size, you can carry it to the job to 
take off quantities} contains almost every 
fitting used in the plumbing and heating 
trades, and the time saved easily pays for 
it, in one week’s service. The office girl 
can price up items and make out a bill 
whether you are there or not. One hun- 
dred and twenty pages are contained in the 
book, which is sold at an extremely reason- 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEV 


able price. Readers of THE PLuUMBprRs 
TRADE JOURNAL are privileged to return the 
book within five days if they find that i 
is not all that’s claimed for it. In writing 
mention THE PLUMBERS’ TRADE JOURNAL 
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Improved Pump for Turner 
Torches 


The Turner Brass Works, Sycamore, Tll 
have recently designed another improvemen 
for their line of gasoline blow torches an 
furnaces which they consider the most im 
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portant change in construction which the 
have yet made and is known as the “Turn 
Improved Pump Cap and Former,” ful 
covered by patents. : 

The application and use of this improve 
pump cap in connection with the “Turne: 
tools is illustrated below and shows ho 
easily the pump may be kept in good cond 
tion for the effective operation of the blo 
torch or furnace. The pump plunger ¢ 
be removed from the pump cylinder, t 
leather washer oil- 
ed and softened 
and formed to cor- 
rectly fit the in- 
side of the pump 
eylinder and then 
be reassembled in 
perfect condition. 

Users of blow torches and 
furnaces are familiar with 
the common difficulty expe- 
rienced in reinserting the 
leather pump washer into 
the pump cylinder of the 
ordinary blow torch without 
buckling or cutting the 
leather, making the pump sae 
unfit for use. This difficulty is entir 
overcome in the “Turner” improved pul 
cap and former as applied to the “Turn 

tools. A good pump is essential to 

== sood blow torch or furnace, inasmv 
as it is impossible to secure a 1 
blast flame from even the best ¢ 
structed burner unless there is 
strong air pressure < 
in the tank produced 
from the action of the 
pump. It is essential 
therefore that the air 
pump be kept in per- 
fect condition by fre- 
quently oiling and 
" softening the leather 
pump washers, and this is made easy 
this new ‘Turner’ improvement. The m 
ufacturers state that this new feature V 
be added to their entire line and suppl 


to the trade before the end of the ye 
Other i! 


provemen 
of interest 
the. trade ¢ 
original with these manufacturers ad 
recently to the line of “Old Reliable,” “] 
Blast” and “Double Jet” torches, ete., | 
their “Non-Leaking” filler plug made W 
a specially prepared lead washer reces 
into the metal, interchangeable steel sold 
ing copper attachments for applying to 
burner tube of the torch and packed ¥ 
each appliance without additional chai 
and a system of numbering their applian 
which they have introduced to designate 
symbol or type on the pump handle of 
tool—all of which are excellent advantat 
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Lunt-Moss Pneumatic Water Sup- 
ply Systems Fill Every Re- 
quirement 


There is no demand for pneumatic water 
supply outfits, be it large or small, that 
the Lunt-Moss pneumatic plant using the 
improved Luitweiler non-pulsating deep well 
pumping apparatus can not fill. The days 
of the hand pump have been numbered 
from the appearance of the very first Lunt- 
Moss system years ago until now, when such 
laborious methods of lifting water have al- 
most been abandoned. The Lunt-Moss Com- 
pany handles this business directly throug 
our trade forwarding inquiries to the near- 
est contractor so that he can personally 
view the situation and be able to advise his 
sustomer just the proper plant he requires 
and to intelligently figure for the same. 


‘his method of doing business has made 
lundreds and hundreds of friends for this 
1ouse at the same time results in an in- 
eased business for the plumber who does 
he work inasmuch as there always is an 
wder for bathroom outfits, water heaters 
such luxuries which were previously not 


wailable. Lunt-Moss systems are made for 
land drive, electric motor, gas or gasoline 
ngine operated, and with capacities from 
15 to 16,000 gallons. No plumber who has 
lot read the latest catalog No. 45 of the 
oncern can afford to longer neglect the 
pportunity for doubling his volume of 
usiness. This booklet is really a handbook 
m the modern methods of water supply and 
or that reason should be read by every 
lumber. Write for copy to the Lunt-Moss 
Jompany, Boston, Mass., or to 37 Warren 
treet, New York City, mentioning THE 
-LUMBERS’ TRADE JOURNAL. 
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The Graf Metal Back Cabinet 
Sanitary 


Keeping pace with the desire to have 
ntire bathroom accessories in white to 
onform with the plumbing fixtures, the 
Frank H. Graf Mfg. 
Co. some time ago 
brought out an _ all- 
metal medicine cabinet 
which has many dis- 
tinctive features. The 
“Graf” cabinets are 
claimed to .be a radical 
change from anything 
yet sold inasmuch as 
the back is of a single 
white porcelain enamel- 
ed iron casting free 
from cracks and is 
made with rounded cor- 
ners so that no crevices 
offer lodgment to dirt 
and germs. Fine plate 
lass shelves are furnished, which can be 
aised or lowered as desired or even re- 
loved. The frame is of brass, nickel plated, 
r white metal when specified, beveled 
‘rench plate mirror, lock and keys are a 
art of the finish. They are intended to 
et flush with the surface of the wall and 
Té easily installed. When displayed in 
howrooms they sell themselves. Plumbers 
hould send for catalogs and prices to the 
nakers, 323 Seventh avenue, New York 


‘ity. Mention Tue PLUMBERS’ TRADE 
OURNAL. 
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Jaeger’s “Eureka” Floor Flange 
Makes Good Every Time 


The successes of the “Eureka” closet floor 
lange have been so absolutely convincing 
hat the manufacturer, Julius Jaeger, Ruth- 
ford, N. J., has no fear in presenting it 
0 the trade as the last word in designing 


of such an important fitting. With the 
“Eureka” can be made a permanent joint 
without using putty, rubber, or plaster of 
paris, and one which is guaranteed against 
breakage even after years’ service. One 
very desirable feature which has done muc! 
toward introducing the “Eureka” flange si 
well, is the adjustable arrangement which 
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permits any type bowl to be used and als« 
provides for movement up and down to <¢ 
height of about % inch. No matter how 
many times the bowl is removed and reset, 
no harm is done nor is the asbestos gasket 
injured by such proceedings. These are the 
reasons why the “Eureka” has been so gen- 
erally used in the large and important build- 
ings and should show our readers that they 
make good every time. Write for complete 
descriptive matter and mention THr PLUMB- 
ERS’ TRADE JOURNAL. 
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Something New in a Gas Burner 


The “J. W. C.” hot blast gas burner offers 
an attractive proposition to plumbers and 
is claimed by the makers to be the first 
practical burner adaptable to heating boil- 
ers, furnaces and stoves economically using 
gas for fuel. A patent mixing chamber is 
responsible for a perfect blue flame, which 
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is odorless and gives intense heat. The ex- 
treme simplicity of this device may be 
obtained from a glance at the illustration 
herewith. It requires no special fitting or 
changes to any boiler to install and one- 
third less gas is required to operate. Write 
to John W. Chamberlain, 626 Federal street, 
Toledo, Ohio, for particulars. Mention THE 
PLUMBERS’ TRADE JOURNAL. 
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“Smooth-On” a Handy Repair 
Compound 


Every master plumber or heating man at 
some time or other encounters trouble in 
some branch of his work due to defective 
iron or steel castings, but every one doesn’t 
know that there is a compound made which 
if properly applied renders the defective 
part as useful as before, withstanding any 
strain which the original casting would 
have held. ‘“Smooth-On” is the name of this 
wonderful repair compound and its useful- 
ness is endorsed by heating and plumbing 
men, engineers, etc., the world over. It is 
a mixture of iron and chemical ingredients, 
which, when kneaded into a putty-like mass 
by the addition of water may be forced into 
any crevice. After allowing to set for a 
specified time the damaged part may be 
subjected to pressures far greater than it 
is necessary to serve. Different grades of 
“Smooth-On” are made, each kind for a 
special repair, and cracked castings, such 
as radiators, boilers, water jackets, flange 


Large Pipes No Longer Required 


The Watrous Co. 


(NOT INC.) 
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THERE IS BUT ONE ABSA 

f 4 .. “SAFES 
Delivers water direct from a sprin 
faucet in the house, or at any poi 
for contamination. Automatic in o 
stored in a tank while the water ref 


therefore slimy deposits and stale wa 
All mechanism is above ground and@ 


tn, lake or deep well to the 
uniform pressure. No chance 
ion and carefully made. Air is 
; in the ground until needed— 
|of tank systems are eliminated. 
ssible. This pump is not a toy. 


Booklet free upon request. s ite for agency agreement to 


WEBER SUBTERRANEAN PUMP COMPANY 


2 90 West Street, Ne w York City 


ot 
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Accomplished at Last! 


A’ Valve Closet Combination that will 
Operate successfully regardless of the 
size of Water Supply or Pressure. 


With the 


~ New Watrous 
Automatic Duojet 
Valve Closet 


Can be set to operate at 
any pressure from 15 Ibs. 
up, producing a positive 
measured flush and refill. 


Quiet in action. Especi- 
ally adapted for residence 
use as a-substitute for the 
low-down closet. 


Write for further details 


1675 Fisher Bldg. Chicago, Ill. 
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joints and even thread leaks can he made 
is good as before, by following the instruc- 
sions of the makers. The latest ‘“Smooth- 


Attention! 


Plumbers and Architects 


Jn Instruction Book No. 12” should be read 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Rureka Adjustable Flange” 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set. Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


BEG. PRTOE | 


by every man connected with - the trade. 
Write for copies to the Smooth-On Mfg. Co., 
Jersey City, N. J.. mentioning THE PLUMB- 
ERS’ TRADE JOURNAL. 

—_——_»o-o———————"_ 


At-Able 


With the approach of cold weather the 
plumber begins to think of the trouble 
ahead for owners of exposed water-closets 
and to wonder what fix- 
ture he can substitute that 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Pe, 


deed will not freeze. The “Vo- 
Pee ° * PPATENT renht * ; ; 
Descriptive circulars and full in- a me) eel pirost-proct closets 
formation given on application to jos Re ae akbar peta ae 
give ppiica . : This closet is made in sev- 
, & 4 eral different types, one 
Julius Jae er € 4 with galvanized pressure 
g 9 Sees flush tank and _ another 
without. Both models are 

n 
Pate tee flushed by the pressure 


Rutherford, N. J. upon the seat. It is there- 


The ‘J. W. G.”’ 


HOT BLAST GAS. BURNER 


the device to be used 
The repair 
problem has also been kept in sight as it 
is no longer necessary to dig up the valve 


fore impossible for 
unless this flushing takes place. 


LEE lt 


(Pat. Feb. 18, 1908) 
A new departure in a Gas Burner 
for heating stoves and furnaces. 


Send for circular giving complete details 
and reasons why you should use the 
“JOHN W. CHAMBERLAIN 


Sole Owner and Manufacturer 
626 Federal St. Toledo, O. 


when washers are needed. ‘Vogel’ closets 
require no pits and this makes them doubly 
frost-proof. The working parts of the flush- 
ing mechanism are easily withdrawn from 
above ground and no cup or ring packings 
are used. These closets are giving the best 
of satisfaction in garages, yards, and in all 
sorts of open places. All parts are self- 
draining to the sewer, this taking place the 
instant the fixture is out of use. The outfit 
can be procured ready for setting with drain 
connections, soil pipe already tapped, flange 
and gasket and the valves are supplied any 
length. Write for catalog to Jos. A. Vogel 
Co., Wilmington, Del. Mention THE PLUMB- 
ERS’ TRADE JOURNAL. 
——_o+-e—__— 


Vacuum Method of Heating 


heating, the vapor vacuum method of heat- 
ing is claimed by the Vapor-Vacuum Heat- 


poe Forbes Pipe Coase Threading ing Co., Drexel Building, Philadelphia, Pa., 
achine cuts pipe and threads pipe. rior i dl e 

Can be taken to the job, thus saving fo" be pas Csuvenes te oe ce there sh 
valuable time. It is a simple pipe cutting steam or hot water is over the hot air fur- 
ani threading machine that makes great nace. The vapor vacuum system operates 


speed and accuracy. 
Write for new catalogue 


The Curtis & Curtis Co. 
65 Garden St., Bridgeport, Conn. 


on the principle of a slight vacuum and the 
close control over the heat wanted is es- 
pecially apparent. Radiators are said to 
heat quicker and more economically than 
with any other system. After the air within 


Vogel Frost Proof Closets Get- 


Many Advantages in the Vapor 


In comparison with steam or hot water 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


a system has been expelled the automatic 
vapor vacuum controller maintains the 
proper degree of vacuum without attention. 
There is no noise such as the whistling of 
air valves, no hammering as in pressure 
steam jobs. The radiators required for 
vapor vacuum heating are about 40% 
smaller than hot water radiators so a single 
radiator usually operates where two for hot 
water were necessary. The saving in cost 
of installing as well as the cost of opera- 
tion are points which every prospective 
house owner, builder and architect investi- 
gates. Heating contractors have found that 
the claims of the Vapor Vacuum Heating 
Co. are based on facts. Universal satisfac- 
tion can be noted in every case where in- 
stalled. The service of an _ experienced 
corps of heating engineers are at the dis- 
posal of readers of THE PLUMBERS’ TRADE 
JOURNAL, without cost, who desire informa- 


Approved by the Philadelphia Board of Health 


The Improved “IXL’’ Anti-Freez- 
ing Low Down Combination — 


tion from the manufacturers. Write for 
same, mentioning this publication. 
——@3-s— 


Profit for the Plumber in the 
Installation of Walther 
Vogler Gas Plants 


No plumber’ experiences the slightest 
trouble in securing gas machine installa- 
tions after he has informed himself of the 

many conven- 


The “IXL” Anti-Freezing Closet can be 
installed very quickly, it is simple, not 
- complicated, nothing inside of tank but 
the standpipe; gives no trouble, is 
cheaper, infringes no patents. Canas 
much be said for others? 


THAT’S ALL 


iences acquired A Few of Our Specialties 
by its use, and a “IXL” Sewage Ejectors, Cellar Drainers, 
£004 intelligent Water Lifts, Water Systems, Anti-Freez- 


ing Closets, Belt or Electric Driven Air 
Compressors, Beer Pumps, Factory or 
Mill Closets, Seat Action Closets High 
and Low Down, Pull Combinations High 
and Low Down, Automatic Syphon Tanks 
1% to 2% Syphon, Urinal Sprays, Com- 
pound Air and Water Regulators, High 
Tank Anti-Freezing Combinations, Air 
and Water Regulators, Hopper Valves, 
(Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, 
Valve Rests, Air Chambers. 
We guarantee them in every respect. 
Send for Catalogue 


“IXL’’ Pump and Mfg. Co. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


SMOOTH - ON 


talk backed by 
substantial argu- 
ments secured 
from users of the 
Walther - Vogler 


apparatus is sufficient to clinch the sale of 
a complete plant with probably the addi- 
tional work of installing modern sanitary 
fixtures, gas heaters, stoves and other recog- 
nized advantages in the modern house or 
institution. Unparalleled success has greeted , 
every installation of Walther-Vogler appa- 
ratus and this plant has the endorsement 
of thousands of users, the fire underwriters 
and the trade. The absolute safety is one of 
the strongest points to bring before the at- 
tention of the buyer. Show him that the 
receiver and the reservoir containing the 
gasoline are buried underground and far 
from any possible chance of damage instead 
of right in the cellar of a structure, where 
mischievous or careless people can meddle, 
with possibly disastrous results. There is 
nothing complicated about the type of 
Walther-Vogler machines and the working 
is entirely automatic after once set, except 
when the counter-balance weight requires 
lifting, this being at about ten-day periods 
or longer. Every plumber should read the 
latest book on lighting and lighting appara- 
tus which the Walther-Vogler Gas Machine 
Co., 711-715 Harrison street, Davenport, 
Iowa, will gladly send without charge to 
readers mentioning THE PLUMBERS’ TRADE 
JOURNAL. 
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CEMENTS 


Positively stop all leaks 
of steam, water, fire or oil; 
in iron, steel or corcrete. 

They are easy to apply, 
harden quickly and make 
permanent repairs; proved 
by years in use. 


Every Plumber and Steamfitter should 
have a copy of our instruction book 


SMOOTH-ON” 
Manufacturing Co. 
JERSEY CITY, N. J. 


231 N. Jefferson St. 
CHICAGO 


———= +2 o—_—_— 


The Use of Leather in the Plumb- 


ing and Heating Business 


Leather plays quite an important part -in 
the plumbing and heating trades, being used 
as gaskets, washers, etc. Some of the 
ALGCO products include pump packings, 


36 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
E. C. 
LONDON 


hydrant washers, 
union washers, water meter 
washers, flush tank washers, and felt, paper 
and absbestos washers for every purpose. 
Only select hides are worked into ALGCO 


boiler coupling washers, 
valve washers, 


goods. The literature of the Auburn 


OCTOBER 15TH, 1912 


The Murdock 


Anti-F reezing 
Self-Closing 
Non-Pollutable 


“Bubble-Font” 


The Murdock ‘“Bub- 
ble-Font”’ is a practi- 
cable out-door drink- 
ing fountain adjust- 
able tu any pressure. 
Entirely drains clean 
after each using. The 
valve is located be- 
low the frost line 
and no water remains 
where it can freeze. 


Sure and Simple in 
Operation. This is 
the first valve foun- 
tain and must not be 
compared with bub- 
bling cups. The prin- 
ciple of 
the 
Murdock 
“Bubble- 
Font’’ is 
that of 
the 
Murdock 
hydrants. 


SUPPLY 
— 
INLET 


booklet. 


N WASTE toSEWER 


The Murdock 
Mfg. @ Supply Co. 


Cincinanti, Ohio 


LAWLESS FORCE PUMP 


For Water Mains 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N. J. 


THE ENGINEERING DIRECTORY 


For 1912—19th Annual Edition 
JUST OUT: COMPLETELY REVISED 


Contains over 300 new names of dealers, and the fol- 
lowing most complete and accurate lists published: 
1 Jobbers of Plumbing and Heating Supplies. 

2 Jobbers and Dealers ir Mill, Steam, Mine, Railway 
and Heating Supplies, Tools and Machinery. 

8 Manufacturers’ Agents, representing manufac- 
turers of Plumbing, Heating, Steam, Mill, Mine 
and Machinery Supplies. 

4 Waterworks Companies in U.S. 

5 Gas Companies in U. S. 

6 Prominent Architects in U. Ss. 

% Wholesale Hardware Dealers in U.S. 

8 Alphabetical List of Manufacturers of Goods 
lassified, giving street address, home and 
ranch oftices, 

9 Classified List of Products of Manufacturers of 
lumbing, Heating, Lighting, Power Plant, Mill, 
ine and Railroad Supplies, Tools and Machin- 

ery, giving trade names or brands by which the 
foods are known. Indispensible to buyers. 

Over 1400 Pages. 6% x 334 inches, Leather Bound 

PRICE $5.00 PREPAID 


Invaluable to Manufacturers, Jobbers, Contractors 
and Salesmen. For Sale By 


The Plumbers’ Trade J ournal Pub. Co, 
45 West 34th Street, New York, N.Y. 
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Leather Goods company, Auburn, N. Y.,, 
shows a most complete line and will be sent 
to any readers who ask for same mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


Berger Virginia Reel the Proper 
Way to Handle Hose 


The all-steel Nos. 1, 2 and 3 hose reels 
made by the Berger Specialty Co., Rich- 
mond, Va., are sturdy well made carriers 


of hose that prevent the hose from cracking 
or becoming kinked as is the case when no 
reel is used. Plumbers have found an ex- 
cellent sale for these specialties whenever 
displayed and they possess many merits 
which make them unsually desirable. The 
drums can be locked in any position, are 
large in size and the whole arrangement is 
steel, the strongest and lightest construc- 


tion throughout. The capacity of the No. 1 
is 100 to 125 ft. 8%” hose; the No. 2, 125 
to 150 ft. %” hose, and the No. 3, 150 to 
175 ft. 8%” hose. The prices are last and 
least, fully commensurate with the quality 
given but low enough to attract attention. 
Write for particulars and prices and men- 
tion THE PLUMBERS’ TRADE JOURNAL. 
+0 = ___ 
Wolverine Specialties a Complete 
Line 
To name the entire list of ‘Wolverine’ 
specialties comprising every sort of brass 
goods, rubber accessories and tools would 
take quite a vol- 
ume, but the gen- 
eral purpose of 
this article is to 
call attention to 
the “Wolverine” 
centrifugal traps 
for lavatories, 
sinks, ete. These 
ware made of cast 
brass, heavy and 
in both P and §S 
patterns. A number 
of sizes may be 
had as well. These 
traps are practical 
inventions, no ex- 
periments and it is 
claimed that they 
cannot be siphoned 
under any circum- 
stances. The out- 
side finish is sufficient to recommend them 
to any architect, owner or master plumber. 
Any of our readers may secure a large 
catalog showing as complete a line of ac- 
cessories as has ever been assembled by 
merely writing the Wolverine Brass Works, 
Grand Rapids, Mich. Please mention THE 
PLUMBERS’ TRADE JOURNAL. 
—__—_ 0+ 


Armstrong Tools Make Friends 


The “Armstrong” tools have been sold 
and used through a quarter of a century 
and still occupy the same high pinnacle in 
the manufacture of reliable tools as has al- 
ways been the earnest aim of the manufac- 
turers to maintain. It is well known that 
dealers the world over carry these tools. 
When wear makes necessary the replacing 
of parts, the user will find that interchange- 
ability of parts has réceived first attention 
by the makers. Hand and power threading 
machines, die stocks, cutters, vises and 


other tools bear the trade mark of this con- 
cern. The Armstrong Mfg. Co. are the 
originators of the adjustable two-piece dies 
which have revolutionized the threading of 
pipe. Every mechanic is familiar with the 
good qualities of these tools. Only the very 
best steel enters into the production of the 


cutting bits and the care in manufacture 
has not been lost sight of. For constant 
service, reliability and economical service 


“Armstrong” products will satisfy every de- 
mand. These tools range in capacities from 
the very smallest to the larger sizes, special 
advantages being claimed for each type. 

The cut appearing herewith shows one of 
the hand machines for threading the larger 
sizes. This model is popular on account of 
its portability, being small enough to handle 
conveniently and can be fastened to the 
workbench. It is heavily built to withstand 
the unusual wear to which machines of this 
type are subjected and repairs are seldom 
required even after years’ service, wear of 
course being excepted. 

Interesting literature showing the complete 


line will be mailed to our readers who ad- 
dress the Armstrong Mfg. Co., Bridgeport, 
Conn., mentioning THe PLuMprrs’ TRADE 
JOURNAL, 


Oe 


Fabian Ball Cocks Said to be 
Trouble and Wear Proof 


ball cocks made by 
2130 Germantown 


The ‘Fabian” 
Fabian-Howard 


the 


Co., ave- 


nue, Philadelphia, Pa., are claimed to em- 
body distinctive ideas in their construction 
which are not to be found in any similar 
specialty. “Fabian” ball cocks have but a 
single washer and this is easily replaced 
without removing the ball cock from tank. 
There are no other packings to wear out. 
Two types are made for top or bottom sup- 
plies and the leverage obtained in the con- 


struction is claimed to be greater than any 


other. An entirely different design will be 
noted from a glance at the cut herewith, 


which plainly shows the gear and rack 
tooth which are responsible for the easy 
and noiseless operation of the “Fabian.” 


Plumbers make no mistake in specifying this 
high-grade cock in new work or repairs. 
They are the ball cocks backed by real 


merit. Write the manufacturers for inter- 
esting literature. Mention Tum PLUMBERs’ 
TRADE JoURNAL in your communication. 
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TEST BY 
SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


(PATENTED) 


The Triplex Test Apparatus 


Tests old work or new 


Endorsed by Inspectors of Plumb- 


ing, Health Departments and 
Leading Master Plumbers. 
Mechanic’s time saved soon pays 


for apparatus. 


So simple any one can use it. 


FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn.; 
M. Glauber & Co., New York. 


o a B 
Closet fittings are not the 
cheapest but are used by 


Manufacturers who want 
the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency- Van Buren 
Manufacturing Co. 
Sturgis, Michigan 


No. 112 Tacnets ge Sl 
COMBINATION HOT BLAST, 


FURNACE Mant 
Made for gaso- 
line. Has auto- 


matic BrassPump 
in Tank. 

Has “Old Reli- 
able’’style of Bur- 
ner. Heats pair 
of soldering cop- 
} persand melts pot 
of metal at the 
same time. 

Top section can 
be removed and 
the furnace used 
as a blow torch. 
Our new Non- 
Leaking Filler 
Plug is furnished 
with the No. 112. 
Consumption—one 


ores 
Price $4.50 each 
Capacity—3 quarts. 
pint per hour. 
All jobbers sell at factory prices. 
Send for catalog of the complete Turner 
line. It is yours for the asking. 


The Turner Brass Works 
SYCAMORE, ILL. 
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: ALWAYS ON DUTY 


Works While You Sleep | 
Thoroughly Reliable Most Efficient 
Extremely Simple 


HE latest publication from the H. 

| Mueller Mfg. Co., Decatur, Ill, is a 
two-leaf folder showing sectional and 
exterior views of the Mueller compression 


stop and waste cocks. A brief description 
of the merits of this well-known line is 
given. Particular stress is laid upon the 
feature of the adjustable waste which does 
not open until the cock is entirely closed. 
Those of our trade who desire this and other 
literature should write the manufacturers, 
mentioning THE PLUMBERS’ TRADE JOURNAL. 


\ = 
The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, etc. Operated by 
water, steam or compressed air. 
Fully Guaranteed 


The C. M. KEMP MFG. CO. 
BALTIMORE, MD. 
Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet 
Stocks and Plumbers’s Specialties 


Sixteen pages are required to illustrate 
and describe the ‘‘Silentank” closet combina- 
tion of the Colonial Supply Co., Wheeling, 
WwW. Va. The “Silen- 
tank’? combination is 
a combined closet, 
tank and valve and 
we advise our read- 
ers to read the lit- 
erature covering this 
fixture, which is 
claimed to be the 
perfection of water- 
closet construction. 
The compactness, 
simplicity and dura- 
bility of this outfit 
are set forth in the 
pages of this booklet 
in a manner that 
: cannot but be in- 
teresting to owners, architects, and the trade 
in general. Write for catalog, mentioning 
Tum PLUMBERS’ TRADE JOURNAL. 


SSILENTANK™ 


z= |42 NT 
Perjesionof Wart Closet Corstelion 


AMERICAN and NEW NIAGARA 
WATER METERS 


EZ 


The packing of all sorts of specialties in 
every business is carefully discussed and 
the information gained by years of expe- 
rience in the manufacture of paper packing 
cases is compiled in the splendid catalog of 
the Hinde & Dauch Paper Co., Sandusky, 
Ohio. This edition, captioned ‘““How to Pack 
It,” is an excellent talk on packing from 
well-versed authority, and the pointers 
therein should be perused by manufacturers 
and jobbers alike. The distinctiveness of 
separate packing cases besides the saving 
in cost, protection to goods and the space 
and weight saved are far too important 
items to be passed by without careful con- 
sideration. Why not write at once for their 
catalog, mentioning THE PLUMBERS’ TRADE 
JouRNAL in your request? 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Every type of pumping apparatus hand- 
ling water, sewage, air, etc., is covered in 
the recent 12-page folder showing the line 
of Thomas & Smith, Inc., 116-118 N. Car- 
penter street, Chicago, Ill. This publication 
has just appeared, taking effect over all 
previous issues, and is a compact and clear 
description of the many various types of 
machines. The trademark “Economy” has 
now been associated with this most popular 
machinery and is said to represent the latest 
and most scientific improvements in con- 
struction in single and multi-stage centri- 
fugal pumps, triplex water service pumps, 
deep and shallow well pumps, hot air pump- 
ing engines, impeller pump, working heads, 
air compressors, fire pumps, tire pumps, 
automatic bilge pumps, automatic and non- 
automatic cellar drainers, sewage ejectors, 
condensation pumps and receivers and sew- 
age ejectors. Besides the foregoing, the 
Thomas & Smith concern also manufacture 
air washers, purifiers and humidifying de- 
vices. Write for literature, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


The latest catalog of the Morency-Van 
Buren Mfg. Co., Sturgis, Mich., is a 62-page 
volume containing as complete a line of 
high-grade brass goods for seat and tank 
manufacturers as we have noted for some 
time. The purpose of this catalog is to 
illustrate the comprehensive lines turned out 
py this house, In it the manufacturers call 


THE PLUMBERS’ 


TRADE, PAMPHLETS AND CATALOGS SENT 
UPON REQUEST BY MENTIONING THE 
PLUMBERS’ TRADE JOURNAL 


Yikes 


attention to the quality of the brass going 
into “M-V-B” fittings and solicit the orders 
of the trade. Every specialty used in closet 
tank manufacture is illustrated, with dimen- 
sions and prices. Copies of this catalog will 
be sent any of our readers who ask for 
same, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 


The latest revised and enlarged edition 
of “Repair Kinks for Plumbers” is a splen- 
did book of 70 pages. This interesting 
book is the work of Martin L. Kaiser, a well 
informed writer of subjects pertaining to our 
trades, and should be in the hands of every 
mechanic. The fund of information con- 
tained is exhaustive and complete in its 
scope and touches upon almost every pos- 
sible contingency. The real value is ap- 
parent to the man with the tools. Some 
of the topics treated are: Qualifications 
of the repair man, bibbs and repairs, 
repairs to service pipe, wash tray and wash 
stand repairs, marble repairs, leaking con- 
nections, water-closet repairs, flush valves, 
flushometers, stoppages in pipes, thawing, 
troubles with gas water heaters and remedy 
and tools for making repairs are “each indi- 
vidually covered in non-technical chapters. 
The ingenuity sometimes required in making 
temporary repairs should be noted, as this 
is many times of decided importance in 
emergency cases. The price is 50 cents 
(postpaid) and copies may be had of The 
Plumbers Trade Journal Publishing Co., 45 
W. 34th street, New York City. 


Frank L. Patterson & Co., 26 Cortland 
street, New York City, manufacturers of the 
“Patterson” hot water tank for heating 
water, have published an interesting folder 
descriptive of their product and giving other 
information which is of particular value to 
the heating and plumbing trade. It is said 
that the “Patterson” hot water heater is 
entirely different and that it possesses dis- 
tinctive improvements not found in other 
makes. Your name will be placed upon the 
mailing list to receive literature on the 
problem of domestic hot water supply by 
addressing the makers and mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


Jas. M. Teahen, Detroit, Mich., manufac- 
turer of the “Vitro” closet combinations so 
popular with the trade, has just published 
a booklet containing 
a few of the testi- 
monial letters from 
satisfied users of the 
“Vitro No- Trouble” 
products. This list 
of names was Sse- 
lected from among 
communications re- 
ceived from all parts 
of the country and 
shows what a splen: 
did success has been 
that of the manu- 
facturers. The little 
pooklet is attract- 
ively printed in blue 
and white and the 
half-tone illustrations are of the “Vitro No- 
Trouble” seat, “Hercules” seat, special ‘“Vi- 
tro” ball cock, and number four closet com- 
binations with enamel, mahogany or quar- 
tered oak tanks. Our readers may procure 
copies of this and the large catalogs by re- 
questing same, mentioning THm PLUMBERS’ 
TRADE JOURNAL. 


Few 
Letters 
f 
Credit 


The general distribution of pamphlets de- 
scribing the vapor heating specialties made 
by the Vapor Regulator Co., P. O. Box 8322, 
Philadelphia, Pa., has resulted in an extra- 
ordinary demand for these devices. So 
clearly does this booklet describe the atmos- 
pheric system of vapor heating that numer- 
ous installations of heating plants using 


he 


TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


V. R. Co.’s specialties followed its perusal 
by heating engineers and contractors. The 
valuable information contained makes this 
little catalog a useful reference book and 
should be in the hands of every architect, 
builder and owner. Requests for copies will 
receive immediate attention if Tam PLuMp- — 


ERS’ TRADE JOURNAL be mentioned. &. 


The Bishop-Babcock-Becker Co., Cleve- 
land, Ohio, have distributed broadcast an 
attractive bulletin in colors, which contains 
a short description of the new “Vacustat,” 
an improved device for controlling and regu-— 
lating steam heating, and its superiority 
over the ordinary air valves. This bulletin, 
aside from its value in bringing out the merits 
of the Bishop-Babcock-Becker vacuum heat- 
ing apparatus, is also an educational work. 
Those who desire copies of this and other 
circular matter should address the manufac- 
turers and mention THE PLUMBERS’ TRADE 
JOURNAL, 


“A Hole in the Ground” is the title of a 
most instructive and educational publication — 
just received from the Pittsburgh Water 
Heater Co. Pitts- 
burgh, Pa. well 
known as the mak- 
ers of the “Pitts- 
burgh” instantaneous 
gas water heaters. 
The methods of se- 
curing hot water in 
the primitive races 
and the gradual 
steps and improve- 
ment through which 
the problem of ob- 
taining this most de- 
sirable luxury have 
passed until the 
present time, is cer- 
tainly a story that 
is well worth read- 
ing by any person 
whether connected 
with the trade or 
not. The develop- 
ment of heating de- 
vices is thoroughly explained and illustrated. 
Any literature in connection with the line of 
“Pittsburgh” water heating apparatus will 
be gladly mailed to any of our readers who 
ask for same, mentioning THE PLUMBERS’ 
TRADE JOURNAL. 4 


/| UN THE 
|GROUND, 
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“Testing Drainage, Plumbing and Gas 
Piping” is one of the most complete guides 
published on the installation of modern 
plumbing and gas fitting. John K. Allen, a 
well-known author of works touching upon 
the plumbing and heating field, has pre- 
pared a volume which is full of information 
on the proper methods of testing, and in the 
pages are incorporated many short cuts and 
practical ideas which lessen the most tedious 
part of roughing-in work. Every method of 
testing as applied by air, water, smoke, ete., 
to soil pipe lines, gas piping and drainage 
systems is carefully treated in a clear and 
concise text. The locating and replacing of 
defects is discussed as well. The low price 
of the edition, 25 cents (postpaid), places 
it within the reach of every reader of THE 
Puumpers’ TRADE JoURNAL and the knowl- 
edge so obtained frequently saves the ex- 
pense several times over. These may be had 


of The Plumbers’ Trade Journal Publishing 
Co., 45 W. 34th street, New York City, upon 


¥ 


receipt of price. 


The “Newtype”’ hydrant and water wo 
specialties shown in the latest catalog 
The Kennedy Valve Mfg. Co., Hlmira, N. 
are said to be the latest and most improved 
types of such goods on the market. — 
attractive booklet of 36 pages includes" 
“Newtype” water gate valves, fire hydre 
fire protection goods, valve boxes and mis 
cellaneous fittings. Dimensions and 
of places where “Kennedy” valves have 
installed are also given. Another Cai 
which should be in every contractor’s hands, 
is the revised 1910 edition containing illus- 
trations and prices of the “Kenna 
ducts. This volume has 114 pages of usef Hy 
information and is a handy pocket size. 
Wither of the foregoing or additional litera- 
ture describing the “Pennie” back water an 
sewer gas valve will be sent to any one 
asking for same and mentioning 
Puumpers’ TrapE Jovrnan in his letter: 
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The “NO-SOL” Solderless Copper Floats 
Made to Last The Only Real Float Made 
Always Gives Satisfaction 


5 in. Round 


The secret of our success with the “NO-SOL” 
Float is the little rubber washer that is used 
in the seam, without this no float would be 
tight, and the longer the rubber washer is in 
contact with the copper the more tight it 
gets as the rubber vulcanizes to both sides 
of the float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time, Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
ou want. All weaskis that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number of floats shipped each day 
2,500. We can ship more, send us your order 
and find out. 


Beware of Infringements 
Manufactured by The Ayling & Reichert Co., 
Toledo, Ohio 


YOU ARE LOSING 
BY NOT USING 


¢ : 


Plumbers’ Contract Ferm 
1doz. postpaid 40 cts. 100 postpaid $2.50. 


Plumbers’ Estimate Book 
100 Complete Estimates. Postpaid $1.50 


Duplicate Order Boeks 
% order blanks and 75 duplicates in each 
book. Single book postwaid 25c. 
1doz. books $2.40 


Discount Table (22 in. x 28 in.) 


Every discount a plumber needs. Large 
figures. Tack it on the wall in frout of 
your desk, Postpaid $1.00. 


TIME CARDS 


2 kinds—For Contract Work—For Jolbing. 
$3.00 per 1000. 

Write us for our Special Offer for March 

on Time Cards. 


Samples Free 
Send for Tool and Publication Catalogs 


R, M. Starbuck & Sons 


HARTFORD, CT. 


WAKE UP! 


Big Profits for Plumber 


You certainly have a prospect for the 
IRIGINAL WALTHER IMPROVED 
sAS MACHINE (Cold Process) the gas 
nd light of the age for country homes. 
‘postal will bring our catalog and liberal 
liscounts, 


FIVE PROFITS FOR YOU 


| z On Gas 
CULL PERE Machines 

Sf: vs On Gas 
cD Fixtures 

, . Le On Gas 


Ranges 

On Gas 
Piping 

On In- 
stallation 


Walther-Vogler 
Gas Machine Company 
11-715 Harrison St., Davenport, la., U.S.A. 
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THE COMING WORLD SERIES 


“Do you make up some yarn to tell your 
boss when you want to get off and go to a 
baseball game?” asked the helper. 

“No; I walk right up to him; look him 
straight in the eye, and tell him where I 
want to go,” replied the tool clerk. 

“Does he let you off?” 

“Er—no.” 

0+ 2 oo 


NOT SO USELESS AFTER ALL 


“It is claimed that the vermiform appen- 
dix is a worthless organ,” said the builder. 
“Oh, I don’t know. It’s worth about two 
million a year to the medical profession,” 
replied the master plumber after a siege in 
the hospital. 
tt + 7 


NOT QUITE THE SAME 


“Ever been on a flying machine?” asked 
the brass salesman. 

“No, but I’ve been on a lark,” said the 
rubber goods man. 


i +0 
See S ae | 


NAw! JuST AS 
{GOT MY Hoon 
BAITED THE 
WATER ALU 
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= DON'T You BELEIVE 
C3 HIM, HE'S A Bun 

; FISHERMAN 
pda CT 


L.ACKERLY. 


et 0+ 0 


EASILY SKINNED 


First PLUMBER—Here comes Soilstack, 
the Human Banana. 
SEcOND PLUMBER—Why do you call him 
that? 
First PLUMBER—He’s so easily skinned. 
——_____—= + 0 ge 


NOT GENERALLY KNOWN 

Boss ELEcTRICIAN—My wife is a lecturer, 
and I am an entertainer. 

ARCHITECT—Indeed? I knew your wife 
appeared in public, but I did not know that 
you ever did.” 

Boss ELEecTrRICcCIAN—Oh, I don’t. 
home and entertain the baby. 


a 0 + 7 
HIRING NEW MECHANICS 


“Have you any references?” asked the 
boss plumber of the applicant for a job. 


I stay at 


“Yes, sir, a lot of ’em,” said the new 
journeyman, 
“Why didn’t you bring them with you?” 
“They’re just like my photographs, boss. 
None of ’em does me justice.” 
ee ee 
BREAKING THE NEWS 
MASTER PLUMBER’S DAUGHTER — Papa, 


George, er—Mr. Jones, is in the parlor and 
asked me to ask you if you would mind 
stepping down there for a few minutes—he 
has something important to ask you. 
MAsTER PLUMBER (gruffly)—Sure. Tell 
him I’l] have my boots on in just a minute. 


OCCUPATION BY SHASONS 


“You insist on telling people you are 
lookin’ fur work,” said Dusty Roads. 

“Yes,” replied Hardup Jack; “in the spring 
I go north and say I’m a pineapple picker 
and in the fall I go south and tell ’em I’m 
a skate sharpener.” 


————s ++ 0 a 
WORTH SOMETHING 


THE First Bureiar (ransacking the mas- 
ter plumber’s apartments and contemplating 
his invention)—Wot abaht the  Dbloomin’ 
burglar alarm? 

THE SECOND BurRGLAR—May as well put 
it in the bag; we can wet somethin’ for the 
bells, maybe. 

et 0 oo 
MONEY BRINGS FRIENDS 

“Miss Leadbend is 
isn’t she?” 

“Yes, and she’s getting more so every day. 
They say her father’s just coining money 
in the plumbing business.” 


an attractive girl, 


0 9 2 
TOO BUSY THEN 
PLUMBERS’ LitTLE SoN—Oh, mother! I 
just broke a window with my ball. 
His MotHrer—Very well, Tommy, I’m busy 
just now, but if you’ll remind me later I'll 
punish you. 


Ae eee ee 
PHRHAPS?? 

JOHNNY THE STEAMFITTER’Ss SON—OO-o00! 
Earlie Dobbs punched my.nose when I 
wasn’t looking. 

Papa STEAMMTTER—W hat? 
your eyes? 

JOHNNy—He told me to close them a 
minute, 


Where were 
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A DIFFERENT SORT OF FORTUNE 
THLLER 


BUILDER’s Wire—Did you go to a fortune 
teller? 

Her Next Door NEIGHBOR—Yes, once. Be- 
fore I was married I went to the probate 
court to see how much my fiance’s father 
had left him in his will. 


— ote 
CAUSH OF THE QUARREL 

“Do you understand the cause of the 
girls’ quarrel?” asked the boss of the head 
bookkeeper. 

“Why, I was told it was six feet tall, with 
broad shoulders and a drooping mustache,” 
said the bookkeeper. 

ee 0 7 oe 


laboring under the delusion that the 

mission of the HANK COLUMN is 
for the distribution of information. We beg 
leave to state that such is not the case. It 
is in existence for frivolous purposes only. 
A buffer built to receive the jars and shocks 
of the general wit of Plumberdom. How- 


A NUMBER of our esteemed readers are 


607 


ever, in order to keep pace with our plat- 
form of being always anxious to oblige, 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water FirrTers’ Revirw will, on this 
one occasion, use this column to publish 


several letters of inquiry addressed to 
HANK; and give beneath their respective 
answers. We proceed: 
Dear HANK: 

I am a plumber in Jersey City. What I 
wish to know is if you think it practical 


to attempt to train several adult mosquites 
to carry tool-bags, furnaces, bath tubs, etce., 
to and from the various jobs. I have several 
of the above named animals on hand, in a 


perfectly tamed state. 
Geo. Washington Leadbend, 
Jersey City, N. J. 
ANSWER: Yes, Geo. we think the plan 


feasible. In India we understand that the 
native trade utilizes the elephant for the 
same purpose, and if big animals are prac- 
tical for this use over there, why not in 
Jersey. You might train a few of the more 
ferocious ones to collect bad bills for you. 


Dear friend HANK: 

I wish to change my location, owing to 
the fact that I have several big jobs on 
hand that I took at a great loss in order 
to under-bid the other plumbers. If I stay 
I must finish the work, and have lost too 


much already. Where do you advise me 
to go to? 
Theodore B. S., 
Kalamazookie, Mich. 
ANSWER: We would dearly love to 


tell you where to go to, but for fear that 
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you are a larger and more active man than 
we are, will withhold our information. 


If Brother Craftsman F. M. Crain of 
Scottsbluffs, Neb., will accept our thanks 
for the idea he so kindly sent HANK, and 
that is used herewith, we will feel once 
more at peace with the world as we go 
along our weary way. 

—_——— 2 
DINING OUT 


“How can they afford to give music with 
a dinner?” asked the busy plumber at a 
restaurant. 

“I should think it would be an economy,” 
replied his companion. “That kind of music 
ought to take away anybody’s appetite.” 


_—_—_—— +44 ___ 
POINTED PARAGRAPHS 


Many doctrines are only ecclesiastical 
political fences. 


Every kind of business needs advertis- 
ing of some sort. 

The secret of success lies on the other 
side of doing. 

Many a man is whole souled whose 
shoes are not half-soled. 

A man’s friends all know that he is 
in love before he discovers it. 

The sins we wink at today are the 
ones we will embrace tomorrow. 
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BALL COCK CUPS 


BIBB WASHERS 


Packings of Every Description 
For the Plumbing Trade 


HYDRANT LEATHERS 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL. 


Auburn Leather Goods Co. 
Auburn, N. Y. 


The HOTTEST Blast in the 
QUICKEST Time From 


G. Barthel’s Famous 


Kerosene Furnace 


Gasoline. Kerosene and Al- 
cohol Blow Torches. with G. 
Barthel’s name on same 
Means the best in_ blow 
torches. You, Mr. Dealer, 
should carry them. 


Globe Gas Light Co. 


Distributors 
21-27 Union Street 


Style A Plumbers’ Boston, Mass. 


Roberts Water Filters 
The filter 
with a re- 
putation. 
It does its 
work and 
pleases the 
customer. 


No come- 
backs. 
When you 
have a job 
requiring 
a filter of 
any size, 
remember 
the name 
ROBERTS 
and write 


Mw 
UU 


Roberts Filter Mfg.Co. 


DARBY. PHILADELPHIA, PA. 
Louis Wheelwright & Bro. 
Sales Agents 


Flatiron Bldg. 


THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


15 Broad St., New York 


New York § 
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Among the Plambers and 


¢ Gas Pitters 
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Failor & Disbrow, Topeka, Kansas, are 
very busy. 

Cc. F. Gustafson & Co., Topeka, 
have numerous alterations on hand. 


Kansas, 


Coyle Bros., Denver, Colo., are so popu- 
lar that you must address them that way. 

Saaler & Fenske, 606 19th street, Denver, 
Colo., are very busy on a number of con- 
tracts. 

W. O. Warlum, 315 16th street, Denver, 
Colo., is one of the busy master plumbers 
of that city. 

Lansdowne Plumbing Co., 121 East 2d 
street, Wichita, Kansas, have a very inter- 
esting showroom. 

H. Horning, 1822 Farnum street, Omaha, 
Neb., is one of the very busy boss plumbers 
in that grand city. 

T. J. Reilly & Co., 1014 W. Highth ave- 
nue, Denver, Colo, are very busy with 
numerous alterations. 

“Don’t say stop, but go ahead.” This 
was the remark of W. F. Sheahan of 115 E. 
8th street, Topeka, Kansas. 

Wire, write or ’phone Buckley & Schmidt, 
1245-1247 Curtis street, Denver, Colo., and 
you will always find them on the job. 

All the Square Deal Plumbing Co., Wi- 
chita, Kansas, want you to talk about out- 
side of plumbing is vapor vacuum systems. 


G. E. Gilhaus, 944 Central avenue, Kan- 
sas City, Kansas, is one of the popular 
plumbers in this beautiful city, and don’t 
think for one minute the master plumbers 
let him be idle. 


Charles Harris, 744 Central avenue, Kan- 
sas City, Kansas, was the official referee at 
the recent Kansas City outing, and he per- 
formed in such a grand manner that he was 
selected as referee for all outings. 

Albert Herrod, 1455 Emerson street, Den- 
ver, Colo., is one of the busy bosses. He has 
among his numerous contracts the follow- 
ing: Paris Theatre; twenty-one three-story 
private dwellings, and numerous small pri- 
vate dwellings. 

Geo. W. Worden & Son, 171 Meeker ave- 
nue, Brooklyn, N. Y., one of the most expert 
firms of lead burners in the country, have 
also made a success of the plumbing and 


heating business under the name Thomas 
F. Worden. The quality of work from the 
hands of these master craftsmen is well 
known. 


H. W. Denges of H. W. Denges & Co., 
1031 Virginia avenue, Indianapolis, Ind., is 
one of the hustling bosses of that city and 
has just been elected as secretary of the 
Master Plumbers’ Association. 


Hoosier Plumbing Co., 36 McLean Place, 
Indianapolis, Ind., are very well satisfied. 
Thank you! This remark greeted THE 
PLUMBERS’ TRADE JOURNAL representative’s 


query as to how business conditions were. 


apektene 


New Shops and Business 
Chang ZeS 
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J. H. Williams & Company recently en- 
gaged in the plumbing business at 369 23d 
street, Ogden, Utah. 

The Sanitary Plumbing Co., Beloit, Wis.. 
have remodeled their shop and have made it 
very spacious and attractive. 


Louis May, 1532 Haight street, San Fran- 
cisco, Cal., is moving his shop to larger 
quarters at 1534 Haight street. 


Stanford MacFarlane recently registered 
in the office of the Bureau of Health and 
opened a plumbing shop at 1427 N. 56th 
street, Philadelphia, Pa. 


Russell & Walker of 25 W. Main street, 
Batavia, N. Y., are one of the new firms in 
that city. They would be pleased to receive 
catalogs and trade literature. 


Cc. R. McClung, formerly located at 2905 
Telegraph. avenue, Berkeley, Cal. has re- 
moved his place of business to a new shop 
on Addison street, near Shattuck avenue. 


L. Haws, a plumber and former plumbing 
inspector, with place of business in Pied- 
mont, has moved to 2130 University avenue, 
Berkeley, Cal., where he has opened a shop. 


Richard Maltby has become a member of 
the firm J. Potts & Co., of St. Peter, Minn. 
Mr. Maltby was employed by the firm for 
six years previous to his entering the com- 
pany. 

Cc. J. Gregory, Beloit, Wis., has moved 
into splendid new quarters in a three-story 
structure. He has'a most attractive and 
up-to-date display of sanitary fixtures and 
appliances. 

J. J. Madigan, 1905 Elm street, Dallas, 
Texas, has sold his business to H. G. Niblo 
& Co., and has purchased the business of 
P. J. Sheehan & Co., at 505 Main street, 
same city. Mr. Madigan is a hustler and 
has much work in the plumbing and heating 
lines. 


Geo. Cultra, 116 18th street, Lincoln, Neb., 
some years ago was a master plumber and 
gave up the business to join the sales force 
of Cooper & Cole Bros., jobbers. The old 
craft, however, appealed so strongly that he 
has re-entered the ranks again, starting with 
a most complete and up-to-date show-room. 
He reports that he has all the work he 
can handle for the present. Manufacturers 
and jobbers are requested to send catalogs 
and circulars. 


A new plumbing establishment has been 
opened up in Washington, D. C., and the 
shingle above the door bears the name of 
Hubbard and Durisoe. Eugene C. Hubbard 
is the licensed member of the firm and has 
been in business alone for some time. The 
new location of the firm is at 618 FP street, 
northwest, where they have an Office, show- 
room, and workshop, and have already placed 
some nice contracts on their books. Mr. 
Hubbard states that they are anxious to 
hear from manufacturers and others with 
catalogs and circulars, as well as discounts 


[=I Late Patents Issued to Our Trade E] 


1,034,312. NUT-LOCK. GrorGE E. L. SE- 
MANS, Pittsburgh, Pa. Filed Aug. 18, 1911. 
Serial No. 644,750. (Cl. 151—4.) 

1,034,047. PIPE-WRENCH. -. ANDREW WEI- 
GAND, Malvern, Ohio. Filed Mar. 29, 1912. 
Serial No. 687,212. (Cl. 81—178.) 

1,034,079. STHAM-GENERATOR. ALBERT 
A. Cary, New York, N. Y. Filed Mar. 6, 
1907. Serial No. 360,946. (Cl. 110—98.) 

1,033,895. . AIR-LIFT PUMP. JuLius H. 
HOLMGREEN and WILLIAM H. UNDERWOOD, 
San Antonio, Texas. Filed Oct. 17, 1911. 


Serial No. 655,188. (Cl. 103—84.) 
1,033,851. COMBINED HINGE AND 
HANGER. Epwarp lL. Watrous, Des 


Moines, Iowa. Filed Dec. 3, 1907. 
No. 405,286. (Cl. 16—48.) 

1,034,260. PNEUMATIC CLEANING APPA- 
RATUS. PricH H. LICHTENBERG, Milwau- 
kee, Wis., assignor of one-fourth to William 
L. Hall, Chicago, Ill. Filed Nov. 26, 1909. 
Serial No. 529,901. (Cl. 15--60.) 


Serial 


1,034,270. PUMP. Joun L. McELVAIN, Whit- 
man, Mo. Filed Sept. 12, 1911. Serial 
No. 648,888. (Cl. 103—80.) 

1,034,194... FILTER. MINerRvA R. BUCKLEY. 
Cherryvale, Kans. Kiled.-Jan. °-2) -J912; 
Serial No. 668,887. (Cl. 210—4.) 

1,034,884. DRINKING-FOUNTAIN. DENIS 
X. CoAKLEY, Haverhill, Mass., assignor of 
one-half to Joe W. Bean, Haverhill, Mass. 


Filed Oct. 17, 1910. Serial No. 587,594. 
(Cl. 137—11.) 
1,033,680. WATER - METER. HENRY I. 


Diuts, Elmhurst, N. Y., assignor to Nep- 
tune Meter Company, Long Island City, 
N. Y., a Corporation of New Jersey. Filed 


Feb. 4, 1909. Serial No. 475,964. (Cl. 
73—167.) 
1,033,182. WRENCH. _CHaruEs H,. LUTH- 


MAN, Hammond, Ind., assignor to The Na- 
tional Surface Guard Company, Chicago, 
Ill., a Corporation of Illinois. Filed Mar. 
31, 1911. Serial No. 618,076. (Cl. 81—-55.) 


Perhaps you are and don’t know it. 
Think of the time, money and temper _ 
you have wasted over pipe wrenches. — 
Has it been worth while? How much 
money have you lost? 


Here’s the Remedy! 


The Parmelee 
Pipe Wrench 


The Toothless Wrench 


Makes or breaks the tightest join 
easily. Can’t chew or crush or mar ft 
pipe or threads. Positive grip. No los’ 
motion. } 
Send for Circular 


2516 West Monroe sirial 
CHICAGO, ILL. 


“H. L. E. Peterson, : 
“Your Peterson Push Nipple Vises ar 
thing that no heating contractor shoul ad 
without. We have given them a thorough 
test, puting together about 700 radiator 


H. L. E. PETERSO 
ELGIN, ILL. 


This is_our Ni 
Torch. It is | 
with our One 
Adjustable uid 
Jron Rest, paten 
Also with our 
Leak Pump, pal 
ted. There is n 
tertorch mad 
nearest jobber 
supply at fae 
price. We m 
Jarger variety. | 
Burners for gasoi 
kerosene, ale 
and crude oil 1 
other manufactu 


Newsks 1st 


Price each $4.00 net 
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Views of the Progressive Plumbing B@stablishment of Frank {. 


Mesick & Son, 244 Washington Avenue, Albany, N. Y. 
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N New York City 
on 42d street be- 
tween Fifth and 
Sixth avenues 


and extending through to 438d _ street 
stands the new AXolian Hall just 
completed by the Aolian Company, 


who will occupy the lower floors and 
lease such offices in the upper stories, 


which they may not need, for vari- 
ous business purposes. This imposing 
structure is one of the finest office 


buildings in the city and is up to date 
in every particular, producing a very 
striking appearance with its front of 
limestone and pressed brick towering 
over two hundred and fifty feet in the 
air. The entire first six stories and two 
sub-floors have been reserved for the 
owner’s use and from the sixth to the 
seventeenth floors the space is given 
over to offices, these floors boasting the 
highest ceilings of any office building in 
New York. 

This building is equipped with electric 
elevators, vacuum cleaning system, mail 
chutes, hot and cold water, etc. The 
plumbing work was installed by J. W. 
Cooney of New York from plans and 
specifications prepared by the architects, 
Warren & Wetmore, also of New York, 
and is described in the following:— 

The entire drainage of the building is 
taken care of by two house sewers, one 
of which drains into the 42d street sewer 
at the front of the building and the other 
of which runs into the 43d street sewer 
at the rear of the building. Both of 
these sewers consist of 8” tile pipe from 
the street sewer connection back to a 
point 12” outside of the area walls where 
8” extra heavy cast iron soil pipe is sub- 
stituted, and extension back into the 
building is made with this material. 

These sewers are graded a minimum 
of 144” per foot, the tile pipe being of the 
best .vitrified salt-glazed pipe and the 
extra heavy cast iron pipe of the follow- 
ing weights:— 

2” pipe, 51% pounds per foot; 
AGES mse dod ose Onegai oats 
LOGY45 sands 12 554 

The cast iron soil pipe was uncoated 
until after testing, when it was painted 
with a heavy coat of asphalt paint. Just 
inside the building walls 8” extra heavy 
cast iron running traps having two hand- 
holes, with brass trap screws, ferrules, 
and screw plugs are placed as shown in 
Fig... Back of these traps are con- 
nected 6” fresh air inlets which are ex- 
tended to the height of the sidewalk and 
end with fresh air inlet valves. 

The main drainage system connects all 
fixtures above the sewer level with the 
street sewer direct and all other fixtures 
below this level are run into two air- 
and-water-tight 50-gallon sewage ejectors 
made by the Ansonia Co. of New York, 
from which the discharge is connected 
into the sewers to the street and the 
fresh air inlets as also indicated in Fig. 
1. All the floor drains, wash of filters, 
emptying pipes, overflows of suction 
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tank, drip tanks, and the waste and 
overflow from refrigeration tank are 
connected into the ejector, which dis- 
charges into the 438d street sewer. 

The ejectors are set in two _ bat- 
teries each of two cast iron 50-gallon 
units with 5” inlets and 4” discharges 
to and from 6” headers as shown 
in Fig. 2, both being cross connected. 
On each unit is mounted a No. 3 direct 


Imposing Structure Erected for the Holian Co., 


mately 4’-0” x 6-0” with reinforced tap- 
pings, safety valve and blow-off. Hach 
unit of these ejectors is guaranteed to 
discharge 50 gallons per minute continu- 
ously and after erection they were painted 
with three coats of lead and oil paint. 

The entire drainage system, which is 
located underground, is composed of ex- 
tra heavy cast iron, and all above ground 
is of extra heavy galvanized wrought 


27 W. 42nd St., New York City, the 


Plumbing in Which Is of Unusual Proportions 


acting balance operating cock (con- 
structed without cup leathers, dependent 
springs, diaphragm or pilot valves) the 
operating device being float actuated. 
Hach operating valve is by-passed to per- 
mit hand operation if desired. 

These ejectors are operated by com- 
pressed air, which is furnished by two 
5” x 6” x 5” duplex steam driven hori- 
zontal fly wheel compressors mounted 
on cast iron sub-bases and set on a con- 
crete foundation 12” high. The com- 
pressed air is stored in a tank approxi- 


iron pipe. The weights of the cast iron 
pipe have already been stated and the 
wrought iron pipe is genuine wrought 
iron, lap welded, factory tested to 300 
pounds, no steel pipe being allowed on 
the work. The weights and the thick- 
nesses are as follows:— 


3 ”....10.25 Ibs: per foot....0.30” thick 
BAL RAD AT Re Dek 
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vanized malleable iron, 
threaded and recessed, were used, b 
tapped so as to give a grade to 
branches of 44” per foot. : 

The joints in brass and wrought 
pipe are made up with red lead 
litharge and linseed oil. Connect 
between wrought iron and cast 
pipes are made by screwing a 1” 
on the end of the wrought iron pipe 
calking this into the cast iro By: 
Junctions between lead pipes, or 
and brass pipes are formed with w 
solder joints. Between lead and 
pipes brass ferrules, wiped to the 
and calked or screwed into the | 
were used. No cup joints were allc 
nor unions on sewer side of any 1 

Cleanouts are located at the end 
all underground drainage lines, 
wherever changes in direction are m 
together with the other locations w 
required. These cleanouts are of 
same size as the pipe and have h 
cast brass cleaning screws, which 
about 1%” thick. The screw caps | 
a solid nut 1” high and 1%” wide ac 
the flats. Similiar cleanouts are 
stalled at the foot of all vertical 
waste and vent lines in the basement 
all traps and when offsets occur on 
vertical soil, waste and vent lines 
the various stories. The cleanouts 
cated in the ground or below the c 
floor are set in brick boxes with e 
heavy cast iron frames and coyers. 

The soil stacks are run with adja 
vent stacks and the vents are conne 
at the bottom to the soil lines so a 
wash out the rust and scale. The 
waste and vent lines are carried 
separately above the main roof and 
capped with heavy galvanized wire 
kets. Offsets in all vent lines are 0 
at an angle of not less than 45 deg 
from the horizontal. The fittings on 
vent piping are standard, malle 
beaded, galvanized, cast iron W 
fittings. 

When run through the roof the st 
are all increased to 4” diameter (if 
low this size) or are increased 1’ 
diameter, if 4” or above in size. 3 
are flanged with 8-lb. sheet lead, 
have roof connection of same mate 
the bottom of the lead sleeve exten 
18” out from the pipe in all direct 
and attached to roof in a watert 
manner. 

Where branches are connected to 
soil and waste stacks TY’s are used 
where vertical risers join the horizo 
runs at the bottom Y’s and eighth be 
are employed. The sizes of the bran 
installed for the various fixtures ‘ 
4” to water-closets, 3” to floor drains, 
2” and 3” to all the other fixtures. 

Lead pipe was used only for the wé 
closet and slop sink bends and the s] 
9” vent connection attached to * 
Bends for water-closets and slop 
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GOLLGGGOOOOOOOOGHOHHHIHOGQOQOI|OH/EDOOOOOOODOOOOOOOOOQOOOOOOo- $ 
“Haas” Frost Proof Closet : 


7’ INN EAPO 4$” 
FIEAT REGULATOR 


New Model No. 60 


With Tis Nev Model Both Dine stud 
Marra Run S dias Cth neWindling 


Decidedly the “De Luxe’’ De- 
vice of all Makes and Models 


Five Reasons why you should be interested in this new design: j te] 


BUILT FOR SERVICE AND SATISFACTION 
AND GIVES IT 


Ten years of Satisfactory Service have established 
the reputation of the “Haas” beyond dispute. 


Pioneer of No Pit Closets. 
Substantial. 

Sanitary. 

Easy to Install. 


Serves every purpose that 
a Frost Proof Closet 
should serve. 


First—Only 8-day clock attachment on the market. 


Second—High grade timepiece. Half hour strike, repeater | ed 
alarm, jeweled balance, solid brass case, porcelain dial, bevel 
glass front, sides and top. 


Third—Both clock and alarm run 8 days with one winding. 


DOQPODOODOOOGQHGGDGHO®OOOOOGPOGPSOGDOOOOOOOQOOOOOGS 


Fourth—The clock can be easily removed (by pressing a lever) 
and used about the home during the day time. 


DODOOQO™QODOQO™OQO™§ OOOO WOQOOOOWOOOOOOOMAOQQOOOe 


Fifth—When ready to retire replace the clock, turn 
back pointer, press button and go to bed relieved 
of all anxiety about the heating plant. 


For sale by leading job- 
bers. 


This should appeal to everyone interested in 
the latest and best improvement offered to 
those who appreciate perfect heat regulation. 


Sells readily wherever shown. 


Information for the asking. Write for prices and dealers’ discounts. 


PHILIP HAAS CO., Mfrs. 


Regular Models Nos.40, 47, 50, remain as formerly. 
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MINNEAPOLIS HEAT REGULATOR CO. : 
sees OO g Minneapolis, Minn. ° 
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There’s Lasting Class in Mueller Brass = 
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H. MUELLER MFG. CO. 


Decatur, Illinois — New York City 


[o] 


612 


RUUD 
Cottage Water Heater 


Made 1n two sizes 1% and 
2% gallons per minute ca- 
pacity. Equipped with 
double fuel control; no 
steaming—no injury. 


RUUD 
Automatic Water Heater 


Standard for the modern 
American home. Made in 
four sizes 3 gallons to 8 gal- 
lons per minute capacity. 


Complete descriptive liter- 
ature upon request. 


RUUD 
MFG.CO. 


PITTSBURG, PA. 


ALL LARGE CITIES 
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are of 8-lb. sheet lead, painted with two 
coats of metallic paint and well flanged 
down to the marble platforms and sol- 
dered to heavy brass floor flanges. The 
floor flanges are bolted to the bowl and 
to the marble safes. Fig. 3 shows a plan 
of the arrangement of one of the toilets 
which may be taken as a typical example 
while Figs. 4 and 5 are elevations of the 
water-closets and lavatories respectively 
as shown in the plan (Fig. 3). 

All fixtures not otherwise described 
are trapped by a separate trap with 
trap screw in convenient place and a 
separate back vent connection, arranged 
so that the condensation water, dirt, etc., 
cannot lodge in the pipes. Leaders, floor 
drains, safes and refrigerators are in 
general separately trapped, the leader 
traps being of the running type and lo- 
cated at the foot of the leader. All 
traps are extra heavy and bath tub traps 
are of brass. 

The vent connections to the various 
fixtures are of the sizes called for in the 
New York Code and branch pipes are 
kept well above the tops of the fixtures. 
The earthenware traps in the water- 
closets and slop sinks are ventilated by 
connections taken from the branch soil 
or waste pipe immediately below the 
floor and all fixtures are back vented 
into the vertical vent risers. 

The floor drains in the sub-basement 


8° TO STREET 


|_Js6" FRESH AIR 
o INLET 


Fic. 1—Arrangement of Main Running 
Traps on Drainage System in the 
Molian Building 
and sub-basement. mezzanine are of the 
heavy galvanized iron cesspool type, 
with hinged strainers and are connected 
to dry wells. The floor drains in the 
basement are of brass, similar wey dig a lbr 
Mott Iron Works’ Plate No. 3083. The 
catch basins used with the floor drains 
are of cast iron and are about 9” square 
being similar to the “Brayman” made by 

the Jiffy Fire Hose Rack Co. 

The leaders are of extra heavy gal- 
vanized wrought iron pipe and are pro- 
vided at the roof outlets with screwed 
brass soldering connections for soldering 
on the roof connections. 

HE water supply throughout is 
a of standard weight galvanized 

wrought iron pipe, except the fire 
line and pump discharges, which are 
extra heavy. Where connections are 
extended from the building to the city 
water main they are run with 2” extra 
heavy galvanized wrought iron pipe well 
painted with asphaltum. The fittings 
on the water supply lines are standard, 
malleable, beaded, galvanized cast iron 
water fittings. 

On each supply main close to the out- 
side wall is located a 2” shutoff valve 
inside of which is located a water meter 
with a fish trap protected by 2” gate 
valves on each side, while a 2” check 
valve is located in the house side of the 
water meters. The mains are run from 
this point in full size to the filters, where 
connection is made into an 8” header. 


From this header 4” branches are run 
to the filters and an 8” valved by-pass is 
extended around the filters to provide 
for direct connection to the surge tank. 
On the discharge side of the filters con- 
nection is made into another 8” header 
which continues to the suction tank 
where two 4” valved connections are 
made to each section of the tank con- 
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A 4” line is also run from the dis 
charge side of the filters to a muffle 
tank, and the discharge from the muffie 
tank is connected to the suction side o 
the boiler-feed pumps with a cross con 
nection running to the hot water sup 
ply lines. : 

From the discharge side of the hous 
pumps a 4” line is run to the house tan] 
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Fig. 2a—Piping Connections Between the Sewage Ejectors in the #olian Buildin 
Cross Connections Permit Either Unit to Be Used 


trolled by Ford balance float valves. 

A 4” line is run to the boiler feed 
pumps, and is cross connected for 
emergency to the house tank pressure 
line with reducing valves, so.that water 
from either the house tank, surge tank, 
or street may be used. The street pres- 
sure pipes are also connected by a check 
valve and gate to the fixture feed lines 
on the discharge side of the filters so 
as to allow the fixtures on the lower 
floors to be supplied with water under 
street pressure in case of emergency. 

From each compartment of the suction 
tank is run an 8” pipe (with valves on 
each side branch to the tank) which is 
cross connected with gate valves both 
to the 8” discharge line from filters and 
the 8” filter by-pass before mentioned, 
which makes it possible to supply the 
combined house and fire pumps (to 


C6'Check “6'Gare 


on the roof with a 4” branch into ea 
compartment with a Ford float valve « 
the outlet. From a point just above tl 
fire reserve in the tank and from ea 
compartment is run a 6” line with 
gate valve connecting into the 6” head 
in the ceiling of the sixteenth floor. Th 
header furnishes the normal cold wat 
supply for all fixtures throughout 1 
building through valved drops whi 
have 214” valved outlets at each lev 
to supply fixtures. The branches 

each fixture as well as to each group 
fixtures are valved. 

The size of the supplies to the vario 
fixtures is: For water-closets, %”; u 
nals, %4”; cisterns, 1%”; bath tubs, 1 
lavatories, 14”; slop sinks, %”; sinl 
34”, and wash tubs, %4”. 

All branches to fixtures are terminat 
with 8” air cushions, and all main s1 
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Fic. 2b— Plan of One of the Batteries. of Automatic 50 Gallon Capacity Sew 
Ejectors in the Holian Building 


which this line connects) from any one 
of the three sources. Each discharge 
from the boiler-feed pumps is cross con- 
nected into a 4” boiler-feed line through 
gate valves and checks so that either or 
both pumps can be used as desired. In 
front of each of the three boilers a 2” 
valved connection is placed to supply 
feed water to the bollers. 


ply cold water lines are extended t¢ 
height of four feet above the high 
fixture on the line. 

A total of six sill cocks are instal 
on the 42d street and 43d street fro 
and are of polished brass with h 
nozzles and key handles. The branc! 
supplying these cocks are 1” in size ¢ 
are taken direct from the 2” street § 
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Insure your 
Business 
Against criticism 


ISSATISFACTION and criticism have 
ruined more good businesses than fires 
and accidents. The only policy that can 
protect you against this kind of loss is the 
enlightened policy of giving your customers 
the best of goods and the best of service at prices that are right. 


For twenty years and more, we have been supplying the trade with toilet 
tanks and seats that give stability to business because they give unvarying 
satisfaction to the public. Our present line includes the celebrated 


U copper 
Pike TANK 


No tank at any price is better. Noneis quite so beautiful, compact and effi- 
cient. None does such good work with so little noise. And none is built to 
stand the ware and tear like this. None sells at a price that is more reasonable 
t3 the cusumer and more profitable to the plumber. Our reputation and our 
guarantee are behind every Pfau White-Copper Tank. That is your insurance. 


We are prepared to furnish any seat in our catalog finished either in natural 
wood orin the same snowy white as the Pfau White-Copper Tank. Nothing 
could be better, nothing could be more sanitary than one of our special 
Sanitary Seats finished in Pfau White and installed in connection with a 
Pfau White-Copper Tank. 


At your jobbers. Booklet on request. 


THE PFAU MANUFACTURING CO. 


CINCINNATI, OHIO 
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New Ones 


“VULCAN” 


CHAIN PIPE VISES 


iii 


TGS 


The No. 1 or smallest size you will wish to take to 
dinner with you; so handy and so small you won't leave it 


out of your sight. 
like it! 


Capacity compared there’s nothing 
You can’t break ’em in service! 


When you're on big runs the No. 4 size with capa- 
city from 3-4 to 8 inch pipe will be your trouble chaser. 
Other Tools with like capacity cost much more, are double 
the weight and lack both the strength and utility of a 


“Vulcan.” 


Now made in 3 sizes. 


Try-out from your dealer if you wish; money back if dissatisfied 


J. H. WILLIAMS & CO. 
Superior Drop Forgings 
NO. 75 RICHARDS ST., BROOKLYN, N. Y. 


GUARANTEED 


hy CERISE S 


A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
It is different from ail others. 

In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechsnies can make it. 
Absolutely denendabie. 

MONITOR agencies offer profitable open- 
ings for progressive heating men. Our 
propositicn is liberal. Send for it. Your 
name ona post card brings it. 

Write now. 


Monitor Steam 
Generator Co. 
LANDISVILLE, PA. 
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ply. Shutoff valves are provided inside 
the building with 14” drip valves for 
emptying. 

The suction tank is of the open type 
and is set on a masonry foundation; it 
has a capacity of about 21,000 gallons. 
The house tank is also of the open 
type; is set on the roof and has a 
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The filter beds consist of sharp, screenec 
silicate sand and gravel of about 3/8 
in depth and the washing water j 
thoroughly distributed over every par 
of the bed during the washing operatio 
by a system of strainers which effect) 
ally prevent caking and lumpiness. Th 
wash of each filter is connected throug 


Fic. 3—Plan of the Typical Toilets Showing Location of Fixtures and Piping Arrang 
ment in the Aolian Building 


capacity of about 18,000. Both of these 
tanks are constructed of %” steel plate, 
riveted and calked tight, with proper 
stiffeners and braces. Around the top a 
4” x 3” angle curb is run securely riveted 
to the shell. In the center of both tanks 
a partition is placed so as to allow clean- 
ing of either half without cutting out the 
other side. 

Covers are provided on the suction 
tank of well braced steel and made re- 
movable, and two large size manholes 
are located in these covers so as to come 
over the ball floats. Above these man- 
holes in the sub-basement mezzanine 
floor are set two steel manholes to per- 
mit access to the tank from this level. 
Both tanks are carried on iron beams 
and are provided with steel ladders to 
reach the top of the adjustable ball 
floats and for entrance on account of 
cleaning and repairs. The covers were 
painted, after being thoroughly cleaned, 
with three coats of metallic paint. 

Each compartment of the house tank 
has the following pipe connections: 6” 
overflow, 6” fire line, 4” supply pipe, 4” 
emptying pipe, and 2” cleaning pipe; 
and each compartment of the suction 
tank has connections as follows: 6” 
overflow, 10” pump suction, 4” supply 
pipe, and 4” emptying pipe. 

The overflows are located 8” below the 
tops and the overflows and drawoffs are 
both connected indirectly to the drain- 
age system. All pipe connections to the 
tanks are made with inside and outside 
flange joints. Gauge glasses reaching 
the full height are provided for each 
compartment with finished brass bodies 
and four brass guards with valves and 
pet cocks. Under each tank is placed 
a steel safe extending 6” beyond all 
siaes and turned up 4” high around the 
edge. This safe has a 4” waste con- 
nected through a check valve into the 
overflow and draw-off pipe. 

HE filters installed consist of four 
cast brass, single cylinder type 
with a capacity each of 150 gallons 
of bright, clean and palatable water per 
minute. Their operation is controlled by 
a single controlling valve moving across 
a plainly marked dial. The inlets and 
outlets are 4” in size and the waste 3”. 


a 3” pipe with the overflow of the su 
tion tank. The filters are so valved th: 
one filter can be used exclusively fro: 
the street pressure supply to serye tl 
lower floors of the building. A coagula 
ing device is also installed with all co 
nectiors between it and the filter | 
brass pipe. 

The discharges from the two fi 
pumps are cross connected with yalvy: 
and checks so that either or both ce 
discharge into the 6” fire heater and ; 
that either can discharge into the : 
house tank supply line. Valves are : 


3"Vent Header 


4 Soil3 
Fic. 4—Elevation of Closet in the Bolu 
Building Showing Vent and Drain 
Connections 

installed that either system can be ¢ 
out as desired. The 6” fire line exten 
from these pumps (which are _ locat 
in the engine-room) to the house tan 
on the roof, where a branch is connect 
to each compartment as near the botto 
as possible and provided with a che 
and gate valve. Just before the che 
valve, is branched off an 8” header whi 
is run along the ceiling on the sixteen 
floor, and from which four 6” drops 4 
run down to the sub-basement ceiling, 
which location a cross connection 

made by an 8” line running the f 


‘ 
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sth of the building, which is in turn 
nected with the 6” discharge from 
pumps and with the 6” Siamese hose 
nections on each street front. The 
mese connections are provided with 
eks and valves with drips which are 
to the ejectors. They are of heavy 
ern, polished cast brass, with regula- 
. nozzles as approved by the New 
k Fire Department. The nozzles are 


vided with heavy, polished, cast brass. 


; and chains. 

n each of the four standpipes 21%” 
nches with 214” angle valves are lo- 
id at each floor. The valves are of 


‘el-plated brass with similar wheel © 


dles, escutcheons, etc. The spindles 
set horizontally and with the hose 
le looking down. At these outlets is 
lished 100 feet of 2%” best linen 
», with nickel-plated brass nozzle and 
uded right couplings. This hose is 
ied by a solid polished brass Howard 
iging hose rack—the hose, rack and 
e together with a fire extinguisher 
fire axe all being located in a 
net. 
he hot water supply for the building 
furnished from a single heater of 
) gallons capacity per hour based on 


5—Sectional View of Lavatory and 
ping Used in the Aolian Building 
se in temperature from 50 degrees 
}0 degrees Fahr. with steam supplied 
tmospheric pressure. This heater is 
oximately 38” in diameter and 130” 
being constructed with a 3” boiler 
shell and 7/16” steel heads, and 
d to 175 pounds hydrostatic pres- 
The girth seams are single riveted 
the longitudinal seams double 
ed. The steam coil is composed of 
amless drawn brass tubing tested to 
ounds inside pressure. 
is heater is provided with flanged 
ings for 2” water inlet, 4” water out- 
ireulation pipe, 3” steam inlet, 114” 
outlet, mud blow-off and thermome- 
connection. A safety water relief 
2 is provided and a_ thermostatic 
erature control valve. The 214” 
water for the heater supply is taken 
the 4” supply line in the attic, 
€ a valve is located and is run down 
e heater inlet in the basement. The 
‘ot water supply is run from the 
Tt with extra heavy galvanized iron 
up to the ceiling of the sixteenth 
Where a 4” header is located. From 
4” header hot water drops are ex- 
ed down to the basement, being 214” 


= 


in size as far as the sub-basement ceiling 
and 2” below this. The ends of these 
drops are connected together and carried 
back to the heater. Expansion joints 
are placed on both the hot water riser 
and the hot water drops at the third and 
tenth floor levels. 

Altitude gauges are installed in the 
engine-room on a marble gauge board. 
The gauges are in 12” nickel-plated cases 
and the marble is fastened to the wall 
with nickel-plated bolts and acorn nuts. 
These gauges are connected so as to 
show on one the street pressure, on an- 
other the cold water from roof tank, 
another the hot water heater attic pres- 
sure, and one the hot water heater sub- 
basement pressure. Each gauge is pro- 
vided with a 1%” nickel-plated cut-off 
valve, pet cock, nickel-plated syphon, etc. 

The valves used on this work are made 
of tinned steam metal and are good for 
a pressure of 200 pounds. They have 
heavy brass wheel handles and double 
discs. Those larger than 214” are iron 
body, brass seated and brass stem gates. 
The exposed valves at the fixtures have 
brass wheel handles and are polished or 
nickel-plated to match the other fixture 
accessories. The check valves up to 3” 
in size are heavy brass lifting check 
valves, globe type, and those larger than 
3” are extra heavy, iron body (brass 
mounted) swinging checks of Burnham’s 
self-adjusting patterns with Jenkin’s 
discs. 

Every valve except those immediately 
at the fixture has a brass tag at- 
tached with the designation and number 
stamped thereon, the tags attached to 
nickel-plated valves or white metal 
valves being of similar material. 

A typewritten list of valves is covered 
with glass, framed and hung in the 
engine-room, and shows the _ location, 
function and tag number of each. 

Ice water: is supplied to every floor, 
the total number of outlets being 38. 
The cooling plant is located in the sub- 
basement and consists of a cooling tank, 
circulating pump, a steam driven com- 
pressor and. a brine pump, with the 
necessary condensing and cooling coils. 
The cooling medium employed is car- 
bonic acid gas, and the circulating pump 
is of 2” x 14%” x 2%” size. Water sup- 
ply is furnished through a connection 
taken from the discharge side of the 
filters and run to the ice water tank 
with a float valve at that point. From 
this cooling tank a 114” suction line is 
run to the circulating pump through a 
chéck and gate valve. From the delivery 
side of the pump a 1” main is run along 
the sub-basement mezzanine ceiling sup- 
plying the two risers, which are of 1” 
size up as far as the ninth floor and 
%,” from the ninth floor to the roof. A 
1” valve and check is placed on the pump 
discharge and a 1” valve on each of the 
rising lines at the basement ceiling. 
Fach fixture is direct connected to these 
lines with a 1%” valved branch. From 
the tops of the rising lines %4” returns 
are run back to the ice water tank in 
the basement. All pipes and the ice 
water tank are covered with cork insu- 
lation. Drainage to the sewer is pro- 
vided for the ice water tank, cooling 
coils and other portions requiring same. 

All cold water pipes, leaders, house 
drains, fire lines, etc, throughout the 
cellar, working floors, sixteenth floor ceil- 
ing, and at tanks, are covered with two 
thicknesses of tar paper, 1” of the best 
hair felt, 1 thickness of resin and sized 
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TO 
STEAM SPACE 
OF BOILER 


BLEEDER 
TO BOILER 


iI WATER UN@) 
) OF BOILER 


What does 

The Broomell Vapor 

System of Heating 
mean to you? 


This—that at last you can make heating plant installations 
knowing that you'll not have to make a single alteration or change in 
order to meet heating requirements. Because this system always 
does every bit as much as you figure it will do. 


We take responsibility for its perfect working when installed 
according to our plans and specifications. 


There is no steam pressure or weight of water in radiators to 
cause leaks or breaks. No noises; no freezing. 


Automatic regulation of firing; quick, easy control of tempera- 
ture in every room, by famous Broomell Radiator valves. 


In short—big, sure, clean profits for you; for your customer, 
complete satisfaction, something no other system gives. 


Ask us right now for the handsomely illustrated booklet, de- 
scribing this wonderful system. We'll send you, with it, full 
details of our business plan—telling how we work in the inter- 
est of the heating contractor. This is information no progres- 
sive contractor can afford to be without. 


Vapor Heating Company, 
Room 551, North American Building PHILADELPHIA 
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JARECKI MFG. CO. 
ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pfpe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 
Motor Attachment. We 
can furnish Bolt Thread- 
ing Attachment for these 

machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 
Is it worth while to save ten cents on 
a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 
You will find our Steam Brass Goods 
just what you want. Write us 


KINSEY & MAHLER CO. 
PEORIA, ILL. 


— 
“THE PRIDE + NEW ENGLAND” 


DUILERS 


Steam or 
Water 


Send for Catalog 


Putnam Foundry 
& Machine Co. ~ 


Factory: Putnam, Conn. 
OFFICE AND SALESROOM - - 73 SOUTH MAIN ST., PROVIDENCE, R. L 


Some of the Prominent Advertisers 


in these columns use 
H. & D. CORRUGATED FIBRE BOXES 


For shipments of Bath Room Fix- 
tures and Brass Goods, with hand- 
some savings 

IN COST 

IN FREIGHT 

IN STORAGE ROOM 

IN HANDLING 

IN PACKING 


H. & D. Boxes please the customer 
by their Convenience and Cleanli- 
ness, and they are covered with 


FREE SPACE 


Write us and let 


for advertising. 
us refer you to our 


SATISFIED CUSTOMERS 


THE HINDE & DAUCH PAPER CO. — Sandusky, O. 


Canadian Trade Address Toronto, Canada 


paper and No. 8 canvas cover neatly 
sewed on and fastened with copper wire. 
All hot water lines are covered with sec- 
(ional covering and with No. 8 canvas 
sewed on, and the risers in shafts and 
pipes in attic and sixteenth floor ceiling 
are banded with brass bands. 

The hot water heater is covered with 
114” magnesia covering, cemented, wired, 
banded and covered with No. 8 canvas. 


The ice water lines are insulated with’ 


_ork covering and moulded fittings, cov- 
red with No. 10 canvas sewed on and 
,ainted with two coats of fireproof paint. 

At all other points the pipe covering 
zonsists of sectional cover, suitable for 
hot or cold water as the case may be, 
with moulded fittings of same material. 
This is jacketed with No. 10 canvas and 
banded, over which a No. 10 canvas 
sover is sewed on and painted two coats 
ireproof paint. 

The fixtures installed in this structure 
were furnished by the Hinsdale-Meyer 
Company of New York. They may be 
briefly described as follows:— 

The water-closets are “Tribune,” vitre- 
ous china ware and have Hinsdale, “Im- 
oerial,’ boltless, screw-joints at the floor 
and specially formed anti-fouling rims. 
They are flushed by Boyle balanced 
dushing valves with “Federal” angle 
stops, and “Hinsdale” adjusting coup- 
lings between the angle stop and the 
flushing valve. The woodwork of the 
seat is birch, mahoganized cabinet finish. 
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The urinals are “Gotham” porcelain 
urinals with sides ground to set between 
marble partitions and are flushed with 
Boyle valves with “Acorn” spreads in- 
side the urinals, the outlet having 
“Hinsdale” couplings with china strain- 
ers. Urinals are 24” wide and are get 
in batteries of various numbers in the 
different toilets. 

The lavatories in the toilet rooms are 
porcelain “Yorktown” pattern 24” wide 
all setting free from wall, and fitted with 
Hinsdale “Crown” waste and overfiow, 
with china knob on waste fitting; they 
are supplied through “Zenith” push 
button, self-closing, slow-operating basin 
cocks, supply pipes having angle stops 
and trap being regulation. 

The lavatories in the offices are 
enameled iron with integral backs, eithe1 
corner or pier pattern, and have the 
same trimmings as described for those 
in the toilet rooms. 

The slop sinks throughout the building 
are enameled iron on regular trap stand 
ard, top of the sink being finished with 
brass flushing rim, flushed by Boyle bal 
anced flushing valves, and sink nozzle 
supplied through combination slop sink 
fixture with pail, hook and bracket. 

The baths are four in number of por 
celain, base pattern, 5’-6” long, with com 
bination high bell supply fitting. Thes 
baths are glazed inside and out anc 
the engineer has a separate showel 
in his department in the basement 
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> MODERN PLUMBING ¢ 


INDUSTRIAL PLUMBING © Q) 


S 


BY © F. 


a es figure the requirements of wash 


sinks and lockers with their rela-. 


tion to each other, we have shown 
in the preceding chapters in October ist 
and 15th issues of THE PLUMBERS’ TRADE 
JouRNAL 134 lockers arranged in double 
tier, allowing one locker to each man. 

There are also shown here two double 
18’-0” wash sinks equalling 72 lineal feet 
of wash sink. The proportion usually 
allowed for sink is one sink to every 3 
men, because it would simply be a waste 
of money to provide a sink (and when 
we say sink we mean 21” lineal inches 
of this sink) for every man, as naturally 
the men working nearest this washroom 
at quitting time, will be in first, secure 
their towels and be washed by the time 
the ones farther away will be ready; so 
that allowing 3 men to a sink and calling 
a sink 21” long, we have the following 
proportion : — 

134 divided by 3 equals about 44 and 
44 x 21” equals 924” or 77 lineal feet of 
sink—but as these troughs are only sold 
in certain lengths, we have to install the 
nearest size to the length required, which 
in this case is 72 feet of wash trough. 

In the washroom upstairs we have 
locker facilities for 266 men. Dividing 
266 by 3 equals about 88 and 88 xX 21” 
equals 1,848”, which divided by 12 equals 
154 lineal feet of sink wanted. If four 
single 20’-0” sinks are placed against the 
walls and two double 15’-0” sinks (which 
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equals 80 feet and 60 feet of sinks) wé 
have a total of 140 lineal feet of trough 
This is all we can get in and allow plenty 
of room at the head of the stairs, as i: 
necessary on account of these stairs be 
ing crowded with men when they aré 
used and should therefore be wid 
enough, and the aisle at the top larg 
enough, to permit quick dispersing of th 
men to their respective lockers whet 
they are in a hurry to get home. I 
there is unnecessary crowding at thi: 
time they will soon stop using the fa 
cilities, which of course is undesirable 

The shortage of 10 feet of sink whicl 
is required according to the formula does 
not amount to much but if the othe! 
conditions permitted, the additional 1( 
feet should have been installed. 

‘@ is not always advisable to have on¢ 

sink to every 3 men, as sometime: 
the men living close to the shops prefe! 
to go home to wash up; in this case, fou 
or even five men may be counted t 
one sink. 

Another thing, in foundries the com 
pany usually has showers placed for thé 
use of the men; if this is so, use five 0! 
even six men to a sink in calculating thé 
amount required, and for the number 0! 
showers wanted, a shower for about 
every 20 men is a fair average, since ir 
foundries the men do not knock off work 
all at the same time, owing to the fact 
that they are frequently doing piecework 
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nd take care of a certain amount of 
ork every day, or a certain amount of 
oor space. As they cannot all pour at 
ie same time, the result is that the men 
re quitting at various times in the after- 
oon or morning (as the case may be) 
; soon as their work is over. 
Now for the urinals, it is figured that 
man uses these several times per day 
it not long at a time so that if we pro- 
de one urinal (which in case of a uri- 
11 trough is considered as 18” lineal 
ches for each man) for every 40 
en we are providing ample urinals for 
eir use. 
There are shown here two 87-0” uri- 
is, which equal 16-0” x 12” or 192 
1eal inches, which divided by 18” equals 
urinals or facilities for 400 men; so 
» have here shown ample urinal pro- 
sion for these men. When calculating 
this basis with an average use of the 
inal by each man once in two hours 
» have one-half the men (20) using 
eh urinal. every hour, which allows 
ree minutes to each man. 
Now for the water-closets, twice as 
ny per man are allowed as urinals, 
cause they use these much over twice 
long as they would a urinal, even 
gugh they are only used per man about 
ice a day; so if we allow two water- 
sets to every forty men or one water- 
set for every twenty men we have 
ough for their comfort; in this case 
had only room enough to furnish 
water-closet for every twenty-five men, 
the room next to the toilet room was 
ad as a fan room for indirect heating 
rposes and could not be encroached 
ym. 
\s will be seen in Fig. 4, we have 
teen water-closets, one closet a private 
t at the far end for the foreman’s use 
lusively. 
erhaps some of our readers may ask 
y the foreman is made to walk clear 
the farthest end of the room to his 
et, but there is method in this seem- 
madness; you all know how easy it 
to spend more time sitting at the 
set than is absolutely necessary and 
having the foreman’s closet at the 
hest end, it gives him an opportunity 
seeing all his men without giving the 
ression that he is spying upon them. 
| is for this same reason that these 
ets do not have doors but have iron 
slate partitions about 2’-6” deep. 
he sink placed at the end is a slop 
< located there so a man cleaning up 
nabled to get a pail of water. And 
it here, let some advice be given to 
readers on a point where many archi- 
S and designers fall down by neglect- 
to provide a place to get a pail of 
er; for instance, leave out this 
‘ and with all your plumbing in- 
led and water flowing into all your 
res, you could not get a pail of 
er; the trough faucets would not be 
1 enough to put a pail under. 
his also holds true in residence work, 
the writer has seen eight and nine 
room residences laid out without a 
ision of this kind, making it neces- 
to go outside and put the pail 
erneath the sill cock. It is only a 
dle matter of putting a slop sink in 
set off of the hall on each floor. Pos- 
y this may be called wandering from 
text, but the importance of having 
nk where one may get water is abso- 
y Necessary in all cases and es- 
ally in the plan shown here. 


a you will look at this plan and the 

section facing the urinals you will 
notice that there is shown a gutter 
underneath the urinals extending the 
whole length and sloping at each end 
towards the middle, where a brass floor 
strainer and trap is placed and a waste 
line connected to the sewer. This is 
obviously a necessity in a place like this, 
and has been found to be a very good 
scheme, as it is easy to get a pail of 
water or a hose and flush this gutter out 
once or twice a day. 

Referring to the sectional view of the 
work shown in Fig. 6 herewith, it 
will be noted that wherever possible 
there is a cleanout placed; this has been 
found to be a necessity in this class of 
work, as plumbing pipes seem to appeal 
to workmen as an admirable place to 
throw old overalls, towels, lunch boxes, 
newspapers, etc., as they think that they 
will never appear again. For this reason 
the pipes are run as large as possible and 
cleanouts placed in every accessible place. 

Another important thing you will no- 
tice on these plans and sections is that 


there will be hot water at wash time. 
Practically the only cost of the hot water 
is the cost of the heater, for in winter 
time to heat the water the exhaust steam 
can be used from the fan and fan engine 
supplying the ventilation to the buildings. 

Of course there are variations in fac- 
tories and shops and different kinds of 
fixtures, some better than those shown 
here, and some far worse. 

HERE is one thing to which par- 

ticular attention should be called 
and that is the absence of a house 
trap and fresh air inlet on the plan; 
this is being done in this class of work 
right along and if the end of the soil 
line is carried directly up through the 
roof, as it is shown on this plan, the 
results are the same as if you went to 
the expense of putting in a fresh air 
inlet and trap, building a brick pit and 
manhole frame and cover. 

In furnishing women’s toilets in fac- 
tories and shops, the individual closet is 
necessary, and they should be individual 
in every sense of the word. A factory is 
now being built in ths western part 
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Fic: 6—Frequent Cleanouts Provided in Factory. Section Showing Lockers, Fixtures 
and Piping 


in providing water supply to these wash 
troughs, it has not been forgotten to run 
the supply down at each end of the 
trough, thus making the line continuous 
and fed from both ends. This has been 
found in the writer’s experience to be an 
absolute necessity, for with all of the 
faucets opened at wash time and with 
your supply at one end only the last 
two or three faucets are only getting 
bubbles while the faucets nearest the 
supply are getting all the water. This 
limits the capacity of your sink and dis- 
courages the men, who will not take the 
time or trouble to wait and will simply 
go without using the sink. Be sure, 
therefore, to connect the supply to each 
end and .make it large enough go that 
when the sinks are used to their maxi- 
mum capacity, there will be sufficient 
pipe area to give an ample and plentiful 
supply of water to each and every faucet. 

Usually there is only cold water used 
on these fixtures, but in some cases there 
is a small steam coil heater placed for 
use in winter being turned on an hour 
or so before the sinks will be used, by 
the man who takes care of the room, so 


of New York State, which employs a 
large number of women; it has small 
rooms 3’-0” x 3’-0” for each water-closet; 
this is to prevent more than one girl 
going in the room and spending an hour 
talking over present, past and future 
social events. But you will find women 
very careless in throwing things in 
closets and causing much trouble from 
stoppage unless the extreme is gone to 
(as the writer has seen done in some 
cases) of using 12” diameter galvanized 
soil stacks, spiral riveted in a factory 
employing a large number of girls; of 
course this could not be discharged into 
any sewer, but was discharged in large 
steel tanks which were regularly cleaned. 

If overhead flush tanks with a chain 
pull are used, they should be protected 
by a wire mesh from serving as re- 
ceptors for everything that is too big 
to be thrown down the closets. 

The main things, however, in women’s 
toilets are to make them individual and 
the pipes extra large with many acces- 
sible cleanouts, and don’t forget the im- 
portant detail of providing mirrors over 
lavatories in the wash rooms for them. 
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this trap, It has been in hun- 
dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 


See the deep seal 
and very large 
water body? See 
the way it is made? 
There you have 
the reasons. 


Jan. SSvua 
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Send for particu- 
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McAuliffe Non-Siphoning Trap Go. 
51-53 Pearl St. Chelsea, Mass. 


Herschler 
Faultless 


Ball Cock 


Has a plunger 
that lime, mud 
or sand has 


no eect on. 
‘Lhis is abso- 
lutely guaran- 
teed. 


Full 


lars 


particu- 


for the 
asking. 


Manufactured by 


A. D. Herschler, 
Ashland, Ohio 


The ‘‘NO-SOL”’ 


Solderless Copper Float.s 
Made to Last ‘The only Real Float Made 


Always Gives Satisfaction 


‘ 


| | 


5 in. round 4x5 in. oval 


” 
The secret of our success with the “NO-SOL, 
Float is the little rubber washer that is use 
in the seam, without this no float would b® 
tight, and the longer the rubber washer is in 
contact with the copper the more tight it gets 
as the rubber vulcanizes to both sides of the 
float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time. Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. All we ask is that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number offloats shipped each day 
2,500. We can ship more, send us your order 
and find out. Beware of Infringements, 


Manufactured by 


The Ayling & Reichert. Co. 
Toledo, Ohio 
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| in Hleating Plants 


BY CHARLES 


OME time ago the writer was 
called to determine, if possible, 
the cause of serious water ham- 
mer in a somewhat extensive 
plant where direct radiation 

was used on a gravity return to the 
boilers. The main building gave no 
trouble, the difficulty being confined to 


a wing of considerable 
length. It was found 
that the main building had a basement of 
good depth and the supply pipes were 
carried near the ceiling and the returns 
about eigheen inches above the floor and 
well below the water line of the boiler. 
The wing was a later addition and con- 
tained no basement, there being a 
space of about thirty inches between the 
floor joists and the ground. As the floor 
was on the same level as that of the 
main building, dry returns were used in 
this space, being brought out and con- 
nected with the sealed returns in the 
main basement. 

The method of making the supply and 
return connections in this part of the 
building is shown-in Fig. 1. It will be 
noted that the return from the first ra- 
diator is brought back directly into the 
main at the point “A,” and that the con- 
nections with the other radiators are 
practically the same. Also, there is no 
drip at the end of the supply main at 
“B” The result was as follows: First, 
although the supply pipe was graded up- 
ward in the direction of the flow of 
steam, and dripped in the main basement 
before entering the shallow space, a cer- 
tain amount of condensation accumu- 
lated, was carried along with the steam 
and, not escaping at the point “B,”’ kept 
surging back and forth. When enough 
had collected, its weight overcame the 
steam pressure and it drained back to 
the drip connection in the basement. 

HE worst trouble, however, was in 
a3 the return pipe, and the action 

there is made plain by reference 
to the cut. It is evident that the pres- 
sure drops slightly in both supply and 
return pipes as the distance from the 
boiler increases, so that a higher pres- 
sure may be expected at “D” than at 
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“Cc” and at “A” than at “D.” 


sults in the condensation beyond SAGs 
(toward the right) being held back by 
the higher pressure in the vicinity of 
this point, with a greater or less amount 
of water hammer, depending upon the 
amount of water present. 

If the space had been a little deeper, 
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Made for Returning 


Except Through It 


and there had been no danger of freez- 
ing, the simplest method of overcoming 
a condition of this kind would have been 
to place a siphon loop at “B,” draining 
the end of the supply pipe into the re- 
turn. Also siphons should have been 
placed in the radiator return drops at 
“A” and “D.”’ In the present case, how- 
ever, the space was too shallow for loops 
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to extend much below 
the return pipe, and, as 
steam was shut off at 
night, and the space be- 
neath the floor unprotected from the 
cold, there would have been danger of 
freezing. 

The remedy used is shown in Fig. 2. 
First, a %4” pipe was connected at SB 
and brought back to the main basement 
and there provided with a siphon loop 
before connecting with the return. The 
return leading to the left from “A” was 
disconnected, and the condensation from 
this point made to flow toward the right 
as shown by the arrow in Fig. 2. At the 
end of the return line (“C”) a pipe is 
connected and brought back to the main 
basement, where it is joined to the sealed 
return at the same point as in the old 
arrangement. The general direction of 
flow in the different pipes is shown by 
the arrows in Fig. 2, and the. object 
sought was first to drip the end of the 
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supply pipe through a siphon; and, sec- 
ond, in case of the return, to introduce 
the highest pressure at the extreme end 
of the line, and the lower pressures at 
intermediate points toward the boiler. 
The effect of this is to gently force the 
condensation in the right direction in- 
stead of holding it back. 

NOTHER case similar to this is 
shown in Fig. 3. This occurred 
in a normal school dormitory of 

medium size heated with direct radia- 
tion. The basement was of good height 
so that a sealed return might have easily 
been used, but evidently the fitter who 
installed the job did not appreciate the 
advantages of this method. 

The general arrangement of the sup- 


_ply and return piping is shown in dia- 


gram by the full lines in Biggio fhe 
drips at the ends of the supply lines and 
the radiator returns were connected di- 
rectly with the horizontal mains without 
regard to the direction of flow or the 
backing up of condensation or the short- 
circuiting of pressures. The water was 
therefore trapped in the returns and 
held back by the steam at various points 
throughout the system, which caused 
much water-hammering and singing. 

As there was plenty of space below the 
returns and as the basement was always 
warm enough to prevent freezing, the 
simplest remedy in this case was to put 
siphon drips upon all the return drops 
from the radiators except the last two 
or three upon each line, where the pres- 
gure was so nearly equal that there was 
no danger of backing up. In addition 
to this, the end of each supply line was 
dripped through a siphon loop, the 
length of pipe “A” being removed. 

In another building a portion of the 
rooms were heated by indirect radiation 
and those stacks near the ends of the 
lines failed to work properly. When 
first turning on steam there would be a 
good deal of hammering and snapping 
in these stacks and they would seem to 
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dy for the Conditions Described in ig. 1. Drip 
Pipe Connected With Return by Siphon 


be partially flooded with water, which 
would flow almost continuously from the 
air valves. After a considerable length 
of time, as the system got warmed up 
and the pressures were better balanced, 
this action was not so severe, but the 
most distant stacks never seemed to be 
entirely free from water. 

It was found that the elevation of the 
stacks above the water level of the boiler 
was rather scant for the long runs of 
pipe, and that also there was a large 
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swing check valve in the 4” return ne 
the boiler. As it takes a considerab 
height or head of water to open a lar 
check, it was thought this might be t 
cause of the water level rising above t 
bottoms of the more distant stacks. Tt 
check was turned pretty well over | 
its side, but left in such a position th 
any sudden rush of water from t 
boiler would close it. The change 

position reduced the pressure of wai 
to such an extent that the water le 
was lowered over a foot, which was s 
ficient to clear all stacks. Large chec 
of the ordinary pattern should not 

placed in a vertical position in main 

turn pipes unless there is ample sp: 
between the water line in the boiler a 
the lowest radiator. 

T is best, if possible, to use an alu: 
J num clapper and turn the ya 

about 45 degrees from a vertical 
sition. With supply and return pipes 
ample size, and the connections so m: 
that the pressure is evenly balan 
throughout the system, there is y 
little need of a check in the return un 
ordinary conditions. 

A case comes .to mind in a hosp 
building where the direct radiators 
one riser failed to work properly. ( 
densation would gradually collect in 
radiators, and would cause them 
snap and boil continuously, although 
connections, which were of the sin 
pipe type, seemed to be of ample s 
and well graded. The amount of ra 
tion was measured and found to 
large for the size of the riser. Enlars 
this one size overcame all of the trou 

When the riser is too’small it inere: 
the velocity of steam flow to such 
extent that the condensation will 
eadily flow downward, and the w: 
will be picked up in the form of a sI 
and carried back into the radiators. 
illustration of how easy it is to ¢ 
look the cause of trouble in a fa 
system is shown by the following 1 
tration. In a large school building 
supply for the direct radiation for 
entire system was first carried to 
attic through a 7” riser, and there 
tributed to the various supply di! 
The main riser was dripped at the 
tom through a siphon loop leading 
dry return, as shown in Fig. 4. 


HEN the system was first sta 
W up, and for some time afterv 

it worked satisfactorily. / 
a time there began to be more or 
water-hammer in the horizontal ! 
leading to the large riser, and the d 
radiation supplied by it was rather 
in heating up. This condition : 
worse until finally the surging 
water-hammer became so severe th 
was feared the tee fitting at the ba 
the riser might be fractured. This 
ing would continue for an hour or 
after turning on steam, the top of 
riser remaining cold, until finally | 
would be a rush of steam and | 
through the pipe and a large amoul 
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condensation would some back to the re- 
ceiving tank, flooding it for a time until 
the pumps were able to take care of it. 

The radiators would heat up rapidly 
after this and there would be no further 
trouble through the day. The first thing 
which suggested itself was a stoppage 
in the drip at the base of the riser; 
pipes “A” and “B” were both found to 
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Have a New 


CATALOGUE 


DIAM KYSER 


Fic. 4—Dripping the Main Riser by Si- 

phon Loop to Return 
be hot and water and steam blew freely 
from the cock “C.” This apparently 
showed that there was no obstruction in 
the drip pipe, and other causes were 
looked for, but without success. Finally 
another examination was made of the 
siphon drip, and by chance my hand hap- 
pened to touch the middle pipe at the 
point “D,’ and this was found to be 
practically cold. 

The pipes “A” and “B” were still hot 
and steam and water blew freely from 
“C.” The middle pipe “D” was also hot 
at top and bottom but grew cooler to- 
ward the center, where it was quite cold. 
Steam was shut off and the plug removed 
from the bottom of the return bend into 
which the cock “C’” was screwed. A 
wire was run up pipe “B” and it was 
found to be clean, but the middle pipe, 
“D,” just at its connection with the 
return bend, was packed with grease 
and scale, closing the opening entirely. 
This was removed, and steam turned on, 
and there was no further trouble with 
the system, although the precaution was 
taken to remove the plug occasionally 
and see that the bottom of the loop was 
free from sediment. 

The reason for the peculiar action was 
that when steam was first turned into 
the cold main in the morning there 
would be formed a considerable amount 
of cvol condensation, and the drip being 
plugged this would continue to surge 
back and forth in the main, practically 
stopping off the flow of steam into the 
base of the riser. This volume of water 
would increase in amount by the con- 
densation of steam in the main and its 
temperature would of course approach 
that of the steam from which it was 
condensed. 


INALLY,’ after a sufficient amount 
F had formed to entirely close off the 
riser, a partial vacuum would be 
formed in the distributing branches and 
radiators and a portion of the water in 


the form of a solid plug would be forced 
by the steam to the top of the riser and 


Norka Radiators 


Have You Received 
a Copy? 


If not, tell us so, 


We'll Send it 


Williamsport Radiator 


Company 
WILLIAMSPORT, PENNA. 


99 Beekman Street 
: NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 


into the branches. As soon as a flow 
Was once established the velocity of the 
steam would carry up the remainder of 
the water in the main and also keep it 
clear through the day. 

The rush heard in the riser was caused 
by the plug of water being forced up by 
the steam, and this usually occurred 
after the engineer had increased the 
pressure by opening the by-pass around 
the reducing valve for a short time. 

Pipe “B” in the loop was kept hot by 
the hot water and steam entering from 
the top, and pipe “A” was kept hot by 
steam backing in from the return. Pipe 
“D” was full of water from the conden- 
sation of steam and was kept warm for 
a distance from each end by contact with 
the hot water and steam in the other 
pipes. 

This goes to show how easy it is to 
overlook the real cause of a difficulty of 
this kind, and how careful one should be 
in making an examination of a plant 
which is not working satisfactorily. 

CASE somewhat similar to this 
A occurred in a store and office 
building supplied with exhaust 
steam from a near-by power plant. 
Here the entire system circulated nicely 
with the exception of the radiators on 
one 2144” riser at the extreme end of the 
run. 


This riser had no drip at the bot- 
tom and a considerable amount of con- 
densation in the system of piping was 
driven to this point, owing to its location 
at the end of the line. 

First, a drip connection was made di- 
rectly into the return from the base of 
the riser, but this failed to help. Water 
would gradually collect in the upper 
radiators. Next, the direct connection 
was removed and a siphon drip substi- 
tuted. This worked no better. As there 
was but a small difference in level be- 
tween the steam and return pipe they 
were re-graded in order to give a greater 
difference, but this did not remove the 
trouble. 

Now, in order to test the operation, the 
drip pipe was led to a sink and a valve 
provided at the end. This was opened 
just enough to carry off the water and 
was closed slightly as soon as clean 
steam began to blow through. This kept 
the pipe clear of water and produced a 
good circulation in the radiators. As 
steam could not be allowed to blow this 
way in an occupied basement, the same 
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Fic. 5—Most of the Air Separated at the 


Expansion Tank 


result was obtained by connecting the 
drip with a trap placed on the floor, 
several feet below the bottom of the 
riser and discharging the condensation 
into the sewer. Just why the siphon 
drip did not answer the purpose it is 
hard to say, and not infrequently it 
seems impossible to determine just why 
certain actions take place in heating 
work. 

In cases like the above the first thing 
is to make a careful study of the matter 
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“PEERLESS”’ 
Floor Drains 
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These and_our one hundred or more othe> styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN’S SANIVARY 
SAFE GUARDS No. 16 contains many new and 
improved fixtures. Write today for full infor.aation. 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 


419-421 North 52nd Ave., CHICAGO, U.S. A. 
Long, Distance Tel. Austin 543 


Do you want a Valve that 
really gives satisfaction on 
a Vapor or Atmospheric 
Heating System? 


Patented 
Regulating 
Valves 
DO 
control 
the 
tempera- 
ture 


ae: 


The Davis Valve will 
use every heat unit. We 
don’t claim im possibili- 
ties but our Valve is a 
wonder. You can decide 
after your first trial. 


LOUIS N. DAVIS 
38 East Gay St., Westchester. Pa, 


Do away with the drinking cup 
Substitute the 


ASHTON SANITARY 
BUBBLING DRINKING 
FOUNTAIN 


An efficient and 
inexpensive foun- 
tain THAT IS 
SANITARY. Can 
be applied to any 


faucet or basin 
cock in schools, 
factories, hospitals 
and hundreds of 


other places. We 
have other types 
too. 

Send for our Catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 
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When your customers 
ask your opinion as to 
the type of boiler best 
adapted for their needs 
you can confidently 
recommend a 


Pierce Modern 


Pierce Modern Steam Boiler fitted 


® 
with new triangular bar grate and 
= oiler 


Made for either steam or hot water. And you 
can prove your claims convincingly by pointing 
out the many unique features in its design and 
construction. It is economical in fuel consump- 
tion, requires little attention and is easy to 
install. The new triangular bar grate and 
base used in this boiler have proven very efh- 
cient. The grate is extremely 
simple in its operation and its 
compact construction makes it 
practically indestructible. We 
shall be pleased to furnish 
any further particulars upon 
request. 


Pierce Mark 


Pierce Modern Water Boiler fitted Pierce, Butler & Pierce Mfg. Co. 
with new triangular bar grate and Syracuse, New York 


base. 


Not a single Beler water valve 
has stuck during the last year. 


Not a single Beler burner has 
been replaced or repaired during the 
year. | 

No other maker of automatic 
water heaters can truthfully say as 
much. 

This means a lot to the Plumber 
who has to stand the racket when 
anything goes wrong. 

Buy the “Beler” and you will not 
have any “come-backs’. 


‘‘Reasons Why’’ sent upon request 


Beler Water Heater Co. 


PITTSBURGH, PA. 


|The building consisted 
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and make a trial of what seems the most 
reasonable, and if that fails try some- 
thing else along the same line. Work of 
this kind should not be done blindly, of 
course, but should be carried on as a 
series of tests according to the results 
obtained. 

N another building which extended 
] over considerable territory, there 

was trouble at times with water- 
hammer and with a considerable fluctu- 
ation of the water line in the boilers. 
of two long 
wings of about equal size, with steam 
supplied by two _ horizontal tubular 
boilers. The leads from the boilers were 
connected into a single header, or main, 
which separated into two branches, one 
leading to each wing of the building 
and valved independently. 

One day the steam main leading to one 
of the wings was shut off, when it was 
noticed that the system in the other 
wing worked perfectly—and that the 
water line in the boilers remained stable. 
The other wing was then shut off and 
the conditions reversed. As the boilers 
were of the same capacity and the build- 
ing wings of practically the same size, 
the piping was changed so that one 
boiler would supply one wing and the 
second boiler the other. In this way 
satisfactory results were obtained al- 
though it was difficult to tell just why 
this arrangement should work better 


Fic. 6—WMore Satisfactory Connections 
Than Those in Fig. 5 


than the original one. Evidently trying 
two wings together distributed the pres- 
sure balance in the system and caused 
the unsatisfactory action. 

In making the changes in. the piping, 
a cross-connection was made so that each 
boiler could be used for either wing, and 
also for the entire building. It is, of 
course, much more satisfactory to report 
cases where the cause of a difficulty is 
found, and the action of the remedy 
clearly understood, but there are in- 
stances where it is not possible to do 
this, and a remedy, even without know- 
ing just why it works, is often of con- 
siderable value in a similar case. 

In a dwelling house heated by hot 
water a first floor radiator failed to heat, 
the temperature being much lower than 
others on the same line of piping. The 
supply pipe was found to be of ample 
size, and, so far as could be seen, was 
properly run. As the difficulty seemed 
to be due to sluggish circulation, and the 
main was hot, it seemed best to trace 
the pipe connection through the floor. 

After a few boards of the basement 
sheathing were removed it was found 
that in offsetting around a floor beam, 
four rightangled ,bends had been made, 
thus introducing a considerable amount 
of friction. By changing the arrange- 
ment, three of these were avoided and 
a long-turn fitting was used in place of 
the remaining one and another test made. 


SE. 


This so eased the resistance that 
good circulation was produced. 

In another hotel the main return & 
brought back to a receiving tank in t 
power-house and from there was au 
matically pumped into the boilers, , 
though the power-house was some d 
tance away from the main building 4 
the main return pipe of rather sm 
size, the system, worked satisfactor 
when once warmed up. In the morni 
however, when the amount of radiati: 
and consequently the condensation, y 
considerably increased, the return y 
rather sluggish and the radiators sl 
in heating up. This condition was eas 
remedied by placing a steam ejector 
a by-pass in the main return pipe ni 
the receiving tank and connecting 
with boiler pressure. In the morni 
this would be turned on for a sh 
time until the returns were cleared 
water and a good circulation establish 
Sometimes on very cold days it v 
found best to use,the ejector for a f 
minutes late in the afternoon also, wl 
the condensation was rather heavy. 

N another case, a factory buildi 

heated by direct steam coils ¢ 

having long runs of horizontal | 
ing, the same results were obtained 
attaching a small vacuum pump to ~ 
main return pipe for use for a sh 
time after turning on steam in 
morning. This would rapidly clear 
coils and returns of both air and ec 
densation and put the system in work 
order for the day. 

The amount of steam used in runn 
the pump or injector is small for © 
short time required, while the resi 
are very advantageous. 

Fig. 5 shows a case where difficu 
was experienced by the water boiling 
the expansion tank in very cold weat 
when the water was circulated at a h 
temperature. The main riser was ‘ 
ried directly from the boiler to the té 
and branches for attic or overhead | 
tribution taken off at each end as sho 
The advantage of such an arrangem 
is that the system is self-venting, m 
of the air being separated from the we 
in the tank and finding its way 
through the vent pipe. This was la 
corrected by changing the piping to 
form shown in Fig. 6, in which ¢ 
the circulating water does not enter 
tank. 


Milwaukee to Have Anothe! 
Public Comfort Station 


HE common council of the city 

Milwaukee, Wis., has authori 

the erection of a second pu 
comfort station. The first of this k 
was erected some time ago on the F 
avenue-Sixth street viaduct. Now it 
proposed to erect a similar structure 
the triangle bounded by Clinton ‘ 
Mitchell streets, and Kinnickinnic < 
nue. Bridge Superintendent Pinney | 
estimated that the building will cost 
the neighborhood of $2,500. After 
buildings and grounds committee 
put its approval on the appropriation 
the structure, the plans were acceP 
by the council. It has been proposed 
a long time to erect public comfort | 
tions below Grand avenue pridge ° 
in Juneau Park. No definite plans h 
as yet been made for these stations, 
the architect is drawing plans for lar 
stations at these last-named places. 
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\lllaquiries Must Bear the Names 
of Senders 


N order that inquiries to the Editor 
[ of the Queries and Answers columns 

of THE PLUMBERS’ TRADE JOURNAL 
lay be answered without unnecessary 
elay, senders should sign their names 
9 communications. This is required 
imply as a matter of good faith and 
ames will not be published if desired. 
[ the reader of THr PLUMBERS’ TRADE 
OURNAL Who signs himself “An Appren- 
ce” will forward his name, we will give 
is inquiry attention in the next issue. 
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fhe Origin of Traps in Sanitary 
Plumbing 


In reply to an inquiry as to the origin 
the trap, the following has been sub- 
itted by an authority :— 
The origin or first use of the drain 
ap for domestic or other purposes is 
st in antiquity. The trap as we know 
today is an evolution from the siphons 
the ancients and which were used for 
mveying water through valleys. or 
ross hills or mountains. 
Eubanks in his “Hydraulic and Other 
achines,” says that according to Rose- 
id and Wilkinson we have irresistible 
oof that siphons were used in Egypt 
50 years before Christ. 
S traps or tubes so shaped were called 
“sipho” by Appollodorus, and in Claud- 
s's reign they were used in the city of 
‘ons. We have only to quote Pliny in 
der to give another instance of their 
tiquity. He says: “Water always as- 
nds of itself at the delivery to the 
ight of the head from whence it gave 
ceipt. If it be fetched a long way, the 
ter will rise many times, but the level 
the water is still maintained.” 
Those who have made an exhaustive 
dy of the subject are inclined to the 
lief that traps were discovered or in- 
noted, for gaseous purposes, by the 
rly chemists. It is said that Glauber, 
> old chemist, knew the value of the 
nk-trap—modern bell trap—and made 
2 of it for arresting his chemicals or 
ses. To this day chemists make use 
this contrivance as a governor or 
eck against mephic and other noxious 
eS. The conversion of the trap to 
dern demands and uses is, therefore, 
vious. What are now known as “run- 
ig” traps were known and used by 
2 Romans; sections of pipe made of 
d and so bent or fashioned as to form 
Tap have been found in Rome. 
Davies in his monumental work on 
imbing gives an illustration of an old 
rap, made of lead, that was taken out 
Lothbury Old Church (England) and 
ich, he states, was installed in 1678. 
cept for its crude shape it differs but 
le from the P trap now on the market. 
vies says the bottom of this trap was 
of an inch thick and the sides and 
) were made of about 8-lb. lead. That 
P, however, was made 234 years ago. 
exhaustive article on traps since 
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1678 would fill several numbers of THE 
PLUMBERS’ TRADE JOURNAL. 


_——_o- eo 


Flux for Soldering Aluminum 


Editor THE PLUMBERS’ TRADE JOURNAL: 

I am writing to ask what flux is used with 
the solder described in THE PLUMBHRS’ TRADE 
JOURNAL issue of August 15, 1912, for sol- 
dering aluminum. Where can this solder be 
bought? The above information would be 
greatly appreciated. 

Saugerties, N. Y. CaP G: 


Two leading authorities give the fol- 
lowing formule for a flux for soldering 
aluminum, and we therefore have no 
hesitation in recommending its use:— 

Use three parts of copaiba balsam, one 
part Venice turpentine, and a few drops 
of lemon juice. 

Besides using the flux in the ordinary 
manner, it is a good plan to dip the sol- 
dering copper in the flux. 


———_~ oS 


Locating Gas Heater for Best 
Results 


Editor THE PLUMBERS’ TRADE JOURNAL: 

I am sending sketches of two range 
boilers that have gas heaters attached to 
them. I would like to have you answer the 
following questions in the Queries and An- 
swers columns of THE PLUMBERS’ TRADE 
JOURNAL next issue. 

Will the gas heater that is set low as in 
Fig. 1 work any better than the gas heater 
that is connected up as in Fig. 2, which is 
set about half way up on boiler? Will the 


Fie. 1—Gas Heater Set Low Gives Better 
Results 

water in Fig. 1 heat any lower down in 

boiler than that in Fig. 2? Will more gas 

be required to heat water in boiler Fig. 2 

than it will to heat water in boiler Fig. 1? 
Middletown, Conn. Bre RUSE, 
Our opinion concerning “F. R, H.’s” 

problem is that the connections shown 
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The Forbes Pipe Cutting 
And Threading Machines 


have stood the test for over thirty years. 


Simple, economical, re- Can 
liable, durable, highest you 
efficiency. ad 
Save the labor of from afford 
one to four men with to be 
our hand and power sy 
machines and they re- with- 
quire one quarter the out 
floor space of the lathe one? 


bed type. 


Let us 
send 
you 
our 
new 
Cata- 
logue. 


The Curtis & Curtis Co. 


65 Garden Street - - Bridgeport, Conn. 


You may foster Trade Protection and Co-operation 
cS r ~ : 9 . 
and Keep Your Eggs All in One Basket,” by using 
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Boilers 


Hot Water 
Heaters 


Warm Air 
Furnaces 


The details of each Job decide the System, but Science, Simplicity 
and Service point unerringly to ‘’Thatcher”’ Quality. Get acquainted, 


SEND FOR CATALOG 


: TCHE ; 
FURNACE COMPANY 
NEW YORK NEWARK CHICAGO 


Our Ranges Conform with Same High Standard 
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HORIGAN | 
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Horigan Aqua Expansion Tank 


has crowds of enthusiastic boosters 
throughout the land. They are 
pleased because they make a fine 
x profit. 
i oRicat (hole 
a Horigan Aqua Expansion Tank 
increases the circulation 50 per cent. 
on old and sluggish jobs. 
{vale 


Horigan Aqua Expansion Tank 


makes hot water jobs costless than 
steam and even hot air heating. 


Smaller mains—smaller risers— 
smaller radiators—cost of material 
and labor is less. 


WRITE FOR PARTICULARS 


The Horigan Supply Co. 
240 S. 4th St., St. Joseph, Mo. 
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Hr 


Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlington, N. J., U. S. A. 


an 25a) 
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The World renowned D FITTINGS acknowledged Leader tn 
design, quality of Material and Finish. 


“STANDARD”? GAS SAVING BURNERS 


) Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 
We have manufact- 
ured the ‘Standard’’ 
Burners for the last 
ten years. 


Write for Catalog 


Standard Heating & Radiator Co. 230 Penn Ave., Pittsburgh, Pa. 


Manufacturers 


in Fig. 1, the gas heater being set low 
down, will give better results than the 
work of Fig. 2. 

We believe that the boiler in the case 
of Fig. 1 will heat more quickly and to 
a greater depth than the boiler heated 
under the conditions shown in Fig. 2. 

It is certainly true that it is difficult, 
whether in a heating system or in a hot 
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Fic. 2—Hard to Heat Water Below Source 
of Heat 


water supply system, to heat water be- 
low the source of heat. It would seem 
therefore that the nearer the top of the 
boiler this heater is set, the poorer the 
results will be. 

———_—-- 


Thumping in Hot Water Range 
Boiler 


Editor THE PLUMBERS’ TRADE JOURNAL: 

We will thank you very much for your 
advice in the following problem: In a pri- 
vate house there is a 40-gallon copper boiler ; 
everything seems connected properly; the 
inside cold water tube is clean, also the 
bottom and side circulation tappings are 
clean. When the boiler gets hot and when 
our clients open the faucet to get water, 
the boiler makes a terrific racket which can 
be heard all over the house. We have tried 
several schemes, but have not succeeded in 
remedying the trouble. 

New York. 

Correspondent says- that everything 
about his job is properly constructed. 
Possibly it may be constructed properly, 
but there is trouble somewhere or there 
would be no noise coming from the boiler 
sufficient to tear the house down, as cor- 
respondent informs us. 

Some of the causes are the following: 
Partial stoppage of boiler supply, house 
service pipe or cold water pipe on range 
connection, air pocket in water front, too 
small boiler tube, wrong pitch on range 
flow pipe, sag in range flow pipe, and too 
great heating surface. 

When anything impedes the supply of 
cold water to the water front, the open- 
ing of a faucet will draw water faster 
than it can enter the water front, and as 
a consequence steam will form. 

When there is obstruction on the flow 
pipe from range to boiler, the circulaiion 


R. & R. 
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is retarded, and even stopped for an 
stant. The water then passing thro 
the water front becomes overhea 
bubbles of steam are formed, and 
these come in contact with cooler w: 
they condense suddenly, producing 
vacuum which the water at once 
tempts to fill, thereby causing the r 
bling noise alluded to by correspond 

When the heating surface is too g1 
for the capacity of the boiler, steam | 
forms, causing noise. 

We think the cause of trouble lies 
the formation of steam, but just how 
where, and for what reason, we of cor 
are unable to state. 

It seems to us the most reason 
supposition is that the boiler is o 
heated. 

—_——_++-o—_——— 


No Expansion Tank on Dome 
Water Supply 


Editor THE PLUMBERS’ TRADE JOURNAL! 

I am very much pleased with THE PLt 
ERS’ TRADE JOURNAL. I am plumbing 
heating a large hotel here that has fif 
bathrooms and a number of private and 
lic baths also. There are lavatories in e 
room not connected up with a bath. 
my boiler is 200 gallons, this serving 
for the baths. A separate boiler hang: 
horizontally and will be connected wit 
laundry heater and 1%4” pipe. Now 
question is: Should there be a safety \ 
on the boiler or blow-off? 

The hot water circulation pipes are 
connected up to the fixtures and there i 
expansion pipe. How would you arr 
for this? The pressure comes right 
the street into the boiler. 

Should that boiler have something t 
lieve expansion? 

The job is just the same as Fig. 4 in 
PLUMBERS’ TRADE JOURNAL, only there i 
expansion or air pipe. How do you arr 
for that expansion pipe to spill into 
tank? 

I am putting in a “Honeywell” he 


system 1,800 sq. ft. radiation, 2,300 
boiler. 
Campbellton, N. B. W. H. 


Correspondent refers in his lette 
some Fig. 4, but not knowing what | 
of Tur PrumBers’ TRADE JOURNAL | 
in, we are unable to remark on 
feature of the problem. 

We judge from correspondent’s | 
that the boiler is supplied by direct 
sure. If this is so, there is no neé 
an expansion pipe on the boiler, fo 
pansion in such a case will be 
against the source of supply. 

It will also be seen that in most ¢ 
under a pressure with any fair heat 
expansion pipe would be lower than 
source of supply, and there would t 
fore be a constant stream of water 
ing through the expansion pipe. 

If the boiler was working und 
tank supply, the expansion pipe ¥ 
be necessary, and would vent itself 
the supply tank. 

We do not see any need of usil 
safety valve on this job, although if 
respondent wishes to use one there V 
be nothing against such action. 

—_——_o-e—_—_— 


Improving the Piping Connect 
in Hot Water Heating Jol 


Editor THr PLUMBERS’ TRADE JOURNAL: 
AM enclosing herewith a basement 
[ of a hot water job to be installed 
two-story building, which consist 

18 radiators, a total of 739 sq. ft. of | 
radiation. The basement has 10-foot cé 
The pipe line marked “A” pitches uP 
the boiler to point marked “X” and t 
line runs to the expansion tank in the 
and from expansion tank pitches down 
it reaches the boiler and carries 34 § 
of radiation. Line “B” carries 138 s 
and pitches down from the boiler unt! 


— 
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; 1— “A Subscriber's” Sketch of Defective Heating Plan. 
Criticism Here 


ned. The line “C” carries 257 sq. ft. and 
hes down the same as “A” and “B.” 
‘ig. 2 shows proposed plan of boiler con- 
tion. I would like you to publish any 
nges for the betterment of the system. 
A SUBSCRIBER. 


Subseriber’s” sketch noted in connec- 
1 with his letter will give a very good 
a of his proposed method of piping 
; hot water job. To us there seems 
be a discrepancy or a mix-up in the 
ering of his sketch. This in a meas- 
/ prevents our replying to communica- 
1 in making reference to his lettering 
| piping in detail as we would prefer. 
luoting his letter, subscriber states 
t line “A” is a 2” line which runs to 
expansion tank in the attic and from 
attic drops to basement, there sup- 
ing a 2” main or circulating pipe 
ich returns 2” to the boiler; this line 
ding 344 sq. ft. of radiation. 

ine “B” starts from the boiler pitch- 
downward and carries 138 sq. ft. of 
iation. This line “Subscriber” has 
rked 1144”. Line “C,” “Subscriber” 
tes, Starts from the boiler in a similar 
nner, pitching downward, and carries 
sq. ft. of radiation. This portion of 
sketch is not clear to us. We see but 
radiator connected to this line aside 
m the possible connection of a radi- 
f or radiators in the corner back of 
boiler. 

ve can see no reason for making a 
ulating job of the piping; that is to 
, connecting the flow and return to- 
her and running a continuous circuit 
k to the boiler. Also there seems to 
ho reason or object in running the 2” 
i up through two stories of the resi- 
ce to the expansion tank, and then 
pping to supply the 2” main in the 
ement. If it was intended to accele- 
> the flow of the water through the 
ing system this would serve only one 
) of the piping without proving a help 
he other parts of the system. “Sub- 
ber” states that the ceiling of the 
ment is 10’ high, this height giving 
le room for any style of piping or 
> connections that might be advisable 
ise, 

he dotted line shown, connecting 
Ss “B” and “A,” we cannot under- 
id. If this is meant to be a pipe con- 
‘ion it should not be used under any 
umstances, 

S we are requested to make sugges- 
'S or changes for the betterment of 
system, we venture to suggest that 
job piped for an accelerated hot 
er job, making use of a method of 
lerating the circulation, would in 
judgment be very much better than 


Room for Much 


the type of piping shown by “Sub- 
scriber’s” sketch. As the radiators are 
not marked, nor sizes given, it is a hard 
matter to apportion the mains as they 
should be for a system of this kind. 
“Subscriber” states that line “A” 
carries 344 sq. ft. of radiation. We will 
suppose that this amount of radiation is 
divided into two 80 sq. ft. radiators for 
first floor, and two 60 sq. ft. and one 64 
sq. ft. radiator for the second floor, lo- 
cated approximately as shown on “Sub- 
scriber’s” sketch. We show by our 
sketch a method of piping line “A” for 
an accelerated job. The main starts 2” 
from the boiler and runs this size until 
the 114” branch supplying one 80 sq. ft. 
and one 60 sq. ft. radiator is reached. 


Fic. 2—Correspondent’s Proposed Remedy 
Unusual and Useless 


623 


Enlarging Troubles 
Solved By Burnhams 


PUSHnipple connections—short tie | 
bolts, spell ease of set up, ease | 
in adding sections. Noblocking and 
bracing of sections. A monkey 
wrench, ascrew driver, andtwo men 


are ali that’s needed. To further 
prove to your satisfaction its ease of 
erection, send for new tall catalog 
which illustrates each stave from put- 
ting up base to adding last section. 


Lord and Burnham Co. 


Irvington, N. Y. 

Troy, N. Y.—Aird-Don Co. Boston—819 Tremont Bldg. 
Chicago—Davies Supply Co. 
Philadelphia—Haynes-Thompson Co. 


Providence—Allen & Reed, Ine. 
Minneapolis —Roberts-Hamilton Co. 
Johnstown, Pa.—Union Radiator Co. 


T 


The Boiler With the 
Good Points 


Made of cast iron, so heavy that it will not 
corrode or wear out. 


Requires no brick work and can be set up 
complete in from one to two hours. 


Direct surface is so arranged as to be in a 
measure self-cleaning while its revertible 
flue surface is easily accessible for removing 
any accumulation of soot. 


Catalog for the asking 


TheMahony Boiler & Radiator Co. 
TROY, N. Y. 


Carries Radiators Anywhere Quickly, Easily, Safely 
Narrow crooked stairways and halls are easy for 
Buell’s Combined Carrier and Truck. 


It is acinch to carry the radiator when necessary anda bigger cinch to 
push it on the truck. Saves you ‘ 


Time, Strength, Money 
Send for booklet and prices 


BUELL BROTHERS, 


# Combined 
§ Carrier 


mas and Truck Fulton, N. Y. 


PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 
BEST BY TEST 


152 CHAMBERS ST., N. Y. CITY 


Ask what Carter Service means to you 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 
West for the past 15 years. ,Easily 
cleaned and kept clean. Price 
Bese the Sizes 500 feet to 20,000 
eet. . 


Get the agency in your territory. 


Herbert Boiler Co. 
Root and La Salle Streets, Chicago, IIL. 


Your Customer Wants 


Maximum Comfort 
AND 


Minimum Cost 


You can guarantee him this if you 
sell him a 


Lawson Gas Water Heater 


Our catalog H-11 will tell you the 


complete story. Don’t overlook 


this money-maker. 
Write for Catalog Today 


Lawson Manufacturing Company 
Homestead, Penn. 


Reduce the 
Gas Bill 


to a minimum by installing a 


BEILMAN-SEAMANS’ 


IMPROVED AUTOMATIC 
WATER HEATER 


WITH 
Automatic Pilot Burner 


~ Supplying 
idl) 
Water 


at all times, 
day or 
night. 


~ Easy to install 

and regulate— 

. with no coils to 
clog up. 


Prices on Request 


W. E. BEILMAN 


Sole Manufacturer 


Dept. B, Buffalo, N. Y. 
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'B Connection 
2X 2ARIG” Tee 

B’ Copnectiorr r 
Bx (EK ly” Tee oily 


laa Supply ond Freturr 
¢ IEE. radiators 
I? COFDES 


Fig. 3—- Our Idea How the Installation Might Be Laia Out Providing Obstacles Did 
Not Prohibit 


There by a “B” connection (see Fig. 4) 
a 1144” branch is taken from the main 
supplying the first floor radiator of 80 
sq. ft. with 1” pipe, and the second floor 
radiator of 60 sq. ft. with a %4” pipe, 
taken from the side of the 144” branch 
with a “D” connection (see Fig. 4). At 
this branch the main is reduced to 144” 


line “C” and from the radiators in the 
corner should be brought back to the 
boiler separately and connected into the 
return opening of the heater at the 
bottom. 

If “Subscriber” will make a plan of 
his work, locating the radiators on the 
same, and then lay out his piping follow- 


'D” Connection 
Fic. 4—Usual Methods Followed in Heating Practice in Taking Off Branches From 
the Flow and Return Mains 


in size, and continues this size to the end 
of the line supplying in turn a 64 sq. ft. 
radiator on the second floor with a 4” 
branch and riser, and a 60 sq. ft. radiator 
on the second floor with a %” branch 
and riser, and an 80 sq. ft. first floor 
radiator with a 1” supply. The return 
shown by dotted line is a duplicate of 
the flow, both in size and in the manner 
of making connections to it. Both flow 
and return pipes pitch upward from the 
boiler at least 1 in. in 10 ft. of length to 
the point where the last radiator on the 
line is connected. 

For supplying the remaining portion 
of the building we would start from the 
boiler with a 214” main which would 
supply the 114” main feeding three ra- 
diators. This 114” sub-main is taken 
from the 2144” main with a “D” connec- 
tion (see Fig. 4), and the main then 
continues 2” supplying by a “B” connec- 
tion a 1144” branch which feeds the radi- 
ators in the corner back of the boiler. 
The main at this point is reduced to 114” 
which continues to and supplies the large 
radiator shown at the right hand side of 
the illustration. 

The returns from line “B” and from 


ing in detail the suggestions given above, 
and use in connection with the work an 
accelerated or other appliance of like 
nature, we believe that the improvement 
in the circulation of the job will be so 
much better that he will feel well repaid 
for making the change. 

Fig. 4 shows a number of ways for con- 
necting branches from the mains when 
an accelerated system of piping is used, 


Hot Wester 


ae Pipes 


Fic. 1— Greenhouse Beds Not Correctly Constructed. 


all boilers of any considerable size are 
provided with two or more openings we 
believe there will be no trouble in pip 
ing the job according to our suggestions 

On Fig. 2 “Subscriber” shows twx 
risers out of the boiler connection to 
gether at the top by tees, and we woul 
call particular attention to this as bein; 
a poor style of connection as the cireu 
lation can be much more easily con 
trolled and will be more positive i 
separate risers are used out of the boile 
supplying the mains. 


—_ —_ -S-— 


Obtaining More Heat in Green 

house ; 

Editor THE PLUMBERS’ TRADE JOURNAL: 

[ = sending you a rough sketch of 
greenhouse which I heated last fall an 
which is working satisfactorily. Tt 

boiler has two 2” flow pipes and two 3 

returns around on the three sides of th 

greenhouse. The radiation consists of coi 
of four 2” pipes above one another and tt 
expansion tank is in the peak of the roo 

4 feet above the top flow pipe. The own 

would like to make the greenhouse of a si: 

that the boiler can heat it without drivin 

The present size of the greenhouse now 

48 ft. long x 14 ft. wide and has a slopir 

glass roof 4 ft. at the eaves and 10 ft. ; 

peak. The owner cannot get heat enous 
into the beds. The beds are surrounded | 

cement walls, 2 ft. high, 4 in. thick, and f 

pipes rest on top of this cement wall. 

Kindly show in the next issue of TE 
PLUMBERS’ TRADE JOURNAL the size to exter 
greenhouse; also a method to get more he 
into beds? 

St. Thomas, Ont., Can. Cc. W. 

We can readily understand why o 
correspondent is not obtaining sati 
factory service from the heating app 
ratus which he has installed in U 
greenhouse. 

In the first place, the beds in tf 
greenhouse are not properly construct 
to admit of warming the house in 
proper manner, as from the sketeh su 
mitted, we gather that the earth be 
are held in position by cement walls, | 
illustrated by the cross sectional pl: 
Fig. 1, making it impossible to place t 
hot water pipes in such a position th 
they will give off the heat to good a 
vantage. 

The flow pipes may pass around t 
outside of the house above the beds, b 
the returns must be under the beds 
along the walks, as shown by the cro 
section Fig. 2. On the right side 
the illustration the returns are shov 
supported under the beds, and on the lé 
side the returns are shown fastened 
the posts which support the bench. 4 
tention is called to the position of t 
flow pipes in this sketch, which are r 
through the top of the house and hu 
from the posts supporting the roof. 

The amount of radiation required 


Hot Wofer F PESO 


Spd 


Aaa ae 


Heat From Pipes Not 


Best Advantage 


and as far as possible these are noted on 
our sketch, Fig. 3.’ 

“Subscriber” shows on Fig. 1, a round 
boiler, and on his sketch, Fig. 2, a sec- 
tional boiler. Therefore we cannot tell 
just what openings are provided on the 
boiler for the mains. However, as nearly 


heat a greenhouse of the size siv' 
(14 x 48 feet, 10 feet high to the t 
peak and 4 feet at the side) is com 
tioned upon the character of the flowe 
grown or the temperature desired. U 
der ordinary ‘conditions, one square fo 
of heating surface to three square fé 
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f glass is sufficient. The square feet of 
lass may be quickly determined (ap- 
roximately) by multiplying the length 
f the house by its breadth, and to this 


1G. 2—T'wo Methods of Arranging the Returns in Hot House Heating. Pipes Carried 
Under the Beds 


sure, add one-third for pitch of the 
of and glass in the ends of the house. 
| this case, 48 x 14 — 672; and 672 + 
3 = 224. 672 plus 224 equals 896, the 
proximate square feet of glass. 896 -~ 
= 298, the number of square feet of 
ating surface necessary, and if the 
use is to be doubled in size it will 
quire as much more for the addition, 
a total of 596, and, if 2” pipe is to be 
ed, each lineal foot of 2” pipe contains 
11 sq. ft. of radiation; therefore, 596 
vided by .621 gives 959 2/3, the number 
feet of 2” pipe necessary to properly 
irm the house 

Subscriber has lost sight of the fact 
at steam or hot water radiators or 
bes Warm by turning or circulating 
2 air within a room, or building, and 


Se. 
EES 
LS 0% 4ornr of 
BES 


CéEmMEtA Side 


8—Openings Must Be Made in the Inside Walls to Provide Circulation Beneath 
the Earth Beds 


this case the piping lays on the ce- 
it and the air cannot circulate 
ind it. 
he earth beds in the present house 
| be excavated and the bed con- 
cted as shown in Fig. 3, in which 
it frequent openings should be broken 
ugh the 4” concrete walls, and the 
™m piping run under the beds, the 
being above. 
—oro—___. 

ianapolis, Ind., Local Association 

Moves to New Quarters 

M. H. DENGES, secretary of 

e the Indianapolis Master Plumb- 

ers’ Association, informs THE 

MBERS’ TRADE JourNaL that the local 
ciation have moved to new quarters. 
local has been increasing in mem- 


“ 


| | 


bership the past few months at such a 
rapid pace that the old rooms in the 
Union Trust Building had become too 
small to accomodate the attendance at 


the meetings, which are held each week. 
Another objection to the old room being 
that it was located on the fourth floor, 
and the building was without elevator 
service. 

The new quarters are located in the 
Union Insurance Building at 142 Bast 
Market street, are very large and are 
located on the first floor, making it 
very desirable and convenient for the 
members, 

All the furniture is being replaced with 
new and when finished will make a very 
attractive meeting place for the Indian- 
apolis members. The Indianapolis local 
is making exceedingly good headway in 
the way of securing new members, and 
by January ist will be in full bloom. 

The local members report that work 


- 
- 


wife SWF 


is plentiful and prospects are good for a 
busy winter. Quite a few large build- 
ings are going up in Indianapolis and 
the plumbing and heating are being in- 
stalled by local members. 


_———_3- eo 
Drinking Devices to be Manufactured 


CONCERN capitalized at $100,000 

A has been formed recently at Spo- 

kane, Wash., to manufacture sani- 

tary drinking apparatus. It is under- 

stood that George H. and John J. Walters 

and T. J. Partington are the incorpo- 
rators interested in the new concern. 


Oe 
A man who talks mean about others 
to you will talk mean about you to 
others, therefore avoid such companions. 
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1828 


EIGHTY-FOUR YEARS SUPREMACY 


1912 


MOTTS PLUMBING 


The “West Point”—For Public Use 


Patented 


4) Beak: great number of persons using clcsets in 
public and semi-public toilet ‘rooms requires a 
fixture that will efficiently perform the func- 
tions of a water closet and at the same time be so 
designed as to prevent soiling—to remain clean with 
a minimum of attention—and to be inviting in ap- 
pearance so that none will hesitate to use it. 


The “West Point” is the ideal fixture for use 
where it must serve all classes of persons. So far as 
possible wood has been eliminated—there is just 
enough to sustain the user. There is porcelain where 
porcelain should be—at the back and at the front. 
These raised porcelain projections are recessed and 
designed to prevent soiling at the front and at the 
back of the bowl. The flushing rim extends around 
inside each recess, washing it fresh and clean ateach 
operation of the closet. 


A few of the many buildings in which the ‘West Point” 
been installed :— 


has 


U.S. Military Academy, West Point, N. Y.; Toronto General Hos- 
pital, Toronto, Ontario; Court House, Fall River, Mass.; Rock- 
away Beach Hospital, Rockaway, L. I.; The Joseph Horne Co’s, 
Dept. Store, Pittsburgh; New High School Building, Wilkesbarre, 
Pa.; University of Virginia, Charlottesville, Va.; Paterson Mills, 
Greensboro, N. C.; Beckel Hotel, Columbus, Ohio; Boston & Ohio 
R. R. Station, Gary, Indiana; Crerar, Adams & Co. Building, 
Chicago, II].; Schmidt Building, Davenport, Iowa; Bohemian Club, 
San Francisco, Cal.; New Providence Hospital, Seattle, Wash. 


Ask for Catalogue of the ‘‘West Point” Closet. 


THE J. L. MOTT IRON Works. 


FIFTH AVE. AND SEVENTEETH ST. NEW YORK 


BRANCHES— Boston, Chicago, Philadelphia, Detroit, Minneapolis, Washington, 
St. Louis, New Orleans, Denver, San Francisco, San Antonio, Atlanta, Seattle, 
Portland (Ore.), Indianapolis, Pittsburgh, Cleveland, O., Kansas City, Salt Lake 
City.—CANADA—Mott Company, Limited, 134 Bleury Street, Montreal, 
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The 1913 “PITTSBURG” 


Type A. F.—S. V. : ‘ 


TAMIL E 1913 Type A. F. S.V. ‘Pittsburg’ isthe most advanced 
development in the building of prompt service gas-fired 
automatic water heaters ever devised. A well-sustained 
efficiency with prolonged high service is obtained from this heater 
through the remarkable simplicity employed in its construction, © 
This simplified construction embodies the fewest of parts—a cen- 
ter regulator water valve (the third safety), a scientific coil arrange- 
ment, and a new and radical improvement in burner construction. 
‘These meritorious improvements harmoniously co-ordinated have 
produced the most progressive contribution to the science of do- 
mestic hot water supply ever offered toa discriminating purchaser. 


The inception of an external vertical location for the circulat- 


The Nee TypeA. F.S. V. , ‘ ° . 
Pitwsburg—Eaterior View ~— jn. temperature regulator, promulgated a valuable principle which 


has been widely imitated. The circulation is made easy and natural by reversing 
the trend of the lower coil. This reversed coil is also made detachable. No heater 
to-day, with the exception of the Type A_F.S.V. ‘‘Pittsburg,’’ rightly maintains 
a ‘continuous circulation, stimulated by a reversed lower coll. | 


The water valve plays a most important part in the successful operation of an automatic water 
heater. All water valve chambers are now made of brass, and in all heaters except the “Pittsburg” a 
brass faced plunger is used. The binding effect of a brass plunger sliding over a water-chilled brass surface 
is readily understood. The smallest particle of scale may cause considerable trouble. The water valve 
usually has to be opened and the obstruction cleaned away. The erosion of a brass plunger in sedimentary 
water is a frequent occurrence and offers a serious obstacle to the successful operation of" the brass faced 


plunger type of construction. These objectionable features are permanently eliminated by a cotton 

a packed plunger.. This innovation offers a non-corroding cotton facement, 
which does not stick nor bind, and usually resists corrosion for from ten to 
fifteen years. If ever necessary, the packing can easily and cheaply be re- 
placed. This improvement guarantees a material saving in maintenance cost. 


The Center Regulator Water 
Valve is further improved by a self- 
corrective feature. This unique safe- 
ty responds to the pressure of the 
water on the obverse side of the 
phosphor bronze disc, and is sO sen- 
sitive that the expansion of the 
heated water will invariably reseat 
} the plunger when the faucet is closed 
Tate RR Cee eas without the aid of the pressure from 


Water Valve, Embodying the the water valve spring. The Type A. F. S. V. Single Seat Gas Valve—Showing 
Third Safety snr, the Centralization of the Triple Control. 


A Triumphant Struggle for Practical Simplicit 


i a té<C 


: 
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Triple Control with a Single Valve Seat 


The development of this third safety iS NO more astonishing than the new 
, single seat gas valve construction, which is the major advantage in the new Type 
"A. F.S. V. “‘Pittsburg’’ construction. 


It has been the practice to have a separate gas body for the main gas valve, 
and an additional body for the temperature regulator or thermostat. The new Type 
A. F. S. V. “‘Pittsburg’’ does away absolutely with this double gas valve construc- 
tion and contains but a s¢ngle gas valve seat in a single gas valve body. 


This radical departure from accepted standards reduces the number of springs, valve bodies, 
packing glands and other cluttering accessories by over 50%. It is without doubt the greatest stride 
toward simplification that has ever been made by any water heater manufacturer. Comparison proves 
that this new type valve has numerous advantages over all previous constructions. This single seat 
is instantly responsive to the slightest movement of the water valve piston, giving a perfect gas con- 
trol. Its proximity to the retractive lever of the temperature regulator guarantees a prompt and in- 
stantaneous response to temperature fluctuations. The self-corrective features of the center regulator 
water valve exert a direct safety influence, yet with all these divergent controls, this single seat gas 
valve is the simplest constructed gas valve ever built. Two springs and a single seat compose the 
mechanical parts of the valve and are housed in one chamber. The unscrewing of a cap lays bare tke The New Type A. F.S. V 
entire valve. The valve body is securely fastened to a rigid iron yoke, which prevents any interference Pittsburg—Skeleton View 
with the piston alignment. 

Added to the advantages of a Center Regulator Water Valve and a Single Gas Valve, is the graduated winding of the 
“Pittsburg” coil, which differs from all ordinary coils, in that the lower (reversed) coil is wound with larger apertures than each 
succeeding coil above. The open spaces between the coils gradually lessen as the sections rise toward the top of the heater. 
This expanded construction paren a greater coil area to the direct action of the flame, which produces an increased absorbing 
surface. 

Beneath this scientifically wound coil are the new “Cross Fire” Bonnet Top Burners. This is the most radical 
innovation of flame projection known to the art. This new burner has but three parts, and rest on a tapered brass spud. 
The flame distribution is in excess of 30% over any burner now in use. The gauze area is also greatly extended, giving a far 
better mixture of air and gas. 

This new heater is no experimeat. It was not evolved hurriedly, but is a practical, perfected device embodying the 
best and latest developments in the art. Before being announced to the public the “Pittsburg” Type A. F. S. V. heater has 
been tested and perfected through three years of actual experience in various cities and in the hands of thousands of users. 

All of these new advantages and full data with regard to this new Type A.F. S. V. ‘Pittsburg’? Heater are described 
in Pamphlet 18, which you should write for. 


IMPORTANT 


The many strong advantages of the Type A.F.S. V. “Pittsburg” 
construction, involving the single gas valve development, are best proven 
by the bitter contest which took place in the PATENT OFFICE over 
the Pioneer Patent. This Pioneer Patent, involving very broad claims, 
was granted to this company after an extended contest covering a long 
period of time, and with numerous appeals and decisions, all of which 
were in our favor. ‘The two competitors involved in this contest must, 
of necessity, concede the valuable and fundamental features of our 


e | “Pittsburg” Single Valve construction. Gx Baptee 
The Type A. F. S. V. MZ. ; 


Cross Fire Bonnet President 
Top Burner 


Pittsburg Water Heater Company, Pittsburg 
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Wilhelmi and Modern 
Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 
Interior Heavily Tinned 
Guaranteed against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO. Makers, 
Paterson, New Jersey 


By Permission of “Sanitary Pottery,” House Organ of 
The Trenton Potteries Co. i 


HE development of the sanitary Upon this fire clay body, while yet in the 
ware business in our country has green state, are placed numerous coats 
not only been more rapid than in of vitreous ware coating or lining, which 
foreign countries, but the development is very similar in its composition to the 
of bodies from which these pieces are vitreous ware body above described, and 
made has also undergone a constant after a proper number of coats have been 
evolution. placed on the ware, it is then given sey- 
The first made in this country in 1871 eral coats of a very hard vitreous glaze, 
was of a coarse nature, an absorbent and fired in a large muffle kiln and com- 
body, probably in grade about as near as pleted in one fire. 
what is now known as “CC” in the table The ware was first made in the United 
line as any other comparison that could States in 1893 into bathtubs, and is now 
be made—the principal constituents of very largely used in making solid por- 
this body being clay, flint and feldspar, celain laundry tubs, kitchen sinks, lava- 
fired in the biscuit state, then dipped in tories, slop sinks and special hospital 
a glaze and fired a second time in the fixtures of various kinds. Many of the 
glost kiln—both biscuit and glost kilns very large pieces in the present state of 
being round kilns, open fire, and the development in the sanitary line are 
pieces protected by clay boxes, known as made exclusively of this class of ware, 
saggers. as it has not yet been found practical to 
The body was improved slightly, both make most of these very large pieces 
in texture and in color, from year to vitreous all the way through. As re- 
year, as the improvements in the shape  gards their appearance, durability and 
and utility of sanitary pieces were de- general sanitary qualities, its worth has 
manded. long since been proved, as many pieces 
The vitreous ware body that is now that were made abroad twenty-five to 
very largely in use in the construction fifty years ago are yet in use in this 
of many of the sanitary pieces, particu- country, and show up in a good condi 
larly closets, tanks and small lavatories, tion. Most of the first product, and 
was first adopted in 1891 in the manu- what has since been made in this line in 
facture of a 14-inch plain round wash America, still remains in daily use. 
basin, and the quality of this vitreous The most recent development in the 
ware has steadily advanced, both in sanitary ware body line is what has been 
vitrification and fineness of color, until designated as extra heavy vitreous 
the present high standard has been wares, which have been under the state 
reached; and even yet most of the for of development for the last two years 
eign sanitary potters decline absolutely 1908-1909, considerable of it having been 
to make this class of ware, owing to the put on the market during the year 1909 
extreme difficulty both in -manufacture The difference between it and the solic 
and firing. porcelain being chiefly that all white 


SEALS WITH OR Put in the White House by the U. S. Government 


j izwour wareR F. E. CUDELL’S 


PRU Pat, SEWER-GAS and BACK WATER TRAP ff 


For Wash Bowls, Sinks, Baths and Wash Tubs 
CLEVELAND - - OHIO 


S. 4S, “AS, R.B. 


© coe acm 
Bathroom 


“Wilwear” EL eens 


EVERYTHING FORTHE BATHROOM 


Master Plumbers—Following is a list of a few ‘“WILWEAR”’ Bath 
Room Fittings that you will find it profitable to handle. 


Towel Bars—glass and brass, Towel Racks, Towel Hooks, Towel Rings, Match 
Holders, Match Seratchers, Cigar Rests, Combination Plate Glass Shelves and 
Brackets, Toilet Paper Holders, Whisk Broom Holders, Soap Dishes, Tub Soap 
Dishes, Tub Soap and Brush Holders, Tub Sponge Holders, Combination Tub 
Sponge and Soap and Brush Holders, Glass Holders, Tooth Brush Holders, 
Powder Box Holders, Bath Tub Seats, Mirrors. 


We fully guarantee all our goods and stand back of them. 


All designs are shown in our Catalog “‘P.’”’ Send for it. 


The Novelty Mfg. Co. 
Waterbury, Conn. 
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MAKE YOUR SPARE TIME EARN MONEY 


To EVERY PLUMBER who installs 
neetne or water systems for the farmers, 
ere iS an opportunity to make some 
REAL PROFITS. a 
NINE-TENTHS of all the new houses 
erected by farmers nowadays are modern 
in every respect, including an up-to-date 


ACETYLENE LIGHTING SYSTEM 


SELLING ILLINOIS GENERA- 
TORS will not interfere with your re- 
gular work, in fact it just works hand in 
hand with your line. 


Monmouth Acetylene Electric Mfg. Co. 


Dept. “B” Monmouth, Ill. 


adopted, even in America, for such 
pieces as water-closets, etc., until about 
1895. 

Any one connected with any branch of 
sanitary trade knows the very rapid im- 
provements and developments in this 
line of ware which have been made in 
the last few years, particularly as to 
size and shape of the various pieces to 
comply with the sanitary laws that have 
been recently adopted. 

The construction of this ware, of 
course, is largely of clay, flint and feld- 
spar, but numerous fluxing materials are 
added to produce the proper degree of 
vitrification suitable to the various firing 
temperatures. 

There is another class of sanitary ware 
that has been successfully and constantly 
in use for a great many years, it having 
been made in England a long while be- 
fore it was adopted in the United States. 
This line of sanitary goods is known as 
the solid porcelain, which is not, tech- 
nically speaking, a correct name, as the 
principal body of this ware is made of 
a fire clay mixture, containing some of 
the very best qualities of fire clay that 
can be obtained. The pieces made of 
some of the clay are previously fired and 
ground at the right degree of fineness 
(termed “grog”), and mixed with the 
other clays that constitute the main 
portions of the body of the material. 


a slightly buff color. 

On a fracture, the extra heavy vitreou: 
ware looks a little coarser than the regu 
lar vitreous body, and is made somewha' 
thicker, and the pieces are, therefore 
heavier than either the regular vitreou: 
or the solid porcelain, it being very har¢ 
under fracture and hard to shape 0 
grind. ; 

If any holes for fixtures or other de 
pressions are required in the extra heav) 
vitreous body, as in the regular vitreous 
they must be cut through in the gree! 
state, as even the hardest point stee 
drills are turned on trying to cut eithe: 
form of the vitreous ware. 

On the whole, I think it is perfect; 
safe to say that the American product 
have not only advanced more rapidly il 
general style and shape of sanitary fix 
tures, but also in the quality and dura 
bility of the bodies used. A very stroni 
proof of this point lies in the fact tha 
some of the finest hotels and large build 
ings which are being erected in the var! 
ous countries on the Continent of Hurop' 
are preferring the American produc 
both as to the shapes and quality. 

————_ eee 

Good will is a combination of 

dence and friendship. 
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Do your store and show window attrac 
the best citizens in your community 


NOVEMBER 18ST, 1912 


The strain of service puts a heating system in one class or the other. 
aaa SUE OREN ENS RUNS gd Hedtitic ovoteil Wl QUE Class OF The otner. 


7 pe 


Either efficient or a useless “‘pile of pipe.”” A bothersome, coal consum- 
ing extravagance and source of trouble, or a thoroughly efficient and economical heat producer. 


The test of time has proved the Reliable Vacuum System 
the most economical and efficient heating method of today — 
a saving of 25% to 40% in fuel—it’s adapted for any structure 
from dwelling to skyscraper—hospitals, schools, churches and 
theatres now using the system have furnished signed testi- 
monials which show the fuel saving and satisfactory service of 
the Reliable Vacuum System. 


You can make big money by featuring the Reliable 
Vacuum System. We put you in touch with new business— 
we work with you by contact with owners and architects—we 
will mail our booklet, “‘Better Heat at Less Cost” to your pro- 
We will follow 


up the prospect with attractive letters from which you get 


the benefit. 


spective customers and mention your name. 


The Vacuum Pump exhausts the air from every part of the system—steam rushes 
in to fill the void—no dead ends—every radiator does full duty—ounces of pressure / 


in place of pounds pressure, sufficient in most severe weather. 


Means lower fuel bills—saving i nm fuel _ 


soon covers the cost of installation. Can be applied to steam heating plants of all types. Single or .” 7 
two pipe, whether low pressure, exhaust steam, or central station steam is used —either new or 2 “BISHOP. 


old plants. Write us today for details and catalog of Reliable Vacuum Heating System. “ BABCOCK-. 
“BECKER CO: 
‘CLEVELAND, O. 


The Bishop-Babcock-Becker Company ivi 


General Offices: Cleveland, Ohio Le 
EIGHT FACTORIES Write Us Today TWENTY BRANCHES 


Address_ 
Town ____ 
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advised of, was made by the Children 

of Israel, when, after being thor- 
oughly organized by Moses, they threw up 
the job of manufacturing brick for the Egyp- 
tians without pay, which remuneration is 
about what the plumbing fraternity receives 
for its work at this time. They started in to 
improve conditions for themselves, and we 
all know what the result was, although ac- 
complished under great difficulties with even 
some of the membership who, looking no far- 
ther than the immediate present and their 
troubles, took advantage of their leader’s ab- 
sence, while he was getting further informa- 
tion in their interests, to express their doubt 
of any advantage gained by being associated 
and wish themselves back where the Egyp- 
tian business men could have another oppor- 
tunity of roasting them toa finish, which sen- 
timent you occasionally hear of today. Even 
Moses, on learning the facts, was so dis- 
gusted with the “quitters” that he indulged 
in a “line of talk’ that cut him entirely out 
of the benefit when the final awards were 
made, which, by the way, is a very good les- 
son, not only to members but officers also 
of present associations. 

In our earlier history, the single effort, 
and individually conducted business was the 
custom, with large numbers and smaller 
stocks carried in all lines, giving then a 
reasonable income to the many. After the 
Civil War, however, with its great and 
unusual demands, all was changed, and the 
business clock was moved one hundred years 
ahead. Big business and big deals developed, 
requiring large capital, eoncentration of in- 
terests and shrewd management. This state 
of affairs had been gathering momentum un- 
til today—the average man who elects to 
stand alone, and do business with no aid or 
affiliations outside of himself, is simply run- 
ning water through a sieve, has no redress 
when wronged, is at the mercy of organized 
dictation, and has no voice in the general 
business direction. 

With this condition, universal as it now 
obtains, it would seem that in our very 
necessary and important line of work, that 
where an association could be found to join, 


OBS first association work that we are 


Another Talk 
How The BELKNAP 
Generator Works 


Some heat generators may 
understand. We leave it to you 
simpler than the BELKNAP. 


construction of the generator, 
of sediment remaining in the 


United States government 
Valves which are used on 


ee return to their 
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there should be a rush for the “main en- 
trance” to enroll in its membership, to re- 
ceive its advantages, in better buying, better 
protection against impositions, control of 
your business, and the farther knowledge 
that a safety appliance is always ready at 
your touch when occasion demands. 

Nothing of importance is now accom- 
plished without organization. An army is 
recruited, a mass of material and possibili- 
ties are brought together—but without power 
until perfect organization has whipped each 


individual unit into line, and membership 
stands for intelligent united action of the 
whole. 


And, brothers of this calling, shall we 
stand by and see all other lines of business 
intrenching themselves in this respect to 
meet the requirements of the times, remain 
indifferent to our own best interests, and try 
to stem the tide now setting in, single 
handed, and miss all the results that friendly 
co-operation insures?. I sincerely trust this 
will not be the case with us. 

The opportunities and requirments of our 
trade are continually expanding, the sod 
house on the farm has given place to the up- 
to-date home, with an installation of plumb- 


BY J. C. BIXBY OF OMAHA, NEBRASKA 
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ing that was, a very short time ago, consid- 
ered a luxury even in the city, and the sky 
scraper there calls for expert knowledge and 
workmanship in our line equal to any other 
part of the scheme. 

This advance in requirements calls for a 
higher grade and many changes in our 
business methods. Shall we sharpened up on 
all other points to a cutting edge, remain 
dulled only to our best interests and self 
preservation? I trust not, and_ sincerely 
hope that the work of this association shall 
be so wisely carried out and so far reaching 
in its results that before the next annual 
meeting shall occur, its rolls will carry the 
name of every live wire in the country. 

To the individual member I wish to say 
just a word in closing. It is a common say- 
ing that the world owes every one a living, 
but, to get the best results, each individual 
member should try to pull his own lead, in- 
stead of expecting his association to do all 
things for him and declare dividends with- 
out any particular effort on his part. Results 
only come from the united efforts of the 
whole in the same direction, and a personal 
feeling of responsibility for the general wel- 
fare. And in the matter of values—let me 
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I’ve hired a yacht for a cruise, 
I’ve dreamed, to the splash of the foun- 
tains. 
In sylvan retreats of the Muse, 
l’ve spent a young fortune in seeking 
For comfort—but, ah! here’s the rub: 
Wherever I wandered, whatever I squan- 
dered, 
I longed for my 


| Be been to the seashore and mountains, 


porcelain tub! 


ent angles eliminates any possibility of sticking, 
This also makes the seat 


is enly a knife edge bearing. 
self-cleaning, there being no chance for 
ticles to lodge on this bearing. 


Furthermore, 
there can be no collection 
: le generator. 
can be taken apart without disturbing the piping. 

Our springs are made to the same specifications as the 
requires for 
all marine boilers and their 
accuracy and dependability are well known. 

They are Phosphor Bronze and non-corrosive and set so 
that no matter how many times they are compressed will 


HE BELKNAP 


|| If You Do Not Understand This Simplest of All Gene- 
rators, Here is Your Chance to Find Out. 
The Whole ate iM a Nutshell 


be complex and difficult to 
if anything 


could be 


The seashore’s refreshing and healthy, 
The mountains are bracing, I know, 

And cruises—for those who are wealthy— 
Are foretasters of heaven below; 
In summer New York is a cauldron, 
And he who denies it’s a flub— 
But give me in pref’rence—I say 

def’ rence— 
The town and my porcelain tub. 
—GRANTHER GREEN. 
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They are thor- 


How The BELKNAP is made x u inch (1-82 in.) lift 
The BELKNAP GENERATOR (guara i N VY 

entirely of steam me a i Te pees ee Bee Se 

rusting. The seat and the valve stem being cut on differ- 


Only two working parts 


There are only two simple working parts to the gene- 
seat and the spring—neither of which 
be subjected to more than one thine 


The BELKNAP Generator works like this 


The system being under pressure as the water expands, 
a pressure is created against Valve B holding it firmly on 
its seat. When the temperature rises to a point sufficient 
to create a pressure of 10 pounds, Valve A opens and 
allows the water to pass to the Expansion Tank above it. 

As the temperature lowers, the water in the system con- 
tracts and forms a vacuum in the radiators and allows 
the water to return through Valve B, which is also aided 
by the static pressure of the expanded water above it, and 
thus the water is returned again to the system. 


The BELKNAP Generator is different 


The BELKNAP GENERATOR (guaranteed) has no 
iron parts to rust or corrode. 
There is no mercury column to be maintained—no pockets 


also add, that the price is “never right,” 
either in buying or selling, if the materia] 
or workmanship is not good. 

A moment to describe the impression re- 
ceived at the National Convention two years 
ago on association work and benefits de- 
rived. It was my fortune to attend this 
convention at Galveston, and as the different 
items of the work were taken up and dis- 
posed of, I was impressed as never before 
with the scope and power to control things 
and adjust difficulties by this organization. 
This was most strongly brought out by the 
reports and work of the Grievance Commit- 
tee, showing how unjust claims and unfair 
treatment had been arbitrated and satisfact- 
orily adjusted between members of the as- 
sociation, supply houses and customers in 
all the territory stretching from coast to 
coast, from Minnesota to the Gulf. 

These complaints fought out by the indi- 
vidual alone would have brought no redress 
for him, but referred in a letter to this body, 
the power was turned on, the guilty party 
was interviewed, and a speedy adjustment 
was made to the satisfaction of all. And 
why? Not because might makes right, but 
united interests make it possible to enforce 
justice. 
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The Proper Spirit Exhibited in Van- 
couver, B. C. 


NOWING that an organization is 
K the first and most important step 
necessary for the preparation of 
legislation making sanitary ordinances, 
several prominent sanitarians in the 
wide-awake city of Vancouver, B. C.,, 
have banded together and organized the 
“Society of Domestic, Sanitary and Heat- 
ing Engineers,’ whose aims are the im- 
provement and betterment of sanitary 
practice as carried on in that city and 
nearby municipalities. The’new body is 
a branch of the national organization 
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It is positive and automatic. 


original position. 

ghly set and tested before leaving our factory. 

ae BELKNAP GENERATOR is only 5% in. ss 
6% in. high, and 2 in. wide. It is placed he the Seba 
sion tank ‘with the end marked “top”? uppermost above the 
highest radiator, or it can be placed at the boiler. No 
cutting of pipes on angles; all connections are 
straight, 


The Belknap Manufacturing Co. 
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Ask Your Jobber 


Specialty Dept. 


to hold sediment—parts are so constructed as to be self- 
cleaning. 

Can anything be simpler? The BELKNAP will do any- 
thing that any other generator will do. Besides, its cost 
is much less. 

Here is a money-maker for you. Let us send you our 
booklet, ‘The BELKNAP System of Hot Water Heating.” 
Yours for the asking. 


Bridgeport, Conn. 
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HE general statement among 

Detroit, Mich., master plumbers 

and steam fitters is that the 

business is good, but that prices 

are too low. There seems to be 

a large volume of work under 
way in all sections of the state. 


Plumbing Inspector Williamson and Super- 
visor of Schools A. E. Stewart, both of 
Detroit, Mich, are to be congratulated 
on the splendid work they are doing 
in connection with the schools, insofar as 
the plumbing, heating and ventilating is 
concerned. This work is absolutely sanitary 
and of the latest type. These gentlemen have 
succeeded in bringing about sanitary and 
healthy conditions not often found in other 
cities of the country. 

C. Braun, 33 Mitchell avenue, Detroit, 
Mich., is doing the plumbing in the Kuenzel 
residence on Seyburn avenue. 

Sandle & Knoklton, of Grand Rapids, 
Mich., will install the hot water heating in 
the new $11,000 residence of Dr. W. F. Hake. 

The J. G. Barr Heating and Plumbing 
Co. of Kalamazoo, Mich., has just been in- 
corporated with a capitalization of $3,000. 


The plumbing business at Holland, Mich., 
is likely to boom before long, according to 


The plumbing inspector’s report at Battle 
Creek, Mich., shows that applications for 
plumbing work in thirty-five new houses 
were made during the month of October. 

‘Hugh McDonald, formerly a_ plumbing 
contractor with Vinton & Co., in Detroit, 
Mich., died September 21st, at the home of 
his brother-in-law in Windsor, Ont. 


Ernst Bros., 35 Bagg street, Detroit, Mich., 
have both the plumbing and heating for the 
Jesse P. Miller residence on Edison ave- 
nue. They also have the plumbing contract 
for the private patient building to be a part 
of the new General Hospital on Hamilton 
Boulevard. 


J. H. Taylor, 465 McGraw avenue, Detroit, 
Mich., will install the plumbing and _ hot 
water heating in the office and residence 
building of Dr. George R. Andrews on Far- 
rand avenue. 


F, J. Morgan, 418 Grand River avenue, 
Detroit, Mich., will do the plumbing in the 
Michigan State Bank Building in course 
of construction at Warren and McKinley 
avenues. 


O’Connor Bros., Detroit, Mich., are putting 
in the heating and plumbing in the new 
Northwestern High School; the new market 
building, and are also just starting the heat- 


Display of “Quinn Quality” Closet Combinations Made by the Quinn Mfg. Co., Detroit, 
Mich., at Alabama Convention of Master Plumbers 


me of the old residents who was a visitor 
0 Detroit recently. Although the city has 
aid 20 miles of sewers, only 1,200 connec- 
ions have been made with them. The city 
s likely to take some drastic action to com- 
el all householders to make the connections. 


F: Mohr, 376 Dix avenue, Detroit, Mich., 
las the steam heating and plumbing con- 
ract for the W. J. Hartig garage on 14th 
treet. 


Adolph Rich, St. Joseph, Mich., has the 
lumbing and steam heating contract for the 
lew school and auditorium building being 
rected there. 


W. C. Teagan, 665 16th street, Detroit, 
fich., will install the plumbing and steam 
eating in the hotel on Dix avenue, for John 
’.. Garvey. 


O. Schmied, 344 Hendricks avenue, De- 
roit, Mich., will install the plumbing in the 
esidence of Dr. George Campbell on Hdi- 
on avenue, 


Donald Miller & Co., 280 Brush street, De- 
roit, Mich., will install the plumbing in the 
dditional factory building of the Chalmers 
fotor Car Co. 

Gelke Martin, Monroe, Mich., has the 
1 “ubing contract for the new four-story 
otel building to be erected there by the 
resent owners of the Park Hotel. 


Otto Wurm, 48 West Adams avenue, De- 
roit, Mich. has the contract for plumbing 
nd hot water heating for the new residence 
f Ward Howland on Cass avenue, 


the Highland Park 
Savings Bank of 


ing and plumbing in 
School and the Central 
Detroit. 


E. P. Steiner, 36 Fort street, E. Detroit, 
Mich., has the plumbing contract for two 
frame residences on Crane avenue. 


Walter Field, 730 Lincoln avenue, Detroit, 
Mich., received the plumbing contract for the 
two-family flat building to be erected on Dil- 
lon avenue, - 


A. W. Schultz & Co., 815 Gratiot avenue, 
Detroit, Mich., will install the plumbing in 
the splendid new school building for the 
Nativity of Our Lord parish on Lamb and 
McClellan avenues. Roos & Wood, 176 
Myrtle street, have the heating contract. 


aS 


Quinn Mfg. Co. Have Splendid Exhibit 


at Alabama Convention 


HE exhibit of “Quinn Quality” 

products made by the Quinn Mfg. 

Co., Detroit, Mich., at the Alabama 
State Convention some months ago 
Was unusually complete and _ interest- 
ing. This display was the object of 
much favorable criticism by the assem- 
bled master plumbers. The cut herewith 
shows the arrangement of fixtures in the 
showrooms especially secured for the pur- 
pose and which attracted much attention. 
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When You Can Show a 
Customer 
How He 
Can Cut 


d 25%, 
° 
Slice 
Out of his heating bills, you’ve shown him 


something to make him stop wondering 
which heating system—and act. 


It’s no longer a toss-up as to who’s going to get 
the best heating jobs—the fitter with a something to offer, 
head and shoulders above what his competitors are offering 
is sure to land the business. 


Are you the man who’s going to make this the 
biggest year ne’s ever had by handling 


Vapor-Vacuum Heating 


Trade Mark Registered 


uN 77 
Krichel YW System 


When you handle Vapor Vacuum Heating Kriebel 
System you've got a basis to talk on besides price. Heaters 
are heaters and pipe is pipe—but an idea is real money— 
and Vapor Vacuum Heating Kriebel System is a real idea. 
Everyone of it’s big advantages over steam or hot water 
heating makes a life-size hit with your customer and he’s 
willing to pay for it. You don’t have to be the lowest’ 
bidder when you handle Vapor Vacuum Heating Kriebe] 
System. 


Our book about Vapor Vacuum Heating Kriebel 
System is concise and understandable and complete. You 
can go through it with your customer and show him 
absolutely how our system operates and he’ll understand it 
perfectly. Ask us for enough copies of this book to send 
out to good customers and prospects. 


Our engineering department stands ready to render 
you valuable assistance with layouts or plans free of charge 
if you will send us sketches or blue prints. Get the busi- 
ness! Write us today. 


Vapor Vacuum Heating Co. 
941 DREXEL BLDG. PHILADELPHIA, PA. 
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New PRICE BOOK 
for PLUMBERS 


The greatest time-saver in making esti- 
mates, in pricing jobs and making out 
bills is 


Flowers’ Plumbers 
Price Book 


Pays for itself in two weeks. 
it earns money for you. 


After that 


120 pages. Bound Flexible Full Levant Grain 
Black Cowhide, Tan Leather Lined, Pocket 
in front cover. $5.00 Prepaid, You can 
return if not satisfactory. 


Send for pamphlet 


FRANK H. FLOWERS, 
Erie, Pa. 


PLUMBERS’ 
SLATE 


We have two large factories and 


produce more than a carload of 
milled slate daily. 


Our reputation for executing 
Plumbers’ detail 
accurately has 
earned. 


We 
if permitted 


work carefully 


and been well 


will appreciate the favor 
to quote you prices 
when you are in the market. 


Urinals 
Shower Stalls 
Water Closets 

Base 
Wainscot 
Drain Boards 


THE PHOENIX 
SLATE CO. 


Penn Bldg., WIND GAP, PA. 
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HEN we pause to think of the 
wonderful processes of Nature 
by which mankind has securea 


his various commodities, we marvel at 
the wonderful strides of civilization, es- 


Much Used on 


Slate Urinal 
Account of Its Sanitary Features 


Type of 


pecially in the sanitary field, which could 
{not have been possible without the de- 
posits of clay, from which our vitreous 
earthenware is manufactured and the 
hard stony substance—slate. No less 
important is the production of the com- 
mercial minerals such as brass, copper, 
iron, etc.; indeed one has come to depend 
quite upon the other in our trade. 
Slate is acknowledged the superior 
substance for sanitary work. Its adop- 
tion has characterized the advancement 
of modern sanitation to a degree of per- 
fection never before attained. Nowadays 
it would be an exceedingly cifficult propo- 
sition to find a modern structure where 
this slate did not play an important part 


Laundry Trays of Slate Are Most 
Durable 
in some branch of the trades. Marble 


has been rejected, perhaps for all time, 
where it was formerly used in great 
quantities in public comfort stations, 
private toilets, showers, kitchens, laun- 


Doesn’t it stand to reason that the largest slate 
organization in this country can give you better service, 
better figures and better goods than other firms ? 


This company is a department of the famous 
Genuine Bangor Slate Company, the largest slate manu- 


facturers in America. 
you on your requirements. 


It costs you nothing to let us quote 
Why not write us today? 


The Penn’a Structural Slate Co. 


PELL BUILDING, EASTON, PA. 


Minsntasasececncecesetacece feces ns sBset nce Lele esusncnce, 
The Utility of Slate in 
Modern Sanitation 
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dries, urinal and closet stalls, hospitals, 
cafes and hundreds of other places. In 
such work slabs are used in various 
thicknesses and shapes, but slate is also 
milled into fixtures such as sinks, drain- 
boards, laundry trays, shelves and the 
like. Its imperviousness to all stains, 
dark and uniform color and _ the 
fact that it does not show abuse so 
readily as marble has brought it into 
general use. Builders, electricians, and 
other trades find this material just as 
useful but the demands from plumbers 
require more than any of these. 


Executive Office of Thacher & Montrie 


Advocates Installation of Wate 
Meters in Washington, D.C. 


6 be annual report of Colonel Lang 
fitt, the engineer officer in charg 

of the District of Columbia wate 
supply system, has been submitted t 
General Bixby, chief of engineers. H 
again strongly adyocates the installa 
tion of water meters in the District fo 
all premises, and estimates the cost o 
continuing the installation of meters o1 
a‘l federal services during the fiscal yea 
of 1914. 


—_—_——_—_—< +  a—__—— 
Proposed Ban on Public Drink 
ing Cups on Interstate Trains 


OR several years past Washingto: 
master plumbers, interested citizens 
and some city officials have vigo1 
ously protested against the further us 
of the public drinking cup. Washingto 
was among the first cities of the countr 


f, Plumbers, of Fort Worth, Texas. Congratul 


tions on an Up-to-Date Snappy Businesslike Arrangement 


The best slate is said to come from 
Pennsylvania. Here in a great territory 
may be found extensive quarries where 
enormous quantities of slate are removed 
and large and completely equipped fac- 
tories for the finishing of the same 
abound. Some of these quarries have 
been worked for years and years, none 
have less than twenty years’ actual pro- 
duction to their credit. These plants are 
all in charge of men who have risen, you 


Attractiveness of Slate When Used in 
the Kitchen : 
might say, with the business, each hav- 
ing a knowledge of the requirements of 
the trade which are the results of care- 
ful study. They form a_ source of 
information ever ready to assist the 
plumber in figuring his wants with- 
out placing him under any obligations 
whatever. The representative concerns 
may be found in a general advertisement 
elsewhere in this issue, and requests for 
literature and prices will receive the 
most prompt and courteous attention. 


to publicly adopt the bubble type | 
drinking fountains in its schools, al 
now there is hardly a school building - 
which there is the old style drinking cu 

Surgeon-General Blue of the Publ 
Health Service has: submitted a reco! 
mendation to the Secretary of the Treé 
ury, placing a ban on the public drin 
ing cup in use on _ interstate trair 
There are at present some state la’ 
prohibiting the use of such cups. Und 
a law passed at the last sesson of Cc 
gress, Surgeon-General Blue has auth 
ity to compel railroads to abandon the 


utensils. 
—_——__——= +0 = 


President Thacher of the Tex 
Association Has Fine Quarter 
reproduce on this page 


E 
\ y photograph of the interior 
Thacher & Montrief’s office 
Fort Worth, Texas. This is DOW i 
executive office of the State Associati 
of Master Plumbers, as both members 
the firm, W. E. Thacher and J. 0. Mo 
rief, were elected at the last convent! 
to the presidency and secretaryship 
spectively of the association. } 
The lady and gentlemen in the phe 
graph from left to right: Miss Sealy, 
F. Alt of L. Wolff Mfg. Co., Chicago; 
L. Logan, manager of Ahrens & Ott 
Co., of Fort Worth, Texas; Secretary 
0. Montrief, Jack Garrettson, mas 
plumber, and President W. B, Thact 
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‘Every Job has an Oppor- 


7tunity for You to Use Slate 


i Jind You Can Make a Bigger Profit by Doing So 


f) Take your suggestions to the Architect and Owner and show them its saving and superiority. 


: The following firms quarry and finish, cut to size, every requirement you may have. 


Hammann Structural and Slate Products Co. of 


, Alpha Slate Mfg. Co. 


Bangor, Pe. 
Crown Slate Co. 


I] Pen Argyl, Pa. 
If Excelsior Slate Co. Phoenix Slate Co. M. L. Tinsman & Co. Inc. 
a Pen Argyl, Pa. Windgap, Pa. Pen Argyl, Pa. 


Troughs 


These are 


Cleanest—Cheapest—Best 


Roofing Slate Co. 


Bangor, Pa. 


Fire Boards 


HOUSEHOLD 


Cupboard Shelves 
Pantry Shelves 
Refrigerator Shelves 
Shelving of all kinds 
Pastry Boards 

Table Tops 
Kitchen Sinks 
Laundry Tubs 

Sink Tops 

Lavatory Tops 


EDUCATIONAL 


Blackboards 
Bulletin Boards 


some of the places where SLATE is the 


: SANITARY SLATE INTERIOR FINISH OF BUILDINGS INDUSTRIAL 
ft] Urinals Steps Vats ana Tanks of all 
ff] Shower Stalls - Risers kinds for Dye Works 
] Bathroom Partitions Platforms Chemical Works 
if] Morgue Slabs Floor Tile Dairies 
3 Operating Tables Wainscoting Bottling Establishments 
if] Laboratory Slabs _ Vestibule Panels Canneries 
f] Germ-proof Flooring Base Soda Fountains 
: pec cums poate Slaughterhouses 

rave Vaults intels Bakeries 
} Grave Covers Window Sills Florists 
} Grave Markers Coping Tanneries 
} Cistern Covers Tiling Electric Switch Boards 
} Feed and Water Mantels Refrigerator Linings 


America 
Bangor, Pa. 


Aquarium Bottoms, Etc. 
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At Last 


A really PRACTICAL 
Out-Door Drinking 
Device. 


The 
Murdock 


Anti-Freezing, 
Self-Closing 
Non-Pollutable 


“‘Bubble- 
Font” 


(of the Hydrant type) 


and a 
product 
of the 


Original 
Hydrant 
House 


Don’t get 
the MUR- 
DOCK 
““BUBBLE- 
FONT” 
confused 
with the 
innumer- 
able Fancy 
Drinkirg 
Fountains 
upon 
which you 
are being 
\a WASTE tosEWER Mooded 

with liter- 
ature, because it is altogether a DIFFER- 
ENT PROPOSITION. It is arough and ready 
type of SANITARY DRINKING DEVICE, 
built to stand the wear and tear of school- 
yards, public streets, parks, ete., and as it is 
anti-freezing, it is ‘on the job” winter and 
summer. It requires no attention after once 
installed and as it is self-closing, no water js 
wasted. 


Write for a Descriptive Booklet 


The Murdock 
Mfg. & Supply Co. 


Cincinnati, Ohio 


Profit for Plumbers 
Inthis Lighting System 


Plumbers and Gasfitters 


are making large profits selling the 
Detroit Combination Gas Machine. There 
is a good profit on the Sale, and another 
profit on the Installation and the Gas 
Appliances, 

If you are not already selling this ma- 
chine,you should start at once.It makes-- 


Gas for Illuminating Gas for Cooking 
Gas for Laundry purposes 


Gas for all other uses common to ‘city 
coal gas at just as cheap or cheaper cost. 


The standard for over 40 
years. More than 15,000 
in use in Residences, 


: yal OF combination 
wt D Gas Machine 
FOR ILLUMINATING AND COOKING 


Stores, Factories, Churches, § 
ls, Colleges and Hos- 
It will pay you to 


Detroit Heating & Lighting Co. 
442 Wight St. Detroit, Michigan § 
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BY A. HERRING-SHAW 


Municipal School of 
Technology 


IG. 40 shows such a machine at- 

tached to a small ram pump. The 

suction pipe S should not be less 

than %4”. The tank construction 

and the mode of receiving the 

sewage are similar to those of 

Fig. 39. The exhaust from the engine or 

motor can be discharged separately into the 

drain, or may enter the sewage delivery 
pipe D. 3 

Several methods can be employed to au- 

tomatically operate the water service for 

the engine. The commonest arrangement 

consists of a set of rods or levers and float, 

as illustrated in connection with the ejector 

apparatus, Fig. 39. Pneumatic devices are 

occasionally used for the purpose. In the 

example indicated, an electrical appliance 

is adopted to automatically operate the sup- 

ply valve. Contact is made at the switch 

C by means of the lever L, which is moved 


From borferies 
/ro botferies 


a q 
reel 
\ GO} Exhausr y—> IN Delivery “pipe 


BR 


| = 
| cj i 
VILL LLL LLL LLL AY 


Sucrion pipe 
Wires 


Bosemenr Floor 


by the rod R when the float F rises to the 
stop S. Contact is maintained until the 
level of the sewage is such that the float 
comes to rest on the disc D; the additional 
weight depresses the lever and breaks the 
contact at C. 
An apparatus that can be used with ad- 
vantage and which has few mechanical parts 
that are likely to get out of order, is shown 
in ehicwes lot scan pe arranged to work 
entirely automatically and is neither ex- 
pensive to install or maintain. The sewage 
is raised by means of discharges of the 
water content of an automatic flush tank 
fixed in a high part of the building, the 
water being supplied to the automatic tank 
from the cold service to the premises. 
The main parts of the apparatus are: 
The automatic discharge tank A, the air 
cylinder B, the emptying siphon GC, the 
sewage receiving tank D, the forcing cham- 
ber B, the air pipe F, and the water supply 
pipe G. 
The air chamber B can be fixed in any 
convenient position in the building and 
above ground level, if the air pipe can be 
continued to a sufficient height above the 
siphon C. The exhaust from the siphon C 
can’ be collected in a tank and used for the 
flushing of urinals, or it may be discharged 
directly into the drain. In the latter case 
it would not be necessary to fix a. special 
tank for flushing the drains. The latter 
course is the one usually adopted, however. 
If climatic conditions will permit of it, 
the sewage receiver D and the forcing 
chamber E must be placed in an open area 
where possible; failing this arrangement, 
precautions must be taken to prevent 


Fic. 40 — Sewage Lift Operated by Automatically Controlled 
Water Driven Piston Motor 


SSS SS1e——0 


f Moder Sanitary Plumbing 
_—S—SS SSS 1) 
As Installed in Great Britain 


los 


CHAPTER IX 


Manchester, England GF 9G F~_9G FING FIG FSD 


nuisances arising from the presence of the 
apparatus in the basement of the building. 


N Fig. 41 it will be observed that the 
I sewage discharges enter the receiver D, 
the outlet of which is guarded by a 
spherical reflux valve. The sewage passes 
into the forcing chamber, and, accumulating 


-therein, gradually fills the chamber and the 


receiver D and raises the ball lever H. The 
latter operates a cock fixed on the supply 
pipe G and which controls the water service 
to tank A. Thus, when the forcing chamber 
E is charged with 
sewerage, the supply 


the next inflow of waste water and slop. 

In some instances, larger sizes of this 
apparatus are used for raising sewage from 
low lying districts to higher levels, whence 
it may flow by gravitation to an outfall or 
purification works. The necessary energy is 
obtained by accumulating the high level] — 
sewage in specially constructed auto dis- 
charge tanks, whence it is discharged in 
concentrated volumes into the air chamber 
B, from which it is siphoned into a mean 
level sewer, the action being the same as 
that of the smaller apparatus. 

Where electrical energy is obtainable, the 
apparatus shown in Fig. 42 will give good 
results, has the merits of cheapness and 
simplicity. A motor, A, is connected by 
belt or cog wheel drive to an air pump B, 
whence the air is carried through the pipe 
C to the sewage receiver D. The motor is 
started by means of a switch device similar 
in principle to that used in connection with 
Fig. 40, also shown herewith, and drives air 
under pressure into the enclosed sewage 
receiver, from which the sewage is ejected 
through the outlet pipe into the drain. 

An apparatus that has been used to 


a large extent in most parts of the British 
Empire 


will be illustrated in the next 


valve is opened and 
the tank A is filled 
with water, which 
it automatically dis- 
charges into the air 
chamber B, the air 
com- 


in which is 


pressed and forced through the air pipe Fr 
and entering the forcing chamber E exerts 
sufficient pressure as to lift the sewage con- 
tent through the pipe J into the drain. 
Regurgitation from E to D is prevented by 
the reflux valve V. When the contents of 
E are ejected by the compressed air from 
B, the water contents of the latter are re- 
moved automatically through the siphon C. 
This action is due to the fact that B is of 
somewhat less capacity than A; the sur- 
plus water charges the siphon, setting up 
siphonic action by which B is immedi- 
ately emptied and _ thereby prepared for 


Basement Floor 


aaa 


IZ 


it 


Fig. 42—Electric-Motor Driven Compressed Air Ejector Plant, 


Fig. 41— Automatically Discharging Sewage From Receiver 
by Utilizing Water Pressure 


chapter. It is useful in large buildings and 
in other works of construction where large 
quantities of liquid waste have to be dealt 
with in basements and sub-basements. It 
is entirely automatic in action and can 
be safely left to work without attention for 
considerable . periods of time. The ap- 
paratus consists essentially of an air 
compressing device, an air storage cylinder 
and an ejector cylinder. The cylinder is of 
wrought iron and contains a reserve of com- 
pressed air under a pressure that is more 
than sufficient for the purpose of raisins 
the sewage against the existing head. 


(To be continued) 
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Self Regulating and 


Requires Probably the Least Attention 
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‘Betore sany= piece 
turned out at our 
Dldntencans receive 
our BLACK and 
GOLD guarantee 
label it must pass 


the most rigid tests 
and examinations to 
which any enam- 
eled iron ware is 
ever submitted. 


Plate D 112—Madein one size only, 22 in. x 27 in. 


The BLACK and GOLD label stamps 
IRON CITY as the QUALITY LINE 


combines beautiful design and excellent finish 
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Master Plumbers: 


You are cordially 


invited to bring your prospec- | 


tive customers to our show- | 
rooms and have them look over 
the complete 


JOSICO” 
line. Every kind of fixture is 
demonstrated from the simp- 
lest designs to the most artistic 


sanitary productions on the 
market today. 


The services of our corps | 
of salesmen are at your dis- | 
posal at all times and every aid | 
will be given you to land your 
CuSLOMer= 


Feel perfectly free to use | 
our showrooms and sales force 
in selling your customer. 


Co-operation with the master 
plumber and quality goods are 
the secret of the success of 


JOHN SIMMONS CO. 


Main Office 
110 CENTRE ST. 


Warehouse 
BUSH TERMINAL 


Showrooms 
48 EAST 41st ST. 


& 
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Up-to-the-Minute Shop and Display 


HEN contracts for certain 

sewer work at Merrill 

were awarded recently, the 

Board of Public Works 

accepted the bid of the 

Merrill Plumbing & Heat- 
This concern will put in the main 
streets and from Van Rensslaer to Stuy- 
vesant streets. It will be a 12-inch pipe 
and cost $1.10 per lineal foot. 


ing Co. 


The Board of Education of Milwaukee, 
Wis., has awarded several contracts for 
work on the new Riverside High School. 


J. C. Fennessey, city clerk of Eau Claire, 
Wis., is advertising for bids for the con- 
struction of about 4,000 feet of sewer pipe, 
the size of which ranges from 8-inch to 22- 
inch pipe. 

The city of La Crosse, Wis., is having an- 
other sewer extension constructed on North 
3a street. The Thill-Manning-Whalen Co., 
which has had several similar jobs this sea- 
son, received this contract also. 


Many Wisconsin cities and villages which 
have not sewer and water mains are con- 
sidering installations. These various exten- 
sions and new systems will be finished some 
time next year and should give the plumbers 
plenty of work. 

The Beebe School on Asylum avenue at 
Racine, Wis., is being equipped with a 
modern heating plant. The school has been 
sorely in need of such a plant, which will 
add much to the appearance and comfort 
of the building. 


Improvements in the heating 
the courthouse at La Crosse, Wisconsin, 
have been contemplated by the Committee 
on Buildings and Ground of the County 
Board. Among the work contemplated is 
the resetting of the boilers. 


Word has been received by the station 
agent at Hartford, Wis., that the railroad 
has ordered a heating plant and sanitary 
toilets installed in the station at a cost of 
$750. The improvements have been long 
sought for and will be greatly appreciated 
by the patrons of the road. 

The City Engineer of Antigo, Wis., is at 
work planning a trunk line sewer to be in- 
stalled in that city. It has been estimated 
that the cost will amount to about $30,000. 

The contracts for the work in the new 
Manual Training School donated to the city 
of La Crosse, Wis. by F. P. Hixon will 
soon be let. The building will cost about 
$70,000. , 

Grassler & Gezelschap, located at 214 
8d street, Milwaukee, Wis., are completing 
a large job in the new Merchants & Manu- 
facturers’ Bank Building. This enterprising 
firm has been landing some of the big 
heating jobs this season. The cost of the 
bank building in which they are working 


system of 


Room of Henry J. Heyde, Fond-Du-Lac, Wis. 


is approximately $300,000. The same ‘firm 
also secured a heating contract from E. J. 
Earling, who has recently acquired a fine 
residence on the west side and is remodel- 
ing it. 

The contract for installing a septic tank 
in connection with the new Milwaukee 
County School of Agriculture and Domestic 
Economy has been awarded to Adolph G. 
Toddy. The cost of this tank will be $1,166. 
Bids are being called for by the county 
clerk for installing a heating plant at the 
same institution. 

W. H. Halsey, the well-known Miiwaukee 
plumber, located at 432 Jefferson street, is 
a busy man this season. He has secured 
some big contracts this year, among them 
being the plumbing job in connection with 
the $300,000 Merchants and Manufacturers’ 
Bank. Mr. Halsey is one of the best-known 
plumbers in the United States, being an ex- 
president of the National Association. 

The Western Plumbing & Heating Co., 
the Fred W. Theis Co., and the George A. 
Glassner Co., employing twenty-one men, 
came under the provisions of the Workmen's 
Compensation Act. All three firms are Mil- 
waukee plumbing firms. The total number 
of firms now under this act is 447, and the 
total employees now affected by the legisla- 
tion is 6,500. 

A. Burkart, the Eau Claire, Wis., master 
plumber, is secretary of the newly appointed 
Board of Industrial Education. The erea- 
tion of the board is in accordance with the 
provisions of an act passed by the last state 
legislature compelling the institution of in- 
dustrial, continuation, commercial and even- 
ing schools in all cities of 5,000 population 
or over in the state. There will in all 
probability be a plumbing class arranged 
for in the Eau Claire school. Mr. Burkart 
is so busy that a shortage of help compels 
him to continually refuse work. The plumb- 
ing in the Ninth Ward School required fifty- 
two fixtures and “Durham” drainage system. 
The vacuum cleaning system, also heatins 
system, and gas work in the school also re- 
ceived his attention. He also has the plumb- 
ing and gas work in the Sacred® Heart Hos- 
pital addition and a number of residences. 


——_2-e—— 


A Busy Fond-Du-Lac, Wis., Master 
Plumber 


HE picture herewith is a good Te 
production of the plumbing estab: 
lishment of Henry J. Heyde of 
Fond-Du-Lac, Wis. Mr. Heyde has 4 es 
up-to-date showroom and reports havins 
a very busy season with all indication: 
pointing to even better business this fall 


Fr 
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LOOK WHO’S HERE!!! 


‘The Straight Grain, Unbreakable Closet Seat Has at Last Arrived 


THE “ALLRIGHT” 


Don't take our word for it, but jump up and down on one of them till you get tired and see if you can 
split it. If it splits, send it back to us and we will send you another, and in addition we will send you 


Fifty Cents For Your Trouble 
Every Seat Plainly Marked “GUARANTEED NOT TO SPLIT” over our own name. ; 


UNBREAKABLE 


AND 


THE CRAIN 


RUNS STRAICHT 


bod 


ral 


THE “ALLRIGHT”’ 


Construction: 


The left side of cut shows an electrically welded steel hoop, forced into a groove, on the underside of seat, when hot and expanded; when 
it cools it contracts and embeds itself into the wood, making it absolutely tight, on the old principle of putting the tire on a vehicle. 


The right side of cut shows finished seat, after a wooden spline, set in glue, has been forced into the groove, over the hoop, under One 
Thousand Pounds Pressure. It is finished absolutely smooth, made water proof, and there is not left the slightest crack or crevice in which 


germs or filth may accumulate. 


Note the Grain of Wood Runs Straight and There Are No Unsightly Joints to Come Loose 


Our regular numbers are made in Plain Ova!, Quarter Saddle and Full Saddle, in plain or Quartered Oak or Imitation Mahogany. All heavy 
construction, finished in five coats, rubbed and polished. 

. Inquiries addressed to us, giving the name of your regular jobber, will not only receive prompt attention, but we will send you a 
booklet ‘‘How to Attract Trade” that you will find has some valuable pointers, and our other booklet, ‘‘Genius,’’ which tells all 
about ‘‘ALLRIGHT”’ Closet Seats. 


G. W. PATTERSON COMPANY, 
GREENSBORO, N. C. 
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TRADE 


The DEVORO Jet 


MARK 


A Perfect Closet Must 
Have Six Essential 
Characteristics: 


dis- 
the 


Prompt 


Ist. charge of 


bow! contents. 


2d. 


A discharge pas- 


sage of large ° 
ealibre to pass freely a 
ball 2% inches in 
diameter. 


3d A deep seal (by 
e which is meant 
the distance from the 
normal water level of 
the bowl to the top of 
the passage leading from 
the bottom of the bowl 
cavity) of no Jess than 
3 inches. 


A large water 


Ath. SUMO AOE Oe 


area, to insure proper 
disposition of matter de- 


posited in the bowl 

cavity. 

5t Ample water 
¢ supply to in- 


sure proper flushing of 


bowl cavity. 
Noiseless oper- 


6t e ation. : ee 


The DEVOROQO is the only 


syphon jet closet having 
all these characteristics. 


In syphon jet closets, other than DEVORO, for 
which the claim of noiseless operation is made, the 
supply to the bowl cavity is cut down to such an 
extent that over one-half of the flushing water is 
discharged through the jet opening, and the bowl 
supply is not sufficient to supply the proper flush. . 


We do not base our claim of superiority on 
silence alone—we guarantee that all the 
essentials of the Perfect Syphon Jet Closet are 


found in the DEYVQRQbow/ls, while the cost 
is no greater than the staple Syphon Jet. 


Great Western Pottery Company 
Tiffin, Ohio Kokomo, Ind. 


Manufacturers of Vitreous China Lavatories 
and Special Closets of all kinds 
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Using an Ordinary Hand Pump fo 
Pneumatic Water Supply Systems 


By M. G. Brown 

AM handing herewith a kink which I 
| have used with success on hand power 

pneumatie water supply systems. Fig. 1 
shows a pump of the type generally used 
when the well is more than 25 ft. deep 
or is a tubular well. The cylinder is lo- 
eated near the bottom of the well and is 
the same size as the pipe. 

Now, in order to pump air, I have placed 
another cylinder, somewhat larger, just be- 
low the pump. The 
upper cylinder will 
therefore suck air 
part of the time. 
The reason that the 
by-pass is placed 
in the eylinder is 
that when any 
valve is closed ana 
now aire ais) sbeine 


Air Chamber Adapted to Hand Pump So 
That It Can Be Used for Pneu- 
matic Systems 


pumped, the water will go through the 
by-pass and relieve the vacuum. There 
must be a check valve on the by-pass, 
however, so that on the down stroke of the 
plungers the water will not spurt out. 

The main feature about this idea is that 
the nut ‘A’ can be loosened and _ the 
plunger and rods withdrawn. The pump 
ean be taken apart at “B” and leaves the 
upper cylinder in plain view. This idea 
can be applied to almost any type of deep 
well pump. The by-pass should never be 
smaller than %” pipe. 

Fig. 2 shows a sectional view of the cyl- 
inder. I remove the bottom check valve at 
the lower end and connect the pump rod into 
the plunger at C. 


~ 


A Good Way Way to Fix a Leaky 
Coupling 
By E. G. Peary 


When you find a coupling in a line leak- 
ing, don’t tear down the line to put in 
a new coupling and don’t waste time try- 
ing to calk the leak. The quickest and 
best way to stop the leak is to take an ordi- 
nary pipe cutter, place it on the coupling 


elose to the end from which it is leakin 
tighten the cutter, and give it a turn | 
two around. Loosen the cutter, and mo: 
it back just enough to allow space for a 
other groove to be cut, and repeat t! 
operation. 


Make the cuts deep enough 


Leok/ # a Coupling 
g cutter Wheel Grooves 
ao) 
Scoring the Leaking Coupling Wi 


Pipe Cutters 


stop the leak, but be careful not to ¢ 
through the coupling. This will be fou 
to be a repair that will last, save time al 
expense. 

The illustration shows the coupling befo 
and after repair has been made. 


To Turn a Pipe Without a Wren 


By E. G. PEARL 
This kink was one of the first I learn 
as a helper, and have found use for 
many times since: Take a _ strong pie 
of rope (sash-cord is good); double at 
shown in a; wrap it about the pipe to 


aq é 
Fics. a@ aNd b—Easy Way to Make Pi 
Wrench — 


turned, as in b; run a stout stick (a pie 
of broom handle is best) or a small pi 
through the loop in the rope, to form a levi 
as in c; hold the loose ends of the ro 
tight in one hand and push or pull, as t 


FROPE 
Jobe held 
Cc tour 
Frc. c—Method of Using Rope and Pi 
as Wrench 
occasion requires, with the other hal 


When the pipe starts, slacken up 0M the b 
or lever, slide the rope back, tighten uP @ 


push again. This device, while not qu 


so handy as a wrench, will start a pipe 


quickly and will never erush the P# 
Almost any size pipe can be unscrew 
by this method, but of course for Ja 
sizes a heavier rope and stronger le 


resul 
will be necessary to obtain best rest 
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Regulator Perfection 


The Last Word in Regulator Perfection is now ready for the Trade. It is the improved 
Model 12 Honeywell Temperature Regulator (clock or plain pattern) 


This little device is unquestionably the simplest, neatest, handsomest, most accurate and dependable in- 
strument of its kind manufactured. It is sold under a twenty year guarantee and to the trade only. 


The Honeywell is the most carefully built and tested Regulator made, yet it lists lower than some other 
makes. Owing to the care given to preparing and assembling all parts, it can be installed in less time than is 
required to install other Regulators. 


Our Regulator catalog tells all about the Honeywell Temperature Regulator—tells why it is noiseless 
In operation— why it can’t run down and leave the dampers open—why dust or dampness do not effect it— 
why it is more dependable than other Regulators. 


. Write today for full information—don’t put off doing this—the Regulator season is now on and its 
going to be a profitable one to the live fitters, as coal was never so high, and the Honeywell Temperature 


Regulator saves coal. 
THE 


ONEY WELL 
HEATING SPECIALTY (©: 


Wabash, Ind. 


New York Office: 


141-145 W. 36th St.—Herald Square Bldg. 
F. T. Rawley, Manager 


4 » 


Closets 


dae ; 


Plate P 8300—-“Standard” Vitrite Closet, Raised 
Rear Local Vent, “‘Ivorite’ Seat, with Metric 
Seat Action Flushing Valve 


Plate P 8340- “Standard”Vitrite Closets, Reverse 
Trap Syphon Action Bowl, with Metric Seat Ac- 
tion Flushing Valve 


Plate P 8305—‘“Standard” Vitrite Closet, Extended Plate P 8342—‘Standard’ Vitrite Closet, Extended 
Lip Bowl, Open Seat, with Metric Seat Action Lip Bowl, Open Seut, with Metric Seat Action 
Flushing Valve Flushing Valve 


The “Standard” Closets illustrated on this page are of the Metric Seat Action type. For Schools, 
Publie 21.d Semi-Public buildings there is no closetthat possesses so many advantages as are 
embodied in this design. They operate independent of te user, are economical in the amount 
of water required to flush, have a prompt and strong action, are highly sanitary and are guar- 
anteed to give efficient service. Architectsand Plumbers will find it to theirinterest to inves- 
tigate the “Standard” line of Metric Valve Closets when in the market for a Seat Action Closet 
of dependable working efficiency. 


See Flage 526 to 535 “Standard” Catalogue ‘‘P.’ 


Standard Sanitary Mfg. Co. 


GENERAL OFFICES PITTSBURGH, PA. 
OFFICES AND SHOWROOMS 


New York.......35-37 W. 31st Street Toledo, Ohio...... 311-321 Erie Street 

Boston........Jehn Hancock Building Louisville. .819-323 West Main Street 

RICE Olsierere sit Cape terse nile ois, alenrere sachs Nashville, Tenn. .315-317 10th Ave., S. 

Karpen Bldg., 900 S. Michigan Ave. DAMG MOTANClsCO,. ale Star clers the etlece ste 

St. Louis...100-102 No. Fourth Street ....Merchants Nat’l Bank Bldg. 

Philadelphia...... 1128 Walnut Street Pitta DUT EA. fi docis o's ai cee 106 Sixth Street 

Washington, D.C., 200 Southern Bldg. Cleveland. .648-652 Huron Road, S. E. 

= Houston,Tex., Cor. Preston & Smith Sts. Montreal, Can..215 Coristine Building 
Plate P a wR 3 : Fort Worth, Tex...Front & Jones Sts. Toronto, Can..59 Richmond Street, E. Plate P 8310—‘Standard” Vitrite Closet, Syphon 
ear ec, vitrite Closet, Peet Cincinnati, Ohio....633 Walnut Street Hamilton, Can..20-28 Jackson St., W. Jet Bowl, with Metric Seat Action Flushing 


ing Valve. New Orleans. Baronne & St. Joseph Sts. London,Eng.,57-60HolbornViaduct,E.C. Valve 
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3 THE FINEST AND MOST LUXURIOUS HOTEL IN THE WORLD 
HOTEL PLAZA 
(New York City) © 
8 IS EQUIPPED THROUGHOUT WITH S 
JOHNSON SYSTEM : 
; of Temperature Regulation 
The JOHNSON SYSTEM 


consists of automatic de- 
vices for regulating the tem- 
perature of air, water and 
other mediums, through its 
application to all known 
forms of heating and cool- 
ing apparatus. 

Though especially adapted 
to regulating temperature of 
schools, office buildings, 
public bui'dings and resi- 
dences it is equally useful 


(@) 


in connection with manu- 8 
facturing processes, where © 
uni‘ormity of temperature is ©) 
an important economy. & 
In all large cities we have © 


a complete Service Depart- 
ment anxious at all times to 
consult with you about your 
heating problems. 
JOHNSON Catalog giving 
complete particulars will be 
sent you on request. 


JOHNSON | SERVICE COMPANY, 


MILWAUKEE, WIS. Branches Everywhere 
DOOQDDOOOOOOOOOOOOOQOOOOOOOOHDOOOOOOOOOOOOOOOOOOQOQ®DOOQOQOOO) 
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Every Steam and Hot Water 
Fitter should have a copy of 


House Heating 


By 


Steam and Water 


Written by that eminent authority 
Chas. B. Thompson 


=e 


o, * * “| 
en 
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House HEATING 


ze aud coataining improved heating 


methods in the home, accurate and 
simple rules and tables for comput- 
ing radiation, heat 


STEAM % WATER 
losses, ete., 
charts showing boiler power and 
coal consumption, heating systems 


for baths, swimming pools, ete. 


fe a 


rom. 


Vacuum Systems. Direct and 


Indirect Systems. 


This book covers the 


st 


complete heating field 


CHARLES B. THOMPSON. 


258 Original Drawings, 265 Pages 


Price prepaid $3.00 


The Plumbers’ Trade Journal 
Publishing Company, 


45 West 34th Street - « New York City 


ot 


—— SSS oS Se ooo ss) 
i SSS 


POCOWQDOOQQDOOOE DOOOOOOOOV!S 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REV aw 


Officers and Committees Appointed 
at Recent Meeting of Eastern — 
Supply Association 


JOURNAL of October 15th, the an- 

nual meeting, at Hotel Astor, 
New York City, of the Eastern Supply 
Association, October 9th, was by far the 
most successful ever held. The election 
of officers, directors and national com- 
mittee representatives occupied the 
greater part of the session and the unani- 


A S reported in Tue PLUMBERS’ TRADE 


mous selection of the following was 
voted :— 
Officers: President, P. M. Beecher, Pierce, 


Butler & Pierce Mfg. Co., Syracuse, N. Y.; 
first vice-president, A. A. Tomlinson, Vir- 
ginia-Carolina Supply Co., Norfolk, Va.; 
second vice-president, W. L. Blake, W. L. 
Blake & Co., Portland, Me.; treasurer, Mar- 
tin Behrer, Behrer & Company, and secre- 
tary, Frank S. Hanley, New York, N. Y. 
Board of Directors: P. M. Beecher, A. A. 
Tomlinson, W. L. Blake, Martin Behrer, 
G. R. Adams, Samuel Sloan & Company, 
Rochester, N. Y.; James F. Conran, Stand- 
ard Sanitary Mfg. Company, New York, 
N. Y.; J. F. Evans, Wyoming Valley Supply 
& Mfg. Co., Wilkes-Barre, Pa.; L. O. Koven, 


proval. We publish same herewith:— 
FICTITIOUS BILLING 
(Adopted October, 1912) ; 
WHEREAS, members of this Association 


have been frequently requested by customers 
to furnish fictitious invoices for supplies 
sold, particularly where such customers have 
taken contracts on a percentage basis, and 

WHEREAS, we do not believe that com- 
pliance with requests of this character is 
justifiable, either on the ground of good busi- 
ness policy or ethics, 

Therefore, be it Resolved, that in the: fu- 
ture we will absolutely decline to furnish 
any such invoices, and will only furnish 
regular bills or invoices applying to such 
purchases. 


Plumbing Code for New Bruns- 
wick, N. J. 


LETTER signed by all of the mas- 
[ \ ter plumbers of the city of New 


Brunswick, N. J., recently was 


submitted to the Council of that city 
and set forth the urgent needs for a 


President P. M. Beecher of the Eastern Supply Association and General — 
President P. M. Beecher of the Eastern Supply Association and General Sales 


L. O. Koven & Brother, New York, 
James P. McPhail, The James Robertson 
Mfg. Co., Baltimore, Md.; John A. Murray, 
John A. Murray & Co., New York, N. Y., 
and F. T. Stevens, The Plimpton & Hills 
Corporation, Hartford, Conn. 

National Committee Representatives: J. 
Walter Lyons, Keystone Pottery Company, 
Trenton, N. J.; H. B. Hallett, Eastern 
Range Boiler & Welding Co., Conshohocken, 
Pa.; D. L. Hamill, D. L. Hamill Co., Buf- 
falo, N. Y.; F. W. Hubbard, W. B. Hubbard 
& Sons Co., Boston, Mass., and S. E. Hunt- 
ing, The Hunting Company, Watertown, 
IN <i % 

New Members: Geo. H. Cole & Son, 401 
River ~street, Troy, N. Y.; H. W. Johns- 
Manville Co., Madison avenue and 41st 
street, New York, N. » Ga and Albert P. Thill 
Company, 1031 Putnam avenue, Brooklyn, 
N; Y. 

The movement for the adoption of a 
resolution designed to eliminate the evils 


of fictitious billing met with instant ap- 


ING Yor 


code governing the installation of sani- 
tary plumbing in that city. The opposi- 
tion from the city consisted mainly in 
the argument that should the ordinance 
go into effect that an inspector would 
have to be employed. So far progress 
has been made in having a committee 
appointed to draft a set of plumbing 
regulations. The members of this body 
are Elmer J. McMurty, S. B. Klimer and 
James Morrison. 
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San Francisco to Have a Brass 
Industry 

HE Golden Gate Brass Mfg. Co. has 

been incorporated at San Fran- 

cisco, Cal., with a capital stock of 

$15,000, by H. Reaside, B. J. Reiley and P. 

Sassol, and will shortly begin one 


x 


va 
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Oster Matchless 2 inch 


Die Stock narrow reced- 
ing die. Only two adjust- 
ments. Not asingle loose 
piece. 


Oster Bull-Dog all sizes 
¥% to 4 inches, plain and 
ratchet. Parts reduced to 
half the usual number. 


Oster Light Portable 
Machines complete with 
pipe vise for 4 inch end 
6 inch pipe. Nothing like 
it for a-one man tool. 


Oster Hand Machines 
2 inch-4 inch-6 inch dur- 
able, portable, perfect on 
the big job. 


Oster Pipe and nipple 
Machines. The triumph of 
the year. A perfect shop 
outfit for any kind of work 
by every kindof workman. 


This factory with jts complete organization, grown together in 19 years, is 
spending all its time, money and brains on your pipe threading problems, 


not a single side issue in it, we make more different devices for this 
purpose than any factory inthe world, We make more of them and want 


you to watch us grow. 


Illustrated and Complete Catalog on Request. 


The Oster Manufacturing Company 
2060 East 61 Street | Cleveland, Ohio 
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Chapter VII. 
morning when Mrs. 


N the following 
Asket dropped in to see Bill she 


found him wrestling with a problem 
which seemed to be unsolvable. Bill looked 
“put out” about it and it only required a 
few well put questions from Mrs. Asket to 
find out the trouble. “It seems,” said Bill, 
“that a man up the street here who has 
plenty of money wants to put in hot water 
heating in his house, but wants only one 
pipe running through his downstairs rooms 
for each of the upstairs radiators. 

“As I explained to ‘Sary’ the other day 
about the gas water heater, you must have 
a supply and return pipe for good hot water 
circulation and I don’t see how I can do 
it with one pipe. Unless I do, however, he 
will not have the job done and I will lose 
that much work. He has tried a couple of 
other steam fitters already, and they all 
tried to make him use a one pipe steam 
system, like we have here in the shop, so 
he has become very suspicious of everybody 
that says steam; he thinks they are trying 
to-bunco him. 

If I can do the job with one pipe I can 
have it almost at my own figure and it 
seems too bad to have to let it go.” 


“Are you sure,” said Mrs. Asket, “that 
the thing is impossible?” 

“Well, no,” said Bill, “but 1 don’t think 
it can be done.” 

“Well, isn’t there any place or anybody 
who could tell you?” 

“Yes,” said Bill, “there are a whole lot 


of swelled-nut engineers and college high- 
brows who know all about schemes to do 
unusual and crazy things in the heating 
and plumbing line even though they prob- 
ably couldn’t thread a pipe straight. The 
trouble is they are just like a _ specialist 
doctor who wants $50.00 for a consultation, 
simply too high priced for the average 
plumber to go to.” 

“Hum!” said Mrs. Asket. ‘Say, Bill, isn’t 
there any trade paper published for your 
business? I know my husband always took 
one and he used to tell me that he got many 
good money making points out of it, any 
one of which would have paid his subscrip- 
tion price for many years.” 

“Why, it seems to me I’ve heard of one 
or two,’ answered Bill, “but I never paid 
much attention to them because I always 
felt when I was busy I didn’t have time to 
spend reading and when I was slack I al- 
ways went out drumming up work.” 

“Well I don’t believe it’s lost time spent 
in reading a good live publication about the 
latest stunts in your business and if I were 
you I’d find out about it at once and get 
a copy of each one to see what best suited 
my needs.” 

“All right,’ said Bill, “Ill do that to- 
morrow, and in the meantime [fll try to 
think out a way to land that hot water 
heating job or bust!” 


HEN Mrs. Asket dropped in again 
W in about a week after she had ad- 
vised Bill to get a trade paper, she 
found Bill looking over three or four old 
magazines that he had borrowed from other 
plumbers in town. ‘Well, Bill,”’ she said, 
“do you find anything that looks interest- 
ing?” 
“Yes,” replied Bill, “they are all pretty 
interesting, but there seems to be only one 
good one that is devoted entirely to the 
plumbers’ and heating men’s interests. This 
one is called THr PLUMBERS’ TRADE JOURNAL, 
and over in a certain portion is quite a 
space for inquiries where plumbers write in 
their troubles and they are published with 
suggestions as to how to remedy the faults.” 
“How much is the subscription?” asked 
Mrs. Asket, turning the leaves over. 
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“Only a dollar a year,” replied Bill. 
“Don’t you think that you would at least 


get your dollar back in information in the 
course of a year?” 
“Oh yes,” said Bill, ‘I could undoubtedly 


pick up many good points in my spare mo- 
ments during the year.” 

“And why,” inquired Mrs. Asket, “don’t 
you, when you send your dollar fora trial 
subscription ask them about the hot water 
heating proposition that you are stuck on? 
Tell them you will subscribe for five years 
if they can help you out, for you could well 
afford to do a little thing like that if they 
enable you to land that job.” 

“By Jinks,’ said Bill, “that’s a good idec 
and Fll try it!’ 

“Bill,” said Mrs. Asket the next morning, 
“if you are in a hurry (and I think you are) 
to find out about that hot water heating you 
had better explain it to THr PLUMBERS’ 
TRADE JOURNAL quickly because you don’t 
know how many inquiries they may have 


on hand from plumbers all over the country 
which have to be answered ahead of yours.” 

“T guess that’s right,” 
like to land that job 


“and I'd 


else 


said Bill, 


before some one 


onto oy 
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“Bill,” said Mrs. Asket, “the labor and 
material for that job will cost you about 
$350.00 and your shop about 47% more or 
$164.50, which makes an actual total cost 
of $514.50. Allowing 15% profit and 5% for 
contingencies or a total of 20% more makes 
your price $514.50 plus $102.90, which equals 
$617.40. Find out if he will pay you one- 
third when you are half finished to help 
you ficm advancing so much money for a 
long time.”’ 

Bill came back an hour later with a smile 
which pesembled a rubber band. stretched 
around a telegraph pole and said, ‘Well, 
Mrs. Asket, I landed that job and I am going 
to order the stuff tonight.’’ 


“No, you are not,” said Mrs. Asket; “you 
are going to order it right now!” And Bill 


did. Not only that, Bill hired another man 
and a helper and got his pipe work started 
the next morning. 

were 


HEN Mrs. Asket and “Sary” 
W looking over the accounts later 

Bill came in from his hot water 
heating job, which was going fine and smiled 


cheerfully at the two. Mrs. Asket wanted 
to know if Bill was too busy to explain 
ra tel teen 
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“There Seems to Be Only One Devoted Entirely to the Plumbers’ and Heating Men's 


Interests. 


eomes along, or my customer changes his 
mind, or something.” 

In less than a week Bill had his first copy 
of the paper and a letter thanking him for 
his subscription and suggesting that he try 
running all his hot water up to the attic in 
a single pipe located in the kitchen or some 
other inconspicuous place, then branching 
horizontally in the attic and dropping down 
near each radiator trying to get the radi- 
ators on the two floors as nearly over each 
other as possible. From the drops he was 
to take an inlet with a valve into the top of 
each radiator and an inlet without a valve 
from the bottom of each radiator and the 
drop was either to be reduced one pipe size 
between these two points, or to have a 
throttle valve inserted. 

“That is a good idea,’ said Bill, ‘‘and Ill 
see if old fuss-budget will let me run the 
main pipe up through his kitchen without 
kicking.” 

“Suppose you sketch up the layout roughly 
and make a list of material you will need 
for this scheme,”’ said Mrs. Asket, “and I will 
put in the prices, from ‘Sary’s’ book and 
figure it out for you.” 

“Fine!” exclaimed Bill. “I will do that 
right now.” So Bill sat down and from a 
sketch of the house which he had already 
made soon had his material listed and the 
labor estimated. Mrs. Asket took the list, 
priced the various materials and figured out 
the cost, which came close to $350.00. 
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what it was that had bothered him so much 
about the job and just how he was getting 
around it. “Sure, IV’ll explain it to you,” 
said Bill. ‘Just as I was telling ‘Sary’ the 
other day about the gas heater, when water 
is heated it expands, which makes it get 
lighter than the colder water so that it 
tries to rise. Now in, the common _ hot 
water system there are two pipes used, one 
of which carries the hot water to the radi- 
ator and the other which carries the par- 
tially cooled water back again. When there 
is a fire in the hot water boiler, the water, 
as it becomes heated, tries to rise and finds 
its way up through the supply main into the 
radiators, where it becomes partially cooled 
and at the same time heavier so as to sink 
down back to the boiler through the return 
pipe.’’ 

“You see, said “Sary,” “it 
something like a big wheel with weights 
hung on it—the cold water is the heavier 
weight and the side it is on sinks down 
while the other comes up.” 

“Ves,” said Bill, “that is one very clear 
way of looking at it. Now the suggested 
way of overcoming ‘the double pipes in the 
downstairs rooms for each radiator on the 
second floor was like this: All the hot 
water rises direct in one main to the attic 
where it is divided and carried to the vari- 
ous drops which carried it down to the 
cooling radiators. The second floor radi- 
ators are supplied through the valve at the 


runs around 


top and as the water becomes cooled it sin! 
down and flows out of the bottom conne 
tion back into the pipe again.” 

“But doesn’t that cooler water cool ¢ 
the hot water in the drop?” asked My 
Asket. ‘ 

“Sure,” replied Bill, “and for that reas 
I am _ putting extra sections on all {j 
downstairs radiators, since they will not } 
as hot as the upstairs ones,” 

“Why,” inquired “Sary,” “is 
between the radiator 
smaller?” 

“Because,” replied Bill, “I suppose th 
figuie on the pipe above and below the r 
diators being big enough to supply the tw 
but in between the radiator connections pa 
of the water is passing through the radiat 
and the pipe need not be so large. Also 
the pipe were of the same size all the wy: 
down the water would quite likely si 
straight down and possibly never go in 
the radiators at all. By this means you s 
it strikes a contracted portion of the pi 
which forces or drives part of the wat 
around by way of the radiator.” 

“But,” said Mrs. Asket, “suppose one r 
diator was shut off, how would you get : 
your water through the smaller pipe?” 

“In that case,’ replied Bill, “you wou 
not need all the water and that whi 
passed through the smaller pipe, only, wou 
be ample for the one remaining radiato 

When Mrs. Asket dropped in to see B 
the next time, he had had his helper pi 
up all the odds and ends lying around a 
they had been neatly piled up in convenie 
places. “That’s right,’ said Mrs. Aske 
“always keep your place neat and tidy 
it will look inviting and don’t think beeau 
you’re in the plumbing business that y 
have to have an old water-closet out on t 
sidewalk in front of your place. Try to di 
play a little delicacy in your arrangement 
I have found that a cut glass finger bowl 
a much better looking object in my parl 
than an old earthenware wash bowl ev 
though they can both be used for the sar 
purpose. And don’t think because you ha 
landed this hot water heating job that yo 
fortune is made and forget all about t 
fact that you will need other work wh 
you finish this. Keep your eyes open, @ 
the estimating on the jump even when y 
are busy temporarily, for you have got m 
to keep going now and you don’t want 
lose all the ground you have gained.” 


the  pij 
connections may 


“Confound that woman,” said Bill 
himself; “she is always poking a fellc 
along.” But, being more or less polite, | 


replied that he certainly should be on t 
lookout for additional jobs right along. 


(To ve continued) 


N. O. Nelson Mfg. Co. to oper 
Plant at Houston, Texas 


RESIDENT N. 0. NELSON of the 

O. Nelson Mfg. Co., St. Louis, M 

has recently returned from an € 
tended stay in the city of Houston, Texe 
where it is the intention of the compal 
to establish a plant. The building of #] 
various structures and the establishme’ 
of headquarters, it is understood we 
the prime objects of Mr. Nelson's tri 
Manufacturing will be begun as soon ‘ 
all arrangements have been complete 


ws A GAY OLD WORL 


TS a gay old world when you're sa 
I And a glad old world when you’ 
glad, 
3ut whether you play 
Or are toiling away, 
It’s a sad old world when you're ‘sad. 


It’s a grand old world if you’re great 
And a mean old world if you're small ; 
It’s a world full of hate 
For the foolish who prate 
Of the uselessness of it all. 


It’s a beautiful world to see, 
Or it’s dismal in every zone. 

The thing it must be 

In its gloom or its glee 


Depends on yourself alone. 
National Magaezme. 
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Minneapolis Notes 


HE Capitol Plumbing Company 
of St. Paul, Minn., are bagging 
a wonderful lot of work this 
season. This is all due to the 


efforts of the hustling manager 


and proprietor, H. S. Krause. 
Krause’s baptismal handicap, by the 
y, is Horatio Seymour, and it is said he 
; it first hand from a former governor 


New York State. However that may be, 
ause has been turning some pretty good 
mts in the way of contracts in St. Paul. 
; latest is the installation of fifty closets, 
ty-five showers and fifty lavatories with 
. attendant supply and drainage systems 
Mr. Kramer’s new bachelor’s hotel at 
. street and Smith avenue. The new 
iversity Club Building is another job of 
mean size that he is doing. 

3 H. Adams & Son, Marshall, Minn., have 
oyed a successful business in that city 
1 throughout the adjacent territory. At 
. present time they are installing the 
mbing, heating and ventilating in the 


a 


new school building at Lynd, Minn., which 
is quite a large contract. 

Edward Krause has been established in 
the plumbing and heating business for the 
past four months at 402 East Superior street, 
Duluth, Minn. He was formerly associated 
with the Archie McDougal Plumbing Com- 
pany. 


P. J. Gallagher of Fairabault, Minn., has 
forty men busy with an unusually large 
assortment of work. Mr. Gallagher recently 
closed several contracts for the state which 
included the plumbing and heating in the 
new Deaf and Dumb and Feeble Minded 
Institutions. 


es 
LAST OPPORTUNITY 


SALESMAN—What kind of a resort was it 
you were at? 

His Best Girt—Well, judging from the 
kind of men I saw there I should say it was 
the last resort for marriageable girls. 
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. Evansville, faa : 


CAIs Eves Avs 2s DeZrg, 
SSSSS Sea eRKe 
N Tuesday, October ist, the Evans- 
) ville, Ind., local association members 
participated in an outing that was a 
sided success and greatly enjoyed by all 
it attended. 
Although late in the season, the day was 
al in every respect, as though it had been 
de to order, and the greater part of the 
y was spent cruising from place to place 
mg the Ohio and Green Rivers hunting 
sirable fishing spots. The destination was 
s Spottsville Falls, Ky., in Green River, 


ate President Wm. J. Woolley Landing 
a Small Bass at the Spottsville Locks 


here are located the government locks and 
ms, a distance of some twenty miles from 
vansville. 

The trip was made in the pleasure launch 
rincess, one of the most conveniently ar- 
nged pleasure boats of this type running 
the Ohio waters, which greatly added to 
€ comforts and pleasure of the party. A 
nding was made at the Spottsville Falls 
here the party spent several delightful 
urs fishing and admiring the “big ones” 
nded by some of the members in a way 


Enjoy Days Outing 
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almost foreign to competitors. Just what 
the overhead expense on the fish hooked will 
gure, we are not prepared to say at this 
time, but we believe the figure will be some- 
where in the neighborhood of 999/10 per 
cent. 

The entertainment committee in charge of 
the outing, Messrs. Sam Schmitt, Ben New- 
man and H. G Newman, left no stone un- 
turned when it came to the eats, and it is 
a safe bet that all of the party took on 
weight during the day. Dinner was served 


S. A. Schmitt of August Schmitt & Sons 
Co., Evansville, Ind, Fisherman 


upon landing at the Falls, and Ed Meyer of 
the H. G. Newman Plumbing Co. was the 
official fish frier. Ed is certainly there when 
it comes to frying fish, although quite ex- 
travagant with grease. 

Emil Hartig, of the Evansville Plumbing 
Co., carried off the laurels as the best fisher- 
man, having caught the greatest number 
(and we won’t state just how many that 
was, as a fish story is a fish story and 
doesn’t bear repeating). 

State President Wm. Woolley claims the 
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Established Manufacturing Business 
located in Detroit for some years FOR SALE at a bargain. Now making 


a line of Water Works, Gas and Plumbers’ Supplies. This is a splendid 
opportunity for right party. Owner moving West permanently. 


Address—X Y Z, care of Plumbers’ Trade Journal 
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Long Life—Greater Adjustment 


This WATSON adjustable roof flashing is made 
of heavy copper. It is pract*cally indestructible. Ge4 
There are NO SEAMS and NO SOLDER at the Se. 
roof line. You can set it in two minutes. When 
once set it STAYS PUT. 

Send for complete particulars. 


Davis-Watson Mfg. Co. Inc. 
Nashua - - New Hampshire 
DOOOWOOOOQODOOOOOOOOODOOOODQOOODO DOHOWOOOOQOOOOQOOO 


LOOK! 


Notice the 
Compound Action 
of the 
Gears and Smooth 
Action. Nothing 
to Get Out of 

Order. 


Ask for the 
Fabian Ball Cock 2(30 Germantown Ave,, 


(@) 
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PATENTED FEB, 3, 1903 
Specify Fabian top or bottom. 
Supply ball tanks in flush tanks, 


Use them in repair work. Send for circular 


FABIAN-HOWARD CO. 
Philadelphia, Pa. 


MOTOR DRIVEN PUMPS 


For Water Systems 


Hand and Power Pumps for all uses 

Combined Air and Water Pumps 

Compression Tank Pumps 

Cylinders, Ete. 

THE DEMING COMPANY 
SALEM, OHIO 

Agencies—Henion & Hubbell, Chicago 


Harris Pump & Supply Co., Pittsburg 
Ralph B. Carter Co., New York 


METAL BACK [MEDICINE CABINETS 
FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 
cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to instal). 


Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 
Hee glass Shelves. Beveled French Plate Glass 

irror, and Lock and Key. 


Price is right. 


Frank H. Graf Mfg. Co. 
323 7th Ave. New York City 


The 


PATENT UNION 


Heavy Pattern, Air Furnace, 
Maileable Iron with Brass 
Valve Seated Disc. 


Also Manufacturers of 


Send for catalog. 


Malleable and Cast 
Iron Fittings and 
House Heating 
Boilers 


Write for Catalogue 


ILLINOIS MALLEABLE IRON CO. 
1801-25 Diversey Parkway, CHICAGO, ILL. 


644 


Seal 


goods you know this. 
ask the man who has. 


years of honest, 


‘*American Seal”’ 


Cement 
‘*American Seal’’ 


‘*American Seal’’ 
ment 


‘‘American Seal’’ Boiler and 


Troy, N. Y. 


Duplex Power Pump 


Electrically and mechanically the 
Dayton Electric Water LiZt conforms to 
the latest and best engineering practice. 
The motor and switch are mounted 
above pump, safe from contact with 
damp walls or floors. 


The flat “Non-Slip” belt and slow 
speed motor insure quiet running and 
absolute reliability. 


For pumping into open tanks we fur- 
nish pump and motor only, mounted as 
shown. 


Have You Our Catalog? 


THE DAYTON PUMP & 


MANUFACTURING CO. 
Dayton, Ohio, U. S. A. 


American 


Products are without equal. If 
you have used American Sea! 


Backed by a reputation gained by 
unexcelled goods 


Graphite Steam Joint 
Plumbers’ White Lead 


and White Putty 
Asbestos Furnace Ce- 


Front Paints 


Send for Circulars 


THE WM. CONNORS 
PAINT MFG. CO. 


iPenow 


Furnace 


Duplex Double-Acting Power Pumps 


3 to 60 gallons per minute capacity 


Deep Well Power Heads 


6 inch, 8 inch and 12 inch strokes 


Dayton Pumps are so quiet 
running and reliable they are 
especially desirable for private 
water systems. 


We furnish Pumps only or com- 
i plete Systems operated by electric 
motor, gasolene engine or hand 


power. 


Automatic E ectric Water Li t 
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Gus. Cappella, Owensborough, Ky.; Geo. Hewson, Chas. Saberton and Emil Hartig of 
Evansville, Ind., Photographed at the Spottsville Locks 


honor of hooking the largest fish, although 
he wasn’t present at the time it was landed. 
Woolley says anybody can land a fish after 
it is hooked, but it takes a fisherman to buy 
a tackle that’ll hook big ones. 

The out-of-town guests were S. Schmitt 


Plumbing and Sanitation 
In its Relation to Health 


ANITARY plumbing stands in closer 
S relationship. to the health of the 
people than any other art or science, 
The plumber in ancient times worked almost 
exclusively in lead, from putting on roofs 
to carrying away waste water, including the 
bringing of water to buildings and the sys- 
tem of gas, sewerage, etc. 

The germ theory of disease and the fact 
that the microbe can be prevented from 
transportation and germination, places sani- 
tary plumbing among the exact sciences. 
Sanitation has its effects on all diseases. 
Proper sanitation could entirely banish 
them. The diseases arising from insanitary 
conditions are known as Zymotic, relating 
to or produced by or from fermentation. 
This includes consumption, the diseases of 
childhood, epidemics, blood poisoning, in- 
sanity, and the degeneration of brain, liver, 
kidneys and other organs. It is estimated 
that these diseases annually cause the death 
of over half a million. 

Medical science accepts the germ theory 
of disease and pronounces the reckless, care- 
less and ignorant disposal of the human 
excremental products, its most _ prolific 
source. It, therefore, becomes necessary 
that they be quickly removed. The under- 
ground sewer is the safest means of disposal. 
The sewers generate gases.. Sewer gas must, 
therefore, be confined or carried off and this 
is the work of sanitary plumbing. Its mis- 
sion is to seal the home against contagion 
and disease. This is impossible, however, 
without the aid of state and municipal 
sanitary laws. 

Sanitary plumbing can prevent the ingress 
of sewer gas. It can prevent the impregna- 
tion of the soil from dangerous moistures. 
But when the water supply has become 
vitiated, it cannot prevent the return of 
disease germs through water mains. It is 
vitally important that the source of water 
supply should be pure, otherwise I can only 
suggest filtration or the boiling of drinking 
water. 

The prevention of disease gives to the 
business of plumbing a dignity and charac- 
ter worthy of a man’s best years and efforts 
to master. It offers a field of work inti- 
mately allied to human happiness, progress 
and development. The prevention of disease 
causes the reduction of pauperism, immor- 
ality and inebriety. Alcohol is the instinct- 
ive remedy for disease. It causes drunken- 
ness and crime. It is, ‘therefore, of vital 
importance that sanitary plumbing be de- 
manded and enforced by state and national 
legislation. 

It would be a thoughtless, if not reckless, 


| board of aldermen and mayor who failed to 


of Des Moines, lowa, and Gus Capella of the 
Owensboro Plumbing & Heating Company, 
Owensboro, Ky. 

The party landed at Evansville just at 
dark, tired but feeling well repaid for their 
time spent away from their business, 


Address Delivered by 
J. Harry Boyd at the 
regular monthly meeting 
of The 75 Club of 
Chicago,October 3d. 


provide an ample quarantine against the 
invasion of epidemic diseases which come | 
over land by rail, river and lake. Is it any 
less thoughtless and reckless not to provide 
against a more insidious and deadly conta- 
gion, which comes by stealth through under- 
ground ways, spreading disease and death 
in its relentless tracks? This ‘is not fancy, 
it is a fact. Scientific experts will tell you 
that more mounds hide the victims of sewer 
gas than are chargeable to all the open at- 
mospheric epidemics combined. 


O question can be raised to the propo- 
sition that the health of a city is 
more jeopardized by underground 

sewers improperly laid than by the old sys- 
tem of overground drainage. The old system 
is impossible in large cities. Medical science 
says the human excrement must be swiftly 
and safely disposed of, as it is the most 
prolific source of disease. 

Sewers are a necessity and when their 
relation to the home is properly regulated 
there is no greater factor to the health of 
the community. But when neglected there 
is a no greater menace to the public wel- 
fare. Adequate sanitary laws, rigidly en- 


- forced, is the remedy, as far as the sewers 


go. But we must also have sanitary plumb- 
ing and suitable plumbing laws honestly 
enforced. 

In this connection another question is 
liable to be asked. What is the matter with 
the plumber who sets death traps in our 
houses with as little compunction as the 
grocer baits for mice? The proposition in 
that way is too broadly stated, and yet 
there is truth enough in the inquiry to 
demand explanation. Why cannot the mas- 
ter plumber, the skilled craftsman, remedy 
the evils complained of, without the aid of 
municipal laws? Because the citizen will 
not permit him to do so. Probably no busi- 
ness is as little understood by the masses as 
the plumber’s, certainly no business is liable 
to such variations of bidding, and no busi- 
ness is liable to be crowded with incompe- 
tent operators. I am now speaking of the 
conditions which prevail in the absence of 
sanitary regulations. There is an old saw 
which runs :— 


Why is a plumber like a doctor? 
Because his mistakes’ are buried. 


This, in a measure, explains the matter as 
far as the plumber is concerned. But few 
understand the craft. By the old system 
most of his work was covered up, and al- 
most any tinker with a pair of pipe tongs 
and a little solder could be a plumber. The 
honest plumber and competent workman 
wants to do good work and use good mate- 
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l. It is to his interest as well as his 
rons’. But through ignorance or parsi- 
ny, probably both, the average citizen is 
willing to pay what such work is legiti- 
tely worth. He asks for bids. He finds 
fellow who has out a sign that says 
,UMBER’— willing to do the job for half. 
is convinced the other fellow is trying 
rob him. The cheap man gets the work 
1 the doctor reaps the results. Besides, 
. undertaker also finds employment. 

[The plumber at one time was the object 
distrust and suspicion. His bills were 
dom paid without protest. He was the 
tt of ridicule and the shining mark for 
. newspapers’ professional funny men, for 
. reason that his business was little un- 
‘stood by the masses. At that time there 
s no certificate of competency required. 
shyster’s work passed current with that 
the ablest and best man. As it is today, 
must carry our state certificate, both 
s master and journeyman. Our work must 
nd a test and be inspected. Our business 
defined and protected by state and mu- 
ipal legislation, 

The art and science of plumbing and their 
ordinate studies— heating, draining and 
itilation—are not more readily learned 
in the professions medicine or law, and 
» man who masters the one is entitled to 
much credit and faith as he who masters 
» other. 

There are trade schools in this cuuntry 
ere the science of plumbing and all neces- 


a job of plumbing work to be done so skil- 
fully and securely that it will not cost a 
dollar a year to keep it in repair for a pe- 
riod of ten years. 


Quarterly Meeting of The North- 
western Association 


HE Northwestern Association of 

Master Plumbers, comprised of 

members in Pennsylvania and 
Ohio, gathered, September 12th, at War- 
ren, Ohio, to hold the quarterly meeting 
in the Elliott Hotel. A splendid repre- 
sentation of members were on hand when 
the opening session was called to order, 
as were the entire body of officers. The 
applications of several new members 
were received during the evening. 

Upon adjournment of the afternoon 
session the visitors were guests of Ohio 
Electric Co., and the Borden Co., at their 
respective plants, having been conveyed 
there by auto. This trip through the 
most beautiful portion of the city’s 
streets and parks was one of the most 
delightful features of the day. Dinner 
at the Park Hotel was partaken of by 
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. D. McCue, of Oil City, Pa., Pres. of Northwestern Master Plumbers’ Association 
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ry studies are taught, where diplomas are 
ued for proficiency just as in law, medi- 
é@ or drugs. Of what use would be the 
covery of medicine without the agency of 
physician to apply them? In like manner, 
ask what is the use of sanitary science 
thout the aid of a competent plumber to 
ply it? 

HE plumber must understand the exact 

pitch of pipes, the angle of turns and 

bends, the location of cleanouts, traps, 
stes and vents, how the air circulations 
duld be maintained to relieve the pressure 
Sewer gases from the seal of traps, sy- 
onage, character and location of safe 
stes, grease traps, back water valves, pro- 
ions against the freezing of pipes and the 
yper tests to be applied during and after 
mpletion of work and a hundred other 
ints, that it would take too much time 
mention. 
It will be asked what effect all this is 
have on the public. The answer is obvi- 
S outside of health consideration, which, 
course, is the greatest gain. It will save 
usands of dollars now wasted in repair- 
3 Of cheap and dishonest jobs, both as to 
terial and labor. The first cost will be 
eater, but this will be many times saved 
future repairs. It is easily possible for 


the entire party and the Borden Co. dis- 
tributed neat and useful stick-pins, small 
reproductions of the beaver. 

Some of the members present at this 


function were:— 

F. D. McCue, A. E. Vinopal, W. W. Mc- 
Cormick, Jacob Brenner, Dan T. Burn, 
M. W. Bechtel, L. L. Lord, F. F. Childs, 
M. C. Judd, L. B. Scheible, W. F. Kirn, Geo. 
W. Augstadt, Harry McCormick, J. E. Heas- 
ley, J. M. Reidy, H. C. Teal, N. J. Little, 
H. P. Cahill, H. S. Smith, Chas. Wilson, E. J. 
Williams, G. A. Reebel, F. A. Struber, W. J. 
Scholl and R. J. Little. 


Issue a New Catalog 


MOST attractive catalog has _ re- 
A cently been issued by the Security 
Foundry Co. of Minneapolis, 

Minn., describing their well-known line 
of hot water and steam heating boilers. 
This concern caters to a large volume of 
trade in the north and their products 
have won the confidence of the heating 
fraternity of eastern and southern states. 
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Pays for Itself or Your Money Back— 
The Merrell Pipe Threading and Cutting Machine 


That’s literally what the Merrell proposition is: It must prove to you it’s money 
making advantages or you don’t keep it. 


This offer couldn’t be made, if the Merrell did not have the real advantages it has. 


Merrell Pipe Threading 
Machines 


are best for Plumbers and Fitters 
just as they are the best for the 
manufacturer. Only in the case 
of the plumber he must realize a 
PROFIT on his pipe threading and 
the Merrell assures you greatest 
profit at lowest operating cost. 


If you are interested in the 
question of how to secure pipe 
threading profits, you’ll find it 
well to write to 


The Merrell Mfg. Co. 


20 Curtis St. Toledo, Ohio 


Saunders’ No.5 


Improved Pipe-threading 
and Cutting Machine 


With Adjustable Expanding Die 
Heads, With Interchangeable 
Chasers. 


Uniform speed on all] sizes of pipe. 
No loose gears—all remain on the 
machine. Die heads are adjustable 
expanding style. Hardened steel 
V Jaws for steadying pipe while 
cutting it off. 


Fend for Circular 


D. SAUNDERS’ SONS, inc. 


YONKERS, N. Y. 


ri 4) 
eH. 


AON PIPE-JOINT COMPOUND 


Dixon’s Pipe Joint Compound is better 
and cheaper than red or white lead. 


Better Than Lead Doesn’t ‘‘set’’ joints—goes farther, 


JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 


Air-tight Steel Tanks for 
Compressed Air and Water Systems 


Every Air-tight Tank is guaranteed not to leak under pressure 
specified. 
The seams and heads are “‘brazed’’ making the tank one solid 
piece of steel. 
We have been building these tanks for 20 years, with never 
one returned. Send for prices. 


4 


7 


pst 


_ AIR-TIGHT — 


Air-tight Steel Tank Co. 


PITTSBURGH, PA. 


SUBSCRIBERS 


Will Please Mention Ihis Journal 
when Writing to Advertisers 
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Ar independent paper with the motto adoprea missy “For the Plumber, First, Last and Always” 
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New Factory Legislation in New York State. 

MPORTANT laws affecting factories and manufacturing establishments, within 
its borders, went into effect in New York State on October Ist. These laws, 
passed at the last session of the Legislature, as the result of preliminary 
recommendations of the New York state factory investigating commission, 

will affect 31,000 factories, employing 1,250,000 workers, and with an annual 
consumption of raw materials amounting to the sum of $2,400,000,000 and a daily 
production of finished goods aggregating something like $11,000,000. 

A factory is defined by the labor law as “any mill, workshop, or other manufac- 
turing establishment where one or more persons are employed at labor.’ One of 
the new laws requires the registration of all factories and manufacturing establish- 
ments with the commissioner of labor so that as soon as a new factory has opened 
or as soon as it moves to a new address, a thorough inspection may be made and 
unlawful conditions remedied. Another new law gives the commissioner of labor 
summary power to practically close up a factory kept in an unsanitary and unclean 
condition, instead of resorting to a tedious and often fruitless legal proceeding. 
Hot and Cold Water Requirements 

NOTHER law requires that provision be made for adequate hot and cold water 
washing facilities and individual towels for workers engaged in an industry 
in which poisonous dust, gases or fumes are generated, and also prohibits 
the eating of meals in any workroom in such factory. Among other things, 

this law aims to prevent lead poisoning, a disease which the commission found 
attacks many factory workers, causing complete loss of health and impairment of 
earning capacity. 

These laws, we understand, are, however, only preliminary to a comprehensive 
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plan of remedial legislation that the factory commission now has under considera- 
tion, and which it expects to submit to the Legislature at its next session. The 
commission is now working on a series of proposed bills for this purpose, among 
others being one which provides for the enactment of a state building code which 
shall prescribe minimum requirements for the future construction of factory build- 
ings, their safety as to general construction, fire-fighting devices, sanitary appurte- 
nances, such as modern plumbing and drainage and scientific ventilation. “a 


Present Day Tendencies in Sanitation 


HE whole trend of present day thought and effort seems directed towards the 
amelioration of conditions under which human beings must work and live. 

While at times some laws which have such objects in view may seem to 

inflict hardships upon the employers of labor and the owners of buildings, 

still, the sum total of human progress is civilization’s aim and mission, and all other 


considerations must succumb to that. 


It recognizes no opposition and sweeps every. 


thing that stands in the way before it, in its march forward. Again, it is a conceded 
fact, well appreciated by many owners of excellent up-to-date factories, that if the 
best service is desired from employees and their general health tone is to be con. 
served, their working surroundings, as well a8 their homes, must be inviting, cheerful 
and sanitary. Surely it is a pleasure for healthy human beings to enter daily, well 
appointed shops and factories, in the honorable pursuit of the where-with-all for the 


support of their families. 


Pleasant working conditions make work a holiday, rather than a drudgery, and 
that means greater production, increased profits and a larger measure of prosperity 
to the whole country. When this view of the situation is taken, we believe that thé 
manufacturers as a rule will giadly co-operate with all efforts for improving thé 


working environment of their help. 


It may mean an outlay of no mean importance 


at the start, but increased vigor and contentment of labor will more than make yy 
the temporary expenditure of funds, be they what they may; and, as if foreseeing 
the trend of affairs, the manufacturing art has succeeded in turning out an interesting 
and serviceable variety of sanitary apparatus, to meet the new conditions, and suppl) 
every need which may be voluntarily sought, or required by statute, now in force 01 


anticipated. 


In the fore front of this march onward and upward, we are pleasad tc 


note the wonderful creations of modern plumbing, heating and ventilation practice 


HAT portion of the plumbing trade, 

both supply and otherwise, that has 
been called upon in the past by Robert 
Vessey in the interests of a plumbers’ 
brass manufacturing concern in Cleve- 
land, Ohio, will be interested in hearing 
of his success. Mr. Vessey has been 
made manager of the Cleveland office of 
the United Mercantile Agency, a concern 
that rates firms and corporations on 
similar lines to Dun and Bradstreet. 
The position is one of great opportunity, 
as the concern has sixty-five offices in 
the United States and Canada. Governor 
R. S. Vessey, of South Dakota, a relative 
of our young friend Vessey, who is finan- 
cially interested in the agency, influenced 
the position. 


HE city of Philadelphia, Pa., on the 

evening of October 17th, was the 
scene of one of the most brilliant society 
weddings in the history of the “City of 
Brotherly Love.” On that evening, Mrs. 
William Ashton gave away her daughter, 
Miss Helena Morris Ashton in marriage 
to Mr. Archibald Middleton Maddock of 
Trenton, N. J. 

Mr. Maddock for years has been identi- 
fied with the manufacture of sanitary 
goods and specialties. 

The wedding was one of the largest 
ever held in Philadelphia, two entire 
floors of the famous Bellevue-Stratford 
Hotel being decorated and used for the 
function. Many of Mr. Maddock’s friends 
from all parts of the country, as well as 
those of his charming young bride were 
present. The happy couple departed that 
same week on a trip around the world 
and are not expected to return until in 
the early spring, when they will locate 
in their own delightful home in the city 
of Trenton. 

a a 
OLONEL J. W. MOSS of the Lunt- 

4 Moss Co. of Boston, Mass., and a 
party of friends are “’way down in 
Maine” shooting moose; not the political 
type, but such as epicureans consider a 


great luxury. “Jim’s” friends at hom 
are sharpening up their appetites for < 
great feed when the brave hunters return 


LL of the readers of Tur PLUMBERS 
TRADE JOURNAL who have been te 
Havana, Cuba, will at once recognize i1 
the accompanying photograph one of th 
most genial members of. the plumbin; 
fraternity, Senor Don Enrique Alio, 0 
the jobbing house of Enrique Alio & Co. 
Calles Amagura and Tillegas. ‘ 
Any visiting plumbing salesmen fron 
the States are assured of a cordial wel 
come by Senor Alio and usually an orde 
as a souvenir of their visit. Don En 


Senor Enrique Alio of Enrique Alio ¢ 
Co., Havana, Cuba 


rique is the personification of Spanis! 
hospitality, which is a sort of hospitalit; 
which is sometimes too much for a plait 
Yankee, according to Sam Davis, ° 
Glauber Brass Mfg. Co.; Francis Love, 0 
U. S. Sanitary Mfg. Co., and others wh 
have participated in it. 

Senor Alio handles only high-grad 
American fixtures and with inereasins 


£ 
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siness finds it necessary to acquire 
y warehouses. 

\t the request of his many friends in 
. States, Senor Alio intends to take 
first vacation in years and pay a visit 
New York some time within the next 
y months. He is assured in advance 
a hearty welcome. 


R. W. M. SHARP, his wife and two 
sons, of Binghamton, N. Y., have 
t returned from a month’s’ tour 
ough New England and Canada in 
ir “Overland” car. While the trip 
s purely a pleasure one, the doctor 
yer missed an opportunity to speak of 
. merits of his rotary ash can system 
which he is the inventor. 
[The party when they arrived home 
ywed that the invigorating atmosphere 
old New England, together with the 
yod eats’ had benefitted their health. 


{T the convention held in St. Louis, 

Mo., during the early summer, the 
erican Society of Inspectors of Plumb- 
‘and Sanitary Engineers elected L. J. 
wlor, one of Chicago’s prominent sani- 
jans, as secretary and treasurer. Mr. 
wlor is to be congratulated on the 


Secretary-Elect of the 


J. Lawlor, 
American Society of Inspectors of 
Plumbing, Etc. 


endid services which he has rendered 
the plumbing craft as a whole, filling 
turn the office of vice-president of the 
iety and the positions named before. 
practical man, Mr. Lawlor pursued a 
irse in the Carnegie Institute of Tech- 
logy, graduating after four years’ 
mest study with the highest honors. 
ice 1904 he has conscientiously served 
2 city of Chicago in the Inspectors’ 
partment and has been instrumental, 
th his chief, Thos. J. Claffy, in secur- 
; proper sanitary laws and ordinances 
the betterment of the trade and pro- 
tion of the public health. 


YHE Mueller Mfg. Co., Decatur, II, 
> and New York City, are putting a 
mber of new salesmen on the road. 
€ quartet of hustling young men 
own here have just finished a course 
instruction in Mueller goods and 
thods at the factory in Decatur, IIL, 
d are now, with one exception, “hit- 
ig the trail” in the interest of “Uncon- 
jonally Guaranteed” brass goods. C. 
G. Haas is still in Decatur, where he 
Preparing to go to San Francisco. 
ere he will be identified with the 
leller Pacific Coast branch. R. E. 
ith is traveling out of Kansas City; 
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Quartette of New Ambassadors Recently Commissioned by the H. Mueller Mfg. Co, 
Decatur, Ill. They Are Going to Make an Addition to the Factory 
Necessary in Three Months 


S. Thornton, out of Wichita, and E. G. 
Ince, out of Minneapolis. The “sky 
picture” above was taken on the roof of 
the company’s warehouse building, just 
before the quartet separated to begin 
their work on the road. From left to 
right the salesmen are: C. J. G. Haas, 
R. E. Smith, E. G. Ince and S. Thornton. 


NE of the hosts of the visiting mas- 
ter plumbers at Salt Lake City last 
July has been honored by his appoint- 
ment as a National Director. P. W. Gor- 
man is the name of the new director and 
he merits this appointment by reason of 
his energetic service in the affairs of 
plumberdom and will exercise jurisdic- 
tion over the entire Inter-Mountain terri- 
tory. Mr. Gorman has the distinction of 
being the very first Western member of 
the National Sanitary Committee of the 
National Association of Master Plumbers. 
HE Puiumepers’ TRADE JOURNAL edi- 
torial sanctum was recently honored 
with a call from a St. Louis visitor, Mr. 
J. W. Chambers, secretary of the N. O. 
Nelson Supply Co., St. Louis, Mo. On 
business in the Hast in the interests of 
his firm, Mr. Chambers stopped in to 
express an splendid optimistic view of 
trade prospects for the coming year. 
He is now quite restored to his custom- 
ary health and seems to be in his usual 
vigor, having recovered from a terrific 
siege which confined him in the hospital 
last spring. 


ROM our seat in the bleachers at the 

world series we were permitted to 
get an excellent view of the spectators 
and as our trained eye swept the sea of 
faces, one bright and enthusiastic coun- 
tenance caused us to hesitate. There in 
one of the boxes sat Stanley BH. Hunting, 
veteran rooter, president and general 
manager of the Hunting Co., and 18 karat 
baseball fan. At a crucial stage of the 
proceedings when the bases were full, 
tie score in the eleventh inning and two 
out, Stanley admonished the batter in 
stentorian tones to “lam it out”; and out 
she went—but three strikes. Just think 
of it. Coming all the way from Roches- 
ter to see an exhibition like that. Stan- 
ley says he will support the candidate 
for president that will favor four strikes 
and permit the Giants to bat with frying 
pans against their opponents’ broom 
sticks. He is convinced that one more 


pitched ball would have altered history. 
Nowadays Stanley grieves over the fickle- 
ness of the leather sphere, spending his 
hours in deep meditation at either the 
Rochester or Watertown plants of the 
Hunting Co. 

EODESHA, Kansas, is the abiding 
place of another little husky, 
William Kent Tralle, son of H. C. Tralle, 
one of the progressive representatives of 
the craft in the West. Although but two 
and one-half years old, “Billiam” has 
firmly stated what his career through 
life on this mundane sphere will be. 
This isn’t hard to guess if you will look 
at the photograph. When asked whether 
he wanted to be an Indian fighter, presi- 
dent, or fireman, this bright youngster 


William Kent Tralle, of Master 


Son 
Plumber H.C. Tralle, Neodesha, Kans. 


“Neither; 
going to be a plumber and make money 


immediately answered, I’m 
and own an automobile.” That’s the 
proper doctrine to instill into the youth- 
ful brain. Plumbers are learning to make 


money, and are riding in automobiles too. 


RTHUR W. MAGILL, of the Kewa- 
nee Boiler Company, Kewanee, III., 

is back again among his old friends in 
Chicago, and will call upon the plumbing 
and heating trade, as of yore, with in- 
creased responsibilities and experience. 
About a year and a half ago Mr. Magill 
was borrowed by the home office at Ke- 
wanee, Ill., and was in charge of their 
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advertising department, in addition to 
other special work. His stay at the firm’s 
headquarters was understood to be only 
temporary, although he over-stayed his 
leave of absence about a year. The 
management of the Chicago office, which 
is in charge of the secretary of the com- 
pany, J. P. Dugger, are more than pleased 
to have “‘Mac” again in the Chicago field. 


T. BULKLEY, 
* the “Jenkins” 
for more than 
honored by 


has represented 
line in Pittsburgh 
twelve years, has been 
having been promoted to 


who 


J. T. Butktey, 


New 
Jenkins Bros.’ New York City Branch 


sales manager in charge of the New York 


Sales Manager of 


branch at 80 White street. Mr. Bulkley, 
during his connection with the Pitts- 
burgh office, .made hosts of customers 
and friends in the trade, and further 
laurels will no doubt be acquired in his 
new field. It will be gratifying to his 
friends to hear that Mr. Bulkley’s ener- 
getic and unusual ability has merited 
favor with his concern, and THE PLUMB- 
ERS’ TRADE JOURNAL takes this oppor- 
tunity of wishing him continued success 
in his new capacity. Sterling R. Funk, 
who looked after the interests of Jenkins 
Bros. in the Carolinas and Virginia, goes 


_to the:“Smoky City” to fill the vacancy 


left by Mr. Bulkley. 


M. J. BLOOMFIELD, Evansville, 

Ind., master plumber of Vine 
street, left October 1st for an extensive 
three months’ journey through Europe. 
Mr. Bloomfield, while still a young man, 
is a product of England, having been 
born and educated in London. He left 
England about fifteen years ago for 
Canada, where he lived about five years, 
later taking up residence in Evansville. 
After five years, he established his 
present business, which has proven a 
prosperous and profitable investment to 
him. This is Mr. Bloomfield’s first visit 
to his old home since his departure fif- 


teen years ago. 
——____—= 4 0 @ 


Gambol of the United Sheep, 
New York, October 25. 
HE United Bunch of Sheep gathered 
AP at Keen’s Chop House, 70 West 
36th street, New York City, Friday, 
October 25th, and celebrated one of their 
largest, most successful and enjoyable 
meetings. This function was the first of 
the season and a representative fold ap- 
peared in response to the summons of 
Grand Ram William Murray. 
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The Parmelee Wrench 


Exit 
Pipe Wrench Troubles 


The plumber who provides himself with 
a PARMELEE, says “‘good-bye’’ forever 
to pipe wrench troubles. 


It grips with equal pressure all around 
the pipe (see cut), thus eliminating slip- 
page or crushing. 


It works in places otherwise inacces- 
sible. Makes or breaks the very tightest 
joints without damaging pipe. 


Stayson pipe even when taking new hold. 
The interior surface of the wrench is 
smooth and can be used directly on 
threaded nipples without spoiling thread 
or throwing nipple out of round. 


Sent on Approval. Write 
for Circular Giving Sizes 
and Prices. 


Parmelee Wrench Co. 


2516 West Monroe Street, 
CHICAGO, ILL. 


We Believe 


“Standard 
Practical Plumbing’ 


by R. M. Starbuck, is the best and 
most thorough book on up-to-date 
plumbing on the market today. 


Every Master Plumber and Journey- 


should have it. ~ 


450 pages, 347 specially made illus- 
trations. 


Sent upon receipt of price by mail. 
Price $3.00 
Published and for sale by 


The Plumbers’ Trade 
Journal Pub. Co. 
45 W. 34th St. New York 


HE Washington, D. C., corre- 

spondent of THE PLUMBERS’ 

TRADE JOURNAL reports that he 

finds the master plumbers in 

his territory a fine set of fel- 

lows, especially when it comes 
to paying bills for subscriptions to THE 
PLUMBERS’ TRADE JOURNAL. He states that 
in many cases it is an oversight and this is 
proven by many letters he receives. The fol- 
lowing is a sample of some which have come 
to him :— 

“T am very sorry to be so slow in 
sending this subscription money, but it 
has been an oversight of mine. I do not 
want THE PLUMBERS’ TRADE JOURNAL to 
stop and look forward to its coming 
regularly.” 

In Brookland, D. C., Philip Nealon is in- 
stalling the plumbing in a couple of houses 
on Douglass street. 

Isadore Freund, Washington, D. C., is the 
plumbing contractor for the new building at 
1777 Lanier Place, northwest. 


A nice contract has recently been signed 
up by Charles T. May, Washington, D. C., 
for plumbing a row of houses on 36th street, 
northwest. 

THE PLUMBERS’ TRADE JOURNAL corre- 
spondent happening in upon Charles H. 
Stein, 909 H street, northwest, one of Wash- 
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inspector of plumbing in this department, 
and of course he couldn’t go through the 
city without stopping. Washington feels as 
proud of his position as does the J. L. 
Mott Co. 


Milton Bairstow of 1011 East Capitol 
street, Washington, D. C., has been awarded 
the plumbing contracts for dwellings being 
constructed at 1817 T street and 3737 Ka- 
nawha street, northwest. 


Active preparations are being made by 
the committee appointed by Governor Golds- 
borough of Maryland, looking toward the 
mapping out of a suitable plan for sewage 
disposal for the Maryland suburbs of the 
District of Columbia. It is proposed that 
the Maryland authorities build sewers to 
the District of Columbia dividing line, where 
the sewage will be emptied into the Dis- 
trict’s inceptors. Asa E. Phillips, the super- 
intendent of sewers for the District of Co- 
lumbia, is co-operating in the proposed plan, 
with the committee, as are also representa- 
tives of the State Board of Health of 
Maryland. 


Christopher J. Doyle, of the firm of Hoben 
and Doyle, prominent members of the craft 
in Philadelphia, was in Washington recently, 
having come down to renew his license to 
practice plumbing and gas fitting in the Dis- 
trict of Columbia. They are maintaining 


Trade Attracting Window Display of Oharles H. Stein, 909 H Street, Northwest, 
Washington, D. C. “s 


ington’s representative plumbers, found that 
gentleman absorbed in a stack of plumbing 
contracts. Modesty prohibited Mr. Stein 
from appearing in the photograph of his 
trade-getting display reproduced herewith. 


SS. Shedd & Bro. Co., Washington, D. C., 
have the contract for the plumbing work in 
the new house at 1112 9th street, northwest. 


J. E. Pitsnogle has been re-appointed 
county health officer of Washington County, 
Maryland, at a salary of $900 per annum 
and expenses. 


A. B. Clemmer, Washington, D. C., has 
completed the plumbing installations in 
seven dwellings at 1226 to 1238 Maryland 


avenue, northeast. 

A fine $1,500 contract has just been 
awarded to Abram B. Clemmer, Washing- 
ton, D. C., for the plumbing in 1623 H 


street, northwest. 


Arthur W. Kaldenback, who has recently 
succeeded to the business of Daniels & Kal- 
denback, has a number of good contracts on 
hand. The most recent addition to the list 
is one for two buildings at 428-430 7th 
street, northwest. 


Roseoe C. Flinder, the J. L. Mott Iron 
Works’ representative at New Orleans, La., 
passed through Washington, D. C., recently 
and dropped in on the men at the local 
plumbing department to pay his respects. 
You know Roscoe was once an assistant 


Washington offices at 700 Irving street, 
northeast. - 


Inspector of Buildings Morris L. Hacker 
of Washington, D. C., in his monthly report 
of permits issued by his department during 
the month of September, 1912, states that 
the approximated cost of the building opera- 
tions will be $841,127. Building conditions 
keep active in the District, and it is expected 
that the coming months will be good ones. 


Another military honor has been con- 
ferred upon Inspector of Plumbing Alfred R. 
McGonegal, of the department at Washing- 
ton, D. CC. At the last meeting: of the 
Spanish War Veterans, Mr. McGonegal was 
appointed as one of the trustees of the 
newly organized Camp of Spanish War 
Veterans, named in honor of General M. 
Emmet Urell. 


Milburn, Heister & Co., Washington, D. C., 
architects, have a number of fine contracts 
under consideration for some of their clients, 
but will give out no positive information at 
this time as to what they are or when they 
will be placed on the market, but this is 
sufficient to warrant the’ master plumbers 
of the District, catering to large contracts, 
to watch these architects for future an- 
nouncements. 


Our correspondent dropped in on In- 
spector of Plumbing McGonegal the other 
day, and, glancing about the office, noticed 
a number of new and old gas hot water 
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heaters on the counter. Inquiring what they 


were there for, he was told that the new 
ones were on exhibition as types of heaters 
which met the approval of the office, and — 
that the old heaters were ones which had — 
been claimed to have caused the deaths of 
persons by the’ generation of carbon- 
monoxide gas. He also stated that these 
old heaters had been the subject of very 
eareful examination and that their faults — 
had been used as arguments for correction 
in new types made. 


Reply to “An Observer” 

F “An Observer,” who wrote THE 
I PLuMBERS’ TRADE JOURNAL from St. 
Louis, Mo., under date of October 
13th, will send his name and address, 
we will be pleased to take up the subject — 
mentioned. Anonymous communications — 
can not receive attention by this journal. = 


A New Statue 


| Boperor some advertising value and — 


certainly some humor is to be de- 

rived from a case recently tried 
before a court in the District of Colum- 
bia. The plaintiff in the case brought 
suit against the defendant for failure to 
keep in repair the heating apparatus of 
an apartment house in which he (the 
plaintiff) was a tenant. It is almost un- 
necessary to say that the case was de- x 
cided in favor of the plaintiff. It seems 
scarcely creditable that an owner of an 
apartment house should care to test a 
case in open court; yet he did. Even if 
there was no statute upon the books— 
and it appears that there was none— 
compelling the owner of the house to 
keep’ the heating arrangements in repair, 
it seems as though common sense or the 
implied moral obligation would have 
suggested to him the due course of the 
law. -However, we now have a new 
statute compelling property owners hom 
keep in repair the heating arrangements 


a 


> 


of their property when heated by a cen- 


tral system. Doubtless the above men- 

tioned landlord has, in addition to his 

experience, a bill which must necessarily 

make our modest master plumber’s state- 

ment for the repair work in question 

seem trivial—a lawyer’s fee. ae 
a = oe * 


Good Advice From Headquarters 


PON written request, addressed to 
the Editor of the Clow Bulletin, — 
the house organ of Jas. B. Clow 


& Sons, Chicago, Ill., answers will be — 


furnished to all inquirers on various 
topics. Good wholesome advice is given 
correspondents, as will be noted in the 
attached question and answer, taken 
from the Clow Bulletin of October, 1912: 
Question: On page 428 of THE PLUMBERS’ 
TRADE JOURNAL, Sept. 15th, there is an ar- 
ticle on Mail Order Houses. Please advise 
how a plumber can best combat such com- 
petition. Signed A. B. 
Answer: First of all, it is an error to sup- 
pose that Mail Order House prices are as 
low as your costs. On the contrary, they 
are usually high enough to permit you to 


‘undersell and still obtain a fair margin of 


profit—not as large as you justly strive to 
obtain but one that amply justifies you in 
accepting the business on equal terms. AS 
examples note comparative prices given 
herewith. 

Our advice is to obtain catalogues. from 
the Mail Order Houses and compare their 
prices with yours. At anything like equal 
prices on the material, you would, no doubt, 
secure the business—while your labor item 
would remain for you to determine. 

Advocate some particular line of goods, 
some reputable manufacturer’s; s0 long as 
you show no preference you cannot expect 
the consumer to do so. If you are enthu- 
siastic in your advocacy of some certain 
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brand, and when that brand is backed 
up by such a reputation, and when it 
is necessary, you agree to furnish that brand 
at the same price at which the inferior goods 
ean be purchased from Mail Order Houses, 
you will effectively discourage the growing 
tendency to ignore the plumber. Talk qual- 
ity, advertise the difficulty of installing fix- 


tures. 
Marit OrpER House NET PRICES 


STRUTTING) ioia.n oa. s-00 ss tc cco eine cee $13.50 
6-ft. tub with combined waste and 
lOverfiow and 416” cock..........0% 18.00 
Lavatory, Enameled Iron ........... 4,26 
Siphon Jet Low Down Closet......... 15.25 
Soil Pipe Standard per 100-ft. ....... 15.00 


CLow BULLETIN LISTs ON SIMILAR GOODS 


PEEPS EUAN... bye \eSele%so'5.c0p 3,6 re 00,7 6:0 $18.50 
MMMTIMEDLELO Melle) sie araicivisSicic ais ce cle sea 01s 24.20 
low B-1017 same size ..........00 6.80 
PATE DSTIO)N gis\ eg c0cia 5 (0,0 oo osc ehe ore 0 o.c cee oy 


Clow 


A 40.60 CORON DCC RCnOn CRC SCE ECC iI SC CEC) 


A Time Saving Tool 


OR a long time architects and engi- 

neers have looked for a folding rule 

with which inside measurements 
eould be obtained. An indispensible tool 
filling every such requirement has been 
placed on the market in the “Dahl” mas- 
ter slide rule made in all lengths up to 
and including 6 feet. The “Dahl” master 
slide rule gives readings in exact dimen- 
sions—no calculations or figuring. One 
side is scored with the ordinary mark- 


i) Oe” eee ie eo 

ing, while the other has the inside meas- 
urements. The totals are quickly and 
easily obtained. When folded it is 8 
inches in length and when extended, 10% 
inches. The Dahl Manufacturing Co., 1 
Hast 42d street, New York City, are the 
makers of this new time-saving tool. 
They are manufacturers of the well- 
known “Hygienic’”’ white metal medicine 
cabinets in all styles and sizes. Cata- 
logs will be mailed to readers of THE 
PLUMBERS’ TRADE JOURNAL. 


Cleveland, Ohio, Master Plumbers 
Have an Enjoyable Clam Bake 


BOUT sixty-five guests, members 
A and friends of the Cleveland As- 
sociation of Master Plumbers, 
participated in an enjoyable event on 
October 2d, this being the annual clam- 
bake of the association, which was held 
at the Knights of Pythias’ Hall, Euclid 
avenue and 105th street. Brief speeches 
and other little entertainments had been 
prepared in advance and were greatly 
enjoyed by the assemblage. 

The Roberts Duo, none other than D. 
H. and George, did the honors in look- 
ing after the appetites of the guests. 
One of the most pleasing features of the 
program was several musical numbers 
by the two daughters of George Roberts 
and Miss Dunn. The unanimous ap- 
proval of the gathering was apparent 
from the applause given the performers. 
A quartet of excellent singers ably ren- 
dered a number of vocal selections. 

The committee to whom great credit is 
due for the splendid way in which they 
handled the affair, was composed of 
Frank Manning, D. Carroll and E. E. Hill. 
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THREAD CUTTING MADE EASY 


Do you know that with a 
Bignall & Keeler Improved Pipe 
Machine you can always get good 
threads with less power,-less worry, 
and in quickest time? The thread- 
ing adjustments are so simple, quick 
and accurate that merely turning the 
adjusting nut sets the dies instantly 
for threads of different gauges. The 
dies are quickly and easily with- 
drawn. 


Want a Catalog? 


BIGNALL & KEELER MFG. CO. Edwardsville, Ill. 


SHWAB BROS. CO. 


811 East 9th Street, NEW YORK 
Manufacturers of the “NEVER-BREAK”’ Seat 


Our seats are constructed of four pieces mitred, the joints being held firmly together witha % in. 
dowel running into each end of joint and also two small dowels going through the large dowel 
making an absolute lock Joint as you will notice by cut. 

The “NEVER-BREAK” Seat is made in all Styles, Shapes and all kinds of 
Wood. | FOR SALE BY ALL JOBBERS. 

Galvanized wash tub covers, Galvanized flush pipes and everything in Plumb- 
ers Woodwork, full line Medicine Cabinets. 


“NEVER-BREAK” Pat. July 12, 1910 


The KEWANEE Garbage Burner and Water Heater 


Burns the Garbage and Heats the water. It does not Cook one and Warm the other. 
In burning the garbage 
It reduces fuel bills 30 to 40 per cent; It eliminates foul odors and disease laden rats; 


It sends the garbage can to the “Junk-man”; It raises the tank temperature 120 degrees; 


It supplies plenty of HOT water at a cost of 2 to4 cents per day per 
family in apartment houses 


The basement is clean and sightly. 

All old papers, boxes, barrels and other rubbish are completely consumed. 
Allrisk from fire losses are removed forever. 

The garbage chamber can not be “Clogged.” 


The very dangerous offal of Medical Colleges and Hospitals is disposed of at once 
and without the slightest offensive odor. Write for full information to 


KEWANEE BOILER COMPANY, KEWANEE, ILL. 


New York St. Louis Kansas City Salt Lake City Los Angeles 
Sold in Canada by the Dominion Radiator Co. exclusively 


Chicago 
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Roserrsow’ on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 


QUALITY 


err yale 


THE James Robertson Manufacturing Co. 
106-108 Hopkins Place BALTIMORE, MD. 


S i ANDARD PRAG | ICAL PLUMBING SKILLED WORK OF THE PLUMBER, it commends itself 


By R. M. STARBUCK 347 Specially Made Illustrations Price $3.00 Express Prepaid at once to Every One Working in any Branch of the Plumbing Trade. 


PLUMBERS’ TRADE JOURNAL PUBLISHING CO., 45 West 34th Street, New York 


is indispensable to the Master Plumber, the Journeyman 


Plumber, andthe Apprentice Plumber. As the book is 
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TOU CX KEROSENE PIOSSOUSIS SOLIS ae 


CF a Doings of Southern Plumbers 
BEEMAN EMME 


Safe to Use 
Extra { ONE-PIECE 
Heavy Parts \STEEL TANK 
HE Anderson Plumbing Company a regular man in ten years. Mr. Bruser is 
at Montgomery, Ala., had some equipped to handle almost anything in 
$15,000.00 worth of work on plumbing, heating, metal work. An idea of 
their books a short time ago the scope of his work can be realized in the 
when THE PLUMBERS’ TRADE fact that he recently fitted up several steam- 
JouRNAL representative called. ships. He handles most of the factory work 
This included the plumbing and heating in in the vicinity of Vicksburg and covers a 
the Brown Printing Company’s building and territory from New Orleans to Kentucky. 


i) 
I 


Large Pump 
Heavy Uprights 
Funnel Filling Spud 


Extra Large Hood 
for 6-in. Pot 


Heavy Top Plate 
NO COIL "giiaei® 


yo1oy Apog ur dung 


PRICE $7.00 Net Prepaid 


< HOT TEST Torch for similar work in the Windsor Hotel. J. W. Thiel of Houston, Texas, moved into 

(Silver Soldered) — 2 - . ee 
GASOLENE J. W. Robertson of McKenzie, Tenn., says his new building a couple of months ago. 
No Manufactured Solely by Price. net, $3.75 he is a month behind in his work, due to an ‘The building, at 1107 Fannin street, is a 
Gi unexpected rush. 2 two-story brick structure covering a ground 


Plumbers’ 149-151 W. 35th ST. 
GEO. W. HEILAND Sandiice pT SoS st. NEW YORK Recently one of the big master plumbers area of 50 x 100 feet. To start things) of 
= in the South, F. M. Jacob of Columbus, Miss. Tight in the new place, Mr. Thiel was 
prepared a home-coming celebration for his awarded the plumbing and heating in the 


j he { loset Seat That son Everett, who visited his home from the NeW Seltegast Hotel and the new Herman 
Building. 


Canal Zone, where he is chemist to his 


H M G highness Uncle Sam. J. M. Flanagan has been in business at 
as ad e ood DP Robischung Brothers of Houston, Texas, Fort Worth, Texas, since last fall, when he © 
6. 


have finished the plumbing in the new con- Came from Oklahoma City. He recently 
crete building of the Houston Ice & Brewing Changed his shop location to suitable quar- 
Company. They have also finished the ters in Byer’s Opera House Block, 

power work there. The plumbing in the 
' Beatty Building was another of their con- 


tracts. Southern Concern Entertained 


T. R. Warburton of Aberdeen, Miss., has Convention Delegates 
opened a branch shop at Amory, Miss. New ; 


water and sewerage systems are being con- HE Gees who attenGod the 1912 
structed there and Mr. Warburton ought to convention of the Mississippi State 


have his hands full this year. The plumb- Association of Master Plumbers 
ing and heating in Aberdeen’s new City Hall will recall with pleasure the “house 
and also the new Methodist Church at South Puneet been M Kidder € 0 
Aberdeen were installed by him. Wartnins eee CSSIES. i id@er USES, 
Sith -e2 Cucsetn elcadine seam mniecee ee Columbus in celebration of the open- 
South, located at 17 South Forsyth street, 48 of their new quarters. We reproduce 


ue 4, rs . 
Sees Atlanta, Ga., are installing two (2) Broom- herewith a recent photograph of a por- 
QQOODOOOOOODOOOOOODOQOQDOGOQOOOE QDOQOODODODOOQODOOOGOOOOOOODOOOOSE ell’s “Victor” electric stationary vacuum tion of their new showroom.’ This firm 


le ‘si he D t Apar tsi) Thi . : 3 y 
The Only VALVE GUAR ANTEED Paani pate of Pee ie have acquired an enviable reputation in 
for FIVE YEARS 


one of the finest in Atlanta, and is being the past four years and are always in 


equipped with every modern device. Smith step with or even a stride ahead of prog- 
(PATENTED) 


& Guest also installed the Broomell vapor ress. G. B. Kidder and J. A. Lussey 
system of heating in this apartment. compose the firm. They have just com- 
positively cannot Jeak or get out of order, cannot become unseated, 
and never needs repairs. 


Ye) 


OOYKOO) 


W. H. Bruser is probably the busiest pleted the plumbing and heating in the 
plumber in the South. His establishment at 


Vicksburg, Miss., is said to be the largest in meu: Tee County Agricultural College 
the state and he tells us he has not laid off Building at Benton, Miss. 


The ball is held on its seat, 
when tank is full, by suc- 
tion in the flush pipe. 
When closet is flushed the 
ball is raised off its seat and 
floats to the upper limit of 
its travel. As the water 
lowers it carries the ball 
down until it again rests on 


QDOOGQOOOOOOOOOOO 


Oo 


8 the valve seat, where it re- 
3 mains firmly seated until 
2 again removed in flushing. 
©) Wear on the ball from rest- 
8 ing on the valve seat is 
o uniform over its entire sur- 


©) face, because the ball is free to turn in every direction. It cannot pos- 
© sibly become unseated. 


Guaranteed for Five Years 


Send for Circular 


BUCKEYE TANK & SEAT CO. 


Canton, Ohio 
Canadian Distributors: United Brass and Lead, Ltd., 


DOOOOQOOOOQOOOOQOD®DOD®OOOOMO|OQOQOOGOODOOQOQOOOQOODOOCSOOPOGOHOOOOOOOOOOOOOOE 


Toronto. Can. 


DDQOODODQDOOODOODOOODOOOQOOODOOOGODOOODOODOOODOOGQOOOODOOOOO : 


— : é 2 ~~ 
S BSCRIBERS Will Please Mention This Journal oul ne om ae 
o,e : Handily Equipped New Plumbing Establishment of Kidder & Lussey at Columbus, 
h. when Writing to Advertisers Miss. Some Class for Four-Year-Olds—eh? 


QQOQOQOOQOQODQOOHOOOS 


XOXOO 


@) 
©) 


VOVEMBER 1ST, 1912 


THE “PENNIE” 


(Latest Improved Patent) 


BACK WATER and 
SEWER GAS VALVE 


Operates in any position. Heavy. 

ell mace. Efficient. Best for its 
purpose. No building of any kind 
where human beings spend any por- 
tion of their lives should be with- 
out one. 


SEND FOR CATALOGUE 


THE KENNEDY VALVE MFG.CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA N.Y. 

Branch Office & Warehouse—40 Beekmar 
Street, NEW YORK CITY. 

Agencies—66_ Western Union Ridg., CHI- 
CAGO, ILL.,  Monadock Bldg., SAN 
FRANCISCO, CAL. 


HOOKS AND 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 


Send for cata- 
log and prices. 


BROS. CO. 


Manufacturers 


_ 237 Arch St., Philadelphia, Pa. 


HIGH GRADE 


STOP ano 
WASTE 


Manufactured by 


THE KITSON CO. 


PHILADELPHIA, PENN. 


HE plumbing in the buildings at 
Lancaster and City avenues and 
at Morland and Towando streets 
is being installed by S. T. Smith 
of 1706 N. 52d street, Philadel- 


phia, Pa. Mr. Smith is also 
fitting up the plumbing in the new house at 
64th street and City Line. 

The plumbing in the eight houses on Rit- 
tenhouse street, near Magnolia street, is be- 
ing installed by Geo. W. England of 253 So. 
5th street, Philadelphia, Pa. 

The plumbing in the five new houses at 
Adams and Franklin streets is being in- 
stalled by Weideman Bros. of 3013 Kensing- 
ton avenue, Philadelphia, Pa. 


The plumbing contract for the four new 
buildings at Schuyler and Queen streets, was 
awarded to Martin J. Golden of 11 EB. Chel- 
ten avenue, Germantown, Philadelphia, Pa. 


Wm. H. Russell & Son, Terrace and Sa- 
ville streets, Roxborough, Philadelphia, Pa., 
are busy with the plumbing of three new 
houses at Ridge avenue and Lauriston street. 


J. M. Currie, 5 S. 20th street, Philadelphia, 
Pa., is making additions to the plumbing in 


2401 E. Allegheny avenue, 412 Bainbridge 
street, 415 Monroe street and 1902 Alter 
street. 


Jas. J. Kennedy, Jr., 1317 S. 20th street, 
Philadelphia, Pa., is busy with the altera- 
tions and additions to the Plumbing of 1204 
and 1206 Kater street, and 727 and 729 §S. 
Watts street. 


Rayner Raynor, 936 Mountain street, Phil- 
adelphia, Pa., has a force of men installing 
the plumbing in twenty-six new houses, on 
South 22d street, and also the drainage sys- 
tems in three houses on South Darien street. 


H. W. Baxter, 8 S. 52d street, Philadel- 
phia, Pa., one of the active plumbers in West 
Philadelphia, in addition to other work, has 
the contract for the plumbing of thirty-four 


new dwelling houses at 58th street and 
Osage avenue, 
Powers and Magee, 5645 Chew street, 


popular plumbers of Germantown, Philadel- 
phia, Pa. have a force of men installing 
plumbing in the two new residences, Lincoln 
Drive and Mt. Airy avenue, and four new 
residences, Cresheim Valley Drive and Bene- 
zet street, Chestnut Hill. 


John J. Kelly, 3038 W. York street, Phila- 
delphia, Pa., was awarded the contract for 
the plumbing of eleven new houses at Front 
and Ontario streets and twenty-seven houses 
on Pennock, 27th and Parrish streets. 


S. Faith & Co., 2427 Pennsylvania avenue, 
Philadelphia, Pa., among their many plumb- 
ing contracts are fitting up the plumbing in 
the church at Franklin and Orthodox streets 
and in the building at Huntingdon and Ar- 
mingo streets. They also have the contract 
for the plumbing of the new Y. M. @. A, 
building in West Philadelphia. 


Appearing on this page is a picture of 
one of Wilkes-Barre, Pa.’s, busiest plumbing 
establishments, that of Frank Baab. As- 
sembled apparently for roll call will be seen 
one of the trouble squads, but the facts of 
the case are that each is looking for the 
arrival of the postman with THr PLUMBERS’ 


TRADE JOURNAL. How valuable Mr. Baab 
considers our humble publication will be 
shown by his words: “THr JouRNAL we 
consider a valuable asset to our business, 
as it is read from the ‘Boss’ down to the 
apprentice boy. Our copy makes the round 
of the shop, and is therefore pretty well 
worn before the next edition arrives.” 
The members of the firm are Frank Baab, 
founder of the business, and his son Chas. 
J. Baab. The former acts as secretary and 
treasurer, and the latter as engineer and 
manager. The elder Mr. Baab established 
the business in 1873, and has continued as 
head of the firm thirty-nine consecutive 


During his time the location of the 
business has been changed but once, then 
only one block from its birth-place. They 
are one of the oldest plumbing firms in 
Wilkes-Barre, which is now the center of 
population of 250,000 within a radius of nine 
miles, and pride themselves on the fact that 
most of their first customers are still with 
them, in addition to the many 
Both members of the firm 
active in the Master Plumbers’ Association 
doings, Chas. J. Baab having served on 
committees in the National Association and 
as state secretary for Pennsylvania. At 
the present time he is secretary of the 
Plumbers’ Examining Board for the City of 
Wilkes-Barre. 


years. 


new 
have 


ones. 
been 


York, Pa., Wants [Plumbing In- 
spector 


HE Master Plumbers’ Association 
: of York, Pa., have united in their 


approval of the appointment of an 


inspector of plumbing and are giving 
their earnest attention to having this 


Let the good work go on. 


measure adopted. 


Chas. J. Baab and Frank Baab of Wilkes-Barre, Pa., Surrounded by Their Force in 
Front of Their Establishment, 346 S. Main St. 
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IT BURNS THE SMOKE 


We have built a boiler 
especially designed for 
burning soft coal. 


It has coking chambers in 
which the coal is coked as 
it feeds into the fire. 


It burns coke all the time. 


It is made in 16 sizes for 
both Steam and Hot 
Water. 


Illustrated catalog describ- 
ing our full line of both 
hard and soft coal boilers 
is yours for the asking, 


Shall we send you a copy? 


GORTON & LIDGERWOOD CO. 
96 Liberty St., New York 


BOSTON: 182 High St. 
CHICAGO: Fisher Bldg, 


OUR NEW BINDER 


A serviceable and handy arrangement for 
holding THE PLUMBERS’ TRADE JOUR- 
NAL, will be sent FREE to any subscriber 
sending us a new subscription, or sent 
post paid for 35 cents. 


Manufacturers 
Notice 


We are handling Plumbing 
Fixtures, such as 


CLOSET COMBINATIONS 
VITREOUS WARE 
ENAMELWARE 
AND SPECIALTIES 


We are looking for a good up- 
to-date specialty. If you are 
looking for a Live Wire to place 
any good specialty on the 
market, see us first. 


Thos. J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 


1006 Filbert St., Philadelphia, Pa. 
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“REECO” 
Water 


ystems 


Motor 


Driven 


HOT AIR PUMPS 

MOTOR DRIVEN PUMPS 

GASOLENE ENGINES 

RIGHT PRICES FOR USERS 

GOOD PROFITS TO DEALERS 
Write nearest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 


New York Boston Philadelphia 
Montreal, P. Q. Sydney, Australia 


The Dunham Trap 


is the cause for 


All Dunham Systems of 
Heating Working so Well 


Here is What it Does 


Keeps radiators drained of 
water of condensation 
and air without loss of 

steam and 

In performing this all im- 

portant function it does nof 
clog up and lasts as long 
as the radiator 


A postal card that you 
can write in one minute’s 
time will bring our Cata- 


log ‘‘B’’—64 pages. 


It’s worth your while inves- 


‘tigating for it may bring dollars 
to you. Write tonday : 


Cc. A. DUNHAM Co. 


Marshalltown 


Chicago—343 S. scarporn St. New Yorl 
City—1 Madison Aye. San _ Francisco 
Monadnock Bldg. Ft. Worth—Flat Iron 
Bldg, Kansas City 207 Reliance Bldg. 
Minneapolis—715 Temple Court. Indian- 
apolis -512 Board of Trade Bldg. Detroit 
218 Moffat Bldg. Rochester—46 Clinton 
Ave. N. Milwaukee—8 Mack Blk. Louis- 
ville 416 Equitable Bldg. Davenport— 33 
Security Bidg. Denver- 3384 Common- 
wealth Bldg. Salt Lake City—210 Scott 
Bldg. Los Angeles—214 N. Los Angeles 
St. Spokane—721 Realty Bldg. Cleveland 
—914 American Trust Bldg. Canadian Fac- 
tory —Tororto, fanad. 


ce 


Outing of the Dunham Force 
on Labor Day a” ldtq Goenl 


SPECIAL train of six coaches was 
A required to convey their 180 em- 
ployees to the scene of festivities, 

the occasion being the annual outing of 
the C. A. Dunham Co., Marshalltown, 
Towa. This social function is eagerly 
looked forward to by the force and each 
employee is privileged to bring his 
family or if unmarried, a friend. The 
merrymakers left at nine A. M., bound 
for Clemons’ Grove, where all kinds of 


it was the verdict of the court that Mr. 
Dunham be compelled to make up the 
deficiency. While deliberations were be- 
ing made the prisoner escaped unob- 
served and was not found. The Burns 
Detective Agency later located the Presi- 
dent in the role of referee of the athletic 


program. As darkness descended upon 
the picnickers the tired but happy 
throng gave three rousing Hip! Hip! 


Hoorays! for the C. A. Dunham Co., and 


A Portion of the Special Train Which Carried the Dunhamites to Their Annual 
Outing at Clemons’ Grove, Iowa, on Labor Day 


games had been arranged and to cap it 
all a great eat fest. The championship 
baseball game between the office and 
factory ended in defeat of the office ag- 
gregation with the close score of 33 to 
30. The winners were given prizes. 
The athletic games are played each year 
for a trophy in the shape of a cup. The 
factory force has but one more game to 
win when the cup will become their 
property and remain in their possession. 

A humorous feature of the outing was 
the trial of President Dunham, arrested 
and charged with the serious crime of 
not eating enough. He was placed under 
arrest by Special Officer Hixson and 
after having his girth measurement 
taken and found to be wanting 3 inches 
in 12, was put upon trial. Witnesses 


testified to his previous good character 
and besought the court to be lenient with 
Under these circumstances 


the prisoner. 


embarked once more on the train for their 
homes. The pleasant memories of the 
day will linger long with those who 
were so fortunate to participate and 
get-together meetings of such character 
result in mutual benefit to all. 


en ee ee 


Braddock Brass Foundry Recently 
Changes Name 


HE Braddock Brass Foundry of 
oT 210 Pierce street, Wheeling, W. 

Va. have recently incorporated 
under the name of Braddock-Burns 
Foundry and Machine Co., and are 
capitalized at $50,000. It is understood 
that their line will embrace aluminum, 
brass, copper and steel castings. The in- 
corporators are Joseph, Margaret and C. 
A. Burns, Mary V. Braddock and W. J. 
Braddock, residents of Wheeling, W. Va. 


Some of the Merry Picnickers, Force of the 0. A. Dunham Co., Marshalltown, Towa, 


Enjoying the Day as Guests of Their Employers 


Annual Meeting of the New York Chap- 
ter of the American Society of 
Heating and Ventilating 
Engineers 


York Chapter of the American 

Society of Heating and Ventilating 
Engineers was held in. the Engineering 
Societies Building, 29 W. 39th street, 
New York City, on Tuesday, October 15th, 
with President W. M. Mackay in the 
chair. 

After the roll call and the reading of 
the minutes of the previous meeting, the 
President made his report for the year. 
The President also called the attention 
of the members to the death of two mem- 
bers of the parent body—Andrew Harvey, 
a past president, who died October 9, 
1912, and H. A. Joslin, who died Octo- 
ber 3, 1912. . 

The Secretary then read his report, 
after which the Treasurer read his re- 
port. The President appointed Messers. 
John F. Hale and P. A. Hoffman to audit 
the books of the Secretary and Treasurer. 
Messrs. George O’Hanlon and C. H. Scott 
were appointed tellers of election. — 

The President announced that, as a 
result of a mail vote of the members, the 
regular meeting night of the chapter was 
changed from the second to the third 
Tuesday of the month. . 

The next business of the evening was 
the discussion of the topic on the “Rela- 
tive Efficiency of Wrought Iron Pipe 
Coils and Cast Iron Pipe Surface for In- 
direct Heaters,’ by Messrs. McCann, 
Chapman, Barwick and Ritter. 

The tellers of election announced the 
following elected as officers: President, 
Frank G. McCann; vice-president, D. D. 
Kimball; secretary, Joseph Graham, and 
treasurer, Arthur Ritter. Board of Gov- 
ernors—W. M. Mackay, Conway Kiewitz 
and W. W. Macon. 

The “Committee on Ventilation of Mo- 
tion Picture Show Places” made a report 
of progress, through its chairman, Frank 
T. Chapman. It was decided to refer to 
the committee the matter of enlarging 
its scope. 

The matter of incorporating the chap- 
ter was referred to the next meeting. 

The following were present: Thomas 
Barwick, Frank T. Chapman, J. A. Don- 
nelly, G. D. Farnham, W. F. Goodnoyw, 
Joseph Graham, P. A. Hoffman, John F. 
Hale, J. P. Lisk, A. A. Kiewitz, Conway 
Kiewitz, Fred R. Low, W. M. Mackay, 
W. W. Macon, F. G. McCann, George 
O’Hanlon, T. W. Reynolds, Arthur Ritter, 
George G. Schmidt, C. E. Scott, E. A. 
Scott, C. A. Slocum, T. Wilson. 


a Bee monthly meeting of the New 


—_—_0- 
A Challenge 


HE Western Trade Golf Association 
ae has thrown down the gauntlet and 
challenged the Eastern Trade Golf 
organization to a combat to be held 


some time early in the season of 1913. 


Capt. E. W. Sanborn of the Western ag 
gregation sent the defi in the shape of a 
letter to Capt. J. Barton Garfield of the 
Down East tribe. 

Detroit, Mich., has been suggested as 
the scene of conflict, fifteen members 
from each side competing. This event 
promises to outshine the “World Series’ 
from the reports reaching the editorial 
sanctum, The outcome will be eagerly a0 
ticipated by the members of both teams. 
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UGUST V. EIDMAN, 206 S. name. He is a hustler and the year he has 

Eutaw street, Baltimore, Md., been in business has brought both him and 

that genial secretary of the his partner a clientele of high-class custom. 

Maryland State Association of Ed. Barry of Linden avenue and Dolphin 

Master Plumbers, paused long street, Baltimore, Md., is busily engaged 

? enough in his .work of count- upon alterations and new work but finds 


ing up the good American dollars to pose time to visit Bay Shore occasionally to look 
for our photographer, and he incidentally -em over. THE PLUMBERS’ TRADE JOURNAL 
told us that business was getting better scribe saw “Ed” all dolled up promenading 
every minute. This is a fine report from  oyt Ocean Pier breathing in the ozone. This 
“The Monumental City” for the energetic happened to be on Sunday though, and not 
masters of that place are known to finish when “Ed” should have been on the job. 
everything they tackle. The plumbing and heating in the five 
Belz & Bunnecke, 1817 Maryland avenue, apartment houses at Elliott City is being 


Baltimore, Md., have recently 
several signal towers for 


completed 
the Pennsylvania 


consummated by George F. Heubeck & Son: 
of Lexington and Fremont streets, Balti- 
more, Md. Thirty suites will be equipped 
with the finest and most up-to-date sanitary 
conveniences and the buildings will contair 
vacuum cleaning, electric lighting and _ hot 
water heating plants. Besides the eforegoin: 
this concern also has quite a lot of sewe 
work and remodeling. 

T. Howard Boland, 534 N. Butaw street, 
Baltimore, Md., is busily engaged in complet- 
ing the plumbing in No. 65 School, at Bel- 
mont avenue, Walbrook. The _ installation 
requires twenty-two automatic seat-action 
closets, three improved sanitary bubbling 
drinking fountains, and a number of lava- 
tories and slate urinals. All of these fixtures 
were manufactured by L. Wolff Mfg. Co. 
Chicago, Ill. He has another installation in 
Dr. Dohme’s cottage at Roland Park, which 
contains two complete bathrooms, two toilets, 
kitchen and laundry fixtures of the latest 
types. Mr. Rinkler, the foreman, reports 
that he has enough work on hand to carry 
the men over until Christmas. Usually 
they carry eight men. 


State Secretary August V. Eidman, 206 


S. Eutaw Street, Baltimore, Md. John Hall, Jr., Honored Recently 


at Washinston 


T is generally admitted that the plumb- 
I ing industry is as closely allied to 
the promotion of public health as the 
medical fraternity, yet, strange to say, 


Railroad. Mr. Belz reports that he has 
some of the new sewer work and says he is 
making money too. 

“Charley” Foster of Foster & Gourley, 
1906 N. Charles street, Baltimore, Md., said 
everybody is treating him right and he has 


no complaint to make so far as having at the recent International Congress of 
plenty of work is concerned. Mr. Foster is Hygiene and Demography held at Wash- 
pretty well known in the Baltimore trade, ineton D C manufacturers of the 
having been connected with the business for & ey ie, i 

twenty years, but only recently started in plumbers’ fixtures were conspicuous by 


their absence. 

The Springfield Sanitary 
Drinking Fountain Co., of 30 
Church street, New York City, 
Was perhaps the only firm rep- 
resented. 

Manager John Hall, Jr., at- 
tended the Congress in the 
interest of his firm and for his 
valuable services and informa- 
tion rendered was appointed a 
member of the body. His posi- 
tion in the manufacture of such 
devices has equipped Mr. Hall 
with a knowledge of these de- 
vices which qualifies him as an 
authority on subjects pertain- 
ing to sanitary drinking devices. 

The drinking fountains made 
by this company are installed 
in the schools of Washington, 
D. C., and many of the dele- 
gates had an opportunity to see 
them in actual use. A _ large 
number of school superintend- 
ents who attended the Congress 
were greatly interested in abol- 
ishing the common drinking cup 
and will naturally be in line 
to install drinking fountains. 


business for himself under the above firm 


This certifies 


by 


that “Te Ot is an 
\ 


vi active member\oi 
1 \ “International (oneress —= 
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INTERWATIONAL 
CONGRESS 
ON RYGLENEANO 
DEMOGRAPHY 
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Membership Card and Badge Given to Each 
Member of the Cong ress of Hygiene and 
Demography at W ashington, D. 0. 
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The PEERLESS © 


STEEL SINK BRACKETS 


STRONGEST, NEATEST AND CHEAPEST 
PLAIN OR GALVANIZED 


The knock-down bracket that holds up. Packed 12 pair per box. 
and best to use. Atleading jobbers. Write to us for full particulars. 


BERGER SPECIALTY CO. RICHMOND, VA. 


VOGEL 


Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can be subjected to the hardest usage without being put 
out of order. 


Pat AarPiieo FoR 


ARE 


Easy to handle 


The valves are most durable and the bowls have our 
special design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup jeathers 
used. 


No. 1 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


SEND FOR BOOKLET 


For sale by all jobbers 
Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


The Closet Seat Which Will 
Harmonize With the Most 


Elegantly Finished Bath-room 


SANITARY WHITE FINISHED METAL 
BATHROOM CABINETS 


Made up in a high class finish, four sizes, outside wall, 
and recess models, with glass knob, bevel French plate 
mirror and glass shelves. Ornamental, durable, sanitary 
and will add greatly to the value of any building. Prices 
very low. 


Sanitary White Enameled Metal Shelves 


Style C Shelf 
with folding brackets, for kitehens and bathrooms, with 
rod and hooks. E 

Strong, Fire Proof, Neat. Made in different styles and 
sizes. Easy to fasten on any wall. 


The Master Slide 
Rule 


is the only rule in the World 
for taking inside measure- 
ments of door-frames, ete. 
Can be extended and closed instantly. On receipt 
prepaid. 


Is also very rapid for outside measuring. 
of 15c per foot, 4, 5 or 6 foot rule will be mailed 


Send for descriptions and particulars 


DAHL MFG. CO. 


Large profit to agents 


1-F-East 42nd St., New York 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW i 


Fine Display of a “Proqressioe Gilhany, Ut. YU." Plumber 


244 Washington avenue, opposite 

Townsend Park, Albany, N. Y., was 
originally established about eight years 
ago by Frank I. Mesick, its senior mem- 
ber. During these few years the firm has 
built up a large and lucrative patronage. 
Mr. Mesick, Senior, though a practical 
plumber of many years’ experience, has 
found time to fit himself, by hard study, 
to aptly handle all the intricate details 
of office work as well as to solve the 
theoretical problems which confront those 
engaged in modern plumbing practice. 
He is a firm believer in system in busi- 
ness, as a glance at his establishment 
will verify, which they say is always 
open for the inspection and assistance of 
the trade generally. 

Many of these fixtures shown in the 
illustration are products of the Occi- 
dental Company of New York City and 
The Eljer Co., Cameron, W. Va. The 
reputation. of these houses for strictly 
high-grade goods is well known among 
the trade. 

Among some of their cont:.cts recently 
completed or under way are the fol- 
lowing :— 

Plumbing of residences of Major Charles 
R. Knowles, 176 State street; Dr. Andrew 
MacFarlane, 174 State street; Henry 
Bronk, 170 State street; John Huyack, 
5 Englewood Place; Robert C. Pruyn, 7 
Englewood Place; plumbing and heating 
of residences for Dr. A. A. Vibbard, 225 
Lark street; Mrs. J. H. Snell, 185 Hud- 
son avenue, and heating of residence for 
Samuel Brown, 598 Washington avenue. 

The firm employs a steady force of 
eight men, placing others as the condi- 
tions warrant, and makes a specialty of 
only high-class residential work. 

The title page in this issue presents 
additional views of the _ establish- 
ment, which has what is considered 
one of the most complete and elaborate 
displays of sanitary fixtures in the Hast. 


r IOWA NOTES a 


ILLIAM MAACK and Fred 

Lolse are now proprietors 

of the West End Plumbing 

& Heating Company at 

Davenport, Iowa, having 

purchased the business 
from Hugo Koehnke recently. 

L. O. Papin & Co., of Dubuque, Iowa, are 
installing ‘‘Moline’ vapor heating systems 
and ventilating apparatus in the new Mar- 
shall School. 


a BS: firm of Frank I. Mesick and Son, 


Robert Meister of Cedar Rapids, Iowa, is 
installing the plumbing in the new German 
Lutheran School cn South 6th street. A 
complete kitchen equipment, automatic 
closets, and bubbling drinking fountains are 
part of the work. 

J. H. Fenton & Co. of Cedar Rapids, Iowa, 
have the plumbing and heating in G. M. 
Averil’s new. handsome $80,000 residence. 
The system is a “Honeywell’ system with 
pressed steel radiation hung on walls. There 
are four baths, three tubs and one shower. 
The fixtures used are furnished by the L. 
Wolff Mfg. Co. 

The master and journeymen plumbers of 
Iowa City, Iowa, held a joint picnic on Labor 
Day. Cars were chartered to take them to 
Coral Park, where games, refreshments and 
a sumptuous dinner found the favor of over 
a hundred sanitarians. The ever ready 
Master Hurley was captain of ceremonies. 


a 


Well Arranged Display of Modern Sanitary Fixtures in the Fine Showrooms of Frank I. Mesick & Son 
244 Washington Avenue, Albany, N. Y. 


Another View of the Showroom of Frank I. Mesick & Son, Albany, N. Y., Which Has Been Much Com- 
plimented for Its Artistic and Pleasing Appearance 


> 
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T a recent meeting of the Sani- 
tation Committee of the De- 
partment of Public Health of 
San: Francisco, public comfort 
stations and drinking foun- 
tains were again considered in 

detail. Communications were read from the 
Chamber of Commerce and a half a dozen 
organizations of downtown business men 
urging the Board to do its utmost toward 
having the city install convenience places at 
prominent points. On the recommendation 
of President A. R. Barendt, the Secretary 
was instructed to learn from the Board of 
Supervisors what action had been taken on 
yrevious recommendations of this’ kind. 
Frank Klimm of the Board and former state 
resident stated that in case the municipal 
uuthorities did not feel that they could af- 
‘ord to spend the sum necessary to modern- 
ze the present drinking fountains, he would, 
f desired, supply the necessary sanitary 
ippliances. This offer of the Association 
las been referred to the Finance Committee 
if the Board of Supervisors. 


-H. J. Perazzi, San Francisco, Cal., is in- 
talling the plumbing in a three-story frame 
uilding being erected on Powell street, near 
3ush. 

Lettich Bros., 365 Fell street, San Fran- 
isco, Cal., have secured the contract for the 
nstallation of the plumbing, heating and gas 
itting in the Jean Allec Building at Larkin 
nd Ellis streets. 


W. D. Hobro Jr., well known in the San 
‘rancisco plumbing trade, acted as marshal 
n the first division of the great parade of 
Native Sons and Daughters at Stockton on 
\dmission Day, September 9th. 


The Peterson-James Co., San 
‘rancisco, Cal., has been award- 
d the contract for the plumb- 
1g, heating and gas fitting in 
he new apartment building be- 
ng erected at Polk and Bush 
treets, by John Rosenfeld’s 
ons. 


J. E. O’Mara has secured the 
ontract for the installation of 
he heating and ventilating sys- 
sms in the new office building 
eing erected at Bush and San- 
ome streets, San Francisco, 
al, to be used as Pacific 
oast headquarters by the 
tandard Oil Company. 


The Contracts are being let 
rr the construction of the Lux 
chool of Industrial Training at 
ith and Hampshire streets, San 
rancisco, Cal. Robert Dalziel 
. is to install the plumbing system, and the 
hn G. Sutton Co. will install the heating 
id ventilating systems. 


John G. Sutton, of the plumbing and heat- 
& firm of John G. Sutton & Co., San Fran- 
sco, Cal, was a member of the “Flying 
egion,” an organization of local business 
en, which recently made a trip to British 
umbia to interest that section of the coun- 
y in the Panama-Pacific International Ex- 
sition. Frederick W. Snook, another San 
francisco plumber, was also a member of 
€ party. 5 

The Contractors’ and Dealers’ Association, 
hich is affiliated with the Master Plumbers’ 
sociation, is assisting in accomplishing 
tisfactory results and the agitation that 
8s been aroused by it against the sub con- 
acting evil in San Francisco is bringing 
out many of the reforms for which it 
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stands. Its members are much gratifled at 
the decision arrived at recently by the city 
officials in the matter of letting contracts for 
the new City Hall and other muncipal 
buildings, it having been decided that the 
work would be let in probably a dozen sepa- 
rate contracts, instead of to one general con- 
tractor, as had been planned. 


The Phal & Harry Co., Stockton, Cal., has 
secured the plumbing and heating contract 
for work in the new Clark Hotel at that 
place, the contract -for the installation of the 
air cooling system going to the California 
Air Purifying Company, also of Stockton. 

The city officials of Berkeley, Cal., are 
preparing to install an oil burning device in 
connection with the heating system in the 
City Hall, believing that the heating bill can 
be reduced by the use of crude oil, as com- 
pared with coal. 

The Fillmore Street Improvement Associa- 
tion, San Francisco, Cal., is preparing to in- 
stall four sanitary drinking fountains on that 
street, these to be presented to the city when 
completed. Frank J. Klimm will equip the 
old style fountain at 3d, Market and 
Kearny streets, with modern sanitary drink- 
ing bubbles, a gift to his city. 


———_e>14+-——_—_—_"—_ 
Exhibit of Sanitary Fixtures At- 
tracted Attention 
T a’ recent industrial exposition at 
[ ‘ Fort Smith, Arkansas, one of the 


energetic firms of the city, Meis- 
ter Bros., conceived the idea that an ex- 
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Fort Smith, Arkansas 


hibit of sanitary plumbing fixtures and 
accessories would be profitable advertis- 
ing. We take pleasure in reproducing a 
picture of their booth, which attracted 
widespread attention. Messrs. Meister re- 
port that the trouble of preparing same 
was insignificant in comparison with the 
publicity and several orders obtained. 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on 
the Pacific Coast 


POSTAL 
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Display of Modern Plumbing Fixtures and Accessories 
Arranged by Meister Bros., 


| Special Notices 


be 


aaa is 


ae PS EY 


657 


Ome ++ Omen 11 Osteen + {+ Smee +) mee ++ emcee +1 mie 1 Ou 1+ Omens) EF 
~ 


Help Wanted, Business Opportunities, | 
Situations Wanted, Salesmen Wanted, bd 
Exchanges and Miscellaneous Notices. & 


Auniform Rate of 50cents for 25 words or less will be charged for insertions under these head- 
ings. Additional wordsattherate oftwo cents a word. Cash or stamps must accompany order. } 
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FOR SALE—PLUMBING AND ELEC- 
trical business on Long Island. Address 239, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


WANTED — PLUMBERS. MUST BE 
good lead workers, sober and industrious. 
Open shop. Address Mullin Bros., 1036 Main 
street, Dubuque, Iowa. 


WANTED — SEVERAL HIGH -GRADE 
salesmen. Good territories open for 1913. 
Real salesmen only need apply. The Rick- 
ersberg Brass Co., Cleveland, Ohio. 


FOR SALE—A MAIL ORDER BUSINESS ; 
quick selling specialty to the plumbing and 
heating trades. Large margin of _ profit. 
Requires small capital. Address 235, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


FIRST-CLASS PLUMBER AND FITTER 
wishing steady position would consider 
partnership in business near New York City. 
Good lead worker; can estimate. 234, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


PLUMBERS’ BOOKKEEPER WANTED. 
Good salary to competent.man. Apply by 
letter to 230, c/o THE PLUMBERS’ TRADE 
JOURNAL, giving full particulars. 


FOR SALE — OLD ESTABLISHED 
profitable plumbing, heating and _  tinning 
business. Good reason for selling. Apply 
to R. J. Baldwin & Son, Pottstown, Pa 


PLUMBING SCHOOL—WE TEACH “You 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 


today. Stout Institute, Menomonee, Wis. 
FOR SALE — SEVERAL VALUABLE 
patents in connection with plumbers’ and 


steam fitters’ tools. Address in confidence 
233, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—PLUMBING SHOP, FULLY 
equipped for jobbing trade. Expenses $30.00 
to $50.00 per month. Doing good business. 
Will sell for invoice of stock and fixtures. 
Address 210, c/o THE PLUMBERS’ TRADE 
JOURNAL. 

WANTED—EXPERIENCED 
for plumbing, heating and pump 
miliar with Southern Iowa territory: Must 
have covered this territory. No liquor fighter 
wanted. Address 240, c”’o0 THr PLUMBERS’ 
TRADE JOURNAL. 

FOR SALE-—MY PLUMBING, HEATING 
and sheet metal business in the shoe city of 
Brockton, Mass. Highest paid operatives in 


SALESMAN 
goods, fa- 


the world. All trades unionized. Never have 
labor troubles. V. R. Donovan, 727 N. Main 
street, Brockton, Mass. 


WANTED—A FIRST-CLASS PLUMBER 
and steam fitter, one who is capable of 
handling both branches, plumbing, hot water 
and steam fitting. Steady position for the 
right mechanic. Address 228, c/o THE 
PLUMBERS’ TRADE JOURNAL. : 

WANTED—FIRST-CLASS LIVE SALES- 
man. One familiar with a high-grade line 
of plumbers’ brass work and AlsOn ayaiaibkae 


fixtures. Must furnish references as_ to 
ability and character. Apply the Sanitary 
Company, Cleveland, Ohio. _ ie 

ON ACCOUNT OF HEALTH AND AGE 
will sell to first-class’: plumber and steam 
fitter entire stock of plumbing and steam 
goods and tools. Live city of 9,000. Fine 
chance for hustler. Address 232, c/o THE 


PLUMBERS’ TRADE JOURNAL, 


FOR SALE AT INVENTORY—PLUMB- 
ing business within 25 miles of New York. 
An excellent opportunity. Profit of $2,500 
to $3,000 is being made every year. Inven- 


tories at $5,500. If interested, address 236, 
c/o THE PLUMBERS’ TRADE JOURNAL. 

ONE OF THE LARGEST BRASS MANU- 
FACTURERS IN THE COUNTRY DESIRE 
AN ASSISTANT TO THEIR SALES MAN- 
AGER. AN UNUSUAL OPPORTUNITY 
FOR A HIGH-CLASS SALESMAN.  AD- 
DRESS 238, c/o THE PLUMBERS’ TRADD 
JOURNAL. a” cal, Eee 

YOUNG MAN: WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177, c/o THE PLUMBERS’ 
TRADE JOURNAL. _ 


Positively along 
No experiment, 


steam and water heating. 
strict rules of philosophy. 
and can be made at low foundry cost. Gene- 
rates steam in dome as well as over crown 
sheet. Merits proven by 4 size working 
model. Address 241, c/o THE PLUMBERS’ 
TRADE JOURNAL. 

TWO MEN WITH NINE 
perience and large personal acquaintance 
with the trade in Iowa, Nebraska, Missouri, 
Kansas and Oklahoma, would like to corre- 
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spond with manufacturers of boilers, radi- 
ators, and heating supplies, with a view of 
representing them in this territory. Box 


237, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—RADIATOR DESIGN, FULL 
surface and can be easily measured. Effect- 
ive surface all backed by steam or water. 
Positive circulation; can not be air bound. 
Can be used on floor or wall. Low manufac- 
turing cost. Will prove quick seller. Es- 
pecially neat in design. Address 242, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


WANTED—A FIRST-CLASS MAN FOR 
country shop, good for estimating and in- 
stalling steam and hot water heating sys- 
tems; jobbing. Must be honest, sober and a 
hustler. Will sell one-third or more interest 
to the right man. State age, and give refer- 
ences and experience. Send photo, if possible, 
which will be returned. Address “New Jer- 
sey,” c/o THE PLUMBERS’ TRADE JOURNAL. 


“ACCOUNTANT” 


Plumbers! Steamfitters ! 


Have your business systematized by 
a Practical Accountant. Books open- 


ed—written up—closed. Monthly 
trial balances and financial state- 
ments Corporation work a speci- 
alty. Charges moderate. 


E. M. SQUAREY 
221 Sherman Ave., New York City 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 


Thousands of Plumbers 
Have Salaries Raised 


You can be safe in judging what a man 
can do by what has been done—past per- 
formances—past records. In the files at the 
International Correspondence Schools are 
more than 27,000 letters that are witnesses 
to the marvelous results accomplished by 
students of the International Correspond- 
ence Schools. A recent tabulation of the 
records of 1,000 students shows that the 
average salary at the time of enrolment for 
RS Courses was $54 per month, but 
today, or at the time the letters of indorse- 
ment were written, the salaries have in- 
creased to an average of $183 per month. 


There is not, in all the world, a greater 
force than the I. C. S. to put new hope in 
the hearts of laboring men and teach them 
to attain success. 


The lI. C.S. are ready and willing to help 
you. Are you willing to be helped? Then 
determine what you want to be and 


Mark and Mail the Coupon NOW 
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* International Correspondence Schools 
Box 972, Scranton, Pa. 


Without obligating myself in any way, I should like 
to have you send information about the I. s. 
Course in Plumbing. 


Name. \ 


Street and No,—_______ 
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HE greatest and most beneficial 
op gathering of the members of The 
Central Supply Association took 
place at Chicago, Wednesday, October 
23d. From the points of attendance and 
profitable business transacted at the 


Hotel Stratford, scene of the function, 
this meeting exceeded any previous one 


and was greatly commended by all 
present. The two sessions, afternoon and 
evening, were devoted to disposing of 


business and the election of officers for 
the ensuing year. The appointment of 
the following officers was approved:— 
President, William Ivy; first vice-presi- 
dent, P. J. Frey; second vice-president, C. V. 
treasurer, Edw. F. Niedecken, and 
Paul Blatchford. 
Committee: William Ivy, P. J. 
Frey, C. V. Kelloggs, Edw. F. Niedecken, 
Gorten, BE. A. Morris, A. A. Mer- 
Rahm and C. A. Carothers. 
National Committee: Members— J. J. 
Ryan, W. A. Myler, John F. Wolff, 2D: 
Keeler and George H. Bailey; alternates— 
A. B. Pierce, M. J. O’Fallon, H. M. Hoel- 
scher, A. A. Merkel and A. Y. McDonald. 
Almost since the organization of the 
Chamber of Commerce of the United 
States has the Central Supply Associa- 
tion been a member and has taken an 
active part in the business of that or- 


Kellogg ; 
secretary, 
Executive 


George H. 
kel, J. B. 


ganization. President John F. Wolff of 
the lL. Wolff Mfg. Co., Chicago, was 


designated to represent the Central Sup- 


ply Association as councillor on the 
Board of the Chamber of Commerce. 
Harry A. Wheeler, president of the 


Chamber of Commerce, delivered an ad- 
dress which was exceedingly interesting 
and well received by the members. Mr. 


Wheeler is also vice-president of the 
Union Trust Co., and former president’ 


of the Chicago Association of Commerce. 
The admission of new members included: 
Bond Supply Co., Kalamazoo; Michigan 
Plumbing Supply Co. and James Teahen, 
Detroit, Mich., and The P. L. Bristol Sup- 
ply Co., St. Joseph, Mo. 

The members in attendance and who 
were met by Tue PLumpBeErRS’ TRADE JOUR- 
NAL representative were:— 


ANDERSON, IND.: May Supply Co.— 
I. BE. May. 

ATLANTA, GA.: General Supply Co.— 
Proxy. 

BARBERTON, OHIO: Pittsburgh Valve 


& Fittings Co.—cC. L. and G. P. 
Cartwright. 

BIRMINGHAM, ALA.: Hammond-Byrd 
Iron Co.—W. M. Byrd, Jr., and Chas. W. 
Badger; Young & Vann Supply Co.—Proxy. 

BURLINGTON, WIS.: Burlington 
Works—C. McCanna, Geo, P. Stanwood 


Selkregg 


Brass 


Roy 


and S. Jacobsen. 

CANTON, ORLOE The Novelty Tron 
Works. 

CEDAR RAPIDS, IOWA: Dearborn 
Brass Co.—E. S. Seeley. 


CHATTANOOGA, TENN.: 
Works—F. H. Caldwell. 

ILL. : 
Foster, J. E. 


The Cahill 
Tron 
CHICAGO, 
Co.—Chas. K. 


American Radiator 
Holland, M. J. 


Burn, Jr, and R. B. Flersheim; Chicago 
Granitine Mfg. Co—J. A. Washick; Jas. B. 
Clow & Sons—J. E. Clow; Crane Co.—C. D. 
Little: S. Deschauer Co.—Otto S. Des- 
chauer; Federal-Huber Co.—A. F. Johnson 
and D. A. Raymond: Henion & Hubbell— 
R. C. Mead; Illinois Malleable Tron Co. 

J. R. Steneck and FE. M,. Marshall; Kellogg- 
Mackay Co.—cC. V. Kellogg; Mark Mfg. 
Co.—W. H. Bruce, Mann C. WHichel, C. W. 
Larsen, Frank F. Corby and L. P. Sutter; 


National Plumbing & Heating Supply Co.— 


Chicago, 


The Nye Tool & Machine 
Works—H. G. Nye; Peerless Heater Co.— 
A. Bodenweiser and R. N. Wilt; H. S. Ray- 
mond—A. W. Lally, R. R. Lally, C. EH. Ken- 
nish, L. R. Phillips and A. N. Hobart; 
Republic Mfg. Co.—W. A. Ratcliffe and Cc. 
C. Stringer; J. J. Ryan & Co—J. J. Ryan; 
Street & Kent Mfg. Co.—C. D. Street,» W. J. 
and Wm. B. Dale; C. C. Todd—cC. C. 


BE. C. Garrity ; 


Street 


Todd: Weil Brothers—I. Weil: Weir & Craig 
Weir ; 


Mfe.. Co.—Jas. Western Plumbing 
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GRAND RAPIDS, MICH.: Ferguson Sup- 
ply Co., Ltd.; Wolverine Brass Works— 
Walter H. Brooke. 


GREEN BAY, WIS.: Murphy Supply 
Co.—W. C. Noble. 

HOLLAND, MICH.: Thompson Mfg. Co. 
—C. E. Thompson. 

QUINCY, ILL.: Modern Iron Works— 
Geo. J. Fischer. 

ROCKFORD, ILL. : Rockford Brass 


Works—F. D. Keeler and D. E. Trahern. 


Ka-President J. J. Ryan, Recently Appointed to the National Committee of the Central 
Supply Association at the Eighteenth Annual Meeting, Chicago, October 23 


Supply Co.—John J. Tyne; 
Ford—Chas. A. Ford; S. Wilks 
Fdwin W. Sedgwick; L. Wolff 
John F. Wolff and W. Utling. 
CINCINNATI, OHIO: Merkel Bros. Com- 
pany—A. A. Merkel; The D. T. Williams 
Valve Co.—D. T. Williams. 
COLUMBUS, OHIO: 
Co.: Seioto Valley Supply 
mann. 
DAYTON; OHIO? The Dayton 
Co.—J. W. Downer and Jos. J. Abel. 
DENVER, COLO.: The Morse Bros. Ma- 
chinery & Supply Co.—Geo. G. Morse; M. J. 
O’Fallon Supply Co.—M. J. O’Fallon. 
DETROIT, MICH.: Detroit Brass 


Whitney & 
Mfg. Co.— 


Mica Co. 


Columbus Supply 
Co.—L. C. Hues- 


Supply 


Works 


—F, M. Minninger, C. P. Benjamin, F. L. 
Uhl and A. W. Fussey; Detroit Lead Pipe 
& Sheet Lead Works—E. A. Morris; Detroit 


Lubricator Co.—H. I. Lord; Detroit Range 
Boiler Co.—E. W. Stoddard; A. Harvey’s 
Sons Mfg. Co., Ltd.—Jas. Harvey; Ideal 
Mfg. Co.—J. P. Feely, Jr.; Michigan Plumb- 
ing Supply Co.—Edw. I. Klein; Murray W. 


Sales & Co.—Murray W. Sales; Jas. M. Tea- 


hen—Jas. M. Teahen; United States Radi- 
ator Corporation—W. S. Hiller, EB. B. Mc- 
Nair and J. A. Liggett; Walker Mfg. & 
Supply Co.—John Walker. 

DUBUQUE, IOWA: IKXretschmer Mfg. 
Co.—Fred. N. Kretschmer: A. Y. MeDonald 
Mfg. Co.—A. Y. MeDonald and Robt. T. 
Johnson. 

EVANSVILLE, IND.: Never-Split Seat 
Co.—John L. Hopkins. 

FORT WAYNE, IND.: P. & H. Supply 


Gor 


E. M. Puckett and C. J. Stier. 


KALAMAZOO, MICH.: Enameled Tank 
Co.—Carl H. Zwermann. 

KANSAS CITY, MO.: Southwest Plumb- 
ing Supply Co.; U. S. Water & Steam Sup- 
ply Co.—v. S: Ferguson; W. B. Young 
Supply Co.—Geo. H. Gorton. 

KENOSHA, WIS.: Frost Mfg. Co.—W. J. 
Frost. 

KOKOMO, IND.: Central Closet Mfg. 
Co.—Geo. A. Harper; Great Western. Pot- 
tery Co.—A. V. Conradt, E. Willard and T. 
H. Campbell. 

LINCOLN, NEB.: 
Co.—Lyman Searl. 


Cornell- Wigman-Searl 


LOUISVILLE, KY.: The Ahrens & Ott 
Mfg. Co.—S. H. Moon. 

MANSFIELD, OHIO: The Barnes Mfg. 
Co.—T. R. Barnes; Hughes Supply Co. 
Geo. H. Hughes; Ohio Brass Co—W. T. 
Jameson. 


MILWAUKEE, WIS.: F. R. Dengel Mfg. 
Co.—F. R. Dengel; B. Hoffmann Mfg. Co.— 


Aug. Seelman; Hoffmann & Billings Mfg. 
Co.—E. F. Niedecken; Robert Rom Co.—G. 


Co.—E. R. 
& Heating 


S. Waite; Rundle-Spence Mfg. 
Spence; Wisconsin Plumbing 
Supply Co.—H. Schruble. 
MINNEAPOLIS, MINN.: 
Co.—P. J. Frey; The D. M. 
J. R. Gilmore. 
MUNCIBE, IND.: 


Central Supply 
tilmore Co.— 


ae b 
zeo. Keiser & Co. 


NEW ORLEANS, LA.: Manion & Co. 

NEW YORK, N. Y.: American Sanitary 
Works—B. O. Tilden. 

NOBLESVILLE, IND.: Union Sanitary 
Mfg. Co.—E. V. Brigham. 


ST. LOUIS, MO.: 


American Fdy. & Mfg. 
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Co.—Barney H. Sanders; Monument Plumb- 
ing Supply Co.—Wm. Ivy and J. D. McGuire; 
N. O. Nelson Mfg. Co.—A. B. Pierce and 
W. H. Baker; L. M. Rumsey Mfg. Co.—J, p 
Hartnett. 

OMAHA, NEB.: U. 8. 
Raum. 

PEORIA, ILL.: 
Warren Kinsey. . 

PITTSBURGH, PA.: Bailey-Farrell Mfg. 
Co.—Geo. H. Bailey; Iron City Sanitary Mfg. 
Co.—J. A. Kelly and C. F. Meyer; Wm, B. 
Scaife & Sons Co—F. W. Peters; Spang, 
Chalfant & Co.—J. D. Purdy Jr., J. D. Hard- 
castle and W. M. Thompson; Standard Mfg. 
Co.—C. A. Carothers and H. F. Meyer; 
Standard Sanitary Mfg. Co.—Theo. Ahrens, 


Supply Co.—J. B. 


Kinsey & Mahler 


Co.— 


Em. L. Dawes and Jno. A. Noone; United 
States Sanitary Mfg. Co.—A. H. Cline Jr. 
PORTSMOUTH, OHIO: The Standard 


Supply Co.—F. A. Ruhlman. 

INDIANAPOLIS, IND.: Central Supply 
Co.—L. C. Huesmann; Indiana Supply Co— 
J. Gilchrist; Shirley Radiator & Fdy. Co.— 
Fred W. Smith. 

SALEM, OHIO: 
Co.—lI. G. Dimond. 

SALT LAKE CITY, 
son Supply Co. 

ST. JOSEPH, MO.: .Horigan Supply Co— 
Jo den orivan: 

ST. PAUL, MINN.: Cochran-Sargent Co: 
—M. M. Cochran; Crane & Ordway €o,; 
Union Brass & Metal Mfg. Co.—P. J. Frey; 
Western Supply Co. 

SHEBOYGAN, WIS.: 
Co.—J. B. Murphy. 

SIOUX FALLS, S. D:: 
ply Co.—Chas. D. Symms. 

STEUBENVILLE, OHIO: 
Works—Hoyle Jones, W. 
Mr. Wickersham. 

STURGIS, MICH.: 


National Sanitary Mfg. 


UTAH: Joseph Nel- 


J. M. Kohler Sons 
Plumbing Sup- 


LaBelle Iron 
E. Watson and 


Miller-Hubbard Mfg. 


Co.—C. A. Miller and C. J. Hanson. 
TOLEDO, OHIO: The American Plumb- 
ers’ Supply Co.—H. A. Sechlingman and PF. 


W. Terwilliger; National Supply Co.—Frank 
Collins and J. M. Stoddard. 

UNION CITY, IND.: Knapp Supply Co— 
L. C. Huesmann. 

WABASH, IND.: | Honeywell 
Specialty Co.—J. C. Teague. 


Heating 


WAUKEGAN, Bi ir) tree Northern Brass 
Mfg. Co.—C. S. Johnson. 
WHEELING, W. VA.: Wheeling Sani- 


tary Mfg. Co.—F. W.- Wheelock; Trimble & 
Lutz Supply Co.; Wheeling Steel & Iron 
Co.—C. R. Elliott. 
YOUNGSTOWN, OHIO: 
Sheet & Tube Co—L. B. 
Lathrop and W. B. Blowers. 


Youngstown 
Jenks, “Fig 


In addition to the foregoing the following 


were also present: A. A. Ainsworth; John 
D. Hibbard; J. P. Morley, Bastian-Morley 
Co., Chicago, Ill.; J. A. Campbell, president 


of the Trenton Potteries Co.; H. B. Hallett, 
Eastern Range Boiler & Welding Co., Con- 
shohocken, Pa.; Jas. A. Riordon, Toronto, 
Canada; George D. Mellvaine, secretary, 
National Pipe & Supplies Association, Pitts- 
burgh, Pa., and L. Schulmerich, L, O. Koven 
& Bro., Brooklyn, N. Y. 
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Convention of the California 
Municipalities 

HE League of California Municipal 
ae ities and Public Welfare held their 

annual convention at Berkeley, 
Cal. during the week of September 23d- 
28th, during which time many important 
papers relating to public health were 
read by experts. An exhibit of sanitary 
appliances was a feature of the conyen- 
tion, this including the latest in garbage 
incinerators, septic tanks, sewer systems, 
sanitary drinking fountains and the like. 
Moving pictures were shown showing the 
effects of unsanitary conditions and il 
lustrating in a startling manner the 
growth of germ life. Among the firms 
making exhibits of special interest to 
plumbers were the National Meter Com- 
pany and the Neptune Meter Company, 
water meters; the H. W. Johns-Manville 
Co., L. Haws, sanitary drinking fountains; 
the Sterling Machine & Stamping Co., 
and the San Francisco Compressed Air 
Cleaning Co., vacuum cleaning apparatus. 
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Cleveland Bronze and Brass 
Works Occupy New Quarters 


FINE report of continued pros- 
perity comes from Cleveland, 


Ohio, the home of the Cleveland 
This firm, 


Bronze and Brass Works. 


z 


The new building will be occupied 
about November ist and will also con- 
tain the new offices. Every sanitary 
convenience has been provided for the 
employees in the building, which is 
a four story and basement fireproof 
structure, costing approximately $50,000. 


Vew and Oompletely Equipped Plant of the Cleveland Brass Manufacturing Co.., 
Specialists in Ground-Key Work, Cleveland, Ohio 


Which specializes in ground key work 
mly, now increases their manufacturing 
pace by 30,000 square feet, and at great 
ost have equipped their plant with the 
atest and most improved machinery. 
Phis will greatly facilitate the manu- 
acture of “Barrett” ground key work. 


The concern was organized in 1892 
and was reorganized on account of its 
rapid growth in 1906. Later, in 1912, 
the business was incorporated and the 
officers are M. F. Barrett, president and 
general manager, and W. N. Smith, 
secretary and treasurer, both able men. 


With the incorporation, the name has 
been changed to the Cleveland Brass Mfg. 
Co., and future business will be con- 
ducted under that name. In announce- 
ment cards recently sent to the trade 
throughout the country, attention is 
called to the change of name. An excel- 
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lent cut of the new plant is also shown 
on the reverse side. The customers of 
the Cleveland Brass Mfg. Co. are there- 
fore assured of even better service than 
has characterized all dealings. They will 
gladly forward literature to our readers. 
Mention THE PLUMBERS’ TRADE JOURNAL. 


What Unity Does for the Trade 


[Read by A. P. 


Master 


AM reminded of a story of a young law- 

yer who, having been nominated for 

county attorney and having into 
the country to address the voters, found his 
audience composed of farmers only. Think- 
ing to make a hit with them, he addressed 
them as “Fellow Farmers.’ This not meet- 
ing with the hearty response for which he 
had hoped, he said: “Possibly some of you 
gentlemen think I am not entitled to address 


sone 


you as fellow farmers; but I assure you | 
am—my grandfather was a farmer; so was 
my father; and, in fact, I was practically 
raised between two rows of corn.” Just then 
a good old farmer in the rear of the hall 
yelled out: “A Pumpkin, by Gosh.” 


I have been in the plumbing business for 
upwards of a quarter of a century. Four- 


teen years ago I joined the National Master 


Plumbers’ Association, and in May, 1898, 
attended the national convention at San 
Antonio; since then I have attended all the 
national conventions, except New Orleans, 
Atlanta and Boston. During this time I 
have observed that whenever’ plumbers 
could meet and enjoy the society of their 


competitors that they were reasonably pros- 
perous; but where they regarded their com- 
petitors as an enemy that they were 

In the proceedings of the implement deal- 
ers’ recent convention, a well-known imple- 
ment dealer in Abilene, Wis., said the trouble 
with the country is: “It is too darned sel- 
fish. Not satisfied with making a legitimate 


poor. 


ELDER of Ottawa, Kansas, befor 


Plumbers’ 


the Kansas City, Kansas, 


Association] 


profit, and letting a competitor live, also, the 
merchant wants to hog it all.” 
way to succeed. “For ten years,” 
he, “I tried that with a little Dutch- 
out in Robinson, Kansas. Both of us 
hated each other. Finally got together 
at a dinner, and while our wives dis- 
cussed the best way to raise babies, we made 


BARNES’ 


PORCELAIN ENAMELED 
KITCHEN SINKS 


are unsurpassed for 
Quality, Design and 
Color of knamel. 
The plu nber who 
Barnes’ Sinks 
have _ less 
with them 
he has 


average 
Here’s a 
said 
man, 
we 


big 


uses 
will 


trouble 
than any 
ever used. 


Write for enamel- 
ware catalog and 
prices, covering a 
complete line of 
Lavatories, one and 
two piece Roll Rim 
Sinks, Backs, Drain 
Boards, etc 


THE BARNES MFG. CO. 
Dept. P Mansfield, Ohio 


FRR RAS tase Poets SME NV ASHE 
Bo. a ts Fa ; Ce fx aen te 


The “EMMET” on Enameled Iron L 


PLATE A-329. ALL OVER ENAMELED. 
PLATE A-330. UPPER SURFACE ONLY ENAMELED. 


egs 


18x24 inches 20x24 inches 
12x15 inches 12x15 inches 
“10 inches 12 inches 

5 inches 5 inches 


22x27 inches 


22x30 inches 
14x18 inches 
12 inches 
5 inches 


14x18 inches 
12 inches 
5 inches 


47 WEST 


Aira 


KOHLER 


Porcelain Enameled Iron San- 
itary Lavatories on Enameled 
Iron Legs are made in many 
attractive designs. 


The “Emmet” has roomy slab and_ basin, 
deep plain apron and enameled depressed 
soap cup cast in slab, draining into the 
overtlow. 


Bears our MAROON and GOLD Trade 
Mark Label guaranteeing the quality. 


J.MKOHLER SONS CO. 


SHEBOYGAN.WIS..U.S.A. 


NEW YORK. 
42" ST. 


CHICAGO. 


URES SA 
Osher lea 


SAN FRANCISCO. 
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MR. PLUMBER 


buy a 


HANDY DIE STOCK 


For use on Brass or Iron Pipe. Strongest and Lightest. 


Right and Left Hand 
Self Locking Self Contained 


Quick Releasing 


No loose parts. Everything in the stock‘ 
No bushings or Wrench. From your 
jobber or 


THE HANDY MFG. CO. 


200 Cannon Street 
BRIDGEPORT, CONN. 


Write for Catalog 


No. 11 No.2. No. 3 
%tolin. %tolAin, 1to2 


Write for prices 


No. 1 
%” to %in. 
14 days trial free 


QOOOOLOOOOQOOOLQGIOOILIOIWOGOGIOLOE DOOYOO OQOQOOQOOLLOSSIOSSOOOe 


> Good Profit and Easy to Install 


Hundreds of homes in your locality need a good regulator 

for their heating plant, and there’s big money and easy 

sales for the man who sells the reliable 

Automatic 

Thermostat 
Heat 

Regulator 


No other heat regulator will equal the CRANDON in satis- 
faction or in ease of installation. Hundreds of Plumbers 
and Heater men are making big profits selling the “Janitor 
That Never Sleeps.’’ Write for terms. 


CRANDON MFG. CO. 


QQOQOOOOOOOOOOOQOOOOOOOO® 


A Booklet About the 


Crandon Bldg. 


DDODOOOOOOOQOODODDDODOOOOSOOOOOOOO 


& [JANITOR THAT 
8 Sano eal Bellows Falls, Vt. 
@ 


$OOOODOHDQHOHODHGOOONSOOOOHNPHOOHGGHHOOOOIVOOHGPGPOOOH9OPOOOOOOVSS O 


PURITY No. 1 Self-Closing 
Bubbling Drinking Fountains 


are regulated by loose- 
key stop-cocks. These 
fixtures can be attached 
to sinks and lavatories 
already installed and 
can be turned to one side, which allows the use of the 
sink or lavatory for other purposes. They have the non- 
squirting attachment. 


We also manufacture extra heavy fountains for 
factories and public use. Send for catalog 


JAMES BARRETT MFG. CO. 48-50 Pearl Street 


BOSTON, MASS. 


DOODQDODODWODOWODOWOGEDOGDODODOGDOODOOOOOOODOOOOOODODOODOOOOOOOO) 


The Halsey Thermostat Heat Regulator 


Steam, Hot Water or Hot Air Heaters 


The Simplest Thermostat on the Market 
Easiest to Install 


OOOOOOO 


Absolutely Automatic and Positive in its operation. 
tains an Even House Temperature. Eliminates Attention 
to Dampers. Saves Much Fuel—Nothing to get out of order. 
One of its strongest points is its Gradual Manipulation of 
the Dampers, thus maintaining just enough fire to produce 
the necessary heat. No Motor to Wind, No Electric Con- 
tacts, Circuits or Batteries, No Springs. 

Its operating power is all in Expansion and Contraction 
of a volatile fluid hermetically sealed within the double 
diaphram. Itis Guaranteed for 10 Years. It can be sold 
and installed at a price within reach of all consumers. 
Why Not Get Your Share of the Rapidly Growing Regu- 
Jator Business. 


Write today for descriptive matter and trade price 


W. W. HOGLE, 1211-15 Filbert St. Philadelphia 
PDDDOODOOODOOODDOOGDODODODOOODOOODHDODODOOOQOOOOOOOOOOOQOOOQOOOQOOOS 


Main- 


WDODODDDQOOOOOOOQOOOOOO 


Actual m (Oo 


inches 


Size Diameter 


COOPDOOOOO 
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up, and since then have worked together. 
Since then we have been successful, and that 
is all there is to success.” Here is the truth 
in a nut-shell. In the small towns we are 
told that three shops even if friendly can- 
not do much. This reminds me of what 
Jesus said some 2,000 years ago, ‘That when 
two or three are gathered together in my 
name I will be with you,” and also what was 
said by two men at the recent agitation of 
commission form of government at Keokuk, 
Iowa. They were discussing the question 
and one doubted that three men could suc- 
cessfully run a city; the other one replied 
that it seemed to him if the Father, Son, 
and Holy Ghost could run the universe, cer- 
tainly they ought to find three men who 
are able to run Keokuk. With this view 
before you there should be no discourage- 
ment, no matter how small the number. 


HE plumbing business is honorable and 
it requires skill and knowledge, honor 
and integrity and therefore the mem- 
bers of our trade should seek to improve 
themselves in every way available. Dr. 
Evans the noted health commissioner of 
Chicago says, “That the productive results 
of the railroads and factories would have 


been as of naught had it not been for the 
fact that you of the plumbing trade have 
made the homes comfortable, safe and 


healthy,’ and that it is highly desirable that 
the banner of the people shall move from 
the cities back to the farm but it will not 
be until the plumbers have made the farm as 
free from typhoid and as comfortable to live 
in as they have the city homes.” 

We are often told that association work 
costs money, and is therefore an expense. 
This reminds me of the colored parson who 
had just concluded a powerful sermon on 
“Salvation Am Free,” and was announcing 
that a collection would be taken up for the 


benefit of the parson and his family. Up 
jumped an acutely brunette brother in the 
back of the church. “Look a-yeah,” he in- 
terrupted; “yo’ ain’t no sooner done tellin’ 
us dat salvation am free dan yo’ go askin’ 
us fo’ money. If salvation am free den 
what’s de use in payin’ for it? Dat’s what 
I want to know. An’ I tell you’ p’intedly dat 
I ain’t going to gib yo’ nothin’ until IT fina 


out. Now iy 

~“Patience, brudder, patience,” said the 
parson. “I'll ’ludicate. S’pose yo’ was 
thirsty an’ come to a river. Yo’ could kneel 


right down and drink your fill, couldn’t 
yo’? An’ it wouldn’t cost yo’ nothing, 
wouid it?” 

“Ob co’se not. Dat’s jest what I was goin’ 
to say.” i 


“Dat water would be free,’ continued the 
parson. “But s’posin’ yo’ was to hab dat 
water piped to yo’ house, yo’d have to pay, 
wouldn’t yo’?” of 

“Yas; suh,> but ie ¢ 

“Waal, brudder, so it is wid salvation. 
De salvation am free but it’s de havin’ it 
piped to yo’ dat yo’ got to pay fo’. Pass 
de hat, deacon, pass de _ hat.” 

You can’t get something for nothing in 
this world and you might as well stop trying 
and if you did you would not appreciate it 
and hence it would be something without 
value after all. Let us all improve our 
knowledge and cultivate the friendship of 
those in the same business, remembering that 
our customers are seeking to keep us apart 
and disorganized, knowing that this will 
bring cut throat competition, which makes 
them master of the situation. 

Let us avoid combinations and agreements 
in restriction of trade but let us place our 
business upon an indepenedent plane that 
will enable us to get the fair value of 
all material and labor furnished by us. 


the plumbing 
office of Louisville, 
1912, 
with 2,500 permits recorded with 
an estimated cost of $550,000.00. 
This is one of the largest reports 


HE fiscal year for 
inspector’s 
Ky., closed August 31, 


in the history of the office. During the 
month of August, plumbing permits for the 
amount of $4,700.00 were’ issued. Among 
the big contracts included in this report are 
quite a number of new office buildings, new 
City Hospital and a number of large apart- 
ment houses and flat buildings. 

H. L. Albus, 1920 W. Madison street, 
Louisville, Ky., is installing the plumbing 
for J. B. Floyd, 115 S. 15th street. 

Geo. Miller, 414 S. 2d street, Louisville, 
Ky., has secured the contract for sewer con- 
nections for M. Sales, 728 York street. 

B. B. Watts, 217 S. 5th street, Louisville, 
Ky., received the contract for plumbing for 
Mrs. Woolford, 831 E. Chestnut street. 

J. F. Leonhardt, 706 W. Jefferson street, 
Louisville, Ky., was awarded the contract 
for plumbing by K. R. Lewis, 1025 W. Chest- 
nut street. 

Roser & Hegan, 
ville, Ky., are 


308 S. 3d street, Louis- 
installing three sinks and 


| waste sewer for Mr. Caperton, 303 W. Jef- 


ferson street. 


J. H. Fleck, 930 Baxter avenue, Louisville, 
Ky., was awarded the contract for the 
handsome dwelling of Mrs. Anna Vissman, 
Cherokee Drive. 


J. Kratz, Preston and Madison streets, 
Louisville, Ky., has secured the contract for 
sewer work for Chas. Hinkel, Murray and 
Bardstown Roads. 


W. J. Burnett, 1707 W. Market street, 
Louisville, Ky., was the successful bidder 
for installing fixtures for T. E. Gosnell, 2218 
W. Chestnut street. 


M. J. Duffy Son Co., 621 W. Market street, 
Louisville, Ky., report business as exception- 
ally good. They have a number of contracts 
for plumbing which includes the dwellings of 
W. R. Mason, Alta avenue, calling for five 


closets, three tubs, four basins, three sinks, 
one laundry and shower; and Donald Me- 
Donald, 1440 St. James Court. ; 

Ed. Gray, 1327 S. 22d street, Louisville, 
Ky., was the successful bidder for the con- 
tract of plumbing for Geo. Marchede, 3816 
Montgomery street. 

J. Isaacs Plumbing Co., 101 WB. College 
street, Louisville, Ky., were awarded the 
contract for the installation. of twelve 
closets, nine -baths, thirty-three basins and 
three showers for I. P. Barnard, 214 W. 
Chestnut street. 


W. R. Seestadt, 513 E. Oak street, Louis- 
ville, Ky., is installing the plumbing of Mrs. 
Vall, 426 Guendaline street, and John Siel- 
berg, 537 Camp street. : 

G. N. Vetter, 113 S. 2d street, Louisville. 
Ky., was awarded the contract for the in- 
stallation of sanitary plumbing for Mrs. 
Louisa Lieber, 113 S. 2d street. 

Cc. W. Bauer & Son, 3d and Kentucky ~ 
streets, Louisville, Ky., were the successful 
bidders for the contract of T. M. Kelly, 
Kentucky and Swann streets. 


L. J. Rosenfield, 8th and W. Jefferson 
streets, Louisville, Ky., have secured the 
contract for one closet and tub to sewer for 
Swift & Co., 8th and Nelson streets. 


J. B. Stickler & Co., 617 W. Walnut street, 
Louisville, Ky., were the successful bidders 
for the installation of sanitary work at 2209 
Lyons streets, for Mueller & Martin. — 

Haller & Zehnder, 1103 E. Broadway, 
Louisville, Ky., have the following contracts: 
Frank Walter, 701 E. Madison street; Mar- 
tin Meyer, 1329 Winter avenue, and J. F. 
Kurfees, 118 E. Market street. Wee. 

R. C. Shaw, Jackson street and Broadway, 
Louisville, Ky., was awarded the contract 
for the installation of two closets, two 
basins, one sink and four cesspools for Jab: 
Breyfogle, 2d and A streets. 


Bywater Bros., 512 S. 6th street, Louisville, 
Ky., have landed the plumbing for Leo 
Block, 6th and Ormsby streets, which calls 
for four closets, two tubs, three basins, three 
sinks, and connection to the city sewer. 
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Water Saving Hevice Exhibit 
at “Philadellshia 


INDING that the amount of water 
H used in the city of Philadelphia 

per capita was far in excess of that 
onsumed in other large cities, the 
joard of Water Supply has erected in 
he courtyard of the City Hall spaces in 
yhich the jobbers and manufacturers of 
vater saving devices can exhibit their 
vater-saving products to the _ general 
ublic. 
The city exhibit is a very interesting 
ne, among other features being a num- 
er of barrels holding the amount of 
vater per person used by the leading 
ities of the first class. In an octagon 
ooth in the center of the court are blue- 
rints and pictures of the water systems, 
ogether with sections of wooden pipe 
nd the crude valves which were a part 
f the first water installations over one 
undred years ago. 
The manufacturers who solicit trade in 
hat city, as well as the jobbers in 
lumbing supplies, have given their 
earty support and the arrangements of 
he booths and fittings, which is said to 
ar exceed in practical demonstration any 
ther temporary exhibit ever made. The 
ity has laid water mains and sewer 
onnections beneath the courtyard so 
hat every fixture is shown under full 
vorking conditions. 
Among those which are _ attracting 
pecial attention are the _ frost-proof 
losets made by Jos. Vogel Co. of Wil- 
lington, Del. A majority of the 
eople who stopped at the Vogel booth 
cknowledged that they had no knowl- 
dge that such a fixture was made. 
Fleck Bros., the well-known jobbers, 
rere showing a number of the newer 
pecialties in our field, among them be- 
ng the “Silentank” closet just placed on 
he market by The Colonial Supply Co. 
f Wheeling, W. Va. The ‘“Silentank”’ 
s constructed on an entirely new prin- 
iple and carries many new features that 
hould make it an attractive proposition 
»9 those who cater to the higher class of 
rade. Fleck Bros. also make a feature 
f bubbling fountains, having in work- 
ig shape a number of different designs, 
rominent among which are the line of 
he Milner Mfg. Co. of Chicopee, Mass. 
‘he new “Murdock” bubbling — street 
ountain had a prominent place in the 
ront of their booth. 
Mr. Griffith, owner and patentee of the 
xtensive line of the IXL Pump & Mfg. 
0., Was personally in charge to explain 
he workings of their closets and uri- 
als for factory use. This firm, in the 
lanufacture of their goods, take into 
onsideration, first, the hard urage to 
hich such outfits are necessarily sub- 
ected and make every part strong 
nough to withstand everything, even 
ctual deliberate abuse. Mr. Griffith told 
f one case which was brought to his at- 
sntion where a discharged employee 
as punching holes through a copper 
ink with a chisel, to get even with the 
lan who “fired” him. The “IXL” 
oods will not withstand such treatment, 
ut under ordinary conditions are abso- 
itely fool-proof. 
The Fabian-Howard Co., 2130 German- 
WN avenue, were exploiting their new 


“Fabian” ball-cock, constructed along 
an entirely new idea. The advantages 
said to be gained are short leverage 
from the float ball and the principle 
used prevents possible wear on any part. 
A cut of this specialty is shown in their 


action between the seat and the washer. 

The C. T. Ham Manufacturing Co., of 
Rochester, N. Y., through their Philadel- 
phia representative, were explaining the 
merits of the “Auto Silent” closet, which 
they manufacture under the Gaylord 
patents. 

One of the most attractive booths was 
that of Haines, Jones & Cadbury of 
Philadelphia, Pa. The bathroom effect 
was fully carried out by the use of 
enameled steel, which, both in appear- 
ance and usefulness, takes the place of 


General View of the Display of Water Saving Devices in the Court of the City Hall 
at Philadelphia, Pa. 


ie oi t 


Unusually Interesting and Attractive Exhibit of Frost 


woth bata 
‘alishes! oF complacaie) Wolves > 

WE INVITE THE PUBLIC 

TO BHSPOCT THESE CUstiy 


Proof Closets by the I. X. L. 


Pump and Mfg. Co., Philadelphia, Pa. 


advertisement elsewhere in the columns 
of THe PLUMBERS’ TRADE JOURNAL. 

Mr. Savill of Thos. Savill & Sons, 
11th and Wood streets, Philadelphia, Pa., 
told about the advantages of their 
swan-neck faucet, on which they use the 
“Savill” quick-closing valve. In this is 
secured an immediate full opening and 
closing of the faucet, and no wear comes 
upon the washer. As soon as it is 
seated, the valve locks, stopping any 


enamel tile. Every conceivable 
room fitting was installed, including a 
shower with marble slabs. This display 
was the show-piece of their exhibition. 

The Floor Push Faucet Co., of Cam- 
den, N. J., manufacture a valve that will 
appeal to many home owners. The flow 
of water at a fixture is controlled by a 
small button placed in the floor, which 
saves the necessity of touching the fau- 
cets under any conditions in service. 


bath- 
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Tatum & Bros., of Philadelphia, Pa. 
made an appeal direct to the trade with 
their extensive showing of all the pos- 
sibilities of lead pipe for plumbing. 
All sorts of bends and ells, as well as 
lead pipe in all sizes, filled the walls and 
floor of their excellent exhibit. The 
space between the posts was fenced off 
with “lead rope,’ on which they are 
securing a quantity of business. 

The “Mac Co” seat-action closet and 
the “Royal” flushing valve were attract- 
ively set up in the booth of Haynes- 
Thompson Co. 

The J. L. Mott Iron Works of New 
York had on display many of the high- 
class fittings, that are known in our 
trade as among the “leaders.” These 
caused much favorable comment, by both 
plumbers and house owners. 

The S. BE. T. Valve & Hydrant Co., of 
50 Church street, Manhattan, New York 
City, had the only exhibit of curb and 
gate service boxes shown. They are 
adjustable to all possible conditions and 
furnish a sure and simple method of 
controlling water or gas service cocks. 

The many advantages of the “B. O. T.” 
outfit were given publicity by the Walls, 
Owen and Stambach Co. of Philadelphia. 

The manufacturers of water meters 
had what was probably the largest ex- 
hibit. The desire on the part of the 
water board to have meters installed on 
every service connection gave the makers 
an opportunity to explain the merits of 
their respective products to a very in- 
terested audience. A number of them 
were shown working under water pres- 
sure and interesting catalogs giving full 
instructions were freely distributed. 

Prominent among the manufacturers 
represented were: National Meter Co., by 
Haynes-Thompson Co.; Union Water 
Meter Co., Worcester, Mass.; “Trident” 
water meters, Philadelphia Meter Co.; 
“Hersey” water meters, Fairbanks Co.; 
Buffalo Meter Co., Buffalo, N. Y.; “Key- 
stone” meters, Pittsburgh Meter Co.; 
“Simplex” meters, Simplex Valve & 
Meter Co., Philadelphia; “Watchdog” 
meters, Gentel & Marshall, Philadelphia; 
“Sapphire” meters, Standard Meter Co., 
Brooklyn, N. Y.; “Lambert” meters, 
Thompson Meter Co., Brooklyn, N. Y.; 
“Worthington” meters, Henry R. Worth- 
ington, Philadelphia, Pa., and ‘“Enare” 
meters, Crane Co., Philadelphia, Pa. 


—_—so-o—__—_ 
Growth of Brooklyn, N. Y. 
figures compiled by 


CCORDING to 
A Joseph Caccavajo, civil engineer and 


statistician, the population of Brook- 
lyn, N. Y., is increasing at the rate of 178 


persons each day, or about 65,000 per an- 
num, The present population, says Mr. 
Caccavajo, is over’ 1,750,000, and in eight 


years he figures that 
live in Brooklyn alone. By 
entire population of the 
will be 7,000,000. 
Another interesting conclusion is reached 
by the statistics compiled by Mr. Caccavajo 
with regard to the building activities now 
going on in the Borough of Brooklyn. He 


2,500,000 people will 
that time the 
city of New York 


says that twenty-five new buildings are 
erected every day, accommodating on the 
average seven persons each. That means 


that if the increase of population is 178 per 
diem, each Brooklynite is occupying 
and less house room. 

The plumbing business is also constantly 
improving and growing. This of course is 
the consequence of the extensive building 
operations. Apartments, hotels and many 
other structures call for installation of sani- 
tary plumbing, heating and vacuum clean- 
ing systems and splendid prospects for busy 
winter months are expressed by master 
plumbers throughout that borough. 


less 
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LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of plac- 
ing before your clients the latest and 
best in sanitary fixtures? If so you must 
not overlook the one best bet 


The Emery Self-Raising Seat 


You owe it to yourselves and the suf- 
fering public to investigate this most 
sanitary fixture at once. 


Write 
for 


\ Catalog 
and 
Prices 


EMERY 
Self Raising 
Seat 
Pat. 1908-9 


You 
Will be 
Interested 


Here are a Few Pointers. Do 


They Interest You? 


These hinges have automatic stop that 
prevents the seatfrom swinging back too 
far and denting flush pipe or front of 
Low Down Tank. 

They can be adjusted to raise the seat 
to any desired angle. 

They eliminate unsightly iron balls or 
weights, and the breaking of closets and 
denting walls by them. 

You can rough-in closer than with any 
other seat. 

This seat and hinges are uncondition- 
ally guaranteed by me. 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured by 
me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Specialty 


WM. S. EMERY 


74-78 Cliff St. 45-49 Ferry St. 
NEW YORK CITY 


———— 
SSS 


SSS@aQ, Tile your Bathroom 


SSSSSSSSSSSSSE 
ROSS and Kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


<iCD0> TILING 


Trade-Mark 


Cost only one-fifth. Lasts lifetime. Germ, 
Fire, Waterproof. Ask dealer for booklet, 
E or write the manufacturers, NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y. 


REGULATING VALVES 


For Water or Steam 


ROSS VALVE MFG. CO. 
TROY, N. Y. 


Something New 


Extension End Ferrule 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
couductor traps and foot 
of stacks. 


Made in the following sizes: 
2in. 3in. and 4in. 


C. P. MARSHALL 
Rochester, N. Y. 
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IRK AND BIMPTON, 136 Law- 

rence street, Manhattan, New 

York City, are one of the busiest 

firms among the heating con- 

tractors of Greater New York. 

They have no less than ten 

large operations under way at the present 

time, the largest of which is the twenty-story 

loft building on Fourth avenue, between 25th 

and 26th streets, for the Hess Holding Co. 

This operation alone will require 52,000 
square feet of radiation. 

The other contracts are a_ sixteen-story 
loft building for the Realty Holding Co., at 
Fourth avenue and 29th street; a twelve- 
story loft building at 158 West 29th street, 
for Twentieth Holding Co.; a twelve-story 
loft building on West 29th street, just east 
of Seventh avenue, for Twenty-Fifth Street 
Construction Co.; a twelve-story loft build- 
ing on the north side of West 28th street 
just east of Seventh avenue, for the same 


Wt GA 

got SASH 
SY SUPPLIES FOR 

PLUMBERS STEAM*GAS FILTERS. 


a, 


Busy Establishment 


of Simon Gasner, 


heating in the twenty-five story apartment 
at Kome and Fox streets, Bronx; the plumb- 
ing in the new twelve-story Raleigh Building 
at 663-665 Broadway, New York City; the 
plumbing in the new Cohan & Harris Thea- 
tre at 149th street and Bergen avenue, 
Bronx; the plumbing and gas fitting in the 
new building at Broadway, Seventh avenue 
and 48th street, and the plumbing in the 
nine-story apartment at 81st street and 
Broadway. They are about finishing the 
plumbing contract in the new home of the 
“White Rats,” on W. 46th street, just off of 
Broadway. 


Comfortably settled in their new office and 
shop, 238 West 108th street, Manhattan, 
New York City, Lasette & Murphy, Inc., are 
better able to attend to the many plumbing 
contracts now under way. This firm bears 
a high reputation for the quality of work 
done in this and other cities. 


DLAJMBERS STEAMS G7 “~~” 


One of Brooklyn's Hustlers, at 1870 


Pitkin Avenue 


builders; a sixteen-story building for Car- 
lisle Construction Co., situated at 19-25 Hast 
24th street; a twelve-story loft building at 
43 West 24th street for the Rosdorf Con- 
struction Co.; a twelve-story loft building 
for the Gibson Construction Co., at 49 East 
21st street (George E. Gibson, the well- 
known plumber is president of the company 
carrying on this operation) ; a twelve-story 
office and loft building on West 30th street, 
near Seventh avenue, for the Polo Construc- 
tion Co.; and alterations in the heating 
plant in the apartment house of EH, A. Sla- 
vin at Columbus avenue and 82d street. 
Leonard G. Kirk states the firm has several 
other contracts closed, but as they are not 
quite ready for the heating work to begin 
he will not announce them until a later date. 
He also said he is a very busy man. 


William Beck, for many years located at 
979 Third avenue, Manhattan, New York 
City, has moved to 214 EB. 58th street. Mr. 
Beck’s business has increased at such a 
rate that he has been forced to seek larger 
quarters. 


Weiss & Katz of 207 Broome street, Man- 
hattan, New York City, plumbing con- 
tractors, have their hands full these days. 
They are now at work upon the following 
contracts: The plumbing and hot water 


The picture herewith is of the establish- 
ment of Simon Gasner, 1870 Pitkin avenue, 
Brooklyn, N. Y. Mr. Gasner maintains a 
busy place and can be found right on the 
job at almost any time. From the looks of 
things here we are inclined to believe that 
Simon is getting his share of business. 


Plenty of work in sight keeps W. and C. 
Sheehan of 200 Greenpoint avenue, Brook- 
lyn, N. Y., on the go. This happy report is 
due to the care they take in personally look- 
ing after all their work. 


aj I 


New York Jobbers’ Items 


NE of the busy houses in the trade is 
O that of McMann and Taylor Co., of 
104-106 John street, New York City. 
They are jobbers for materials for plumbers, 
gas and steam fitters and in these lines 
carry a large and complete stock. They 
have numerous contracts for the sundries 
for many of the large operations now under 
construction in this and other boroughs of 
the city. This firm are also sales agents for 
“Bddy” gate valves and hydrants and the 
“Toledo” pipe threading machines. 


A very interesting and impressing display 
of combination closets and lavatories is 


now being shown by The Sanitas Co., at 
their New York Office, 38 West 32d street, 
Manhattan, New York City. A visit to 
their rooms always results in a favorable 
impression to all visitors. 


George H. Billo of 82 John street, Man- 
hattan, New York City, jobber of plumbing 
supplies, reports business as in a healthy 
state. He is supplying the wants for a 
number of plumbers who hold contracts for 
many of the loft and apartment buildings 
now going up in that part of the city. 


The H. B. Smith Company of Westfield, 
Mass., with offices in Philadelphia, Boston, 
and New York City, manufacturers of the 
well-known ‘Mills’? water-tube boilers, are, 
as is their custom, busy at this time of the 
year. This company have at all times a 
large stock of boilers and radiators on hand, 
which places them in a position to make 
prompt shipments. 


McLoughlin & Donovan of 47 Cliff street, 
Manhattan, New York City, keep apace with 
the times and are as a result always busy. 
This firm, besides handling supplies for 
plumbers, gas and steam fitters, make a 
specialty of engineers’ supplies, of which 
they carry a complete stock. They alse 
carry a full line of brass and iron valves 
boiler tubes, wrought and cast iron pipe, 


John A. Murray Co. of 312 W. 39th street 
Manhattan, New York City, are now ex- 
periencing splendid times. They hold con- 
tracts for the fixtures and accessories fo 
many of the apartment and loft building: 
now in course of erection in this city. The 
salesmen of the Murray house use automo- 
biles in calling upon their trade and have 
found this method of transportation quick 
and economical. 


The Fred. Adee Company of 3 Cliff street 
Manhattan, New York City, jobbers ir 
plumbers’ supplies and sundries of ever) 
description, are enjoying a good trade ai 
this time. This company, while catering t 
the wants of all plumbers’ make a specialty 
of the out-of-town trade and through theii 
representatives have built up a busines: 
which keeps them quite busy at all times 


That the merits of lead lined iron pip 
are beginning to be more and more recog: 
nized by the plumbers is shown by the in 
creased orders that have come to the Ney 
York office of the Lead Lined Iron Pipe Co 
of Wakefield, Mass. Their New York Cit; 
representative, the genial Mr. McCormack 
is kept in training for that Marathon whicl 
we are told he soon intends to undertake 


Busy filling the orders that they hav 
upon their books, especially from the out-of 
town plumbers and steam fitters, the Centra 
Plumbers’ Supply Company of 252 Pear 
street, Manhattan, New York City, are work 
ing overtime. While Mr. Doolittle is attend 
ing to the wants of their out-of-town cus 
tomers, whom he reaches by auto, Mr 
Hirschfield is left in charge, and those wh 
know him know that he is not found lack 
ing when there is work to be done. — 


Peck Bros. & Co. 219 W. 49th street 
Manhattan, New York City, manufacturer 
and jobbers of plumbing fixtures, are 4 
present very much rushed. This compan, 
feature their goods as of the highest possibl 
grade. Their factory is claimed to be th 
largest in the world devoted exclusively t 
the manufacture of brass water goods, 0 
which they make a complete line. They ar 
supplying the accessories for a number 0 
apartments and hotels now in course 0 
erection in this and other cities. 


When the representative of THE PLUMB 
prs’ TRADE JOURNAL called upon A. Behre 
& Sons at 275 Pearl street, Manhattan, Nev 
York City, every one was very busy- Thi 
firm have a large export business as well a 
city trade. They have recently filled a larg 
order for shipment to one of the Sout! 
American republics consisting of sundries 0 
every description for a large apartmen 
house. The South American republics ar 


-more and more taking to the improved san! 


tary accessories handled by this concern. 


The representative of THE PLUMBERS 
TRADE JOURNAL had the pleasure of a cal 
upon George Taylor at his place of busines: 
97 Cliff street, Manhattan, New York Cit) 
where he has been located for the past forty 
three years. Mr. Taylor opened his shop 4 
the above address on May 1, 1869. Mr. Tay 
lor is in the best of health and attends t 
business as in days gone by. The Taylo 
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lumbers’ Brass Works are manufacturers 
' spray showers and shampoo baths, and 
ckel platers. They report a busy year. 


The fact that the shower is universally 
cognized as the most healthful form of 
ithing has tended to keep the Speakman 
ipply & Pipe Company of Wilmington, 
el, going to their fullest capacity. This 
mpany manufacture many different styles 
' showers, suitable for homes, clubs, col- 
ges, hospitals, or factories. A complete 
talog will be sent upon application. 


Little Items About, the Long 


Islanders 


F“MARRUP and Conkling, of Islip, L. L., 
J are doing the plumbing and heating 

in the new residence of H. I. Rerson 
Lawrence. 
id heating contract for Wm H. Robin’s 
sidence at Bay Shore, L. I. Both of these 
bs will require high-grade solid porcelain 
‘tures. 


H. E. Newman at Port Jefferson, L. I. 
vises that among other contracts upon 
1ich he is busily engaged are heating the 
nvents of The Sisters of Wisdom at Port 
fferson. 


Hines Bros. at Great Neck Station, L. L., 
e plumbing and heating five (5) houses at 
mnsington for the Rickert-Finlay Co. They 
e also completing the plumbing and heating 
ntracts for five (5) houses for The Great 
ck Estates. 


Gordon -Bros., of Patchogue, L. I. are 
umbing and heating the residence of Dr. 
M. Demarest at Patchogue. They also 
ve the plumbing and heating contracts 
t Rey. W. H. Barton’s and J. S. Swezey’s 
uses, also at Patchogue. 


Chas. J. Fritz Jr., Hempstead, L. L, 
vised THE PLUMBERS TRADE JOURNAL rep- 
sentative that his order-book was in a 
ry satisfactory condition, and that among 
vers On hand he had the contract for 
mbing The Roosevelt Union Free School. 


R. L. Lawerence, Port Jefferson, L. I., is 
ing the heating work in Port Jefferson 
gh School and is overhauling the plumbing 
stem in J. J. Schryver’s residence. Mr. 
Wrence makes a_e specialty of yacht 
imbing and looks forward to a very good 
uson. 


George W. Robinson, of Sayville, L. [as 
stalling the plumbing and pneumatic water 
pply systems in the residence of Thos. 
wwkins at that place. He is also installing 
> plumbing in the residences of Robert 
Imes and N. Striker of Sayville and that 
John Mayer at Lake Ronkonkoma. 


Phillips & Thakisbaft is the name of 
new concern composed of two bright hust- 
§ young men who are well seasoned in the 
ide. They are at present plumbing and 
ating the West Hill and South Huntington 
hools and St. John’s Church at Fair- 
ound L. I. 


John Haltje Co, Great Neck, L. I., are 
ing the plumbing and heating of Leo 
ll’s residence in the course of construction 
Kensington, L. I. They are also plumbing 
d heating the residences of Milton L. Eclus 
Huntington, L. I., and Matthew Rock Jr. 
Bayside, L. I. This company are also 
mpleting the $28,000 plumbing contract 
on which they have been working for 
er two years at the Castle Gould. 


James H. Draper of 26 Puntine Street, 
maica, L. I., is at present keeping a force 
twenty-five (25) men busy. The following 
2 a few of the contracts upon which he is 
Ww working. Cottages at George street and 
anklin Place, Jamaica, for the Loshen 
nstructions Co., plumbing and heating 
ht (8) cottages for Rubin & Miller at 
ion Hall street and Atlantic avenue, Ja- 
ica and nine (9) houses at Sayer and Gil- 
't streets, for The Gilbert Consturction Co. 


John Gehring is rounding out his thirty- 
ih year in the plumbing and heating 
siness at Greenpoint, L. I. He is still 
reast of the times. There can be no doubt 
this after having made a survey of his 
-wroom. THE PLUMBERS TRADE JOURNAL 
resentative happened in upon John while 
> establishment was undergoing some 
tensive alterations and improvements. 
10nNF some of the work under. way is the 
tallation of two (2) public comfort sta- 
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Busy Buffalo Supply House, The Frontier Water and Steam Supply Co., 483 Ellicott St. 


tions, the first of their kind on Long Island. 
John is one of Greenpoint’s model citizens 
and is very prominently connected with The 
Peace and Good Will Club of that place. 


The plumbing fraternity in the City of 
Churches is graced with another benedict in 


the person of George McManigal, of Mc- 
Manigal & Nugent, 298 Summer avenue, 
Brooklyn. George took unto himself a wife 


at St. Cecile’s Church, Brooklyn, on Septem- 
eer 25th and has been honeymooning at 
Delaware Water Gap meanwhile. Mrs. Mc- 
Manigal hails from Greenpoint, and is one of 
the belles of that section. She was formerly 
Miss Charlotte Hannigan. 


F. M. Camp, formerly a prominent member 
of the Fat Men’s Club of America, has suc- 
ceeded to the business of J. H. Newbury, 
at Bay Shore, L. I. Fred for many years 
conducted one of the leading plumbing estab- 
lishments on the Hudson River at Cold 
Spring, and disposed of the same and mi- 
grated to Florida, where he spent three 
years. Fred, however, is no longer eligible 
for membership in the Fat Men’s Club, 
having lost about seventy-five (75) pounds. 
As a starter, he announces himself as the 
successful bidder for the plumbing of twelve 
houses at Brightwaters. 


ee 
New York State News 
RANK I. MESICK & SON, of 244 
Washington avenue, Albany, N. Y., 


are a very busy firm at all times. 
Among some of the recent contracts awarded 
this firm are: Plumbing of the West Albany 
R. R. Y. M. C. A. Building, on Watervliet 
avenue; hot water heating of The Girls’ 
Club, at 1 Madison Place; hot water heating 
of the residence of Mayor James B. McEwan, 
at 129 Lake avenue, and hot water heating 
of the residence of M. B. Sherman, at 208 
Partridge street. 
T. W. Matthews, Niagara Falls, N. Y., will 
do the plumbing in Sigmund Spitzer’s, on 4th 
street. This will be a two-family dwelling. 


Walkinshaw & Co., N. Tonawanda, N. Y., 
have completed the plumbing and heating in 
C. Everett Kelsey’s new home on Foundry 
street. 

Miller plumbing Co., N. Tonawanda, N. 
Y., are just finishing the plumbing and heat- 
ing in the bungalow being built for Stewart 
Cramer of that city. 


Sticht & Kabel, 1401 Genesee street, Buffa- 
lo, N. Y., are doing the hot water heating in 


the St. Nicholas Convent Building, being 
erected on Welker street. 
W. B. French, Ellicott Square, Buffalo, 


N. Y., is building a $12,000 residence in Nye 
Park. The hot water heating contract has 
been let to A. J. Burt, 118 Brayton street. 


Chas. J. Woolcock, Niagara Falls, N. Y., 
has the contract for hot water heating and 
plumbing in the residence being built by 
John Watson, on Chilton avenue, that city. 


We are pleased to reproduce on this page 
a photograph of one of the busy supply 
houses of Buffalo, that of The Frontier 
Water and Steam Supply Co., 483 Ellicott 
street. Needless to say this house have a 
complete stock of plumbing and heating sup- 


plies and enjoy an ever-growing business 
both in their city and from distant points. 
Square dealing and prompt attention have 
been the factors in the development of the 
Frontier Co. 

The contract has just been let for plum- 
bing in the bungalow, to be built on Lockport 
street, Niagara Falls, N. Y., by G. S. Wicker. 
McGraw & Durk, were the successful bidders. 

Batt & Co., 201 Maple street, Buffalo, N. 
Y., will do the plumbing in the store and flat 
building, being erected by Mrs. W. S. Parker, 


130 Grant street. The building will cost 
$6,000. 

Bartow & Mentley, Gowanda, N. Y., report 
business as being unusually brisk. There is 
a large amount of building going on at the 


present time, and they also have some con- 
tracts for repairing. 

Marshall & Barrick Co., Canal street, 
Lyons, N. Y., have the contracts for the hot 


water heating and plumbing in the new 
residence now being erected for Dr. Tillot- 
son on William street. 

Barnd & Geiger, 11 E. Mohawk street, 


Buffalo, N. Y., have the contract for plumb- 
bing in the St. Nicholas Church Convent 
Building, on Welker street. The building 
will be of brick, two stries and basement. 
Weekman & Smith, Lyons, N. Y., will do 
the plumbing in the new residence of J. H. 


Rodenbeck on Jackson street and are also 
finishing the steam heating in the residence 
of W. G. Sisson. This firm report business 
good. 


Frank Poutie, 443 Glenwood avenue, Buf- 
falo, N. Y., is doing the hot water heating 
and plumbing in the store and flat building, 
being built for Geo. Beemer at Ferry and 
Wolhers avenues. The building will be two 
stories and basement. 

Hamberger & Tiede, 796 Genesee street, 
Buffalo, N. Y., have the contract for plumb- 
ing in George Kahler’s new residence at 
41 Nevada street, Buffalo, N. Y. The hot 
water heating contract has been let to the 
General Heating Co. 


A. C. Kranichfeld, 434 Genesee street, 
Buffalo, N. Y., has the contract for the 
plumbing in the store and office building, on 
Jefferson street and East Utica street. The 
building will be two story and basement, 
and the owner is Alexander A. Bellony, 1200 
Prudential Building. 

Zimmerlin Bros., Lyons, N. Y., have the 
contract for the steam heating of the fac- 
tory building now under construction on 
Geneva street for Edward Sautter, the same 
to be used as a glove factory. The Glovers- 
ville Glove Co., now located on Water street, 
will occupy the structure. 


W. T. Hartman, Broad and Water streets, 
Lyons, N. Y., has the contracts for the hot 
air heating and plumbing for Dr. Moore on 
Bear street and is also doing the heating 
in the residence of Rev. William Williams, 
on Cherry street. This is u combination of 
hot water and hot air heating. Mr. Hartman 
also reports jobbing very brisk. 

Messrs. Williams & Cullinan, steam heat- 
ing contractors, 26 Dock street, Yonkers, N. 
Y., have recently completed the installation 
of one of Broomell’s ‘Victor’ electric sta- 
tionary vacuum cleaners, and also Broomell’s 
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BUILDING 


in the heart of the shipping 
and wholesale district of New 


York City, suitable for manu- 


facturer or jobber of 
Plumbing or Heating 
Goods 


FOR SALE 


Six story 
thoroughly fireproof brick and 


and basement, 


concrete building, containing 
about 26,000 square ft, corner 
Canal and Greenwich Sts., New 
York City. Building 44x85 ft. 
In the midst of all shipping 


facilities both boat and rail. 
This is building 


and location for manufacturer 


an ideal 


or jobber in plumbing or heat- 


ing line 
Full particulars may be had 


by addressing 


Box ABC 


Care Plumbers Trade Journal 
Publishing Co. 


45 W. 34th St. New York City 


“SANDS” 
FIXTURES 


Lavatories for Special Places 


The ‘‘ARLINGTON”’ Foldirg 
Lavatory, de- 
signed for use with 
pressure system, 
wood work 
highly polish- 
ed; adjustable 
french plate 
glass oval 


mirror, _ utility 
drawer, _ fg 
copper lining, 
Vitro Adamant 


deep basin, china 
soap dishes, N. P. 
poe Pg elf- 
closing faucet; 
N. P. brass carafe 
and tumbler 
holders; N. P. 
brass _ trim- 
mings; Writ- 
ing desk 
drop. with 
pantasote 
covering. 
_ Lavatory 
is made to fas- 
ten to wall. 
Can be fur- 
nished in 
various 
kin cee sot 
woo ° 
PLATE S-157 match interior. 


Similar Lavatories can be furnished 
with local supply and waste tanks 
Where pressure is not available. 


Polished Mahogany $60.00 

*s quartered oak 55.00 
Cut glass carafe andtumbler 4.00 
DIMENSIONS: Height, 66 in.; width over 


all, 20 in.; depth (closed) 8 in.; depth (open) 
23 in.; mirror, 13%2x19% in, 


A. B. SANDS SONS & CO. 


Manufacturers of 
1849 PLUMBING sPEciALTIEs 1912 
22-24 VESEY ST. NEW YORK, U.S.A. 
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SANITARY MECHANICAL SPECIALTY 
PNEUMATIC SEWAGE EJECTOR 


LOOK AT THIS SYSTEM. Nothing more simple or compact 


4 
| 


Installed in the Municipal Lodging House, N. Y. C. 


No Springs, diaphragms or delicate moving parts in the “SMS’?. Our Automatic @CME Valve 
is‘‘Perfection’’. Ejectors for buildings,steamships and yachts in various types. Catalog on request 


SANITARY MECHANICAL SPECIALTY COMPANY 


THOS. J. TUOMEY, Pres. J. J. WALSH, Sec. and Treas. 
NICHOLAS J. HAYES, Vice Pres. WM. McCLINTOCK, Engineer 


152 East. 72nd Street, New York 


Boston Agents—Dalton-Ingersoll Mfg. Co., 171 High St. 
San Francisco, Cal. Agents -E. A. Keithly, Metropolis Bank Building 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 
the proper price by 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


Plumbers, Steamfitters, Gastitters & Tinsmiths Supplies 


- BLUE & QUERIPEL COMPANY, INC., — 


“9 = 121 East 124th Street, Telephone 1178-1779 Harlem ~NEW YORK 


ENERGY [a 
ECONOMY 
DESPATCH 


Our specialty is 
giving you just ex- 
actly what you want, 
just exactly when 
and where you want 


WALSH & HARTWIG, inc. 


it. soir Ma MATERIALS 


FOR "ca 8H FITTINGS 


Our Materials and . ee. srrines 
Prices are Righi : atte | ILS AND 


Walsh & Hartwi: _ 


INC, 
215-219 East 58th 5t. 
New York City 
Tel.) ’laza 1656 
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system of vapor heating in the fine new 
residence of C. S. Huntley, Park Hill, 
Yonkers 


Commissioner Francis G. Ward, Buffalo, 
N..Y., has opened bids for the construction of 
a new twelve-room school-house. This school 
will be known as No. 3, and will be located 
on Illinois and Pearl streets. Wm. W. Ebbs, 
105 Niagara street, is low bidder on the 
plumbing, and John W. Danforth Co., 70 
Ellicott street, are low bidders on the heating. 


—_——_o- eo 


Plat-tsburgh, N.Y., Has Board of 
Examiners 


AYOR SENECAL of Plattsburgh, 
M N. Y., has appointed an Hxamin- 
ing Board of Plumbers for the 

city and hereafter plumbing will be done 
according to strictly sanitary regula- 
tions. The Board consists of: James F. 
Traynor, chairman; Thomas A. Mead, 
secretary; Edward Werner, J. Henry 
Leanglass, city engineer, and Frank J. 
McKeefe, superintendent of public works. 


eee ee 


Hoffman-Billings Mfg. Co. In- 
corporate in New York City 


HE well-known firm of Hoffman- 
i fs Billings Mfg. Co., Milwaukee, Wis., 
have recently perfected plans for 
the formation of a company in New York 
City and will shortly embark upon the 
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WATER FITTERS’ REVIEW 


manufacture of enameled ware and pot- 
tery, soil pipe and fittings, plumbers’ 
woodwork, brass goods and specialties, 
in that city. The personnel of Officials 
and the site of the plant have not yet 
been decided upon. The operations will 
be conducted on a very large scale. 


ee ee 


Cincinnati, Ohio, to Have a 
New Hotel 


HE new Hotel Gibson now in the 
oT course of erection at Cincinnati, 
Ohio, will be one of the most 
palatial and modern structures of its 
kind in the middle states. Twelve stories 
high, of concrete and steel construction, 
it will contain every luxury and conyeni 
ence. There will be 500 private rooms, 
each with separate baths adjoining; fifty 
large and well lighted sample rooms, an 
assembly hall seating 1,500, banquet hall 
seating 1,000, and a beautifully arranged 
lobby with reception and rest rooms. 
Wells Bros. of Chicago are the build 
ers; The Wm. Hillenbrand Co., Cinein 
nati, plumbing contractors, and thé 
architect, Gustave W. Drach. The me 


chanical engineer who designed the 
plumbing, heating, lighting, vacuum 
cleaning apparatus and _ refrigerating 


plant is Bert. L. Baldwin. 


The New Hotel Gibson, Cincinnati, Ohio’s Newest and Most Modern Hotel. The Wm 
Hillenbrand Co., Plumbing Contractors 
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Chase Model M Express 
Capacity 500 pounds—Price $500 


PLOQDOOGOOOOOQOQOOOOOOQOOOOO’| 
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2210000000000000000009000008890980H9OOOHOBOIOOIHOODHOUIOOOOGHEDHOOAHIOHDV OHO OOOOH OOOO OTIS DOOOQDQOOOSS 
Will Meet the Immediate Needs of Many 


hase Model M 


Price $500—500 Ibs. Capacity 
The Little Fellow with the Big Pull 


Chase Model M will appeal to many plumbing and heating men who 
have daily use for alight capacity and extremely low priced motor truck— 
one which combines durability, efficiency and economy. 
new Model M which is offered at the hitherto unheard of price of $500. 


Write for full particulars and name of nearest Chase dealer. 


Chase Motor Truck 
100 West Street f x 
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Such is the 


Co. 


Syracuse, N. Y. 


“Everlast” Seat 
and Bar Hinge. 
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© 
A Beautiful and 
ee Sanitary Fixture 
© ~~ = ~  forany home. 


8 Kretschmer Mfg. Co. 


PLUMBING HEATING AND PUMP SUPPLIES 
Dubuque ; ; : xe 


Iowa 
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RYAN BALL COCKS Give Absolute Satisfaction 
Multiplying Power Leverage 32:6 


No screws to remove when re- 
pairs are required. 
Note the ease in which parts can 
be removed for repairs. 


Refills tanks quickly on low 


(Patented) 


Works quietly on high pressure. 
pressure—two essentials in closet tanks, 


Send for circular, etc. 


EXETER BRASS WORKS, EXETER, N. H 


New York Office—48 Cliff Street. Henry Stein, Rep. 


Interior of John G. Roland’s Busy Establishment at 1420 E. Madison St., Seattle, Wash. 


NDER the able leadership of the 
present administration activity 
in the Omaha Association of 
Master Plumbers is greatly im- 
proved. During the past few 
months sixteen new members 

have been added to the roll. The associa- 
tion is opposed to the retailing of plumbing 
supplies to consumers and is handling this 
problem in a businesslike manner. 


Upon his arrival after a trip through the 
Big Horn to Basin, Fred. Frisby greeted 
Tur PLUMBERS’ TRADE JOURNAL representa- 
tive with a happy smile and a handshake. 


At Sheridan, Neb., they met our repre- 
sentative with a brass band playing “Around 
the Water Pail.” Old pals, such as Theo. 
Harker, Chas. Bosen, W. C. Cherver were 
there, happy and getting richer every minute. 


At Cody, the home of ‘Buffalo Bill,” high 
prices and H. B. Raymond, the millionaire 
plumber of the West, were encountered. 
Mr. Raymond reads THE PLUMBERS’ TRADE 
JouRNAL and says, ‘‘Hank’s dope is great.” 


Over the mountains in one of those old 
“Buffalo Bill’ stage coaches THE PLUMBERS’ 
TRADE JOURNAL scribe met James Reid, the 
English plumber of Thermopolis. James 
certainly can play solos when his plumbiug 
jobs permit him to rest. 


N. H. Gold of the American Brass Novelty 
Company of Grand Haven, Mich., says that 
harpooning plumbers’ orders for a good line 
of specialties is a whole lot easier than wip- 
ing joints. Mr. Gold was formerly of the 
Gold Plumbing Company at Omaha, but he 
closed his interests there and accepted a 
position on the road in January. He is tak- 
ing charge of the sales in North and South 
Dakota, Minnesota, Iowa and Nebraska. 


At Douglas, Neb., Clark & Webster were 
visited and the glad hand extended, and 


good cheer were profusely given. Traveling 
thence to Casper, Neb., THE PLUMBERS’ 
TRADE JOURNAL representative met the 


King Pin of our trade, none other than W. F. 
Hemming. Mr. Hemming has purchased 4 
new buzz wagon and he is just waiting for 
a new style plumbers’ monoplane. 


While sitting alongside his- desk in our 
hat not long ago, D. E. Burke of Pueblo, 
Colo., told us he was never busier in his life 
than during the present season, and the long 
list of “contracts awarded” in his favor 
which he read to THE PLUMBERS’ TRADE 
JOURNAL correspondent gave credence to his 
statement. We append a few—just a few— 
herewith: The plumbing and heating in the 
new $700,000 county court house; similar 
work in the Centennial High School and the 
Central High School; a direct-indirect «Web- 
ster” modulation system in the new Catholic 
church, and residence work galore in town. 
Also, at Rockford, Colo., he is installing a 
hot water heating system in a business 
block. 
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A Busy Master Plumber of Seattle, 
Wash. 


EREWITH is shown a portion 0! 
H the showroom of John G. Roland's 
plumbing establishment at Seat: 

tle, Wash. This far west master plumber! 
has a nice commodious display room at 
1420 E. Madison street, and enjoys a fine 


patronage. Here’s to continued prosperity, 
=< 0+ 0. -., 
Eat, drink and be merry is the fool’s 


idea of the three graces. 
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Factory Rebuilt Cars 


Afford you the highest possible automobile value and satisfaction for the amount invested. 


(MAMMOUTH PLANT OF THE KNOX AUTOMOBILE COMPANY AT SPRINGFIELD, MASS.) 
_ Knox cars were designed and perfected after years of painstaking experiment and have been changed but 
little in recent years, except in body lines and minor details. 
poy have always been built of the best materials obtainable by an expert body of skilled New England 
mechanics. 


When you buy a Knox factory rebuilt car, you procure one which has been thoroughly ‘overkauled in 
our own shops and refinished with the same quality of high-grade paint as used on our latest models. 


RELIABLE POWERFUL 


ECONOMICAL COMFORTABLE 


THE KNOX CHASSIS 
BUILT TO LAST 


A Knox factory rebuilt car is capable of giving you the utmost service and comfort and is 
one which you and your family will be proud to own and ride in. Best of all, you can buy 
It at a price that is absolutely free from all agency commissions or manufacturer’s profits. 


Write today and let us know what size and type of car you are intesested in, upon receipt of which we 
will promptly forward you cut and lowest cash price. 


KNOX AUTOMOBILE CoO. Springfield, Mass. 


“If you have never driven a Knox up a hill, you have missed half the sport of motoring.” 


Refrigerator Drain 


with Malleable Iron Hinged Cover. 


Also made in Brass plain, polished or Nickel Plated. 
KOKOMO BRASS WORKS, 


Waste openings 


4" or 13" Kokomo, Ind. 


An Eleven Million’ Dollar Subway 


The Cambridge Subway is now open; the greatest Satie feat of the age. Take the 
Subway at Park Street Station and get off at Kend Station. A five minute walk to 
either of our entrances, 45 Harvard Street or 132 eae You can arrive at our store ten 
minutes after leaving Park Street. Please make us a call. 


|Cambridge We Pay 
| Plumbing Cash 
Supply Co. 


PLEASE 39-49 Harvard Street 
PON TE UAUTATE Cambridgeport, Mass. 


For All Our 


Purchases 


Not in any trust or combination for prices. 

See how much lower our prices are for cash. 
New England Plumbing Supply Co. Davis Block, 396-398 Bridge St., Springfield, Mass. 
Davis-Boston Lead Co. Successors to Holyoke Lead Pipe Co. 132 B’dway, Cambridge, Mass. 
All our prices positively spot cash. Prices quoted to Master Plumbers only. 


New England Business Only Solicited 


THE WADE IRON SANITARY CO. 


Back Water Gate Valves, Cleanout House 
Drainage Fittings, Iron Catch Basins 
Cast Iron Covers, etc. 

Send for catalog 


18 E. Harrison Street, Chicago, Ill. 


Are you a user of 
Copper Boilers— 


ther BADGER 
Copper Boiler? 


Do you realize the overwhelming super- 
iority of Copper Boilers over those made 
of galvanized iron or steel? 


Acquaintance with the qualities and 
prices of BADGER Copper Boilers we 
are positive will give you one more fix- 
ture that will increase your business and 
your profits. 


A BADGER Installation eliminates once 
and for all your customer’s Range Boiler 
troubles. 


Write for Catalog. 


EB. BADGER & SONS CO. 


63 PITTS ST. BOSTON, MASS. 


WAY 
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T is with considerable pleasure that 
we are able to report the continued 
activity of the pbuilding trades 
throughout New England. The four 
largest cities of Connecticut show 
large increases in the number of 

important buildings soon to be built... Fore- 
most among these are public schools in 
Meriden, Stamford and Waterbury; tele- 
ohone buildings in Willimantic and Putnam ; 
power stations in Hartford and Bridgeport, 
2 club-house in New Haven and a number 
of smaller buildings throughout the state. 
New undertakings mean business for our 
trade everywhere. “Big Business” is the 
keyword. 

The plumbing contract for the new Hotel 
Bond on Asylum street, Hartford, Conn., has 
been awarded to Vanderman Bros. Co. 
Libby & Blum have the heating. 

M. J. Daly & Sons of Waterbury, Conn., 
have the contract for the plumbing in the 
new factory to be erected in Watertown for 
the M. Hemmingway & Sons Silk Co. 

Horace G. Wheeler of Seymour, Conn., 
is erecting a three-story building on Ray- 
mond street. Mr. Wheeler expects to use 
the entire first floor for his plumbing shop 
and has arranged the upper floors for 
tenements. 

Hanlon & Murphy, Hartford, Conn., have 
recently purchased a large building on 
Asylum street, near the N. Y., N. H. & H. 
R. R. Co. Station, where they will remodel 
the entire building and equip a model plumb- 
ing work shop and display room. 

Work is soon to be started on a new 
building to be erected on the corner of 
Grand avenue and Hamilton street, New 
Haven, Conn., for Thomas H. Linahan. It 
is to be of considerable size, having accom- 
modations for seven stores on the ground 
floor. The plumbing and heating contracts 
will be let separately. 


William C. Scheide of Hartford, Conn., 
has plans nearly completed for a fine new 
residence to be erected on Asylum avenue, 
at the corner of Scarborough street. The 
specifications call for five tiled bathrooms, 
modern plumbing, and hot water heating 
apparatus. A garage will also be built in 
the rear with separate heating and plumbing 
arrangements. 


A series of competitive plans have been 
submitted by nine architects of New York 
and Connecticut for the new school-house 
soon to be erected in Stratford, and the 
drawings of Architects F. H. Beckwith and 
F, Alton Clark were selected. The building 
is to be built along the most modern lines 
and will be heated by steam, direct and in- 
direct system, with humidifiers in each room. 
The plans will be ready for estimates on the 
plumbing and heating in about three or four 
weeks. 

OOO SS 


Something New in Closets 


HE Kretchmer Mfg. Co., of Du- 
ah buque, Iowa, have again shown 

that they are keeping pace with 
the times by introducing a new all brass 
double flush closet syphon, which is a 
patented article, now used in their 
“Raultless’” double flush closets. The 
galvanized iron syphon, formerly used, 
was found to be a trifle too heavy and 
large for the ordinary closet tank, and 
the new brass syphon, which is to be 
used altogether in the future, will re- 
duce the weight considerably. ‘“Fault- 
less” closets are also equipped with a 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


patented heavy elevated high pressur 
compound lever ball-cock, which make 
the closet one of the most noiseless 01 
the market, and one of the simplest ij 
construction, a closet free from trouble 

The new design of “Faultless” closet 
shown on another page of this issue, i 
furnished with a vitreous china tank, an 


guaranteed “Everlast” seat, with be 
hinge, and is certainly a beautiful fi 
ture. The Kretschmer Mfg. Co. are no 
in position to furnish these closets, ar 
will be pleased to furnish prices up 
application to those who write mentio 
ing THe PLUMBERS’ TRADE JOURNAL, 
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Boston, Mass., Display Rooms of # 
Pierce, Butler & Pierce Manu- 
facturing Co. 


HE Pierce, Butler & Pierce Mi 

Co. are very much pleased wi 

the popularity their new displ 
rooms, corner of Franklin and Feder 
streets, Boston, Mass., have attain¢ 
They are showing a complete line of t 
“Modern” boilers and are taking ex¢ 
lent care of their customers, regardle 
of the unusual demand at this time f 
their particular class of goods. 


—_——o-o—— 


Manufacturers’ Standard Out for Flang 
Fittings 
ECRETARY W. H. DOUGLAS of t 
S Committee of Manufacturers 
Standardization of Fittings a 
Valves, 30 Church street, New York Ci 
has distributed copies of the “Manuf 
turers’ Standard for 1912” bulletin to t 
trade. The specifications set forth 
these circulars became effective Octol 
ist, and were adopted July 10th last. 
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INOPAL BROS., of 116 Wick 
avenue, Youngstown, Ohio, are 
a‘pair of hustlers and not afraid 
to don the overalls and handle 
the tools when the occasion re- 
quires their additional services. 
W. A. Gibb & Co., 201 W. 4th street, 
Santon, Ohio, report a very busy season. 


The N. J. Scholl Co., 9-11 E. Front street, 
Youngstown, Ohio, report a very successful 
season. 

The Crain-Stuart Co., Springfield, Ohio, 
report business as being prosperous and 
satisfactory. 


Vehorn & Osterfeld, 407 South Main street, 
Dayton, Ohio, report enough contracts to 
ast all year. 


L. J. Hand, Louie and Washington streets, 
Dayton, Ohio, is very busy with overhauling 
ind alterations. 


The Roath Heating & Ventilating Co., 225- 
227 Akron Savings & Loan Building, Akron, 
Jhio, have the following heating contracts: 


. 
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ride in his machine. When he hit the track 
he thought his last moments had arrived, 
but Mr. Sutkamp only smiled and said it 
was only a pleasure jaunt. 

The Akron Plumbing and Heating Co., 
Akron, Ohio, are very busy on a number of 
contracts. This hustling concern can be 
found at No. 261 S. Main street, Akron, Ohio. 

The Kraus-Kim Co., 117 S. Main street, 
Akron, Ohio, have just been awarded the 
new Central High School at Akron, and are 
also to install vacuum heating. 


John Story of the John Story Plumbing 
Co., northeast corner of 7th and Freeman 
streets, Cincinnati, Ohio, is always interested 
in the work in private dwellings in the 
country. 

Murray E. Wire of 115 N. Hazel street, 
Youngstown, Ohio, is very busy and he is 
ably assisted by his charming better half 
in looking after accounts and the numerous 
contracts. 

To see Jacob Brenner, 208 West Boardman 
street, Youngstown, Ohio, perform the duties 


Exterior of the Shop of Edward C. 


x00dyear Rubber Tire Co., vacuum heating; 
3ertsoh Hotel, and numerous privaate 
lwellings. 


W. D. Vollrath & Co., 93 W. Main street, 
springfield, Ohio, are very busy with various 
ontracts, large and small. 

The Kuhns Plumbing Co., 110 S. Walnut 
treet, Youngstown, Ohio, have a number 


f contracts which are keeping them on the 
ump. 


Pipenger & O’Brien, 22 River street, Day- 
on, Ohio, are the only plumbers on the 


iorth side. Enough said. They simply swim 
n their work. 


The Jacobs-Rowland Co.,. 22 S. Walnut 
treet, Youngstown, Ohio, are very busy with 
Iterations and overhauling, besides numer- 
uS new contracts. 


BF. Desormoux & Co., 33 S. Fountain. ave- 

ue, Springfield, Ohio, have a number of 
arge contracts on hand. ‘This firm under- 
ake new and remodeling work. 


Tae Piumeers’ TRADE JOURNAL repre- 
entative spent a short but very pleasant 
ime with Charles W. Hoffman, 551 Wright 
Venue, Akron, Ohio, on his farm. 

O. Grimes has opened up a shop at Hoff- 
fan and John streets, Dayton, Ohio, and 
eports business as very good. He would 
ike catalogs and price lists from the trade. 


H. H. Sutkamp, 734 Clark street, Cincin- 
a Ohio, was kind enough to give THE 
‘LUMBER’ Trapr JourNAL representative a 
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Dietz, 531 Wayne Ave, Dayton, Ohio 


of sergeant-at-arms at the association meet- 
ings would make the sergeant-at-arms of the 
Senate blush. 


Sewers & Ballett, 516 High street, Ham- 
ilton, Ohio, have the following contracts: 
Steven Building, Front and Ludlow streets, 
“Honeywell” heating system; three private 
dwellings on Prospect Hill for J. W. Doran 
and twelve bathroom alterations. 


L. G. Betscher, 515 Ludlow street, Hamil- 
ton, Ohio, has purchased a beautiful 160- 
acre farm at Linton, Texas, and is now de- 
veloping all the wooded land, as he _ says 
he intends to spend the remainder of his 
days in ease and comfort. 
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An Up-to-Date Master Plumber of 
Dayton, Ohio* 


ECENTLY Tuer Piumsers’ TRADE 
R JOURNAL representative visited 
Edward C. Dietz, one of the live 
association members of the _ thriving 
city of Dayton, Ohio, and was delighted 
to find a most complete and well-chosen 
display of sanitary fixtures. The desire 
to snap the exterior of his establishment 
at 5381 Wayne avenue was irresistible and 
the result of our photographer’s efforts 
will be observed in the cut herewith. 
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Bigger Profits for You in Prevention 
Than in Cure 


Covering cold water pipes to prevent their 
freezing is cleaner work and more profitable 
than thawing out frozen pipes. For, evenif the 
Electric Light Co. doesn’t get tr*, work, you 
can’t thaw out all the pipes fast enough to satisfy 
all your customers, and your competitors are 
sure to geta large share of these jobs. 


J-M Zero Pipe Covering 


can be applied all the year round, summer or winter, in dull times or 


when you are installing the pipes, while pipes only freeze for a short time 
each year. 


And you can make a predetermined, goodly profit on each installation, 
which is more than you can do on the thawing-out job. 


J-M Zero Pipe Covering positively prevents pipes freezing in the coldest 
weather. It is made in three-foot sections to fit all standard pipes, and is 
easily applied. Furnished with Waterproof Covering for exposure to weather. 


Now is the time to get after this most profitable business, Don’t wait. 
Ask our nearest Branch today for special proposition to dealers. 


H. W. JOHNS-MANVILLE CO., 
Manufacturers of Asbestos and : ASBESTOS 


Magnesia Products 
Detroit Louisville 


Albany 
Baltimore Cincinnati Indianapolis Milwaukee Omaha Seattle 
Boston Cleveland Kansas City Minneapolis Philadelphia St. Louis 
Buffalo Dallas Los Angeles New Orleans Pittsburgh Syracuse 
For Canada:—THE CANADIAN H. W. JOHNS-MANVILLE CO, LIMITED 1831 
Toronto Montreal i Vancouver 


Asbestos Roofings, Packings 
Electrical Supplies, Etc 


Chicago New York San Francisco 


The Closet Seat Made of 
Selected, Quarter-sawed 


Kiln-dried Hardwood 


Winnipeg, 


Twelve Good Reasons Why You 
Should Use Ideal Chain Wrenches 


Regular jaws for pipe bars, ete., same as the best make wrenches. 
Wide V jaws for all kinds of irregular surfaces or odd formed cast- 
ings, such as beads on fittings, squares on valves, flanges, ete. 
Larger range. Four Ideals take the place of five other makes. 
More grips. Recess in jaws allows to take up all slack chain. 

If chainshould break accidently repairs can be made on job. 

Very powerful. Short, sturdy, stiff round handle. Easy to operate. 
Jaws clamp over handle. No strain on bolts. 

Jaws drop forged from high grade tool steel. Saw tempered. 
Chain of Swedish iron with no special attachment to end of chain. 
Jaws easily fitted to any old wrench handle or bar. 

For guick work. It is not clumsy. Grips everything. 

12 Simplest, most practical all round wrench made for the trade. 
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WMD 


Made in four 
sizes 2 ft, 3 
ft., 4 ft. and 5 


Handled by Your Jobber 


KROESCHELL BROS. CO. MFRS. 
444 W. Erie St., Chicago 


SUB SCRIBERS Will Please Mention This Journal. 


when Writing to Advertisers 


STANDARD TANKS 


For Any Purpose 


Water-Air-QOil-Gas 


We carry in stock 


J PNEUMATIC STEEL TANKS 
OIL STORAGE TANKS 
AIR RECEIVERS 


SEND FOR LISTS 


PROMPT DELIVERIES 


Standard Steel Tank @ Mfg. Co. 


General Offices, PITTSBURGH, PA.—Works, GIRARD, OHIO 


Range Boilers and Tanks 


For Every Requirement 


Steel Storage Tanks 
Rivetless Boilers Air Tanks 
Pneumatic Water Tanks 
Riveted Boilers Gasoline Tanks 
Expansion Tanks 
Brazed Boilers Coil Boilers 
Gasoline Storage Outfits 


110 Years Old 


Wm. B. Scaife and Son Co. 


Pittsburgh, Penna. 


Founded 1602 
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Install the S & K Shower Heads and all 
the troubles with shower heads end. 
We have overcome it. The remedy: 


The “S &K” C-937. All parts Heavy Cast Brass, 
with removable face, with Air Valve, made to stand 
up under any pressure, even steam. Face has fine 
perforations giving that desirable stinging effect of 
the rain bath, easily cleaned having removable 
face. Made in two sizes. 

6% inch face, ¥% or % inch 1. P. Size Thread 

8 inch face, ¥% or % inch I. P. Size Thread 
¥% inch I. P. Size threads sent unless otherwise 

ordered. 


WRITE FOR PRICES 


Street & Kent Mfg. Co. 


549 Fulton St. Chicago, Iil, 
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Vacuum Cleaners 
Broomell’s “Victor” 


Electric Stationary for all kinds of buildings. 
E'ectric Portable, weight 55 pounds. 
Country Homes Special for use with Gasoline Engine. 


Victor Cleaner Company, Manufacturers 
York, Pa. 


Style A Stationary 24 


A PORTH, Ind., is another city 
that is enjoying a building boom 
and the plumbers of that city are 
very busy. Among the large 
contracts recently awarded is 
that of plumbing, sewerage, Sas 


piping and electric wiring in fifty houses for 


the La Porte Realty Co., awarded to Edward 
Kanney for the sum of $6,850.00. 


Cc. H. Maloney & Co., Gary, Ind. have 
been awarded the plumbing and heating in 
the new City Hospital. 


The Peoples Hardware Co., Gary, Ind., 
are installing the plumbing and heating in 
the Blumenthal Turkish Bath House. 


J. J. Quinn & Co., Bedford, Ind., were the 
low bidders on the Bedford east side sanitary 
sewer, the price being $21,800. The bids 
were taken under advertisement. 


Gary, Ind., is full of bluster, as usual, and 
there seems to be plenty of work to go 
around. H. H. Highlands of that city has 
been awarded the plumbing and heating on 
Hames’ twelve apartment building, also the 
plumbing and heating on the two fire sta- 


tions. He has also been awarded the con- 
tract for the plumbing in four flats of the 
Tin Plate Company, and four store buildings 
for Mr. Silverman. 


Burke Bros. Gary, Ind. have been 
awarded the contract for the plumbing and 
heating in the Hames office building, also 
the plumbing in the Burlingame flats. 


A contract has been awarded the Colum- 
bus Machine Works, of Columbus, Ind., to 
install a new steam heating plant, water 
pipes, ete., in the new school building at 
Whiteland. The contract price is $10,500. 


The contract for steam heating system, 
plumbing and electric wiring of A. Weslaw’s 
White House Building, Anderson, Ind., has 
been let to Powell & Dorste of that city. It 
is one of the largest contracts of the kind 
so far this year. 


The firm of Hattersley & Son, Fort Wayne, 
Ind., landed the heating contract for the new 
DeKalb County Court House, at a recent 
meeting of the county commissioners, their 
bia for the heating and the “Star” type of 
boilers being $18,616. 
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The Jasonville Plumbing & Heating Com- 
pany, Evansville, Ind., are enjoying a very 
busy year. This prosperous firm have on 
hand at the present time about $6,000 worth 
of contracts for steam and hot water heat- 
ing jobs and pneumatic water systems. 
Among the jobs they are working on at the 
present time are: A vacuum steam job for 


J. H. Persons; steam heating plant in — 
Davis Hotel; hot water heating and plumb- 
ing and pneumatic water systems in the 
residence of Dr. W. D. Ashburry. This com- 
pany also have the plumbing and a pneu- 
matic water system contracts in the Switz 
City School. : 


Dan V. Mack, proprietor of the Sanitary 
Plumbing Company, of Bloomington, Ind. 
has ordered three new delivery wagons ani 
says that prospects for an increasing busi 
ness in Bloomington this fall are very en 
couraging. There are over 100 new house: 
being erected and many old houses being im 
proved and remodeled. 


The Newman Company, Evansville, Ind 
have been awarded the plumbing and heat 
ing on the following buildings: Standar 
Oil office, Evansville Club, D. Clyde’s resi 
dence, and remodeling of the plumbing an 
heating in the Evansville Monastery. The 
also have been awarded the heating on th 
new Vendome Hotel. Harry Newman re 
turned last month from an extensive pleas 
ure trip through the East, accompanied b 
his wife and son. They visited all points < 

wh 


Fine Exhibit of Sanitary Fiatures by W. A. Biddle, 20 N. Franklin St, Brazil, ‘In 


interest in the East, including New Yo 
City, Philadelphia and Atlantic City. — 


Geo. Sears & Co., of Bedford, Ind, h 
been awarded the plumbing and heating 
the Edinburg School, also the heating in 
school building at Malott, Ind. The contre 
price of the two jobs is in the neighborho 
of $10,000. BG 


Aug. Schmitt & Sons Co., Evansville, In 
have been very busy the past month closi 
some large contracts, among which 41 
Steam heating on the Startford Flats; ste 
heating on the Hymes Flats; hot water he: 
ing on the Weinheimer Flats; remodeli 
the plumbing and heating on the ‘si A 
thony’s Parsonage, and the plumbing on 1 
new Vendome Hotel. ; 
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A Model Plumbing Shop in Brazil, | 


RAZIL, Indiana, boasts of a num 
B of artistic displays of mod 
sanitary ware. The view h 
shows the interior of W. A. Bidd 
plumbing showroom at 20 N. Frank 
street. Mr. Biddle is a man of prog! 
sive ideas and keeps a number of 2 
busy at all times on heating and ‘plu 
ing work. At present he has un 
way several unusually large installatio 
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REMINISCENCE of the Salt 


Lake City Convention is shown. 


in the accompanying illustra- 
tion, which shows several mem- 
bers of the Chicago Delegation, 
the majority of whom were 
accompanied by their wives and families. 
The picture was taken by THE PLUMBERS’ 
TRADE JOURNAL camera at Salt Air Pavillion 
and reading from left to right includes Mrs. 


Henry Breyer, Mr. Henry Breyer, Fred 
Grosch, E. C. Wagner, Mrs. Chas. Mundt, 
Miss Louise Wagner, Chas. Mundt, Miss 


Florence Breyer, Ed. Benning and Mrs. S. C. 
Wagner. 

David W. Beggs, 2421 Millard avenue, 
Chicago, Ill., with his wife, has lately re- 
turned from a month’s vacation trip to 
Traverse City, Mich., on the bay of Lake 
Michigan. 

J. M. McDermott, who sold out his plumb- 
ing shop at 219 N. Clark street, Chicago, 
Ti., to Fred Iffert, several months ago, has 
again started up in the plumbing business, 
opening a shop on West Harrison street, 
near 44th street. 


Matthias Weber, for many years in the 
plumbing business at 50th street, and Ash- 
land avenue, Chicago, Ill., but who has been 

a fram near Grand Rapids, Wis., for the 


any further than the basement and first floor. 
The damage is fully covered by insurance 
and Mr. Wagner will suffer no loss except 
the time in having his store remodeled and 
a little anguish of spirit at the side remarks 
of his particular friends who are now getting 
back at Ernie for his attitude on the origin 
of fires in general. 


Jas. P. Lodieski, 4170 Wilcox avenue, 
Chicago, Ill., has the sympathy of the trade 
in the death of his mother, Mrs. Bridget 
Lodieski, who passed away Oct. 2nd, at her 
late residence 4123 W. Adams street. The 
deceased was 75 years old and had been in 
ill health for several years. She is survived 


by two daughters and a son, Mrs. Nellie 
Finnegan, Frances and James Lodieski. The 
funeral was from St. Neels Church, the 
interment being at Calvary. 

Our illustrious townsman, J. J. Wade, 
tells a pretty good story on himself. Upon 


his return from Atlantic City, N. J., several 
weeks ago, he stopped off at New York City, 
and while there thought he would like to 
have a chat with his old friend Edward 
Murphy, former secretary of the National 
Association in the early days. ‘‘Upon calling 
up the City Hall where Ed. used to be 
found,” says Mr. Wade, “I asked to be con- 
nected with my friend Mr. Murphy, as I 


Some of the Chicago Master Plumbers and Their Families at Salt Air Beach 
During the National Convention Last July 


st four years, has returned to Chicago 
and opened up a plumbing shop at his former 
location. 

John D. Blake of the Blake Specialty Co., 
of Rock Island, Ill., recently spent several 
days in Chicago calling on local jobbers in 
the interests of his firm. Mr. Blake lately 
returned from a business trip through Iowa 
and Illinois, where he found trade conditions 
good in the plumbing line. 


“Raymond Verity, 1443 Wilcox avenue, 
Chicago, Ill., employed by the L. Wolff Mfg. 
Co. and a son of Geo. Verity, who has 
charge of the firm’s show-room, badly 
damaged his automobile, and was himself 
slightly hurt when his machine ran into 
another automobile at West Jackson Boule- 
vard and South Rockwell street, several 
weeks ago. 


Jos. W. Cannon, of Kensington, Ill., with 
a party of friends, has recently returned 
from a week’s hunting and fishing trip to 
Landerdale Lakes, Wisconsin, where Mr. 
Cannon has a summer cottage. The party 
which had spent a very pleasent vacation at 
this noted resort, made the trip from Chicago 
and back in their automobiles. 


On Sunday, September, 29th, the plumbing 
shop of Ernest Wagner, 2753 W Fullerton 
avenue, Chicago, Ill, was damaged by fire 
to the extent of about $1400.00. The fire, 
the origin of which is not exactly known but 
which is supposed to have started from oily 
rags, started in the basement when Ernie 
Was taking his Sunday afternoon nap. He 
immediately turned in an alarm and _ the 
Prompt appearance of the Fire Department 
On the scene kept the fire from spreading 


wanted to converse with him and was politely 
informed that Ed. had left this mundane 
sphere about a year and a half ago. I did 
not hear well over the ‘phone at first and 
when I insisted upon having a talk with my 
old friend was advised to try long distance. 
Then it dawned upon me that poor Ed. was 
no longer with us. May his ashes rest in 
peace.” 
enti eee 


Adopt Resolution on Death of the Late 
John J. Hamblin 


T the regular meeting of the Chi- 
A cago Master Plumbers’ Associa- 
tion, held October 6th, the follow- 

ing resolutions of condolence were 
adopted on the death of the late John J. 
Hamblin, one of the pioneer members 
of the Chicago local and a former 
treasurer of the national association :— 


Whereas, the Great Creator and Ruler of the 
Universe has in His design and purpose 
caused our beloved brother, John J. Hamblin, 
to cease his labor and his activities on earth 
and to pass on into the ever beyond, and, 
Whereas, In His demise we mourn the loss of 
a friend, a brother beloved, a fellow-craftman 
whose gifted brain and trained hand has left 
few excellent men who laid the foundation 
of the Local Association of Master Plumbers 
of Chicago of the National Association, and, 
Whereas, In His young manhood, when his 
native country was in danger of destruction 
and dissolution and was about being rent 
asunder by Civil War, the spirit of the 


~union forever 


arose in his breast and with 
his death for the oneness of his nation and 
the principle of righteousness as he saw it, 
and, e 

Whereas, While as a father, a citizen and a 
soldier, he has left an enviable and _ irre- 
proachable record, as a master plumber, 
there remains with us the beautiful memory 
of him as a delightful companion and 


brother. The sunny genialty of his smile, 
the simple unassuming directness of his 
speech, the sagacity of his counsel in all 
matters pertaining to the craft, and the 


whole-hearted integrity and kindliness of his 
nature will abide with us, as a noble legacy. 
RESOLVED, By the death of John J. Hamblin, 
the Chicago Master Plumbers’ Association 
has lost one of its past masters and one of 
its ablest counsellors and let it be, 
RESOLVED, In his passing away we will not 
forget his faithful service in the cause of 
sanitary science and modern plumbing for 
the good of humanity. 
RESOLVED, that we spread upon the records 
of our association this testimonial of our 
appreciation of what he has done in the con- 
stant use of his talents for the benefit of us 
as associate members and fellow-workers. 
RESOLVED, We tender to the family of the 
deceased our sincere sympathy in _ their 
bereavement and that a copy of these resolu- 
tions be suitably engrossed and be transmit- 
ted to them. 

Respectfully submitted, 

DAVID WHITEFORD, Chairman, 

RUPERT COLEMAN, 
ALEX W. MURRAY. 


(Committee) 


——— <-> <f-- 


Semi-Annual Meeting of Illinois State 
Executive Committee and Date of 
Annual Convention 


HE Executive Committee of the 
ule Illinois Master Plumbers’ Associa- 

tion held its semi-annual meeting 
at the St. Nicholas Hotel, Springfield, on 
October ist. Those in attendance at the 
meeting were as follows: President W. 
J. Hillard, First Vice-President C. D. 
Brownell, Second Vice-President Ber- 
nard Gause, Treasurer O. W. Dawson, 
Secretary W. C. Haviland, and Past Presi- 
dent Frank U. Patterson. 

The committee discussed matters of 
general interest to the trade and re- 
viewed the work of the organization 
since the last state convention. Accord- 
ing to reports of the president and sec- 
retary, the Association is in excellent 
condition and constantly growing. The 
date and place of holding the next state 
convention was left in the hands of 
President Hilliard, who has since se- 
lected Springfield, Ill, January 28, 29 
and 30, 1913, for the annual meeting of 
the Illinois Association. Instead of two 
days, as formerly, it has been decided at 
the forthcoming convention to have a 
three-day session. Arrangements’ will 
also be made to have talent in the shape 
of addresses to the convention along 
educational lines and improved business 
methods. The last day of the session is 
to be given over to this purpose. In re- 
sponse to the wishes of a number of 
manufacturers, the officers will also ar- 
range for an exhibit hall so that dealers 
who desire to exhibit their products may 
do so. 

cee es 


into Shut-Off Regulation 
Ordinance 


HE Chicago Real Estate Board is 
T about to look into the new gas 

shutoff regulation ordinance, which 
is a state law. A special committee, with 
full power to act, has been appointed for 
this purpose. The committee consists of 
Percy Strickland, George S. Eddy, Albert 
H. Wetten, Frank G. Hoyne and W. Scott 


To Look 
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HERE iT IS 


The*’Economy’’Automatic Condensation Pump and Receiver 


Increases rapidity of circulation by drawing conden- 
sation through the system, venting the air and re- 
turning water to boiler at high temperature. Elimi- 
nates snapping, pounding and cracking in radiators 
and pipes. Comprised of an expansion tank, auto- 
matie switch and centrifugal pump automatic ally 
operated by electric motor. Easily installed and in- 
creases the efficiency of either high or low pressure 


system 50 per cent. We co-operate with heating 
men in solving the most difficult problems and 
making installations. Write us. 


THOMAS & SMITH INC. 
CHICAGO, ILL. 


Automatic 34-567 


116-118 N. Carpenter St., 


Te!. Monroe 5941-5942 


BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

eget on request 


WLLL TET 


Ss 


Western Plumbing 
/) Supply Co. \\) 
/] 117-119 No. Desplaines St. \\ 
“ CHICAGO, ILL. ‘\) 


hn 


C. & L. Fire Pots and Torches 


are recognized as The 
world's best. Remember 
you buy gasoline often, 
buta fire pot or torch 
only occasionally, and 

C & L. Fire Pots and 

Torches produce the 
maximum degree of heat 
and will soon save the user 
their entire cost in the 
saving of fuel alone. 

All leading jobbers 
will supply at factory 
price or we will ship 
direct if cash accom- 
panies the order. Send 
for catalog —it’s free. 
Clayton & Lambert Mfg.Co. 

Detroit, Mich., U.S. A. 


No, 1 Fire Pot 
Price each $6.00 net 


G The Demand Is Growing 


rapidly for A. D. M. Co’s- Strictly 
Sunitary High Grade Wastes and 
Traps. Why not be in position to 
supply the demand? YOU SAVE 
TIME AND MONEY IN INSTAL- 
LING THEM, for they fit the fix- 
ture perfectly.They are pleasing in 
design and Beautifully Finished in 
white Triple Nickel Plate. 

Jobbers will supply at fac- 
tory price or we will ship di- 
rectif cash accompanies the 
order. Send for booklet with 
Master Plumbers’ Price List— 
it will save you money. 


A.D. Manufacturing Co. 
Detroit, Mich., U. S. A. 


con 
USS 


» No 2 Waste 
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@ The above picture is a reproduction of an 
illustrated booklet we have prepared for the dealer to distribute to 
prospective customers for water systems, plumbing, etc. 


q@ A great deal of talk can be saved and often a 
better order secured if the buyer is to some extent familiar with 
what he is about to buy. 


@ The dealer can distribute with only postage 
expense literature covering nearly everything he handles, by simply 
making application for this literature to the various leading manufac- 
turers, in heating, plumbing and water supply material. 


@ The booklet above mentioned contains no 
prices, but is simply a well written story gotten up to create a 
desire in the minds of its readers for a modern bathroom and run- 
ning water everywhere about their homes and grounds. If you 
solicit business from the farmer or suburbanite let us send you 
some literature. 


Q “ fhe fLeadeute” our monthly magazine, is pub- 


lished expressly for those interested in private water supply equip- 
ment. Ifyou are not on our list let us hear from you. 


Leader Jron irks, 


Decatur, Illinois and Owego, N. Y. 


New York City Office, 15 William Street. 
Chicago Office, Monadnock Block 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIBW 
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Bond. President Oliver said that when 
the bill was first introduced in the legis- 
lature providing that the shutoff was to 
be an automatic or manual device it was 
approved by the attorney of the Board. 
In the bill passed, however, the words 
“or manual’ did not appear, he said. 
The manual device was much cheaper, 
he asserted, and he believes the words 
can and should be inserted in the ordi- 
nance. Mr. Oliver said it was question- 
able whether the city can insist upon an 
automatic device alone. He said the or- 
dinance applies to buildings not only in 
the business district but also to those in 
every part of Chicago. The devices are 
intended to be used in case of fire, so 
the gas may be shut off to avoid explo- 
sions. 
———_— 4 —_—— 


Victor Vacuum Cleaners in Chicago 


HOS. J. DOUGLASS & COMPANY, 
ab 160 North Dearborn street, Chi- 

cago, Ill., have arranged to repre- 
sent the Victor Cleaner Company of 
York, Pa., the manufacturers of Broom- 
ell’s “Victor” vacuum cleaners. Thos. Je 
Douglass & Company are progressive, 
enterprising people, and see that the 
plumbing trade will be called on more 
and more for vacuum cleaning plants. 
One of the “Style A” stationary mahcines 
can be seen in operation at the showroom 
of the above-named firm. 

In addition to handling the Broomell 
line of vacuum cleaners, Douglass & 
Company are installing the Broomell 
vapor systems of heating in a great 
many large buildings in and around 
Chicago. 

—————__- eo 
To Prevent Theft of Plumbing Material 
OLLOWING the _ practice recently 
F adopted by several other employers’ 

associations in the building trades, 
the Chicago Master Plumbers’ Associa- 
tion has decided to print placards for the 
use of its members, announcing that a 
reward will be paid for the arrest and 
conviction of any one stealing plumbing 
material or tools from buildings. These 
ecards will be used by members of the as- 
sociation, principally on new work and 


are expected to put an effective stop to 
the theft of plumbing material and too 


if 


that has been going on for some time. 


There has been a noticeable reduction in 
the number of thefts in the trades that 
are using this placard and it is believed 
the same good results will be obtained 
by the master plumbers, who haye sut- 


fered considerable financial loss in recent 


years from this sort of vandalism, 
— 


Two Well-known Chicagoans Move > 


More Commodious Quarters 


HE well-known representatives in 
the “Windy City,’ F. A. Lathrop 
of the Pittsburgh Valve and Fit- 


tings Co. and L. B. Jenks of the Youngs- 


town Sheet and Tube Co., have removed 
to new and more commodious quarters at 
1563 McCormick Building, Chicago. They 
are now settled in their new location and 
things are once more moving along 
smoothly. 

——_—_.— oe 


~ Plans for New Hotel in Chicago 


HE plans regarding a new hotel in 
Chicago, Ill., to replace the Strat- 
ford at the southwest corner of 

Michigan avenue and Jackson Boulevard, 
while not definitely decided upon, con- 
template the erection of a building to 
extend from Jackson Boulevard to the 
McCormick Building and annex at the 
corner of Van Buren street. Marshall & 
Fox, the architects who designed the 
Blackstone, have prepared tentative 
plans, but nothing approaching a decision 
regarding the building has been reached. 
Unless a special permit is secured the 
building, under the terms of the present 
ordinance, cannot exceed 200 feet in 
height, but it is understood the building 
will be the last word in thoroughly 
modern and elegant hotel construction 
and will involve many interesting and 
unique features to contribute to the 
comfort and convenience of the guests. 
It is probable the work of razing the 
present building will not begin until the 
spring of 1914, although it is possible an 
earlier start will be made. The cost 
probably will be about $7,000,000. 


—_—_—__—=< +0 
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7 A Cure for Pessimism 


a 


[Courtesy The Century Magazine) 


6697 HATES to think of dyin’,”’ says the 
skipper to the mate; 
“Starvation, shipwrecks, heart dis- 


ease I loathe to contemplate. 
I hates to think of vanities and all the 
crimes they lead to.” 
Then says the mate, 
With looks sedate, 
“Ye doesn’t really need to.” 


“Tt fills me breast with sorrer,” says the 
skipper with a sigh, ; 
“To conjer up the happy days what care- 
less has slipped by. ve 
I hate to contemplate the day I ups and 
left me Mary.” 
Then says the mate, 
“Why contemplate, 
If it ain’t necessary?” 


“Suppose that this here vessel,” says the 
skipper with a groan, 
lose ’er bearin’s, run away and 
bump upon a stone; 
Suppose she’d shiver and go down when 
save ourselves we couldn’t?”’ 
The mate replies, 
“Oh, blow me eyes! 
Suppose ag’in she shouldn’t?’ 


“Should 


“The chances is ag’in us,” says the skipper 
in dismay ; : 
“Tf fate don’t kill us out and out, it sits us 
all some day. 
So many perish of old age, the death rate 
must be fearful.” 
“Well,” says the mate, 
“At any rate 
We might as well die cheerful.” 


“TI read in them statistic books,” the nervous 
skipper cries, . 
“That every minute by the clock some feller 
ups and dies. : 
I wonder what disease they gits that kills 
in such a hurry?” 
The mate he winks 
And says, ‘“f I thinks 
They mostly dies of worry.” 


“Of certain things,” the skipper sighs, “me 
conscience won’t be rid, 
And all the wicked things I done I sure 
should not have did. 
The wrinkles on me inmost soul compel me 
oft to shiver.” 
“Yer soul’s fust rate,” 
Observes the mate; 
“The trouble’s with yer liver.” 


1912 


JOVEMBER 1ST, 


Ll a) aC 
TOY LETT Anis Hin | 
Ms piviebe AN 3 


| tg | 
= 1%, 60 
| 


By PHILIP F. GRACE. 


T was nearly ten o’clock when we 
reached the pagoda, and met her 
Highness. She smiled at the buf- 
falo from the window, and then 
looked us over. She had _ been 

yvondering at our absence, and_ sus- 

ected we had had trouble. She had 

10 way to find out, as no one could be 

ought, commanded or coaxed to go any- 

vhere near the ruins. 

“You both have had a terrible time, 

s I can see,’ and I nodded my head. I 

ried to tell her what had happened, 

ut my tongue seemed to cleave to the 
oof of my mouth. I felt that I could 
ot only tell nothing, but knew my 

enses were leaving me. She touched a 

utton; and up came two of the servants. 

he spoke to them quietly, and they led 
ne away. <All I remember was being 
ut to bed, and crying out when they 
ouched a bump or sore spot on my car- 
ass. They had learned all, though, from 
ny ravings, as it seems I told the story 
retty thoroughly in my delirium. They 
old me I had been unconscious for three 
ays, and it only seemed three hours 
ince I was in the ruins. The darkey, 

00, had become delirious and his form 

ook the place of begging the buffalo not 

0 tote him off, that he would sure sing 

he songs and learn them. He sang them 

ord for word, all of them, in his ravings. 

Thus ends our visit to the spook 
older makers. Believe as much of it as 
ou like, reader, your mind and will are 
our own. I have told you just what 
appened and you may take it with a 
rain of salt, but there are two human 
eings, one white, the other black, who 
uffered intense agony from the bruises 
iflicted on their bodies by bars of sol- 
er thrown by spirit hands in those old 
uins, that I solemnly wish I had never 
isited. I don’t care what solder is 
lade out of now. They may put zinc, 
ntimony, babbitt, or any old thing and 
won't try to analyze it, for my joint 
iping days are about over. 

i gained consciousness, and awoke 
to find at my bedside not only Ging 
Whee and Dang Foo but a physician 

ho had been in almost constant attend- 

nee. He told me he had graduated ten 
ears before from the College of Phyisi- 
ans and Surgeons of the City of New 
ork, and was also a post-graduate of the 
ondon College of Surgery. My bruises 
® said were nothing more nor less than 
lead clots” and were the work of spirit 
ands sure enough, and they all believed 
lat My ravings were too true. He said 

Was able to get out of bed, and would 

> better walking around. So I got up, 

ill feeling awfully stiff and sore. 

The darkey had been up and about 

nee the day before, able and willing to 

ill tackle the eats, and had told them 

1 in his own way about what had 

appened. The buffalo was still around, 

ad refused to go, as he had good 
rowsing on the vegetables from the 
ardens, 


I saw her Highness, who smiled and 


=a 


Chapter Xi(. 

said she was sorry, very sorry, that I 
had the misfortune to visit the ruins. 
“Still,” said she, “you have satisfied your 
curiosity, and I think a fellow who 
would want a second sniff of the glow 
worms, centipedes and _ solder-makers 
would be greedy, so he would.’ I man- 
aged to eat a bite of breakfast, of course 
after a little something, and then Ging 
Whee, Ding Foo and I went down to the 
servants’ quarters to look the darkey 
over. As soon as the buffalo saw me, 
over he came, and I scratched his head 
and ran my hand against his cold snout. 
The consensus of opinion was that no- 
body owned him, though if he had an 
owner who wanted him, all said all the 
owner had to do was to apply and he 
could be had for the asking. 


George, ete., had entirely recovered, 


was delighted to meet him. They 
both Scotch, and each came to China 
years before. Sinclair was from Aber- 
deen, and Glasgow was the native place 
of Fleming. 

Said Fleming: “We have plumbers 
from England, Ireland, Scotland and 
Germany doing business in China, but I 
haven’t seen any of the craft from 
America yet. You folks are all so busy 
over there, and the country is so big, 
that you haven't time to think of 
foreign climes, let alone settling in them 
and doing business. England proper is 
not so large as your state of Pennsylva- 
nia, and you could put the United King- 
dom—Hngland, Ireland ands Scotland— 
in your state of Texas, and have a very 
nice space to spare; indeed, a few hun- 
dred square miles. So far as I am con- 
cerned, I have no regrets for coming to 
China. I have read many things about 
the country that I never believed, but 
new surprises are coming along every 


were 


day. For instance, there is a small town 
about twenty-five miles southwest of 
Hankow, and in it and adjacent to it 


are the remains of castles, pagodas, a: d 
palaces even, built in the second or third 
century. The summer before last, a few 
friends and myself went on an outing, 
or vacation rather, and visited those 


ttt 


ram 
— 


ath 


“The Result Was that at the End of Four Days They Had Uncovered, to Our Surprise, 
a Complete Bath Room” 


and, like the stranger who struck the 
Bowery in New York, didn’t want to go 
back no moah to the ruins. There were 
two of us. He had been practising the 
songs, and knew them right smart, as 
they say down South. 

A servant came down, and said we 
were wanted upstairs, and on going up 
I was delighted to not only meet Cap- 
tain McLeod but two boss plumbers, one 
from Peking and the other from Han- 


kow. The Captain had brought them 
with him to meet me. He first pre- 
sented Archibald Sinclair from Peking, 


and I extended my hand, the right one, 
of course. He shook his head and said: 
“Not that hand, lad; give me th’ hand 
ye hold th’ plumbing iron with.” Nine- 
teen-twentieths of plumber folks use the 
left hand in wiping on lead pipe, not 
changing the cloth; but in wiping seams 
in tanks the order is reversed. The 
plumbing or round iron is held in the 
left hand, and the wiping done with the 
right, though not always. Few crafts- 
men can use both hands. 

“IT am ambidextrous,’ I said, laugh- 
ingly; and he quickly answered, “Then 
give me both hands”; and I held them 
out. The other, James Fleming from 
Hankow, was also a fine fellow, and I 


ruins. I threw the cares of business to 
the winds, and made a stay of two 
weeks. The others did the same. We 


naturally began to explore the ruins, anc 
became interested, so much so that we 
hired a half dozen Chinese laborers t 
dig away the debris, which had accumu 
lated for centuries. 

“The result was that at the end of 
four days they had uncovered to our 
wonder and surprise a complete bath- 
room. The exposed pipes leading to the 
fixtures, instead of being brass were al- 
most pure silver, only with enough of 
alloy to give them the requisite hard- 
ness. I am aware that there is a firm in 
the United States which makes a spe- 
cialty of manufacturing silver faucets, 
supply and waste pipes also, and I be- 
lieve they were the pioneers in the busi- 
ness in your country of course. 

“But they were antidated, and that, 
too, by centuries by the Chinese work- 
men and manufacturers of that age. I 
had the laborers pry up some of the 
large tiling in another room, as I sus- 
pected the pipes which led to the fixtures 
and supplied them were underneath. I 
was not disappointed, and found they 
were of heavy lead, nicely laid and 
graded on terra cotta boards (if I may 


NIEDECKEN 
MIXER 


PATENTED 


The Only Perfect 
Shower Control 
No Cams No Springs 


For SHAMPOO 
SHOWER 
BAGHESUPPLY. 
CLINIC 


LAVATORY 
1 de. 


Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 


Milwaukee, - - 


Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LTD. 
Toronto, Canada 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
“THE BELL. ‘inthe future. Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work 


ANDREW BELL, 373-375 Market St., Newark, N. J 


The Perfect 
Curb Box 


Different From 


the others 


BECAUSE 
tain PROTECTION 


It affords cer- 


Write us or ask your Jobber 


S. E. T. Valve & 
Hydrant Co. Inc. 


50 Church Street, 
New York City 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


Just What the Plumber Has been Looking For 


The ‘“‘Sanitary’? Combination Sink and Pump Frame 


The frame is made of % inch 
angle iron which fastens to the 
wall by clips, securely screwed to 
the studding, doing away with 
nailing boards on the wall to bold 
the brackets. Sink simply rests 
in the frame. No drilling of 
holes in the rim is necessary. 


The “SANITARY” has an ad- 
justment of 3inches in width to 
accommodate all widths of sinks. 
Also has notches in baek to allow 
the use of exposed water pipes. 


Try one on your next job. 
Send for Circular 
Ee ER 


The Jordan & Steele Mfg. Co. Hastings, Mich. 


“ARISTON” 


THE QUIETEST 
CLOSET MADE 


When installing 
a Closet Combina- 
tion, why not make 
a vigorous effort to 
have it the most 
Sanitary and Quiet- 
test Closet made? 

The “ARISTON ” 


{sas 


absolutely 
noiseless as a Closet can be made, and with the 
exceptionally high grade Fittings we use in our 


Tanks, the Combination is perfection. 


Thos. Maddock’s Sons Co. 


OLDEST SANITARY POTTERS IN AMERICA 


Established 1859 TRENTON, N. J., U. S. A, 


firchitectural Catalog maintained in the Building 
Trade Catalog (A. B. C. System—Section 35 B; Catalog 5) 
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use the expression), which ran from 
beam to beam. 

“The beams were of some earthy mate- 
rial, and as hard as steel, which shows 
that the cement idea was known in 
China ages and ages ago. Nowadays 
buildings of hydraulic cement are largely 
in evidence, and the engineers of rail- 
roads and public works are putting them 
up for abutments, foundations and every 
conceivable thing. I understand the 
British government will soon reconstruct 
the Eddystone Light House, and the 
building will be wholly of cement. Of 
course you Yankees get the credit for 
the cement structures, no matter where 
built, and I am not one who would de- 
prive you of it, but those things were 
not only known in China B. C. but her 
craftsmen have left mute, though occu- 
lar, evidence that they were on the job 
when the great American republic was 
a speck only, in-the memory of an Om- 
nipotent Providence who holds nations 
as individuals in the palm of His hand.” 

“What became of the bathroom? Is it 
there yet?” I asked. 

“That’s what it is, lad, and it’s going 
to stay there. That’s where we differ 
from you Yankee plumbers. Now, if you 
folks found that ancient bathroom, act- 
ing on the right of discovery, you might 


The Oklahoma City, Okla., 


cut out all the lead pipes, cart them to 
the shop and use them for calking lead. 
The bibbs and traps you might polish 
up, and put them in the show window, 
or send them to the mint to be melted 
up into coin. All this would be legiti- 
mate of course, plumber’s ‘cabbage,’ 
an old name used in the trade many 
years ago. But we have more sentiment 
here,’ and he winked at Sinclair. 

“Seriously speaking,’ he continued, 
“T couldn’t remove a tile even from the 
old castle. I feasted my eyes on some of 
the most beautiful wiped joints on the 
supply and waste pipes. They looked as 
though they had been cast in a mould. I 
certainly longed not only to cut out 
three of four joints, but to take the 
solid silver faucets along also. A close 
inspection of the slab of the wash-stand 
revealed the fact that it was pure Mala- 
chite and immensely valuable. 

(To be continued) 


—————— ib 6+ 6 
Illinois Master Plumbers Meet in Spring- 
field to Formulate Amendments 


HE committee of master plumbers 
appointed some time ago by the 
Illinois State Association to form- 
ulate suitable amendments to the Illinois 
Plumbing Law met in Springfield, Octo- 
ber 1st, in conjunction with the HEixecu- 


hes Leader Iron Works, 


tive Committee, which is also the Legis- 
lative Committee of the association, At 
a general conference between the repre- 

sentatives of the master and journeymen 
plumbers of Illinois held at Aurora sey 
eral months ago, a sub-committee com- 
posed of two master plumbers from the 
State Association and two journeymen — 
were appointed to draft amendments = 
the law and, although this committee has 

had the matter under consideration, — 
nothing definite has been done. L 4 
members of the committee present at 
the Springfield conference were: Chair. a 
man Chas. C. Breyer and C. J. Herbert, — 
Chicago; W. J. Hilliard, Elmhurst, and — 

F. U. Patterson, Springfield, the journey- 

men having withdrawn. While no defi- 

nite plan has been outlined, there is a 
feeling on the part of the officers of the 
State Association that it will be bene 
ficial to have some changes made in the 

Illinois Law. a 


———= 0 +0 ——__—_ 


Oklahomans Tackle Big Things 


ECOLLECTIONS of the doings of 
the Oklahoma City, Okla., Master — 


Plumbers’ will be recalled with ' 


Master Plumbers Who Gathered With Their Friends to 
Celebrate the “Big Time” Last February f 


last February and which was reported in 
a following edition of Taz PLUMBERS’ 
TRADE JOURNAL several months ago with 
other anniversary news. 

The function was held at the Skirvin 
Hotel and was given by the local asso- 
ciation but with invited guests as fol- 
lows: State President W. V. Roesch; 
State Vice-President and Mrs. W. F. 
Black of Enid; State Treasurer Walter 
Newman of Shawnee, and Mr, and Mrs. 
J. W. Harris of El Reno. 


————___—< 0+ 6 —___—_ 


The Leaderite a Snappy Publication 
Decatur, 
Ill., are the publishers of one of 
the brainiest little house organs 
that it has been our pleasure to review. 
The “Leaderite,” as the publication is 
called, contains reading matter that is 
both interesting and educational. This 
monthly visitor keeps the trade in touch 
with the modern improvements in water 
supply systems and contains from time 
to time photographs and drawings show- 
ing unusual plants. The covers are il- 
lustrated with colors and the whole 
effect is artistic and well prepared. 
Readers of Tur PrumBers’ TRADE JOUR 
NAL will be put on the mailing list by 
writing the Leader Iron Works, and 
mentioning THE JOURNAL. ; 
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Satisfaction All Around 


is absolutely guaranteed if you install only 


“NACO” BOILERS 


Mr. Plumber: The word ‘‘“NACO” on a range boiler is your only absolute 
guarantee that you are getting the Jast word in range boiler construction. 


Here is the history of “NACO” 


The Jobbers of Plumbing Goods of the United States desired a Standard of Weights 
and Capacities of “Galvanized Range Boilers.” The National Committee of the Confederated 
Supply Associations thereupon appointed a committee on Standards. This committee compiled 
a standard for Range Boilers. The Standard stipulates that all Galvanized Range Boilers must 
be stamped with their actual capacity, and the materials used in the boilers must be of a specified 
thickness. On all such boilers the ‘‘Naco”’ label may be used. 


Koven Boilers bear the “NACO” mark 


SEND FOR CATALOGUE 


L.O. KROVEN ® BRO. 


5O CLIFF STREET, - NEW YORK 


WATCH THIS AD FOR SOMETHING NEW WHICH WILL BE OF INTEREST TO THE TRADE 


QUINN QUALITY CLOSETS 


are fully explained in our new Catalog ‘“‘S”. Have 
you acopyP 


QUINN QUALITY CLOSETS are made right. 
They are endorsed by every Master Plumber who 
has ever installed them. That’s some recommenda- 


tion. Can you beat it ? 


QUINN QUALITY CLOSETS 
will eliminate 90 per cent. of your 
worries and troubles. All our Quin 
output is stamped with our mono- ae 
gram trade mark, which is your 


absolute guarantee of first quality. 


If you haven’t our catalog, send postal for it today. 
It is catalogue “S”. 


QUINN MANUFACTURING CO. 


MFGRS. OF PLUMBING AND STEAM SUPPLIES 


DETRCIT, MICHIGAN 
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Steam and Hot 
Water Boilers 
and 
Tank Heaters 


The latest addition 


to the Page family 


Send for Catalog 
and prices of our 
Complete Line of 
Round and Sec- 


tional Boilers. 


The Wm. H. Page Boiler Co. 


Branches--Boston, Philadelphia, Cleveland 


9-15 Murray St., New York 


Factories—Meadville,Pa., Norwich, Conn. 


Plumbing Supply Houses 
Are Carrying a Stock of 


FITALL HANGER STRAP 


Plumbers and Steam- 
Fitters are using it all 
over the United States 
and Canada 


Why Aren’t You? 


Write to us for information and prices 


TWISTED WIRE & STEEL CO. 
515-21 Greenwich Street New York 


HERE was at 

one time, down in 

southern Iowa, a 

merchant who 
2. styled himself as 

the “general supply man.” 
His line of goods embraced 
many things—the prices ranged .from one 
cent to hundreds of dollars. 

Among the articles in the stock of this 
department store genius, was an antiquated 
arrangement which could be called a pump, 
but which had been in stock so long that 
the maker’s name had long since been taken 
from Dun’s. 

This man Waite, for that was his name, 
believed that tomorrow the business would 
be all-sufficient, but that today he should 
rest and not overwork himself, which per- 
haps may account for the ancient lineage 
of which most of his goods were a part. 

Long since the travelers had passed up 
the town—few of them knew there was a 
business place there. For on the depot plat- 
form as the local passenger went through 
were to be seen the crates and cases that 
proclaimed this a ‘mail-order’ center. 

And still Waite slept on. 

He hadn’t a vacation for twenty years— 
didn’t have time, he said. 

One day the local passenger stopped with 
a snort, and from the cinder-laden platform 
down stepped a middle-aged man, neatly 
dressed, proclaiming by his manner that he 
must be a business man who had had ex- 
perience with men in the larger cities. 


E a very short time the erstwhile pas- 


senger had appeared at the door of the 

Waite sales emporium. ‘How are you, 
Brother Bill?’ came from the stranger as 
he stepped up and clasped the hand of the 
proprietor. Blank astonishment, then a 
smile of recognition spread over the face of 
the town merchant. ‘Well, well, well, where 
did you come from, Andy? I thought you 
would never get back to Bigville again. 
Seems to me a century since we last parted 
company. I suppose you’re prospering in 
that plumbing business of yours.” 

“Bill, I’ve been working like a Turk these 
dozen years. The wife and children have 
gone with friends for a trip to Charlevoix, 
so. I just concluded to steal a couple of 
weeks for a real old fashioned visit with 
my dearest blood relation. So here I am, 
and I’m going to give you a run for your 
money -while it lasts. Let me put these 
duds away, Bill, and get into an old suit of 
clothes, and we’ll see what we can stir up.” 

So Bill and Andy chatted the balance of 
the afternoon and well into the evening, 
comparing experiences of old school days, 
and the respective merits of one-time sweet- 
hearts. 

Early the next morning Andy’s first sug- 
gestion was that a ride into the country 
behind old Fanny would do them both good. 

The first country home they passed 
looked prosperous, and brought forth a re- 
mark from Andy: “Major Clark’s old place 
looks mighty good. Seems to be making 
money. What’s become of the old wind- 
mill?’ “O,” replied Bill, “that’s been re- 
placed with one of these new fangled pump- 
ing plants that furnishes running water all 
over the place and through the house, too. 
And he’s got an electric lighting plant, run 
by the same gasoline engine that, pumps the 
water.” : 

NDY looked astonished. “And you let 
A some of those city mail order dealers 
come right in here and take this 
business away from ‘you? Don’t you know 
you should sell these outfits, and get the 
profit on them, and that you can get this 
business if you go about it in the right way?” 

Bill’s facial muscles quivered but his 
answer was far from reassuring. “Andy, 
those people didn’t even come to see me, 
and if they had I couldn’t have done any- 
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thing for them. Its true that I do some 
plumbing and tinning, but the things they 
wanted were out of my line.” 

“Bill,” said Andy, “you know a little of 
how I have built up my plumbing business. 
I want to tell you that I came down here 
for a vacation, and to get away from busi- 
ness. But I didn’t expect to see you get- 
ting away from business every day in the 
year when it is at your very door. And 
I’m just going to ask you to go with me 
while we see some of these other old neigh- 
bors and friends of ours. Tve sold so many 
of these water supply systems and lighting 
plants myself that I hate to see all of this 
nice business going to waste here for want 
of some one to look after it for you.” 

Bills remonstrance was feeble. “I can’ 
very well leave the store, Andy, but I sup- 
pose now that you’re here Visiting me I] 
have to take you around a little.” 

The next morning found the two brother; 
calling on old friends at the first farmhouses 
they came to. It was Andy who did most 
of the talking. His argument ran like this: 
“Yes, the water in the air tight tank is 
forced out by the compressed air above it 
—You will have a complete waterworks oi! 
your own.—With the gasoline operated out- 
fit you can have electric light just like Majo1 
Clark’s.—The whole plant can be put in fo 


less than a thousand dollars.—Yes, we coule 


have it in operation in about six weeks.’ 


F course there was a lot more of de 
O tail to take care of, but a nice order 
was the final result, after the usual 

delay to ‘think it over.” 

Three calls were made that day, and ever) 
business day after for the next two weeks 
the two brothers could be seen on some 0: 
the country roads or in the “best room” 0 
the farmer’s homes. It was “getting ac: 
quaintea” work, and the results as far a: 
sales went were not proportionate to th 
first day’s work. : 

These two weeks passed all too swiftly 
and Bill’s usually sallow complexion becamé 
brown and healthy looking. He became en- 
thusiastic over the “lark,” as he called it 
after a time, and brother Andy enjoyed th¢ 
daily interviews no less than he. 

Comparison of the experiences of the tw 
weeks developed the fact that three com 
plete pneumatic water systems had beer 
sold, together with plumbing jobs in eacl 
case. Some pumps and two separate gaso 
line engines were among the other sales 
The miscellaneous merchandise that was th 
direct result of this canvass brought th 
total sales up to a most interesting figure 

“Now, Bill,’ remarked Andy, “you've won 
dered how you’re going to install this stuff 
but I’ll tell you what I’m going to do. M\ 
boy Fred has learned the trade in my sho] 
and he’s anxious to do a little somethin: 
along original lines. I will have him com 
down here and look after your mechanica 
work. Then I want you to spend at leas 
at week out of every month riding aroun 
the country among these farmers. Tv 
shown you how to sell the water system 
and the other things that go with them 
Add to your line anything that’s salable 
Then forget that you’re a salesman, al 
not afraid of anybody’s competition. 1 
fact, you create the competition yoursel! 

“Now, I’m going to loaf around the stor 
here for another week, just to see what 
ean dig up.” 

HEN the day came for Andy t 
V leave, he and Bill checked over ‘ 

list of names that they had gotte 
together. “Bill, your young lady bookkeepe 
is really interested in this mailing schemé¢ 
She says she will see that regularly ever 
two weeks every name on this list gets som 
of this circular matter. Every mailing wi 
be different, you know, and some of th 
printed matter from the different manufac 
turers is here already. This little book 0 
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water supply systems, ‘From the Paths of 
His Fathers,’ is bound to be read with in- 
terest. And you can charge the postage 
up to me, if you don’t get results.” 

The local freight usually meets the pas- 
senger at Bigville. Today there was a lot 
of unloading to do and it was not all 
finished when the whistle of the express was 
heard. 

Alighting from the train was the whole 
Andy Waite family. They had come for a 
couple of weeks in the country town. 

After the women and children had gone 
up to the house, Bill asked Andy to step 


over to the station with him. “Andy, you 
remember last year that a lot of freight 
on this platform was consigned direct to the 
farmers, and that the tags were without 
advertising? Well, today there isn’t a sin- 
gle piece of freight that isn’t either tagged 
for me or for some of our other merchants. 

“Further than that, the -inerease in in- 
coming freight has made it necessary for 
the agent to have extra help. And if you’ll 
just drive around with me through the 
country for two or three days I’ll show you 
where all those water systems, plumbing 
jobs and lighting plants are in use.” 


Don’t Impose on the Old Customer : 


BY WILLIAM BOWARD PARK 


F there were only one plumber in a 
I town, he would have a monopoly of 
the business. But that town is a 
very small one which does not possess 
at least two; and for purposes of com- 
petition, two plumbers are as good as a 
dozen. 

Yet Plumber Jones of Jonesville (the 
name is a disguise), though he had sev- 
eral active competitors, nevertheless felt 
pretty secure in his monopoly of the 
business of certain families, particularly 
the Browns. Brown and Jones had at- 
tended the same school, played baseball 
together, and done business with one 
another for fifteen years or more; and 
Jones looked upon the Brown plumbing 
orders as a staple part of his income— 
something that no rival could see with a 
telescope. 

Furthermore, Jones was a hustler, 
With a steadily growing business, and 
lelighted in watching it grow. 


We'll Be Up First Thing in the Morning, 
Mrs. Brown” 


Brown had inherited (or rather, pur- 


hased with his house) a lot of pipes, | 


lumbing and sanitary conveniences 
lat formed a small but steady source 
f income to Jones. Every now and 
len Jones had a telephone call to 
Town’s house to fix a leak, or repair a 
reak in the ancient pipe. One such call 
ame from Mrs. Brown early in the 
“We'll be up first thing in the morn- 
1g, Mrs. Brown,” declared Jones. 

It was the busy season, and half a 
9zen hew customers sent in hurry calls 
uring the afternoon. Jones weighed the 
roblem very quickly, and ended by 
espatching his men to attend to the new 
istomers. He must cinch their busi- 
ess by attending to it promptly; while 
rown, being an old friend, wouldn’t 
lind waiting half a day or so. 

A couple of days later came another 
lephone call from Mrs. Brown. The 
ak was growing, and a big water bill 
48 piling up, as each hour rolled by. 


= 


“Tom,” said Jones, “you’d better run 
over to Brown’s this afternoon and fix 
up that leak. Just stop it up, you know; 
we can’t spare the time just now to fix 
it thoroughly.” 

Tom obeyed. The fluctuating weather 
of the ensuing two weeks, with spells of 
heavy frost followed by thaw, brought 
a good harvest of business, and quite a 
few new customers. Four times there 
were telephone calls from Mrs. Brown 
informing Jones that the leak had 
broken loose again, and twice Tom 
patched it temporarily, pending more 
extensive repairs. 

“That plumbing’s just falling to 
pieces,” he reported to Jones after one 
of his visits. “They ought to throw it 
out and put in an entirely new outfit.” 

“T’ll get after them the minute the 
rush is over,” replied Jones. “Brown’s 
an old friend of mine and I guess he 
won't kick over a little delay.” 

Next morning’ there was another hurry 
call from Mrs. Brown. 

“We'll have a man up right away,” 


declared Jones; and then, realizing that! 
Brown would make allowances, he sent | 


his men to attend to a couple of rush 
orders at the other side of the city. 


Then he forgot the hurry-call entirely. | 
After three days of unusual silence, he, 


happened to meet Brown on the street. 

“By jingo, Brown,” he exclaimed, “I 
quite forgot to send that man over to 
attend to your job. He’ll be over first 
thing in the morning.” 

Brown looked rather sheepish, as_be- 
fitted an old friend. 

“Sorry, old fellow,” he returned, apolo- 
getically, “but we don’t need them. The 
wife got her Irish up a couple of days 
ago, and sent for Watson. He stopped 
the leak and told her the only sure cure 
Was a new outfit—and she’s getting him 
COM DUte le inew 

Jones philosophically adjusted himself 

“Tt’s all in the business, Brown,” he 
rejoined cheerily. “But remember, if 
you ever want anything done, we’ll give 
it our prompt attention.” 

For Brown had suddenly become a 
prospective customer instead of an old 
stand-by. 

ee 0+ 0 
New Hot Water Heater Concern 
in St. Louis 
EO. E. BOOTH, Leon J. Bayer, A. D. 
& Tibbals and F. W. Maury, St. 
Louis, Mo., have formed a com- 
pany to manufacture hot water heaters 
under the name, Economy Water Heater 
Co. The capital of the concern is 
$50,000. Suitable structures have been 
leased and it is expected that the manu- 
facture of the apparatus will be well 
under way by January 1, 1913. 
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It’s Easy to Get a Scared 
Man to Accept Religion 


It ought to be just as easy to 
induce a dissatisfied plumber 
to try a 


Nye Adjustable Die 


—the die that is made of razor steel 
and has every other tooth removed 
to make cutting easy. 


Im’ Nye, the Die Man 


A few days ago I was up in Michi- 
gan visiting a friend of mine who runs 
a saw mill. He told me he had taken 
out every other tooth from his circular 
saw and that it was marvelous how much 
easier and better the saw worked. HIS 


ENGINE UP TO THAT TIME WAS 
OVERLOADED! 


How about you, Mr. Plumber? Is 
your engine, your good right arm, 
overloaded, trying to pull the old- 
fashioned dies? If it is, don’t wait to 
be scared, but let me send you a Nye 
Die on a free trial. Once convinced, 
you will never go back to the just-as- 
good dies. 


NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, IIl. 


THE HESS SANITARY 
MEDICINE CABINETS 


are made of solid steel enameled 
throughout with everlasting snow- 
white, baked enamel. 


Germ and dust proof and easily 
cleaned. 


Nickel-plated solid brass hinges. 
Adjustable enameled steel or plate 
glass shelves. Best quality plate 
glass mirror, 


Two styles, 4 sizes, to recess in wall. 
Two styles, 2 sizes, to attach on 
face of wall. 


Cost less than wood. An excel- 


lent profit in it for you. 


Style H 


Send for Circular 


This Trade Mark 


on a toilet Room cabinet or medicine case 


MEDICINE 


SANITARY 


is an assurance of the finest on the market. 
CABINET 


Hess Warming & Ventilating Co., 
952 Tacoma Bldg. Chicago 
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Ask Your Supply House or 
Specialty Salesman for 


REDTEX or BlackRock 


TRADE MARK TRADE MARK 


Rubber Elbows 


Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 1% in. Short 


1% in. Extra Long 
1% in. Pipe Con. x 1% in. Flush Fittings 
1% in “ et = ry} ‘iG 


“cr 
ce 


The Canfield Rubber Co. 


Railroad Ave. & Garden St. 
Bridgeport, Conn. 


What you get Four Types — Belt, 


in one opera- 
tion with the 


LOEW 
VICTOR PIPE 
MACHINE 


THE LOEW MANUFACTURING CO. 


Motor and Gasoline 
Engine Driven, also 
Hand Operated. 


14 TO 8 INCHES 


Send for Catalog 


9100 Madison 
Avenue 


Cleveland, O. 


GREATEST TONG ON EARTH 
“The GEALY” It’s new—It’s different 


Positive Grip—Instant-self- 
Release—Will not crush 
Pipe. 

For over head work—in 
corners and tight places, 
IT IS PERFECT. 


Try “THE GEALY” and 
be convinced. 


Write for data and trial 
proposition. 


The Gealy Wrench & Mfg. Co. 


200 Broad St. Grove City, Pa. 


the Slot 


Loosly- 
Mounted 
Jaws 


New 
Cam-Lever 
Principle 


For Sale by 
Leading Jobbers 


“LSOle 


Plumbers’ Rubber Elbows 


MEANS 
Complete Satisfaction 


THE 
H. O. Canfield Co. 
Bridgeport Rubber Works 


Bridgeport, 
Conn. 
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Regulation of Steam, Hot Water 
and Hot Air Heating Systems 


The average householder does not know . 
that his fuel bill can be reduced, an even 
temperature be maintained in his home and 
this no matter what weather 
changes take place outside. 
Hot water, steam and hot 
air systems can be made 
practically automatic in 
operation using the ‘Jewell’ 
heat regulator; providing, of 
course, there be fuel in the 
boiler. The ‘Jewell” appa- 
ratus is the thermostat 
which is located in the liv- 
ing quarters and the damper 
; operating device in the cellar 
rts e| near the heater. These are 
the only parts, and are made 
heavily for constant service. 
Jf a certain temperature be 
desired in the early morning, 
five o’clock for instance, all 
that is necessary is to set 
the clock attachment by 
moving the pointer, after 
which no further care need 
be given. Any owner of a 
heating system will listen to 
arguments based on facts. 
Why not investigate these 
statements by sending to the 
Jewell Mfg. Co., Auburn, N. Y., for litera- 
ture, mentioning THE PLUMBERS’ TRADE 
JOURNAL? 


cont mee 
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Handy Die Stocks Make Pipe 
Threading Easy 


The saving of time means the saving of 
money and pipe threading is one item in the 
cost of running a shop which figures quite 
a bit. No progressive plumber or heating 
man can overlook the fact that his me- 
chanics can do better and quicker work if 
provided with the proper tools, the men 
themselves take interest in having good 
tools. ‘Handy’ die stocks are now in use 


in shops everywhere and are making good 
under all conceivable conditions. They are well 
made from the best materials, finest of cut- 
ting steels and by skilled workmanship, thus 
insuring a tool of first quality. The “Handy” 
self-locking device holds the dies perfectly 
rigid and yet instantly releases them when 
necessary. The No. 1 threads from 44” to 
3,” with one set of dies; the No. 11 threads 
from %4” to 1” with two sets of dies. Hither 
set will be sent for 14 days’ free trial to 
readers of THE PLUMBERS’ TRADE JOURNAL 
upon receipt of request to the Handy Mfg. 
Co., 200 Cannon street, Bridgeport, Conn. 
Mention THE PLUMBERS’ TRADE JOURNAL 
when writing. : 
eal 

An Attractive Line of Bathroom, 

Accessories 


The Novelty Mfg. Co., Waterbury, Conn., 
are the manufacturers of a line of nickel- 
plated bathroom fixtures of which can truly 
be said that they represent the highest qual- 
ity, durability and attractiveness in design 
and finish. The heaviest of brass tubing, 


castings and other parts which constitute 
“Wilwear” goods is not to be found with in- 
ferior and cheap imitations most of which 
have no merits except a low price. This 
line contains almost every high-grade fix- 
ture used, such as towel bars, racks, sponge, 
tumbler and brush holders, shelves and nu- 
merous other specialties. Particular atten- 


tion has been given to the manufacture of 
“Wilwear” goods to make them above the 
usual goods on the market. The full line 
is shown in a special catalog, illustrated ana 
priced, and this will be sent to every reader 
of Tur PLUMBERS’ TRADE JOURNAL who 
writes for same, mentioning this publication, 
—_—_<+-e—___. i 


‘“‘Square-Pot” Boilers Spell. } 
Efficiency 


Every known improvement has been in- 
cluded in the construction of “Boynton” 
steam and hot water boilers and the supe- 
riority which the “Square Pot” boiler pos- 
sesses over other round boilers is a point 
which the makers desire particularly to 
dwell upon. The positive circulation of 
water in the “Boynton” is another feature 


that makes it a quick and economical heater 
Corrugated fire surfaces, large flues, room} 
doors and a deep firepot are some of th 
merits of the “Square Pot.” A conservativ: 
rating is accorded this boiler; in fact, it i 
considered one of the most honestly rate 
on the market. The latest catalog of Boyn 
ton Furnace Co. contains much useful infor 
mation pertaining to the heating industr: 
and copies will be sent to those requestin: 
same of the makers at 106 West 37th street 
New York City, and mentioning THr PLUMB 
ERS’? TRADE JOURNAL. 


—_——ooo— 


The Value of a Good Referenc 
Library 


Every man connected with the trad 
realizes the necessity of a good fund of in 
formation, but frequently cases arise wher¢ 
for lack of time during the day, this know! 


edge cannot be acquired. The Internationz 
Correspondence School, Scranton, Pa., hav 
prepared several courses in heating an 
plumbing which are well worth taking UI 
The International Correspondence — Schot 


‘i 
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method covers the field thoroughly and in 
a manner easily understood. Problems in 
all branches of plumbing and heating prac- 
tice are given with their solution and the 
experienced contractor-engineer often finds 
his International Correspondence School ref- 
erence books of inestimable value when he 
has occasion to consult them. No better 
way to devote the spare hours of evening 
in preparing oneself for a more remunerative 
position can be found than to take up a cor- 
respondence course in the above. Write for 
particulars to the I. C. S., mentioning THE 
PLUMBERS’ TRADE JOURNAL. 
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Beilman-Seamans’ Automatic 
Water Heaters in Great Favor 


One of the most productive sources of 
profit and business building for the plumber 
is in the installation of Beilman-Seamans’ 
water heaters, made by 
W. E. Beilman, Buf- 
falo, N. Y. The fuel 
regulation of the Beil- 
man-Seamans’ heaters 
is controlled by a ther- 
mostatie device which 
adjusts itself to the 
demands made upon 
the apparatus. The 
pilot burners of these 
heaters cannot be 
sucked out by the sud- 


den operation of the 
gas burners and_ the 
flashing back of the 
gas is entirely elimi- 
nated. There are no 
eoils to clog up nor 


complicated connections 
to make. Beilman-Sea- 
mans’ heaters are 
ready at all times to 
furnish an abundant 
supply of hot water at 
the minimum cost. 
Prices and descriptive matter will be sent to 
interested readers who write Dept. B, men- 
tioning THE PLUMBERS’ TRADE JOURNAL, 


“Faultless” Brass Goods a 


Success 


Only the very finest red metal, the 
minutest attention to finishing detail and an 
unrestricted guarantee covering every piece 
of brass goods bearing the “Faultless’” trade- 
mark of J. J. Ryan & Co. are the points 
pointed out by the makers of this well-known 


. The “Faultless’ compression bibbs are 
€ with plain or hose ends, heavy weight, 
tifully finished and have larg hex 
and shank for wrench grip. The 
Manufacturers are one of the pioneers in 
brass industry and the result of their 
erience has been embodied in this line. 
them for catalog to Monroe and Jef- 

streets, Chicago, Ill., or to the eastern 
representative, R. P. Shannon, 150 Nassau 


Peet, New York City. Mention Tue 
PLU: BERS’ TRADE JOURNAL in writing our 
advertisers, 
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Oster “Bull Dog” Die Stocks and 
Machines Thread any Size Pipe 


The demand for adjustable pipe threading 
stocks and machines has been met in the 
Oster” line of pipe threading tools. This 
well-known line is made by the Oster Manu- 


' 


. 


| 


facturing Co., Cleveland, Ohio, and repre- 
sents the highest efforts of modern ingenuity 


in the construction of labor-saving pipe 
threading devices. Notice the die stock 
shown herewith. Instead of complicated 


friction clamps and screws, one single lever 
locks or releases the cutting chasers, and 
no part of the stock is disturbed or read- 
justed when changing dies. One “Bulldog” 
die stock threads several different sizes of 
pipe. Adjustable guides permit these tools 


to be slipped over couplings when cutting 
nipples and allow for plenty of space in 
drawing over the threads instead of backing 
off. Neither are leader screws necessary in 
the “Bulldogs.” The “Oster” machines are 
made in capacities up to and _ including 
8 inch, hand operated, belt or motor driven. 
The latest catalog should be perused by 
every one connected with the trade and will 
be sent free upon request to those who men- 
tion THr PLUMBERS’ TRADE JOURNAL. 
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“Clean-Sweep” Traps Not Siph- 
onable 


Plumbing ordinances of recent years have 
made the positive sealing of fixtures one of 
the most important points in modern plumb- 


ing. Few traps 
can boast of so 
fine recommenda- 


tions as the one 
shown herewith, 
the “Clean-Sweep.” 
The ‘Clean-Sweep” 
has the unsolicited 
approval of fore- 
most authorities on 
sanitary practice, 
inspectors, health 
boards, and plumb- 
ers generally. All 
of the passages 
are of smooth 
inner construction 
and a large clean- 
out is placed in 
the most effective 
place. Access to the drain 
case of stoppage can 
without trouble. ‘“Clean-Sweeps’” are made 
of nickel-plated cast brass or lead in “P” 
or “S” or floor patterns. They are favor- 
ably known everywhere and give unexcelled 
service under most unusual conditions. 
Write for descriptive literature to the De- 
troit Sanitary Supply Co., Antoinette and 
Second avenues, Detroit, Mich. Kindly men- 


connections in 
be had quickly and 


tion THE PLUMBERS’ TRADE JOURNAL in 
writing advertisers. 
ete > ee ee 


Intermediate or Graduated Action 
Thermostat 


The three cuts herewith show the front 
and sectional views and the cover of the 
new “Johnson” intermediate or graduated 
action thermostat. The “Johnson” interme- 
diate thermostat is designed to operate in 
connection with double damper fan blast 
systems of heating, where it is desired to 
mix heated and tempered or cold air in 
proper proportions to maintain a desired 
room temperature. It holds each blade con- 
trolling the supply of hot and tempered air 
partially open in such relative fixed position 
as to keep the room at a certain pre-deter- 
mined temperature, as long as the tempera- 
ture of the heated and tempered air and 
other conditions remain the same, but im- 
mediately changes the relative positions of 
the dampers when any conditions change. 
It is the only thermostaat that does this, be- 
ing constructed on the principle of a reduc- 
ing valve, varying the pressure on the main 
diaphragm by an auxiliary valve thermo- 
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Automatic | 
CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


ist. All parts, except the float are above wuter, no slime 
or corrosion. 

2nd. A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
inallthe pipes, so that it is always primed ready 
to startinstantly. 

3rd. Weighs not over % that of others and requiring 
less space. 

4th. The operating valves open and close instantly by 
action of the water pressure. 

5th. No leather washers used, leather dries and causes 


a 


SS 
6th. It costs less than many other drainer's not as efficient, 


CO. Detroit, Michigan 


Circular and Prices 
on request 


THE BRAENDER AUTOMATIG 
GELLAR 
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fene>| 
i 
ry 
oS 


UISEMARCE PIPR 


© 
3 

= « Operated Fi 
ae 3 by 

= > Water 

; im Pressure 


/i\Gw PATENTED 


It is the best; therefore the cheapest. It is used in municipal and U. S. Government Depart- 
ments, endorsed by leading sanitary experts and is guaranteed todo what is claimed for it. 


Write for circular by steam pressure 
PHILIP BRAEN DER, 315-21 Fourth Ave., S. E. Cor. 24th St. New York 
SALES AGENT—W.N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


~! 
Pat 
SYPHON Operated 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 


sign. We have what is conceded to be one of the most 
attractive Compression Bath Cocks on the market. Made of 
High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 


Send for Machine Co. 


Catalog 
A-1 TRENTON, N. J: 


New York Office, 5 and 7 East 42nd Street 
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LUNT-MOSS 


Pneumatic Water 
Supply Systems 


enable you to supply your country cus- 
tomer with all the luxuries of modern 
7 plumbing. 
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The LUNT-MOSS system is the correct solution of the water 
supply prcblem for country homes. Equipped with 


LUITYIELER DEEP WELL NON-PULSATING 
GASOLINE PUMPING ENGINES 
or electric motor, or hand operating plants. Capacity 315 to 


16,000 gallons We send all inquiries direct to our agents. Send 
for our proposition and Ce'c'ce No. 45, 


LUNT-MOSS COMPANY - BOSTON, MASS. 
New York—-37 Warren Street. 
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ASK 


N 
ay 


Save 309} in Your Packing Expense 


You cannot afford to go on packing your goods in the old fashioned way. 


Corrugated Paper Boxes 


Require 90 per cent. less storage 
‘They require 75 per cent. 
‘They cost 
‘These are 


facts you can’t allow yourself to 


space. 
less time in_ packing. 
you 30 per cent less. 


overlook. 
Better Quicker Lighter 
Stronger Cheaper 


You can’t get anything better for packing plumbers woodwork, brass goods, 


earthenware, tools, etc. : 
Write for Particulars 


GLOBE PAPER COMPANY, 


Evansville, Ind. 


REGAR EXTENSION 
FLANGED BIBBS 


Make a tight true job 
SAME IN FULLER 


Manufacturers of 


COMPRESSION WORK 
FULLER WORK 
GROUND KEY WORK 


THE REGAR COMPANY 


Cleveland, Ohio 


Sleeve Conceals Adjustment 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE.COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON. INC,, NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 


statically controlled, and not depending upon 
-he relative sizes of two permanent leaks. 

The specifications for temperature regula- 
‘ion for the Chicago city schools, and many 
)ther cities, exclusively specify this type of 
thermostat. Chicago alone, in the last five 
years, has equipped over seventy-five school 


buildings, under these specifications, and the 
number of plants in schools in other cities 
throughout the United States, equipped with 
this form of thermostat, will run into the 
thousands. Write for literature to the John- 
son Service Co., Milwaukee, Mis., and men- 
tion Tur PLUMBERS’ TRADE JOURNAL. 


—————— 


“Volunteer” Boilers Designed for 
Efficiency 


We show here one of the popular types of 
cast-iron heating boilers and one which has 
taken a great hold of the trade by its many 
exclusive  fea- 
tures. The ‘“Vol- 
unteer” and “Vol- 
unteer Junior” 
heating boilers 
can supply the 
requirements of 
the most critical 
heating engineer 
or architect. The 
wm. Tet Page 
Boiler Co. have 
long maintained 
their reputation 
as manufacturers 
of reliable heat- 
ing apparatus 
and the ‘Volun- 
teer”’ line of 
round cast-iron 
sectional boilers 
is made accord- 
ing to the ac- 
cepted standards 
which have proved their claims. They as- 
sure heating men that in specifying and 
installing ‘Volunteers’ they need have no 
apprehension that their clients’ interests can 
not be better taken care of, for the ratings 
and capacities of every size are guaranteed. 
Write for complete catalog showing the en- 
tire line to the Wm. H. Page Boiler Co., 15 
Murray street, New York City. Mention 
THE PLUMBERS’ TRADE JOURNAL. 
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Is a Secondhand Hish-Grade 
Overhauled Car a Better 


Proposition than a New 
One of Cheaper Make? 


At this season of the year many prospect- 
ive automobile buyers are giving careful 
consideration to the problem of what car 
is best suited to their needs. There always 
comes up in this connection the all important 
question of whether it is better to buy a 
new low-priced car or a secondhand high- 


hauled. 

In this connection the opinion of an old, 
experienced automobile buyer of Springfield, 
Mass., may not be amiss as indicating the 
line of thought which every careful buyer 
should follow in determining what car will 
best suit his needs. 

“When I first determined to buy an auto- 
mobile,” said a gentleman who recently pur- 
chased a rebuilt “Knox” car, “there were 


to a new one of the cheaper grades. 


grade car which has been thoroughly over- 
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about five first-class, high-priced cars on the 
American market and a considerable host 
of cheaper makes with very attractive price 
tags attached. It was out of the question 
to consider the purchase of a new high- 
priced car, but I was strongly inclined to 
buy a rebuilt secondhand car in preference 
While 
I had my mind nearly decided on the foy- 
mer course, along came an _ exceedingly 
clever, smooth-talking salesman with a very 
snappy appearing little car which ran so 
well on the demonstrations that I fell for 
it at once without much further delibera- 
tion. For two short months no man ever 
got more keen enjoyment out of a car than 
I did out of that little cast-iron proposition 
until like a thunderbolt out of a clear sky 
came the troubles with the consequent 
awakening. 

Finally I decided on a four-cylinder “Knox” 
five-passenger car which had not only been 
thoroughly overhauled in the company’s 
own factory but was equipped with an ex- 
cellent set of tires—not by any means new 
but promising very reasonable service. The 
ear was handsomely painted and equipped 


complete with top, windshield, speedometer 
ete., thus avoiding any further outlay for ex- 
tras, as had been necessary on my first car. 

“This car, instead of running three months 
beautifully, continued to do so for over two 
years with a total mileage of nearly fifteen 
thousand. § 

An experience such as the above is one 
with which many seasoned motorists are 
familiar and the practical advice suggested 
can well be taken to heart by the man buy- 
ing his first car, as well as the man who 
has not found his first automobile venture 
thoroughly satisfactory and is looking for 
something better. Why not inquire for fur- 
ther particulars to the Knox Automobile Co., 
Springfield, Mass. Mention THr PLUMBERS’ 
TRADE JOURNAL. 

—_——_»- 


An Automatic Cellar Drainer 
using Steam or Water 


The “Climax” drainer is an automatic 
valve or ejector developed especially for 
elevating water and other fluids from 


sunken pits and places below the sewer 
level, so that same can flow into the sewer 
by gravity. Unlike the usual form of steam 
syphon, this device tends to push up the 
seepage water instead of drawing it up by 
suction. It is, therefore, positive in its ac- 
tion, and will use very little service water 
for the amount of dead water discharged. 
This device has been on the market for 
many years, and while always efficient, it 
is constantly being improved, and as fur- 


nished today, is even better than ever. The 
present valve is so constructed that there 1s 
nothing to cause the spool or valve stem to 
bind. The float ball simply serving to start 
the valve stem in its upward and downwar 
movement. The passage of service wate! 
through the valve suddenly opening 0! 
closing the valve to its full extent. The 
manufacturers, The C. M. Kemp Mfs. Com- 
pany, Baltimore, Md., desire to announce 
to the trade that the “Climax,” as statec 
above, is even better than ever, is fully 
guaranteed. They are glad to send pam- 
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nlet of this device, also of the plumbers’ 
pecialties they manufacture and gas ma- 


hines, upon request. Mention THk PLUMB- 
rs’ TRADE JOURNAL. 
——— 4-2 
Making Hot Water Heating Jobs 
Satisfactory 


“Horigan’’ aqua expansion § tank 
has been success- 
fully used on balky 
hot water heating 
plants and has the 
endorsement of 

practical men, heating en- 

gineers and others who 
have had occasion to use 
at. This device com- 
bines all the best ideas 
in an expansion tank; it is 
easier to install and results 
in increased efficiency in 
every instance. By its ap- 
plication, smaller radia- 
tors, smaller piping and 
fittings are permitted, 
therefore the cost of any 

System over the old 

fashioned gravity way is 

- greatly reduced. The cost 

of operating a heating 

plant, using the ‘Horigan” 
aqua expansion tank is 
materially lessened while 
the results are a more even 
distribution of heat and 
quickness in the circulation. 
New or old jobs can be 
improved by installing this 
device, which lowers the 
cost of hot water heating 
to nearly that of steam and 
frequently less than hot 
air. Full particulars in 
their catalog should be 
noted by every heating 
man. Write for this to the 

Horigan Supply Co., 240 

South 4th street, St. Joseph, 

). Mention THE PLUMBERS’ TRADE JOURNAL. 
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Reeco” Water Systems, the 
Acme of Simplicity 


\ most compact and powerful water sup- 
’ plant has been built in the “Reeco” 
ctric pumping apparatus made by the 
ler-Ericsson Engine Co., 20 Murray street, 
w York City. This firm are the manu- 
turers of the Rider & Ericsson hot air en- 
l@ claimed to be the simplest and most 
ily operated pumping device on the mar- 
. Modern methods demanded the intro- 


The 


‘tion of electric driven plants and to fill 
h repuirements the makers have produced 
eral different types suitable for any in- 
ation. All parts of the “Reeco” outfits 
» Within instant inspection, made unusu- 
y heavy so that wear is an insignificant 
n and each part made of the best pro- 
‘able material and skilled workmanship. 
falog B. 8, an authority on water systems 
1 showing a complete line of hot air, gas 
sine ana Motor driven plants, will be 
led to our readers who write mentioning 
& PLUMBERS’ TRapR JOURNAL, 


————— 


mmons Fire Protection Special- 
ties 

—— Simmons Co., 110 Centre street, 

w York City, are manufacturers of fire 


protection specialties of every known de- 
scription. This includes fire extinguishers, 
fire hose and racks, valves, Siamese fittings 
and sprinkling apparatus. Simmons products 
have the O. K, of the National Board of Fire 
Underwriters, engineers and architects, The 
damage to property, danger to. life and 
loss by fire can be effectively prevented by 


equipping the buildings with this efficient 
service. Modern construction demands a 
safe and thoroughly reliable system. Every 
improvement is incorporated and each 
Simmons specialty is tried out under actual 
working strains and conditions to develop 
defects and weak construction while any 
piece showing the slightest imperfection is 
rejected. The trade who install ‘“Josico” 
goods are assured of no come-backs. Better 
write at once for latest catalog and mention 
THE PLUMBERS’ TRADE JOURNAL. 
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Murdock Drinking Fountains Self- 
Draining 


To meet a growing demand for their anti- 
freezing drinking fountains for parks, ceme- 


teries, public street and railway stations, 
The Murdock Mfg. 
& Supply Co., Cin- 
cinnati, Ohio, are 
now putting out an 
exceptionally neat 
“Bubble-font” of ar- 
tistic design, cut of 


which we are able 
to show our readers. 

At the Budget Ex- 
hibit by the Cincin- 
nati Bureau of Mu- 
nicipal Research 


held recently, one 
of these fountains 
was on display in 


actual _ operation, 
and was used daily 
by thousands of en- 
thusiastic visitors. 
As a result the 
Murdocks have been 
obliged to greatly 
increase their  ca- 
pacity to take care * 
of their orders. Two 
nearby towns have 
adopted them for 
schools and parks. 
Cincinnati already 
has them through- 
out its parks and 
play - grounds, and 
as fast as new 
breathing places are 
opened in the congested districts, these sani- 
tary fountains will be installed, because they 
do not require the attention of a custodian, 
winter or summer. 

The moment a plumber has a demand for 
a drinking fountain to be installed in the 
open air, he should at once communicate 
with Murdocks and become familiar with 
the advantages of a self-closing, self-drain- 
ing device. 

The city of Louisville, Ky., will soon have 
its school yards equipped with these up-to- 
date “Bubble-fonts,” while Baltimore, Phila- 
delphia, Washington and other large cities 
are considering them for the public streets. 
Plumbers who have placed them in front of 
their establishments for public use are 
reaping a golden harvest because of the 
trade that has been attracted to their places 
of business. How much better it is for a 
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Yet itsaves hundreds and hundreds 
of dollars every year. 


WRITE US 


R. ESTABROOK’S SONS 


204 FIRST STREET BOSTON, MASS. 


The Old 
Way 


DO YOU GET THIS _ 
Why Read an Ad? 


If it’s worth that trouble it’s worth while 
considering, is’nt it? One half million good 
spenders need that amount of good traps in 
their homes. The CLEAN SWEEP kind 
keeps the house clean. If you stop a moment 
you can’t miss the strength of our argument. 
CLEAN SWEEP TRAPS used by the Gov- 


ernment, upon its work. 


Detroit Sanitary Supply Co., 


Sole Manufacturers 
Cor. Antoinette & Second Ave. 
Detroit, Mich. 


When a Salesman Tells You His 
Water Closet is the Best Ever, Ask 
Him What Kind of Floor Flange it Has 


No closet can be first class, high grade or even 
sanitary without a metal-to-metal connection 
to the soil pipe. 


Ask the Potteries, They Know 


COSGROVE—COSGROVE MFG. CO. Philadelphia 


Submerged Brass Seat 


AND 


Extra large water Seal. 
Made in all sizes with iron or brass tops. 


CRAMPTON-FARLEY BRA 


Plumbers 


SSSI 


No Outside Joints 


Are Features of 


Sansealo Drains 


SANSEALO DRAINS have no equal for Efficiency and Durability. 


SEND FOR CIRCULAR. 


SS CO. Kansas City, Mo. 


Attention !! 


GET YOUR PLANS AND SKETCHES MADE AT 
PRICES WHICH ARE RIGHT 


FIRST CLASS WORK BY SANITARY EXPERTS 


Arrangements have been made 


with this magazine for your benefit to 


handle the subscribers’ work at special reduced rates, and you are referred to 
The Plumbers Trade Journal for any inquires you desire to make. 


ALTON ENGINEERING CO. 
SANITARY AND HEATING ENGINEERS 


149-151 W. 36th Street 


New York City 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning 
Looks Good Is Good 
Drawn Lead, not Cast 
“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer, 


100 Schermerhorn St. BROOKLYN, N. Y. 


2 
Fuller 


Bath Cocks sold last year 


You know the reason. 
NORTHERN BRASS MFG. CO. 


Way 


kegan, 


Stop Cocks 


Stop and 
Waste Cocks 


Ground 
Perfectly 


Send for Prices 


Cleveland 
Bronze & Brass Works, 


Cleveland, Ohio 


ah, 


PATEN T)/PEND 
zi NM 


Absolutely 
Guaranteed 


plumber to have such an active working 
device in front of his shop than an old boiler 
or pump. Write for literature to the Mur- 
dock Mfg. & Supply Co., Cincinnati, Ohio, 
mentioning THE PLUMBERS’ TRADE JOURNAL. 
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Repairing the Flush Valve an 
Easy Procedure 


One of the claims of Thos. Kelly & Bros., 
421-445 Court street, Chicago, Ill., for their 
water-closet combination pictured here is 
accessibility. The flush valve is located on 
top in easy reach and not likely to become 
broken or damaged when repairs are neces- 
sary. Positive flush, extreme simplicity and 
durability are offered in this combination. 
Everywhere they have been installed they 
have produced splendid recommendations for 
their makers and a profitable proposition 
for the plumber. Few concerns, we believe, 
offer so broad a guarantee as does Thos. 
Kelly & Bros., and that is ten years’ service 


without repairs. Kelly closets have been 
known to work as long as fifteen years with 
no expenditure. This concern is also the 
maker of the Kelly “Octopus” closet fittings, 
a specialty that saves space where a large 
installation is necessary as in public com- 
fort stations, schools and other places. Write 
for literature, mentioning THE PLUMBERS’ 
TRADE JOURNAL. 
—_——_~-o———— 


“Monitor” Wrought Iron Boilers 
Absolutely Dependable 


“Monitor” wrought iron boilers are made 
with the best engineering features incorpo- 
rated in them and are claimed by the manu- 
facturers to differ from any other make, 
either wrought or cast iron. Wrought iron 
boilers have thinner walls, more regular 
water passages and greater durability than 


cast boilers, so the makers advise us. The 
“Monitor” is modeled after a power boiler, 
contains all the popular features of this con- 
struction, in addition to those gained by 
years of actual experience in designing effi- 
cient heating apparatus. A_ special coil 
greatly assists in raising the temperature of 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


the water using the heat in the gases which 
ordinarily escapes. “Monitors” are made in 
several sizes for both steam and water, 
Write for catalogs and data to the Monitor 
Steam Generator Co., Landisville, Pa. Men- 
tion THE PLUMBERS’ TRADE JOURNAL. 
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Bath Tub Trap With Connected 


Waste and Overflow 


A combination bath waste and overflow 
with trap is shown herewith, and is the 
product of the Miller Foundry and Specialty 
Co., North Tonawanda, 
N. Yi ‘This concernsare 
the manufacturers as 
well of the well-known 
“Miller” floor drain and 
trap. In the combina- 
tion fitting shown in the 
cut it will be observed 
that the draining of the 


trap is but a _ simple 
operation as is also the 
removal of stoppage 


from the waste line. 
Every part is of heavy 
brass, nickel plated and 
of attractive appearance. 
The manufacturers claim 
the plumber who specifies 
and installs same will add to his reputation 
for high-quality work and at the same time 
take care of his clients’ interests by giving 
them the highest grade goods procurable. 
Useful and interesting facts concerning the 
line of “Miller” specialties will be found in 
the catalog of the makers. Write for copies, 
mentioning THE PLUMBERS’ TRADE JOURNAL. 
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The Ohio Brass Co. Specialists 
Valves ee 
Specializing on brass valves and fittings 
used in the heating industry, the Ohio Brass 
Co., Mansfield, Ohio, turn out a complete line 
of valves as well as a line of, steam special- 
ties. Special machinery and methods of man- 
ufacture have raised the Ohio products to an 


honored place before the trade, which is 
most enviable and bespeaks well for thé 
esteem in which they are held. Some 0! 
the “Ohio” specialties are regulating radi- 
ator lock shield, angle, globe and check anc¢ 
gate valves. The trimmings comprise wate! 
gauges, gauge cocks, ete. Why not write fo 
catalog K-J showing full line? Mention THI 
PLUMBERS’ TRADE JOURNAL in writing manu 
facturers. 
—————_»--e———— 4 


An Adjustable Sink Braga 


The sanitary bracket which is shown it 
cut herewith is the product of The Jordan ‘ 
Steel Mfg. Co., Hastings, Mich., and repre 
sents an improvement over other brackets 
so the manufactuers tell us. This combina 
tion sink and pump bracket differs in man 
respects from the cast type of bracket. Thi 
one is made of %” angle iron, supported 0 
the wall by clips which may be moved t 
find nail-holds on the studding and the bac 
of the bracket is notched out to permit th 
water pipe to pass. The sink, instead ¢ 
being bolted, can be slipped inside th 
pracket without drilling rim holes. The a¢ 
justable feature allows of sinks of differer 
widths being used, three inches movemer 
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each size bracket. The manufacturers 
im those who have installed the ‘“Sani- 
yy” brackets say they fill every require- 
nt perfectly and that they save time, are 


oe 


‘ 
. 
‘ 
. 


onger and lighter. Specify them next 
e from your jobber. Circulars will be 
t to readers of THrE PLUMBERS’ TRADE 
NAL who request same mentioning Tur 
IRNAL. 
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pe Threading an Easy Way to 
Lose Money 


Vith close figuring the plumber’s biggest 
< now is his time allowance. Pipe thread- 
unless carried on with speed and accu- 
y is one of the largest items in the “loss 


mn” of the ledger; therefore the pro- 
ssive plumbing and heating contractor 
as this detail first consideration. The 


wufacturers state that actual practice has 
ven the “Merrell” pipe cutting and thead- 


machines equal to any emergency. They 
willing to prove it to the satisfaction of 
readers of THE PLUMBERS’ TRADE JouR- 
by an unusually attractive 30-day trial 
osition. Surely this offer should receive 
attention of every interested reader. 
design and construction of the “Merrell” 
is well known among the trade, many 
which have been using these machines 
years without repairs or adjustments. 
or, hand and belt driven plants are illus- 
ed in the latest literature, which may 
iad by writing The Merrell Mfg. Co., 20 
is street, Toledo, Ohio. Kindly mention 
PLUMBERS’ TRADE JOURNAL. 


_ Soo 


Light and Strong Means of 
Packing Goods 


rrugated paper has become one of the 
essential methods of packing all kinds 
lumbing goods, from a polished closet 
_ tO a handful of washers. The Hinde 
auch Paper Co., Sandusky, Ohio, are 


alists in 
S for every purpose. 
ts have found corrugated paper packing 


the manufacture of paper 


Manufacturers and 


SSeS wood and is far less expensive. 
hed brass goods, glass and many other 
alties used by our trade are better pro- 
d, lighter in weight ana just as secure 
tampering as in the bulky crates and 
s. The time ana space saved in the use 
Orrugated boxes is no inconsiderable 

The cut herewith shows one style of 
le & Dauch box which has proven far 
' satisfactory than other materials. 


- 


Write for interesting booklet entitled “How 
to Pack It,” and mention Tom PLUMBERS 
TRADE JOURNAL in your request. 


_—_———~ oo 


Automatic Control of Hot Water, 
Steam and Hot Air Systems 


Home heating jobs, whether steam, het 
air or hot water, can be easily controllea 
under irregular atmospheric changes by th. 
application of the “Minneapo- 
lis” heater regulator. Of course 
it cannot be expected of the de- 
vice to shovel coal into the fire- 
pot of the heater, but when this 
detail has been attended to, as 
in the early morn or late at 
night, the “Minneapolis” 
ulator automatically 
draft doors, checks and dam- 
per, so that the temperature 
of the building is kept at 
any predetermined point. 
To set the pointer at 
some particular place, 
say 70 degrees, means 
that unvarying tempera- 
ture will be maintained, 
regardless of changes in 
weather conditions. All 
this is done without fur- 
ther attention after once 
set. The thermostatic device 
out of order, 


reg- 
operates 


cannot 
is simple to 
sure in its control of the heating apparatus. 


easily 


get attach and 


Heating systems operate more economically 


and with far better suecess with the “Min- 
neapolis”’ than with others, so the man- 
ufacturers tell us. The picture herewith 


shows one of the latest models, the No. 60, 
with 8-day attachment. This is said to be 
the first 8-day attachment on the market, 
has half hour strike, jeweled balance, solid 
brass case, repeater alarm and porcelain dial. 
The clock can be removed by simply press- 
ing a lever and can be used anywhere in the 


household. Write the Minneapolis Heat 
Regulator Co., Fourth avenue and 28th 
street, Minneapolis, Minn., for literature. 


Mention THe PLUMBERS’ TRADE JOURNAL. 


oO 


Putnam Boilers Provide Comfort 
and Convenience 


The slip nipple construction used in Put- 
nam boilers means easy assembling, inter- 
of parts, 


changeability little annoyance. in 


Water Heating Attachment 


handling and has many other points in its 
favor. Putnam ‘Pride of New England” 
boilers are claimed by the makers to embody 
all the best features of modern heater man- 
ufacture, have neat design with large fuel 
chamber and water circulating areas and 
are manufactured in a plant where abso- 
lutely none but first-class apparatus leaves 


faucet in the house, or at any poin 
for contamination. Automatic in o 
stored in a tank while the water re 
therefore slimy deposits and stale w 


uniform pressure. No .chance 
ion and carefully made. Air is 
s in the ground until needed— 
/of tank systems are eliminated. 
éessible. This pump is nota toy. 


ACCOMPLISHED AT LAST 


A Valve Closet Combination that will operate success- 


fully regardless of the size of 


Water Supply or Pressure. 


Large Pipes no Longer Required 


With the New 


WATROUS 


‘‘Pushmatic” Duojet 


Valve Closet 


Can be set to operate at any 
pressure from 15 pounds up, 
producing a_ positive meas- 


ured flush and refill. 


Quiet in action. Especially 
adapted for residence use as 
a substitute for the low-down 


tank closet. 


Write for further details, 


The Watrous Co. (ot inc.) 


1675 Fisher Bldg., 
Chicago, Ill. 
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Attention! 


Plumbers and Architects 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 
“Eureka Adjustable Flange”’ 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Descriptive circulars and full in- 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIRY 


formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 


Thess WGae 


HOT BLAST GAS BURNER 


(Pat. Feb. 18, 1908) 
A new departure in a Gas Burner 
for heating stoves and furnaces. 


Send for circular giving complete details 
and reasons why you should use the 
‘ ” 


“JOHN W. CHAMBERLAIN 


Sole Owner and Manufacturer 
626 Federal St. oledo, O. 


—PHOEN I X— 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


You Mr. 
Plumber and 
Mechanical 
Man why waste 
time with 
leaky pumps 
when the 
PHOENIX 
Torch is al- 
ways ready 
with a_con- 
stant and steady pressure of 2500 degrees of heat. 

If your dealer cannot supply you, a line to us 
with enclosed amount will receive our prompt 


attention. 
Decker Mfg. Co. 
251-255 Elm St. Newark, N. J. 


the inspection department. Perfect combus- 
tion, dry steam in steam apparatus, quick 
and efficient movement of water in hot water 
type, revolving triangular or shaking dump- 
ing grates, large doors and generous heat- 
ing surfaces are some of the numerous merits 
of these boilers. In the steam boiler a do- 
mestic water heating attachment is a most 
desirable improvement. The capacities in- 
clude gross ratings of 255 to 5,301 sq. ft. for 
steam and 408 to 8,164 sq. ft. for hot water. 
Write for latest catalog of valuable informa- 
tion to the Putnam Fadry. & Machine Co., 
Putnam, Conn., and mention THE PLUMBERS’ 
TRADE JOURNAL, 


——_><+ oe ———_——"_ 


S. E. T. Valves and Hydrants” 


The results of several years’ study into 
the requirements of a satisfactory eurb box 
led to the S. BE. T. Valve & Hydrant Co., 
50 Church street, New York City, introduc- 
ing the “Perfect.” Three types have been 
the evolution of the idea so gained and these 
possess some distinctive merits that can not 
be unnoticed by the trade, namely: A box 
that cannot fill with sand after the trench 
is filled in; covers which cannot be detached 
and lost permitting the box to be filled with 
debris, leaves and other rubbish; a box that 


der any strain, due to expansion or other 
causes, and the protection against breaking 
or binding the cock by careless dropping of 
a hydrant key. The telescopic adjustment 
allows for all expansion and contraction -by 
frost. Once set, the “Perfect” curb boxes 
need never be removed. Write for particu- 
lars of this modern specialty and mention 
THE PLUMBERS’ TRADE JOURNAL. 
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A New Pattern Lavatory 


The Trenton Potteries Company, Trenton, 
N. J., are introducing a new exclusive line 
of lavatories. Our readers can get a fair 
idea of their design and extent by seeing 
the company’s advertisement on pages 648 
and 649. They have thought so well of this 
new design that they secured both design 
and mechanical patents on them. 

The apron of the ‘‘Bellemeade’” pattern, 
securely holds the stop cock in exactly cen- 
tral position so that it cannot turn over un- 


which is the trade name applying to this 
type, is only two inches deep. It gives the 
lavatory a very clean cut and neat appear- 
ance, much more so than those lavatories 
with a supplementary apron underneath. 
The angle of curve on the front and back 
of lavatory is very slight, relieving what 
might otherwise be considered a severity of 
design. Concealed overflows feature each 
fixture. This prevents the bather from see- 
ing inside the overflow which, because it is 


hard to reach, often becomes soiled and dark 
with dirt. 

Outside of these undoubted advantages of 
design which alone should cause the plumbe} 
to wish to install them, The Trenton Pot- 
teries Company have additional reasons fo1 
making the ‘‘Bellemeade’”’ line so all-embrac- 
ing. They have found from past experience 
that many buildings, chief among them pri- 
vate residences, used lavatories of different 
sizes and styles in the various parts of the 
house. Now it is always desirable to have 
fixtures uniform. The makers claim that in 
the pottery business this has never been ac- 
complished until the ‘“Bellemeade” line was 
placed on the market. By using these fix- 
tures throughout a building operation the 
same general design and type of fixture maj 
be secured—whether it be a pedestal lava- 
tory for the owner’s bathroom, or a small 
18” x 20” lavatory on hangers for the serv- 
ants’ quarters. 

Consideration was taken of the variation 
in sizes necessary to accomplish all. this, 
with the result that the “Bellemeade” may 
be had in any size. 

The Trenton Potteries Company’s adver- 
tisement does not show all their styles. 
One especially attractive fixture is their 
“Bellemeade,” only 13 inches from front to 
back. Every plumber will recollect times 
when he could have used a lavatory of these 
proportions. It has a good big bowl and 
permits installation in a very narrow toilet 
room. 

The Trenton Potteries Company’s vitreous 
china has the reputation of being the very 
best made. This has placed them in the 
embarrassing position of being swamped 
with business, but as they are specializing 
on this “Bellemeade” design they should be 
able to make reasonably good deliveries on 


Approved by the Philadelphia Board of Heal 


The Improved “IXL”’ Anti-Free a‘ 


ing Low Down Combination 


% 


The “IXL” Anti-Freezing Closet can be 
installed very quickly, it is simple, not j 
complicated, nothing inside of tank but 


the standpipe; gives no trouble, is 
cheaper, infringes no patents. Canas 
much be said for others? > OS m 
THAT’S ALL 
A Few of Our Specialties 
“IXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freez- 
ing Closets, Belt or Electric Driven Ai 
Compressors, Beer Pumps, Factory or 
Mill Closets, Seat Action Closets High 


and Low Down, Pull Combinations High - 


and Low Down, Automatic Syphon Tanks 
1% to 2% Syphon, Urinal Sprays, Com- 
pound Air and Water Regulators, High 
Tank Anti-Freezing Combinations, Air 


and Water Regulators, Hopper Valves, 
(Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, 
Valve Rests, Air Chambers. 
We guarantee them in every respect. 
Send for Catalogue 


“TXL’’ Pump and Mfg. Co. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


this line. 

At any rate, every plumber should write 
for one of their “Bellemeade” hangers and 
booklet. It will be found well printed and 
attractive enough to deserve a prominent 
place in any plumbing establishment. Ad- 
dress the Trenton Potteries Company, Tren- 
ton, New Jersey, mentioning THE PLUMBERS’ 
TRADE JOURNAL. 
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“Wyco” Finish Lasting and 
Sanitary 


The closet seat shown is the product of 
Wyman & Company, Springfield, Mass., and 
was produced to meet the demands for a 
seat that is in keeping with the modern 
ideas of hygiene. This seat has been re- 
cently put on the market and is known as 
the “Wyco” aseptic seat. It was specially 
designed to meet the most exacting condi- 


Positively stop all leaks 
of steam, water, fire or oil; 
in iron, steel or corcrete. 

They are easy to apply, 
harden quickly and make 
permanent repairs; proved 
by years in use. 


New 104 page illustrated instruction 
book No. 12 free 


SMOOTH-ON 
Manufacturing Go. 
JERSEY CITY, N. - | 


231 N. Jefferson St. ———— 
CHICAGO : 


tions as to service, style and finish, and is 
covered with their finish, known as “Wyco.” 
“Wyco” was originated to meet the neces- 
sary requirements of a sanitary finish that 
would be an improvement over varnish and 
is not only sanitary but aseptic. By a unique 
process, ‘“‘Wyco” is successfully applied to 
metal, which opens up a wide field of possi- 
bilities toward an all-white bathroom that 
is not only permanent but meets all the re- 
quirements of a sanitary finish. These seats 
are put out under the usual “Wyco” guar- 
antee and should appeal to those who are 
looking for a high-grade seat. Catalogs 
will be sent upon request to readers men- 
tioning THE PLUMBERS’ TRADE JOURNAL. 


36 Sacramento St. 


SAN 
FRANCISCO 


—_—__—_—< + 0 ——___- 


“Allright” Closet Seats, 
Guaranteed not to Split 


Jobbers and plumbers who have been won- 
dering why some one couldn’t make a high- 
grade, straight grain, unbreakable closet 
seat, can now sit up and take notice. The 
“Allright” closet seat is the product of the 


8 White St. 
MOORFIELDS, 
EvG: 
LONDON 


The 


VEMBER 18T, 1912 


Radiator, Globe, Angl 
Check, Gate and Lock 


The Ohio Brass Co. 
Mansfield, Ohi 


|T WILL PAY YOU TO INVESTIGATE THE 


NCHAM SHOWER MIXER 


Maximum Comfort, Safety and Economy. 
[rite for free, illustrated descriptive booklet 
“A Good Mixer.” 


IMPERIAL BRASS MANUFACTURING COMPANY, 
24 W. Harrison St. Dept. 184 Chicago 


AND 


DELAWARE 
HUDSON CO. 


ADVANTAGES 
OF AN 
INDUSTRIAL LOCATION 

This railroad extends from the coal fields 
of Pennsylvania to connections with all 
the great railroads of Canada and the 
Eastern trunk lines; provides a fast 
freight service to the East, West, North 
and South, and parallels the upper Hud- 
son River, also the new two-thousand 
ton barge canal connecting the river with 
Lake Champlain, now being built by the 
state. An establishment located in this 
territory receives the benefit of cheap 
fuel, electric power and low freight rates, 

Its Industrial Department will aid in 
the establishment of industries, develop 
side track questions and give complete 
information. 


JRA H. SHOEMAKER 
LBANY, N. Y. INDUSTRIAL AGENT 


SS ESE 


‘OU ARE LOSING 
Y NOT USING 


Plumbers’ Contract Forms 
doz. postpaid 40 cts. 100 posipaid $2.50. 


Plumbers’ Estimate Book 
0 Complete Estimates. Postpaid $1.50 


Duplicate Order Bauks 
) order blanks and 75 duplicates in each 
book. Single book postwaid 25c. 
1 doz. books $2.46 


Discount Table (22 in. x 28 in.) 


very discount a plumber needs. Large 
Cures. Tack it on the wal! in frowt of 
ourdesk. Postpaid $1.00. 


TIME CARDS 


kinds—For Contract Work—¥eor Jol bing. 


$3.00 per 1000. 
rite us for our Special Offcr tor March 
n Time Cards. 2 


Samples Free 
Send for Tool and Publication Catalogs 
SS 


t. M. Starbuck & Sons 


HARTFORD, CT. 


G. W. Patterson Co., Greensboro, N. C., who 
tell us the construction of this specialty is 
made in accordance with ideas which are 
entirely different from the methods com- 
monly employed in the manufacture of closet 
seats. 


The unbreakable construction, which is 
very simple, can be seen in the cut here- 
with. A 3/16” galvanized, electrically 


welded, steel hoop is forced into a groove in 


the under side of the seat, while the hoop 
is hot. In cooling it contracts, thus exerting 
14 pressure which holds the seat together, A 
wooden spline is then fitted into this groove, 
yver the hoop, finished off perfectly smooth, 
is a part of the under side of the seat and 
made waterproof. The left side of cut shows 
hoop in groove, before the wooden spline is 
inserted and right side shows the finished 
surface. There are no corner joints to come 
loose and ruin the appearance of the seat, 
and no cracks or crevices anywhere for the 
reception of filth and germs. The “Allright” 
seats are carefully finished and are made in 
oval, quarter saddle and full suddle models, 
of oak or imitation mahogany or whiie 
enamel finish. Write for particulars cuver- 
ing the unconditional and unlimited guar- 
antee. Mention THE PLUMBERS’ TRADE 
JOURNAL. 
————=<8 +0 


Siphoning of McAuliffe Traps 
Claimed an Impossibility 


Although experts and others have tried to 
make McdAuliffe’s traps siphon, these have 
resisted all efforts in most unusual tests. 
The deep seal and large water body suc- 
cessfully frustrate any possibility of siphon- 
ing and for this reason McAuliffe traps have 


been widely specified and endorsed. Large 
MT 
(COMIN 
aa 
MCAULIFFE'S | 
PATENT 
operations have been equipped with MeAu- 


liffe non-siphoning traps. The perfect seal 
against sewer gas which cannot be broken 
through the removal of the contents of the 
trap by suction, has provided a reputation 
for these specialties that is most enviable. 
The United States Government selected Mc- 


Auliffe after noting the tests to which a 
number of all makes were subjected and 
this fact in itself should be sufficient for 
their universal adoption by the trade. The 
cleanout cap and drain plug in the McAu- 
liffe non-siphoning traps make easy accesi- 
bility. For more complete information write 


to the McAuliffe Non-Siphoning Trap Co., 
51-53 Pearl street, Chelsea, Mass. 
————sb + oe 
American and Niagara Water 
Meters 


The disc principle as applied to the manu- 
facture of the “American” and “New Ni- 
agara” water meters, the manufacturers tel! 
us, represents the most improved and accu- 
rate means for measuring water. The Buf- 
falo Meter Co., 290 Terrace, Buffalo, N. Y.., 
are specialists in this line, the success of 
the “American” and ‘‘New Niagara” meters 
being due to the efforts of twenty years’ 
study in perfecting water meters which are 
unsurpassed in durability, accuracy in regis- 
tering and simplicity. Vigilance and 
cision have been the main factors in manu- 
facture and have caused the adoption of 
these two popular types by many of the 
leading water corporations, cities and wate) 
works. Besides the handling of an immense 
business in these devices, the builders also 


pre- 


manufacture the “Niagara” oil meters and 
accessories. All Buffalo meters are care- 
fully assembled and tested one at a time and 
the accurate measurements have been found 
not to be impaired even after most unusual 


conditions. The flow through these meters 
is regular and _ positive. They are self- 


cleaning by flushing the water passages and 
can be taken apart and reassembled by the 
most unskilled labor. The working parts 
are of the best of their respective kinds, 
bronze, hard brass, German silver and hard 
rubber. The weight of the heavier gears ig 
supported in jeweled bearings, thus reducing 
wear to a minimum. Replacing of frost 
bursted castings is but an inexpensive and 
simple operation. Write for complete cata- 
log, which contains much 
Mention THE PLUMBERS’ TRADE JOURNAL. 
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Air-Tight Tanks for Every 


Purpose 

The ‘“Air-Tight” steel 
Air-Tight Steel Tank 
have every requisite 


tanks made by the 
Co), Pittsbureh,. Pa., 
necessary for making 


them absolutely satisfac- 
tory, whether used _ for 
air,. gas, oil or water. 
More “ Air-Tight’ pro- 
ducts in the shape of 
tanks for pneumatie 


water supply systems are 
used by the manufac- 
turers of such apparatus 
than any other make, so 


the makers tell us. ‘“Air- 
Tight” tanks are con- 
structed in practically 


one piece, all seams and 
joints being brazed, not 
riveted. This is claimed 
to produce a tank stronger 
by far than any riveted 
one. Twenty years’ de- 
velopment have given a 
reputation to these 


which 


tanks is well 


merited. Tanks bearing this firm’s guaran- 
tee have rendered continuous service for 
more than twenty years with no defects, 


either in the material or mode of manufac- 
ture. Every tank is tested and fully backed 
by the Air-Tight Steel Tank (Co. Any 
standard size may be obtained from stock 
or special tank. Send for literature and prices, 


information. |. 
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TEST BY 
SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


(PATENTED) 


The Triplex Test Apparatus 


Tests old work or new 


Endorsed by Inspectors of Plumb- 


ing, Health Departments and 
ILeading Master Plumbers. 
Mechanic’s time saved soon pays 


for apparatus. 


So simple any one can use it. 


FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn.; 
M. Glauber & Co., New York. 


| M- V. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcoeks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency- Van Buren 
Manufacturing Co. 
Sturgis, Michigan 


No. 112 Turner {ey 
COMBINATION HOT BLAST 
FURNACE Mart 


Made for gaso- 
line. Has auto- 
matic BrassPump 
in Tank. 

Has “Old Reli- 
able’’style of Bur- 
ner. Heats pair 
of soldering cop- 
persand melts pot 
of metal at the 
same time. 

Top section can 
be removed and 
the furnace used 
as a blow torch, 
Our new Non- 
Leaking Filler 
Plug is furnished 
with the No. 112. 
Consumption—one 


a 


Price $4.50 eac 
Capacity—3 quarts. 
pint per hour. 
All jobbers sell at factory prices. 
Send for catalog of the complete Turner 


line. It is yours for the asking. 


The Turner Brass Works 
SYCAMORE, ILL. 
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Always on Duty 


While You 
Sleep 


Works 


Thorovghly 
Reliable 


Most Efficient 


Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Onerated by water, 
steam or compressed air. Fully guaranteed. 


The C. M. Kemp Mfg. Co. 
BALTIMORE, MD. 
Also manufacturers of the famous Climax 


Testing Plugs, Longscrews, Ratchet Stocks 
and Plumber’s Specialties 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 
CHICAGO BOSTON ATLANTA LOS ANGELES 


HE H. Mueller Mfg. 
makers of brass goods for water, 
plumbing and gas service, have re- 
cently sent out an artistic advertising bulle- 
tin in the shape of a transparent hanger. 
This lithograph is printed in colors and 
when displayed against the light shows a 
wonderful effect, the colors blending so that 


Co., Decatur, Il., 


} in Mueller Brass 
HM ING MFG. CO. : 
the picture resembles an oil painting. The 
artist who designed this attractive ad was 


one of the most skilled in his art and this 


represents one of his ablest efforts. AS 
will be seen, the ‘“Rapidac’” fuller action, 
compression goods are illustrated in-wehree 


The plumbing trade should write for 
this splendid work. Kindly 
TRADE JOURNAL in 


types. 
duplicates of 
mention THE PLUMBERS’ 
your request. 


The John Simmons Co., 106-10 Centre 
street, New York City, in compiling their 
latest catalog have deviated from the usual 
practice and prepared a volume which aside 
from the comprehensive lists and prices on 
the various materials used by the plumbing 


ind heating, factory and mill trades, con- 
tains a section given to information on many 


diversified topics, statistics, history, tables, 
first aid to the injured, ete. About forty-five 
pages are left blank for memoranda and 
these make a handy reference supplement 


in the matter of changed prices, discon- 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


TRADE PAMPHLETS AND CATALOGS SENT 
UPON REQUEST BY MENTIONING THE 
PLUMBERS’ TRADE JOURNAL 


ichbl 


ins 
an fe fa fe | 


a a 


tinuance of old or placing on the market of 
new goods. Any of our readers may pro- 
cure copies of this catalog by asking for 
same, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 


A most complete line of high-grade 
heating boilers, radiators, accessories and 
heating apparatus is described in the Au- 
gust, 1912, issue of 
the Williamsport 


Radiator & Foundry 
Co: ihe: =a Carvarveds BOILERS& 
boilers and ‘‘Norka” r 
radiators are. so RADIATORS 
well known among 
the heating trade Van 
that it is hardly 
necessary to enu- 
merate their merits pz. | 
here. Attention is 
called to the ratings WILLIAMSPORT 
and the guarantee RADIATOR COM PANY 

F ver WILLLAMSPORT, PA, 
covering ‘‘ Wiliams- INEM YORK 
port’? products as i 
set forth in this 64- 
page book. Tieoyis 
just pocket size, handy to carry for quick 
consultation, and contains much valuable 
data. Copies of this catalog will be sent 
to every reader of THE PLUMBERS’ TRADE 
JouRNAL who asks for same, address- 


ing his letter to The Williamsport Radiator 
& Foundry Co., Williamsport, Pa. ; 99 Beek- 
man street, New York City, and 1415 Com- 
monwealth Building, Philadelphia, Pa. 


R. M. Starbuck & Sons have gotten the 
1913 edition of their catalog from the 
printers and are mailing same to the trade. 
This year’s effort is even larger and more 
comprehensive than former publications and 
contains many new tools. Seldom have we 
received a catalog so complete with illustra- 
tions and prices of almost every tool the 
plumber uses. The “Starbuck” calking irons 
are manufactured by this house exclusively. 
The reputation of these does not have to be 
exploited, for they are used in every quarter. 
Fifty-eight pages are required to show the 
full line. Among the new devices is the 
“Triplex” test apparatus, a specialty that 
has the approval of inspectors and plumbers 
for its convenience and practicability. In 
writing for the 1913 catalog address your 
inquiry to P. O. Box 754, Hartford, Conn., 
and mention THE PLUMBERS’ TRAED JOURNAL. 


The latest catalog of the Shirley Radiator 
& Foundry Co., Indianapolis, Ind., is just 
cff the press and this edition supersedes all 


previous __ issues. 

Fifty-six pages are 

given over to. the 

display and descrip- SHIRLEY 
tion of the “Shirley” 

round and square BOILERS 
sectional steam and RADIATORS 
hot water boilers, 

“Shirley” tank heat- @ 

ers and laundry 

stoves, and direct 

and indirect radia- 

tion. Specifications 


of the various spe- 
cialties and accesso- 
ries are shown to- 
gether with valu- 
able information of 
use to the contractor in figuring his installa- 
tions. The convincing arguments set forth 
in this literature should be read by every 
plumbing and heating man. Your name on 
a postal will bring this and other matter if 
you mention THE PLUMBERS’ TRADE JOURNAL- 


Swupiey RaoiaTor & FOUNDRY 
COMPANY 


INDIANAPOUNS, 


THAT’S 

the — 

ORIGINAL 
Hartman 
Ingot 
Metal Co. 


2511-2513 W. 2ist St, 
Chicago, Ill. 


LA WLESS FORCE PUMP 


Clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N.J. 


PLUMBERS’ TOOL BAGS 


Made of heavy russe 
grain leather, hot wa 
locked stitched, im 
possible to rip. Du 
able and convenien 
Shoulder Strap and Pa 
Our Catalog? 


EXCELSIOR BAG & MFC 
CO., Troy, N. Y. 


chines make good any- 

where. 

Keystone Artesian Drill Co, 
Beaver Falls, Pa. 


Send for circular. 
J. H. GRIFFIN 
506 W. 26th St.. New York City 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
wo 


986-1016 Metropolitan Ave. 
Send for Catalogue. BROOKLYN, N.Y. 


Second Edition Just off the Press! 


Heating hy Steam and Water 


A Practical Treatise on House Heating 
By Chas. B. Thompson 

Illustrates and de- 
scribes improve 
methods of installing 
§ heating apparatus 1n 
the home; short and 
accurate rules fot 
computing radiation, 
heat losses, etc. 
graphic charts show- 
ing boiler, power an 
coal consumption; 
accurate data cons- 
isting of charts, illus- 
trations and descrip- 
tions of how best _to 
< heat water for baths, 
S smimming pools, etc. 
268 Original Drawings 


Price $3.00 


Plumbers’ Trade Journal Pub, Co. 
45 W. 34th St., NEW YORK cITY 


UE 
Uy 
Ny Ys 
MM MMM 


VILLA 


N 
N 
N 
is 
N 
N 
N 
N 
N 
N 
N 
N 
iN 
N 
N 
. 
. 
IN 


WASSCUUIOELULEENIUTIUTESLSLINSLUSUOTSITSLSEUEOTs 


esgueronsencseresetsen 
YLI_ 


MM 


LEB 


‘OVEMBER 18T, 1912 


I 


MCT TC UCT 


Ms 


3 


SCHUREMAN PATENTED 
SEAT OPERATING FIXTURES, 
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INEXPENSIVE LUXURIES 


ARCHITECT—I haven't paid a cent for re- 
pairs On my machine in all the ten months 
I’ve had it. 

ENGINEER—So the man 
pairs told me. 

sd 00 


A DIFFICULTY 
“T cannot sing the old songs,” 
The sad soubrette protested. 
“And if I sing some of the new 
I fear I’ll be arrested.” 


\ 
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The highest pinnacle 
in closet manufacture 
has been attained by the 


SCHUREMAN 
Patented Seat 


Operating Fixtures 


Known to the 
Trade as the 


“Challenger” 


They are different 
from all other makes. 

These fixtures are the 
kind that you can sell 
easily. Your customer 
appreciates their merits. 

Mr. Plumber, they 
hold a good profit for 
you. Remember the 
name 


“Challenger’’ 
Seat Operating Fixtures 


who did the re- 


Toe 0+ 6 
WHERE HE WAS 


“Where is your father?” asked the man in 
a black overcoat. 

“Lemme see if I can remember,” said the 
boy with his mouth full of candy. “If you’re 
the man to collect the interest on the mort- 
gage, he’s gone to town and don’t know when 
he’ll be back. If you’re a Democrat or a 
Republican .or a Bull Moose, he’ll be home 
all day Sunday; and if you’re the man that 
owes him for a bushel of potatoes, he’s right 
around there in the woodshed.” 


r 


in, LUMBERDOM 


tet 
ILD By THE PLUMBER-CARTOONIST 
pz 


to settle down to the daily srind, this 

beautiful, crisp morning. Throughout 
the entire group of offices occupied by THE 
PLUMBERS’ TRADE JOURNAL there floats an 
atmosphere of unrest. Half of the editorial 
staff is at this very moment vainly tapping 
intellectual foreheads with ink-stained fore- 
for the usual free flow of snappy, 
ideas. The only forthcoming results 


| is indeed a misfortune to be compelled 


Mr. Jobber, you can 
buy this hardware and 
assemble your own seat 


fingers 
pithy 


are vast quantities of impatient sighs. So, 
action outfits fromstand- dear reader, if by any chance you should 
find anything dry or uninteresting within 
ardtanks, bowlsandseats, the covers of this issue, please assimilate 


it with charitable forebearance, The request 
is reasonable. HANK was married last night. 


No Springs, Cup-Leathers 


or Packing Boxes No longer is he to be at the head of 
matchmaking mammas’ lists of eligibles. 
Here are the specifications for our No. Ambitious papas need send him no more 


44 Combination: 


Plain Oak Solid Bent Low- 
Down Tank, Piano Finish, 
Copper Lined, with Trim: 
mings for seat Operating, 
with Offset or elbow Closet 
Connection. Can furnish 
Round CornerTank if wanted. 


Detail description fur- 
ished on application. 


Send for Catalogue 
and Prices, 


cigars and invitations to dinner. The famous 
social puzzle is at last solved, HANK has 
clinched his choice. A marriage license, a 
minister, a wedding ring, a few low voiced 
“T do’s” did the work. 

Of course it is foolish 
HANK will be very happy. He always did 
hate work. Our sincere congratulations 
were warmly showered upon the blushing 
couple as they scrambled into the waiting 
cab amid showers of rice and shoes. It was 
enthusiastic to the extreme, that send-off. 
The office boys were detailed to gather to- 
gether all the old shoes available, and from 
the number and appearance of the collec- 
tion, they must have scoured the entire 
lower East Side. If HANK and his bride 
do not have a long life of first quality good 
luck, then it will not be owing to lack of 
shoe throwing. 

Not only was HANK peppered with the 
leather missiles but the surrounding on- 
lookers received very numerous bruises as 


to feel bad, as 


Findeisen & Kropf Mfg. 
2100S. Rockwell Street 
Chicago, Ill. 
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CuRaKes 
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JUST A PLAIN FELLOW 


PLUMBER—You have inherited a lot of 
money; why don’t you settle my bill? 

EXLECTRICIAN—My dear man, I wouldn't 
have it said for anything that my newly ac- 
quired wealth caused any departure 
my simple habits. 


from 


—> +3 —— 
THE INFLUENCE OF ASSOCIATION 


“Associations exert great influence o) 
character,” said the brass salesman. 

“Yes,” replied the china drummer, “but wi 
shouldn’t carry the idea too far. There’s ni 
chance in the world that a flea is going t« 
turn out to be a rabbit dog.” 


—__— +0 > 
GREAT SECRECY NEEDED 


“What are you doing with that mask and 
those gum shoes; surely you are not going 
in for burglary?” 

“Sh!” responded the wealthy politician 


plumber. “I am trying to slip a contribu- 
tion into a candidate’s campaign fund with- 


out his knowing anything about it.” 


took a hand 


stenographe 


girls from the offices 
in the throwing. The chief 
threw a number eleven at some fresh young 
fellow in the crowd who tried to the 
bride, and she hit HANK, who was back of 
her, in the mouth. That was the only 
tory among the feminine portion of the well- 
wishers. 

Of course the health of the happy couple 
was drunk with great and fitting ceremony, 
and a fine lunch of liverwurst and ice-cream 
cones was enjoyed by all. HANK was not 
a bit nervous; in fact, his 


TF DE GUY RUN OUTOF WAITING 
PAPER Could HE VSE DE 
STATIONERY 


TuBS * 
YouRS Tray 


kiss 


Vic- 


self-possession 


was remarked by all present. When the 
minister who tied the knot arrived on the 
scene, HANK admitted him, and mistook 


him, from his garb, for a Physician. When 
the reverend upon arrival told HANK that 
he had come to attend to the nuptials, HANK 
indignantly exclaimed: “You are in wrong, 
Doc. I’m O. K., and me goil is O. K., too, 
outside of a couple of corns.” 

Well, we will hand our thanks to Brother 


Well, we will hand our’ thanks to 
Brother W. S. Ray of Shelbyville, Ind., 
attack of wit, and which we take great 


pleasure in producing herewith. 
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GREENWOOD MFG. Co. 
Plumbers’ Grey tron Patented Specialties 
CLEVELAND PLACE, DETROIT, MICH. 


PERKES 
FORCE PUMP 


Patents March 1898; June 1901 


Estate of CHARLES PERKES 
Manufacturers and Jobbers of 


PLUMBERS SUPPLIES 


Gas Drip and Service Cleaning 
Pumps, Proving Pumps and Mer- 
cury Gauges, Beer and Air Pumps, 
Air and Water Regulators, Beer 
and Air Cocks,Faucets, Beer Bungs 
and Tubes, Tile Gutter Strainers, 
Block Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia, Pa. 
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BALL COCK CUPS 
BIBB WASHERS 


Packings of Every Description 
For the Plumbing Trade 


HYDRANT LEATHERS 


Send for Sample and Prices 
If your jobber cannot supply you, 
e WE WILL. 


Auburn Leather Goods Co. 
Auburn, N. Y. 


The HOTTEST Blast in the 
QUICKEST. Time From 


G. Barthel’s Famous 


Kerosene Furnace 


Gasoline. Kerosene and Al- 
cohol Blow Torches. with G. 
Barthel’s name on same 
Means the best in_ blow 
torches. You, Mr. Dealer, 
should carry them. 


Globe Gas Light Co. 


Distributors 
21-27 Union Street 


Style A Plumbers” Boston, Mass. 


Roberts Water Filters 


The filter 
with a re- 
putation. 
It does its 
work and 
pleases the 
customer. 
No come- 
backs. 
When you 
have a job 
requiring 
a filter of 
any size, 
remember 
the name 
ROBERTS 
and write 


Roberts Filter Mfg.Co. 
DARBY, PHILADELPHIA, PA. 
Louis Wheelwright & Bro. 

Sales Agents 


Flatiron Bldg. New York 


THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


15 Broad St., New York 


Ver 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
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Among the Plumbers and 
Gas Fitters 


G?~9G6 F496 F299 


A. A. Nicol, 7 E. 18th street, Kansas City, 
Mo., had no word of complaint. 

A. O. Powell, Muskegee, Okla., was a busy 
man. Owen is popular among the boys in 
Muskegee. 

The Murdock Plumbing Co., 
street, Cincinnati, Ohio, are very busy 
a number of private dwellings. 

Our old friend Harry Le Gassick, 
Perry street, Denver, Colo., reports 
times were never better. 

A. J. Davis of Johnson & Davis, 427 15th 
street, Denver, Colo., was one of the happy 
delegates that attended the Convention. 

Paetz & Klotz, 250 Virginia avenue, In- 
dianapolis, Ind. make _ repair work a 
specialty and have an extensive business 
in the brewery line. 

J. C. Dunn Co., 958 North Illinois street, 
Indianapolis, Ind., have been located there 
since 1853, and Mr. Dunn reports that busi- 
ness is still on the increase. 

Harry Feldkamp, 708 Linn .street, Cin- 
cinnati, Ohio, reports that business was 
never better, having some overhauling and 
alteration contracts on hand. 

J. P. Pellenz, 931 18th street, Denver, 
Colo., is one of the oldest master plumbers 
in the United States, and, as the saying 
goes, his hat is still in the ring. 

Cook Bros., 233 Virginia avenue, Indian- 
apolis, Ind., besides their plumbing and 
heating business, make a specialty of auto- 
matie sprinkler systems for fire protection. 

Cc. B. Roads, 419 Market street, Logans- 
port, Ind., is very busy placing a number 
of pneumatic water supply systems and 
acetylene lighting plants in the surrounding 
suburbs. 

Talk about investments! Ask G. H. 
Rickes, Jr., 874 Virginia avenue, Indianapo- 
lis, Ind., what is a good buy and he will 
tell you invest in Indianapolis realty the 
way he has. ‘Ho Boy!” 

Jos. V. Hirsch of Brusman & Hirsch, 609 
Washington street, Dayton, Ohio, is president 
of the Master Plumbers’ Association. Be- 
sides his other numerous business connec- 
tions, he always finds time to be on the job 
every meeting night. 


343 W. 4th 
with 


3273 
that 


engaged in the plumbing 
at Topeka, Kansas. He 
East 4th street. Mr. 
plumbing business two 
His business then was 
& Heat- 


Tom Heery 
business recently, 
is located at 302 
Heery was in the 
years ago in Topeka. 
known as the Cooperative Plumbing 
ing Company. 

Haller & Zehnder, 1103 E. Broadway, 
Louisville, Ky., have been awarded the con- 
tract for the plumbing for the dwelling of 
John Schwartz, in Barringer Sub-Division ; 
they are also finishing the extensive plumb- 
ing in the meter house of the Louisville 
Water Co., and are busy with numerous other 
contracts for remodeling and alterations. 
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New Shops and Business 
Changes 


6 PF ~.9G6 F<9G6 PS ID<)D 


BE. L. Kavanaugh, 610 Virginia avenue, 
Indianapolis, Ind., has succeeded to the busi- 
ness of White & Kavanaugh and reports 
business as very good. 


A. G. Griffey of Shelbyville, Ind., has 
moved into new and larger quarters at 7, 
9 and 11 West Jackson street. He was for- 
merly located at 14 West Broadway. 


David Main of Main & Flett, will carry on 
the business formerly conducted by that con- 
cern, since Mr. Flett’s retirement. Mr. Main 
is now in entire charge and has one of the 
most attractive shops in Winnipeg, Mani- 
toba. 


A new plumbing and heating concern has 
started at Madisonville, Ky., under the name 
of Madisonville Plumbing Co., John Brien 
is the manager, and he reports prospects 
as bright. Catalogs, discounts and circular 
matter are desired of the trade. 


Augusta, Wisconsin, has a new plumbing 
firm. Frederick & Hart, plumbers and heat- 
ing contractors have started in business in 
that place. They have several jobs to keep 
them busy for some time, the largest one 
being the installing of the plumbing and 
heating systems in the Bank Building. 


Thompson & Co. have recently established 
themselves in the plumbing and _ heating 
business at 598 Central avenue, Brooklyn, 
N. Y. They are at present erecting the 
heating and plumbing systems for Dr. 
Bunker’s palatial residence, now in course 
of construction at Hollis, Long Island. 


Thos. C. Luebben has taken charge of the 
plumbing and heating departments of the 
Olmstead-Stevenson Co., Dillon, Montana. 
So far success has met every effort and a 
prosperous business has resulted. Mr. 
Luebben desires to receive catalogs and 
other circular matter with price lists from 
the trade. 


Stafford Bros. is the title of a new firm 
recently engaged in business at 208 Reid 
street, Elizabeth, N. J. The members of the 
firm are W. A. and Chas. A. Stafford, both 
well-known members of the craft in their 
city. New quarters will be remoyed to in 
a short time at 947 Hast Grand street, where 
these hustlers have secured an up-to-date 
show-room and office. They wish trade lit- 
erature and price lists. 

The Western Specialty Company of Kan- 
sas City, Mo., have moved into their new 
building at 1222 Lydia street. The buildings. 
which has just been completed, is 50 x 150. 
It is one story and basement, but so ar- 
ranged that two additional stories can be 
built to it when their business still further 
increases. This firm were formerly located 
on E. 12th street, but their present quarters 
are ten times as large as the building they 
formerly occupied. This firm, of which 
Harry Ross is president and J. B. Stewart 
is secretary, have been in the specialty busi- 
ness for the past five years. 


1,032,761. RUBBER - PACKED PIPE - 
COUPLING. Frep A. MILLER, Bradford, 
Pa., assignor to S. R. Dresser Manufac- 
turing Company, Bradford, Pa., a Corpo- 
ration of Pennsylvania. Filed. Aug. 3, 
1911. Serial No. 642,206. (Cl. 137—28.) 

1,032,837. SELF-HEATING SOLDERING- 
IRON. Roy Merte Jert, Greenville, Ill. 
Filed Dec. 16, 1911. Serial No. 666,136. 
(Cl. 158—27.) 

1,033,100. BALL-COCK FOR 
TANKS. WILLIAM A. HENN, 
Ind. Filed May 4, 1910. 

. 559,350. (Cl. 137 

1,032,718. PROCESS OF MANUFACTUR- 
ING CLAMPING- RAILS FOR, PIPE - 
COUPLINGS. Grorce Henry WHITE, Oil 
City, Pa., assignor to S. R. Dresser Manu- 
facturing Company, Bradford, Pa., a Cor- 
poration of Pennsylvania. Filed June 7, 


FLUSH - 
Evansville, 
Serial No. 


1910. Serial No. 565,596. (Cl. 29—148.) 
1,032,625. SEWER-PIPE-BEND MACHINE. 


| [I Late Patents Issued to Our Trade 


Rosert Lee RicKMAN, Vancouver, British 


Columbia, Canada. Filed June 9, 1910. 
Serial No. 566,075. (Cl. 25—87.) 

1,032,871. WRENCH. CHARLES A. BAN- 
crort, Norfolk, Va. Filed Nov. 25, 1911. 
Serial No. 662,375. (Cl. 81—62.) 


1,032,897. RASP. Loyp B. HAMILTON, Cen- 
terville, Iowa. Filed Mar. 20, 1911. Seria! 
No. 615,616. (Cl. 29—78.) 

1,032,727. ELECTRIC GAS-IGNITER FOR 
HOT-WATER CIRCULATING SYSTEMS 


GRAFTON W. APPLER, Lyons, N. Y. Filed 


June 21, 1911. Serial No. 634,468. (Cl. 
126—351.) 

1,032,410. DRILL-PRESS. Max HImorr. 
New York, N. Y. Filed July 8, 1911. Se- 
vial No. 637,498. (Cl. 77—24.) 

1,032,650. HACKSAW. GerorGE J. BLUM, 


assignor to Armstrong-Blum 
Chicago, lh, ‘a 
Filed Dec. 14, 
29—73.) 


Chicago, I11., 
Manufacturing Company, 
Corporation of Illinois. 
1908. Serial No. 467,341... (Cl. 


OURS DO! 


. DO YOURS? 
o your custo 
boost for you? The 
should if you please. 
them. It’s human 
nature. They do 
boost for : 

GILT EDGE ‘ 
Dealers and they 
willfor you. Each 
sale means more ad- 
vertising— advertis- 
ing of the highest 
kind: the kind you’ 
can't buy--the re- 
commendation of a 
pleased user. : 
This is the GILT 
EDGE way. Try it 
tbis year. Get our 
catalogue and ae 
position. 


R. J. Schwab & Sons Co, 
289 Clinton ee - - Milwaukee, Wis 


NO. 1 TIP TOP 
WENT GAP 


Patent applied for 
Is uniqu ? in construction, easy in 
adjustmeny and a sticker when 
rightly placed. 3 
For Sale by your Jobber 


Miller Foundry & Specialty Co. 


No. Tonawanda, N. Y. 


BOSTON 


ADJUSTABLE 


BRACKETS 


For sinks and trays 
Send for price list 
JOSEPH H. YOUNG CO., 
Boston, Mass. 
Full line of Plumbers’ Supplies 


THE KELLY 
WATER-CLOSET 


(With accessible valve over top ot 
earthenware) 


Will Satisfy Your 
Customers’ Every 
posi 


It is absolute and efficient inaction, 
tis a water-saver. 
It will prove a money-maker for you. 
Every closet guaranteed for ten years 
and will work from 15 to 20 years — 
y out repairs. 
Few concerns can co conscien: - 
tiously make a claim like this 
Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT — 
CHICAGO 


Galvanized Iron 
Refrigerator Drain Traps 


Two sizes, 8 and 10 inch 3 
Threaded 1% inch iron pipe opening 


GUNDRY 60. Kar any, 


T } 
ene OR DRA iy iy 


Pipe Hangers, Drum Traps, Ete. 


Write for prices 


RIVERSIDE FOUNDRY CO. 


Kalamazoo, Mich. 


Published Semi-monthly at 45 W. 34th St., New York : 
ork, N. Y. New York, November ) ey 1912 By The Plumbers’ Trade Journal Publishing Company 


Fine Office and Ware- 
house of the C. A. Allbe 
Plumbing Co., Spring- 
field, Mass. 


Also a Portion of the 
Showroom Showing Ex- 
cellent. Display of Sani- 
tary Fixtures 
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T the time the big Penn- 
sylvania Station was con- 
structed in New York City, 
the idea was conceived to 
use the immense amount of 

space above the yard and tracks between 
Highth and Ninth avenues for the loca- 
tion of a future express building and a 
brand new  postoffice. The  postoffice 
which is now being constructed as a re- 
sult of this idea is shown in the half- 
tone illustration herewith and its design 
was selected from a number of competi- 
tive drawings submitted by various archi- 
tects, of which McKim, Meade & White 
of New York City were the lucky win- 
ners, their design being patterned largely 
to match up with the Pennsylvania Sta- 
tion, which the postoffice building faces 
directly across Highth avenue. 

This location is particularly well 
adapted for the handling of mail, as all 
trains pass directly under the building 
and discharge and receive their mail 
from the mail platforms on a level with 
ear floors. 

The plumbing work of this fine struc- 
ture is being installed by Wells and 
Newton of New York City, and may be 
readily appreciated from the following 
outline description. 

All piping in sewer connections out- 
side the building below grade is of the 
best quality extra heavy cast iron pipe, 


EIGHTH AV. WSN 


. - 


my atl 


© Ge (kj a 


Sk 


. . 


Z - "12" HOUSE 
60 SEWER aaaauee 


.*)* RETAINING WALL 


Fic. 1—Connection to Sewer and Main Drain Piping in the New York City Post Office 
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K WS 
and all fittings are of corresponding 
quality and weight, coated with as- 
phaltum applied hot. 

All other soil, waste, vent, leader and 
drainage piping is of the best quality 
galvanized wrought iron or mild steel 
screw jointed pipe of standard weight 
and thickness, the ends of all pipes being 
reamed out to the full size of the bore. 
The fittings and traps are standard gal- 
vanized cast iron, recessed, screw jointed 
drainage fittings, long radius fittings be- 
ing used wherever space and other con- 
ditions permit. 

All joints between cast iron pipe and 
between wrought iron and cast iron pipe 
are made with picked oakum gaskets 
and pig lead, being run at one pouring 
and calked solid flush with the hub. The 
ends of wrought iron pipe when jointed 
to cast iron pipe have a ring or part of 
a coupling screwed on to form a spigot. 
All screwed joints are made up with red 
lead and boiled linseed oil or other simi- 
lar compound. 

Cleanout fittings on straight runs of 
pipe are of extra heavy cast iron with 
gaskets, cover plates and wing nuts or 
bolts, and a tee fitting (with heavy cast 
brass screw jointed cleanout plug) is 
placed at the bottom in each vertical 
soil line in an easily accessible location. 
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Plumbing in the New United States 
Postoffice Building, New York City 
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Similar cleanout plugs are placed at 
the base of all interior leaders which 
connect to the drainage system. The 
cleanout plugs are in all cases of the 
same size as the pipe in which they are 
placed. Where pipes are run in chases 
in plastered rooms extension pieces are 
placed in the tees to bring the plugs flush 
with the plaster line, and where clean- 
outs are located back of marble work, 
they are set with the face of plug flush 
with face of marble. 

Spun brass covers, convexed to receive 
the head of cleanout plug, polished and 
nickel plated, are securely screwed to 
marble work to cover openings in same 
where cleanout occurs. 

Running traps with cast brass screw 
jointed countersunk or recessed cleanout 
plugs are placed on all leader lines and 
house sewers. The fresh air intakes on 
the sewer lines are finished with ap- 
proved fresh air grating of brass at the 
sidewalk or other terminating points. 

Horizontal runs of iron pipe are firmly 
secured in place with wrought or malle- 
able iron pipe hangers and supports, 
spaced at a maximum of not over ten 
feet apart. All vertical soil, waste, vent 
and leader pipes are supported by being 


6" FROM 
PUMPS TO TANKS 


eS a c= 
I2"DRAIN ‘4 BLOWOFF 
SUCTION TANK 
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3"WASTE FROMFILTERS 


Seat ft tier 
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hung from the walls or at each 
beams by clamps or collars of wre 
or malleable iron. 1g 
collars are all proportioned to the weigh! 
of the pipes supported and are paintec 


are thickly packed with hair-fel 
Portland cement. ‘ 

The pipes passing through the 
slate, marble, inspection gallerie 
other partitions, floors, or ceilings, hav 
on each side firmly secured cast &s 
cutcheons of brass, highly polished, ant 
heavily nickel plated for brass pipes 
and of cast iron nickel plated or bronz 
for iron pipes. Where pipes are run it 
groups, special escutcheons haye bee! 
designed and used. — 


LL waste pipes exposed in avato 
ries, toilets or carried um ler til 
or cement floors or coming in cor 


and threads. Wherever such pipe 1s 
posed iron piping (except that which ’ 
covered) was thoroughly clean 4 an 
primed and given one coat of aluminw 
bronze or one coat of shellac and tw 
coats of lead and linseed oil paint, 
desired. —_ 
All piping which is covered W 
cleaned and painted one coat and all pil 
covering was painted two coats of fi 
proof paint, the brass bands being I 
moved while being painted and replac' 


_ afterwards. 


Connections with the street sewers @ 
made at five separate points, and a blo 
off connection is made with one of ¢| 
house sewers outside of the building It 
to which point is carried one line of 
inch galvanized wrought iron pipe. - (s 
Fig. 1.) i 
The sizes of the individual soil, was 
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“Haas” Frost Proof Closet 


BUILT FOR SERVICE AND SATISFACTION 
AND GIVES IT 


Ten years of Satisfactory Service have established 
the reputation of the ‘Haas’ beyond dispute. 


weg 


Pioneer of No Pit Closets. 
Substantial. 
Sanitary. 


Easy to Install. 


Serves every purpose that 
a Frost Proof Closet 
should serve. 


For sale by leading job- 
bers. 


Information for the asking. 


PHILIP HAAS CO., Mfrs. 
Dayton, Chio 


ai 


A 
s Hosa 
AN : 


GI! BOO 


We are making ourselves heard 
this fall and winter in this very 
Strong list of publications. 


It is a National 
Campaign 


that will reach nine-tenths of the 
intelligent, thinking, reading public 
Trout the house.” Time and alarth both 8 days : ~ 4 Se —people who are interested in home 
Py IN EAPOLIS” “ improvements and consequently 

EAT REGULATOR 


home comforts. You asa dealer will 
res readily appreciate this selling force 
and preparation on your part will 
secure for you a satisfying share of 
the certain results. Write us for 
folders, window cards, sample board 
proposition and get in close touch 
with our selling organization. 


MINMEAR OtIs 5 
HEAT REGULATOR Co. 
Factory and Executive Offices: 


Minneapolis, Minnesota 
218 E. Washington St.. Syracuse 144 High St., Boston 


srtermine smc 


[o] 


It’s Not Only Compression Work 
It’s MUELLER Compression Work 


That makes all the difference in the world. The 
MUELLER is an assurance of high grade metal and 
manship supported by our 


UNCONDITIONAL GUARANTEE 


When the job calls for Compression Work be sure that 
It gives you no 
trouble when installing—it gives your patron no trouble in 
We test it under 200 pounds hydraulic pressure. 


its MUELLER Compression Work. 
service. 


NOTE—Ask us about 
RAPIDAC—our 
rapid acting compres- 
sion work. 


Works and General Offices 
DECATUR, ILL., U.S.A. 
West Cerro Gordo St 


work- 


“There’s Lasting Class 
in Mueller Brass”’ 


H. MUELLER MFC. CO. 


name 


Eastern Division 
NEW YORK,N.Y., U.S.A, 
254 Canal St.. Cor. Lafayette 
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TEST BY 
SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


(PATENTED) 


The Triplex Test Apparatus 


Tests old work or new 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and 
Leading Master Plumbers. 
Mechanic’s time saved soon pays 
for apparatus. 
So simple any one can use it. 

FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 


Starbuck & Son, Hartford, Conn.; 
M. Glauber & Co., New York. 


this trap, It has been inhun- 
dreds of public tests and has 
never been siphoned. It is the 


McAuliffe 


See the deep seal 
and very large 
water body? See 
the way itis made? 
There you have 
the reasons. 


‘ , 
WEAULIFFE’S Send for particu- 


PATENT 


McAuliffe Non-Siphoning Trap Co. 
51-53 Pearl St. Chelsea, Mass. 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue. BROOKLYN,N. Y. 
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drain and vent connections are as fol- 
lows:— 


Waste Vent 
Water-closets ...... 4% Dieie 
Slopusimks eres oan ‘ae 
Other sinks ....... ae a Deeks 
ininalsw etna mOlc iam 2 Wa 
For one lavatory... 114” 1%” 
For two lavatories. 2 ” 2 aee 
Bath atulbsircrcmeeser 2 1%” 


All changes in direction on the stacks 
are made with proper fittings; skewed 


FIRST FLOOR 


CONDENSER 


HOT WATER 
BOILER 


CHECK 
= 


brass pipe begins. Escutcheons on sup- 
ply pipes to water-closets rest on top of 
controlling valves. 

From the curb cock a line of 4” extra 
heavy wrought-iron galvanized pipe is 
continued back to inside of building, at 
which point are located on each line two 
double-seat valves and a 4” by-pass with 
lock valves ready for a water meter. 
From this point, the pipe is extended 
connecting water filters and suction tank, 
with a valved by-pass around the filters, 


S5"C.wW FROM 
HOUSE TANK 
5"H.W. TO 
SUPERATTIC 


INSPECTION 
GALLERY 


BASEMENT 


Fic. 2—Hot Water Supply Apparatus and Main Connections in the New York City 
Post Office 


joints and bowed pipes being strictly 
prohibited. All horizontal runs are made 
with a grade of not less than 44” per foot. 

Traps to all fixtures are back vented 
into vertical vent risers which are run 
well above the fixtures and arranged so 


as not to interfere with the water sup-- 


ply or marble work. 

Where the soil, waste and vent pipes 
pass through the roof, they are flashed 
with 6-pound lead, turned into a hub of 
the pipe, well calked to same, with allow- 
ance for expansion and contraction and 
made permanently water-tight. 

All roof leaders are finished at the top 
with heavy brass ferrules with threaded 
ends ready for connection with the roof- 
ing work. 

HE water supply system is fur- 
ah nished under tank pressure. The 

fire lines, pump supply lines, cold, 
hot and circulating lines of water pipes 
are of extra strong galvanized wrought 
iron or mild steel screw jointed pipe 
with beaded, heavy malleable iron gal- 
vanized fittings, ends of all pipes being 
reamed out to the full size of the bore. 
Ground face, all brass unions are placed 
in the runs of hot and cold water pipes 
at frequent intervals to give ready access 
for repairs. 

The water supply pipes exposed in 
lavatories, toilets, etc., or carried under 
tile or cement floors and coming in con- 
tact with the cement are of seamless 
drawn brass tubing of iron pipe size and 
where exposed are nickel plated. All 
branches running to the fixtures on both 
hot and cold water pipes have 10” air 
chamber extensions. Where hot and cold 
water pipes are run close to each other, 
the minimum distance between the two 
is 6” and the hot water pipes are run 
parallel with the cold water piping 
wherever possible. 

Both hot and cold water drops are 
drained by 34” valved branches which are 
connected into a 1%4” galvanized wrought 
iron pipe run on the basement ceiling 
and emptying into a slop sink. 

A neat brass, nickel plated escutcheon, 
held in place by a set screw or spring 
clip, is used at polnts where exposed 
galvanized water pipes end and exposed 


and an approved balance ball cock at the 
suction tank. 

The suction tank installed is of 2,500 
gallons capacity, constructed of 1%” steel 
plate, 
stiffeners and supports on both the in- 
side and outside. Drain cocks are placed 
at bottom of the tank, and all holes are 
bored of required sizes and provided with 
iron flanges for the pipes. This tank is 
placed at sufficient height to waste to 
sewer, and has an iron cover with slid- 
ing door 2’-0” square and 2” curb. ‘The 
ironwork of the tank, both inside and 
outside, received one coat of asphaltum 
paint. 

ATER filters are provided con- 
W sisting of two double cylinder 

cross-connected water filter units 
with by-passes, washout, waste and sup- 
ply connections. Each cylinder of each 
filter is used as an independent filter. 
The supply connection to each filter and 
controlling valves are so arranged that 
any one cylinder can be cut out of use 
or the whole filter plant cut out and by- 
passed, and the waste from the filters is 


4° 50IL 


riveted together with requisite © 


2°VENT 


bolted together forming, as a whole, a 
vertical cylinder casing, mounted upon a 
heavy stand or support. Each cylinder 
of each filter unit is equipped with a 
single controlling valve which is oper- 
ated by a single lever moving over the 
plane of a registered dial. 

This valve is so arranged that by a 
movement of its single lever, each cylin- 
der of each filter unit can be by-passed, 
or the action of each filter unit can be 
reversed for washing the filter bed, or 
(after the filter bed has been washed) 
the first filtered water may be allowed 
to waste, or to rewash the bed and per- 
mit the settlement of the filtering mate- 
rial in its proper place ready for service 
use. The object of this multiple 
valve is that by one movement of 
gle lever, the direction of the water 
rent, as well as the action of each fil r 
unit, can be plainly indicated so as to 
show at all times. is 

The inlet connection to each cross- 
connected unit is 5” and the inlet and 
outlet connections of each cylinder of 
each filter unit are 4” iron pipe, the 
waste water connection being of 3” 
iron pipe. 

A distributor in the shape of a bafile, 
or breaker, is provided within the top 
head and bottom head superimposed over 
the water inlet at the top and bottom of 
each vertical cylinder casing, so as to 
properly distribute the water over the 
entire area of each filter bed as it enters 
the cylinder of each filter unit from 
either the filtering or washing direction. 

Each cylinder of each filter unit is 
also provided with a multiple system of 
strainers or copper diaphragms, extend- 
ing across and over the entire area ot 
each filter chamber and bed, between 
cast iron plates and skeleton grates or 
grills, bolted together with brass rod 
studs, and placed between the two lower 
sections of each vertical cylinder casing. 
Each strainer is of different mesh so as 
to thoroughly break up and distribute 
the currents of water in their discharge 
through the filtering chambers and m nate: 
rials, and the combined mesh of all the 
strainers is sufficiently fine to prevent 
any of the filtering material from pass- 
ing out of the filter bed in the filtering 
direction. 

Each filter unit is provided with a ‘con 
fining plate, or premey screen for the 
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Fig. 3—Plan of Toilets and Drain and Vent Piping in the New York 
Post Office 


run and discharged into a line which is 
connected to the drainage system. Each 
cylinder of each filter unit is composed 
of sections in order to provide conveni- 
ence in delivery, handling and construc- 
tion and are so arranged that they can 
be conveniently taken apart for repairs 
and for removing and replacing filtering 
material. These sections are securely 


purpose of preventing the filtering mate- 
rial from washing out of the cylinder 
along with the wash water into the waste 
line when agitating the filter bed during 
the washing process, as well as to pre 
vent coarser impurities and larger part! 
cles from getting into and becoming part 
of the filter bed. 

In the inlet and outlet pipes of cach 
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Look into this Tank Proposition 


Satisfy yourself as to the value of the tank you have to sell and you will find it an easy 
matter to satisfy your customer. The cut will give you the inside information about the 


U .copPper 
Panite TANK 


This entire tank is made of 24 oz. pure Lake Copper, acid-and-alkali-proof on the inside 
and shimmering white on the outside. The internal mechanism is all brass. 


The ball cock is elevated 

and easy to get at. It is 
constructed in such manner ........ 
as to reduce the noise with- 

out interfering with the free 

flow of the water. 


Note how high the water 
rises in this tank before 
flushing 


The rubber ballis reinforced 

from top to bottom and 
around the outside. It is 
attached to the pull wire by 
a spudclamped in position 
by a brass collar. 


And how low it is after the 
lever is turned. 


The bottom of the tank is depressed to 
make perfect bearings for the castings. 
This prevents the fixtures from turning 
around while being connected up. 


Our trade mark is on the inside of every lid. This means that the 
largest factory in the world devoted exclusively to the manu- 
facture of tanks and seats is behind you with its guarantee. 


Ask your jobber for additional information 


THE PFAU MANUFACTURING CO. 


CINCINNATI, OHIO 
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THAT’S 
the 
ORIGINAL 


Hartman 
Ingot 
Metal Co. 


2511-2513 W. 21st St. 
Chicago, Ill. 


| M.- V. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Balicocks , Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency- Van Buren 
Manufacturing Co. 
Sturgis, Michigan 


The ‘‘NO-SOL”’ 


Solderless Copper Float.s 
Made to Last _‘ The only Real Float Made 


Always Gives Satisfaction 


RUeBER 


ava, 
‘oe 


5 in, round 4x5 in. oval 


The secret of our success with the “NO-SOL 
Float is the little rubber washer that is use 
in the seam, without this no float would be 
tight, and the longer the rubber washer is in 
contact with the copper the more tight it gets 
as the rubber vulcanizes to both sides of the 
float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time. Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. Allwe ask is that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number offloats shipped each day 
2,500. Wecan ship more, send us your order 
and find out. Beware of Infringements, 


Manufactured by 


The Ayling & Reichert. Co. 
Toledo, Ohio 


No. 112 Turner 
COMBINATION 
FURNACE 


qnaby 
HOT BLAST, 
Maré 


Made for gaso- 

line, _Has auto- 
matic BrassPump 
in Tank. 
Has ‘‘Old Reli- 
able’’style of Bur- 
ner. Heats pair 
of soldering cop- 
persand melts pot 
of metal at the 
same time. 

Top section can 
be removed and 
the furnace used 
as a blow torch. 
Our new Non- 
Leaking Filler 
Plug is furnished 


$4.50 each 
Capacity—3 quarts. 
pint per hour. 
All jobbers sell at factory prices. 
Send for catalog of the complete Turner 


with the No. 112. 
Consumption—one 


line. It is yours for the asking. 


The Turner Brass Works 
SYCAMORE, ILL. 
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filter unit are 14” lever pattern, ground 
key cocks for drawing samples of filtered 
and unfiltered water. For observing the 
character of the filtered water and wash 
water, the filter plant is also provided 
with test sight glasses, inserted in the 
line of the waste pipes at convenient 
locations, and protected by galvanized 
iron cages (so arranged as to permit the 
glass to be readily cleansed) and have 
valved washout and drainout connections 
for convenient service. The test glass is 


t+ 
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Fic. 4—Sectional View of Urinal in New 
York Post Office 


for the purpose of keeping the washing 
current constantly under the eye of the 
attendant during the cleansing process 
and prevents the unnecessary waste of 
water, as well as the time of the 
attendant. ; 

There is also provided means for wash- 
ing the filter beds with filtered water, 
and if required for sterilizing them with 
live steam. There is likewise arranged 
(with valved connections so that the 
coagulating feeding can be cut out of 
service if desired) a system of automatic- 
ally feeding coagulants to the water, in- 
cluding an indicating device for gauging 
the amount to be fed. 

Between each pump and the suction 
tank is run a separate valved connection 
with a brass strainer at the tank end. 
From the discharge of the house pumps 
is continued a line of 6” pipe which ex- 
tends up to the pipe shaft to the super- 
attic, with separate connections and a 
balanced ball cock and gate valve at each 
of the four tanks. On the rising lines 
at the pumps is placed a gate and check, 
also a valved drain line. Each pump is 
also separately valved to the riser. 


HE pumps installed have silent 
Ap chain drives and are absolutely 

noiseless, when in operation. They 
each have a capacity of 10,000 gallons 
per hour raised at an elevation of 110 
feet above pump, when running with a 
speed of 22 revolutions per minute of 
crank shaft with a 15 horsepower motor. 
These pumps are of the single-action 
triplex plunger type, running at 475 
revolutions per minute, fitted with raw- 
hide pinion and cast iron bedplate (of 
proper size for supporting both the pump 
and the motor), which is fitted with a 
raised rim suitable for catching the 
pump and motor drip. On each pump is 
placed a controller and a motor starter, 
set on slate switchboard, wired and cross 
connected by knife switches so as to 
operate either pump, and at the tanks is 
located an enclosed type tank switch 
with all necessary wiring and iron con- 
duit back to pumps. 
The house tanks, of which there are 


uw 


four in number, are each 12’-0” by 207-0 
by 5-0” high and are made of %” steel 
plates riveted together, with the requi- 
site stiffeners and bracing on inside and 
outside, being built quite similar to the 
suction tank. Under each tank is placed 
a drip pan of 14” thick steel plate with 
a projection of 10” out from tank and 
with ends turned up 5” on all sides. 
Each tank has an iron cover secured to 
the tank by clips and bolts, in which is 
placed a sliding door 2’-0” square with a 
2” curb. These tanks are painted the 
same as described for the suction tank. 
The waste and overflow pipes are 4”; 
drip pan waste, 2”, and both are con- 
nected with a leader pipe. 


The waste and overflow from the suc-— 


tion tank and pump drip line is 3”, and 
discharge into the sewer with gate valve 
and running trap on each line. A 2” 
valved waste pipe is also carried from 
the service heater and hot water drum 
and connected with the drainage system. 

At the bottom of. each tank in the 
superattic is a valved line of pipe of 
ample capacity which is run to a point 
near pumps in basement and there con- 
nected with four 81%” dial altitude 
gauges, encased in polished brass frames, 
each dial registering the water height in 
tank. 

From the house tanks are carried 
valved trunk lines with valved branch 
lines to supply all fixtures so requiring 
with cold water. A by-pass with gate 
lock valve is placed on the trunk lines 
to be used when the tanks are emptied 
for cleaning. 

Cold water branch supplies which are 
taken from the main lines to lavatory 
rooms and toilet rooms and which have 
three or less fixtures are 144” in diame- 
ter; where more than eight fixtures, 314” 
in diameter, the sizes of these pipes be- 
ing based on the number of water-closets 
and urinals, and not including the lava- 
tories. From the house tank is dropped 
a valved line of 5” pipe to the hot water 
service heater, from which are taken a 
3” valved supply to the hot water gene- 


Fig. 5—Type of Wall Outlet Closet Used 
in the New York Post Office 
rators, a 2” to vacuum cleaning and 114” 
to air washers, all of which are located 

in the basement. 

The short branches from the cold water 
service, which are extended to each fix- 
ture, are of the following sizes: Water- 
closet flush valve, 114”; urinal flush 


valve, 1”; slop and other sinks, 4”; lava-. 


tories, 1%”, and bath tubs, 4”. 
In the area over the Pennsylvania 
Railroad tracks and located at various 


other points are set a total of six bronze 
key sill cocks with drain valve and 
drain branch carried inside of building 
at convenient points. From the house 
tank is carried a valved 1” pipe to the 
west wall of attic ceiling where it sepa- 
rates into two %” branch lines which 
are continued to within three feet of the 
driveway floor level. At each point there 
are placed additional sill cocks similar to 
those already described. The pipe below 
the mezzanine floor ceiling is run in the 
wall exposed with an air cock attached 
to the line near the tank. 

On completion of the entire water ser- 
vice systems both hot and cold were 
tested to 150 pounds pressure per square 
inch. 


HE hot water circulating system is 
AB supplied by cold water from the 

house tanks as previously men- 
tioned and is arranged so that at each 
fixture hot water will flow immediately 
upon the opening of the faucet. P 

From a 5” flange connection to the hot 
water service heater is run a 5” line 
(with a by-pass around hot water drum), 
which is extended along the basement 
ceiling up the pipe shaft to superattic, 
where it branches off with two 314’ 
valved trunk lines of ample capacity tc 
supply all of the fixtures requiring hot 
water service. Where one fixture is usec 
sizes of supply branches are as follows: 
Slop and. other sinks, %4”; lavatories 
%”, and bath tubs, %”—and where ther 
are more than one and less than four 
all connections are 34”, and in the case 
where seven fixtures are supplied, th 
branches are 114”. 

‘On the hot water return circulatioi 
line is erected one electrically driver 
centrifugal pump of sufficient capacity 
all working parts are of bronzed meta 
and operated automatically by an af 
proved device to overcome the frictio. 
head. 

The heating surface consists of straigh 
seamless drawn pure copper tubes teste 
to 1,000 pounds hydrostatic pressure b¢ 
fore being installed in the heater. Thes 
tubes are tightly expanded in the tub 
sheets of cast iron, which are cast a 
part of the shell. Both the shell an 
water boxes of the heater are of the bes 
quality close-grained cast iron. 

Above the service heater and hun 
from the ceiling beams is a hot wate 
drum of 500 gallons capacity, which 
circular in form, about three feet i 
diameter, with dome ends and rivete 
longitudinal seams. It is made of mil 
wrought iron boiler plate galvanized an 
tested to 200 pounds per square inc! 
It is provided with a manhole, lid, an 
bridge, with mud hole at bottom, D. 
passed as previously mentioned, and © 
provided with a thermometer set i 
nickel-plated standards. Above the dru! 
is placed a 2” safety valve and relief pil 
discharging into the suction tank. (5S 
Fig. 2.) 

Fire standpipes are placed in positio 
near the stairs and pipe shafts at tl 
four’ corners of the building. They 2! 
of 6” in diameter on the east side | 
the building and of 4” at the west sic 
with outlets left on each floor, includin 
the superattic. 

From each standpipe in the basemeé! 
are taken off Siamese branch lines ' 
the face of the building of the san 
diameter as the standpipe with che 
valves on each line, and also a valvé 
drain line. Hach of these four lines § 


ay 
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the face of the building is provided with 
Siamese solid bronze standard hose con- 
nections. Each fire line is connected 
with the house tanks through a check 
and straightway valves. 

At each outlet on the standpipe where 
the different connections are placed is 
attached a 214” brass, nickel-plated, hose 
fire valve and a nickel-plated hose rack 
of the type which allows the hose to hang 
in vertical loops. The hose supply is 
150 feet of 214” linen hose, which will 
stand a working pressure of 400 pounds 
per square inch. This is coupled to the 
fire valve and has nickel-plated regula- 
tion hose coupled with fire nozzle com- 
plete. 

A 6” valved connection with a check 
is left at the bottom of each standpipe 
in the basement to provide a connection 
for high pressure service at this point. 
Besides this there are also two 4” stand- 
pipes with valves and hose for fire pro- 
tection, in basement, and on first floor 
on the westerly side of the building. 

LL valves used are heavy, all brass, 
A angle valves and are labeled with 
wheel handled, gate valves or 

a brass tag with stamped designation and 
number neatly attached. Nickel-plated 
valves have nickel-plated tags. This does 
not apply, of course, to the valves imme- 


Fic. 6—Typical Lavatory Connections in 

New York Post Office 
diately at fixtures. Each group of fix- 
tures has an individual controlling valve 
with emptying pipe, and each flush valve 
and every single fixture has an individual 
controlling valve close to fixture. The 
check valves are heavy brass lifting 
checks. 

Water service valves 214” and under 
are brass gate, renewable disk valves; 
3” valves and over are iron body, bronze 
mounted, outside screw and yoke, gate 
valves with renewable disks. All valves 
are of similar size as the pipes they con- 
trol and capable of standing the same 
pressure test as the pipes on which they 
are placed. 

On completion the fire lines were tested 
to a pressure of 300 pounds per square 
inch at the highest point of the system. 

Covering is applied to all hot water 
pipes throughout the building except the 
brass nickel-plated piping exposed in 
toilet rooms; also to all cold water pipes 
except those run in superattic and the 
nickel-plated piping exposed in toilet 
_ rooms; also all exposed fire lines except 
those in the superattic. This covering 
was not applied until after testing, at 
which time the piping, valves, and fit- 
tings were covered with first-class, ap- 
proved, non-conducting, molded, sectional 
removable, granulated cork covering for 
cold water pipes and fire lines, and sec- 
tional covering consisting of laminations 
of cellular asbestos felt, built up to a 


_ 


‘ried down to 1” below the finished floors. 


thickness of not less than 1” with the 
cells running circumferentially with the 
pipes and their returns. Cork covering 
has all the joints cemented and all parts 
of covering painted with one coat of 
rubber paint. Covering throughout for 
hot and cold water pipes is jacketed with 
8-ounce canvas, neatly sewed on in a 
workmanlike manner, and molded with 
solid brass bands 34” wide. Molded sec- 
tional removable covering or plastic ma- 
terial is used for the valves and fittings. 

All the drain lines for sewer connec- 
tions, traps and fittings and two water 
connections which are exposed over the 
Pennsylvania Railroad tracks and on all 
leaders and soil lines from level of 
driveway to mezzanine floor are covered 
first with a layer of tar paper, over 
which is wrapped two layers (water 
pipes having three layers) of 2” thick 
hair felt. Over this is placed a layer of 
rosin-sized paper and the whole is 
jacketed with 8-ounce canvas sewed on 
and banded. All this canvas covering 
was given two coats of approved fire- 
proof paint. 

The hot water drum and service heater 
are covered with asbestos magnesia 114” 
thick, placed over galvanized wire mesh, 
with 1” air space between heater and 
wire; then the entire outside surface, 
except openings, was jacketed with 10- 
ounce canvas, neatly sewed on and given 
two coats of fire-proof paint. 

HE toilet rooms above the first 
qr story, including the vestibules or 

anterooms leading to same, are 
wainscoted in C. F. Italian marble to the 
height of 7-0”. In the small toilets hav- 
ing no water-closet compartments, the 
wainscot is carried only 57-0” high. A 
plan of a typical toilet is shown in Fig. 3. 

The partitions inclosing all water- 
closet compartments are of C. F. Italian 
marble, the sides being 114” stock, 6’-2” 
high, and the fronts of 214” stock, 
grooved to receive the sides. The fronts 
are carried on nickel-plated brass pipe 
standards 10” high, and the back ends 
of the partitions are received in brass 
box members bolted to the wainscot. The 
partitions are capped by a 3” by 2” cap, 
grooved to receive the partitions, and the 
fronts are carried across over all the 
doors. 

All water-closets and slop sinks are 
set upon 1%,” thick countersunk floor 
slabs 20” square. These slabs are of C. F. 
Italian marble, except where granolithic 
floors are used, where they are composed 
of black slate. See Fig. 4. 

The urinals have 4” thick floor slabs 
or safes of C. F. Italian marble, counter- 
sunk and drained. The partitions are 
of marble to match the safes, the inside 
partitions being of 1” stock and carried 
down to 1” below the top of the safes, 
and the end partitions of 114” stock car- 


The intermediate partitions are cut out 
at the bottom and the top corners of all 
urinal partitions are rounded. The uri- 
nal partitions above the first story are 
5/-6” high, except in a few cases. The 
lining of the urinal compartments is of 
marble to match the partitions and is 
carried up to the height of the wainscot 
in every case. See Fig. 5. 

The fixtures installed in this building 
are Mott’s and the following briefly de- 
scribes the various styles:— 

208 “Adrian” syphon jet wall out- 
let water-closets with “Boston” vent 
(ground) No. 9% brass wall flange; 
“Sanitor’ water-proof seats with nickel- 
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New Ones 


“VULCAN” 


CHAIN PIPE VISES 


The No. 1 or smallest size you will wish to take to 
dinner with you; so handy and so small you won't leave it 
out of your sight. Capacity compared there’s nothing 
like it! You can’t break ’em in service! 

When you're on big runs the No. 4 size with capa- 
city from 3-4 to 8 inch pipe will be your trouble chaser. 
Other Tools with like capacity cost much more, are double 
the weight and lack both the strength and utility of a 


“Vulcan.” Now made in 3 sizes. 


Try-out from your dealer if you wish; money back if dissatisfied 


J. H. WILLIAMS & CO. 
Superior Drop Forgings 
NO. 75 RICHARDS ST., BROOKLYN, N. Y. 


Thomas Devlin Mfg. Co. 


Office—Third and Lehigh Aves. Philadelphia, Pa. 
Works—Burlington, N. J., U. S. A. 


design, quality of Material and Finish. 


696 


Master Plumbers: 


You are cordially 
invited to bring your prospec- 
tive customers to our show- 
rooms and have them look over 
the complete 


Og, » 
JOSICO 
line. Every kind of fixture is 
demonstrated from the simp- 
lest designs to the most artistic 


sanitary productions on the 
market today. 


The services of our corps 
of salesmen are at your dis- 
posal at all times and every aid 
will be given you to land your 
CUSTORIGE 


Feel perfectly free to use 
our showrooms and sales force 
in selling your customer. 


econ 


Co-operation with the master 
plumber and quality goods are 
the secret of the success of 


JOHN SIMMONS CO. 


Main Office 
110 CENTRE ST. 


Warehouse 
BUSH TERMINAL 


Showrooms 
48 EAST 41st ST. 


plated No. 6 hinges; rough brass 144” 
gate valve; 108 “Hampton” syphon 
vented urinals; rough brass 1” “Presto” 
valve with push button through 1” wall 
and 1” stop valve; 2 “La Salle” 657-6” 
imperial porcelain class “A” bath tubs, 
with “Plaza” supply and waste fittings, 
concealed waste bell supply with china 
handles and escutcheons; 150 “Veritas” 
27” x 22” vitreous lavatories with 8” 
backs; nickel-plated self-closing faucets 
with china name plates (see Fig. 
6), and nickel-plated supply pipes; 
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T is doubtful if every one owning 
or running a business of any kind 
understands the great protection 
realized from the installation of 
an automatic sprinkler system and 

the actual saving in many cases result- 
ing from the reduction of insurance rates 
on buildings so equipped. Probably the 
greatest advantage of the automatic 
sprinkler system lies in the fact that in 
modern business in case of a large fire 
the greatest loss results, not from actual 
fire loss which may be made good by the 
insurance companies, but from the time 
a firm has to lose in getting back into 
running condition again during which 
they fall down on deliveries, get orders 
mixed, etc., etc. all of which operates 
to disgust their customers and help their 
competitors. 

This loss is not computable, cannot be 
insured and can only be eliminated by 
proper fire protection such as is fur- 
nished by the automatic sprinkler. The 
sprinkler never sleeps, never neglects its 
duty and is always on the job ready to 
squelch every blaze in its first stages 
before any great damage is done. 

After all. these advantages comes the 
fact that insurance companies are so 
heavily in favor of them that they cut 
their rates sometimes over 90% and gen- 
erally between 40% and 70% so that the 
saving thus afforded not only pays the 
interest on the necessary investment to 
install the sprinklers but in actual cases 
has been known to pay the entire cost in 
eighteen months (average cases requir- 
ing only a few years) after which they 
really become money makers, giving your 
protection for nothing and furnishing 
you with the same amount of insurance 
at a rate one-half to one-tenth of the 
former cost. 

In order to receive all the foregoing 
penefits, however, it is necessary for the 
buildings equipped with sprinklers to be 
piped in certain ways and water supplied 
from certain sources according to the 
rules and regulations, not of the plumb- 
ing code, but of the fire insurance com- 
panies who are most interested in this 
matter. ' 

In the rules which will be given later, 
those of the Associated Factory Mutual 
Fire Insurance Company have been taken 
as typical of how the sprinklers should 
be installed, but other companies may 
have slight modifications and the wise 
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7 “Valencia” vitreous corner lavatories, 
24” x 24”, with 6”-backs; nickel-plated 
self-closing faucets with china name 
plates; 34 “Richmond” imperial porcelain 
class “A” slop sinks, 22” x 22” x 12”. 
nickel-plated %4” combination compres. 
sion faucets with china index handles; 
2 “Utility” galvanized iron roll-rim wash 
sinks, galvanized iron standards, and 
six (6) %” nickel-plated brass faucets 
for hot and cold water; 208 nickel-platea 
brass robe hooks with 1” expansion bolts; 
and 208 nickel-plated brass paper holders. 


ot 


owner and piping man will do well to 
consult with them before commencing 
actual work. 


O the unknowing, the initial outlay 

for a sprinkler installation some- 

times looks quite expensive, - for, 
seeing only the heads, pipes, etc., of the 
equipment, they forget the highly de- 
veloped engineering work, the careful 
planning and scientific thought which is 
behind each equipment and which has 
developed the system to its present state 
of perfection. 

More than thirty years ago it was first 
installed and during the years which 
have intervened it has proved its worth 
by successful operation in over 15,000 
fires. An average loss of approximately 
$260.00 per reported fire is an argument 
incapable of contradiction of the sys- 
tem’s efficacy as a fire fighter and loss 
preventer. . 

The fundamental idea on which auto- 
matic sprinklers were designed, was to 
attack the fire in its beginning by auto- 
matically drenching the small blaze from 
which all fires must start and before this 
blaze reached serious proportions. The 
sprinkler heads are near the ceiling, and 
the heat from the smallest fire naturally 
ascends until it melts the fusible solder 
of the head, thus releasing the water, 
which falls directly upon the blaze below. 

No sprinkler will open unless the 
temperature in its immediate vicinity 
reaches the fusing point of its solder, 
and it is therefore obvious that only the 
heads in the immediate vicinity of the 
fire are released. 

In regard to the water supply, it may 
be said that a riser or supply pipe ex 
tending from the bottom to the top of the 
building to be protected, is fed usually 
from any two of the following sources— 
(a) reservoir pressure from either pub- 
lic or private mains, (b) elevated gravity 
tank, (c) air-pressure tank, and (4) 
underwriters’ fire pump. 

In some cases this duplicate supply 8 
obtained by connecting with public water 
mains on two different streets, or with 
the high and low-pressure service, when 
these are obtainable. 

The supply pipe by means of its tank, 
pump or water-main connection, carries 
water which is always under pressure 
Connected with this large pipe are lines 
of smaller pipe running near the ceiling 
in all parts of the building, which are 8¢ 
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raded in size that the various heads 
ill discharge water under sufficient 
ressure to properly take care of the 
rea (80 to 100 square feet) which they 
ay cover. This question of pressure is 
f very great importance, and might be, 
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HEN the water is released by the 
opening of the valve, it shoots 
out in a solid stream driven by 
the full pressure behind it. This stream 
strikes a deflector at the top of the 


sprinkler head, which sends it in a 


ELEVATION OF AUTOMATIC SPRINKLER SYSTEM. 


SUPPLY—Of] 


1G. 1—Elevation of Automatic Sprinkler System Showing Supply, Risers and Branches Used in 
Ordinary Installations 


| fact, more important than the volume. 
xperience has demonstrated that a 
ngle sprinkler, operating under strong 
ressure, Will put out a fire much more 
lickly and effectively than if the water 
ressure were weak, even though the 
ipply might be ample. 
To each of the smaller lines of pipe, 
1d usually from eight to ten feet apart, 
‘e attached the sprinkler heads. These 
sually have the opening turned towards 
ie ceiling, but in some cases they point 
ywnward. In the type we shall take 
r example they are constructed with a 
lftightening valve seated in a flexible 
aphragm, which under ordinary condi- 
ons prevailing holds the water in the 
pes in check. Above, and resting on 
is valve, is a strut of three pieces, held 
gether by a fusible solder which melts 
a low temperature, usually 155 degrees 
threnheit. (This fusing temperature 
arbitrary, and can be made to fit any 
ticular need.) When a fire starts, the 
ated gases naturally rise towards the 
iling, and the sprinkler heads are 
erefore in the most advantageous place 
receive the full effects of the heat 
hich melts the fusible solder. 
This strut is so  con- 
ructed in relation to the 
ve and flexible dia- 
iragm that it does not 
eld at all until the whole 
rut fails, thus allowing all 
the solder to melt before 
€ water can get at it to 
iden and re-set it. When 
€ solder on the strut be- 
ns to melt, the flexible 
aphragm, without loosen- 
= itself, bends upwards 
d follows the valve. This 
ange in the position ot 
€ diaphragm does not al- 
w the water in the pipes 
leak out, and by the time 
€ diaphragm, practically 
rking on its own axis, 
S f£ompletely changed its 


Tve, the strut has entirely Fic. 2—Plan of Piping Showing Location of Sprinkler Heads in Fire Protection Systems as Generally 


llapsed and opened the jet. 

The valve, through the construction 
the flexible diaphragm, really tightens 
len the solder begins to melt, and 
Ys tightly in its place until the whole 
‘ut collapses and the sprlinkler operates. 
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ceaseless shower upon the fire beneath. 
There is, of course, a chance that fire 
may start between floors, but here again 
the head is equal to the emergency, as a 
part of the water which hits the deflector 
is thrown up against the ceiling before 
it falls to the floor. By this method the 
area covered by one~ sprinkler head, 
above, below and on all sides, is deluged 
by a veritable shower of pressure-driven 
rain. 

The next sprinkler takes care of its 
allotted territory in the same way, and, 
as only the sprinkler heads in the imme- 
diate vicinity of the fire operate, the 
water damage is reduced to an absolute 
minimum. By means of a shut-off valve, 
the water can be stopped, of course, at 
any time desired. The water distribu- 
tion is therefore such that any place in 
a sprinkler-equipped building where a 
fire sends the temperature to the point 
at which the sprinkler head is designed 
to operate is certain to be drenched 
automatically. 

In buildings which are unheated, the 
water in a wet-pipe system would freeze 
in winteg and thus defeat the working 
of the system. To obviate this difficulty, 
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Installed 


there is what is known as the dry-pipe 
system of automatic fire protection. The 
layout of the pipes, supplies, heads, etc., 
for the dry-pipe system is practically the 
same as for the wet-pipe system, the 


great point of difference being in the 
installation of a dry-pipe valve between 
the outside source of water supply and 
the equipment within the building. This 
valve is called the dry-pipe and alarm 
valve, and is designed to hold the water 
back of any point where it 
might freeze. 

In this system the pipes 
inside the building, instead 
of being filled with water, 
are filled with air under 
a moderate pressure. This 
air keeps the valve closed 
under ordinary conditions, 
but when fire occurs the 
sprinkler head operates 
just as in the wet-pipe 
system. The opening of a 
sprinkler head allows the 
compressed air in the pipes 
to escape, releasing the air 
pressure on the dry-pipe 
valve. This valve then opens, 
letting the water flow into 
the system. From this point 


on, the working of the 
equipment is exactly the 
same as in the wet-pipe 


system, the fire thus being checked in a 
very early stage, although not so in- 
stantly as with the wet-pipe layout. 

Fig. 1 is a sectional view of a typical 
three-story building equipped with au- 
tomatic sprinklers. The underground 
supply is extended into the building from 
yard supply as shown. A post indicator 
gate yalve (P. I. V.) is placed in the 
supply for control of the sprinkler sys- 
tem in the building. At the point where 
the supply enters the building, the main 
rising supply pipe or riser is located. 
This pipe is placed as close to the wall 
as possible—offsets being used to follow 
the surface of the wall, as shown in Fig. 
6. From this riser are taken the feeds 
to the mains which supply the lines, as 
indicated. In the second story an over- 
head main is run across the building to 
supply the sprinklers on the opposite 
side of the roof peak. This is necessary, 
to avoid installation of lines beneath the 
roof which would not properly drain back. 

In Fig. 2 is a plan view of a sprinkler 
system. The cross-sectioned outside lines 
indicate the walls of the building, while 
the double lines running across represent 
the timbers which support the floors. 


To protect the portion of ceiling between 

the beams, a line of piping (indicated by 

single line) is placed in each bay; and the 

sprinklers are placed as shown in Fig. 2. 
(To be continued) 


Your Customer Wants 
Maximum Comfort 
AND 
Minimum Cost 


You can guarantee him this if you 
sell him a 


Lawson Gas 


Water Heater 


Our catalog H-11 will tell you the 


complete story. Don’t overlook 


this money-maker. 
Write for Catalog Today 
aan adalat emai ne Tee 


Lawson Manufacturing Company 
Homestead, Penn. 


Reduce the 
Gas Bill 


to a minimum by installing a 


BEILMAN-SEAMANS’ 


IMPROVED AUTOMATIC 
WATER HEATER 


WITH 
Automatic Pilot Burner 


Supplying 
HOT 
Water 


at all times, 
day or 
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Easy to install 
and regulate— 
, with no coils to 
clog up. 


Prices on Request 
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HE writer, some time ago, had 
occasion to look over a job of 
hot water heating in a large 
hospital building under in- 
structions to copy the heating 

system for another building erected from 
the same plans. The architect desired 
the same general system of piping, copy- 
ing that of the original building as 
nearly as possible. 

The building consisted of two large 
wings, six stories, in height, connected 
by a central portion. The wings were 
higher by several feet than the central 
part. Hach wing was heated by an 
overhead main, with falling circulation, 
and had both feed and return risers. 
The feed and return branches connected 
at bottom of radiators. One expansion 
tank supplied the entire building. A 
short branch main supplied risers in the 
central portion of the building and 3” 
air pipes were run from each main and 
connected at atmosphere relief pipe above 
the tank. 

A fitter looking over a job with which 
he is unfamiliar usually starts at the 
boiler-room; as the boilers are the source 
of heat, and a great deal depends upon 
the form of boiler connection. Getting 
the layout in mind, he next sizes up the 
mains, flow and return, following them 
to the ends and noting the different 
connections. 

Sometimes a good boiler is “given a 
knock,” or condemned, because of poor 
results obtained in heating a building 
for which it is rated. The practice 
of the writer (and others having to do 
with steam and hot water heating) 
is to make sure of plenty of boiler sur- 
face or heating capacity. In fact, most 
boiler manufacturers’ agents or salesmen 
advocate the use of a boiler somewhat 
larger in rating than the total amount 
of radiation. 

This would be all very well if boiler 
heating surfaces were universally figured 
according to a common standard. 

However, good heating boilers are nu- 
merous nowadays. Not at all like it used 


to be. Competition accounts for this con- 
dition. House heating is nearly an exact 
science. It would be very interesting to 


have a photograph of an old-time fitter 
or heating contractor listening to a 
proposition requiring a temperature of 
70° not only in zero weather but all 
through the heating season, covering 
“eool” as well as cold weather. It is a 
comparatively simple proposition today 
to regulate temperature and radiation so 
that an approximately even temperature 
may be obtained. 

One concern particularly have opened 
the eyes of the heating trade, by the al- 
most absolute control of temperature 
obtained through their thermostatic tem- 
perature regulator. They are educating 
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Fig. 1—A. Incorrect Main Flow Connections; B. The Remedy for the Same Job; 
C. Another Suggestion in Place of That Shown in A; D. A Good 


Connection and One Much Used 
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Fig. 2—Friction in Return Pipe and the Connections at Boiler. 
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the trade—as well as the general public— 
in an effective manner which renders a 
good word from any individual un- 
necessary. : 
Another system may be applied so as 
to control independently every unit of 
radiation meaning every separate radi- 
ator or coil, direct or indirect. The 
controlling apparatus is necessarily more 
elaborate than where one single thermo- 
stat controls the entire building or the 
entire heating apparatus for a building. 
Still it is simple enough to understand 
and operate and is producing good results 
in some of the largest and best heating 
systems in America. Automatie tempera- 
ture controlling apparatus simplifies: the 
problem of furnishing a certain defined 
temperature. ; 
Hee as many buildings are 
without a system of temperature 
control, other than the regulation 
of the fire, it is more difficult, in fact, 
almost impossible, to hold a building to 
a certain temperature regardless of the 
fluctuations of the outside temperature. 
In proportioning or balancing radiation 
so as to furnish an equal amount of heat 
in the different rooms of a building, the 


-old rule of thumb system of figuring 


heating surface according to cubical area 
or contents has become obsolete. Nowa- 
days, in addition to cubical area, other 
factors to be considered are exposed wall 
surface, exposed glass surface, and the 
direction of the prevailing winds in 
winter. This, of course, presupposes 
that the form of building construction 
has been considered. 

An air space between outside walls and 
plaster renders it easier to heat and re- 
tain heat in a room than it would be were 
the plaster directly applied to the out- 
side wall. An outside wall of brick plas- 
tered on the inside of the brick will be 
susceptible to dampness and frost and 
will absorb considerable heat from the 
interior or inside of the building. If 
wooden strips are fastened on the in- 
side of the walls and lathing, wooden or 
metallic, applied and plastered over, the 
room will be much warmer than it would 
be if the heat came directly into con 
tact with the bare wall. The same ap 
plies to a built-in air space formed of 
brick, tiling or other material forming 
an air space between the inside surface 
of the room and the inside of the outside 
wall. A “dead” or confined air space is 
an excellent insulator of heat or cold and 
renders it easier to maintain heat in 
rooms thus protected. 

In the job alluded to at the start of 
this article, Fig. 1 at A shows the feed 
main connections to the boilers. A 
glance will show that this job was handi 
capped, right at the start, by imped 
ments to the circulation in the form 0! 
bull-headed tees. Each had two connec: 
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Williamsport Radiator 


Company 
WILLIAMSPORT, PENNA. 


99 Beekman Street 
NEW YORK CITY 


1415 Commonwealth Bldg. 
PHILADELPHIA, PENNA. 


tions into main. The arrows, indicating 
direction of the flow, show two streams 
from each boiler flowing in opposite di- 
rections and colliding or bucking against 
each other where ‘they meet directly 
above each boiler. Leaving those tees, 
they meet again at the central tee lead- 
ing into the main. Those tees cause a 
serious disturbance in the natural flow, 
and may be termed unnecessary points of 
excessive friction. 

Luckily it was an “overhead main” 
system, the falling circulation being a 
great aid in overcoming the impediment 
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always covers a wide range. Poor, slow, 
or sluggish circulation applies to the 
inefficient kind. Fair circulation is the 
middle stage with some units of radia- 
tion hot, some warm, and others cooler 
still. Good or perfect circulation means 
a generous distribution and strong cir- 
culation of hot water to every part of 
the system. The latter requirement is 
the most essential as well as the most 
desirable. Obviously the flow follows the 
line of least resistance. It naturally 
follows that the straighter and more di- 
rect the line of flow, the more rapid will 
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to the flow. The overhead system circu- 
lates better than a system with both feed 
and return mains in the cellar, even if 
both are piped according to the most 
approved methods governing both sys- 
tems. This is principally due to the fact 
that the water, after it leaves the main 
feed riser, is all flowing in one general 
direction—downwards—until it returns 
to the boilers, going up in one riser and 
down in all the rest. Also, the return 
water, being cooler than the feed water, 
is heavier and in falling to the boiler 
displaces the warmest water, which is 
lightest, and sends it circulating through 
the system. 

The term “circulation,” which is ap- 
plied to “gravity” or open tank systems, 


Fic. 3—Riser Connections Showing Proper and Improper Methods Frequently Found. 
Preference Should Be Given to C amd D 


be the circulation. Friction points where 
two streams flowing in opposite direc- 
tions meet (as shown at A, Fig. 1) cause 
an obstruction which seriously interferes 
with or impedes the flow. If conditions 
render it imperative to run the main 
connections as shown, the use of twin 
ells in place of tees, as shown at B, helps 
instead of retards the flow. This was 
proven in the circulation of the second 
building. 

Where two boilers are connected to- 
gether it is advisable to install gate 
valves in both feed and return pipes. 
Thus, in mild or moderate weater one 
boiler may be run at a time, or both 


alternately. Also in case of accident or 
emergency necessitating repairs to either 
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These and _our one hundred or more othe> styles 
and sizes of Floor Drains should interest you. Our 
new ‘illustrated. catalogue DEHN'’S SANI-ARY 
SAFE GUARDS No. 16 contains many new and 
improved fixtures. Write today forfull infor. xation. 


Compound Injector & Specialty Co. 
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Do you want a Valve that 
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Heating System? 
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The Davis Valve will 
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Do away with the drinking cup 
Substitute the 


ASHTON SANITARY 
BUBBLING DRINKING 
FOUNTAIN 


An efficient and 
inexpensive foun- 
tain THAT LS 
SANITARY. Can 
be applied to any 
faucet or basin 
cock in schools, 
factories, hospitals 
and hundreds of 
other places. We 
have other types 
too. 

= sa Send for our Catalog 


ASHTON VALVE CO. 
271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
_ 166 W. Lake St., Chicago 
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JARECKI MFG. CO. 
ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pfpe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 
Motor Attachment. We 
ean furnish Bolt Thread- 
ing Attachment for these 

machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 


Is it worth while to save ten cents on 


a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 

You will find our Steam Brass Goods 

just what you want. Write us 


KINSEY & MAHLER CO. 
PEORIA, ILL. 


You may foster Trade Protection and Co-operation 
and “Keep Your Eggs All in One Basket,”’ by using 


“THATCHE 


| HEATERS 


Steam 
Boilers 


Hot Water 
Heaters 


Warm Air 
Furnaces 


ne, details of each Job decide the System, but Science, Simplicity 
and Service point unerringly to ‘“Thatcher’’ Quality.. Get acquainted. 


SEND FOR CATALOG 


"THATCHER 


FURNACE COMPANY 
NEW YORK NEWARK 


Our Ranges Conform with Same High Standard 


CHICAGO 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON, INC., NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 


boiler, it will not be necessary to put 
both out of commission. 

Where a different arrangement. of the 
mains is permissible, the form of connec- 
tions shown at C, Fig. 1, is more desir- 
able and much better than the form of 
connection shown at A. D shows an- 
other good form of connection on boiler 
risers. This is taking it for granted that 
the main is free to expand without un- 
duly straining the connections at the 
boiler; which may be said to represent 
a fixed point or anchorage. 

In Fig. 2 the upper sketch shows the 
return main connections to the boilers. 
There is a bad friction point at A. There 
is an offset of 3 feet between centres to 
clear the smoke pipe; and the heated air 
ducts from basement are indirect. The 
lower sketch shows a better form of re- 
turn connections, as the returns enter 
separately into the main return header 
and there is a better distribution of the 
flow and consequently less likelihood of 
deflecting or short circuiting the flow to 
either boiler. 

Fig. 3 shows feed and return risers. 
As the feed reduces from 2%” to 2”, the 
flow is deflected to the branches without 


Q 
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swing, if necessary, may be easily made 
by a Y branch, as shown. 

Fig. 4 shows a “slip up” on a hot 
water connection made by a man classed — 
as a first-class fitter. This was in the 
first of a chain of buildings. That is, 
it was the first building to be erected. 
The others are to be erected later on. 
This building, as it stands, consists of 
four large wings on the sides, a central 
portion, and two end wings, to which 
other buildings will be joined. Two 12” 
mains, feed and return, were put in go 
as to take care of the additional build- 
ings, when they are erected, later on. 
Each of the four wings has separate 
5” circuit mains, feed and return. For 
the present the building is supplied by 
two 6” mains, feed and return, the water 
being circulated by means of a high- 
speed centrifugal~ pump. The 6” was 
connected to the 12” by means of a 
reducing flange bolted on the tee from 
which the first 5” branch main was 
taken. Every circuit in the building 
heated except the first one, which 
scarcely got warm. The hot water en- 
tering the tee at a high velocity, by- 
passed the branches, shooting into the 


6. Song (217 o4 Jee, Drows borer From 


Bronch Circ&ii4 /Iair7, 19stead of 


Crrewlaring 


through Bronch. This 1s 07 the ser Princ: ple. 


Arrows Indicore 
Qrectiorn of Flos. 


Fig 4—The Two Upper Drawings Show an Incorrect Increased Pipe Connection; the 
Lower, the Proper Means of Doing the Work 


serious impediment. The bull-head con- 
nections on the return risers are very 
bad. If crosses must be used, the di- 
vided or partition cross should be given 
the preference over the plain or open 
cross. This divided cross came into 
prominence in Chicago about thirty years 
ago on one-pipe steam work, when we 
used to think a radiator discharged more 
condensation than it did. It was sup- 
posed to separate the streams of con- 
densation so they would not rush against 
each other, and cause a violent distrub- 
ance or water hammer. 

Later on, when they grew away from 
that idea, the fitters recognized that un- 
der certain conditions the divided cross 
was a good fitting to use on hot water. 
It is a good thing if a cross must be 
used. C and D are better forms of return 
connections to risers. They are better, 
too, for feed connections to riser. E is 
the best possible form of riser or branch 
connection, using fittings within reach 
of fitters today. Reducing Y’s are com- 
mon nowadays, as plumbers use them 
extensively on drainage work and many 
manufacturers have in stock the plain 
cast iron steam pattern Y’s (straight run 
or reducing), as well as galvanized, re- 
quired by plumbers. An expansion 


12” pipe in a 6” stream, robbing instead” 
of supplying it. 

This was another form of demonstrat- 
ing the principle of the ejector or jet 
pump. If the increase in size had been 
made several feet back, before it en- 
tered the tee, as shown in lower Fig. 4, 
the expansion in volume of the flow 
would occur before the water entered the 
tee instead of occurring after it passed 
the tee, and the first 5” branch main 
would receive its quota of circulation of 
hot water instead of having water drawn 
from the branch by the velocity of the 
6” flow, acting as a jet. 


—_————— +0 oe _——__ 


Tripoli Products and Filter Stone to be 
Manufactured 


HE Oklahoma Tripoli Company, 

owners of the largest deposit of 

pure Tripoli in the world, are pre 
paring to erect a mill on their property 
at Peoria, Oklahoma, for the manufac 
ture of all classes of Tripoli products, 
including filter stones. The new plant 
will represent the most advanced ideas 
in improved, up-to-date machinery and 
labor-saving devices. It proposes to be 
ready to offer the mannfactured article 
to the trade within ninety days. 
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Hot Water Pipe Probably too Small 


Editor THE PLUMBERS’ TRADE JOURNAL: 

I have been called in to find out what is 
wrong with the job shown on sketch here- 
with, as near as I can draw it. There has 
been a contractor trying to fix it by putting 
in check valves; but this doesn’t do any 
good. The pipes all seem to have a good 
pitch and I can’t find any trap on running 
lines. The returns are connected as shown 
and the three risers nearest boiler work all 


right. However, I think these might short 
circuit. I wish you would give me your 
These Tro , 
ge sie, ie This Line 


P 


ngs Wel/ 


Co// 2 


" ” 
AEWOPEE 


7 
iy Check volve 


W.R B.'s Hot Water Supply System Which He Claims Will Not Circulate Satisfactorily 
and in Which We Believe the Pipe-Size Too Small 


opinion as soon as you can in the Queries 
and Answers columns of THE PLUMBERS’ 
TRADE JOURNAL with sketch. 

Chicago, Ill. tee 5 ead & 

In the accompanying illustration we 
show the job of circulation which is 
giving trouble to our correspondent. 

As far as the check valves are con- 
cerned, there should be no excuse for 
using them. 

Correspondent hasn’t shown pipe sizes, 
but we are of the opinion that his main 
hot water pipe is probably of too small 
size. Nothing less than 1” pipe should 
be used on a job of this size. 

We believe that the job could be fur- 
ther improved by dropping the main flow 
into the main return, at about the point 
X, using a branch line of hot water sup- 
ply to the last circulating line. 

As it is now connected, the last line 
is a continuation of the main. 


—_——@o--e——_— 


Pressure May Be the Source of 


Trouble 
Editor Tue PLumMpers’ TRADE JOURNAL: 

Enclosed find sketch of a job installed by 
us, which does not seem to give good satis- 
faction. 

The boiler is a 30-gal. horizontal boiler 
hung upon the ceiling above the stove. After 
the entire bedy of water in the boiler has 
become hot, if a faucet in the bathroom is 
opened, the water in the circulating pipes 
between store and boiler reverses and cir- 
culates the wrong way, and we can only 
draw about twelve gals. of hot water. Then 
it runs cold very suddenly. We have tried 


Hearer_] 
<c. 


several changes without locating the trouble. 
The circulating pipes were both 4%”. We 
increased the flow pipe to 1”. We tried it 
without a boiler tube and disconnecting the 
flow pipe of the gas heater, from the hot 
water pipe leading to the bathroom, and 
connecting it into the flow pipe from the 
store near the boiler. 

The last change tried stopped the back- 
ward circulation of the water but was ob- 
jected to because when using the gas heater 
only we had to heat too much water in the 
boiler before we could draw any hot water. 


a 


This Link 


ie Works vel! 


o/ Tonk 
Supplies /Z Flats 


Foo 


The flow connection from the store enters 
the boiler about 3 inches down from the top 
and the return pipe the same distance up 
from the bottom. There is about 35 Ibs. 
water pressure on the plumbing. 

We hope you will advise us through the 


Gas Heater 


Fic. 1—Correspondent’s Job Which Gives 
Unsatisfactory Service 

Queries and Answers columns in the next 

issue of THE PLUMBERS’ TRADE JOURNAL. 

Trenton, N. J. I es a 

In Fig. 1 we show correspondent’s 
job, which is giving trouble. 

We would say, by the way, that we 
know nothing about the _ pressure, 
whether it is high or low, or whether 
this is a direct pressure or tank pressure 
system. The matter of pressure may 
have considerable to do with the trouble. 

From what correspondent writes, we 
judge that as at present connected, for 
some reason water draws more easily 


Don’t Let 
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One pound of 
H-O Cement 
goes as far as 
four pounds 
of the  ordi- 
nary kind, but 
costs no more 
per pound. 


Habit Blind You to Economy 


Don’t let the so-called “‘convenience’’ of ready-mixed cements over- 


shadow the great economy ef 


fected by the us2 of H-O Pipe Joint Cement. 


One pound of H-O Cement goes as far as four pounds 
yet H-O costs no more per pound. 


of the ordinary kind, 
Therefore H-O will save you practically 75 


per cent. on your pipe joint cement costs. 


H-0 PIPE 


is sold in ready-to-mix form. 


JOINT CEMENT 


It contains no water or oil for which you pay 


the same price per pound as for the cement when buying ready-mixed cements. 
H-O not only costs you less than ordinary cements, but makes a better 


joint because it 


become worthless. 


will keep indefinitely. 


expands after the joint is made. 
H-), being a dry powder, 


It does not dry out or 


Joints made with H-O can easily be uncoupled without injury to fittings. 
It does not stain tile or marble, contains no poison, is not oily and does not 


wash out of the pipes. 


Write our nearest branch for sample and booklet. 


H. W. JOHNS-MANVILLE CO., 


Manufacturers of Asbestos and 
Magnesia Products 


AIGESTOS 


Asbestos Roofings, Packings 
Electrical Supplies, Ete 


Albany Chicago Detroit Louisville New York San Francisco 
Baltimore Cincinnati Indianapolis Milwaukee Omaha Seattle 
Boston Cleveland Kansas City Minneapolis Philadelphia St. Louis 
Buffalo Dallas Los Angeles New Orleans Pittsburgh Syracuse 
For Canada: -THE CANADIAN H. W. JOHNS-MANVILLE CO, LIMITED 1829 
Toronto Montreal Winnipeg, Vancouver 


Pierce Modern Steam Boiler fitted 
with new triangular bar grate 
and base. 


Pierce Modern Water Boiler fitted 
with new triangular bar grate and 
base 


You already know 
that for efficient and 
economical heating 
service the 


Pierce Modern 
Boilers 


for either steam or hot water, have always 
But do 


know that we have recently perfected a new 


given absolute satisfaction. you 
triangular Bar Grate and Base which not 
only increases the efficiency and economy of 
easier 


these boilers, but makes them to 


operate and free from repairs. 


Because of its design it is possible to 
use the entire surface of the grate. The 
Base provides the correct air 
space for perfect combustion, 
and all the fuel is entirely con- 
sumed. ‘These points will 
appeal strongly to your cus- 


tomers. Write for full par- 


k Pierce Mark 
ticulars. 


Pierce, Butler & Pierce Mfg. Co. 


Syracuse, New York 
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through the gas heater than direct from To say the least, the connections now 
the boiler, and that water from the in use are very awkward. 
bottom of the boiler. is thus delivered. In Fig. 2 we show a method which 


We should advise using the changed should prove very satisfactory, far more 


connections, even at the inconvenience 
: HE 1G. of waiting longer for a supply of hot 
SS 


Horigan Aqua Expansion Tank 


has crowds of enthusiastic boosters 
throughout the land. They are 
pleased because they make a fine 
profit. 


HE 


Horigan Aqua Expansion Tank Fig. 2—A Suggested Improvement Over 


“ 5 ; the Work in Fig. 1 
increases the circulation 50 per cent. 


: : water when the heater is first started. 
on old and sluggish jobs. We do not like to see the hot water 


THE pipe dropped down from boiler and then 
carried up again to the bathroom, and 


Horigan Aqua Expansion Tank would advise changing it to the method 


: shown in Fig. 2. 
makes hot water jobs costless than ears 


steam and even hot air heating. Improvements in’ Piping Gonnec: 


Smaller mains—smaller risers— tions 
smaller radiators—cost of material po get Cena iia ae 
: I am sending you a rough sketch of a 
and labor 1S less. job I installed. The owner claims that in 
the winter when he uses: his kitchen range 
WRITE FOR PARTICULARS and the boiler is steaming hot, he gets cold 


water out of the hot water bibb, both up 


The Horigan Supply Co and down stairs. He said that it was the yg 2—Changes id Piping jor ‘Bear 
240 S; 4th St., St. Joseph, Mo 7o Both Froor ~ Circulation 
° °9 ; ; 


so than the method used in Fig. 1. In 
this case, whichever heater is working, 
all fixtures receive hot water, and there 
is no need of using any valves. 

In the case of Fig. 1, it is only when 
the valves are open that all fixtures are 
being supplied. The closing of the valve 


A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
It is different from all-others. 
In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechanics can make it. 
aureas dependabie. 
M TOR agencies offer profitable open- 
ings fon progressive heating men. Our 
proposition is liberal. Send forit. Your 
name ona post eard brings it. 

Write now. 


Monitor Steam Hso 
Generator Co. 
LANDISVILLE, PA. 


Fic. 1—Correspondent’s Installation 
Which Gives Trouble 


“STANDARD” GAS SAVING BURNERS same way in the summer, using a gas water 


Most Economical—Most Efficient heater in the basement. 
eenaere Gas Soy si Please give me your advice in the earliest 
ing urners applie j iti 2 
toSteam Heating Boils possible eae of THE PLUMBERS’ TRADE 
ers, Hot Water Heat- JOURNAL? 
ne Boilers and nos Baltimore, Md. J. E. M. ‘ 1 
ir Furnaces make " : . in i 
In Fig. 1 we show’the job referred to Fic. 3—Another Solution Which A 
Remedy the Defect 


heat quicker and hot- 
ter than anything. 


e have manufact- by correspondent. 
ured the ‘Standard’ 


 idocttaongy POE ewes a Evidently he wishes to supply his fix- on the hot water supply prevents either 
ten years. tures during one part of the year from upper or lower boiler from supplying all 
Write for Catalog one boiler, and during another part of the fixtures. 
Standard Heating & Radiator Co. Manufacturers 230 Penn Ave., Pittsburgh, Pa. the year from another boiler, each boiler In Fig. 3 we show another method for 
being heated by its own heater. heating two boilers under the conditions 


NOVEMBER 15TH, 


giver, but co not believe it will be as 
satisfactory for this particular job as the 
method of Fig. 2, principally for the rea- 
son that with only the gas heater going, 


hs 


Valve 
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of an air valve, which cannot possibly 
prove satisfactory. 


lg Flow ‘to FIXtUres 


The connection of the hot water pipe 


into the boiler is also differently made, 


Ye"freturn trom Fixtures 


= 


Fic. 1—“R. G. J.’s” Problem an Awkward One as Are All Cases When the Range is 
Higher Than the Boiler 


so large a body of water would have to 
be heated before the water would run hot. 


A Job Which May Be Improved 


Upon 


Editor THE PLUMBERS’ TRADE JOURNAL: 

I am enclosing a sketch of boiler connec- 
tions which are not entirely satisfactory as 
the water in the tank does not get very hot. 
Kindly examine the sketch and advise me as 
soon as possible what you think is the trouble 
and the remedy for it. 


Mason City, Ill. Re Ge S. 


Fig. 1 shows the work mentioned by 
correspondent. We think it can be im- 
proved in several ways, and these sug- 


Probably Improved as Well. 


pace 


the end opening being plugged. We be- 
lieve this arrangement will give better 
service, but would suggest to correspond- 
ent, that the conditions of such work, 
where the range is above the boiler, will 
not allow, under any conditions, such 
satisfactory work as when range and 
boiler are located as under normal con- 
ditions. 

We would further advise running the 
flow pipe from range all the way to the 
ceiling before dropping it. 

———_3 


Venting Traps 


Editor THE PLUMBERS’ TRADE JOURNAL: 
Kindly answer the following questions: 


Hor xo Fittures 


Freturn trom Fixtures 
Fic. 2—No Necessity for Air-Valve if Job Be Installed Like This. 


Circulation 
Hot Water to Fixtures Taken 


From Top of Loop 


gested improvements are to be seen in 
Fig, 2. 

We notice that hot water is supplied 
to fixtures above the range, and we 
should therefore advise taking advantage 
of this point, by taking the hot water 
supply to those fixtures from the high 
Point on the hot water loop above range. 
This will deliver hotter water to the 
fixtures, and will obviate the necessity 


- 


What is a re-sealing trap? In what drain- 
age system would you use a non-siphon 
trap? In what drainage system would a 
non-siphon trap be necessary? 


South Boston, Mass. 1B ANS ee 


A re-sealing trap is a trap whose seal 
is renewed to such an extent that it 
does not break when under siphonic in- 
fluence. 

A non-siphon trap can be used on any 


Burnham Boilers Test 


OU will at once admit that there is no more difficult 
proposition to heat than the big commercial greenhouses, 
where every pound of coal must give a definite heat 
return or down go the profits 
The Burnhams first won their spurs in just this kind of 
greenhouse heating. Having years ago proved their great 
economy for such heating, their excéptional economy for 
residences, public buildings and similar heating isn’t to be 
wondered at. Facts like this will appeal to your customer. 
You ought to handle Burnhams. 


Send for new tall catalog. It states 
plain facts in a plain way 


Lord and Burnham Co. 


Irvington, N. Y. 


Troy, N. Y.—Aird-Don Co. — Boston—819 Tremont Bldg. 
. Chicago —Davies Supply Co. Minneapolis - Roberts-Hamilton Co. 

Philadelphia—Haynes-Thompson Co. Johnstown, Pa.— Union Radiator Co. 

Ft. Dodge, lowa—Leighton Supply Co. 


PUTNAM 
D 


Steam or 
Water 


Send for Catalog 


Providence—Allen & Reed, Inc. 


Putnam Foundry © uf 
& Machine Co. — 


Factory: Putnam, Conn. 
OFFICE AND SALESROOM - - 73 SOUTH MAIN ST., PROVIDENCE. R. L 


Carries Radiators Anywhere Quickly, Easily, Safely 
Narrow crooked stairways and halls are easy for 


Buell’s Combined Carrier and Truck. 


It is acinch to carry the radiator when necessary and a bigger cinch 
push it on the truck. Saves you eae 


Time, Strength, Money 
Send for booklet and prices 


BUELL BROTHERS, 


8 Combined 
Carrier 


" and Truck Fulton, N. Y. 


AT IT 25 YEARS PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 
BEST BY TEST 
152 CHAMBERS ST.,N. Y. CITY 


Ask what Carter Service means to you 


Avoid the Smoke Nuisance 
If you want to burn soft coal and 


still abate the 
buy the 


HERBERT BOILER 


Rated right. No experiment. In 
practical operation all over the 
West for the past 15 years. ‘Easily 
cleaned and kept clean. Price 
cota Sizes 500 feet to 20,000 
eet. 


Get the agency in your territory. 


Herbert Boiler Co. 
Root and La Salle Streets, Chicago, IIL. 


smoke nuisance, 
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The Milwaukee 


Heat Generator 


This shows a sectional view of the 
‘“‘Milwaukee’”’ Heat Generator. One 
olance is sufficient to convince the 
fitter of its simplicity of construction. 
gS, You can read- 
\ ily see that the 
“Milwaukee’’ 
can be installed 
for the same 
cost as an or- 
dinary, expan- 
sion tank, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 

sion tank. 
A trial order 
will convince 
you that the 
‘*Milwaukee’’ 
Heat Gene- 
rator is the 
only device to 
use on a small 
pipe system 
and be sure 
that the system 
will give satis- 

PATENTED faction. 

Write for descriptive catalogue. If 
vour jobber does not handle the 
**Milwaukee’”’ then write us aboutit, 


Milwaukee Heat Generator Co., 
460 11th Ave. Milwaukee, Wis. 


Eastern Representatives 


Beard & Beard, Reading, Pa. 


Manufactured under Shanklin Patent and 
Mott and Edgar Patent- 


HEATING BY 
STEAM AND 
WATER 


A Practical Treatise on 
House Heating 


BY CHAS. B. THOMPSON 


UAUIDULEOLETIETPT PASAT ES 


Zi 


Wesereccesascasensocsosoraerecore 
0 ULL LULL LULU 
ALL TESELOITTELELEDYDELIBLELED 


Illustrates and describes im- 
proved methods of installing 
heating apparatus in the home; 
short and accurate rules for 
computing radiation, heat losses, 
etc.; graphic charts showing 
boiler, power and coal consump- 
tion; accurate data consisting of 
charts, illustrations and descrip- 
tions of how best to heat water 
for baths, swimming pool, ete. 


268 Original Drawings 
Price $3.00 
Plumbers Trade Journal Pub. Co. 


45 W. 34th St., New York City 
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kind of a modern house drainage system. 

Under some plumbing ordinances, in 
a tew of our cities, it is allowable to 
install the plumbing system without 
venting, if non-siphon traps are used. 
We presume this is what correspondent 
is driving at in his last two questions. 


Se 
Question as to the Size Valves 
on Radiators 


Editor THE PLUMBERS’ TRADE JOURNAL: 

WAS much interested in your answer 
I to the letter of ““W. L. R.”’ in the Octo- 

ber 15th issue of THE PLUMBERS’ TRADE 
JOURNAL, but there are one or two points 
that are not quite clear to me. On one main 
you have a 1-in. pipe supplying 60 sq. ft., 
while on the other main you have a 1-in. 
pipé feeding two 75 sq. ft. radiators, one 
of these having a %-in. valve; and I have 
been under the impression that 40 sq. ft. is 
the maximum for a 1-in. pipe. Why do you 
have the returns enter the side? Why do 
you suggest that the 70-ft. radiator should 
have a separate return? 

In a single circuit job of steam of about 
600 sq. ft. is it good practice to leave boiler 
with a 4 in. pipe and reduce to 3% in. and 
then to 3 in. when it returns to the boiler? 
If not, what are the reasons against it? 
What is the best method of proportioning the 
main of a steam job? PERPLEXED. 


The sketch submitted by us in answer 
to “W. L. R.” in the October 15th issue 
of THrk PruMBERS’ TRADE JOURNAL Was 
necessarily so reduced in size that it 
was not as clear is it might have been 
had available space permitted a larger 
illustration. 

The 60’ radiator supplied with a 1” 
connection as mentioned by correspond- 
ent is a first floor radiator, while the 
two 75’ radiators are on the second and 
third floors respectively. These radiators 
are each fed by %4” valves or connections 
from a 1” riser. 

The impression that a 40’ radiator is 
the largest that should be fed by a 1” 
pipe is erroneous. The position of the 
radiator rather than the size of it in a 


and from the 70’ radiator. The return 


from the 50’ 
heater might for the same reason be 
treated likewise. 

Answering correspondent’s question re- 
garding the size of steam main for a 
circuit system supplying 600 sq. ft. of ra- 
diation, would say that a 4” main for this 
work is unnecessary. A 4” riser out of 
the boiler is proper, as the velocity of 
the steam in the riser should be lower 
than that in the main, in order to pre- 
vent the lifting of water from the boiler 
into the main. A reducing elbow should 
be used at the top of the 4” riser reduc- 
ing to 3” and the main should continue 
this size to the end of the circuit without 
reducing, as the condensation emptying 
into it from the various radiators con- 
nected constantly reduces its area until 
at the end of the circuit it is possible 
that the main is from one-quarter to one- 
third full of condensation. 

With reference to the question as to a 
method of proportioning steam mains, 
would say there are several rules for 
this work which our limited space will 
not allow us to give in such detail as to 
be well understood. The size of the 
steam main is conditioned not only by 
the amount of radiation to be supplied 
by it, but by the steam pressure used, 
and also by the length of the main. 

One rule commonly used by a number 
of heating engineers is as follows: “The 
diameter of the mains leading from the 
boiler to the radiating surface should be 
equal in inches to one-tenth the square 
root of the radiating surface (mains in- 
cluded) in square feet.” 

It is better for correspondent’s pur- 
poses that he adopt some table of sizes 
that has been carefully worked out by 
experienced engineers, and follow the 
same in sizing the mains on his work. 
We recommend the following table as 
being sufficiently accurate for all ordi- 
nary work in single pipe heating: 


Sq. Ft. 


Radiation 20 40 (A359 
100 14% 1% 1% 
200 1% 1% 2 
300 2 2 2 
400 2 2 2% 
500 2% 21% 2% 
600 2% 3 3 
700 2% 3 3 
800 3 35 3 

1000 3 3% 3% 
1200 3% 4 4 
1400 3% 4 4 
1600 4 4 4 
1800 4 5 5 
2000 4 5 5 
2500 5 5 5 
3000 5 5 6 
3500 5 6 6 
4000 6 6 6 
5000 7 7 7 
6500 8 8 8 


Total Length of Main in Feet 


100 150 200 Return 

1% 1% 2 1 ] 

2 2 2 1% 

2 2 2% 14% 

21% 21% 2% 14% 

3 3 3 14% 

Z 3 38% 1% 

3 3% 3% 1% = 
3 3% 3% 1% g 
BY 3Y% 4 2 SI 
4 4 4 2 Is 
4 4 5 2 = 
5 5 5 21% 4 
5 5 5 3 ss 
5 5 5 3) 2 
5 6 6 3 

6 6 6 3 

6 6 7 3 

7 7 7 3% 

8 8 8 4 

9 9 9 5 


large measure influences the size of the 
supply connection to it. 

The return branches as a rule enter 
the side of the main return in order not 
to block the circulation, for (as is fre- 
quently the case) should the water in 
the return be hotter than that in the 
branch entering it, the water in the 
branch will be retarded by the flow of 
the water in the main. 

Correspondent asks why we _ recom- 
mend returning the water separately 
from the 70’ radiator. This change in 
the piping shown on the sketch would 
increase the circulation by providing a 
greater difference in the specific gravity 
of the water in the flow and return to 


Trouble May be on Account of 
Poor Flue 


Editor THE PLUMBERS’ TRADE JOURNAL: ; 

HAD a call to clean the flues of a hot 

water heater a few weeks ago, which 

were coated with a sort of coal tar. I 
drained the heater, built a wood fire and 
burnt the tar to a crisp and cleaned it 
thoroughly. The owners have used it about 
two weeks since and now it is as bad as 
ever. They burn Northern Colorado soft 
coal, the same as every one here, and to my 
knowledge it is the only’ plant that operates 
that way. 


It is a ‘Florence’ heater, and as far as 
I can see, is properly erected. It has no 
leaks. 


If you can give any assistance in connec- 
tion with this trouble or a way to clean the 


radiator shown near the. 


| 


boiler without draining the entire system ’ 
y 


please do so in an early issue? 
Loveland, Cclorado. EH. He 
We do not believe that correspondent’s 

trouble as detailed in the above commy- 

nication is entirely due to the boiler, ox 


the construction of the same, 


There is no doubt that the trouble ~ 


comes from poor combustion, and chim. 
ney flue may be largely or entirely ac. 
countable for this condition. It is the 
chimney flue which should be the first 
thing to be looked after by correspondent. 

The products of combustion differ ac- 
cording to the grade of fuel burned. All 
fuels contain a large amount of hydro- 
gen in some form usually in combination 
with carbon. The combination thus 
formed passes by the name of hydrocar- 
bons. When this is burned the combus- 
tion of the hydrogen produces water, and 
the carton produces carbonic acid, 

The conaensation of the smoke in a 
chimney, that is to say, the cooling of 
the smoke, produces a_ black, greasy- 
looking fluid, commonly called creosote, 
or a tarry substance which adheres to the 
castings of the heater, and runs along the 
smoke pipe. We have often known it to 
so adhere and harden on the surfaces of 
the smoke elbow at the rear of the 
heater as to clog and render useless the 
damper in the same. ‘ 

The method of checking the fire in the 
heater may have much to do with the 
formation of the soot and matter which 
adheres to the castings and the clogging 
of the flue passages of the heater. 

When the drafts are on the boiler there 
should be such activity of the draft as 


to quickly and freely carry off the gases, . 


smoke, and other products of combustion. 

Of fuel, wood requires the least draft, 
and slack the most. If correspondent 
owns or has access to the use of a water 
gauge for testing the draft in chimneys, 
we would advise his testing the draft in 
the flue. Hard coal requires a draft in- 
dicated by 0.50 inches on the gauge. 
Soft coal, 0.90 inches, and slack, or a 
poor grade of soft coal, 1.25 inches. 

It is a hard matter to diagnose a case 
of this kind without an examination of 
the conditions. We, however, would ad- 
vise correspondent not to condemn the 
boiler entirely until he is satisfied that 
the chimney flue is not at fault, and also 
that the boiler is being properly operated. 

It is necessary to pass a _ certain 
amount of air through the grate in order 
that a sufficient amount of oxygen may 
be provided for proper combustion, and 
the amount required varies with the 
character of the fuel used. 

Some idea of the amount of air neces- 
sary may be gained when we say there 
is approximately 1 cu. ft. of oxygen in 


5 cu. ft. of air, and for the proper com- . 


bustion of a ton of coal, 20,000 cu. ft. of 
oxygen is necessary. This means that 
100,000 (5 x 20,000) cu. ft. of air must 
be supplied or pass upward through the 
grate. 

Too little air supplied will allow most 
of the gases to pass off unburned, fre- 
quently choking the chimney. Too much 
air admitted to the fire chamber will re- 
duce the temperature in it, and prevent 


- perfect combustion. 


Correspondent can from the above un- 
derstand the importance of a thorough 
examination of the chimney to which the 
boiler in question is connected, and by 
the method employed by the owner in 
operating the boiler. 
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It’s no circus feeding coal to a hungry heating system. When the system 
becomes a white elephant — it’s time to investigate the Reliable Vacuum 
Heating System. Stop burning money, wasting fuel to create pressure. 


Get efficient heat with ounces of pressure Every Reliable System installed will produce new 
instead of pounds when the Reliable Vacuum  bysiness for you. Satisfaction and economy will 
Pump exhausts the air and makes every inch of 
radiation efficient—even the far away points are 
constantly efficient. Get perfect circulation at low 
pressure—constant circulation—no dead ends. you will get more orders. 


radiate from one owner to another—you will 


become warm friends with every system buyer— 


We are in touch with owners and architects—we will mail our. book “‘Better Heat at Less Cost” and 
mention your name. ‘There are many “SICK SYSTEMS” where you can install Vacuum Pumps as 
well as new buildings. This means big profit for you. Write today for our catalog which shows 


the Reliable Air Line and the Reliable Return Line— adaptable to every system. THE 


/. BISHOP- 


: / BABCOCK- 
Write Today : rs BECKER CO. 
/“ CLEVELAND, O. 

“ Send full details of your 


The Bishop - Babcock- Becker Company desisrcsi& 
General Offices: Cleveland, Ohio Mame 
EIGHT FACTORIES | TWENTY BRANCHES 
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If you were a fly-by-night plumber, 
this wouldn’t interest you 


But you surely think well enough of 
your customers and your prospects 
for future business to recommend 
the best fixtures they can afford 


Don’t Forget the Best Kitchen*and Laun- 
dry Plumbing Fixtures Are Made From 
Solid Porcelain 


You say if you thought they could afford them, you would 
recommend it? Yes, but anybody can afford to buy goods 
which will give better and longer service. Besides, “Ideal” 
Solid Porcelain Washtubs and Kitchen Sinks cost very little 
more than the cheaper substitutes. Ask your Jobber for 
prices if you don’t believe it, and remember 


The Trenton Potteries Company 
“Tdeal’’ Solid Porcelain 


receives a firing or baking, so long and hard, that it 1s 
superior to the average porcelain you'll run across. 


That feature 
in itself is 
what makes 
our Porce- 
lain so hard 
and fine. It’s 
the one big 
distinction 
between 


good and 
bad Porce- 
lain. 


Perhaps you don’t know about our Buff Outside Laundry 
Tubs? ‘They make a mighty nice appearance, are just as 
sanitary but don’t cost quite as much. 


See yout Jobber for any prices 


The Trenton Potteries Company, 
Trenton, New Jersey, U. S. A. 


See page 714 for our 


other advertisement 


Circulation Likely to be Reversed 


Editor TH PLUMBERS’ TRADE JOURNAL: 


ILL you please tell me through the 
W Queries and Answers columns of 
THr PLUMBERS’ TRADE JOURNAL 
your opinion of the circulation of the water 
through a system of hot water heating piped 
according to the enclosed sketch. I wish to 
know what are the advantages of the two 
drops or loops in the return pipes, and if 
the water will circulate in them, as there 
is no air valve at the top. 
This plant is a combination hot air and 


a) 
Exp anston Tank 
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might work in an entirely opposite way. 

The pipe connections shown on sketch 
No. 2 will of course prevent this hap- 
pening, but it will also retard the circu- 
lation through the piping to such an ex- 
tent that there will not be the proper 
amount of heat given off by the radiators, 
owing to the sluggish movement of the 
water in the system. _ 

We therefore recommend by all means 
that subscriber find some method of cut- 
ting a hole through the side of the fur- 
nace casing and if necessary through the 
fire pot of the furnace in order to get the 
return pipe connection through the side 
of the same. os 

We do not like the method of placing 
tees bull-head on the top of these pipes. 


Fig. 1—Little Criticism on This Job, Except That Return Connection Might Be 


Lowered for More Efficient Results. 


water heater or rather a hot air furnace 
with a disc in it and was connected as shown 
in Fig. 1. To improve it, a local fitter added 
the loops as shown in Fig. 2, saying it would 
improve the circulation. Now, I want to 
know where a man could claim any improve- 
ment here. JI can see where a loop or drop 
in some cases might be an improvement, 
but in this particular case I claim it retards 
rather than improves the circulation. 

Wellsboro, Pa. A SUBSCRIBER. 

We present herewith the two sketches 
submitted by “A subscriber,” and we fail 
to see how the change in the piping sug- 
gested by sketch No. 2 will benefit the 
work. We can see no reason why the 
return should drop and form a loop other 
than that the return pipe taken into the 
disc or water heater inside the furnace 
appears to be taken into the top of the 
disc. 

The real trouble with this job is that 
the return should drop down by the side 
of the furnace and enter through the side 


Slow 


NB.-Exporsion 
Fipe Some Of 
a Fig /. 


Fic. 2—Such Loops as Shown Would 
Seriously Retard Circulation 


of the furnace casing, and then be con- 
nected into the return opening of the 
water heater. As sketch No. 1 shows 
this connection, there is but very little, 
difference in the specific gravity in the 
flow and return, and at times the circu- 
lation would not only be stagnant but 


Circulation Likely to Be Reversed 


The pipe leading to the largest radiator 
should be taken from the top of the flow 
and the pipe leading to the smaller ra- 
diator should be taken from the side of 
the flow at a point near the top; the re 
turns being a duplicate of the flow. 
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The C. A. Allbe Plumbing Co. Enjoy 
Splendid Growth in Business 


MONG the interesting developments 
A in connection with the building 
trades of New England has been 
the rapid but steady growth of the C. A. 
Allbe Plumbing Company, Springfield, 
Mass., organized in 1900, successors to 
E. M. Porter, and incorporated in 1907 
with W. C. Taylor, president; E. S. Stacy, 
vice-president, and C: A. Allbe, treasurer. 
In 1911 this concern moved into tem- 
porary quarters during the construction 
of their new building, Nos. 24 and 28 
Willow street, in which building they are 
now situated with the most modern 
and up-to-date equipment known to the 
retail heating and plumbing business. 
Our title page illustrations show two 
views, one of the exterior and another 
of the handsomely appointed showroom. 
On the entire first floor they have 4 
fine display of plumbing fixtures, bath- 
room fittings and accessories, heating 
boilers, radiators, and various other ap- 
pliances. This display room is unusu- 
ally well lighted, having windows 0D © 
three sides. The offices for president, 
manager and bookkeeper are also oD 
this floor. There is, also, a side entrance 
on Crossett avenue, giving the men ac 
cess to the shop without coming to the 
office and main floor. 
Although to the general eye the dis- 
play room and offices appear most inter: 
esting, the real Ife and importance of 
this enterprise is found in the equipment 
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of its shop and stock rooms. Here are 
machines for threading pipe and various 
other tools. No gasoline is used within 
the building. All solder, heating of 
metals, etc., being done with gas appli- 
ances. 

The arrangement of the stock-room for 
convenience in handling the merchandise 
is being very carefully planned out; all 
small fittings being close at hand and 
all heavy pipe is arranged in racks so 
as to be drawn straight from these racks 


and carried straight to the pipe machines 
and hand benches. Labor saving ma- 
chinery will be found on every hand. 

A large portion of the delivery from 
this house is made by automobile, this 
company being the first in Springfield 
in their line to institute automobile 
delivery. 

The present officers of the company 
are W. C. Taylor, president; Flynt Lin- 
coln, treasurer; C. A. Allbe, manager; 


C. F, Mann, heating engineer. 
os 
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; Moder Sanitary Plumbing i 


SS SS 1 


BY A. HERRING-SHAW 


Municipal School of 
Technology 


)) As Installed in-Great Britain 


CHAPTER X 


Manchester, England G> £96 F~ 9G PY IG FYING FO 


1G. 48 shows a type of automatic appara- 
tus for elevating sewage, which is much 
used in sanitary work in England. In 
this, the motive force for compressing the air 
may be either steam or electricity. The air 
pressure is maintained within a given range, 
say of from 30 lbs. to 40 Ibs. per sq. in., 
by means of an automatic starting and stop- 
ping device attached to the steam supply 
valve and actuated by the variation of air 
pressure within the cylinder A. The air 
pipe is led to the sewage tank or ejector D 
and connected to the control valve E. 
If a considerable length of drain is re- 
quired to convey the liquid waste to the 


ejector, traps will be necessary on the 
drain inlets; the drain must also be properly 
ventilated. If a very short length of drain 
will suffice, then drain traps will not be 
necessary. The automatic working of the 
apparatus occurs in the following manner :— 

The sewage enters the ejector through the 
pipe F and gradually accumulates until it 
reaches the bell, G, with a further rise; 
the bell is lifted and raises the rod H, which 
in turn opens the air supply valve E. The 
effect of the large reserve of air is such 
that in a few seconds the contents of the 
ejector are forced through the outlet pipe J 
into the drain. The valve K prevents re- 
gurgitation of sewage in the inlet pipe, and 
the valve L prevents the later portion of 
the raised sewage from returning to the 
ejector when the air supply is cut off. The 
latter action is accomplished by the cup M, 
which, being full of sewage, has sufficient 
weight to depress the rod H and reverse the 
air valve BH, thereby cutting off the air 
supply. Connected with the air valve is a 
device that allows air to exhaust from the 
ejector until atmospheric pressure is reached. 
For large installations, especially where the 
height of the lift is considerable, and the 
pipe J of abnormal length, this ejector will 
give excellent results. 


DISSERTATION on modern drainage 

A work would be incomplete if it did 

not contain a reference to the vari- 

ous devices that are in vogue for testing 
drains. 

It is a sine qua non of efficient work- 
manship that it shall satisfactorily withstand 
all and any stresses to which it is liable 
under working conditions. If it is essential 
that gas and water mains be fluid tight, 
then it is much more so in the case of waste 
removal conduits, which must be absolutely 
Proof against the escape of the fluids which 
they contain. An escape of coal gas or of 
water from their respective conduits soon 
Makes itself evident. The evidences of 


. 4% 


leaky drains, however, are of a more in- 
sidious character, being indentified with 
undermined constitutions and lowered vital- 
ity in humans and not infrequently by the 
occurrence of certain diseases and occasion- 
ally of death. 

It is illogical to spend considerable sums 
of money in obtaining a first-rate and up-to- 
date system of waste removal, with the sole 
object of ensuring healthiness of dwelling 
and other buildings, to assume that all its 
parts are perfect, when, by the application 
of a series of simple tests the efficacy of 
the system can be determined within the 
limits of human foresight and skill. Again, 
Te drain 

> 
sk 


Fig. 43.—A Compressed Air Operated 
Sewage Ejector of the Type Used 
in Great Britain 

it is equally illogical to assume that the 
system will remain tight for all time, or even 
for a limited number of years. In the latter 
respect if continued security against the 
escape of drain air or sewage be desired, it 
is necessary to submit the work to periodic 
tests at intervals of twelve months. 

The facts that are applied to newly laid 
drains differ in character with the different 
districts. The by-laws of progressive local 
governing councils require the drains laid 
in their districts to withstand comparatively 
severe tests, while others permit the use of 
tests that are not sufficiently strict as to 
secure efficiency. 

To simplify the treatment of this subject 
the tests will be considered under the follow- 
ing heads: Preliminary test, smoke test 
hydraulic test, and compressed air test. 

The preliminary test can be dismissed 
(after a brief reference to some of the 
modes of applying it) as being an entirely 
unreliable and unsatisfactory method. In 
principle it consists in the liberation in the 
drains, of a substance having a foul, pun- 
gent or distinct odor. The substances chiefly 
used are oil of peppermint, calcium carbide 
and prosphorous compounds. After ascer- 
taining that all drain openings are blocked 
and the water seals of the traps intact, the 
substance is passed into the drain, after 
which the operator is required to exercise 
acutely the functions of his olfactory organs. 
If no smell is detected during a careful 
survey extending over a period of one hour, 
the drain is assumed to be tight. It need 


107 


TRADE 


The DEVORO Jet 


MARK 


A Perfect Closet Must 
Have Six Essential 
Characteristics: 


Prompt dis- 
Ist. charge of the 
bowl contents. 


2 A discharge pas- 

* sage of large 
calibre to pass freely a 
balit2 2 ae uches win 
diameter. 


3d A deep seal (by 
¢ which is meant 
the distance from the 
normal water level of 
the bowl to the top of 
the passage leading from 
the bottom of the bowl 
cavity) of no Jess than 
3 inches. 


Att eartace ot 


area, to insure proper 
disposition of matter de- 
posited in the bowl 
cavity. 


5t Ample water 
¢ supply to in- 
sure proper flushing of 
bowl cavity. 


6th. piiselete oper- 


The DEVORQO is the only 


syphon jet closet having 
all these characteristics. 


In syphon jet closets, other than DEVORO, for 
which the claim of noiseless operation is made, the 
supply to the bowl cavity is cut down to such an 
extent that over one-half of the flushing water is 
discharged through the jet’opening, and the bowl 
supply is not sufficient to supply the proper flush. 


We do not base our claim of superiority on 
silence alone—we guarantee that all the 
essentials of the Perfect Syphon Jet Closet are 


found in the DEYVQORQbowls, while the cost 
is no greater than the staple Syphon Jet. 


Great Western Pottery Company 


Tiffin, Ohio 


Kokomo, Ind. 


Manufacturers of Vitreous China Lavatories 
and Special Closets of all kinds 
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scarcely be pointed out that this mode of 
testing is absolutely unreliable. 

Fig. 45 shows a cartridge that can be 
employed in preliminary tests and which 
contains a mixture of calcium carbide and 
phosphorus. The cover of the glass tube is 
held in position by a paper band, the joint 
of which is gummed. The slight compres- 
sion in the spring inserted between the ridge 
on the glass tube and the covering cap, is 
relied upon to discharge the latter as soon 
as the gummed joint is softened by contact 
with the water in the drain. The contents 
of the tube are delivered over the invert of 
the drain and, coming in contact with 
moisture, generate acetylene gas and phos- 
phoretted hydrogen, which are supposed to 
penetrate-all parts of the system. 

The smoke test is slightly superior to the 
foregoing, but is not sufficient for all pur- 
poses of a thorough test. It is applied by 
forcing smoke into the drains with the aid 
of a specially constructed machine. Usu- 
ally the smoke is passed into the drain at 
the lower end, but can be admitted through 
any opening that is convenient for apply- 
ing the test. 

Fig. 46 shows a part view and section of 
one type of smoke machine that is com- 
monly used. It consists of a double bellows 


Paper bandy 


I— + *Cap 
F=or Spring 


Fig. 45.—A Cartridge Designed to Produce 
Chemical Gas for Testing 


worked by a lever and a smoke chamber 
having an air-tight inlet connected with the 
bellows and a smoke outlet pipe to which 
is attached a flexible tube to conduct smoke 
into the drain. On the outlet tube, a mano- 
meter or water gauge can be attached, to 
indicate the pressure to which the drain is 
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being subjected, as shown in Fig. 46. It 
will be observed that the smoke chamber 
is constructed on the principle of the gaso- 
meter, the drum rising and falling freely 
with a variation of the internal pressure. 
The smoke is produced by combustion of 
ecreosoted paper, oily waste or any like sub- 
stance that will smoulder. 

Fig. 47 shows the method of applying the 
test by passing smoke through the water 
seal of a trap. The seals of all traps on 
the system are removed until the whole of 
the pipe lines are charged with smoke... The 
traps are then resealed and all clear way 
openingy securely plugged. <A smoke pres- 
sure of not less than 2 ins. head of water 
is then imposed for a period of 30 minutes. 
If the work is tight, the smoke chamber 


Fic. 46.—A Bellows Smoke Test 
Machine 


eover will remain comparatively stationary, 
and in the event of a leakage will subside 
with a reduction of pressure. 

This test is suitable for proving the effi- 
ciency of the water seals of traps, and is 
often used to determine the tightness of 
vent, soil or waste pipes, but is not a re- 
liable test for underground drains, and 
should not be attempted. 


ERTAIN local authorities sanction the 
G use of smoke rockets for smoke test- 
ing drains. The rockets consist of 
cardboard cases filled with a slow powder 
that is ignited by means of a fuse. The 
writer has had considerable experience in 
their manipulation and unhesitatingly con- 
demns their use. They generate too great 
a volume of smoke for a small length of 


drain, and in consequence the water seals 
of the traps are forced, and in the case of 
long lengths, the volume of smoke is insuffi- 
cient to entirely fill all parts of the system. 

The hydraulic test is undoubtedly the best 
for old and new drains alike, but it cannot 
be logically argued that it is suitable for 
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the pipe lines and chamber bottoms must 
be put under test simultaneously as preyi- 
ously described, to ascertain whether any 
defects have arisen during the progress of 
the work. To facilitate the application of 
the final test, it is advisable to have a 
sluice valve fixed on the drain at the point 
where it enters or leaves the lowest cham- 
ber on the system. The additional cost is 
money well spent, as at any time the whole 
of the system: can be quickly and efficiently 
tested, and practically without cost, by 
merely closing the valve. 

For proving the tightness of soil and 
waste pipes, it is illogical to apply the 


Fic. 47—A Bellows Smoke Test Apparatus 
in Use 


indiscriminate application to soil, vent and 
waste pipes. If a drainage system be carried 
out in cast iron, the whole of the pipes 
can be subjected to the test simultaneously 
by securely plugging the lower inlets and 
outlets and filling the pipes at the highest 
portion of the system. This method is suit- 
able for completed schemes, but it will be 
necessary where work is in progress to test 
the various lengths as they are laid and 
prior to refilling of the trenches. The writer 
always insists upon having a minimum head 
of 10 ft. above the highest end of the drain 
under test. 

The manner of applying the hydraulic test 
is indicated in Fig. 48. By using a tube 
of 1 in. diameter, a rapid observation is 
obtainable, the slightest leakage being im- 
mediately determined by a fall in the water 
level of the tube. 

On completion of the work, the whole of 
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Fic. 48—Manner of Applying the 
Hydraulic Test. 


hydraulic test under a head of water equal 
to the height of the particular stack of 
pipes. If there be connections thereto of 
fittings on the lower stories, the stack would 
not be called upon to sustain such a head 
in practice, as in case of stoppage the waste 
water would escape through the fitting im- 
mediately above the blockage. 

The compressed air and smoke test com- 
bined is more searching and will give better 
results under the circumstances. It is also 
a convenient method of testing cast iron 
drains during the progress of the work, and 
by means of which the total length of open 
trenches can be kept at a minimum. Sey- 
eral types of machine are used for deliver- 
ing compressed air into the drains. 

(To be continued) 


Another Talk 
How The BELKNAP 
Generator Works 


understand. 
simpler than the BELKNAP. 


| If You Do Not Understand This Simplest of All Gene- 
rators, Here is Your Chance to Find Out. 
The Whole Story in a Nutshell 


Some heat generators may be complex and difficult to 
We leave it to you if anything could be 
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Only two working parts 


There are only two simple working parts to the gene- 
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How The BELKNAP is made 


The BELKNAP GENERATOR (guaranteed) is made 
entirely of steam metal—nickel-plated—there can be no 
rusting, The seat and the valve stem being cut on differ- 
ent angles eliminates any possibility of sticking, as there 
is cnly a knife edge bearing. This also makes the seat 
self-cleaning, there being no chance for any foreign par- 
ticles to lodge on this bearing. Furthermore, from the 
construction of the generator, there can be no collection 
of sediment remaining in the generator. The generator 
can be taken apart without disturbing the piping. 


Our springs are made to the same specifications as the 
United States government requires for their Pop Safety 
Valves which are used on all marine boilers and their 
accuracy and dependability are well known. 

They are Phosphor Bronze and non-corrosive and set so 
that no matter how many times they are compressed will 
always return to their original position. They are thor-~ 
oughly set and tested before leaving our factory. 

The BELKNAP GENERATOR is only 5% in. across, 
6% in. high, and 2 in. wide. It is placed under the expan- 
sion tank with the end marked ‘‘top” uppermost above the 
highest radiator, or it can be placed at the boiler. No 


cutting of pipes on angles; all connections are 
straight, 
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The Belknap Manufacturing Co. 
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Ask Your Jobber 


Specialty Dept. 


rator—clapper or seat and the spring—neither of which 
will ever be subjected to more than one thirty-second 
inch (1-32 in.) lift. 


The BELKNAP Generator works like this 


The system being under pressure as the water expands, 
a pressure is created against Valve B holding it firmly on 
its seat. When the temperature rises to a point sufficient 
to create a pressure of 10 pounds, Valve A opens and 
allows the water to pass to the Expansion Tank above it. 

As the temperature lowers, the water in the system con- 
tracts and forms a vacuum in the radiators and allows 
the water to return through Valve B, which is also aided 
by the static pressure of the expanded water above it, and 
thus the water is returned again to the system. 


The BELKNAP Generator is different 


The BELKNAP GENERATOR (guaranteed) has no 
iron parts to rust or corrode. It is positive and automatic. 
There is no mercury column to be maintained—no pockets 
to hold sediment—parts are so constructed as to be self- 
cleaning. 

Can anything be simpler? The BELKNAP will do any- 
thing that any other generator will do. Besides, its cost 
is much less. 

Here is a money-maker for you. Let us send you our 

, booklet, “The BELKNAP System of Hot Water Heating.” 
Yours for the asking, 


Bridgeport, Conn. 
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The Johnson Service Co. 


Has Solved the Question of 
Reducing Valves 


Here Is the Answer 


Steam Reducing Valve Air Regulating Valve 


Simple in construction Uniform pressure guaranteed 


' LD Ely . No complicated working parts 
No Springs in Steam Space SSS era =< WY 


; a | ra ae Suitable for any pressure 
No piston requiring packing \\ 


; —N tesa 717 apanned iron body 
Phosphor-Bronze Diaphragm GTR ii AS J 


Hin G/ABalanced Valo 
st 


The Johnson Name fuel means perfection 
Im ae: AE : 


Section of No. 1 Reducing Valve for Steam 


We were unable to find a line of valves equal to the rigid requirements of the JOHNSON inspection and 
have been forced to design and manufacture our entire demands in this line. After years of practical work under the 
eyes of our inspectors, under conditions where none other made could do the work, we have enlarged our factory out- 


put to supply the demand for practical working valves ata right price, that are dependable. We offer to the trade 
the most successful line that is manufactured, and behind every valve is the most thorough inspection possible. 


We have a booklet, Yours for the asking. 


The Johnson System of Temperature Regulation 


is the greatest improvement ever made in heating systems. 


From Every Viewpoint It Is a Dividend Payer 


Over 100,000 are now in successful operation. 


To the Owner, the Architect, the Contractor and the Lessee, 
every system means a satisfactory investment. 


We have complete catalogs showing installations and full description. Send for them, 


Johnson Service Co. 


Branches Everywhere 


Milwaukee, Wis. 
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New PRICE BOOK 
for PLUMBERS 


The greatest time-saverin maling esti- 
mates, in pricing jobs and making out 
billsis 
Flowers’ Plumbers 
Price Book 


Pays for itself in two weeks. 
it earns money for you. 


After that 


120 pages. Bound Flexible Full Levant Grain 

Black Cowhide, Tan Leather Lined, Pocket 
in froat cover. $5.00 Prepaid, You can 
return if not satisfactory. 


Send for pamphlet 


" FRANK H. FLOWERS, 
Erie, Pa. 


PLUMBERS’ 
SLATE 


We have two large factories and 
produce more than a carload of 
milled slate daily. 


Our reputation for executing 
Plumbers’ detail work carefully 
and accurately has well 
earned. 


been 


We will appreciate the favor 
if permitted to quote you prices 
when you are in the market. 


Urinals 
Shower Stalls 
Water Closets 

Base 
Wainscot 
Drain Boards 


THE PHOENIX 
SLATE CO. 


Penn Bldg., WIND GAP, PA. 


ecesutecececececacuce Lassie Seca cas aca ete casscecasecacae 
The Utility of Slate in 
Modern Sanitation 
fotacatecncecncacetncecucucecucucasacususatuseseietatacac 


ITH the general use of 
slate in sanitary work, 
architects, builders and 
the public are awaken- 
ing to the fact that this 

material is proving beyond doubt to be 
really the most desirable substitute for 
marble and sanitary glass. These latter 
were much in evidence until the last half- 
score years, when slate gradually came 
more into use, and since has been recog- 
nized a satisfactory product. 

Every public comfort station, laundry 
kitchen, pantry and toilet-room in mod- 
ern building construction requires slate 
in one form or another, some of the 
shapes and uses to which it is put being 
closet slabs, stalls for closets or urinals, 
shelves, wall covering, floors, and made 
into such fixtures as sinks and laundry 
trays. Slate is proof against stains which 
would ordinarily ruin any other material. 
Its dark color and close-grained forma- 
tion, besides being impervious to urine, 
foul water and rust stains, makes a most 
attractive equipment for every character 
of building. Formerly the demand for 
slate came mostly from builders who 
used it for hearths, lintels, mantels, roof- 
ing and dozens of other purposes, but its 
popular use in plumbing has created in 
itself another industry. Except through 
deliberate abuse, slate can withstand the 
very roughest treatment, while scratches 
and marks are invisible to the eye. 

Other fields besides the plumbing and 
building lines have noted the utility of 
slate, electricians especially using im- 
mense quantities. 
quarrying of slate is carried on exten- 
sively in Pennsylvania, from which the 
best grades are procured. Here are 
located specially equipped factories with 
every modern machine and facility for 
handling the largest or most unusual 
specifications. These concerns have fur- 
nished slate for the trade for twenty to 
thirty years and are able to supply any 
requirement that may be necessary. 

All the slate leaving these factories is 
guaranteed to be only of superior quality, 
with as perfect finish as it is possible to 
produce. Plumbers and architects should 


The manufacturing or 


consult these slate specialists when fig- 
uring. Free advice from competent au- 
thorities will be gladly given those who 
write our slate advertisers without in- 
curring any obligations whatsoever. 


ee 


A Flush Valve Ball Free 


HE Rome Sanitary Mfg. Co., Rome, 

N. Y., have introduced a most val- 

uable and practical idea in flush 

valve ball construction and one which we 
believe eliminates every objection to the 
all-rubber ball. This new specialty con- 
sists of a heavily constructed float of 


which 
tached a rubber cup in such-a manner 
that it cannot collapse or become of ir- 


non-corrodable copper—to is at- 


regular shape. The sectional view shown 
in the cut herewith gives our readers an 
idea of the construction. This ball will 
fit any tank and is almost indestructible. 
The air space between the rubber cover- 
ing and copper reinforcing permits the 
ball to seat on uneven surfaces, always 
remaining tight. The spud is fastened so 
securely that the stem cannot pull out 
under any circumstances, and an air hole 
in the bottom keeps the ball from becom- 
ing filled with water and sinking back 
upon the seat immediately after pressing 
the flush lever, with but half the con- 
tents of the flush tank discharged. Job- 
bers and the trade should investigate 
this meritorious article. A free sample 
and prices will be sent to those who re- 
quest same, mentioning THe PLUMBERS’ 
JournaL. This offer is made to our 


readers in order that they may subject 
the ball to a test, and places you under 
no obligations whatever. 
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Central Supply Association Dis- 
tributes Work for Drinking 
Fountains 


OLLOWING a reproduction of the 
F article “Death Lurks on the Brim 
of the Public Drinking Cup,” which 
appeared in the October 15th issue of 
THe PLUMBERS’ TRADE JOURNAL, Secretary : 
Frank S. Hanley, of the Hastern Supply 
Association, has distributed copies of 
this report to all affiliated members. In 
the accompanying letter attention was 
also called to the election of representa- 
tives for the Eastern and Central Supply 
Associations and reference made to the 
progress in securing comfort station con- 
veniences. We append same herewith: 


To All Affiliated Members— 

Gentlemen: We give you herewith the — 
names of National Committee Representa- 
tives elected at the recent Annual Meetings 
of the Eastern and Central Supply Asso- 
ciation: 

E. S. <A, REPRESENTATIVES.—J. Walter 
Lyons, Trenton, N. J.; H. B. Hallett, Con- 
shocken, Pa.; D. L. Hamill, Buffalo, N. Y.; 
F. W. Hubbard, Boston, Mass.; S. E. Hunt- 
ing, Watertown, N. Y. 

Cc. S. A. REPRESENTATIVES.—J. J. Ryan, 
Chicago, Ill.; W. A. Myler, Pittsburg, Pa.; 
John F. Wolff, Chicago, Ill.; EF. D, Keeler, 
Rockford, Ill.; Geo. H. Bailey, Pittsburg, Pa. 


COMMON DRINKING CUP 


We enclose you herewith, through the 
courtesy of THr PLUMBERS’ TRADE JOURNAL, 
a reprint of an article which we trust all 
members will read with care. 

A number of states have abolished the 
public drinking cup, and we now understand 
that the Public Health Service Bureau, 
Washington, D. C., is urging the prohibition 
of the use of public drinking cups on com-. 
mon carriers. It is possible that an order 
may be entered in the near future to this 
effect. 

We have been put in touch with informa- 
tion from the Commissioner of Supplies at 
Denver, Colo., through the kindness of an 
affiliated member, namely, The M. J. O’ Fallon 
Supply Company, in reference to public com- 
fort stations and public bath houses. The 
commissioner states that the public comfort 
station is a great convenience, and ends his 
letter by saying: “I do not believe there is a 
better institution in the City of Denver, or 
one that is more popular, than the public 
bath house at 22nd and Curtis streets.” 

We will appreciate information, or sus- 
gestions, from affiliated members in refer- 
ence to any matters of trade interest. 


Yours very truly, 
FRANK S. HaNntey, Sec’y. 


The Pennsylvania Structural Slate Company is one 
of the many departments cf the famous Genuine Ban- 
gor Slate Co., which produces more slate than any two 
slate manufacturers in this country put together. 

Doesn't this suggest the wisdom of getting our 
quotations before awarding your contracts? 


All it costs you is a postage stamp. You cannot 
put us to too much trouble asking questions. 


Write us today 


Penna. Structural Slate Co. 
PELL BUILDING, EASTON, PA. 


HOTEL CUMBERLAND 


Broadway at 54th Street 


Near 50th Street Subway Station and 53d Street Elevated 


“Broadway” Cars from Grand Central Depot pass the door 


NEW and FIREPROOF 


Best Hotel Accommodations in New York At Reasonable Rates 


$2.50 with bath, and up 


Special Rates for Permanent Guests. European Plan 
All Hardwood Floors and Oriental Rugs. 


Ten minutes’ walk to 30 Theatres 


ee ——Y 
—eeaeananaepeEeEeSaee——— 
EXCELLENT RESTAURANT 


HARRY P. STIMSON, Formerly with Hotel Imperial 


Only New York Hotel window-screened throughout 


NEW YORK 


PRICES MODERATE 
Send for Booklet 
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SANITARY SLATE INTERIOR FINISH HOUSEHOLD INDUSTRIAL 


Urinals OF BUILDINGS Cupboard Shelves Vats and Tanks of all 
Shower Stalls kinds for Dye Works 


Stes Pantry Shelves 


27 RETLETRETROING 


QUIEZNGANGAN 


Bathroom Partitions fot Refrigerator Shelves Chemical Works 
Morgue Slabs Platforms Shelving of all kinds Dairies 
Operating Tables Floor Tile Pastry Boards Bottling Establishments 
|_aboratory Slabs Wainscoting Table Tops Canneries 
Germ-proof Flooring Vestibule Panels aks Soda Fountains 
Mausoleums ee Ladner [abe Slaughter Houses 
Grave Vaults nels Sil Tops pe 
sae aa Window Sills - Lavatory Tops soe 
rave Markers be ae anneries 
Cistern Covers ane EDUCATIONAL Electric Switch Boards 
Feed and Water Mantels Blackboards Refrigerator Linings 
Troughs Fire Boards Bulletin Boards Aquarium Bottoms, Ete. 


Never Wears Out Lasts Forever 


Alpha Slate Mfg. Co. Hammann Structural and Slate Products Co. of 


Bangor, Pa. Roofing Slate Co. America 
Crown Slate Co. 
Pen Argyl, Pa. 


Excelsior Slate Co. Phoenix Slate Co. M. L. Tinsman & Co., Inc. 
Pen Argyl, Pa. Windgap, Pa. Pen Argyl, Pa. 


PT RTA ENTRIES 


Bangor, Pa. Bangor, Pa. 
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The above illustration, taken from the front cover of the Leaderite, November issue pub- 
lished monthly by the Leader Iron Works. 


The Zee: Line 


Pneumatic (See Tank Price List May 1, 1912) 
Gasoline 
Hot Water Storage 


Tanks 


Hand Power (See Fig. 283-E) 
Electric Driven (See Fig. 6-E) 


Direct Connected with Gasoline Engine 
(See Fig. 60-E) 


Pumps 


Gasoline Engines 
Electric Motors 
Steam Boilers 
Wind Mills 


Power 


Line Shaft 
Pulleys 
Belting 
Hangers, etc. 


General 


GC, When you are in the market for any of the above material, get 
our prices. It will cost but a few cents to secure them by mail— 
and it may save you several dollars. 

@, We do not carry any old shop worn material; everything is new 
and up-to-date. Our prices are right because we buy a large quan- 
tity of each kind of material and price is always an inducement to 
the party buying. 

@, Our policy is large volume with a small margin of profit. 

@, Visit the Leader show room at any of the offices below and see 
the class of goods we make and sell. 


Leader Jronfirhs, 


Decatur, Illinois and Owego, New York 
New York City Office, 15 William St. Chicago Office, Monadnock Block 


Transmission 
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Experiments in Sewer Ventila- 
‘x. tion in Winnipe 
ee Ge 


BY JAS. 


HE question of sewer ventilation 
aA: has been a burning one and an 

obnoxious one in more senses than 
one in Winnipeg, Canada, for many 
years. The city is very flat and the 
drainage all discharges into the Red and 
Assiniboine Rivers. Although the sewers 
are carefully graded so that they con- 
tain no deposit and are self-cleansing, the 
odors arising from them are very objec- 
tionable. This is particularly so in the 
fall and winter months when the com- 
parative warmth of the sewer air, which 
is at times 80 degrees above the tempera- 
ture of the outside air, stimulates the 
ventilation of the sewer to such an ex- 
tent that the velocity of the air up 
through the manholes often reaches 10 
feet per second. When the warm moist 
air from the sewer strikes the cold air 
above ground, the suspended moisture 
instantly condenses and gives the ascend- 
ing sewer air the appearance of steam. 


Vapor Ascending from Sewer In 
Winnipeg 


In the spring and summer months, the 
temperature of the air in the sewers is 
lower than the outside air, which tends 
to make ventilation sluggish, so that 
very little annoyance is caused by offens- 
ive odors from the open manholes. 

A considerable amount of flushing is 
done both by tanks built at the ends of 
branch sewers and also by hose flushing, 
and during 1912 over 42,000,000 gallons 
of water were used for this purpose. 

There are about 600 flush tanks with 
an average capacity of 261 gallons each 
placed .at the ends of branch sewers. 
These are flushed daily and in addition 
there is at least one gang and sometimes 
two who fiush the lines with 214-inch 
fire hose, sewers not having flush tanks. 

In 1908, experiments were commenced 
to ascertain the best method of ventilat- 
ing the sewers by other means than that 
of open manholes. Two different types 
were installed, one the Webb lamp and 
another designed by the City Engineer 
of Winnipeg and known as the city 
sewer ventilator. Both types are gas 
lamps so constructed that the sewer air 
passes over or through the flame. The 
results under favorable conditions are 
fairly satisfactory but in the case of the 
Webb lamp, which has a standard of 
about ten feet exposed above the ground 


SMITH 


with a top like an ordinary street gas 
lamp, the vent pipe frequently closed up 
with congealed moisture in very cold 
weather. The main objection to both 
these lamps was their cost of operation, 
which runs from 34 to 45 cents per day. 

Since August of 1909 experiments 
have continuously been made of another 
lamp known as a deodorizing machine, 
and over a year ago a number of these 
machines were installed in manholes 
throughout the city and after a severe 
test of three months in the coldest sea- 
son of the year (November, December 
and January), they proved very satis- 
factory, and since that time fifty ma- 
chines have been purchased and installed 
by the city. 

The machine is a new invention, the 
result of over two years’ experimenting, 
and is most ingenious. It consists of a 
reservoir containing wood alcohol, the 
fumes of which impinge on a platinized 


Cloudlike Mist Arising from Manhole is 
Sewer Gas 


disc about an inch and a half in diame- 


_ter. After the disc has been once heated 


the alcohol fumes keep it at an incan- 
descent temperature and the combustion 
of the alcohol fumes produces formalin 
in sufficient quantities to deodorize the 
sewer air before it emerges from the 
manhole. It works equally well in cold 
or warm weather. In the three months’ 
test referred to the machines were 
placed in the manholes which emitted 
the most objectionable odors, some of 
them on the trunk sewer coming from 
the district in which the abbatoirs are 
situated, and at no time during the test 
was there a distinct odor of sewer air 
at the manholes in which the machines 
were placed. Daily observations were 
made and anemoneter readings taken. 
The results showed a distinct saving in 
operating expenses. 

The cost of maintenance per day is 
based on the amount of alcohol con- 
sumed during three months, and on the 
assumption that the machines will re 
quire to be examined and attended to 
twice a week. The average cost per day 
works out at between 11 and 12 cents. 
The International Sanitary Co., of Win- 
nipeg, have acquired the patent rights of 
this new machine and are now manufac 
turing and marketing them with success, 
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“Fludson. 
Announcement 


: We are now in a position to furnish 
: and make immediate shipments on the 
5 Complete Line of HUDSON Round and 
Square Sectional Boilers and Tank Heaters. 
: 
: 


We have on hand the heater that will 5 
exactly fit your requirements—all ready to 
ship, no delay. | | 


Send for Catalog 


THE HUDSON BOILER 
MFG. CO. 


27 West 42nd St., New York 


Boston—200 Devonshire St. 


Philadelphia—Builders’ Exchange 


E 4 : ee, 
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No. W-266 Hudson Sectional 
Water Boiler 


No, 42 Hudson Tank Heater 
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The Jobber who tells you 


that he can sell you lavatories like these 
made by some one else at a better price, is 
being fooled himself 


Solid Porcelain 
Lavatories 


are practically made alike. 
If there is any considerable 
difference in price it is be- 
cause the firing is being 
shirked. 

The result may look just 
the same—for a short time. 
Then it shows because a 
low firing or baking 
does not give’ the 
hardness found in ° 


The Trenton 
Potteries Company 


Ware 


We make our solid Porcelain con- 
scientiously and honestly; believe it 


Plate 162 


complete 


to be the only Porcelain which will 
give excellent service over a long 
period of time. 


We back our ware with our 
established trade-mark—which 
appears on every piece we man- 


ufacture. 


Vitreous China (made at four of our plants) and Solid Porcelain (made 
at two exclusively) are acknowledged by experts to be the most sanitary 
materials, 


Your Jobber 
can give you 
prices 


Just convince yourself how little more it 
will cost to use such sanitary materials, 
made by a reliable company. 

Ask about Plates 162 and 175. 


Plate 175 


complete 


The Trenton Potteries Co., 


Trenton, New Jersey, U.S. A. 


See page 706 for our other advertisement, 
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the plumbing business in the past ten 

or fifteen years? That is, do the mas- 
ter plumbers and contracting fitters give as 
much thought and attention to the tools they 
furnish. their workmen as the _ situation 
warrants? Certain it is that in days gone 
by, the firms engaged in the plumbing busi- 
ness begrudged the laying out of money for 
good tools, and the result was that on many 
and many an operation hundreds of dollars 
were lost every month by workmen trying 
to make shift with poor or worthless tools, 
when an outlay of fifty dollars would have 
saved a thousand annually. The writer has 
seen a half dozen men with their helpers 


| Betaere have conditions changed in 


Fic. 1—A Tourniquet of Rope Will Start 
a Balky Die 


lined up for an hour at a time waiting for 
a chance at the bench and vise to do per- 
haps fifteen minutes’ work, but unable to 
make any ueadway on account of the delay 
caused by the poor tools. 

In one particular case there were enough 
tools if they were any good; but a thread 
which ought to have been cut in five minutes 
never took less than thirty minutes. The 
dies used were block dies and so old that 
ther could not be entered on the pipe by 
hand. The leading screws had been worn 
out from use, so to ‘catch’ the die on a 
pipe, the fitter would first pass a looped 
rope through the length, put a piece of small 
pipe through the loop of the rupe, as shown 
in Fig. 1, then slip the die over the two 
full ends of the rope and out the pipe, and 
tie the two ends of the rope around another 
cross-piece of small pipe on the face side 
of the die. 

By now turning the stocks, the rope would 
twist, thereby gradually shortening until the 
die was forced to “catch” the end of the 
pipe, when the rope could be removed and 
the full thread cut. This, of course, was a 
troublesome operation; so, before resorting 
to it, first the fitter then his helper, next 
both together would try to catch the die 
on the end of the pipe. By the time they 
were convinced of their failure, the end of 
the pipe was pretty well “chewed” away, 
and an extra deep thread had to be cut in 
order to get the full number of threads. 
On this account the loss of time and money 
did not end when the pipe finally left the 
bench, for, the dies being poor in every 


Fic. @. FIGS: 


Fic. 2.—Tin Clips Before Bending. Fic. 
3—As the Tin Clip Looks After 
Being Bent for the Die 


sense of the word, the threads cut extra 
long, and broken and chewed at best, when 
made up in their respective fittings were 
productive of an unusual number of leaks. 

The writer knows this to his sorrow, for 
he spent many days going over the entire 
system trying to calk the threads tight, and 
succeeding but poorly at that. 

The making of a mechanical tourniquet to 
force the die onto the pipe might be con- 
sidered by some as a kink or trick of the 
trade; but, from our point of view, it was 
only one of those near-kinks which are 
better left unlearned, for they are expensive. 

The only kink that would have satisfied 


Kinks for The 
Plamber and Fitter 


BY OSCAR E- 


' 
WININONA KONO SOKO ROCIO O ROMEO, 


BINNER 


oF 
these columns in that case would have been 
to discard the tools entirely and get a set 
of the very best tools obtainable in the 
markets. 

Even the vises, which are generally con- 
sidered ‘‘good enough” so long as they hold 
together, are the source of a great loss an- 
nually. As soon as the vise jaws begin to 
grow dull, and the pipe slips, just so soon 
it will prove prime economy to have the 
jaws resharpened, or, if that cannot be done, 
replace the vise with a new one. Every 
time a pipe slips in a vise it costs at least 
five cents. Time is lost getting another grip 
on the pipe, and when the pipe is finally in- 
stalled, if exposed, it must be touched up 
to remove the marks of the vise jaws. Fur- 
ther, the work never looks right, even then, 
and there is always the risk run that screw- 
ing down the vise jaws to distort the pipe 
so it will not turn, will split it along the 
seam, so that after being installed and the 
water turned on, there will be the additional 
cost of removing the defective section and 
replacing it with a new one. 


UT, having decided on a new set of 
B tools, what are the best kind of dies 

and vises to purchase? What kind of 
tools for all arounu purposes will give the 
best results? Those are questions which 
would probably be’ answered in as many 
ways as there are different kinds of tools. 
From the writer’s experience, however, he 
believes that hinged ones, or ones which 
open at the side in some way to permit the 


a 
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Fic. 4—The Manner in Which the Clip is 
Used. Compressed Into the Chasers 


pipe being taken out are the best possible 
kinds, which facilitate work greatly and by 
saving the time of the workmen, pay for 
themselves over and over again. In the 
matter of dies, those given the right angle 
of rake, with plenty of clearance for the 
chips are the best, of course; but as between 
the different kinds having these main char- 
acteristics, the adjustable dies with suitable 
die stocks would seem by far the better when 
compared with solid block dies. It must be 
borne in mind that while all fittings are 
supposed to be tapped alike, there is great 
variety in this respect, not only among the 
tappinges of different fitting manufacturers, 
but furthermore among different fittings 
turned out by any one manufacturer. In 
some fittings, a standard pipe thread will 
hardly enter, while in other fittings it will 
screw clear in to the shoulder without mak- 
ing up tight. If, now, the plumber or fitter 
has a set of adjustable dies, he can set 
them to cut just as large or just as small 
a thread as he desires. 

But the plumber and fitter does not al- 
ways have the high-grade adjustable dies 
and other tools that he would like, but must 
jog along contented with what is at hand, 
even though they may be old, dulled and 
worn block dies. It is to help the unfor- 
tunates who find themselves so situated that 
the following kinks of the trade are to be 
explained; and this will be found a trick 
of the trade worthy in every way to be 
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Boilers Are Scarce 
WE HAVE THEM IN STOCK 


CAPACITIES—175 to 6000 Square Feet Steam 
SIZES—16 Inch and 19 Inch Round Fire Pots 
SIZES—20 Inch, 25 Inch, 30 Inch and 40 Inch Square Fire Pots 


NOVELTY STEAM AND WATER BOILERS 


MADE BY 


bram Cox Stove Co., of Philadelphia 


: . STOCKED AND SOLD BY 


Samuel Sloan & Company, Rochester, N. Y. National Plumbing & Heating Supply Co.,Chicago, III. 
Bridgman Brothers Co., Philadelphia, Pa. Orange Supply Company, East Orange, N. J. 

Quinr. Brothers, Paterson, N. J. Rhode Island Supply & Eng. Co., Providence, R.I. 
Joseph H. Young Co., Boston, Mass. Hoy & Co., Albany, N. Y. 

John M. Wolf Co., Brooklyn, N. Y. Chas. B. Scott Co., Scranton, Pa. 


The Extremely Simple Motor of the Model 
Honeywell Temperature Regulator 


The motor of the Honeywell Temperature Regulator is unlike, in every feature, motors of other regulators. The 
Honeywell Motor is not a “burglar alarm,” it is quiet in operation; its motion is governed by a positive acting governor 
consisting of two polished metal disks revolving in a bath of pure, thin oil (hermetically sealed), between two like disks 
that are held stationary by means of lugs on their outer edges that engage with ribs in the governor pot, the principle being 
the same as the multiple disk clutch commonly used in automobiles. “No springs are used in the governor, gravity only holds 
the disks together. 


The motive power is furnished by a six-pound weight which is supported by a heavy brass ladder chain that travels over a 
sprocket, the opposite end of chain being provided with a small hand weight for ease of winding. . ds 

Differing from all other motors, the motor of the Honeywell Temperature Regulator is provided with an arm or lever for 
controlling the damper chains. This lever, controlled by the action of the governor, moves up and down slowly, quietly opening 
and closing the dampers, without disturbing the occupants of the rooms above. This is a feature of the Honeywell Tempera- 
ture Regulator that appeals most strongly to those who have had experience with regulators that clap and bang the dampers, 
and make them jump around on the chains like jumping-jacks. 


The Honeywell Motor is fitted with an extremely simple and dependable automatic cut-out switch so that the motor cannot 
run down and leave the drafts open. 


A fingered link is inserted in the chain near its tail end. As this link passes over the toothed sprocket it engages a yoked 
trigger before the power weight reaches the floor. The outer end of the trigger serves as a circuit breaker. When the circuit 
is broken the motor must stop with the lever down, insuring the drafts being closed, and it will not operate again until rewound, 


when the fingered link will travel back over the sprocket, reset the switch, and the motor will be ready for operation at the will 
of the thermostat. 


The Honeywell Motor has no bulky parts, no springs to rust in damp basements or small bearings and gears to wear that 
must be carefully protected from dust. There are very few working parts to the motor and these are made heavy and strong. 
The Honeywell Motor is the most simple and durable of any manufactured. 


Every part of the Honeywell Temperature Regulator is guaranteed 
for a period of twenty years, except batteries. If any part proves 
defective within twenty years from date of purchase, we will, upon 
request, see that a new part is supplied free of charge, and bear all 
transportation charges on returned parts. 


Honeywell Temperature Regulators are sold at the right price and 
to the trade only. Write for complete booklets and prices. 
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The “ALLRIGHT”’ 


Every Seat Plainly Labelled 


‘“‘Guaranteed Not to Split 


By G. W. Patterson Co., Greensboro, N. C.’’ 


It’s 
Unbreak- 
able 


and the 
Grain 
Runs 

Straight 


The “ALLRIGHT” Seat is made 
unbreakable by an electrically welded 
steel hoop, forced into a groove on the 
underside of seat, when hot and ex- 
panded. When it cools it contracts 
and embeds itself into the wood on 
the old principle of putting a tire 
on a vehicle. A wooden spline, set 
in glue, is forced into the groove, 
over the hoop, under 1,000 pounds 
pressure. There are no joints and 
not the slightest crack or crevice 
in which germs or filth can ac- 
cumulate. Absolutely waterproof. 


Complete line of shapes and finishes regularly in stock to match your 


combination. 


Factory Capacity 500 Seats Per Day. 


At your jobber or write us. 
Attract Trade” and “Genius.” 


Have you our two booklets, 
Sent on request. 


“How to 


G. W. Patterson Company, 


Greensboro, N. C. 
The “ALLRIGHT” is UNBREAKABLE and STRAIGHT GRAIN 


Save 309% in Your Packing Expense 


Write for 


GLOBE PAPER COMPANY 


DEMING “ATLAS” POWER PUMP 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
jess time in packing.They cost you 
30 per cent. less. These are facts 
you can’t allow yourself to over- 
look. 


BETTER QUICKER LIGHTER 


STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
ue 


Particulars 


Evansville, Ind. 


Deming Power Pumps 
For Domestic Water Systems 


The “Atlas” may be operated by 
direct connected electric motor, or 
driven by belt from any source of 
power. Write for booklet ‘“Dem- 
ing Water Systems.” 


The Deming Company, Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co., New York 


called kinks, for they are really helpful. 

When given a set of old block dies to 
work with, one of the first things to do 
is to send the helper scouting around the 
building and neighborhood for pieces of 
tinned plate. If nothing else is available, 
old tin cans will answer the purpose, care 
being taken to select a number of different 
weights of material graduated in size from 
the thinnest to the thickest. When a suit- 
able supply is at hand, take your snips and 
cut the sheet metal into small rectangular 
pieces about % inch by 1 inch, as shown 
in Fig. 2. 

When a sufficient supply has thus been 
collected, pile them up in separate heaps, 
according to their weights, and you are 
then ready for the real process of cutting 
threads to fit. Suppose, for instance, you 
have a lot of fittings which are threaded 
so small that a thread cut by your block 
dies will not enter or screw home. In that 
case, you cut a thread on the pipe end, as 
you ordinarily would, then back off your 
die, blow out the chips, then pick up one of 
your little tin pieces, and bend it with your 
fingers into the shape shown in Fig. 3. You 
now place this bent piece of tin on one of 
the set of teeth in the die, as shown in Fig. 
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up in place, he had all clean threads in the 
fittings for the pipes to enter, and they were 
sufficiently stretched to permit the pipe 
threads to enter a suitable distance, 

The day of stretched fittings, happily, has 
long since passed, giving way successively 
to the tin clip kink, and later the adjustable 
dies, so common now-a-days. 

A kink for loose threads in fittings, which 
went with the stretching of threads, was. 
known as the lamp-wick method of making 
joints tight. If, for instance, the fittings 
were tapped with threads so large that the 
pipe threads when screwed clear home were 
liable to leak, the plumber or fitter would 
take one or two strands of lamp-wick, ac- 
cording to the looseness of the male threads, 
and wrap the strands in the depressions of 


the male threads on the pipe end, winding 


in such a way that the making up of the 
threads would tend to draw the lamp-wick 
into the fittings, not push it out. The ‘re- 
sult was, as the threads were loose where 
entered together, the lamp-wick would enter 
readily; but as the threads reached the 
places where they properly belonged, the 
lamp-wick would be tightly compressed in 
the V of the threads, and well bedded in 
red lead or white lead to protect it from 


Staples & Cutten, Daytona, Fla., Use “Never-Split” Seats by the Hundreds, as ‘the 
Photograph of Their Auto Truck Shows 


4. Press the die plate onto the end of the 
pipe, and run over the thread you have al- 


ready cut, as though cutting a fresh one, | 


When you back off your die this time, 
and try the fitting, you will be surprised 
to find that the fitting screws upon the 
thread much further and easier than it did 
before, and the ease with which it screws 
on, and the distance it will make up will 
depend upon the weight or thickness of the 
sheet metal you used. For this reason, 
when starting with a new batch of fittings, 
It is well to find out at the start just what 
weight of sheet metal is the best to use. 
This can be done by starting with a size 
you think is about right, then increasing or 
decreasing the thickness of the pieces ac- 
cording to whether the thread you cut is 
too small or too large, until the right weight 
of tin to use has been ascertained. 

By means of this simple kink, threads 
can be cut with a great accuracy, almost, 
as when adjustable stocks and dies are 
used. Almost, but not quite, and then only 
when the tappings on the fittings are too 
small, but not when they are too large. 
That is where the adjustable dies pay for 
themselves over and over again, and where 
the block dies are tried and found wanting; 
for, while our little tin clip kink will enable 
the block die to cut a deeper thread, there 
is no means known to the writer whereby 
they can be made to cut a shallower one. 

Another method commonly resorted to in 
the past, before the day of adjustable dies, 
was to. stretch the threads in fittings 
slightly. That is to say, if a fitter had a lot 
of fittings tapped with threads smaller than 
his dies would cut, he often resorted to the 
stretching method, but never if he was 
familiar with the tin clip kink. To stretch 
a fitting thread, the plumber or fitter would 
place in the vise a piece of pipe having a 
good long thread. Each of the fittings he 
would then take up in turn and screw them 
onto this thread almost to the shoulder. 
The result was, that when making the pipe 


deterioration. This method is often used to 
this day, and, while perfectly satisfactory, 
is not so good a method as using adjustable 
dies that will cut threads to fit. 


a 


Southern Master Plumbers Boosters 
for the ‘‘Never-Split’”’ Seat 
TAPLES & CUTTEN, Daytona, Fia., 
S are certainly good boosters for the 
“Never-Split” seat, if the photo- 
graph reproduced herewith is any crite- 
rion. These practical plumbing and 
heating experts believe in the 20th cen- 
tury methods. The picture shows the 
conveying of a portion of a large ship- 
ment of “Never-Split” seats from the 
railroad to one of the new hotels at 
Daytona. Staples & Cutten say that the 
only trouble with the “Never-Split” seat 
is that there is never any repairing, 
after it is once installed, but they be 
lieve that the satisfaction given and 
recommendations secured are a far better 
investment. They order “Never-Split” 
seats by the carload, this merely exam- 
plifying what can be done when one 
once establishes himself as a furnisher 
of high-quality goods. 
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Acquire Additional Space 
Y the enlargement of their foundry 
B at Salem, Ohio, the National Sani- 
tary Mfg. Co., well known manu- 
facturers of sanitary specialties, have 
acquired 5,000 extra square feet of floor 
area, which gives them increased manu- 
facturing facilities and warehouse space. 


. 
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The Quality Line That 
Challenges Comparison 


<2 eer 


PLATE 181 D—Juvenile 


UR LINE IS 
COMPLETE 


Write for Catalog 
and 
Consult Your Jobber 


PLATE 182 D—Juvenile 


Vitreous China Solid Porcelain Enameled Ware 
“RIVERSIDE” “AVON” “PORCELIRON” 


WHEELING SANITARY MBG. CO. 


Wheeling, W. Va. 
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Chapter VIII. 


OON after Bill came in with a small 
S job of running three hose connections 
in a man’s cellar and he and “Sary” 
soon estimated that the actual labor and ma- 
terials amount to $5.50, the shop rate at 
47% to $2.59 and the profit and contingency 
to $1.62, making a total of $9,71. The man 
offered Bill $7.50 to do the job, but Bill 
said, “No Siree! It will actually cost more 
than $8.00 to me, sir.” 

“Why,” said the man, “I got one plumber 
to say he would do it for $8.00.” 

“All right,” said Bill in reply; “he is the 
man to give the job to.’ When Mrs. Asket 
came in, Bill told her about the little cir- 
cumstance and was greatly surprised and 
delighted when Mrs. Asket gave her hearty 
approval to his decision, saying: ‘‘Let them 
take it, Bill, they will be at least a dollar 
poorer when they get through and the more 
of those kind of jobs they get the sooner 
they will wake up to the fact that you, by 
your method, are picking up the cream and 
good jobs of the plumbing trade.” 

“Do you know, Mrs. Asket,’” said Bill, ‘‘if 
this business grows up and really amounts 
to something through our efforts I shall have 
to take you in as partner.” 

“Oh,” replied Mrs. Asket, “I’m just as 
well satisfied to be the ‘power behind the 
throne’ as anything else, but speaking of 
partners—there is ‘Sary’ !” 

At the end of the second month, Bill’s 
shop rate fell to 40%, as he had not 
increased his expenses very much, but 
had done a larger amount of business. 
“Now, ” said Mrs. Asket, “don’t jump at 
the conclusion that you can lower your 
price right away, because your business 
was a little larger for a time. That 47% 
was deduced from average business condi- 
tions and while some months may reduce it, 
others again may increase it, if you are 
slack. So the best way to do is to just fig- 
ure a straight 47% until the end of six 
months or even a year, then average all 
your shop rates and take that average to 
use the following year.” 

“I see,” said Bill, “even though the ex- 
penses remain the same the shop rate will 
go up and down according to the business 
done.” 

“That’s right,’ replied Mrs. Asket, “but 
the larger the business, the more the ex- 
pense, aS you will find; so that the rate on 
the average will vary but little.” 

Mrs. Asket came in some days after and 
found Bill scowling to himself and feeling 
about as cheerful as a woman caught in a 
rainstorm with a new bonnet. It seemed 
that Bill was getting his hot water heating 
finished up and had been forced to lose two 
or three jobs because he was undereut by 
other plumbers who really thought they were 
making money on the prices they had fig- 
ured, although actually they were not. “I 
don’t see how I am going to get over the 
time it takes to teach those fellows that 
they are losing money on those jobs. It 
may take a while for it to sink in, especially 
if they happen to be doing several other 
jobs on which the profits are sufficient to 
cover up the losses they make on their fig- 
ures that are too low.” 

“Yes,” said Mrs. Asket, “that is going to 
be the hardest part, but my husband was 
well acquainted with Mr. Drew, the archi- 
tect downtown, you know, and I am going 
to send you down there with a little note 
asking him to let you figure on some of 
his jobs.” 

“That ought to give me a good chance at 
larger contracts where there is more money,” 
replied Bill, ‘and one or two big jobs are 
equivalent to getting a whole bunch of 
small ones.” So Mrs. Asket wrote the note 


and Bill called upon Mr. Drew the next day. 

A very officious and noisy office boy stop- 
ped Bill at the door and tried to find out 
all about Bill way back to the third and 
fourth generation, but Bill was brother to 
the oyster and insisted on having Mrs. 
Asket’s note delivered to the man himself. 
So finally the office boy took the note under 
protest and carried it into the sacred con- 
fines of the office marked “PRIVATE.” He 
returned shortly a different character, all 
smiles and politeness and invited Bill to 
come in. Bill entered and had a very short 
but pleasant talk with the architect in which 
he was told that bids were to be received 
for one day more on two houses and that if 
he could get his figures in the next day they 
would be considered. Bill said he could try; 


and received a set plans for each house to- 
gether with some blank forms to fill in his 


bids upon. Bill hastened back to his shop 
and arrived just about the time “Sary” had 
finished up her day’s entries. 

He sent “Sary’” upstairs to have supper 
with Mrs. Asket and began making his 
sketches of how he would have to run his 
pipes; and figuring up the amounts. Bill 
was quite a good draughtsman and, having 
read his specifications on the way back, he 
was all prepared by the time “Sary” re- 
turned to start her off on the estimate. Mrs. 
Asket came down with “Sary,’ being much 
interested, and as fast as the lists of mate- 
rials were made out she figured the costs 
and they managed to complete one estimate 
and start the other before it was time to 
go to bed. Bill took “Sary’” home, as it 
was rather late, but he was down bright and 
early the next morning, so that with Mrs. 
Asket’s help he was entirely finished before 
noon. Of course he didn’t have time to get 
actual quotations on his fixtures but they 
happened to be of a standard make and of 
a style with which he was familiar so that 
he could estimate the probable cost very 
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closely. By two o’clock the bids were in 
Mr. Drew’s hands and he congratulated Bill 
on his speedy estimating. 

“Well, Mr. Drew,” said Bill, ‘I never could 
have done it if I hadn’t had my business 
thoroughly systematized so I know what I 
am doing and what things cost to do.” 

“That’s a fine thing,’ exclaimed Mr. 
Drew, “and one that very few plumbers 
really do know, as I can see myself by the 
wide variation of their prices on the same 
work.” 

BOUT two weeks after Bill handed in 
A his figures to Mr. Drew for the two 
houses he received a request to call 

on the architect, which he lost no time in 
doing. Mr. Drew started in by dashing all 
of Bill’s hopes to the ground and saying, 


He Sent “‘Sary” Upstairs to Have Supper 
With Mrs. Asket and Began 
Making Sketches 


“T am very sorry to tell you that you are 
not the lowest bidder on either of the jobs 
you figured. I have made some inquiries, 
however, around among the people you have 
been doing work for, and I find them all 
well pleased and in one case especially I was 
told you were the only man in town who 
was really on to his job in the hot water 
heating line anyway. I suppose you can 
guess where that came from?” 

“Oh, yes, I think so,” said Bill. 

“Now,” went on Mr. Drew, “one of these 
houses is being built by a very tight man 
who can see a dollar bill a mile off and 
around the corner at that. He insists on 
the lowest plumber getting the job whether 
he be responsible or not and insists it is up 
to me to see that he puts in every pipe as 
he should. 

“Now you probably know that I could not 
possibly devote all my time to watching a 
tricky man and if I put an inspector over 
him the inspector would cost more than is 
saved by the lower figure, so that leaves 
it that this man is not going to get as good 
a plumbing job as though he paid a fair 
price for the work and got a thoroughly 


responsible man to do it. In the other case, 
the owner is a very square man who wants 
good work, but realizes that he must pay 
more for it than for inferior work; so he 
authorized me to recommend the lowest 
responsible bidder, which I have already 
done. The lowest responsible bidder was, in 
this case, you, and the owner has agreed@ 
to sign the contract if you wish to go on 
with the work. Now this is a trial job 
inasmuch as you never did any work under 
my direction before and, if you take the job 
I want good, careful and neat work that 
there will not be any comeback on either of 
us later on.” 

(To be continued) 
a 
Co-operation Between the Manu- 
facturer and Employee 

HE spirit of co-operation, which is 
becoming more pronounced eyery 
day between the manufacturer 

and his employees, is very well shown in 
the hangers upon which are printed the 
requests to the employees in the plant of 
the Portsmouth Engine Company, Ports- 
mouth, Ohio, which manufacture small 
refrigerator plants for hotels, butcher 
shops, saloons,.country homes, ete. These 
signs are prominently hung in the differ- 
ent departments of their factory, and 
each department head has been requested 
to see that every man follows out the 
ideas they contain. 

First: BE SURE that you under- 
stand, accurately, CLEARLY, - 
EVERY DETAIL of what you 
INTEND to produce! 


Second: CONSIDER, THOUGHT- 
FULLY, the very best methods of 


PRODUCING IT WELL and 
QUICKLY! 
Third: DO NOT WASTE LABOR 


or MATERIAL BEFORE you 
have complied with the first and 
second ! ; 

Fourth: THEN, see HOW WELL 
and HOW QUICKLY you can 
accomplish it— without hurting 
yourself ! 

This firm manufactures a number of 
different mechanical machines requiring 
a high degree of intelligence on the part 
of its labor, and in attempting to secure 
from the men that co-operation which is 
necessary for the success of every busi- 
ness, the above bits of wisdom were writ- 
ten by L. C. Turley, the president of the 
company. The Portsmouth Engine Com- 
pany was formed by Mr. Turley in the 
nature of a co-operative concern. Hach 
head of a department is a stockholder in 
the company, and for each of the men 
employed there is: a possible bonus in 
stock, not as a reward, but as a just pay- 
ment for the use of their brains in their 
work, as well as their physical labor. 

In writing the Shop Requests, Mr. Tur- 
ley covers the points which are essential 
to the success of every manufacturing 
concern, and has embodied m the fourth 
paragraph that the company did not ex- 
pect any man to physically over exert 
himself to secure the end accomplished. 

The success of this method of C0- 
operation is easily seen by a visit through 
their plant. The men are all given op 
portunities to present any thoughts or 
ideas they may have, which will assist in 
economizing in shop cost, and the man- 
agement of the company have extended 
to the men every facility possible in the 
line of improved machinery and the lat- 
est tools to reach that end. 

Among the conveniences offered for the 
men are shower baths for use after the 
day’s work is completed, lockers for 
clothing and every comfort for them. 

We believe some of the ideas embodied 
in this plant could be profitably used in 
some of the other lines of our field. 
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Four Vantage Points 
| in the 


- SOUARE-POT 
BOILER 


Third—Shank bars 
on the outside giv- 
ing positive action, 
insuring bright fire 
at the point de- 
sired. 


Fourth—More ra- 
diating surface in 
the fire pot than any 
other of equal di- 


DEEPASH PIT — | Y ameter. 
SQUARE AT BACK ! 


First—Ash Pit 
square at back 
cleans easily. 
Second— Grate 
pars. of equal 
length and mo- 
tion, ashes re- 
moved evenly. 


WHY NOT 
NV ESUIGATE 


NEW YORK 


CHICAGO JERSEY CITY 
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The Best in the World 


You can’t go wrong if you use the following: 


‘“American Seal’’ 
‘‘American Seal’’ 


‘* \merican Seal’’ 
‘*A merican Seal’’ 


Graphite Steam Joint Cement 
Plumbers’ White Lead and 
White Putty 

Asbestos Furnace Cement 
Boiler and Furnace Front Paints 


Backed by a reputation based on years of first 


class service. 


Send for circulars. 


THE WM. CONNORS 
PAINT MFG. CO. 


TTOV, ING Ye 


Duplex Power Pump 


Duplex DoubleAeting Power Pumps 


3 to 60 gallons per minute capacity 


Deep Well Power Heads 


6 inch, 8 inch and 12 inch strokes 


Dayton Pumps Are so Quiet 
Running and Reliable They 
Are Especially Desirable 
For Private Water Systems 
We furnish Pumps only or Complete 


Systems operated by electric motor, gas- 
oline engine or hand power. 


Electrically and mechanically the Dayton 
Electric Water Lift conforms to the latest 
and best engineering practice. The motor 
and switch are mounted above pump, safe 
from contact with damp walls or floors. 


The flat ‘‘Non-Slip’’ belt and slow speed 
motor insure quiet running and absolute 


reliability. 


For pumping into open tanks we furnish 
pump and motor only, mounted as shown. 


Have You Our Catalog? 


THE DAYTON PUMP & 
MANUFACTURING CO. 


Dayton, Ohio, U. S. A. 


Automatic Electric Water Lift 


“‘The Immortal Duffy” Pays His Usual 


Visit to Cedar Rapids, lowa 
ORTY years without doing a lick of 
F work is the record of Tom, better 
known as “The Immortal Duffy,” 
who applied for and was given lodging at 
the police station, Cedar Rapids recently. 

Highty years old, the past forty of 
which have been spent knocking about 
from town to town and living off master 
and journeyman plumbers, is the record 
of Duffy. In those forty years, every 
part of the English speaking globe has 
been visited by this veteran, and it is 
his proud boast that in those forty years 
he has not worked for a single cent. He 
is known from coast to coast by every 
plumber and apprentice as the one man 
who has solved the problem of living 
without work. 

His last work dates back to the time 
of the invention of the Stillson wrench, 
the first really big improvement in plumb- 
ing and perhaps the one thing that, more 
than anything else, revolutionized the 
plumbing trade. Many plumbers pro- 
tested against the adoption of this 
wrench at that time. Some of them re- 
fused to use it. 


Most of them, however, 
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He was formerly with the Atlas Bragg 
Co. of Cleveland, Ohio. The third anq 
fourth passengers are Secretary Mont- . 
rief of the Texas State Association of 
Master Plumbers and Master Montrief. 

The Kodak was taken shortly after the 
state association convention held at Fort 
Worth, last April. 


ee 


Southern Firm Incorporated 
CONCERN capitalized at $50,000 
A has been organized at Mont- 
gomery, Ala. to manufacture 
heating specialties and will be known as 
the Pulser Manufacturing Co. R. Hag- 
ger, president; D. R. Dreyfus, vice-presi- 
dent; C. F. Galliger, secretary and gen- 
eral manager, and J. A. Young, treasurer, 

are the officers of the new concern. 
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Wisconsin Wants Ordinances and 
Inspection of Plumbing 


N fathering the movement for state 
I sanitary legislation, Thos. M. Fergu- 
son, first vice-president of the United 
Association of Journeymen Plumbers of 
Wisconsin, has made a tour of the entire 
state, seeking the co-operation of both 


Mr. McDonald, of McDonald, Blevins Co., Fort Worth, Texas, Dispenses Real Southern 
Hospitality to His Friends, G. E. Andrews and State Secretary Montrief 


only rebelled a short time and soon went 
back to work. But not Duffy. He said 
he would never do another stroke of 
work so long as the wrench was in use. 
He has kept his word, the wrench is still 
in use, and Duffy lives on his reputation. 

Captain Charles McKernan knew Duffy 
and when he stuck his grizzed old face in 
the police station door there was a wel- 
come. 

Captain McKernan called up some of 
the plumbers who knew Duffy. He called 
up Charles McHugh, Bob Meister and 
George McDonald. “You are due for an 
assessment,” he told them over the tele- 
phone. “Duffy is in town. He says you 
are in arrears in your dues to him.” 

Duffy stayed about town paying his 
usual visits to the plumbing shops and 
picking up a dime here, a quarter there, 
with an occasional invitation to dinner. 

a 
A Trio of Well-Known Southerners 

ERE’S a carload of southern cele- 
H brities in the new car of Mr. 
McDonald of McDonald, Blevins 

Co., of Ft. Worth, Texas. Mr. McDon- 
ald is at the wheel; to the left in the 
tonneau is G. E. Andrews, who joined 
the H. Mueller Manufacturing Company’s 


| forces in the Texas territory last July. 


the journeymen and master plumbers in 
the interests of a bill in preparation by 
his organization. 

The bill, as originally drafted and 
published in THk PrumpeErs’ TRADE JOUR- 
NAL early in 1911, would set a standard 
of sanitary plumbing in all cities and 
towns of the first, second, third and 
fourth classes. It would further create 
a board of examiners—the Governor to 


-be a member ez-oficio—to examine and 


pass upon the qualifications of both 


‘ journeymen and masters desiring to 


enter into business, and to exact a li- 
cense fee. It would also create an office 
of plumbing inspector in all towns em- 
braced in the proposed law. 

The revised bill now in preparation, 
in which improvements to increase its 
efficiency are being made, embraces only 
cities of the first, second and third 
classes. The supervision of sanitation 
in the fourth class muncipalities is pro- 
vided for in having such towns handled 
by the inspector of some nearby larger 
city whenever his services are required, 
he to be reimbursed for such service by 
the state. 

Both branches of the trade are ei 
thused with the movement and have 
pledged their support in an effort to 
have the bill become a State law. 
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Ii You Want QUALITY 
your surest safeguard is the 


BLACK and GOLD 


guarantee label of the 


IRON CITY Line 


Every piece of 
IRON CITY 
WARE 
installed is a standing 
advertisement for you, 
Mr. Plumber. Beauty 
of design and pertec- 
tion in finish make 
every job one to which 
: VOUMCane Teter: swith 
PLATE D—112 pride. 


Made in one size only, 22 in. x 27 in. 


Iron City is the Quality Line 
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Iron City Sanitary Mfg. Co. 
Pittsburgh, Pa. 
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HAT the quality and calibre of the class of men going to make up the rank and 

At 
month in the City of St. Louis. It appears that a master plumber of that 
yers of St. Louis, learning of the Mmcident and doubtless influenced by envious senti- 
whose name we are informed was Blackman, astonished the court and his accusers 


This St, Louis Master Plumber Also a Legal Light 

file of the plumbing profession of today, is far in advance of the personnel 

of old by-gone halcyon times is illustrated by an event which occurred last 
city, by the ordinary means which the legal fraternity usually adopt, secured a license 
for a client of his to enter a certain line of business, accepting therefor a fee. Law- 
ment and the fact that the fee had strayed from their own pockets, haled the master 
plumber into court. When the charge of larceny was preferred the master plumber, 
by digging up from among his bag of candles, oakum, putty, shave hook and monkey 
wrenches, his certificate of admission to the bar, dated years back. 


Studied Law While Working as a Journeyman 

HILE working as a journeyman he had studied law, passed the proper exam- 
ination and obtained his certificate of admission to the bar. In the meanwhile, 
he continued as a master plumber, preferring his first love to the uncertain pro- 
fession which he had also mastered. In other words, it would seem as if he 
could not reconcile himself to “the ways that are dark, and tricks that are vain” styles 
that have made the far-famed legal gentlemen a class to avoid if one would be 
healthy, wealthy and wise. Consequently, he never had use for his secondary pro- 
fession, never had a single case and never appeared before any court of law; yet was 
the authorized holder of a lawyer’s license with its attendant rights and privileges. 
To say that the judicial pipes of the court were promptly burst, the feelings of 
the lawyers lacerated out of plumb when this impertinent interloper calmly flashed 
his certificate of ability before them, is putting it mildly. We are happy to state that 

they gracefully did the right thing and that was to congratulate Mr. Blackman. 
This all goes to show that there are brains and ability and good men and true in 
the plumbing profession of the present progressive day as countless cases indicate. 


The Importance of Trade Organization 


HERE is no trade of greater importance to the whole people of the United 
States than the plumbing trade. This arises from the fact that it concerns 
and deals with the sanitary condition of every household. It is like a good 
Samaritan who brings health and happiness to every door. It blesses the 

poor and the rich alike. And for these reasons every interest should be taken in 
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the formation of a confederation uniting all positions and branches of the plumbing» 
trade so as to be a unity of action—all looking to the one important factor of health 
and a condition of brotherhood between all members of the fraternity. There should 
be no distinction or jealousy between the members of the craft, so long as the man 
is honest and of a good character. Master plumbers, journeyman plumbers, manu- 
facturers and jobbers should stand upon the one great platform for the good of the - 
trade. There should be no syndicate of wealth for the concentrating of the wealthy 
few; or for the crushing of the poorer many. The talent and the genius of the 
humblest members of the trade, should be nursed, and promoted to fruition with 
equal care, whether emanating from the poor or the rich. One grand thought should 
actuate the whole fraternity—to live for a more general dissemination of the scienc 
of sanitation and advancement of the trade and the health of the community at lai 
“The sooner an amalgamation is formed, the sooner will the wealth and dign 


of the profession reach the high position it deserves.”’—Tue LArr BENJAMIN C. Sm 


MONCUR & SON, Yuba City, Cal., 
e are a busy concern who have en- 
joyed a remarkably successful career. 
All this is due, no 
doubt, to the ener- 
getic management 
on the part of Mr. 
Moncur, Sr., whom 
we show here, as 
well as the assist- 
ance of his son. 

Mr. Moncur has 
a delightful person- 
ality, which no 
doubt makes _ for 
him many friends. 
An earnest worker 
and a pioneer in 
the plumbing field, 
this well equipped 
sanitarian frequently raises his voice in 
parliamentary proceedings. He has spe- 
cialized in pumping and irrigating plants 
and is a recognized authority on such 
subjects, besides other topics pertaining 
to modern sanitation. 


O. Moncur, Yuba 
City, Cal. 


HE PLuMsBers’ TRADE JOURNAL repre- 
sentative recently had the pleasure 

of meeting M. EH. Enggas, Mrs. Enggas and 
family at their home in Kansas City, 
Mo., and as their guest visited Electric 
Park, one of the show places of that city. 
He was surprised to see how up-to-date 
and clean the park and city were kept. Mr. 
Enggas is president of the Master Plumb- 
ers Association of Kansas City and is one 
of the most popular plumbers in western 
trade circles. Mr. Enggas, with all the 
little (?) Enggas’, may be seen in the 
photograph which it is our pleasure to 
reproduce. Our readers will have to look 
long and closely to distinguish children 
from parents. Mr. Enggas modestly ad- 


mitted that he and Mrs. Enggas- 
frequently mistaken for brother and 
ter of their flock. j 


HIS is the fellow that put the © 
in pepper.” That is what 
often say of I. Herzbrun, because o 
activity for so 
many years in the 
manufacture of 
plumbers’ brass 
goods. He recent- 
ly became asso- 
ciated with the 
Rickersburg Brass 
Company, of Cleve- 
land, Ohio. His offi- 
cial duties will be 
a more determined 
effort to further | 
the interets of his 
company, and to 
make “Rick Quick” 
compression work 
even more favor- 
ably known to our 
trade. Mr. Herz- E 
brun will call on J. Herzbrun, Cleve- 
his many friends land, Ohio 
from time to time, and his pleasing man- 
ners and natural gifts of salesmanship 
are an assurance of-a substantial in- 
crease in the distribution among ou 
trade of “Rick Quick” goods. : 


MONG the visitors to the Hditorial 
Sanctum of Tur PLumpBers’ TRADE 
JourNAL last week was President Frank 
G. Borden, of the National Sanitary Mfg. 
Co., of Salem, Ohio. Mr. Borden, who is 
one of those genial whole-souled and 
kindly good-natured fellows it is always 
a pleasure to meet, was spending several 
days in New York City, mixing business 


Mr. M. B. Enggas and Mrs. Enggas, of Kansas City, Mo., Surrounded by Their Splendid 
Family of Gentlemanly Sons and Lady-like Daughters : 
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with a little bit of pleasure, which is al- 
ways a natural result of meeting of old 
friends, as well as new ones. His con- 
cern is going to be considerably in the 
limelight in the days to come, its plant 
now being worked overtime to keep apace 
with the rush of orders. 


HE trade throughout New York 
State and elsewhere will be glad 

to know of the honor which has fallen 
to John F. Knaupp, 
master plumber of 
Troy, N. Y., where 
for the past fifteen 
years he has con- 
ducted his plumb- 
ing and heating 
business. Mr. 
Knaupp was. hon- 
ored by the Repub- 
lican party with 
the nomination as 


state senator, to 

represent Rensse- 

laer county in the 

John F. Knaupp, Legislature. Con- 
roy, N, Y. gratulations from 


his friends, including those of the trade, 
are pouring in on him daily. 

The many delegates to the twenty- 
fourth annual convention of the New 
York State Association of Master Plumb- 
ers, held in the City of Troy, March 11th, 
12th and 13th of this year, will recall 
meeting Mr. Knaupp, who was chairman 
of the local committee of arrangements, 
and a most active one in seeking the 
every comfort ana pleasure of the visi- 
tors. They will also recall the honor con- 
ferred upon him by the convention, in his 
selection as a member of the executive 
committee of the state association, being 
the unanimous choice of his local asso- 
ciation for that office. 

Mr. Knaupp has also found time to 
take a leading part in the life of his city, 
and has served in many capacities. He 
has been secretary of the Hope Steamer 
Company and captain for five years. He 
is a member of the Exempt Firemen’s 
Association, of the Troy Lodge of Elks, 
of the Masonic fraternity, the Odd Fel- 
lows, Macabees and the Troy Chamber of 
Commerce. The trade has many promi- 
nent and progressive representatives in 
all parts of the country, but none more 
so than the subject of this sketch, whose 
likeness we are pleased and privileged 
to present herewith for the gratification 
of his numerous friends and admirers. 


UAN R. GELPI, a prominent master 
plumber of Arecibo, Porto Rico, has 
been appointed inspector of the north 
} - district of the is- 
land, and _ enters 
upon the discharge 
of his duties with 
a practical train- 
ing that will be of 
distinct value _ to 
the inhabitants of 
this delightful 
land. Mr. Gelpi is 
a vigorous and ar- 
dent supporter of 
sanitary principles 
and was _ instru- 
mental in the for- 
mation and adop- 
tion of the regula- 
tions approved by 
} the Executive Coun- 
cil of the Service of Sanitation last 
September, after a vigorous debate. 
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Inspector Juan R. 
Gelpi, Arecibo, 
Porto Rico 


ISS FLORENCE WAGNER, daugb- 

ter of Mr. and Mrs, Fred J. Wag- 
ner, the well-known Chicago dealer in 
plumbing specialties, was married Sat- 
urday evening, November 2nd, to Mr. 
Ed. Frank. The wedding ceremony 
took place before a large assemblage of 
relatives and friends at St. Peter’s 
Church. Our trade was generously repre- 
sented at the happy function. The bride 
received many handsome gifts. Quite a 
few of Mr. and Mrs. Wagner’s friends 
among the master plumbers on _ the 
Northwest Side and their wives were in 
attendance. Following the church cere- 
mony a reception was held in honor of 
the event at Dex Hall, after which the 
couple left for a trip which included 
many points of interest. 


J J. BENNET, for many years mana- 
ave ger of the Boston office of Pierce, 
Mfg. Co., and later 
identified with the 
McCrum-Howell Co. 
as their Boston 
manager, has just 
joined forces with 
the Hudson Boiler 
Mfe; Co., in. the 
capacity of mana- 
ger of their New 
England _ branch, 
Boston. 

Mr. Bennett is, 
widely known and 
one of the _ best 
liked heating men 
in the New Eng- 
land section and 
has a large personal following. 

W. E. Jacobus, who was Pennsylvania 
sales agent for Abendroth Bros., Port 
Chester, N. Y., has also joined forces with 
the Hudson Boiler Mfg. Co., and will 
act as manager of the Philadelphia 
branch. He has a large following in the 
City of Brotherly Love. : 

Mr. Jacobus for many years has been 
prominently identified with heating in- 
dustry in the Pennsylvania and New Jer- 
sey section, and previous to his connec- 
tion with Abendroth Bros. was the mov- 
ing spirit in the organization of the 
Atlantic Radiator Co., Huntington, Pa., 
of which company he was made secretary 
and general sales manager. THE PLUMB- 
ERS’ TRADE JOURNAL extends its congratu- 
lations on the acquisition of two such 
excellent trade builders by the Hudson 
30iler Mfg. Co. 


Butler & Pierce 


di hs 


Bennett, New 
York City 


HE Prumpers’ TRADE JOURNAL re- 
cently received a pleasant call 
from Mr. J. Millard Hall, of Washing- 
ton, D. C., who, with Mrs. Hall, was re- 
turning home via New York City, after 
a delightful trip through Pittsburgh, 
Niagara Falls, Buffalo and other cities. 
His interesting account of the beauties 
of nature and other sights which both 
delighted and charmed him and his com- 
panion, strongly impressed upon us the 
enjoyment of “seeing America first.” 


4 Bs find yourself confined at home by 

illness just when business requirés 
your most undivided attention, is to say 
the least, disconcerting, as Mr. Frank 
Wallace, of the Kenney Mfg. Co., New 
York City, has discovered. With the de- 
mands for the Kenney flushometer ever 
increasing, Mr. Wallace’s illness is great- 
ly regretted, for the personal attention 
which he bestowed upon each individual 
matter must of necessity be temporarily 


interrupted. Ten days will again find 
him on the job, so his doctor tells us, and 
Tur PLuMBERS’ TRADE JouRBNAL joins with 
his many friends in hoping for an even 
earlier recovery to his former health. 


UST as he was about to “shoot” a 
friend, our camera took a shot at him. 
Who is this? Why, everybody knows him. 
Briefly told, this is 
E. W. Sanborn, bet- 
ter known as “San- 
dy,” who was re- 
cently selected as 
the assistant gen- 
eral manager of 
sales for the United 
States Radiator 
Corporation of De- 
troit, Mich. His 
early education in 
the heating field 
was obtained at the 
plant of the former 
Standard Radiator 
Manufacturing 
Company, of Buf- 
falo, N. Y., where 
he spent about fif- 
teen years in the 
manufacturing de- 
partment, and for 
a few years there- 
after he was asso- 
ciated with the 
United States Radi- 
ator Company, of 
Dunkirk, and at the 
time of the organization of the present 
company he was general manager of 
gales. Before being appointed to his 
present important position, he was asso- 
ciate sales manager for the United States 
Radiator Corporation, and later went to 
Minneapolis as their northwestern man- 
ager. In E. E. MeNair, their efficient 
and popular general manager of sales, 


E. W. Sanborn, 
Detroit, Mich. 


and Mr. Sanborn, the “Corporation” has 
a duo of officers whose understanding of 
sales conditions is thorough and exten- 
sive. 


Good Reading In Modern Sani- 
tation 


N unusually interesting article ap-- 


pears in the October issue of 

Modern Sanitation, the snappy 
monthly publication of the Standard Sani- 
tary Mfg. Co., Pittsburgh, Pa., on “Sani- 
tation in the Navy.” This should be read 
by our readers, and copies will be sent 
free to those who write the Standard Co., 
mentioning THE PLUMBERS’ TRADE JOURNAL. 
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IVE thanks, O wearied soul, 
G For struggle and for strain 
That brings such golden grain— 
The race that has no goal— 
And for the blows and stings 
That give the gift of wings. 


THANKSGIVING Ft 


Give thanks, O bleeding heart, 
For all the flaming swords 
Thrust rude amongst thy chords; 
And for the anguished smart 
That makes thy bosom yearn 
To spare e’en crawling worm. 


Give thanks, O troubled mind, 
For error and for doubt 
That brings relief about— 
The clouds with silver lined— 
And for the evil dread 
That wakes truth from the dead 


Give thanks, O spirit sad, 
For all the common good, 
For human brotherhood, 

The hope that makes us glad 
The signs on land and sea 
Of immortality! 


—Edward Wilbur Mason, in National Maga- 
zine for October. 
ae 


Women’s Auxiliaries as a Bene- 
fit to the Plumbing Craft 


T various annual gatherings of the 
National Association of Master 
Plumbers, the Ladies Auxiliary of 

the Master Plumbers Association of Kan- 
sas City, Mo., has been well represented. 
This energetic and honorable body of 
faithful supporters of our Kansas City 
trade keep alive at all times, through 
social functions and otherwise, a spirit of 
fraternity and good cheer that does much 
to strengthen the bond of good fellowship 
existing in the Kansas City trade. 

Now that suffragism has become a sort 
of watchword it is well to consider them 
a little more than in the past. In the 
days gone by the largest part of the con- 
sideration was extended from the femi- 


POSTAGE 


nine side of the house, but they are a 
power to be reckoned with, and when 
they exert themselves in our behalf it 
gives greater strength to the old-time 
motto of “United We Stand.” 

Every association throughout the coun- 
try would do well to interest their wives 
and daughters in the formation of wom- 
en’s auxiliaries. 

THE PLUMBERS’ TRADE JOURNAL presents 
a copy of a postal card received from the 
women folks of Kansas City. It gives 
our readers a slight idea of the up-to- 
date manner these energetic western 
folks have in transacting their affairs. 
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To Our Subscribers: 


Improvement a 
Watchword 


Co-operation Requested 


Since the first year of the publication of The 
Plumbers’ Trade Journal Holiday Issue, we have 
on January First mailed an enlarged number con- 
taining special Technical Articles and Trade 
Fiction touching on the Holiday Season. 


With each year we have attempted to 
improve on the past issue and have 
spared no expense to secure articles 
by the best technical writers and 
the leading producers of fiction. 
The Issue of 1912, last year, with 
the embossed cover printed in Red, 
Green and Gold, cut of which is shown, 
will be remembered as the most successful of 
Holiday Issues ever published and it is referred to as 

the finest number ever printed of any trade paper. 


Plans are now under way for the Holiday Issue of The Plumbers’ 
Trade Journal, Steam and Hot Water Fitters’ Review 
for this season. 


Many of the special features for the readers are even now in type. 
The advance proofs lead us to feel that this year we shall eclipse all 
previous efforts. 


We want the co-operation of each of our readers in making this a 


THE PLUMBERS’ TRADE JOURN 
45 W. 34th Street, N 
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Quality Is Essential 
to Success 


To Our Advertisers: 


In Advertising 
“Buck the Line Hard” 


At Your Service 


notable issue of a Representative Master Plumbers Paper and we 
welcome contributions on any subject in our field. 


Without special solicitation, a number of our advertisers have come to 
appreciate the value of adequate representation in the holiday number, 
and it is fast becoming a “Blue Book” of “Who’s Who” among the 
Manufacturers of Plumbing and Heating Goods. We have already 
received reservations from those who used space in 1912 as well as 
from others who have been quick to realize the enormous popularity 
of the edition among our readers. 


This Issue Goes Home and Lives a Year 


If you are a modest advertiser this number gives you an opportunity 
to fully present your proposition in large space to the entire field in 
a forceful manner. 


If you are not now among our advertisers, this number is the time for 
you to test the pulling power of The Plumbers’ Trade Journal. 


We have a service department in charge of which are practical men 
familiar with the methods that are successful in our field, and whose 
services are yours without obligation, for the asking. We prepare 
special designs and submit copy subject to approval. 


Plumbers’ Trade Journal, New York 


; _- \ -One Page -} 
le Sema Pas . = - 
Please Submit Copy for | One-half Page | 


for Holiday Issue 


without obligation on our part. We are mailing catalog and liter- 


ature to assist your service department. 


We particularly wish to feature ————— 


JBLISHING COMPANY, 


k City 


Signed 


EIGHTY-FOUR YEARS SUPREMACY 


HIS is our new “Valcour” Lavatory. 
A typical Mott product. The modeling 
isa departure from the usual design of 
pedestal lavatories. It is an admirable 
combination of beauty and utility. 


This lavatory is appropriate for fine 
residences and will appeal to persons 
who desire not only usefulness in their 
plumbing fixtures but also tasteful and 
attractive appearance. 


The “Valcour” will be furnished in Mott’s Extra 
Heavy Vitreous Ware and Imperial Solid Porcelain. 
The top is large and roomy and is made in three 
sizes—30 inches, 33 inches and 36 inches. 


For the ideal lavatory no material is comparable with 
Mott’s Extra Heavy Vitreous Ware or Imperial Solid 
Porcelain. These materials are beautiful, cleanly 
and durable. 


Ask for catalogue of the ‘‘Valcour”’ 


THE J. L. MOTT IRON WORKS 


FIFTH AVE. AND SEVENTEENTH ST. 


NEW YORK 


SHOWROOMS—New York, Boston, Detroit, Chicago, St. 
Louis, Denver, SanFrancisco, Washington, D. C., San An- 
tonio, New Orleans, Montreal. 


BRANCHES~—Boston, Chicago, Philadelphia,Detroit, Min- 
neapolis, Washington, St. Louis, New Orleans, Denver, 
San Francisco, San Antonio, Atlanta, Seattle, Portland, 
(Ore.), Indianapolis, Pittsburgh, Cleveland, O., Kansas 


City, Salt Lake City -CANADA—Mott Company, Limited, 
134 Bleury Street, Montreal. 


& A Live Oklaboma City Concern 
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E show herewith three photo- 
W graphs of an alert and progres- 
sive plumbing and heating es- 
tablishment in the far west, that of the 
Liability Plumbing Co., 1-3 Hast 5th 


T. J. Wilson, president, and L. K. Phil. 
lips, vice-president, had been associated — 
together in the plumbing business in 
Oklahoma City for five years doing steam 
and gas fitting and electric wiring. Both 


Heating Apparatus Department of One of the Progressive Western Shops, the Liability 
Plumbing Co., Oklahoma City, Okla. 


street, Oklahoma City, Okla. It would 
be hard to find a more progressive es- 
tablishment in the business and the 
affairs of the firm are looked after by 
three of the ablest association members 
of which the state can proudly boast. 


being practical men in the line and al- 
ways carrying a large liné of display 
stock on hand, they have always been 
up to date in everything. I. K. Phillips 
does not take an active part in the con- 
duct of the business but is always ready 


The Men Behind the Guns. These Are the Boys and Girls that Help the Liability Oo., 
and the Boys that the Liability Co. Helps 


The Liability Plumbing Co. was organ- 
ized and incorporated three years ago by 
T. J. Wilson, A. D. McMullen and L. K. 
Phillips, being a consolidation of the 
firms of Phillips & Wilson and the Ma- 
loney Plumbing Co., all of Oklahoma City. 


to lend his valued services and council 
when necessary. i 
A. D. McMullen, secret&ry-treasurer of 
the company, has been located in Okla- 
homa City about five years, being 
formerly connected with the Maloney 


Portion of the Display of Sanitary Fixtures in the Showroom of the Laabitity 
Plumbing Oo., Oklahoma City, Okla. 
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Plumbing Co., but later purchased the 
balance of interest in that company and 
carried the business in his own name. 
He made a specialty of large gas heating 
jobs, power plants and large office build- 
ing boilers. 

Mr. McMullen is the secretary of the 
state and local associations. 

The showrooms of the company are 
the largest ‘and finest in the state and 
are equipped to properly take care of 
anything in the line. 

The workmen employed are the finest 
in the country, having been raised in the 
state, and can’t help being fine. 


———_ + + 4+ > —__———_ 


Changes in the Officers and Board of 
Directors of the Joseph Dixon 


Crucible Co. 


T the regular monthly meeting of 
A the Board of Directors of the 
Joseph Dixon Crucible Co., held 
Monday, October 21st, the following 
changes in the Officers and Board of 
Directors were made on account of the 
death of Vice-President William H. 
Corbin:— 

George E. Long, former treasurer, was 
elected vice-president to succeed Mr. 
Corbin; J. H. Schermerhorn, former 
assistant secretary and assistant treas- 
urer, was elected to membership in the 
Board of Directors and treasurer of the 
company; Albert Morris was elected to 
the office of assistant secretary and as- 
sistant treasurer. 


Scarcity of Mechanics in the Middle 
West Indicates Prosperity 


resentative, just returned from a 

trip through the West, reports that 
any mechanics not employed can obtain 
work in the states of Illinois, Ohio and 
Indiana, where they are enjoying the 
greatest prosperity in the history of the 
country. 
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District of Columbia Inspectors to Hold 
Fourth Annual Dinner 


RELIMINARY arrangements are be- 
P ing made for the fourth annual 

dinner of the Association of Plumb- 
ing Inspectors of the District of Colum- 
bia, to be held sometime during the 
month of December. No definite plans 
have as yet been announced, but from 
the personnel of the committee, a dupli- 
cation of the three splendid occasions 
which have gone before, is assured. 

The Arrangement Committee consists 
of J. F. Brady (chairman), M. J. Fen- 
nell, M. J. O’Callaghan, Geo. A. Craw- 
ford, Wm. A. Sparrow, W. B. Wall, Wm. 
H. Marsh and Frank Wall. — Entertain- 
ment Committee: Joseph Moriarity 
(chairman), Samuel Trapp and Frank 
Lockhead. Committee on Place: A. R. 
MeGonegal (chairman), R. A. O’Brien 
and J. F. Brady. 

The membership of the association 
consists of all present and ex-employees 
of the plumbing division, including the 
plumbing boards, and at the present 
time there are a number of the members 
Scattered throughout the country. Among 
those are: C. B. Ball, chief sanitary in- 
Spector of Chicago, Illinois; O. L. In- 
galls, chief inspector, Manila, P. I., and 
Roscoe C. Flinder, representing the J. L. 
Mott Iron Works, at New Orleans, La. 
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THREAD CUTTING MADE EASY 


Do you know that with a 
Bignall & Keeler Improved Pipe 
Machine you can always get good 
threads with less power, less worry, 
and in quickest time? The thread- 
ing adjustments are so simple, quick 
and accurate that merely turning the 
adjusting nut sets the dies instantly 
for threads of different gauges. The 
dies are quickly and easily with- 


Want a Catalog? drawn. 


BIGNALL & KEELER MFG. CO. Edwardsville, Ill. 


SHWAB BROS. CO. 


811 East 9th Street, NEW YORK 
Manufacturers of the “NEVER-BREAK”’ Seat 


Our seats are constructed of four pieces mitred. the joints heing held firmly together witha %in. 
dowel running into each end of joint and also two small dowels going through the large dowel 
making an absolute lock joint as you will notice by cut. 


The “NEVER-BREAK” Seat is made in all Styles, Shapes and all kinds of 
Wood. | FOR SALE BY ALL JOBBERS. 

Galvanized wash tub covers, Galvanized flush pipes and everything in Plumb- 
ers Woodwork, full line Medicin2 Cabinets. 


“NEVER-BREAK” Pat. July 12, 1910 


The Kewanee Smokeless Firebox Boiler 
IS SMOKELESS 


Scientific tests, with all grades of Bituminous coal, as well as practical 
experience support this claim. 
RESULTS: 40 per cent. saving in coal bills. 
An even and steady fire. 
An even heat easily regulated. 
A boiler easily handled by anyone. 
IT’S FRIENDS ARE 
The Architect, the Engineer, the Steam Fitter, 
the Owner, the Agent, the Janitor and the 
Tenants. They all make money. 
It is built upon scientific lines and by skilled workmen at the largest 
and best equipped Boiler Works of the kind in the world. 
Write for information to 


KEWANEE BSILER COMPANY, KEWANEE, ILL. 


Chicago New York St.Louis Kansas City Salt Lake City Los Angeles 
Dominion Radiator Co, are sole representatives in Canada 


66 
Roserrsow’ on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 


QUALITY 
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THE James Robertson Manufacturing Co. 
106-108 Hopkins Place BALTIMORE, MD. 


ae nn 
is indispensable to the Master Plumber, the Journeyman 
Plumber, and the Apprentice Plumber. As the book is 
Specially Strong in its Exhaustive treatment of the 
SKILLED WORK OF THE PLUMBER, it commends itself 


By R. M. STARBUCK 347 Specially Made Illustrations Price $3.00 Express Prepaid at once to Every One Working in any Branch of the Plumbing Trade. 


PLUMBERS’ TRADE JOURNAL PUBLISHING CO., 45 West 34th Street, New York 
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Heating Men 


TRY. ets 


NEW MODEL 
Thermostat 


Marvel 


You will certainly acknowledge this 


NEW MARVEL 


is an ideal heat-regulator. 


Permanently Accurate 
Completely Automatic 
and perfect in design, materials, con- 
struction and service. 


THE NEW MODEL 
MARVEL MOTOR 


which does not require winding to make 
it operate, isan example of mechanical 
perfection. It is powerful and silent, 
positive in operation and controls the 
dampers of any heating system in any 
manner desired. The New ‘‘Marvel’’ 
will end your heat-:regulator 
troubles. 

The MARVEL is adjusted at the factory, 
quickly and easily installed and fully 
guaranteed. 

Send for price and more information 
about the new model of a better heat 
regulator—THE MARVEL THER- 
MOSTAT. 


American Thermostat 
Company, 
Elmira, N. Y., U. S. A. 


FOR THE 
FREE {skin | 


STARBUCK’S 
1913” 


POCKET CATALOC 
OF PLUMBERS’ TOOLS 


Every Toola Plumber Uses 
Lots of New Tools 


STARBUCK’S 


PUBLICATION CATALOC 


24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
AND HEATING 


ESTIMATE BOOKS TIME CARDS, 


CONTRACT FORMS, ETC. 


Both Catalogs Just Published 


R. M. Starbuck & Sons, 
Asylum St. 


Hartford, Conn. 
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Jacob J. Volrath Mfg. Co., 
Enlarge Plant 


ROUND has been broken for an- 
G other addition to the plant of the 
Jacob J. Volrath Manufacturing Co. 
of Sheboygan, Wis. This concern is well 
known for its line of enameled plumbing 
fixtures. The original plant of 1874 was 
taken over by a stock company, which 
soon erected an immense plant at Michi- 
gan avenue and 6th street and employed 
over two hundred men. Only recently a 
new, modern, one-story, brick building 
was completed on N. 18th street, between 
Superior and Hrie streets, which pro- 
vided railroad facilities. The proposed 
structure will be 200 feet wide and 400 
feet long, of brick and one-story high. It 
will be used for doing all stamping work, 
which is now done at the old plant and 
carried to the new plant for enameling. 
In order to entirely abandon the old 
plant, several more structures are con- 
templated on the new site, so that there 
will be enough space to take care of the 
entire work. 


Arrangements for Canadian Trade 

HE Laidley Appliance Co., Chicago, 
T Ill., makers of the “Laidley” closet 

automatic flush valve and auto- 
matic urinal valve, have placed the 
Canadian selling rights for the territory 
east of Winnepeg in the hands of a rep- 
resentative who will have his headquar- 
ters at Gault, Ont. 


Health Crusade in Michigan 


HE cartoon herewith is 
reproduced from _ the 
bulletin “Public Health,” 

a publication issued monthly 
by the Michigan State Depart- 
ment of Health Headquarters 
at Lansing. Some little agita- 
tion for sanitation brought to 
light the unhealthful condi- 
tions which suggested this 
sketch. 
clean cities that the sanitation 
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ATTENTION 


of the Receiver. 


pipe, lathes, motor, tools of all kinds, wrought and cast iron pipe 
and fittings, brass goods of all kinds, closets, woodwork, lead pipe, 
traps, etc., in fact everything that is handled by a large 


supply house. 


Do not fail to attend this sale and take advantage of this excep- 
tional opportunity to save money on your purchases. 


oe : g ° ' i 
Property may be inspected any day before sale during business hours. 


JAMES F. CONRAN HENRY A. BLUMENTHAL 


Receiver 


{00 Broadway, New York 
a a 


The LOCKE: & SMITH CO., the well known Plumbing Supply 
House of No. 355 West 36th Street, is bankrupt and in the hands 
Pursuant to the order of the Court, the Receiver 
will dispose of the entire stock of merchandise on hand, fixtures, 
lease, on Nov. 19th, 1912 at 10:30 a.m. upon the above premises. 
An Unusual Opportunity is therefore presented to the plumbers of 
this City to purchase this complete and choice stock of merchandise 
which will be offered at Public Auction on that day. 

‘Uhe stock consists of enameled ware, lavatories, sinks, bath-tubs, 
wash-trays, porcelain ware, vitreous ware, brass fittings, castings and 


PLUMBERS! 


Attorney for Receiver 


Thousands of dollars have been ex- 
pended and the concensus of public 
opinion is that the money has been well 
invested. 

The examples set by these enterprising 
folks can well be emulated by other dis- 
tricts. The health of the children in the 
schools, on the street and at play is vast- 
ly improved over conditions as they were 


a year ago. Diphtheria, scarlet fever, 
typhoid and other illness find most fer- 
tile fields in unsanitary toilets and the 
germ-spreading public drinking cup. 
There will be less need of doctors when 
the splendid work is accomplished. 


That you are out of bed is really no 
proof that you are awake. : 


UNSCREENED 


It was noticed in the PUBLIC 
DRINKING 


FOUNTAIN. 


was the direct result of the co- 
operation of the public with the 
health officers. The master 
plumbers’ association have been 
striving hand in hand with 
the various health depart- 
ments; in fact, the most 
earnest support came from 
those organizations. 

The move for 
drinking fountains, public 
comfort stations and _ other 
conveniences has been re- 
ceived with approval and 
every force has set about the 
securing of these luxuries. 
In the crusade are prominent 
women’s clubs, professional 
men, labor organizations, in 
fact, every factor that might 
figure in the interests of the 
communities. 

The general “clearing up” 
has commenced in many lo- 
calities and reports say that 
the death rates as well as the 
prevalence of diseases have 
been materially reduced since 
the inception of the campaign. 
An effort will be made to en- 
large the inspection depart- 
ments of the various cities in 
order to better cope with the 
situation and a higher salary 
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KEEP THE FLIES OFF 
YOUR GOODS CHARLEY 


THEY CARRY GERMS OF 
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ARE THEY LIKE THIS ° 


HE CONDITIONS IN YouR TOWN LIKE THIS ! lor 
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BE T!-PEOPRLE 

BEGINNING TO 

MAND 17 HERE IN 
THIS TOWN 
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NOVEMBER 15TH, 1912 


CLAUDKE the 
Plambers §$tenograpber 


Springs a Sarprise 


and when things got dull around 

in the office of Ketchum & Cheatem; 
the place the boys would glance at 
Claude and get a giggle on; and Claude 
was a long joke at that, for up and down 
there was quite a lot of him; but he 
seemed to be the thickest where his 
Adam’s apple bulged through his winged 
collar. But with his long sack coat and 
narrow patent leather kickers he was 
certainly some ornament to the office; 
in fact, a regular ornamented bean pole. 

He should either have been a man 
milliner or at the ribbon counter in a 
department store, for he was one of 
those mushy-looking, soft-spoken wrist 
slappers with a set of manners that 
would have copped the prize at a pink tea. 

It was old man Ketchum’s idea to have 
a man stenographer added to the force, 
as he was forced to “cuss” so hard when 
a plumber let his note go to protest; and 
—while the lady typist was fairly well 
broken in—he felt that he could not 
always do himself justice with a woman 
taking the dictation. 

When Ketchum was looking around 
for a man stenographer, old Jerry Jer- 
mon, the plumber, got wise to the fact, 
and suggested that Ketchum give his 
son Claude a chance. As Jerry was a 
big buyer and good as wheat from a 
financial viewpoint, Ketchum _ readily 
consented, as he could see Claude’s wages 
in the increase of business he would 
pick up from Jerry. 

Jerry had a lively bunch of daughters, 
but Claude was the only son and he was 
Mamma’s boy. Mamma had insisted that 
her Claudie should never touch a wip- 
ing cloth. He spent some time in ama- 
teur theatricals and was cuddled by the 
ladies. He had been sent to a business 
college and had graduated as a first-class 
stenographer. 

The first morning he had showed up 
at the office and announced to Scorcher 
Cole, the office boy, who he was, Scorcher 
nearly threw a conniption. .- 

“Well, well,” says Scorcher, “you bold, 
brazen thing. You have made a mistake. 
This is not Madam Yale’s beauty parlors.” 

Claude only smiled, and asked where 
he should hang up his hat and coat. 

“We have no ladies’ cloak-room,” re- 
Plied Scorcher. But Scorcher could not 
even ruffle Claude, although he often 
tried good and hard, for in spite of his 
meek ways Claude seemed to have a hide 
like an elephant. He seemed like he 
Was used to being joshed and did not 
mind it one bit. He would answer to 
“Miss Jermon” or “Claudie dear” cheer- 
fully. 

“Come, Sweetness,’ Scorcher would 
Say to him, “fix your hip pads and your 
side combs and skip to the private 
office. The boss is ready for you.” 

But he was no joke to old man 
Ketchum, though. The boys happened to 


@: Claude was the standing joke 
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be looking toward the private office one 
day when Claude glided out with his 
note-book in his hand, and they saw the 
boss glare after him savagely and then 
rip out a few atmosphere burners that 
agitated the mercury in the thermometer. 

“Wow!” says Ketchum to Cheatem, 
“T've been keeping that down until I 
thought I would burst and I simply had 
to let it out to cut down the pressure I 
was laboring under. I’d give him the 
chuck on pay day, but if I tie the can 
to him I can see Jerry Jermon passing 
us on those fat, juicy orders.” 

But, say, between the boss getting 
sour on Claude and all the rest of the 
bunch using him as receiver general for 
jokes, you can bet your false teeth 


that life in that office was no political 
any bed of 


job nor roses to him. 


“Ah, it’ll do you good to get it out of 
your system,” says Phil. 

“TI simply cannot stand for Mr. 
Ketchum’s language any longer,” replied 
Claude. 

“Tore off some naughty words, did 
he?” asked Phil. 

“Yes,” says Claude; “and I’m going 
to quit. I’m a joke and I’ve always 
been a joke. But I’m through being one, 
and I'll show them all. I’m going to 
clear out now; go out West and be a 
cowboy.” 

“Wha—a—t!” gasped Phil. “How 
long have you been nursing that bug?” 

“Oh, ever since I was in short trou- 
sers,’ replied Claude. “I was brought 
up tied to my mother’s apron-strings. 
I did not want to take a course in a 
business college, but there was no es- 
cape. I used to think and dream about 
being something different. I wanted to 
live out in the open air, out in the sun 
and wind and rain and be a man. I 
could, you can bet your week’s pay 
envelope before you tear it open. I’m 
not so weak and soft as I look. But 
every time I talk about going West my 
mother has a crying spell. and I throw 
up the idea. But I am going home 
right now and tell her that I start this 
week to become a cowboy.” 

“Why, Claude,” says Phil, “you would 
be more than a joke out there with the 
flannel shirt citizens, for they would be 
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“The Boss Glared After Him Savagely and Then Ripped Out a Few Atmosphere 
Burners that Agitated the Mercury in the Thermometer” 


He didn’t squeal, though, or even put 
up a pout. All you could see to Claude 
was a sort of automatic machine that 
could take dictation like a streak and 
pound a typewriter until it almost had 
the bearings smoking. However, his 
lady-like manners certainly jarred old 
man Ketchum to the limit and a tilt 
with a plumber and then a glance at 
Claude would put the old gent on the 
ragged edge. 

Phil Lippy came bustling into the 
office late one afternoon and found the 
employees had left for the day. He was 
about to leave when he glanced over in 
the corner where Claude had his ma- 
chine, and there was Claude slumping 
over his little typewriter table. He had 
his head between his arms and his 
shoulders were heaving up and down 
with deep emotion. 

“Hello, Claude,” says Phil; ‘working 
the sprinkler, eh?” 

Claude straightened up long enough 
for Phil to see that he was wrong on 
the crying guess. 

“Enjoying a dry one, eh?” says Phil. 
“Well, what’s sticking in your craw 
now?” 

“Please, Phil,” says he, shaking his 
head sadly, “I—I don’t wish to talk 
aboutit. Let’s talk about something else.” 


shooting at your patent leathers to see 
how you could stretch your long legs.” 

“Pooh!” replied Claude. “Cowboys 
don’t do that sort of thing nowadays 
Because, if it comes to shooting I can 
do a little bit of that myself.” 

“What with?” asked Phil, 
shooter?” 

“See here!” says Claude, “you come 
down to the shooting gallery and I will 
show you whether I can shoot or not.” 

Just for the fun of the thing, Phil let 
Claude tow him down to the gallery, 
and stood to one side while the boss dug 
out a special gun for him. It was not 
an air rifle, either, but a regular baby 
cannon with full fledged bullets. And 
the way Claude rang up the bells, busted 
glass balls shooting up and down on a 
stream of water and shattered all the 
clay pipes in sight made Phil’s eyes 
bulge. 

“Fine work!” says Phil. “You must 
have burned some powder in your time 
to become so expert.” 

“The man who runs this place has been 
teaching me to shoot for some years 
back,” replied Claude with a smile. 

“How about riding bucking bronchos?” 
says Phil, with a grin. ‘You know they 
don’t herd cattle in benzine chariots.” 

“Yes, I can ride and throw the rope 
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Are You 
Getting 


Your Share? 


You and I, Mr. Plumber, are 
in business for profit and we 
welcome any legitimate way of 
securing the ‘long green” 
Here’s a common sense appeal 
to your business judgment about 
automatic water heaters, par- 
ticularly— 


RUUDS 


You have seen the growth of 
this industry. You know people 
now want the same perfection 
in hot water service that they 
demand in other household con- 
veniences. Are you stimulating 
this demand? Are you paving 
the way for future sales and 
profit or is hustling Bill Jones 
down the street getting the 
business? 


Take for example the Ruud 
Cottage Water heater. Here’sa 
medium priced automatic heater 
identically the same as the large 
standard Ruud, differing only 
in capacity. 


RUUD 
Cottage Water Heater 


Two sizes 1% and2% gals.per minute 
Installed on floor or wall brackets 


It offers unusual selling possi- 
bilities. The dentist, druggist, 
baker, candy maker, flat dweller 
or any fellow who wants pure 
ever-ready hot water is a pros- 
pect. 


Be the progressive plumber in 
your neighborhood. Sell the 
Ruud line—a heater for every 
purse—for every purpose. Have 
a supply of Ruud Literature on 
hand. 


It costs only a postal—write 
today. 


Ruud Manufacturing 


Company 
PITTSBURGH, PA. 
All Large Cities 
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“REECO” 


Motor 


Driven 


HOT AIR PUMPS 

MOTOR DRIVEN PUMPS 
GASOLENE ENGINES 

RIGHT PRICES FOR USERS 
GOOD PROFITS TO DEALERS 


Write nearest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 


New York Boston Philadelphia 
Montreal, P.Q. Sydney, Australia 


Dunham Traps 


WILL BE USED IN THE 


Woolworth Building 


THE DUNHAM SYSTEM 
OF VACUUM HEATING 
is being adopted in some 
of the largest and most 
important buildings on this 
Continent. 


If you have any heating jobs on 
tap now, let us figure with you. 
The Dunham re- ‘ 
putation and @ 
guaranteeisback “ 
of every Dunham 
installation. You take n no chances. 

Take time to drop us a line for more 
information. We will gladly give it 
to you. WRITE NOW. 


C. A. DUNHAM CO. 


MARSHALLTOWN, IA. 


NEW YORK CHICAGO = SAN FRANCISCO 

Rochester Indianapolis Los Angeles 

Philadelphia Milwaukee Salt Lake City 

Cleveland Minneapolis Portland, Ore. 

Detroit Kansas City Spokane 

Fort Worth Davenport Denver 
Louisville 


Canadian Factory and Office, Toronto 


also,” retorted Claude with enthusiasm. 

Out to Briggs’ Riding Academy he 
dragged Phil, and there was no hot air 
about Claude, either. He had Phil with 
his tongue out for fair at the fancy 
riding stunts and the manner in which 
he could twirl the lariat. He could 
throw the rope in a loop and then have 
the pony jump through it with him in 
the saddle all the time. 

On their way home, who should they 
run into but Emil Fontaine, who was 
an old schoolmate of Phil’s and who 
had made his pile as a theatrical pro- 
moter. He explained to Phil that he 
was in a quandary. He had a Western 
drama that had been written for an 
amateur actress of prominence to gradu- 
ate as professional. The father of the 


actress was a man of means and was 
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the “angel” for the show. But he could 
not find the actor who was a crackshot 
and an expert horseman, and could fill 
the other essential requirements. 

“What!” says Phil, “here’s your man 
right here,” patting Claude on the back. 
And Phil had Claude give Emil Fontaine 
an exhibition right away. 

Did Claude make good as the cowboy 
in the play? Well, say, he was the hit 
of the show. 

And the show was only on the road a 
month when Phil received word from 
Claude that he was engaged to be mar- 
ried to the actress whose father was 
financing the show. He also told Phil 
that for a wedding present her father 
was going to buy them a cattle ranch 
in Texas and that they were going to 
quit the stage and go live on the ranch. 
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HE PuLumMepers’ TRADE JOURNAL 

representative just happened to 

catch William McCrea of 19 N. 

Carrollton avenue, Baltimore, 

Md., as he was about to start 

on a little pleasure jaunt to 

Pikesville. The day happened to be a holi- 

day and Mr. McCrea with his wife and son 

made the best of their leisure by taking 

a trip in his new auto. Lester MeCrea, who 

controls the mechanical end of the machine, 

is quite a popular young chap in social and 

sanitary circles in Baltimore. The training 

which he has acquired with his father will be 
of great benefit in future years. 


Bennett Bros., of 700 Madison avenue, 
Baltimore, Md., report that they are going 
right along and while not rushed have suffi- 
cient work to keep their regular force of 
men busy. This concern has one of the 
most attractive displays in the city. The 
arrangement is such that passers-by cannot 
help but linger a moment to view the fine 
exhibits. 

Harry Black of the firm of Geo. W. Wal- 
ther Co., 208 W. Fayette street, Baltimore, 
Md., reported the completion of the plumbing 
and heating in the new Nurses’ Home at the 
Hebrew Hospital at Brownsville. Besides 
jobbing and remodeling work, this firm car- 
ries on quite a bit of out-of-town business. 
They have recently finished several large 
office buildings and other structures in South 
Carolina, this work coming under the super- 
vision of Lawson Black. 


George W. Addison, of 801 Madison ave- 
nue, Baltimore, Md., was out supervising 
some of his numerous contracts when THE 
PLUMBERS’ TRADE JOURNAL representative 
blew in to visit him. Manager H. Hartzell 
said that Mr. Addison has about all he can 
handle in the way of new and repair work. 
One job of thirty wash trays in an apart- 
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ment house, was at that time receiving the 
attention of Mr. Addison’s force. “George” 
himself was on hand at the recent outing 
with Mrs. Addison enjoying the crabs and 
other eatables which had been previously 
prepared. 


While Patrick Sherry is not at his office 
at 817 Madison avenue, Baltimore, Md., Mrs. 
Sherry ably controls the destinies of the 
inside end, and graciously entertained THE 
PLUMBERS’ TRADE JOURNAL’ representative 
for a short while. Mr, Sherry has plenty 
of jobbing work to keep his men busy for 
at least two months. 


U. J. Bossler, 212 W. Fayette street, Balti- 
more, Md., was very busy estimating on 
some heating installations when THE PLUMB- 
ERS’ TRADE JOURNAL representative wafted 
in upon him. He kindly condescended to 
talk over business conditions in that thriy- 
ing city, and advised us that he was still 
doing big things with the ‘Monitor’ boilers. 
What Mr. Bossler does not know about 
steam and hot water heating, as well as 
vacuum vapor heating, is not worth know- 
ing for he has actively engaged in the game 
for twenty-five years or more. Mr. Bossler 
does not touch plumbing, preferring to leave 
this work to his neighbor, Geo. W. Wal- 
ther Co. 


Dropping in upon James C. Mitchell, 610 
N. Calvert street, Baltimore, Md., THE 
PLUMBERS’ TRADE JOURNQL scribe found Mr. 
Mitchell at work on the preparation of his 
pay roll for the coming day, it being Friday. 
His views of the prospects in Baltimore were 
decidedly optimistic and he looks for a con- 
tinuance of the good times well into the 
winter. While only keeping his regular force 
busy, Mr. Mitchell finds plenty of work on 
the new sewer connections, this only for 
regular customers, however. 


Mr. Wm. McCrea, of Jas. McCrea & Son, Baltimore, Md., With Mrs. McCrea and Son 
Lester (at Wheel) About to Start on an Auto Trip 
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You Just 
Can’t Spoil 


your own temper or the pipe on 
which you are working if your 
wrench is a 


Parmelee 


Pipe Wrench 


Send for one on trial and see for 
yourself. 

It grips with equal pressure all 
around the pipe (see cut) thus elimi- 
nating slippage or crushing 

It works in places otherwise inac- 
cessible. Makes or breaks the very 
tightest joints without damaging the 

ipe. 
Ea Can be used directly on threaded 
nipples without spoiling thread or 
throwing nipple out of round. 

Provide yourself with a PARME- 
LEE and say ‘‘good-bye”’ forever to 
pipe wrench troubles. 


Circular gives sizes and prices. Write 


PARMELEE WRENCH CO. 
2516 W. Monroe St., Chicago, Ill. 


We Believe 


“Standard 
Practical Plumbing” 


by R. Starbuck, is the best and 
most Ieepeuee book on up-to-date 
plumbing on the market today. 


Every Master Plumber and Journey- 
should have it. 


450 pages, 347 specially made illus- 
trations. 


Sent upon receipt of price by mail. 
Price $3.00 
Published and for sale by 


The Plumbers’ Trade 
Journal Pub. Co. 
45 W. 34th St. New York 
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We DUMALTY, 2251 Cottage 

Grove avenue, Chicago, Ill., has 

recovered from his recent illness. 

He was laid up for a couple of 

o weeks at the Wesley Hospital 

with a slight attack of pneu- 

monia, but we are glad to report he is again 
on the job. 


Race N. Wilt has recently accepted a po- 
sition as traveling representative for the 
Peerless Heater Company, 177 N. State 
street, Chicago, Ill Mr. Wilt, who is an 
experienced salesman, will also call on the 
local architects and Chicago trade, when not 
looking after the firm’s interests in other 
territory. 


Robt. I. Ridge, until recently employed as 
eity salesman by the Peerless Heater Co., 
Chicago, Ill, has accepted a position in a 
similar capacity for the SBastian-Morley 
Company, 709 Schiller building, manufactur- 
ers of the Superior combined range boiler 
and gas water heater. Mr. Ridge, who is 
thoroughly familiar with the gas water 
heater business, will call on the architects 
and plumbers in Chicago and vicinity. 


The quarterly meeting of the Building 
Construction Employers’ Association was 
held Tuesday, October 15th, in the Red 
Room of the Hotel La Salle. Practically 
every trade in the building line was repre- 
sented at the meeting, including the plumb- 
ing and heating contractors, who comprise 
about one-fourth of the entire membership. 
Previous to the business session a luncheon 
was served to those in attendance. 


Clifford T. Schlemmer of the Oliver- 
Schlemmer Company, of Cincinnati, Ohio, 
was a recent trade visitor in Chicago. He 
was in the city on a business trip for only a 
few hours, but honored with a visit the head- 
quarters of the Chicago Local Association 
and the Chicago office of THE PLUMBERS’ 
TRADE JOURNAL. Mr. Schlemmer is a former 
member of the Ohio State Legislature and 
author of the plumbing Inspector’s Code now 
in force in that State. 


P. W. Gorman, of the Gorman Plumbing 
Company of Salt Lake City, Utah, recently 
spent several days in Chicago. During his 
visit Mr. Gorman renewed the acquaintance 
of some of the local master plumbers whom 
he had met at the National Convention at 
Salt Lake City this summer, and exchanged 
ideas with them regarding association and 
other matters. He was entertained by Carl 
J. Stein, C. J. Herbert, of the Chicago Local 
Association, a meeting of which he also 
attended in their headquarters in the Schil- 
ler Building on the evening of November 1st. 


A. J. Busch, in addition to his plumbing 
shop on Diversey avenue, Chicago, Ill., has 
for the past year or more been conducting a 
plumbing and heating business at Momence, 
Ill, under the name of the Momence Plumb- 
ing and Heating Company. This enterprising 
town, which'has a population of 4,000 in- 
habitants, has recently installed a sewerage 
System which has lent quite an impetus to 
the plumbing business in that locality. Mr. 
Busch, who has been gradually building up 
a good trade in the new location, is also 
building a home for himself and family in 
Momence, and evidently intends to remain 
there permanently. 


Chas. Mundt, 2202 Milwaukee avenue, 
Chicago, Ill, has the sympathy of the plumb- 
ing trade in the death of his mother, which 
occurred October 23rd. The deceased had 
been in poor health for several years past, 
but only during the last couple of months 
did her illness take a serious turn. Her 
funeral was held from her late residence, 
1822 Spaulding avenue, and out of respect 
to Mr. Mundt was attended by quite a few 
members of the local plumbing trade, includ- 
ing a delegation from the North and West 
Side Master Plumbers’ Club. Among the 
latter were A. W. Bahn, F. E. Pearson, 
Lewis Nelson, Peter Feltman, Fred J. Wag- 


ner, Henry Breyer, L. A. Clausen, 
Grosch and E. C. Wagner, the 
named being accompanied by their wives. 
After services at the house the body was 
conveyed for burial to Montrose Cemetery. 

M. L. Mandable, 2320 Cottage Grove ave- 
nue, the well-known Chicago plumber, has 
lately returned from a several days’ trip to 
Cincinnati, Ohio, where he went to visit his 
sister, Mrs. Mary Lynn, who recently under- 
went an operation in a hospital there, but 
who, we are pleased to state, is now almost 
entirely recovered. During his visit to the 
Ohio city, which, by the way, is Mr. Man- 
dable’s home town, “Matt” who is young 
looking and vigorous as ever, met many of 
his old-time friends and recalled with them, 
with the customary indications of good fel- 
lowship (we presume), the happy reminis- 
cences of his boyhood days in ‘Dear Old 
Cincinnati.” 
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En Route to Salt Lake Last July 


N ROUTE to Salt Lake City on its 
EK special train, the Chicago delega- 
tion and their friends who accom- 
panied them to the National Convention 
several months ago, certainly had a most 


Fred 
last four 


vard and running along as his usual cus- 
tom at a moderate speed, Mr. Benning 
Was surprised by being commanded to 
stop by a couple of vigilant minions of 
the law and informed he was under ar- 
rest. When he inquired the reason for 
this honor being thrust upon him, his 
attention was called to the fact that the 
rear lamp of his machine was not lighted, 
a very heinous offence in Chicago. He 
was thereupon unceremoniously, we might 
say, hauled off to the Sheffield avenue 
police station and booked on a violation 
of one of the city ordinances. “Ed.” 
naturally was righteously indignant that 
as a law-abiding citizen and taxpayer all 
these years he should suffer the humilia- 
tion of arrest for such a trivial cause. 
When the case came up in court next day 
the judge asked “Ed.” if this was the 
first time he had ever been under arrest, 
and when he replied to His Honor that 
this was the first time he had even seen 
the inside of a police station, he was 
immediately discharged. 
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Chicago Jobber Enlarges Quarters 
SHE Philip Gollner Company, 33d 
street and Archer avenue, one of 


Chicago’s progressive jobbers of 


plumbers’ supplies, are erecting a ware- 
house and shop at the above address that 
will double their capacity. 
formerly 


They were 
in a frame building, but are 


Some of the Chicago Master Plumbers Partaking of the Hospitality of “Doc” Knause 
on the Special Train En Route to Salt Lake City 


delightful trip. Contributing to the en- 
joyment of the occasion was the com- 
missary committee, whose attentiveness 
to the members of the party was all that 
could be desired, and then some. Rem- 
iniscent of the trip, we reproduce here- 
with an interior view of the observation 
car, showing the members of the commit- 
tee and one or two of their guests. In 
the center of the group may be seen Doc 
Knause dispensing ginger-ale. On his 
right we find our tried and true friend, 
Ernie Wagner, chairman of the commis- 
sary, and on his right his chief of 
staff, Jack McKay, of Wilmette, who 
proved a valuable aid to the committee 
on the trip. We also find Geo. Franklin 
and Henry Breyer, while on the left is 
the mysterious stranger who has wan- 
dered in to partake of the hospitality of 
the delegates. 


——~e——_ 


Master Plumber Violates City Ordinance 


J. BENNING, President of the 
E. Chicago Local Association, had a 
rather unpleasant experience sev- 

eral weeks ago. While out driving in 
his automobile one evening on the boule- 


now adding a three-story brick building, 
their whole plant having a frontage on 
33d street of 265 feet, including the 
pipe sheds. 
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Youngstown Sheet and Tube Co. Remove 
Chicago Office 


N October 29th, the Chicago offices 

of the Youngstown Sheet and 

Tube Company of Youngstown, 

Ohio, which were located in the Mar- 

quette Building, were removed to 1563 

McCormick Building, 322 South avenue. 

Announcements to this effect have been 
sent to the trade. 


——_o-e—_— 
N. and W. S. Plumbers’ Bail De- 
cember 11 


REPARATIONS are now being made 
for the annual reception and ball 
of the Chicago N. and W. S. Mas- 

ter Plumbers’ Pleasure Club. It has been 
decided to hold this important social 
event on Wednesday evening, December 
llth, at North West Hall, corner of 
North and Western avenues. Invitations 
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BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

Catalog on request 
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Western Plumbing 


/) Supply Co. \ 
lis car 
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No.213 
Trap 


IT PAYS TO USE 
A. D. M. Co.’s High Grade 
Strictly Sanitary Wastes 
and Traps for they Please 
Particular People. All 
castings heavy,made from 
new metal, free from sand 
holes. Finished in white 
triple nickel plate- not 
that dull, leady appear- 
ance so often seen in 
other rakes. 

Jobbers supply at factory 
price or we will ship di- 
rect for cash. Send or 
booklet with Master 
Plumbers’ Price List—It 
will save you money. 


A. D. Manufacturing Co. 
Detroit, Mich. U. S. A. 


THREADED. 
IRON PIPE 


WE GUARANTEE 


C. & L. Fire Pots and 
= Torches to do more 
and better work in less 
time and to save their 
cost in fuel alone. We 
have expended thous- 
ands of dollars per- 
fecting our line, but 
have never experi- 
mented at the expense 
of the user. 
Alljobbers supply at 
factory price, or we 
ship direct for cash. 


Clayton & Lambert 
Mfg Co, 
Detroit. Mich. U.S. A. 


Price each—$4.00 net 


Answers All Heat- 
ing Questions 


Treatise on Heating and Ventilation. 


Practical Steam and Hot Water 


Heating and Ventilation 
By ALFRED G. KING 


This book con- 
tains 400 pages 
of good, practical 
information on the 
subject of steam 
heating and ven- 
tilating, describing 
the various sys- 
tems in use today 
and offering valu- 
able _ suggestions. 


Profusely 
Illustrated 


i S Price $3.00 
The Plumbers’ Trade Journal 
Publishing Company 


45 West 34th Street New York City 
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MR. PLUMBER 


buy a 


HANDY DIE STOCK 


For use on Brass or Iron Pipe. Strongest and Lightest. 


Right and Left Hand 
Self Locking Self Contained 


Quick Releasing 


No loose parts. Everything in the stock’ 
No bushings or Wrench. From your 
jobber or 


THE HANDY MFC. CO. 
200 Cannon Street 
BRIDGEPORT, CONN. 


Write for Catalog 


No. 1 No. 11 No.2 No.3 
“%to*%in. %tolin. % tol%” in. 1 to 2 
Write for prices 


A Little Gold Mine 
You Have Overlooked 


Plumbers or Heater men are overlooking a big 
and profitable field if they fail to recognize the need 
in every home of an efficient regulator for the heat- 
ing system. 


Hundreds of dealers are adding to their income 


by selling the 
AUTOMATIC 


ran d foNg THERMOSTAT 


HEAT 
REGULATOR 
So easy to install, and so efficient that one sale in 
a community is sure to mean scores of others. Do you 
want to know how to “Cash in” on the popular de- 
mand for this convenience and comfort? Write us. 


CRANDON MFG. CO., 


Crandon Bldg., Bellows Falls, Vt. 


14 days trial free 


A Booklet About the 
“JANITOR THAT 


NEVER SLEEPS” 
Send for it today / 


Purity Drinking Fountains 


are the most sanitary on the market. 
fitted 
stop and non-squirting at- 
The high cage 
does not allow the lips of 
the 
nozzle, which makes the 
PURITY the only fountain to insure perfect cleanliness. When 
drinking, the height of the bubble prevents the face touching the 
ring guard. 
You can sell the PURITY easily. It holds a good profit for you. 


-SEND FOR CATALOG— 


JAMES BARRETT MFG. CO. 


‘They are self-closing and 


with a_ regulating 


tachment. 


the user to touch 


48-50 PEARL STREET 
BOSTON, MASS. 


COILS 


(OPEN STYLE) 


These flat coils are made to goin 
the bottom ofa round tank for heat- 
ing or cooling purposes. Flat coils 
may be made to suit the shape of 
either square or oblong tank. They 
ean also be dished if the tank has 
curved or conical bottom. 


We also make them carrying up 
the outside either plain, spiral or 


taper, forming a “Basket Coil’ 
which occupies little room in tank, 
but gives large heating or cooling 
surface. Ends may be carried in 
any direction. 


Send for Catalog 


The National Pipe Bending Co. 


85 Lloyd St., New Haven, Conn. 


for the affair will be sent to the members 
of the club and it is also expected that 
the different master plumbers’ clubs 
throughout the city will be represented 
at this gathering, which is annually 
looked forward to with considerable 
pleasure by the local plumbing fraternity 
and their friends. All those in any way 
connected with the plumbing or heating 
trade will be made cordially welcome. 
The Grand Entree will be at nine o’clock, 
automobiles at one. The arrangements 
are in charge of the Entertainment Com- 
mittee, which is comprised of Chairman 
Geo. Franklin, Lewis Nelson and E. C. 
Wagener. 
eS 


Uniform Key for Gas Fixtures 


HERE is a feeling among quite a 

number of plumbing contractors of 

the city that there should be some 
uniform key used by the Chicago archi- 
tects to designate gas fixtures and electric 
lights on their plans. At the present time 
some of the architects use a cross in the 
center of a room on their plans to show 
that gas-fitting is to be figured, while 
others use a circle for the same purpose. 
Where both gas and electric lights are to 
go in a building, it is most generally des- 
ignated on the plans by a cross inside a 
circle. Itis claimed that on account of the 
different methods used to show whether 
gas or electric light or both are to be used, 
it results in more or less confusion to the 
plumbers who figure the plans. It is con- 
sidered a comparatively easy matter for 
the architects to have a uniform key to 
designate these two branches of the pipe 
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prize, a beautiful cut glass vase, was won 

by Mrs. Fred W. Page, the second, a silk 

umbrella, by Mrs. F. N. Kiesgen, and the 

third, a cut glass nappe, was won by Mrs, 

R. Reinholdt. The first gentlemen’s prize 

was won by Frank N. Kiesgen and con- 
sisted of a silk umbrella, and the second, 

an order for a pair of gloves, was won by 

W. R. Black. In the ladies department 

the booby prize, a miniature deck of 

cards, was awarded to Mrs. Geo. Frank- 

lin, while the similar prize for the gen- 

tlemen, consisting of two big black 

cigars, was won by THE PLUMBERS’ TRADE 

JouRNAL correspondent. The following 

were in attendance: Mr. and Mrs. Henry 

Breyer, Geo. Franklin, G. E. Franklin, 

Lewis Nelson, Frank J. Ruh, Louis 

Berndt, L. J. Keefe, Thos. Eckart, G. C. 

Melbye, Paul Jacoby, Geo. Leebody, F. N. 

Kiesgen, F. W. Page, W. F. Bahn, A. W. 

Bahn, A. W. Bahn, and Misses Melinda 

Bahn, Florence Breyer and Elizabeth Col- 

lins. Following the card party, the mem-— 
bers and their ladies participated in a 
light luncheon consisting of sandwiches, 

cake and coffee provided by the Club’s 
Entertainment Committee, of which Geo, 
Franklin is chairman. 


—o+e—— 


Exhibit of Water Heaters at Minne- 
sota State Fair Attracted 
Attention 

NE of the exhibits which attracted 

a great deal of attention at the 
Minnesota State Fair the first 

week in September was that of Ireland- 
Simons Co., 518 S. Second avenue, Min- 


Exhibition of Humphrey Instantaneous Gas Water Heaters By the Ireland-Simons Co., 
518 8, Second Avenue, Minneapolis, Minn. 


trades, and efforts, it- is understood, will 
be made to prevail upon the Architects’ 
Business Association to adopt a uniform 
system for the use of its members in this 
respect. 
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Master Plumbers Entertain 


HE prize Cinch Party given by the 

North and West Side Master 

Plumbers’ Pleasure Club on the 
evening of October 23rd was a great suc- 
cess. The event was held at Northwest 
Hall, Western and North avenues, there 
being about fifty members of the club 
and their families in attendance. Three 
prizes were awarded to the ladies and 
two to the gentlemen. The first ladies’ 


neapolis, Minn. Ireland-Simons Co. are 
agents for the Humphrey “Geyser” hot 
water heater and as they feature this to 
a great extent in their business, they 
decided to make this fact known to the 
whole state, as can be seen by their ex- 
cellent display. : 

Having a heater installed with a lava- 
tory in working order, they were only 
too glad to demonstrate to the many 
visitors the merits of having hot water 
as you want it. Not only did they start 
a large number of people thinking, but 
several orders were placed in their 
hands before they could escape from the 
ground. The advertising has not only 
been the means of selling many heaters, 
but sanitary fixtures as well. 
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UGUST STRUENING, with head- 

quarters at 431 S. 6th street, 

Newark, N. J., is a very busy 

member of our craft at this 

time. Gus is very busy at this 

time on the plumbing and heat- 

ing in the residences of Leonard Henry, 

Hedley Terrace, Irvington; Joseph Enz, 

Springfield avenue and Hedley place, Irving- 

ton; Paul Meade, at Nesbit street, Irving- 

ton; heating in the residences of Attorney 

Charles Dupel, at S. 7th street, Newark, and 

Robert Wright’s residence at Springfield ave- 
nue and S§. 6th street. 

August T. Pflugh, of 105 Adams street, 
Hoboken, N. J., has recently added an en- 
gineering supply line to his plumbing spe- 
cialty business. 

Edge & Atterbury, of 546 Ocean avenue, 
Jersey City, N. J., have the plumbing for 
five two-family houses being erected on 
Bridwell avenue. 


Newman & Kappmeir, of Hutton street, 
Jersey City, N. J., have the contract for 
plumbing the new Hof Brau House at the 
Five Corners, Jersey City. 

Albert Schulte, of 102 Sussex avenue, 
Newark, N. J., is overhauling the plumbing 
system in the building at High and Academy 
streets, Newark for Patrick Campbell. 
Hutchinson & Andrews, 
N. J., have installed a battery of showers 
and toilets in the new gymnasium of the 
Union League Club of Bergen County. 


Frederick Ewald Co., of 349 Varick street, 
Jersey City, N. J., have the contract for 
plumbing and heating the Fairmount Sur- 
gical Sanatorium being erected in Jersey 
City. 

Edward J. Reilly & Co., Inc., of 41 Green- 
wood avenue, East Orange, N. J., are doing 
the plumbing and heating in the residence 
being erected by J. P. Kelly at 142 Holly- 
wood avenue. 


of Hackensack, 


David Milliken, for many years the popu- 
lar New Jersey representative of The Col- 
well Lead Co., has engaged in the plumbing 
specialty business at 518 Central avenue, 
East Orange, N. J. 


Chalmers Bros., of Orange, N. J., are exe- 
euting the plumbing and heating contracts 
for the new buildings being erected in East 
Orange by The Municipal Public Playground 
Commission, Swift Beef Co. and Thomas 
Cusick. 


Joseph C. Rau, of 285 Bergen street, New- 
ark, N. J., is plumbing two _ three-family 
houses at 15 and 17 Grace street, Irvington, 
for Haitch & Kohler. He is also plumbing 
two houses at 836-838 S. 19th street for 
Fred. Locher. 


Jas. B. Gill & Co., of 619 Warren street, 
Newark, N. J., are plumbing the new fire 
house at Mt. Prospect avenue, between 6th 
and 7th avenues. They are also plumbing 
and heating the sexton’s house attached to 
St. Rose of Lima’s Church and St. Joseph’s 
Convent, Newark. 


Jacob Laible & Son, of 63 Belmont avenue, 
Newark, N. J., are plumbing a garage at 
61-69 Charlton street and an apartment at 
806 Newark avenue for Gottfried Kruger. 
They are also completing the plumbing in 
the new Newark Motordrome at South 
Orange avenue, Vailsburg. 


M. F. Shanagher, of 962 Bloomfield avenue, 
Glen Ridge, N. J., is doing the plumbing and 
heating in seven new houses being erected 
On Miller street by Elliott Marshall. Mr. 
Shanagher is enjoying a very large jobbing 
business, of which he makes a specialty. 

Frederick Butler has disposed of his busi- 
ness at 386 Broadway, Union Hill, N. J., to 
Oscar Kaufmann, and Mr. Kaufmann has 
expressed himself as satisfied with the results 
thus far. Mr. Butler has re-established him- 
Self at West Englewood, N. J., where he is 
interested in a realty corporation that is 

working on a large development. 


A. M. Pearson, of 834 Summer avenue, 
Newark, N. J., is plumbing the new Forest 
Hills Presbyterian Church and the addition 


- 


to the telephone building at East Orange. 
He also has the contract for plumbing and 
heating the residence of Mrs. Emma Schar- 
ling to be erected on Summer avenue. 


The North Jersey Plumbing Supply Co., 
of 11 Mercer street, Hackensack, N. J., re- 
port a satisfactory condition of affairs in 
their increasing plumbing specialty business. 
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Rickersberg Brass Co. to Build 
Large Addition 


HE growing popularity of “Rick 
Quick” compression work makes 
it necessary for the Rickersberg 

Brass Company, of Cleveland, Ohio, to 
provide additional facilities for the man- 
ufacture of their line of plumbers’ high 
grade brass goods in order to meet the 
universal demands of their trade. 

They now have under construction two 
new buildings of the saw-tooth type of 
construction of steel and concrete, one 
30x52 ft. and the other 60x120 ft. 
These will materially increase their floor 
space in the foundry, core room, polish- 
ing and machine rooms. This will enable 
them to increase their output of the popu- 
lar line of “Rick Quick’ compression 
work. THE PLUMBERS’ TRADE JOURNAL is 
also advised that they have in prepara- 


‘tion a complete line of self-closing work, 


which they claim will embody advantages 
not possessed by other similar work. The 
new idea will commend itself to our trade 
owing to its simplicity and many new 
features. This new line will soon engage 
the attention of our readers through the 
extensive advertising contemplated by 
this company, wherein will be fully illus- 
trated and explained the many features 
and advantages. The quality and char- 
acter of the goods manufactured by this 
concern and its knowledge of the trade’s 
requirements are the prime factors for 
the highly successful career enjoyed since 
its organization and the popular position 
it now occupies in our field. 

The members of this company have 
been associated in the brass industry for 
many years and have now the admiration 
of their friends and customers, through 
their persistent determination to manu- 
facture and market only a class of brass 
goods which will always merit the confi- 
dence of our trade under all conditions. 


“ACCOUNTANT” 


Plumbers! Steamfitters ! 


Have your business systematized by 
a Practical Accountant. Books open- 
Monthly 


ed—written up—closed. 
trial balances and financial state- 
ments. Corporation work a speci- 
alty. Charges moderate. 


E. M. SQUAREY 
221 Sherman Ave., New York City 


J. T. MCDEVITT 


Manufacturers Agent to the Jobbing Trade on 
the Pacific Coast 
POSTAL 
TELEGRAPH 
BUILDING 


SAN FRANCISCO, CAL. 
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RETIRING FROM BUSINESS, WILL 
sell old-established plumbing business in one 
of the best locations in Chicago. Address 
244, THE PLUMBERS’ TRADE JOURNAL. 

WANTED — SEVERAL HIGH-GRADE 
salesmen. Good territories open for 1913. 
Real salesmen only need apply. The Rick- 
ersberg Brass Co., Cleveland, Ohio. 


FOR SALE—OLD ESTABLISHED 
profitable plumbing, heating and_ tinning 
business. Good reason for selling. Apply 


to R. J. Baldwin & Son, Pottstown, Pa. 
SALESMAN WITH PROVEN SALES 
ability desires to connect with an established 
line for New England territory. Address 
249, c/o THE PLUMBERS’ TRADE JOURNAL. 


PLUMBING SCHOOL—WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today. Stout Institute, Menomonee, Wis. 

WANTED — STEADY POSITION BY 
competent plumber and fiitter. Good lead 


worker. Strictly sober and reliable. Good 
references. Address Roy S. Lash, Lexing- 
ton, Neb. 


STEADY YOUNG MAN WISHES 
steady position in a union shop in the West. 
Good lead worker; all ’round mechanic. 
References. Address 247, c/o THE PLUMB- 
ERS’ TRADE JOURNAL. 


FOR SALE—A MAIL ORDER BUSINESS; 
quick selling specialty to the plumbing and 
heating trades. Large margin of profit. 
Requires small capital. Address 235, c/o 
THE PLUMBERS’ TRADE JOURNAL. 

PLUMBING SHOP FOR SALE IN 
Brooklyn. Established twenty-five years in 
present location. Owner compelled to go to 
country and will sell out cheap. Address 
250, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—PLUMBING SHOP, FULLY 
equipped for jobbing trade. Expenses $30.00 
to $50.00 per month. Doing good business. 
Will sell for invoice of stock and fixtures. 
Address 210, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


YOUNG MAN WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177 c/o THr PLUMBERS’ 
TRADE JOURNAL. 


A RARE OPPORTUNITY FOR A QUICK 
buyer. Small plumbing and tinning business 
in a thriving and growing town. Must be 
sold to close estate of owner recently de- 
ceased. Address W. J. Large, Administrator, 
Vineland, N. J. 


WANTED—A FIRST-CLASS PLUMBER 
and steam fitter, one who is capable of 
handling both branches, plumbing, hot water 
and steam fitting. Steady position for the 
right mechanic. Address 228, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


WANTED—FTRST-CLASS LIVE SALFS- 
man. One familiar with a high-grade line 
of plumbers’ brass work and also plumbin® 
fixtures. Must furnish references as to 
ability and character. Apply the Sanitary 
Company, Cleveland, Ohio. 


AS SUPERINTENDENT IN STEAM 
fitting establishment; over 20 years experi- 


ence; 10 years as estimator and_ superin- 
tendent of construction; ean satisfv as to 
experience and ability. Address 200 c/o 


THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE AT INVENTORY—PLUMB- 
ing business within 25 miles of New York. 
An excellent opportunity. Profit of $2,500 
to $3,000 is being made every year. Inven- 
tories at $5,500. If interested, address 236, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


OFFICE MAN—TWELVE YEARS WITH 
one of Manhattan’s largest plumbing con- 
tractors, desires change for position, where 
diligence and integrity will be rewarded. 
Thorough knowledge of business. Address 
251, c/o THE PLUMBERS’ TRADE JOURNAL. 

ONF OF THE LARGEST BRASS MANTI- 
FACTURERS IN THF COTUNTRY DFSTRE 
AN ASSISTANT TO THEIR SALFS MAN- 


AGFEFR. AN UNUSUAL OPPORTUNITY 
FOR A HIGH-CLASS SALESMAN. = AD- 
DRESS 238, c/o THE PLUMBERS’ TRADE 


JOURNAL. 


THE INVENTOR OF THE CHEAPEST 
and most effective pipe clamp or support for 
use on hollow tile or metal walls and ceil- 
ings, would Jike to sell part or whole interest 
to parties who can manufacture and market. 
Address 245 c/o THE PLUMBERS’ TRADE 
JOURNAL. 


YOUNG MAN. 28. WITH 13 YEARS’ 
experience in plumbing and heating, has 
master plumbers’ license in New York. Can 
estimate, lay out and_ superintend work. 
Valuable man for architect or construction 
company. Best references. Address 248, 
c/o THr PLUMBERS’ TRADE JOURNAL. 


TWO MEN WITH NINE YEARD’ EX- 
perience and large personal acquaintance 
with the trade in Iowa, Nebraska, Missouri, 
Kansas and Oklahoma, would like to corre- 
spond with manufacturers of boilers, radi- 
ators, and heating supplies, with a view of 
representing them in this territory. Box 
237, c/o THE PLUMBERS’ TRADE JOURNAL, 


FOR SALE—IN THE SHOE CITY OF 
Brockton, Mass. (population, 65,000), my 
plumbing, heating and sheet metal business. 
Obliged to go to California for my health. 
V. R. Donovan. 

MOTORCYCLE FOR SALE, $200.00; 7 
horsepower twin Indian 1912 Tourist model 
(no pedals). Large tires; lamp and genera- 
tor; horn, cyclometer, luggage carrier. Rid- 
den 1,300 miles. As good as new. Cost 
$305.00. Address P. 8. C., c/o THr PLUMB- 
ERS TRADE JOURNAL. 


FOR SALE—PROSPEROUS PLUMBING 
shop in hustling Connecticut town. Estab- 
lished 20 years. Proprietor wishes to retire. 
Will sell at actual inventory, amounting to 
about $6,500.00. Cash, $2,000.00; balance 
5% notes. Rental of establishment, $60.00 
net per month, store and basement. An ex- 
ceptional opportunity that will stand most 
searching investigation. Address 243 c/o 
THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE ON ACCOUNT OF POOR 
health and old age, plumbing shop in Cen- 
tral Pennsylvania, established 43 years. 
Fine stock of goods. Hand pipe machines 
and stocks. No better chance in the State 
for a practical plumber, steam and gas fitter 
who is a hustler. No trouble to keep two 
or three men all year ’round. City of 9,000. 
Plenty of work. Address 246 c/o THE 


PLUMBERS’ TRADE JOURNAL. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 


Th TION, BYNL 


Thousands of Plumbers 
Have Salaries Raised 


You can be safe in judging what a man 
can do by what has been done—past per- 
formances—past records. Inthe files at the 
Internationa] Correspondence Schools are 
more than 27,000 letters that are witnesses 
to the marvelous results accomplished by 
students of the International Correspond- 
ence Schools. A recent tabulation of the 
records of 1,000 students shows that the 
average salary at the time of enrolment for 
I. C. S. Courses was $54 per month, but 
today, or at the time the letters of indorse- 
ment were written, the salaries have in- 
creased to an average of $183 per month. 

There is not, in all the world, a greater 
force than the I. C. S. to put new hope in 
the hearts of laboring men and teach them 
to attain success. 

The I. C. S. are ready and willing to help 
you. Are you willing to be helped? Then 
determine what you want to be and 


Mark and Mail the Coupon NOW 
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$ International Correspondence Schools $ 
o Box 972, Scranton, Pa. + 
* Without obligating myself in any way, I should like ° 
@to have you send information about the I. C. S. ¢@ 
@ Course in Plumbing. e 
2 « 
* Name. ¢ 
4 . 7 
+d + 
@ Street and No. ‘ 
} r 
* City State ° 
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Wilhelmiand Modern 
Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 
Interior Heavily Tinned 
Guaranteed against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO. Makers, 
Paterson, New Jersey 


KON) PIPE-JOINT COMPOUND 


Z 
JZ 


By using Dixon’s Pipe Joint Compound on 


Z Spare Your Tools joints. No damage to tools or fittings 


Le then when you want to open joints. 
Z JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 


The Saunders 
No. 5D 


Adapted to a very large range of work. 
Capacity 1 to 6 inches. 

The illustration shows a SAUNDERS 
Pipe Threading and Cutting Machine to 
be driven by Belt Power or by Hand. The 
combination of the different parts is sim- 
ple in construction, having as few remoy- 
able parts as the work will admit of, com- 
bining in a compact form the best ar- 
rangement for Threading and Cutting 
pipe. Send for catalogue. 


Yonkers, N. Y. 


KWH 


ccene vunnacr No Danger! 
KEROSENE FURNACE 4YO Vahger. 


Underwriters allow 
its use everywhere. 


CHEAPER FUEL 
EASILY OBTAINED 
SAFER TO HANDLE 


IMPORTED 
SILVER-SOLDERED 


BURNER 


FLAME EQUALS 
HEAT OF TWO 


GASOLINE BURNERS  #£4vY Top plate 
Price $7.00 Net Prepaid Large Pump 
NO COIL—EASILY CLEANED 


Furnaces and Torches, Plumbing Devices and Specialties. 


GEO. W. HEILAND =o sirexwansr NEW YORK 


99 BEEKMAN ST. 


Extra Heavy Parts 


ONE-PIECE STEEL TANK 
No Leakage 
UPRIGHTS % in, 

Cold Rolled Steel 
FUNNEL FILLING 
SCREW SPUD 
Extra Large Hood for 6 in. Pot 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 
make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 


HEN in need of any stock article or spec- 
ialty connected with the gas business, your 
wants will be satisfied immediately and at 
the proper price by 


E. P. GLEASON MFG. CO., 


37 Murray Street, NEW YORK 


JOHN M. PAGE, NAUGATUCK, CONN. 


representative of THE PLUMBERS’ 
A TRADE JOURNAL recently visited the 
store of John M. Page & Co., Nauga- 
tuck, Conn., and upon inquiring for Mr. Page 
was informed that Mr. Page died on August 
21st. Upon expressing surprise that the 
death of such a prominent man as Mr. Page 
should not have become generally known, a 
member of the firm volunteered the informa- 
tion that no general announcement had been 
made to the trade of Mr. Page’s death. 

John M. Page, who was one of the pioneers 
of the plumbing and heating business in Con- 
necticut, was born in North Branford, Conn., 
February 14, 1838, and was therefore 74 
years of age at the time of his death. He 
learned his trade in Northford before he was 
21 years old and was employed for a time in 
Newark, N. J. In 1874 Mr. Page settled in 
Naugatuck and about two years later pur- 
chased the general hardware, plumbing and 
heating business which today bears his name, 
Under his guidance a company was formed 
and the business prospered and accordingly 
expanded, so that at the present time the 
John M. Page & Co. store is known as one 
of the largest of its kind in Connecticut. 

Mr. Page was well known throughout the 
state and took an active part both in local 
and state politics. He served for a number 
of years as town and borough treasurer of 
Naugatuck. In 1898 he was chosen a mem- 
ber of the state legislature, and was re- 
elected to the general assembly in 1900. He 
was a thirty-third degree Mason and was 
also senior warden of St. Michael’s Episcopal 
church in Naugatuck at the time of his 
death. 

Associated with Mr. Page for the past 
thirty years was G. D. Buck, who is now in 
charge of the business. Mr. Buck tells us 
that the business is to be sold, as the heirs 
of the Page estate do not wish to continue it. 


ANDREW HARVEY, DETROIT, MICH. 


Following an illness of several months, 
the death of Andrew Harvey, president and 
general manager of A. Harvey’s Sons Mfg. 
Co., Detroit, Mich., occurred on Wednesday, 
October 9th, at his home in that city. Born 
in Glasgow, Scotland, March 26, 1843, Mr. 
Harvey came with his parents to Detroit in 
1853. After attending school, he started in 
as an apprentice in the foundry of his father, 
being admitted as a partner later, and at the 
death of the senior Mr. Harvey succeeded as 
head of the concern, which had now grown 
to large proportions. At this time the in- 
corporation of the concern took place. Mr. 
Harvey was actively identified with the 
American Society of Heating and Ventilat- 
ing Engineers, having served as president 
during the years 1904 and 1905. 


CHARLES WINFIELD YERBURY, ROCK 
ISLAND, ILL 


Charles Winfield Yerbury, an old-time 
plumber, aged 61 years, passed away Satur- 
day morning, October 9th, at the family 
residence, 1026 Sixteenth street, Rock Island, 
Ill., death, being the result of throat trou- 
ble, with which he has been a _ sufferer 
for the past ten months. Mr. Yerbury 
was born in Paterson, N. J. He learned the 
plumbing trade in Chicago some forty years 
ago, and went to Rock Island shortly after 
and worked at the trade for a number of 
years before going into business for himself. 
He closed out his business about ten years 
ago and took charge of the Rock Island 
Arsenal, where he was employed up until the 
time of his death. The survivors are his 
widow, Mrs. Mary E. Yerbury; one daughter, 
Mrs. Charles R. Walker, of Foley, Ala., and 
two sons, C. W. Yerbury, of Nashville, Tenn., 
and Orville Grant Yerbury, of Riverside 
Cemetery; also three sisters, Mrs. Willis 
Gray, Mrs. John Zangler, of Chicago, and 
Mrs. Frank Krabzer, of Denver. 


WILLIAM F. WILSON, SAN FRANCISCO, 
CAL. 

William F. Wilson, dean of the San Fran- 
cisco plumbing trade, passed away at his 
home at 1175 Turk street, October 27th, fol- 
lowing a brief illness, aged 73 years. 

The deceased was a native of Germany, 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


but came to this country while young, and 
his entire business career was interwoven 
with the growth of San Francisco, where he 
located while a young man. In the business 
field he met with much success, and some of 
the finest examples of plumbing work to be 
found in this city bear the stamp of the Wil- 
liam F. Wilson Company. 

Mr. Wilson always took an active interest 
in organization work and has been treasurer 
of the Master Plumbers’ Association of Cali- 
fornia since its formation. Time and time 
again he has asked to be relieved from the 
duties of this position, but so satisfactory 
has been his work and so highly has he 
been held in the esteem of the master plumb- 


_ers of California that he has always been 


re-elected to the position. He has been a 


member of the San Francisco local since its 
inception, has served in the capacity of pres- 
ident, and has always taken a keen interest 
in its affairs. 

At the time of the fire of 1906 the William 
F. Wilson Company maintained a large shop 


The Late William F. Wilson, San Fra 
cisco, Cal. : 


with a splendid show room on Stockton 
street, near Post, near what is now the ex- 
clusive retail section of the city. Following 
that disaster Mr. Wilson at once made plans 
to re-enter the field, and as soon as material 
could be secured proceeded to erect a large — 
shop at his home property on Turk street, 
near Buchanan. This location has proved to 
be a very satisfactory one and the shop has 
been conducted there since 1906. 

Although a strong man physically, Mr. 
Wilson has been failing since the fire. Much 
grief has also been his lot, his wife and 
three children having been lost to him within 
five years. The business will be continued 
by his two sons, Frederick A. and Albert J. 
Wilson, who have been brought up in the 
plumbing trade and who for some time have 
had full charge of the affairs of the firm. A 
daughter, Miss Therese L. Wilson, also sur- 
vives. 


CHARLES W. FRANZHEIM, WHEELING, 
W. VA. 


One of the most prominent men in the 
manufacture of sanitary pottery, Charles W.- 
Franzheim, of the Wheeling Pottery Co. and 
the Colonial Supply Co., Wheeling, W. Va. 
passed away after a lingering illness on 
October 22nd, aged 69 years While Mr. 
Franzheim has suffered for about three 
years, until only three days before his 
demise did his condition become alarming. 
Mr. Franzheim was raised in the section 
where he lived and labored, receiving his 
early training in the public schools and at 
Bethany College, where he graduated with 
honors and a degree of C.E. He was inter- 
ested in various institutions at different 
times in his career; first, in banking, and 
later, in the sanitary pottery production, 
being president of the Wheeling Potteries 
Co. and the United States Potters’ Associa- 
tion; vice-president of the German Bank of 
Wheeling and also of the Franklin Insurance 
Co. Mr. Franzheim was the inventor of 
many improvements in sanitary ware and 
was one of the best known manufacturers 
and distributors in the country, He leaves 
a widow and four children, 


1OVEMBER 15TH, 1912 


HE Board of Public Works of 
Milwaukee, Wis., has awarded 
the contracts for erecting a 
dining room and two wings as 
; additions to the Blue Mound 
Sanitorium in the town of 
Vauwatosa. The well-known heating firm, 
tueller & Co., Milwaukee, was awarded the 
eating contract, while the enterprising 
lumbing firm of F. A. Goll & Co. will do the 
lumbing. 
Anton Metz, Madison, Wis., has not been 
ithout a good share of this season’s work 
t the Badger Capital. The Lake View 
achelor Apartment house, with thirty-three 
athrooms, and the Chi Psi Fraternity house 
re but two of a long list of contracts. 


The Waterloo State Bank is erecting a 
ew bank building in Waterloo, Wis. The 
ew structure will be of stone and brick 
nd will be one of the handsomest struc- 
ires in the city. All modern equipment, 
ich as a steam heating plant and a sani- 
iry plumbing system are to be installed. 


P. L. McQuillan, Chippewa Falls, Wis., is 
ne of the ultra progressive sort of plumb- 
"s and continually alive to new industrial 
jyannels. Vacuum cleaners and washing 
iachines are part of his stock, and go hand- 
i-hand with plumbing and heating in his 
stablishment. 


W. H. Egan & Co., of Milwaukee, Wis., are 
mpleting some contracts in a new dry 
90ds house at Second and Grand streets, a 
ed house on Lake street, and the plumb- 
ig in the Interstate Malting Company’s new 
ant. The plumbing in the latter will run 
total of about $25,000. -It is a complete 
urham system. 


The Racine, Wis., county board of su- 
srvisors is contemplating erecting a sani- 
rium, to be known as the Sunny Rest 
unitarium and be erected on the Durant 
oad, southwest of the city of Racine. The 
ans have been drawn by Architects Guil- 
‘rt & Fuston and have been accepted by 
e board. Bids for erecting the same have 
en opened, but the amount being $24,554 
1d the appropriation only $20,000, con- 
acts have not yet been awarded. The 
ating bids were put in by the well-known 


firms of Thomas Heating Company for 
$2,527 and Smollen & Schoenleben for 
$2,600. The plumbing bid for John Feiner 


amounted to $2,740, with the Smollen & 
Schoenleben company second with $2,998. 
Although the bids were higher than esti- 
mated, contracts may be signed up just the 
same. 


The Milwaukee Electric Railway & Light 
Company is erecting a $60,000 car barn and 
office building at 35th street and Fond-Du- 
Lac avenue. It will cover an area of 80 
by 448 feet and be of concrete and steel 
construction. A large heating plant and 
considerable plumbing will be required, for 
which no contracts have as yet been let. 


The Thomas Heating Company, of Racine, 
Wis., have been unusually active during the 
past season in securing many large con- 
tracts throughout the state. They have just 
closed a contract outside with the Interna- 
tional Harvester Company of Springfield, 
Ohio, for installing heating plants in the 
factory buildings of that concern. 


Work in connection with the new $180,000 
sewage disposal plant at Madison, Wisconsin, 
has been started. The tank will be built in 
the town of Burke on a farm purchased by 
the city for this purpose, and will contain 
five compartments. A new force main has 
been recommended by the city engineer, E. 
E. Parker. A sewer will be constructed in 
connection with this plant. It will be an 
extension of the intercepting sewer at the 
old plant. 

The champion optimist of Milwaukee, 
Wis., is R. P. Neugebauer, Howell avenue. 
A few plumbing operations on which he was 
busy at the, time of THr PLUMBERS’ TRADE 
JOURNAL correspondent’s recent visit were: 
The apartment house and store building for 


A. J. Mann on Kinnickinnic avenue; another 
on Fourth avenue for Stephen Biard, and 
two bungalows on Wentworth avenue for 
Dr. R. J. Healy. 


MeVicar Brothers, of Janesville, Wis., are 
very busy at the present time installing a 
central vacuum steam heating system in the 
Sutherland building for George G. Suther- 
land. For several years past the Janesville 
Electric Co., had operated a central hot 
water heating system, which it discontinued 
last spring. The project has now been taken 
up by Mr. Sutherland, who is having the pip- 
ing and radiators adapted for the new 
vacuum steam system. Two new boilers, 
with 16,000 feet radiation capacity, are 
being installed, also an electrically operated 
vacuum pump. 


The Sanitary Plumbing Company, 1205 
Ogden street, Superior, Wis., is now equip- 
ped to do a general gas fitting business. 
Louis Anderson, who has been connected 
with the Water, Light & Power Company, 
has been secured to take charge. He is 
well capable to take this position as he 
has had much experience in that line, being 
connected for the past five years with the 
last-named company. 


The Kenosha, Wis., Board of Water Com- 
missioners have received the resignation of 
John Gustafson, superintendent of the con- 
struction works of the Water Department. 
“Big John,” as Mr. Gustafson is familiarly 
known, has been connected with the local 
system for eighteen years, having started 
before the Water Department became a 
municipal plant. Since his connection, the 
lines have been more than tripled in length. 
His loss will be sorely felt by the Depart- 
ment, as it will take some time to find as 
good a man to take his position. 


735 


Southern Wisconsin Master Plumbers 


Meet 

HE Southern Wisconsin Master 
dE Plumbers’ Benevolent and Social 
Sanitary Club held its meeting at 
Beloit, Wis., on November 4th. Among 
the most important events on the busi- 
hess meeting program was the election 
of officers. The result follows: President, 
William McVicker, Janesville;  Vice- 
president, William Owen, Madison; Sec- 
retary, H. Hoisemeyer, Madison, and 
Treasurer, D. H. Osborn, Beloit. The 
club is enjoying a splendid growth, most 
of the best known master plumbers from 
cities of the southern section of the state 
club makes the meetings interesting as 

well as instructive. 
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Quarterly Meetings of Central Wis- 
consin Master Plumbers 


HE quarterly meeting of the Cen- 
tral Wisconsin Sanitary and 
Benevolent Social Club was held 

at Rhinelander recently. E. L. Pine, of 
Wausau, district president, called the 
meeting to order, after which a short 
routine business meeting was held. Fol- 
lowing the business session, Geo. F. 
Reeke, of Green Bay, president of the 
Wisconsin Master Plumbers’ Association, 
and A. Farrell, president of the Duluth 
Plumbers’ Exchange, gave talks on better 
sanitation and general uplift of the busi- 
ness. Mr. Reeke dwelt at length on the 
necessity of making the state plumbing 
laws more stringent and applying these 
laws to cities of all classes. Several 
papers were also read by prominent 
members of the club on various subjects. 
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PLATE P 6527 
‘Standatd” Porcelain Enameled Drinking Fountain 


With Porcelain Enameled Pedestal; fitted with 
Nickel-plated Continuous Flow Bubbler with China 
Cup; controlled by Foot-operated Self-closing Valve 
in Floor Plate; Concealed Galvanized Supply and 

aste Pipe to Floor. 
Height 


4 ‘< < 36 inch 
Plate P-6527, as described 


$48.50 


30 inch 
$45.50 


Standard” 


Bubbling Valve Drinking Fountains 


“Statdard” Drinking Fountains for every purpose and every 
class of building are represented in the new “Standard” Cata- 
logue “P” (pages 379 to 398, inclusive). 


To meet the increasing demand for sanitary drinking foun- 
tains we show many new patterns fitted with the latest styles 
of Bubbling Valves. 


The construction of “Stetdard” Bubbling Valves is such that 
perfect sanitation is assured, the valve allowing the water to 
bubble pure and free, and making it unnecessary for the lips 
of the drinker to come in contact with the valve in any way. 


Every ‘“stardard” Drinking Fountain is guaranteed and 
bears the ‘“Stattdard” “Green and Gold” Label. 
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ERB BOL 


Standard Sanitary Mfg. Co. 


GENERAL OFFICES PITTSBURGH, PA. 


Karpen Bldg., 900 S. Michigan Ave. 
St. Louis...100-102 No. Fourth Street 
Philadelphia...... 1128 Walnut Street 
Washington, D.C., 200 Southern Bldg. 


OFFICES AND SHOWROOMS 


Houston,Tex., Cor. Preston & Smith Sts, 
Fort Worth, Tex...Front & Jones Sts. 
Cincinnati, Ohio....633 Walnut Street 
New Orleans. Baronne & St. Joseph Sts. 
Toledo, Ohio... . .. 311-321 Erie Street 
Louisville. .319-323 West Main Street 
Nashville, Tenn. .315-317 10th Ave., S. 


MAM PanciscOy; Calais ah cisiaikis ae ee 
....Merchants Nat’l Bank Bldg. 
PALtaDUPre ives sree cis. s 106 Sixth Street 
Cleveland. .648-652 Huron Road, S. E. 
Montreal, Can..215 Coristine Building 
Toronto, Can..59 Richmond Street, E. 
Hamilton, @an..20-28 Jackson St., W. 
London,Eng.,57-60Holborn Viaduct, E.C. 
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GORTON 


WROUGAT STEEL 


BOILERS 


Besides the 


advanta ges 
of long life, 
and the high- 
est economy 
in fuel con- 


sumption, the 


boilers have 

aself-feeding 

coal reservoir 

which — per- 

forms the 

duty of an 
experienced fireman in supplying coa] 
to the fire, and will maintain a steady 
fire and a constant heat for twelve 
hours without attention. 


Send for catalog and investigate 
for yourself their superiority 


GORTON & LIDGERWOOD CO. 


96 Liberty Street, NEW YORK 
BOSTON: 182 High Street 
CHICAGO: Fisher Building 


REGULATING VALVES 


For Water or Steam 


ROSS VALVE MFG. CO. 
TROY, N. Y. 


Manufacturers 
Notice 


We are handling Plumbing 
Fixtures, such as 


CLOSET COMBINATIONS 
VITREOUS WARE 
ENAMELWARE 
AND SPECIALTIES 


We are looking for a good up- 


to-date specialty. If you are 
looking for a Live Wire to place 
any good specialty on the 
market, see us first. 


Thos. J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 


1006 Filbert St., Philadelphia, Pa. 


ATHAN E. SMITH, 455 Rich- 
mond street, Philadelphia, Pa., 
who does quite a large ship 
plumbing business, is making 
alterations and additions to 
the plumbing in premises 1226 

Marlborough street and 1125 E. Susquehanna 
avenue. ¢ 

Frank McMillan, 5432 ‘Tacony street, 
Frankford, Philadelphia, Pa., is fitting up 
plumbing in five houses on Howorth street. 

Wm. J. Young, 28 N. 16th street, Phila- 
delphia, Pa., is making alterations and addi- 
tions to the plumbing in five houses on S. 
10th street. 

Andrew Wanner, 3743 N. Bouvier street, 
Philadelphia, Pa., is busy with the plumbing 
of some new houses at Lincoln Drive and 
Upsal street. 


Howard Taylor, formerly a Philadelphia, 
Pa., master plumber, has been appointed as 
an inspector of house drainage for the Bu- 
reau of Health. 

Jos. Friedman & Son of 2029 S. 9th street, 
Philadelphia, Pa., have secured the contract 
for the plumbing of ten new houses on 
Angora street. 

F. Fanus, 6411 Woodland avenue, Phila- 
delphia, Pa., was awarded the contract for 
the plumbing of five new houses at 63d street 
and Grays avenue. 

J. T. Hughes, 2341 N. 15th street, Phila- 
delphia, Pa., among other things is install- 
ing the plumbing in the building at 2331 N. 
Sydenham street. 

Joseph Swartz, 304 E. Norris street, Phil- 
adelphia, Pa., is making alterations and 
additions to the plumbing in’ three houses on 
E. Thompson street. 

John McCann, 210 W. Dauphin street, 
Philadelphia, Pa., has commenced work on 
the plumbing in some new houses at Ontario 
and Thompson streets. 

The plumbing in the new buildings at 
Palmer and Sepviva streets is being installed 
by Harry Buehl of 3626 Germantown ave- 
nue, Philadelphia, Pa. 

The plumbing in the new building of R. 
Wolf, 4641 Stiles street, is being installed 
by. T. J. Cunningham of 1612 Orthodox 
street, Philadelphia, Pa. 

W. S. Smith, 1830 Susquehanna avenue, 
Philadelphia, Pa., has the plumbing contract 
for twenty-seven new houses at Ridge ave- 
nue and Berhart streets. 

The plumbing contract for the ten new 
residences on Pulaski avenue, Germantown, 
was awarded to Powers and Magee of 5645 
Chew street, Philadelphia, Pa. 

Thomas F. Dempsey, 7223 Woodland ave- 
nue, Philadelphia, Pa., has a force of men 
installing plumbing in five new houses at 
Cemetery and Woodland avenues. 


The plumbing contract for the eight new 
dwelling houses for the Quaker City Realty 
Co., on S. 58th street, was awarded to W. W. 
Alexander of 5553 Spruce street. 


Wilbur W. Sutterly, 503 N. 51st street, 
Philadelphia, Pa., is fitting up plumbing in 
the building of the Atlantic Refining Co. at 
Passayunk avenue and River Road. 

A. J. Hoover, 1947 E. Somerset street, 
Philadelphia, Pa., is introducing plumbing 
in anumber of dwellings on EB. William street, 
also at 3220-22-3226-28-30 Miller street. 


Cc. Gravatt Jr., 3219 Van Kirk street, 
Wissanoming, Philadelphia, Pa., in addi- 
tion to other work is fitting up the plumb- 
ing in the building at 6766 Hagerman street. 


R. Raynor, master plumber of 926 Moun- 
tain street, accompanied by his wife, is 
making a tour of the far east. They have 
visited cities in China and Japan and are 
at present in Manila, P. I. Mr. and Mrs. 
Raynor may tour the world before returning 
to Philadelphia. 


Ellwood Wentz, Gorgas street, Mt. Airy, 
Philadelphia, Pa., has the contract for the 


plumbing of the residences corner 11th and 
65th avenues, Oak Lane, and Carpenter and 
Emlen streets. 


Wm. M. Anderson, 108 S. 20th street, 
Philadelphia, Pa., a prominent plumbing and 
heating contractor, is fitting up the building 
of the Germantown Tool Works at 2d and 
Ashdale streets. 


J. MeGuckin & Bro., 1023 Christian street, 
Philadelphia, Pa., are making alterations 
and additions to the plumbing in a number 
of residences on S. Reese street, Bainbridge 
street, and Kenilworth street. 


Isaac S. Shreve, 3703 Longshore street, 
Tacony, Philadelphia, Pa., has commenced 
work on the plumbing of two new houses 
at Van Dyke and Cothman streets, and also 
at Decatur and Erdick streets. 


W. H. Bradenbury & Co., 1203 W. At- 
lantic street, Philadelphia, Pa., have the 
contracts for the installation of plumbing 
in a number of new houses, some of which 
are twenty-one dwellings on N. Franklin 
street and two residences at 4th and Dun- 
cannon streets. 
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An Unique Display 


HE IXL Pump & Mfg. Co. have no 

Ze doubt made a hit with their spe- 

cialties, for which they claim 

are positive water savers and will stand 

any kind of hard usage, in their exhibi- 

tion of water-saving devices in the Phila- 
delphia City Hall court yard. 

They challenge any one as to their 
simplicity, working qualities, sanitation 
and durability; they use only flat wash- 
ers in their construction, no special 
washers or rubber balls used whatever. 
They guaranteee their goods for two 
years. Send for catalog. Mention THE 
PLUMBERS’ TRADE JOURNAL. 
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The Atlantic Radiator Co. Remove 
General Offices to Hunt- 
ingdon, Pa. 

HE Atlantic Radiator Co. are send- 
ing announcements to the trade 
of the removal of the general and 

executive offices from Philadelphia to 
Huntingdon, Pa., where the plant of the 
concern is located. The products of this 
firm includes steam and hot water boilers 
and radiators and heating accessories. 
The growth of the business necessitated 
this step, the officers believing that better 
attention could be given their customers 
by the consolidation. 


——_2- 
Open Branch at Erie, Pa. 


HE building and two lots, formerly 
owned by the Northwestern Pipe 
and Supply Co., 17 West Eleventh 

street, Erie, Pa., have been purchased by 
the Standard Mfg. Co., Pittsburgh, Pa., 
which will construct a four-story ware- 
house structure. A complete stock of 
plumbing, heating and mill supplies will 
be carried. John KE. Fitzgerald, who 
made many friends during his connec- 
tion with the Duquesne Sanitary Co., 
Pittsburgh, will be manager of the Erie 
enterprise. This branch will no doubt 
be one of the most important in the 
chain under the general management 
of C. A. Corothers at the home office. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


KENNEDY Iron Body 
GLOBE and ANGLE VALVES 


are made very heavy with Re- 
newable Discs, 


When You Order Specify 


SEND FOR CATALOGUE 


THE KENNEDY VALVE MFG.CO, 


Main Office and Works—1l034 E. Water 
Street, ELMIRA N.Y. 

Branch Office & Warehouse—40 Beekmar 
Street, NEW YORK CITY. 

Agencies—66 Western Union Ridg., CHI- 

CAGO, ILL.,. Monadock Bldg., SAN 

FRANCISCO, CAL. 


A5 HOOKS AND 
- STRAPS 

Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 

2 Send for cata- 
#) \og and prices. 


BERGER BROS. CO. 


Manufacturers 


237 Arch St., Philadelphia, Pa. 


KITSON 
QUALITY 


CAST 
BENNOR 
TRAPS 


One of Our Styles 


Cast from good material 
and properly machined. 


ASK YOUR JOBBER 


KITSON CO. 


Philadelphia Penna. 
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HE heating of operation build- 
ings is now an important 
factor of the heating trade. 
“Operation Heating” is usu- 
ally defined as meaning five 

y more sets of heating apparatus in one 
der by one heating contractor for one 
ywner or principal contractor. 

This class of work is of interest to the 
nakers of boilers and radiators, as well 
is contracting fitters. Competition in 
his line compels both the maker and fit- 
ers to keep their pencils well sharpened. 
The writer will give the readers of 
[fue PLUMBERS’ TRADE JOURNAL, STEAM 
wp Hor WATER FittTersS’ REVIEW a series 
yf several methods of piping that are in 
uecessful use. 

The principles in “operation” heating 
ire the same as in any other piece of 
eating work. First, the boiler is an in- 
trument designed for the sole purpose of 
renerating steam; the radiators to dis- 
ribute the heat given by the steam pro- 
luced by the boiler; the piping is the 
hird important item and must connect 
he boiler and radiators in a manner to 
low the first two to perform their in- 
ended duties. The piping also contains 
hree important elements to be taken 
are of, viz.—steam, water and air. 
Numerous methods have been in vogue 
0 separate these, such as dripping the 
ondensation in relief pipes, or bleeders, 
aising the steam and air to the several 
adiators, and discharging the latter 
hrough vents in advance of the steam. 

Some heating contractors plan a strictly 
ingle pipe job for this work; others a 
ingle bleeder, without a return main. 

Fig. 1 shows a typical system heating 
ight houses. All are identical with the 
xeception that four are left hand and four 
ight hand. The piping in these houses 
s less complicated, and a decided saving 
vas obtained in the cost of pipe, fittings 
ind labor. 

The specification for one of these houses 
s as follows: 


\; Parlor chamber....... 36 sq. ft. Rad. 
3. Dining room chamber.. 18 “ “ 
MEscULe TOOM. .6..5..5- 5 Sears 
), Kitchen chamber...... Bye mere 
MMOL, os0riee ewes e ee as Sot halos 
". Reception hall... ep Tie 
r Dining room...... met AO SS 
on Gee Zoe 


This plan is a single pipe system hav- 
ng no return mains and but one bleeder, 
relief pipe. This also might be termed 
in equalizing pipe owing to its close con- 
lection to the boiler. 

The low point of the supply main is at 
he boiler, and grades up, the highest 
oint being located beneath the kitchen, 
rom which the radiator in second floor 
rear room is suppled. 


A” branches are taken from top of 
mains, and also grade up to their 
respective radiators, each radiator 

on first floor having its separate branch. 


Steam Heating Syotem for 
ec age ihgestia 


BY 


‘“*BEMPS’”’ 


—_—————___ 


6 
| Down Grade 


Fic. 1—Plan of Typical One-Pipe System of Heating Which Operated Satisfactorily 
Under All Conditions 


The branch from main to second floor 
for dining room chamber and_ bath 
room is taken up through dining room 
close to hall partition and is run under 
floor, as shown in Fig. 2. 

The dining room radiator opening is 
taken directly off the top of this 114” 
branch, which is continued full size to 
bath room radiator turning up with a 
14% x1 in. ell. 

The parlor and second floor front radi- 
ators are carried by a 1144” supply main, 
and grades up from boiler. The conden- 


2? Ffoor 


mains and branches are covered with 
®4-inch thick wool felt coverings. 

The rating of the boiler is subject to 
the rules laid down by boiler manufac- 
turers in their guarantee clause. 

Windows and outside doors are not 
shown, as this article treats only on the 
methods of piping. 

The plant from which this sketch was 
taken was operated by a woman who 
had no previous experience in firing a 
steam or hot water heating apparatus, 
but notwithstanding the unusual severe 
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the heaters are given are unanimous in 
saying that all radiators heat up quick- 
ly under all conditions. ; 

The steam, water and air do not seem 
to conflict, and there is no vacuum 
created since the radiators are free from 
water. 

The writer tested one of these plants 
about January lst of this year, and found 
a slight noise supposed to be caused by 
the steam traveling towards the air vents. 
The test was made with cold water in the 
boiler, the radiators being extremely cold. 
No memorandums were taken of inside 
or outside temperatures, nor was the time 
noted in generating steam and heating 
the several rooms. Hnough was learned, 
however, to show the system to be prac- 
tical. 

Some heating contractors apply this 
method in plans for detached houses, and 
even go so far as to “plug” the return 
openings in the boiler, and return all 
condensation into top of boiler. 

The piping in one of these will be 
sketched and published in a future issue 
of THE PLUMBERS’ TRADE JOURNAL. 
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Fox River District Meeting at 
Neenah, Wis., Oct. 22 


MEETING of the Fox River Valley 
A District Club of the Wisconsin 
State Master Plumbers was held 

at Neenah, Wis., on October 22d. 


1st Floor 


Cellar 


SS = 


Fic. 2.—Sectional View of the Layout Shown in Fig. 1. 


sation from these radiators returns 
through this same main without the aid 
of a bleeder. 

Each radiator is supplied with an auto- 
matic air valve (float pattern) set so as 
to permit the free discharge of air. The 
boiler is of a well-known make rated to 
carry 300 sq. ft. of surface; it is of the 
round fire pot type and covered about 
1%-inch thick with asbestos cement. All 
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in Systems Piped Like This 

winter of 1911-1912 she reported her 
house comfortably heated. The parlor 
and chamber above are identical in cubic 
contents, wall exposure and glass meas- 
urements, while the radiation on the 
second floor exceeds that on the first 
floor by four sq. ft.; this is an error, and 
was repeated in the eight plants when 
installed. 

Those to whom the tasks of attending 


Condensation Returns Through Flow Main. 


Poe Sut EA 


Fine Results Obtained 

The club, which is one of the organ- 
izations recently instituted in the state 
association, is comprised of the trade in 
Green Bay, Appleton, Depere, Kankauna, 
Neenah, Menasha, Oskosh and _ Fond- 
Du-Lae. 

A general discussion of business 
topics consumed three or four hours and 
the gathering dispersed after supper, 
splendidly served at the Hotel Neenah. 


_ 


any of your customers. 


STANDARD Water Supp! 


MASTER PLUMBERS: We have the water supply system to supply 
Our goods are a demonstrated success and 


y Systems 


exactly the requirements of 
our prices are right. 


Gas, Casoline Engine, Electric Motor or Hand Power 


Complete all ready to install or pumps and tanks as desired. 


Send for our Catalog No. 12. 
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LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of 
placing before your clients the latest 
and best in sanitary fixtures? Ifso 
you must not overlook the one 
best bet, 


The Emery Self-Raising Seat 


You owe it to yourselves and the 
suffering public to investigate this 
most sanitary fixture. 


Write 
for 
Catalog 
and 


Prices 


Self-Raising 
Seat 
Pat. 1908-9 


You 
Will be 
Inter: 


ested 


Here Are a Few Pointers. Do They 


Interest You? 


These hinges have automatic stop 
that prevents the seat from swinging 
back too far and denting flush pipe 
or front of Low Down Tank. , 

They can be adjusted to raise the 
seat to any desired angle. 

They eliminate unsightly iron balls 
or weights, and the breaking of 
closets and denting of walls by them. 

You can rough-in closer than with 
any other seat. _ : 

This seat and hinges are uncondi- 
tionally guaranteed byme. 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured 
by me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Snecialty 


Wm. S. Emery, 
74-78 Cliff St. 45-49 Ferry St. 
New York City 


», Tile your Bathroom 


and kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


HALAL TILING 


Trade-Mark 


Cost only one-fifth. Lasts lifetime. Germ, 
Fire, Waterproof. Ask dealer for booklet, 
or write the manufacturers, NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y. 


Something New 


Extension End Ferrule 
f 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
couductor traps and foot 
of stacks. 


Made in the following sizes: 
2in. 3in. and 4in. 


Cc. P. MARSHALL 
Rochester, N. Y. 


Alton Engineering Co. 


3 West 29th. St., New York City 


Expert Advice on Heating Troubles 
at Nominal Figures 


NO SUCCESS —NO CHARGE 
GOSTS YOU NOTHING TO INQUIRE 


Personal and Prompt Attention Guaranteed 


In & About 


HE representative of THE PLUMB- 

PRS’ TRADE JOURNAL called on A. 

M. Bullard, of 1023 Lexington 

avenue, Manhattan, New York 

City, and found him in a very 

happy frame of mind over the 

condition of business. He was also very 

optimistic over the future. He has an up- 

to-date establishment and everything about 
the place bespoke prosperity. 


Alexander R. Hutchinson, of 677 Lexing- 
ton avenue, Manhattan, New York City, is 
kept busy with jobbing and alteration work, 
and predicts a good year for the plumber. 


One of the busy shops at this time is that 
of A. H. Brown, of 718 Lexington avenue, 
Manhattan, New York City. Mr. Brown is 
kept busy with many contracts for altera- 
tions and jobbing work. 

One of the readers of THE PLUMBERS’ 
TRADE JOURNAL in New York City whom our 


representative called upon lately is J. S. 
Bender, of 138 E. 56th street. Mr. Bender 
makes a _ specialty of jobbing and repair 


work, and is always kept busy. 


Having so much business that he has had 
to help out himself, R. Anderson, of 277 W. 
117th street, Manhattan, New York City, is 
happy. Mr. Andersen does a general plumb- 
ing and jobbing business and keeps a large 
force of men continually busy. 


The sign of good times was around 122 
Manhattan street, where J. T. Davis dis- 
penses plumbing to the requirements of his 
customers. Mr. Davis has many contracts 
for alterations and jobbing, which will keep 
his men busy for the winter months. 


There is one busy man you can’t reach, 
and he is Arthur Gaynor, of the Thomas F. 
Gaynor Co., of 168 W. 99th street, Manhat- 
tan, New York City. Rumor has it that he 
has again put on the overalls and wipes the 
joints as of old. We wish him all the suc- 
cess in the world. 


William Vail, of 108 University Place, 
Manhattan, New York City, has just been 
awarded the contract for the plumbing, 


steam and gas fNting in the addition to the 
Hotel Bossert, in Brooklyn. Mr. Vail has 
had many large contracts for alterations 
during the past year in that part of the 
city. 


A busy man these days is H. First, of 68 
BE. 116th street, Manhattan, New York City. 
Mr. First has lately moved to the above ad- 
dress from 1572 Lexington avenue, where 
he had been located for many years. While 
he does not cater particularly to new work, 
he has at this time several contracts upon 
which he is now engaged. 


W. D. Forster, ‘The Modern Plumber,” of 
567 Columbus avenue, Manhattan, New York 
City, reports business to be unusually good, 
and has all he can do at the present time. 
Business started in earlier than usual this 
year, he said. He does a strictly jobbing 
trade. The new flats and apartment houses 
have no charm for Mr. Forster. 


M. J. Callahan, of 158 Varick street, Man- 
hattan, New York City, is quite a versatile 
man and he believes in the strenuous life. 
Besides his place in Varick street, he has a 
shop at 202 Chestnut street, Nutley, N. J. 
He is doing all the Corporation work in the 
latter place, where he has a year’s contract 
ahead of him. Mr. Callahan was council- 
man for two years in Nutley, but he gave it 
up to take up the contract for 5,000 ft. of 
six-inch water main. Mr. Callahan is secre- 
tary of the Plumbers’ Association, but not- 
withstanding all these duties he is a follower 
of Isaac Walton. He takes three weeks off 


every year, forgetting temporarily that he 
ever was a plumber. 
Another proof that the good times are 


universal is the smile upon the face of 
Charles E, Pasco, of 666 6th avenue, Man- 
hattan, New York City. Mr. Pasco has 
found it necessary to put on more men to 
keep up with the orders that have come his 
way. 

Now that business is again picking up, W. 
J. Conklin, of 164 W. 29th street, Manhat- 
tan, New York City, was in a h@ppy frame 
of mind when the representative of THE 
PLUMBERS’ TRADE JOURNAL called upon him. 
Mr. Conklin makes a specialty of jobbing 
and alteration work and at this time has a 
large force of men employed. 

THE PLUMBERS’ TRADE JOURNAL representa- 
tive made a short call on Joseph H. Booth, 
of 516 Columbus avenue, Manhattan, New 
York City. He said that business was very 
good in the jobbing line, and that he also 
had a great deal of inspection work. He 
seemed pleased that THE PLUMBERS’ TRADE 
JOURNAL was “keeping an eye on him.” 
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tracts and repair jobs, and at present Bie 
engaged upon a number of alteration con- 
tracts. 


Located at 158 E. 86th street, Manhattan, 
New York City, one will find Joseph p 
Ryan, one of the best known as well ag one 
of the oldest master plumbers in New York 
City. Mr. Ryan has catered to the wants of 
his customers for more than twenty-five 
years and can number among them many of 
the oldest families of this city. Although 
doing a general plumbing business, such as 
jobbing and alteration work, he handles 
many new contracts that come to him from 
these old-time friends. 


The accompanying photograph is that of 
the establishment of Thomas Ostick at 270 
54th street, Brooklyn, New York. Mr. Os- 
tick has followed the trail of the plumber 
for over fifty years, having served his ap- 
prenticeship in London, where in 1862 he 
opened his first shop at 4 Panton street, 
Haymarket, London, and continued at that 
address until 1872, when he came to America. 
Locating in Brooklyn, he opened his first 
shop in this country at 1246 Third avenue, 
and at different times was located at 1327 
Third avenue and 270 54th street. At the 
latter address he has been since 1905. Mr. 
Ostick has seen the remarkable growth in 
his section of the borough and has also 
exercised a helping hand, having held the 
contracts for many of the large building 
operations. Mr. Ostick has reached the age 
of 72 but is still as attentive to his cus- 
tomers’ wants as in days gone by. 
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Talk Among the New York 
Jobbers 

UE to the great demand for their 

D boilers and heating apparatus, the 

Thatcher Furnace Company, of 110 

Beekman street, Manhattan, New York City, 


Thomas Ostick, 270 54th Street, Brooklyn, N. Y., One of Brooklyn’s Old Timers, in 
; Front of His Plumbing Shop 


THE PLUMBERS’ TRADE JOURNAL representa- 
tive called on A. E. Keller, of 134 Beekman 
street, Manhattan, New York City, and found 
him in a very happy frame of mind, as he 
was just starting in on three large contracts. 
Previous to securing these contracts he has 
had all the business he could handle—hence 
the “happy frame of mind.”’ 


Louis Fishman, of 202 Broome street, 
Manhattan, New York City, is not com- 
plaining about business. His only trouble 
is to get goods fast enough to supply the de- 
mands made upon him. His brother Harry 
told THE PLUMBERS’ TRADE JOURNAL repre- 
sentative that they do a large business out of 
town, especially in Albany, Rochester and 
New Jersey. In addition to the large stock 
which they carry at the main office, they 
have additional warehouses in Broome street 
and also at 265 Broadway. 


After many years in their present quar- 
ters at 271 W. 40th street, Manhattan, New 
York City, S. L. Snyder Co. have found that 
they need more room to attend to their in- 
creasing business. They have leased the 
premises at 248 W. 41st street and will move 
there on or about the first of December. 
They have been kept busy with many con- 


manufacturers of steam and hot water heat- 
ers, furnaces and ranges, have found it nec- 
essary to work night and day at their plant 
to catch up with the orders on their books. 
They also manufacture a line consisting of 
combination coal and gas ranges, large hotel 
ranges, single and double oven ranges, 
laundry stoves, ship stoves and tank heaters. 


The very marked increase in business 
throughout New York City seems to have 
been general. The Greason Manufacturing 
Company, of 110 E. 99th street, jobbers in 
plumbing, gas fitting and steam fitting suP- 
plies, are kept busy with the increased busi- 
ness that has come their way. They have 
been supplying the sundries for many of the 
large operations in their part of the city and 
the Bronx. 


That well known house of Ronalds and 
Johnson Co., as may be expected, knows nc 
dull times. Both at their New York City 
and Brooklyn plants they keep very busy. 
They are manufacturers as well as jobbers 
of fine plumbing material. One of the mans 
products made by this house is their double 
extra heavy galvanized iron range boilers, 
with malleable iron heads and bottoms, 
These they sell with a five-year guarantee 
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In addition to the line of high grade sun- 
dries consisting of boilers, cast iron soil 
pipe, fittings, sinks, lead traps and bends, 
lead pipe, copper sink and copper lined tanks 
of their own manufacture, they make a spe- 
clalty of carrying a line of fine plumbing 
material. Their three show rooms in Greater 
New York are always at the disposal of the 
trade seeking up-to-date sanitary plumbing 
equipment. The readers of THE PLUMBERS’ 
TRADE JOURNAL are invited to inspect these 
rooms at their pleasure, bringing their cus- 
tomers. The three displays are to be found 
at 54 Cliff street, Manhattan; 43 Boerum 
Place, Brooklyn, and 378 Jackson avenue, 
Long Island City. 

Mr. Campbell, of the Campbell Supply Co., 
located at 370 Columbus avenue, Manhattan, 
New York City, took the representative of 
THE PLUMBERS’ TRADE JOURNAL through his 
establishment. He has two large floors load- 
ed down with everything conceivable in the 
plumbers’ line. When he was asked, ‘‘How’s 
business?” he said: “Everything is going 
along in the Campbell way. A great many 


apartments and flats are going up, which 
helps to make business good.” 
The house of Behrer & Co., of 81 Beek- 


man street, Manhattan, New York City, job- 
bers in plumbing sundries of every descrip- 
tion, have been fortunate in that their cus- 
tomers have kept them busy at all times. 
This firm carries a stock of high grade fix- 
tures and are distributors of the well known 
“Beco” line of lavatories and closet com- 
binations. 

The high standard of quality which has 
always been the aim of Robert Clarke, 100 
Schermerhorn street, Brooklyn, New York 
City, is well substantiated -by the constant de- 
mand for his goods. Clarke traps are made 
of drawn lead, which insures perfect goods, 
free from the sand holes so often found in 
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About to Start on a Rush Joh. 


found salesmen and customers endeavoring 
to reach Mr. Geddes’ loose ear,—the other 
being glued to the telephone. Yet. amid all 
these manifold duties Mr. Geddes never once 
lost his genial manner. 


The Nason Manufacturing Company, of 
71 Beekman and 71 Fulton streets, Manhat- 
tan, New York City, have lately been re- 
decorating their show rooms, where they will 
show all the accessories needed for the up- 
to-date sanitary plumbing. They will have a 
display of kitchen and pantry sundries which 
will well repay a visit to their rooms. Mor- 
gan D. Ebbets, for many years their repre- 
sentative in New Jersey, is now located in 
New York City, where he will have charge 
of the sales department. Mr. Ebbets has 
been with this company for about twelve 
years. 


Notes From New York State 


HE contract for the plumbing, gas fit- 

: ting and drainage of the Francis 
Elliot Austin Maternity Hospital and 
Infants’ Home, to be erected on Main ave- 
nue, Albany, N. Y., amounting to $21,000, 
has been awarded to John H. Moran of that 
city. The architects for the work are M. L. 
and H. G. Emery, of New York and Albany. 


McGraw & Durk, Niagara Falls, N. Y., 
were the successful bidders for the plumbing 
in the $6,000 residence to be built by Dr. 
Arnold Moyer. 


Schneller & Meyer, Elmhurst, L. I., report 
that they are rushed with all the work they 
can handle in both the plumbing and heat- 
ing lines. Though only in business two 
years, these hustlers have built up a credit- 
able concern and do much of the high-class 
work in their vicinity. 

The picture on this page shows Chas. J. 
Fritz, Jr., Freeport, L. I., about to start with 


Chas. J. Fritz, Jr., Freeport, Long Island, Uses His 


Team on Emergency Calls 


east traps. This concern keeps in stock and 
also make to order flush pipes, basin and 
bath supply pipes of every description. Mr. 
Clarke is at present spending a well-earned 
vacation at Haines Falls in the Catskills, 
where he expects to remain for about a 
month, promising to forget the cares of busi- 
ness-and enjoy himself. 


Pierce, Butler & Pierce, of Syracuse, N. Y., 
manufacturers of boilers, radiators and 
Plumbing supplies, are very busy filling 
orders for their products. This well known 
house manufactures many different styles of 
heaters and boilers, hot water tank heaters, 
greenhouse and brooder heaters. They also 
carry a line of laundry stoves, lavatories and 
closets, and, in fact, all accessories needed 
for up-to-date plumbing. They also manu- 
facture automatic controllers, storage tanks 
and steam specialties. At their New York 
City show room, at 4th avenue and 22nd 
street, they display a line of goods which will 
be Well worth the time spent in a visit. 


Anyone entering the main door of the Col- 
well Lead Co., at Lafayette and Walker 
streets, Manhattan, New York City, will 
notice a desk with this name attached to it: 
H. B. Geddes. He is the man behind the 
desk, and he holds it down with credit, both 
to himself and to his firm. Before he be- 
came connected with the Colwell Lead Co. 
he learned the plumbers’ trade, and is famil- 
lar with all its branches. One does not have 
to talk to him long without becoming im- 
Pressed with this fact. Mr. Geddes knows 
What he talks about. Our representative 
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two of his aides for one of the many jobs 
which Mr. Fritz has under way in that sec- 
tion. Mr. Fritz, while still a young man, has 
developed a prosperous business and gives 
employment to several men the year around. 
He does both plumbing and heating. 

Chas. J. Woolcock, Gaskin street, Niagara 
Falls, N. Y., has the contract for plumbing 
in the residence that T. V.-Brophy is building 
on Cleveland avenue. 


Elderfield-Hartshorn Co., Falls _ street, 
Niagara Falls, N. Y., has been awarded the 
contract for plumbing in the $5,000 residence 
to be built for Mr. Randall. 

The contract for the installation of a hot 
water heating plant in the Lake House, 
Washington Park, Albany, N. Y., has been 
awarded by the Board of Contract and Sup- 
ply to Thomas A. O’Malley. 

A. L. Yates, Niagara Falls, N. Y., will do 
the hot water heating in the two-family 
building being erected for Mr. Randall, of 
the International Railway Co. 


J. H. Knepper & Son, 501 Washington 
street, Buffalo, N. Y., have the contract for 
plumbing in the Church of the Redeemer, 
Ferry street and Elmwood avenue. 


Geo. H. Drake, 220 Lexington avenue, Buf- 
falo, N. Y., is doing the plumbing in the five- 
story addition being erected by the Keystone 
Warehouse Co, at Seneca and Hamburg 
streets, Buffalo, N. Y. 

Cunningham & Utley, of Lestershire, N. Y., 
are very busy doing the plumbing work in 
the new Endicott-Johnson & Co. shoe factory 


at Lestershire. They are installing 18 ‘Octo- 
pus” oloset fittings of the Kelly type, and 20 
sets of wash bowls in batteries of 3 of the 
Manufacturers Equipment and Engineering 
Co.’s make, and 10 three and one half foot 
Standard urinals. They expect to have their 
work completed by February 1, 1913. This 
enterprising firm have several other good- 
sized contracts which will keep them on the 
jump all winter. 


John W. Danforth Co., 70 Ellicott street, 
Buffalo, N. Y., are low bidders on the steam 
heating contract for School No. 57 to be 
built on Sears street, near Broadway. 


The Rensselaer Water Company, of Ren- 
selaer, N. Y., has decided to install water 
meters in all business establishments, cafes 
and ice cream parlors, with a view to pre- 
venting unnecessary use, or waste, of water, 
It is believed that eventually all buildings, 
including dwellings, will be likewise metered. 


J. C. Stricker Realty Co., 224 1st street, 
Niagara Falls, N. Y., are building a $12,000 
store and flat building at Niagara and 8th 
street. The contract for the plumbing and 
the furnace work has been let to Deeher & 
Seeger. 


The plumbing in the five-story building 
being erected by J. N. Adam & Co., at Eagle 
and Washington streets, Buffalo, N. Ve Ee 
being done by A. C, Kranichfeld, 434 Genesee 
street. The building is of brick and fire- 
proof construction throughout. 


A. A. Huttelmayer, 4710 Buffalo avenue, 
Niagara Falls, N. Y., has the excavating for 
a two-story and basement theatre and office 
building at Niagara Falls, Ontario. The 
building will be 45 x 110 and will cost $20,000. 
The contract for the heating has been taken 
by Chas. Monette, Niagara Falls, N. Y. 

The contracts for the plumbing and heat- 
ing of the storage building, for the street 
department, to be erected on Lexington ave- 
nue, Albany, N. Y., were also awarded by 


the board as follows: Plumbing to A. J. 
1 ckeit Company and the hot water heating 
to James D. Walsh’s Sons. 

- 


Annual Ball, Manhattan Master 
Plumbers, December | Ith 
ball of the Manhattan 


HE annual 
branch of the New York Master 


Plumbers’ Association will be 
held at Terrace Garden on Wednesday 
evening, December 11, 1912. As usual, 
this affair is the biggest of its kind held 
in Greater New York. This year special 
features are to be introduced that will 
tend to make it the most successful ag 
well as enjoyable ever held by this asso- 
ciation. There will be the customary 
two bands and vaudeville show. Tickets 
admitting lady and gentleman will be $2. 
The auction sale for boxes will be held on 
the evening of November 19th, which 
happens to be Past President’s night. 
Don’t miss this opportunity to have a 
most delightful evening. 


Manhattan, New York City, As- 
sociation Entertain Illus- 
trious Guests 


HE Terrace Garden, headquarters of 
TY the Manhattan Branch of the New 

York City Masters’ Plumbers Asso- 
ciation, on October 15th, was the scene of 
a notable meeting of important person- 
ages in national association affairs. The 
members of the local body enjoyed the 
splendid talks on trade conditions by 
such able orators as National President 
Frank J. Fee, former presidents John 
Trainor, of Baltimore; A. Selden Walker, 
East Orange, N. J.; Walter D. Nolan, 
Washington, D. C., and National Director 
Isaac J. Brown, New York. The timely 
topics were much appreciated by those 
assembled and congratulations were 
voted the speakers for their interesting 
and useful remarks during the evening. 
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BUILDING 


in the heart of the shipping 
and wholesale district of New 
York City, suitable for manu- 
facturer or jobber of 


Plumbing or Heating 
Goods 


FOR SALE 


and basement, 


Six story 
thoroughly fireproof brick and 
concrete building, containing 
about 26,000 square ft, corner 
Canal and Greenwich Sts., New 
York City. Building 44x85 ft. 
In the midst of all shipping 
facilities both boat and rail. 

This is building 
and location for manufacturer 
or jobber in plumbing or heat- 


an ideal 


ing line 
Full particulars may be had 
by addressing 


Box ABC 


Care Plumbers Trade Journal 


Publishing Co. 
45 W. 34th St. New York City 


SANDS” 
FIXTURES 


Lavatories for Special Places 


The ‘“‘ARLINGTON” Folding 
Lavatory, de- 
signed for use with 
pressure system, 
wood work 
highly polish- 
ed; adjustable 
rrench plate 
glass oval 
mirror, _ utility 
drawer, ue. 
copper lining, 
Vitro Aaawiart 
deep basin, china 
soap dishes, N. P. 
brass self- 
closing faucet; 
. P. brass carafe 
and tumbler 
holders; N. P. 
brass trim- 
mings; Writ- 
ing desk 
drop with 
pantasote 
covering. 
_ Lavatory 
is made to fas- 
ten to wall. 
Can be tur- 
nished in 
various 


kinds of 
wood to 
PLATE 8-157 match interior. 


Similar Lavatories can be furnished 
with local supply and waste tanks 
where pressure is not available. 


Polished Mahogany $60.00 
ce quartered oak 55.00 
Cut glass carafe andtumbler 4.00 


DIMENSIONS: Height, 66 in.; width over 
all, 20 in.; depth (closed) 8 in.; depth (open) 
23 in.; mirror, 13%x19% in. 


A. B. SANDS SONS & CO, 
M fact f 

1849 PLUMBING SPECIALTIES 1912 
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The ROME BALL 


Notice how the rubber is put over the 
copper bottom. See the air space between 
the rubber and copper. 

This ROME Ball, made of heavy copper, 
cannot slump, seats easily, fits any valve. 
Spud cannot pull out. 

PRICE IS RIGHT 


If you are interested write us a personal 
letter and we will mail you one free of 
charge as a Sample. 

Wealso manufacture soldered and solder- 
less copper floats. If you cannot get our 
valve ball from your jobber, write us. 


Rome Sanitary Co., Rome, N. Y. 


Vacuum Cleaners 
Broomell’s “Victor” 


Electric Stationary for all kinds of buildings. 
Electric Portable, weight 55 pounds. 
Country Homes Special for use with Gasoline Engine. 


Victor Cleaner Company, Manufacturers 


York, Pa. 
Style A Stationary 4 
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WALSH & HART WIG, Inc. 


ENERGY [a 
ECONOMY 
DESPATCH 


Our specialty is 
giving you just ex- 
actly what you want, 
just exactly when 
and where you want 


it. MATERIALS 


Our Materials and casters eRe 
Prices are Right ite tiie 
Walsh & Hartwis = 
INC, 


215-219 East 58th St. 
New York City 
Tel. Plaza 1656 
Sunmnenainnennd 


NOTICE TO VISITORS TO NEW YORK CITY. 


All visiting members of our trade in New York City are cordially invited to 
make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE | 


JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 


' A “Cinch” To Sell—An 
All-round Money Maker 


Do you MAKE Heating Apparatus—or are you selling it— 
or are you a dealer in some line allied to house-building or 
Then should know 


house-furnishing trade? about 


The Jewell Heat Controller 


About the ‘‘kicks” and trouble it saves makers and dealers because it regu- 
lates the furnace and boiler so that it does perfect work. That’s all we need 
to say on this point. 

About the profit there is in selling it—write us for our prices and discounts 
and see for yourself. Probably nothing you handle makes you ag much 
money as the Jewell will. 


you 


About the money it actually saves the user—saves coal—saves work, worry 
and bother—saves doctor’s bills. You’ve no idea how quickly people catch 
the advantage—how eagerly they buy when you ‘‘show them.’’ Yes, the 
Jewellis a “cinch” to sell. Write us for more about it—and‘sell it. Address 


mm 


JEWELL MFG. CO. 


28 Green St., Auburn, N. Y. 


OLEDO, Ohio, is going through a 
period of prosperity such as 
has never before been experi- 
enced in its history. Construc- 
tion is struggling under the 
incubus of a shortage of labor, 

and more rapid expansion seems also impos- 
sible. Hundreds and hundreds of new mod- 
ern homes are being built all over the city. 
Plumbers and furnace men are complaining 
bitterly of a scarcity of labor and the same 
complaint is made by brick dealers and con- 
tractors. It has been a good season for 
local plumbers and work is still brisk. 

A nice plumbing contract will be provided 
by the Central Theological Seminary to be 
built on Huffman Hill, Dayton, Ohio, at a 
cost of $40,000. 

Frank Diehl, Defiance, Ohio, plumber, re- 
cently installed a combination hot air and 
hot water heating system in the home of C. 
W. Butler in that city. 

The Coffield Motor Washer Co., of Dayton, 
Ohio, are to have a new home, and, incident- 
ally, Dayton plumbers will have an oppor- 
tunity to secure a nice contract. 

Harry Swartlander, a _ Bellevue, Ohio, 
plumber, fell into the hands of hold-up men 
one night recently, and was relieved of a 
roll containing $30. The thieves escaped. 

A two-story $10,000 factory building of 
modern design will be erected at Fostoria, 
Ohio, for the use of the A. H. Jackson Mfg. 
Co. The plumbing contract will be one of 
some importance, and Toledo firms will enter 
the competition. 

Joseph Hennes, a plumber of Tiffin, Ohio, 
suffered a sprained back when his bicycle col- 
lided with an automobile, throwing him to 
the ground. As neither the cyclist nor the 
automobile were moving with much speed, 
neither machine was injured. 


When the cold spell came unexpectedly, 
October ist, 600 pupils of the old Central 
School and the East State Street School at 
Fremont, Ohio, had to be sent home on ac- 
count of the failure of contractors to con- 
nect up the boilers owing to the lack of 
help. 

Carl F. Steinle, of Fremont, Ohio, was the 
lowest bidder for the Hayes’ Memorial build- 
ing when the bids were opened at Columbus 
recently. His bid, including all work, 
amounted to $39,770. Toledo plumbers have 
an eye on the plumbing contract, which will 
be of some size. 

A new plumbing and heating 
company has been incorporated in Toledo, 
Ohio, with a capital stock of $10,000. The 
caption of the new concern is the J. D. Dens- 
more Co., and headquarters are located at 
1102 Adams street. The incorporators are: 
J. D. Densmore, John Hodge, Frederick 


contracting 


A.J. HELFRICH, HEADQUART ©: 
_ FOR HEATING 4"! 


No N COLUMBUS 5° GAL 
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Gruber, William Gelid and John Galleghe; 
The new concern is really an extension an 
expansion of an _ old-established busines 
which has been carried on at the same plac 
on Adams street for the past dozen year; 
The following officers were selected: Presi 
dent, J. D. Densmore; Vice-president, Fred 
erick Gruber, and Trustees, John Galleghe 
and William Gelid. 


At a_yrecent industrial celebration a 
Galion, Ohio, A. J. Helfrich, a progressiy 
plumber, captured first prize with the flog 
pictured herewith. This booster was th 
means of attracting considerable attentio: 
and Mr. Helfrich is to be congratulated o 
his ingenious and novel advertisement. 


Toledo, Ohio, plumbing and heating firm 
have their eye on a nice contract which wi 
soon be let at Ionia, Mich., in the new fa 
tory building of the Ypsilanti Reed Furn 


ture Co. The building contract was let r 
cently to Benhagel Bros. on their bid ¢ 
$39,000. The building, when completed, wi 


cost fully $100,000. 

The Norwalk, Ohio, court house will ni 
be built until next spring, but Architect Ve 
non Redding, of Mansfield, Ohio, is busily : 
work on the plans. The building commissic 
having the work in charge have conclude 
to let separate contracts for the heatin 
plumbing and _ wiring. Contracts will | 
awarded some time in December. This built 
ing is to replace the one recently burned. 

The building at Water and Pine street 
Toledo, Ohio, formerly occupied by the Vu 
can Steam Shovel Co., has been leased by th 
Louis C. De Grange Plumbing and Manufa 
turing Co., which has selected Toledo as 
central distributing point for the products « 
their big eastern plant. The goods of tl 
company are daily arriving and arrang' 
ments are being made to secure more flo 
space by leasing the building adjoining the 
present quarters. 
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Designed Sanitary Equipmen 
of Minneapolis Hotel 


HE plumbing in the New Hot 
Andrews, at Minneapolis, Mint 
one of the most up-to-date an 

luxuriously appointed structures of lil 
character in the United States, was d 
signed by and executed under the supe 
vision of Mr. Wm. C. Tucker, sanitai 
engineer, 156 Fifth avenue, New Yor 
City. This sanitary equipment was d 
scribed in a recent issue of THz PLUM 
eRS’ TRADE JourNAL and represents tl 
highest quality throughout. 


Prize Winning Float of A. J. Helfrich, a Wide-awake Galion, Ohio, Plumber, in 
Industrial Parade Recently Held 
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\Latrines Defined ( 


BY THOMAS S. AINGE, Sanitary Engineer, Lansing, 


efined 
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N view of the lack of knowledge and 
misunderstanding which seems to 
exist among. sanitarians and 
others in many parts of the coun- 
try in regard to latrines, the fol- 
lowing contribution to the study of this 
question is offered, with the hope that it 
may serve to pave the way for a more 
intelligent understanding of the nature 
of latrine and of the relative merits and 
demerits of the various types of water 
closets which are commonly known by 
this term. 
APPLICATION OF THE WORD LATRINE 
HAT the use of the term “Latrine,” 
ih as applied to any particular type 

of fixed receptacle for the dejecta 
of human beings, with or without a water 
supply, is erroneous will be seen by the 
following definitions of this term which 
have been culled from the leading dic- 
tionaries: 

Webster's International Dictionary.— 
“A privy or water closet, especially in a 
camp, hospital, etc.” 

The Century Dictionary—‘A privy, a 
water closet, especially a water closet in 
a public place, as in factories, schools, 
barracks, hospitals, etc.” 


which should, very probably, include 
privies and water closets of every type— 
and, in very many instances, a very dif- 
ferent conception: of its meaning than 
that which is current. 

The term “Latrine” is used in its popu- 
lar sense, i. e., in reference to water 
closets designed for the accommodation 
of several persons at the same time, but 
in none of the opinions is there any rec- 
ognition of the fact that this term is just 
as applicable to the individual closet. 

By reference to the plumbing codes of 
the leading cities in this country, it is 
found that the type of water closet com- 
monly designated “Latrine” is variously 
referred to as “Trough,” “Latrine,’”’ Wash- 
out Latrine,” ‘“Latrine Trough,” “Range,” 
“Washout Range,” “Syphon Eduction- 
Range,” “Automatic Range,’ and “Series 
of closets flushed from a single tank.” 
This conglomeration of names is due, in 
the main, to the selection by the manu- 
facturers of this type of water closets of 
distinctive names for their wares; and to 


= 
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, a cae LONGITUDINAL SECTION CROSS SECTION 
- << Ss Fic. 1—The Simplest Form of Flushing Latrine Used When This 
Sees Type of Fixture First Appeared 


Standard Dictionary of the English 
Language —“A privy or water closet, 
especially one in trough form, accommo- 
dating several persons at the same time.” 

American Encyclopedic Dictionary.— 
“A privy or water closet (used princi- 
pally in the army, and in the hospitals 
and prisons).” 

A New English Dictionary—‘A privy, 
especially in a camp, barracks, hospital 
or similar place.” 

_A Thesaurus Dictionary of the Eng- 
lish Language-—“A privy or water 
closet.” 
_ Harpers’ Latin Dictionary.—“I. A bath. 
Il. A water closet, privy.” 
_ Goodwin’s Latin Dictionary—*A privy, 
the sink of a house, a washhouse.” 


- By reference to the “Opinions of lead- 


them must be charged ‘the lion’s share” 
of the responsibility for the misuse of the 
term “Latrine” and for the odium which 
has been manifested toward all water 
closets of this type, irrespective of any 
meritorious features which any of them 
may possess. 
MISUSE OF THE WORD LATRINE 
Y reason of the widespread misuse 
B of the term “Latrine,” and in view 
of the present movement for sim- 
plicity, uniformity and definition in the 
codes which govern plumbing work, the 
time is ripe for a revision of those pro- 
visions of the codes which relate to water 
closets; and it is suggested that the term 
“Latrine’ be used in its fullest sense, 
i. e., in relation to every form of fixed 
receptable for the dejecta of human 


ing Sanitarians,’ relative to latrines, beings, with or without a water supply, 

Which have heretofore been published, or be dropped entirely from the plumbing 

We find an entire lack of recognition of vocabulary. 

the full meaning of the term ‘“Latrine’— It is also suggested that the term 
erates pon STRONGEST NEATEST CHEAPEST 


Master Plumbers: 


when once set. 


The PEERLESS 


Steel Sink Brackets, Plain or Galvanized 
Here is a convenient, knock-down sink 


bracket that is simple, strong, easy to put up, and stays put 
Packed 12 in a box. 
to send pamphlet for the asking. 


BERGER SPECIALTY CO., Richmond, Va. 


At all leading jobbers. Glad 
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THE PIONEER LINE 


THE LEADER 


EVER SINCE 


White PYRALIN Closet Seats 
were the pioneers in the line of white 
coated closet seats. They have been 
imitated by countless manufacturers 
but equalled by none. There are good 
reasons for this. 


IMITATED but NEVER EQUALLED 


Guaranteed not to split, chip, crack 
or flake, or lose color, or to be affected 
in any way by urine. ' 


At All First Class Jobbers 


C. F. CHURCH MFG. CO. 


Holyoke, Mass. 


Praccicalee Du rblen Gerviceable 


THE MURDOCK 


“BUBBLE-FONT” 


drinking fountains are built on plain, common 
sense, practical principles. 

Don’t getthe MURDOCK “BUBBLE-FONT” 
confused with the innumerable Fancy Drinking 
Fountains about which you are being flooded with 
literature, because it is altogether a different propo- 
sition. It is a roughand ready type of sanitary drink- 
ing device built to stand the wear and tear of school 
yards, public streets, parks, etc., and as it is anti- 
freezing, it is “onthe job” winter and summer. It 
requires no attention after once installed and as it is 
self-closing no water is wasted. 


The Only Practical Outdoor Drinking Device 
Made by the Original Hydrant House 


The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 


Plumbers, Steamfitters, Gasfitters & Tinsmiths Supplies 


BLUE & QUERIPEL COMPANY, INC., 


; 119 & 121 East 124th Street, Poechone /eae am tieciem NEW YORK. . 


Air-tight Steel Tanks for 
Compressed Air and Water Systems 


Every Air-tight Tank is guaranteed not to leak under pressure 
specified. 
The seams and heads are “‘brazed’”’ making the tank one solid 
piece of steel. 
We have been building these tanks for 20 years, with never 
one returned. Send for prices. 


x 


Air-tight Steel TRAE Co. 


PITTSBURGH, PA. 
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Chase Model M Express 
Capacity 500 pounds—Price $500 


ASLLOODOOOOOQOOQOOODOOOOOOGOO® 


@Q®O®WSG®LOGOOLOLLOOGLOQHOEDQOOOHOOGOOOODOODOOODOODOQOODOOGDOOWHEIHOGPOPDGHOPDHOOOOWOOOOOGOODOHOGOEOGOGOOOGOOGODOGHODH/GOPOGGOO 
Will Meet the Immediate Needs of Many 


Chase Model M 


Price $500—500 lbs. Capacity | 
The Little Fellow with the Big Pull 


Chase Model M will appeal to many plumbing and heating men who 
have daily use for a light capacity and extremely low priced motor truck— 
one which combines durability, efficiency and economy. 
new Model M which is offered at the hitherto unheard of price of $500. 


Write for full particulars and name of nearest Chase dealer. 


Chase Motor Truck 
100 West Street = “ 
QOQOQD) HOODOO DOOM OMMMYP OOM MOQOOOOOOOD.DNOOOOQOOOQOOOOOOOOOOOOOOOOOOOQOOOOOOOOQOOQOODOODOOODOOOOOOGOODOOODODOOOOOOOOOOOOOOOOOOD 
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Such is the 


Co. 


Syracuse, N. Y. 


! 


Farther 
and faster 
delivery 


This KisselKar delivery | 
wagon averages more than 
20 miles an hour in actual 
service. It has given per- 
fect satisfaction in all kinds 
of weather. 


ORGS 


KNIGHT MeIsT Alm HEATER 
IBIEBA ABE PONBEAP LIS PIN 


With the present and permanent trend of po SaIAIOn toward s, tr ansi ; 
lavolve Geisndloneutectitnc: poy the suburbs, trade expansion must 


You cannot give profitable and satisfactory delivery service with horses outside a thr ile 2 
KisselKar delivery wagons and trucks wi!l do the work of three to fi se outtits--and do i 
heer to five horse outfits--and do it 


KISSELKAR TRUCKS 


1500 Ib. 1—2—3-—4-5 tons 


KisselKar Trucks are the strongest, sturdiest and simplest of all trucks—the most enduring and 
the most economical. 


Vanadium anti-fatigue steel used—the toughest and most resilient steel ever put into a truck 
chassis; the Kisse] engine—the most responsive and powerful of motors; lock on differential in 
trucks of two tons capacity and upward locking both rear wheels together when traction is 
needed to pull one wheel out of a bad place; four speeds; lighter fuel consumption; easiest con- 
trol; bodies built especially for any business. 


A perfect service organization clinches KisselKar supremacy. Factory-trained experts in Kis- 
selKar construction—with a complete stock of replacements—are ready night and day in all 
principal cities to relieve owners of mechanical care. Send for free truck portfolio. 


KISSEL MOTOR CAR CO. 512 Kissel Ave., Hartford, Wis. 


Branches— New York Chicago 
Los Angeles Dallas St. Paul 


Milwaukee 
Kansas City 


Minneapolis 
Boston 


KisselKar Service Stations and Agencies at 
over 200 leading points throughout United States 


Paper Holders 


Everything for the Bathroom 


“Wilwear’’ Toilet 


Are made in designs from the simplest (as 
shown by this ad border) to as elaborate as 
one’s fancy may dictate. All of the finest 
quality nickle plate that will never tarnish— 
because itis “WILWEAR”. 


We fully guarantee all 
stand back of them. 


our goods and 


Styles all shown in our catalog “P”. Send 


for it. 


NOVELTY MFG. CO. Waterbury, Conn, 


“Privy vault’ or “Dry closet” be used in 
reference to all receptacles for human 
excreta, other than portable closets, 
which are not provided with a water sup- 
ply, and that all water closets be divided 
into two principal classes, under the 
generic terms “Individual” and ‘“Mani- 
fold” or “Individual” and “Common,” or 
the latter class might be accurately de- 
seribed as “Water closets designed for 
the accommodation of several persons at 
the same time.” It is further suggested 
that, in order to accomplish the weeding 
out of unsuitable types of water closets 
and to furnish a fair field for all such 
types as may be found to possess the 
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LonciruDINAK SECTION 


period, corrosion made its appearance 
and soon formed a surface to which filth 
adhered, and from which it could not be 
dislodged by the ordinary flushing and 
not completely removed by the ordinary 
process of cleansing. To add to the dif- 
ficulty of cleansing, the seats were usu- 
ally fastened to the trough in such a 
manner that only a portion of the in- 
terior of the trough could be washed by 
a brush; and, as a result, even when 
cleansing was attempted, and this was 
exceptional, there was a constant accu- 
mulation of filth upon the inaccessible 
portions of the trough and a constant 
emitting of vile odors from the same 
which, in the absence of ventilation of 
the fixture, permeated not only the toilet 
room, but every part of the building in 
direct communication with the same 
Painted fixtures of this type are still 
in the market, but their merits are 


Ure 
; 3} Cross SECTION 


‘ 
‘ 


Fic. 2.—Front View and Sectional Elevation of an Automatically Flushed Latrme 


With Lifting Seats and Vents 


essentials of a good water closet provi- 
sion be made in every Qlumbing code 
whereby the installation of water closets 
in any particular place will be subject to 
the approval of the department having 
jurisdiction over such work. 
THE “TROUGH” TYPE 
NE of the earliest types of water 
closets designed for the accommo- 
dation of several persons at the 
same time, and against which may be 
charged the responsibility for a large 
share of the opposition which, in recent 
years, has manifested itself toward all 
water closets of this character, was the 
‘cast iron “Trough” closet,—so designated 
by reason of its shape—longitudinal and 
cross sections of which are shown in 
Fig. 1. It is now more generally desig- 
nated by the term “Range.” 
When new, the trough was simply 


coated with ordinary paint, and after 
the fixture had been in use for a short 


not emphasized in the press nor in the 
catalogs of the manufacturers of such 
fixtures. 

To meet the widespread and ever in- 
creasing condemnation of this type of 
fixture, the makers thereof have, from 
time to time, made radical changes and 
improvements in the same; and there are 
now in the market modified and im 
proved water closets of this character 
which, when given the ordinary care 
which should be given to water closets 
of every type, may be said to be proof 
against the criticisms which were leveled 
against their progenitors. 

One of the first, and most important, 
improvements was the substitution for 
the painted interior surface of the trough 
of a coating of enamel, and, in a few in- 


_ stances, the seat, has been carried out by 


certain manufacturers of this type of 
water closet. 
(To be continued) 
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Factory Rebuilt Cars 


Afford you the highest possible automobile value and satisfaction for the amount invested. 


OMPAN 
Wreteceri esi 
ih 


(MAMMOUTH PLANT OF THE KNOX AUTOMOBILE COMPANY AT SPRINGFIELD, MASS.) 


_ Knox cars were designed and perfected after years of painstaking experiment and have been changed but 
little in recent years, except in body lines and minor details. 


pacy have always been built of the best materials obtainable by an expert body of skilled New England 
mechanics. 


When you buy a Knox factory rebuilt car, you procure one which has been thoroughly overkauled in 
our own shops and refinished with the same quality of high-grade paint as used on our latest models. 


RELIABLE POWERFUL 


ECONOMICAL COMFORTABLE 


THE KNOX CHASSIS 
BUILT TO LAST 


A Knox factory rebuilt car is capable of giving you the utmost service and comfort and is 
one which you and your family will be proud to own and ride in. Best of all, you can buy 
it at a price that is absolutely free from all agency commissions or manufacturer’s profits. 


Write today and let us know what size and type of car you are interested in, upon receipt of which we 
will promptly forward you cut and lowest cash price. 


KNOX AUTOMOBILE CO Springfield, Mass. 


“If you have never driven a Knox up a hill, you have missed half the sport of motoring.” 


744 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIB} 


Brass 
Cesspools 


Plain or with hinged Diameter 


; : 6’ 2" opening 
cover and strainer. 9” oes Honeniiig 


Kokomo Brass Works, 
Kokomo, Ind. 


Fig. 13 


The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
ments. Please give usa call and be convinced that we can 
save you both time and money. 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay 
Cash 
For All Our 


Purchases 


PLEASE 
DON'T IMITATE 


THE BEST IS THE BADGER 
BADGER COPPER BOILERS 


70 YEARS EXPERIENCE 


BADGER QUALITY 
is the standard by 
which others are 
judged. 


Made in all sizes 
from 5 to 1500 gal- 
lons. 


Copper only—no 
iron, no rust, inter- 
ior heavily tinned in- 
suring clean water 
at all times. 


Send for 
and prices. 


E. B. BADGER & SONS CO. 


63-75 PITT ST., BOSTON, MASS. 


catalogs 


Twelve Good Reasons Why You 
Should Use Ideal Chain Wrenches 


Regular jaws for pipe bars, etc., same as the best make wrenches. 
Wide V jaws for all kinds of irregular surfaces or odd formed cast- 
ings, such as beads on fittings, squares on valves, flanges, etc. 
Larger range. Four Ideals take the place of five other makes. 
More yrips. Recess in jaws allows to take up all slack chain. 

If chain should break accidently repairs can be made on job. 

Very powerful. Short, sturdy, stiff round handle. Easy to operate. 
Jaws clamp over handle. No strain on bolts. 

Jaws drop forged from high grade tool steel. Saw tempered. 
Chain of Swedish iron with no special attachment to end of chain. 
Jaws easily fitted to any old wrench handle or bar. 

For quick work. It is not clumsy. Grips everything. 

Simplest, most practical all round wrench made for the trade. 


CONMB IAB Ne 


Made in four 
sizes 2 ft., 3 
Se 4 ft. and 5 


Handled by Your Jobber 


‘ KROESCHELL BROS. CO. MFRS. 
444 W. Erie St., Chicago 


Putin the White House by the U.S. Government 


F. E. CUDELL’S 


Patent Sewer-CGas and 
Back Water Trap 


For Wash Bowls, Sinks, Bat-hs and Wash Tubs 
CLEVELAND - - Ohio 


sb/2, Sy 4937, Rabe 


WAY 
WAN rare 


HAUT 


quatre Mpeitectae 
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RICKSON & JOHNSON, New Bri- 
tain, Conn., have added another 
store to their present place of 
business on Dwight street. They 
have the contract for plumbing 
in Lutheran Hall for The Luth- 

erian Society of New Britain; plumbing in 
four tenements on Howard street for Mrs. 
Loumion ; also plumbing and heating in large 
residences for Wm. Menton, Hartford, Conn. 

H. TT. Bisley, Hartford, Conn., has the 
plumbing in three apartments for M. Muzer- 
man on Green street and in three apartments 
for G. Anderson on Park street. 


F. A. Coburn, 34 Village street, Hartford, 
Conn., is plumbing six tenements for Thos. 
Morrisey on Whitney street and six tene- 
ments for Tatum & Fine on New Britain 
avenue. 


J. Edward Irwin, New Britain, Conn., has 
the plumbing contract for three tenements 
on East street for Charles Rudolph and the 
plumbing in three tenements for The Carlow 
Co. on Cherry street. 

Cragin and Wilkins, Leominster, Mass., 
have an up-to-date establishment and con- 
duct their business on modern principles. 
The photograph herewith was taken by our 


Auto Truck and Establishment of Cragin 
and Wilkins, Leominster, Mass. 


correspondent just as their auto truck was 
about to start for a job some twenty or 
thirty miles in the country. This firm enjoy 
a busy existence twelve months in the year. 


T. C. Burns, New Britain, Conn., has just 
secured the plumbing in a warehouse for 
Minon, Reid and Tullock, wholesale grocers 
of New Britain and New Haven. Tim says 
he has his usual share of jobbing. 


The Shaffer & Marsh Co., Hartford, Conn., 
ure installing the plumbing in the new city 
puilding: They also have’ considerable 
work at their Bristol office, including the 
lumbing in the new post office at that place. 


Benjamin K. Norton, of Peabody, Mass., 
lied at his home on Perkins street on Novem- 
ber 8rd, after a long illness. He leaves a 
wife and three children. Mr. Norton had 
long been identified with the business inter- 
ests of Peabody. Eleven years ago he suc- 
ceeded to the plumbing and sheet metal work 
business of his brother, the late Geo. Norton. 
He was a member of the Master Plumbers’ 
Association. The funeral was held at his 
late residence Tuesday, November 5th. 


The Foskett & Bishop Company, plumbers, 
Blatchley avenue, New Haven, Conn., have 
recently completed the installation of one of 
Broomell’s Victor electric stationary vacuum 


cleaners in the residence of D. §8, Walt 
Jr. This building is equipped with ec 
cealed risers, automatic hose service yaly 
and is wired so that the machine ean 
started from any floor. The Foskett 
Bishop Company also installed in the W: 
ton residence, Broomell’s system of vay 
heating. 

Oo. A. Peterson, New Britain, Conn., h 
been awarded the contract for plumbing 
the residence of Wm. E. Kinney ond W: 
thrope street. 


EB. F. Wardwell, Woodstock, Vt., is bu 
with the plumbing inthe addition to t 
Woodstock Inn. He has considerable we 
at Quincie, Vt. 

J. N. Henry, Keene, N. H., reports that 
has a large amount of work on hand at tl 
time and that he will be kept busy until w 
into the winter. 


Mr. Donahue, for a long time in the e 
ploy of J. J. Powers, has been adyanced 
the position of manager of The J. J. Pow 
Co., Brockton, Mass. Mr. J. J. Powers w 
act in an advisory capacity. 

Mr. Morrow, of Brown & Morrow, Broc 
ton, Mass., has been confined to his home 1 
some time with a slight attack of sickne 
It is hoped that he will shortly be able to 
about attending to his business. 


The W. G. Cornell Co., Boston, Mass., ha 
just secured the contract for plumbing in t 
new building being erected by The Merchan 
Bank, that city. They have also secured t 
plumbing in the new City Hall. 


—_——_—_.@+-—___—_ 


To Handle a Complete Line of Plumbi 
Accessories 
OBBINS, GAMWELL & CO,, Pit 
R field, Mass., will handle a comple 
stock of plumbing materials a 
accessories and will be able to ma 
quick deliveries. A full line of mode 
and up-to-date fixtures and supplies w 
be carried at all times, and the conce 
invite correspondence with the New EI 
land trade. 
— 


American Chain Co. to Build at 
Bridgeport, Conn. 
HE American Chain Company ha 
T announced that Wiebusch & H 
ger, Limited, of 106 Lafayet 
street, New York City, are their s 
selling agents to the merchant tra¢ 
Weibusch & Hilger will handle the ee 
plete line of weldless steel and ‘if 
chains manufactured by the Americ 
Chain Company, who purchased and to 
over control of the entire chain busin¢ 
of the Oneida Community, Limited, 4 
since that time have been operating tb 
concern’s old plant at Sherrill, N. 
They are designing a new factory to 
erected in Bridgeport, Conn., in the vé 
near future, and expect to move in le 
next spring. 

The American Chain Company are 
tinuing the manufacture of the comple 
line of steel and wire chains and ha 
made large additions in the way of equ 
ment, which insures prompt delivery # 
uniform product. The trade will be | 
pecially interested in their complete li 
of steel safety chain, 
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WFNE PLUMBE 
A Prom 


VER hear that story about 
the English plumber in Lon- 
don who owned a shirt-stud 
of Malachite, and boastingly 
showed it to a Chinese prince, 

attached to the embassy in that town? He 
was doing some work in the country resi- 
dence of the prince, and as the prince 
was a very democratic sort of fellow, the 
plumber showed him the stud, not for- 
getting to mention the scarcity of Mala- 
chite but its intrinsic value as well. 
The prince looked at the stud a mo- 
ment and smilingly said: ‘Yes, it is very 
handsome indeed. Come to think of it 
in my little place I call home in China 
we have, I should say, about thirty 
marble-top tables, fifteen mantlepieces 


You Could See the Handiwork of the Ancient 


Plumbers in All Its Glory” 


nd twenty oblong slabs on the tops of 
he radiators, all Malachite. If that 
lumber didn’t wilt, he ought to have, 
4” what the prince said was literally 
‘ue. You seldom if ever see Malachite 
utside of China or Russia. 

“No; to have taken anything, even the 
nallest article, from those ruins would 
ave gotten men in serious trouble not 
ly with my own government, but 
ould have been the signal for an up- 
sing of the worst kind. You can do 
1 the excavating or exploring you wish, 
ut bring no loot away. The Chinese 
link that there is no place in all their 
‘st country that does not harbor the 
nes of their dncestors. They know 
lat it is impossible to destroy matter, 


BY PHILIP F. GRACE. 
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assimilates in time with the soil, that 
the bones on account of the lime in them 
will give nourishment to plant life, 
which will be another form of their 
bodies and so on indefinitely. 

“Their spirits, they maintain, are con- 
tinuously busy in watching and guard- 
ing the resting places of their bodies, 
until the great Woo Foo gives the com- 
mand to the spirits to hunt up their 
bodies and assume human shape once 
more. Something like our own idea of 
the day of Judgment. We simply closed 
up the entrance to the bathroom with 
bricks and mortar, and left it intact. 
It wouldn’t do, lad, to have done other- 
wise, or we would have brought a_hor- 


net’s nest about us, as they say in the 
States.” 

“I certainly would like to see that 
bathroom and the joints wiped by the 
plumber folk, but I suppose that is out 
of the question,”’I remarked. 

“Well, if you stay in Fin Chow for a 
while, you may have more than one 
chance to feast your eyes on the same 
kind of a job or even a better one. For 
instance, there is a nobleman who comes 
here to the sub-embassy named Wang 
Dang who has large estates in many 
parts of this province. On those estates 
are many ancient castles and they are 
all in a splendid state of preservation, 
for the reason that Wang Dang has kept 
them up. They are not occupied for the 
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that the body when consigned to earth 


reason that no one will live in them. 
Neither are they haunted, same, as some 


of the ruins around here are, but the 
Chinese are queer, They think the 
spirits of their ancestors must have 


some headquarters, while sojourning on 
this mundane sphere. So the castles are 
left at their disposal, to come and go at 
will. If you got on the right side of 
Wang Dang he might invite you to one 
or more of his estates, and there you 
could see the handiwork of the ancient 
plumbers in all its glory, costliness and 
beauty, because there are some very 
beautiful jobs in plumbing in those old 
buildings.” 

So the conversation went on about 
things in the realm or realms of 
plumberdom, from China to Scotland, to 
England, to Germany, to America, to 
Ireland, and back again to China. 

“There are two characters you ought 
to meet before you leave China, and they 
no doubt would be glad to see you,” said 
Sinclair. “One of them is from Clonmel, 
Tipperary, and the other is from Stutt- 
gart in Germany. They are both in the 
plumbing business in Sang Foo, about 
one hundred miles west of here. It is 
only a four-hour ride by train or a pleas- 
ant all-night trip on the river by boat. 
I am sure they would be delighted to 
meet you. ‘The German in his youth 
went to the States and got a job in one 
of the big cities, either New York, Phil- 
adelphia or Baltimore, I don’t know 
which, but he has been in China for a 
humber of years. The other has never 
been to America that I know of. He is 
an Irishman to the manor born, and as 
good as they make them. His name is 
Bat Fogerty and I might add was born 
with a ladle in one hand and a plumb- 
ing iron in the other.” 

“What is the name of the German 
plumber?” I asked. 

“Well his name is August Stutzmiller, 
but they call him Gus for short, and he 
himself eliminated the last two syllables 
of his surname. So they call him Gus 
Stutz, leaving the ‘miller’ in the back- 
ground as it were. He is now about 
fifty-five years of age.” 

August Stutzmiller, I mused; surely 
I have heard that name before, and then 
I began to ruminate. Was there not a 
greenhorn German boy by that name 
who could talk no English or United 
States, who worked for John H. Schin- 
nagle, an old-time New York plumber 
who kept at No. 158 William street? He 
had also another shop on Myrtle avenue 
above Bedford avenue in Brooklyn and 
didn’t I work in it as a boy? When busi- 
ness got dull in Brooklyn would I not 
be sent by the other partner, John Bod- 
kin, to the New York shop to keep out 
of mischief, as the Brooklyn boss said, 
because they wouldn’t lay a helper off 
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NIEDECKEN 
MIXER 


PATENTED 
The Only Perfect 
Shower Control 
No Cams 


No Springs 


For SHAMPOO 
SHOWER 
BATH SUPPLY 
CLINIC 


LAVATORY 
ELG 


Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 


Milwaukee, - - Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LTD. 
Toronto, Canada 


BELL WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
“THE BELL.’ in the future. Our 
Hot Water Specialties, Bell 
Washers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


ANDREW BELL, 373-375 Market St., Newark, N. J. 


~s The Perfect 
Curb Box 


Different From 
the others 


BECAUSE~It affords cer- 
tain PROTECTION 


Write us or ask your Jobber 


S. E. T. Valve & 
Hydrant Co. Inc. 


50 Church Street, 
New York City 


746 


PATENT UNION 


Heavy Pattern, Air Furnace, 
Maileable Iron with Brass 
Valve Seated Disc. 


Also Manufacturers of 
Malleable and Cast 
Iron Fittings and 
House Heating 
Boilers 


Write for Catalogue 


ILLINOIS MALLEABLE 
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Cocks for- Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 


Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 


ERIE, PA. 


IRON CO. 


1801-25 Diversey Parkway, CHICAGO, ILL. 


This WATSON adjustable roof flashing is made 
of heavy copper. It is practically indestructible. 
There are NO SEAMS and NO SOLDER at the 
roof line. You can set it in two minutes. When 
once set it STAYS PUT. 

Send for complete particulars. 


QDOOQOOOOCOQOGQOGE) 


Nashua - - 


DOOOOC 


LOOK! 


Notice the 
Compound Action 
of the 
Gears and Smooth 
Action. Nothing 
to Get Out of 

Order. 


Ask for the 
Fabian Ball Cock 2(30 Germantown Ave., 


Use them in repair work. 


METAL BACK IMEDICINE CABINETS 


FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 
cessary and profit-producing accessory. Here is one 


that is DIFFERENT and easy to instal). 


Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 
Beveled French Plate Glass 


pate glass Shelves. 
irror, and Lock and Key. 


Price is right. Send for catalog. 


Frank H. Graf Mfg. Co. 
323 7th Ave. 


POOOOQOOOQOODOOODOOOOOOQODOOOOOOOGDODOOOOOOOOOOOSOO 5 


Long Life—Greater Adjustment 


Davis-Watson Mfg. Co. Inc. 
New Hampshire 
COOQQCOQOOOOQOOQOOQOOQDOOOQOOOQOOOD WDOOWDOOOOQOOOOOOOE 


New York City 


PATENTED FEB. 8, 1903 
Specify Fabian top or bottom. [& 
Supply ball-tanks in flush tanks, & 


Send for circular 


FABIAN-HOWARD CO. 


Philadelphia, Pa, 


in those halcyon days. He could cut 
nipples, practice joint wiping, or take a 
piece of old lead waste, knock the kinks 
and buckles out of it, and then run the 
drift plug through it. Next he could. 
saw it in halves lengthwise and begin to 
beat a trap—and what matter if he 
spoiled it? 

I dropped my musings and told them 
what I was thinking about, adding that 
one morning the festive August failed 
to show up, and after a week’s absence 
the boss tried to find him, but without 
success and said woefully, “I guess my 
greenhorn Deutcher boy has_ skedad- 
dled,” a word much in vogue in those 
days. It meant to skip, vamoose, fly the 
coop, or beat it. There was a deal of 
discussion about the origin of the word, 
same as there was about the genesis of 
the word dude in after years. . 

In my rambles I once met, some years 
ago, a lean, angular-looking gent with 
long flowing hair, high forehead, a bat- 
tered plug hat, spats and a turned paper 
collar. Notwithstanding his “distin- 
guished appearance,” he had a real fund 
of humor and he told me this little story 
with the joke on himself. He had been 
a professor of languages and the classics 
in a certain well-known college in Mas- 
sachusetts, and, having had some trouble 


ESS 


Columbus Memorial Fountain in Washington, D. C., 
Executed by Ed. J. Hannan of That City 


with the faculty, left in a huff. His 
money soon went, and, being proud 
spirited, he took to the road, and stayed 
on it. One night he jumped a freight 
train bound west, and in the box-car 
were nine or ten more tourists. 

(To be continued) 


Lead Work in the New Columbus Memorial 
Fountain at Washington, D. C. 


NE of the largest gatherings which 
the city of Washington has ever 
had in convention lines was the 

convention of the Knights of Columbus, 
held June last in conjunction with the 
unveiling ceremonies of the Columbus 


Memorial, erected through an Act of 
Congress appropriating $100,000. The 
large, fine civic parade, with floats, 


marched through the streets of the 
National Capital. In this vast number 
of men there were many master plumb- 
ers from the different cities and towns 
of the United States, and it may be said 
that many of the District plumbers in 
the order swelled the lines, among them 
being Ex-National President Walter D. 
Nolan and Ex-National President Ed J. 
Hannan, as well as Inspector of Plumb- 
ing McGonegal, who assisted as one of 
the aides to the marshal; Assistant 


Inspector of Plumbing Frank Lockie 
who served in the same capacity, and , a 
sistant Inspector of Plumbing Joseph Dp, 
Moriarty. 
At the time of this convention, the 
unveiling of the memorials to Columbus 
took place as aforementioned. This 
statue is located in front of Union Sta- 
tion, and is considered the master-piece 
of the sculptor, Lorado Taft. M3 
The points that would most interest 
our craftsmen, aside from the beauty of 
the monument and its figures, are the 
immense semi-circular basins in which 
the prow-sculptored vessel of discovery 
appears to float. These, like the two 
tributary fountains located several hun- 
dred feet to the east and the west, are 
lined with heavy sheet lead on the bot- 
tom and sides and turned up and over 
into reglets in the coping surrounding 
the basin. This lead surface is not sol- 
dered but is burned in place, the burn- 
ing of which only a few of the old-time 
plumbers in Washington cared to under- 
take and then only as a day-labor propo- 
sition. The work has, however, been 


completed without a hitch and the test 
shows the basins to be water-tight and 
the general contractor is much pleas 


the Lead Work in 


Which Wa: 


the National Association of  Mastel 
Plumbers, through two of his old-tim 
plumbers, who have not forgotten th 
working of lead in favor of the wrough 
iron pipe and the wrench. - 
Another matter of interest in connec 
tion with this fountain is that in spit 
of Washington’s seventy odd ornamenta 
fountains, this is the first one where an\ 
provision has been made for circulati 
the water. Located in a concrete wat 
tight and water-proof pit some distanc 
to the east of the statue there will be i 
double battery of motor driven centrifu 
gal pumps which will not only cireulat 
the water between there and this foun 
tain, but also between the two companiol 
fountains mentioned above. The wate 
will be in continuous circulation abou 
eighteen hours a day and it is expecte 
there will be little or no loss except a 
such periodical times as to renew th 
supply in order to cleanse the fountain 
The circulation pipes between the smal 
fountains and the pumps are 3” and 4 
cast iron and between these fountain 
and the pumps is of 8” brass screw pipe 
A very elaborate system of supp 
control has been adopted, so thi 
one or the other of the fountains oF 
of their parts can be put under DP! 
or cut off instantly if desired. 
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91,577 
Mr. “NO TROUBLE” 


VITRO’S Silent Salesman Has Made Good!! 
He’s DOUBLED VITRO’S Production!!! 


It’s the Tank YOU’LL Eventually Buy 


VITRO) 


ST [COMBINATION 


Another VITRO 
Feature!! 


MANUFACTURED BY 


JAMES ne VP BPS NE 


171-191 Beecher Ave. - - - DETROIT, MICH. 
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BY T. As DALY 


TONY McARONI, am Een market where I go to buy 
I Not like I use’ to be; Da fruit an’ theengs I sal 
I was so lika leetla lamb I’m meetin’ manny men dat try 
W’en first I cross da sea, For skeen me pretta wal; 
But dat was long bayfore I know An’ evra time I gatta stung 
Da langwadge verra good, Dey maka me more wise 
An’ I was verra strange an’ slow Dat I no need my seely tongue 
An’ deed not ondrastood. So mooch as ears an’ eyes. 
But now I speak eet wal enough So now I looka sharp an’ see 
For hold my tongue een eet, Een dees so granda land 
An’ notta try for maka bluff Wan ’Merican dat’s strong for me 
Weeth cop dat own dees street; An’ sure to be my frand. vy 
Not even showin’ by a weenk You theenk som’body geeve a dam 
Dat I baylieve heem not For me? I bat you not! 
W’en he ees try for mak’ me theenk I, Tony McAroni, am 


NG He’s besta frand I got. j Da besta frand I got! ; 
——_—-—-_7 


7 F M ' Flaborate Plambing 
ohne st In the Palace Hotel, Rome, and the Par 
Means To You Hotel, Villach, Germany 
¥ [Translated and Written from the German] 
@ It means your customer’s complete satisfaction, | 2 | ss . a ‘ 


made sure by the extra-ordinary guarantee of 
five fuil years’ service. 


@ This trade mark is a double protection, as it 
protects both you and your customer, because 
the customer is backed by the plumber and the 
plumber is backed by ourselves. 


@ It would be doing an injustice to yourself to 
take chances, when you can obtain this security. 


@ We have been giving this iron-clad guarantee 
on %NEVERSPUT’ Closet Seats for years and 
have not, as yet, been called upon to replace 
a single seat. 


One of the Splendidly Appointed and Most Up-to-date Private Bathrooms in the Pa 
@ lf you care to know why * NEVER SPUT" Closet : Hotel, Villach, Germany 
UROPE, which has long been these lines than probably a verbal « 
; p noted on account of its lack scription. 
a $0 Popular ati niRe adenine seo! of sanitary equipment and This sanitary awakening is not cc 
The Reason They Never Sp lit. facilities, is at last waking fined to any locality, as we have a lar 
up, and many of the newer ground to cover between the Pala 
hotels are putting in private baths, toilet Hotel in Rome and the Park Hot 
1 rooms and kitchen facilities which in Villach, Germany. The fixtures | 
It IS Free to Plumbers closely rival those being installed in ing installed are up to date and mode 
America. The views presented herewith in every respect, even going to the ¢ 
give the reader a much better idea of treme in some bathrooms of providi 
just what is being accomplished along clothes warmers for the purpose 


Seats do not split or come apart at the joints and 


TN 
a E VILLE. IND. = 
Deer | EVANS U. S.A aoe 


Try Me Ball Cocks 


Have 


Compound leverage of the ball rod, Magazine of 
Packings, Revolving Plunger, Special Metals for 
Wearing Parts, Absence of Sand Pockets. 

Ease of adjustment to High or Low Pressure, 
Regulation of water in Tank 

Renewal of bottom and top seats without disturb- 
ing the Plumbing, or the use of tools. Last but not 
least—the using of the same valve for Top, Bottom 
and End Connections. 


=a Universal Tool Co., 
Springfield, Mass. 


Partial View of One of the Public Toilets Typical Private Bathrooms in the Ne 
in the Park Hotel Palace Hotel, Rome 
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ming the garments which are put on 
r a bath. 

he kitchen facilities include dish 
hers of solid block tin among the 


of a Battery of Urinals in the Park 
Hotel, Villach, Germany 
r equipment, and many of the 
hens and bathrooms have the floors 
walls covered with various kinds of 
rial which is in the nature of tiling, 
is put on in slabs of considerable 
and is entirely impervious to the 


le Tiled Bathroom in the Palace 
Hotel, Rome 


n of water and possesses in every 
all the qualities of first-class tiling. 
ther bathrooms, pure marble is sub- 
ted, being laid on the floors and on 
walls straight up to the ceiling line 
Marble trimmings around the bath 


if the Private Bathrooms in the Park 
Hotel, Villach 


Presenting a very elegant appear- 
and fully as sanitary as any of the 
lations in this country. 

© immense advance which these 
‘ations mean to the traveler as well 


as the inhabitants of European countries 
can be well imagined when it is realized 
that before their use these fine fixtures 
which are now being installed had their 
place taken by all sorts of makeshifts, 
among which may be mentioned the very 
common custom of obtaining the water 
supply from a small tank either hidden 
in the partitions or set in a closet and 
the disposing of the waste water by set- 
ting receptacles under the lavatories. 
These newer bathroom layouts do not 
by any means confine themselves to the 
simple installation of standard fixtures, 
as may readily be believed when it is 
realized that lavatories in many cases are 
of the double type and supplemented by 
bidets. 


ene 


Albany, N. Y. Master Steam and Hot 
Water Fitters Affiliated with the 
National Association 


RESIDENT EDWARD B. DENNY, 
P of the National Association of Mas- 

ter Steam and Hot Water Fitters, 
visited Albany, N. Y., on October 10th 
and addressed a gathering of local steam 
and hot water fitters who had been in- 
vited to attend an open meeting for the 
purpose of establishing a branch organ- 
ization. W. B. Armstrong was named as 
temporary chairman and William K. 
Tennant, temporary secretary. 

President Denny briefly gave an inter- 
esting history of the National Associa- 
tion and of the substantial men who com- 
prised its membership. He was pleased 
to remark that he always confronted 
such men in the business, no matter 
where he met them, and was proud of 
the community standing of the men en- 
gaged in the heating business. He 
showed why all such should be united. 
He explained the high ideals for which 
the organization stood and mentioned 
many trade evils that had been eradi- 
eated through the efforts of its officers 
for almost a quarter of a century. To 
accomplish the many things ~held in 
view, he said the association needed help, 
not financial, but the loyal support which 
would naturally follow an _ increased 
membership, and appealed to those 
present to make application and add 
their efforts to those of their fellow 
craftsmen in elevating the business. 

It was resolved to form a local asso- 
ciation, and committees were appointed 
on organization and resolutions. The 
former consists of W. B. Armstrong, 
Charles H. Logan and Thos. A. O’Mal- 
ley; the latter, consisting of William K. 
Tennant, M. J. Hawkins, John Fisher, 
Wm. H. Branion and James Hunter. The 
meeting then took a recess subject to 
call of the chairman. 

The meeting reconvened on October 
15th, and received reports of the special 
committees and adopted a constitution 
and by-laws; and concluded the organ- 
ization by electing the following perma- 
nent officers for the year: — 

President, William B. Armstrong; 
vice-president, M. J. Hawkins; secretary, 
William K. Tennant, and treasurer, John 
H. Moran, who, with James Hunter and 
John Fisher constitute the Board of Di- 


rectors. 
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SAFETY PRECAUTION 


PipE—That’s a pretty rocky looking um- 
brella you have there, old man. I wouldn’t 
carry one like that. 

WrRENCH—I know you wouldn’t; that’s the 
reason I carry it when you’re around. 


BUILDING UP A BUSINESS 


is like building a house. You must 
start at the foundation and work 
up. And no man can work up 
successfully with poor tools. The 
successful man will have 


SUCCESSFUL TOOLS 


q Nye Tools are backed by a positive guarantee that 
protects the customer against loss or dissatisfaction. 
You can’t get stung on a Nye product, because the 
tool is returnable if not as represented. 


My Guarantee Is Perfectly Good 


Im’ Nye, the Die Man 


because I am not in business today and out tomorrow. Iam estab- 
lished and right where you can find me. When I say that I stand be- 
hind my tools and keep my customers satisfied, I mean what I say. 
I am miking superior tools in a well-equipped factory that employs 
superior men. I am not trying to make tools that merely will pass 
and bring me money —I am making A-No. 1 tools that will help me 
build my business bigger and better. I want you for a customer, and 
I will do all in my power to please and benefit you. Try me. 


NYE, THE DIE MAN 


The Nye Tool and 
Machine Works 


116 N. Jefferson Street, 
Chicago, Ill. 


The BEST is None 
Too Good for YOU 


GIVE YOUR PLUMBERS 


WARNOCK WRENCHES 


to use on that fine contract you have just taken, 
Let them PROVE at our expense that WARNOCKS 


never Slip and never Scratch. 
7 — They are always BEST for 
YS NickKel-plated Piping 


WARNOCK MFG. CO. 


Worcester, Mass. 
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GREATEST TONG ON EARTH 
“The GEALY” It’s new—It’s different 


Positive Grip—Instant-self- 
Release—Will not crush 
Pipe. 


: See 
For over head work—in 


the Slot 


corners and tight places, tee 
IT IS PERFECT. “ “| Loosly- 


ot 
Try “THE GEALY” and & f Mounted 
bg aS 


be convinced. Jaws 


Write for data and trial : or New 
proposition. »\ > Cam-Lever 


Principle 
The Gealy Wrench & Mfg. Co. , Wiwusaie be 
200 Broad St. Grove City, Pa. Leading Jobbers 
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THE “QOANCO” BARBER SLAB COCK 


FSS ST 
ee . The ‘‘Qoanco”’ Barber Slab Cock 
Rapid Action 


For 2 Basins 
All valves oper to full 
capacity on quarter turn 


GE TSE 
The ‘“‘Qoanco” Barber Slab 
Cock for 1 Basin 


Upper valves Fuller Pat- 
tern. Lower valves Com- 
pression with FULLER 
ACTION. Can be repaired 
by any one without taking 
from the slab. Note the 
Ground Joint Unions on 
this cock, making it easy 
to insert a new Fulle: ball 
when required. 


Write for prices. 


Street @ Kent Mfg. Co , 549 Fulton St., CHICAGO, ILL., U.S.A, 


Ask Your Supply House or 
Specialty Salesman for 


REDTEX or —_BlAckrock 


TRADE MARK TRADE MARK 


Rubber Elbows 


Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 1% in. Short 

1% in. Extra Long 
1% in. Pipe Con. x 1% in. Flush Fittings 
14 ne) ee ae tp AU Viste oe ss 
yo ine & : 
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Canfield Rubber Co. 


Railroad Ave. & Garden St. 


14%” Extra Long Elbow Bridgeport, Conn. 


LOEW VICTOR 
PIPE MACHINE 


For 
Genuine 
Service 


¥, to 8 inches 
Belt, Motor and Gas Engine Driven, also Hand 
Operated. May we send you catalog of complete 
line? 


The Loew Manufacturing Co., 
9100 Madison Ave, - - - Cleveland, Ohio 


RYAN BALL COCKS Give Absolute Satisfaction 
Multiplying Power Leverage 32:6 


No screws to remove when re- 
pairs are required. 
Note the ease in which parts can 
be removed for repairs. 


Refills tanks quickly on low 


(Patented) 


ee | Works quietly on high pressure. 
\ pressure—two essentials in closet tanks. 


Send for circular, etc. 


EXETER BRASS WORKS, EXETER, N. H 


New York Office—48 Cliff Street. Henry Stein, Rep. 
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Wrong Illustration Used 


N Tuer PuumrersS’ TRADE JOURNAL, Octo- 
I ber 15th issue, on page 598, a cut of the 
well-known ‘Beaver’ die stock made by 
the Borden Co., Cleveland, Ohio, inadvert- 
ently appeared in the reading notice of the 
Handy Mfg. Co. The illustration should have 
been that of the Handy ‘Self-locking’”’ die 
stock. 
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Water For Country Homes 


What is more refreshing than a drink of 
pure and cool water as it comes from a well 
or spring? Then, again, do you know of a 
greater luxury than a shower bath with 
running water at your country home? The 
old method of storing water in tanks and 
drinking this stale water from slimy re- 
ceptacles is claimed by the Weber Co. to be 
unsanitary and primitive. Many of these 
are being replaced by a later system known 
as the Weber subterranean pump. 

In this system the water remains in the 
ground until the faucet is opened. You get 


a drink of cool, fresh and pure water de- 
a uniform pressure. 


livered under Your 


spring or well may be any distance from 
your house. Your power plant can be placed 
in the basement of your house and so ar- 
ranged that a constant supply of air power 
is always at hand. 

This system avoids other objectionable 
features of the old tank storage systems. 
If your well or spring has a limited yield 
but within the range of your needs, you 
will experience no difficulty due to low 
water level. The other types of pumps 
used in connection with storage systems soon 
exhaust the yield of a small well before the 
tank is full and then must be shut down until 
more water flows into the well. All of this 
calls for constant attention. 

There are no sucker rods, leather cups or 
floats in the well. All the principal moving 
parts are above ground. Sand or gravel can- 
not plug up small port openings. All parts 
can be protected against frost. The pump 
is made of the best bronze while ordinary 
pipe and fittings are used in installing same. 
Sizes adapted to 4” to 24” wells for any 
depth and lift, and for all conditions. 


This system has been endorsed by th 
leading architects and engineers of thi 
country on account of the simple construc 
tion and perfect reliability. Among the mos 
prominent installations are the following 

On the estates of R. S. Lovett, Hsq., Lo 
cust Valley, L. I.; Thos. N. McCarte 
Rumson Road, Red Bank, N. J.; Rober 
Illingsworth, Denville, N. J.; Barker Gum 
mere, Princeton, N. J.; Metropolitan Hote 
Asbury Park, N. J.; and the Hotel Newey! 
Pittsburgh, Pa. 

This same type of pump is also used j 
factories, mills, schools and public building 
and railroad stations and round houses fo 
furnishing fresh water from well to drink 
ing fountains or bubblers—a most sanitar 
system for such purposes, as the water ha 
no chance for contamination. 

Catalog and complete information will pb 
sent to any of our readers who desire sam 
if they write to the Weber Subterranea 
Pump Co., 90 West street, New York Cit 
Mention THE PLUMBERS’ TRADE JOURNAL, 
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“Air-Tight” Steel Tanks — 

The process of manufacture as carried o 
at the plant of the Air-Tight Steel Tan 
Co., Pittsburgh, Pa., is said to be entirel 
different from any other. 
“ Air- Tight” tanks are 
brazed instead of riveted 
and the ends are both 
concaved, which the 
makers claim is the 
proper way, this making 
the strongest possible 
construction. The only 
rivets used in the “Air- 
Tight” tanks are _ stitch 
rivets, which merely hold 
the seams together while 
brazing and neither add 
nor detract from _ the 
strength of the _ tank. 
This construction means 
practically a one-piece 
tank and demonstrations 
for the bursting point |. 
have proven that the shell itself alway 
bursts before any seam lets go. ‘Air-Tighi 
tanks are constructed only of black ope 
hearth steel. No galvanized tanks are mad 
Stock sizes embrace diameters of 10 to 4 
inches, inclusive, and from 2 to 16% fe 
in length. Write for pricelist and specific: 
tion sheet and mention THE PLUMBER 
TRADE JOURNAL. . 
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A Simple Compound Action 
Ball Cock : 


The “Fabian” ball cock has attracted < 
unusual amount of attention on account | 
its extreme simplicity, but many oth 
equally important factors have likewise be« 


re 


incorporated that go to place it among t 
leaders of high-grade specialties of tt 
sort. Instead of levers, a pinion and ra 
tooth accomplish the regulation of ¢ 
supply. Little wear, nothing to repair a 
noiseless action are the plumbers’ who | 


4 


s 
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tall “Fabian” cocks. They are made of 
uperior metal under the superivision of 
areful workmen and each ball cock under- 
oes a test, the same as would be required 
, actual service. A single washer to re- 
lace when needed, removable seat and 
round joint unions are some of the advan- 
ages of the “Fabian.” Hither top or bot- 
9m supply are furnished. Plumbers have 
lso met with signal success using “Fabian” 
all cocks in their repair work. Get catalog 
iving other facts, from the Fabian-Howard 
‘0. 21830 Germantown avenue, Philadelphia, 
’a, Mention THE PLUMBERS’ TRADE JOURNAL. 
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in Easily Adaptable Pipe Hanger 


Only upon rare occasions has any article 
ome to the front as quickly as the “Fitall’”’ 
anger strap. The Twisted Wire & Steel, 
‘o. 615-521 Greenwich street, New York 
‘ity, first put it on the market some six or 
even months ago and they have in the in- 
ervening time placed it with the majority 
f the representative plumbing supply and 
team fitting supply houses of this country 
nd Canada. These concerns all claim a 
eady sale and the plumbers and steam fit- 
ers who are using it express great satisfac- 


ion. The “Fitall’’ hanger strap lays claim to 
xtreme merit on several counts. Primarily, 
t is one of the most economical straps on 
he market, enabling the plumber and steam 
itter to be fully equipped with hangers with- 
ut carrying a dead stock of varied sizes; 
econdly, the “Fitall’” hanger strap is easily 
djustable and extremely efficient after hav- 
ng been adjusted ; thirdly, the price is right; 
yy right, the makers mean exceedingly rea- 
onable. Literature showing the ‘Fitall’ 
langer strap and methods of using will be 
ent to the trade who request same, men- 
ioning THE PLUMBERS’ TRADE JOURNAL. 
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Test Plugs That Can Be Easily 
Inserted And Withdrawn 


The “Lightning” test plug which is illus- 
rated herewith can be adapted instantly to 
tandard or extra heavy soil pipe and a 
lerfectly tight joint is secured, no matter 
low uneven or rough the interior of the 
jipe. A ring of finest rubber holds its 
‘lasticity for a long time. 


ng up by tightening a wing nut on the 
-hreaded center stem, the two short levers 
ire lowered, which compresses the gasket, 
This is a great advantage and a time sav- 


ng feature. The sizes in which the “Light- 
ung” are made are 2”, 3” and 4” in straight 
ind 90° pattern. The Blake Specialty Co., 

Island, Ill., are the manufacturers of 


Instead of lock- . 


this device and also a number of other 
specialties much used by the trade, namely 
the “Blake, Jr.” floor drains with and with- 
out back water valves, cleanouts, iron traps, 
soil pipe fittings, and closet bends. Write 
for catalog and mention THr PLUMBERS’ 
TRADE JOURNAL. 
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A Time Saver For The Busy 
Plumber 


A useful and practical time saver for the 
trade has been compiled in the cost book 
put on the market by Frank H. Flowers, 
Erie, Pa. Mr. Flowers has arranged a loose- 
leaf book with classified indexes and pages 
for almost every conceivable device, fitting, 
tool and specialty used by the trade. Much 
space has been left opposite each item for 
the cost discount and selling price of same, 
so that an instant’s glance readily shows 
just what his material cost him, without 
digging into quotation files and catalogs. 
New pages can be added when needed. 
This cost book is suitable for carrying in 
pocket so that the contractor may consult 
it on the job, or at the office, the clerk can 
price up the outgoing materials, render 
bills, ete., without assistance. The publisher 
advises us that many of the trade have 
availed themselves of the opportunity to get 
these books at the special price offered to 
the readers of THE PLUMBERS’ TRADE JoUR- 
NAL. Write for proposition and circulars and 
mention THE PLUMBERS’ TRADE JOURNAL. 
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A Safe Flange To Use 


Plumbers have found relief from _ the 
troublesome leaky joints on closet work, in 
the “Eureka” made by Julius Jaeger, 
Rutherford, N. J. The invention of a prac- 
tical man, the “Eureka” combines many 
essential qualifications of such an important 
part of the plumbing system. It is composed 
of but three pieces—top, bottom and asbes- 
tos fibre gasket. One detail which is claimed 
not to be found in other flanges is the ad- 


Three-quarters of an inch lee- 
way gives the plumber ample allowance for 
settling of the building so that tearing out 
and renewing of the connections—a costly 


justability. 


operation—need not be considered. No mat- 
ter how many times the ‘Eureka’ flange is 
disconnected, its usefulness is not affected. 
A gas and water tight joint always goes 
with the “Eureka.” This and the adjust- 
able feature have caused its adoption by 
the trade and architects and engineers 
specify the same when they require safety 
and durability. Write for catalog and 
mention THE PLUMBERS’ TRADE JOURNAL. 
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Halsey Regulator Controls 

Drafts And Maintains Even 
Temperature 


The complete control of drafts on steam, 
hot air or hot water heating installations 
can be absolutely maintained with a tem- 
perature variation of not less than 2 degrees, 
so W. W. Hogle tells us of the “Halsey” 
temperature regulator. The operation of 
this regulator is actuated entirely by the 
house temperature. The “Halsey” needs no 
winding up, has no motor, springs, or elec- 
trical apparatus, and no air valves or other 
parts likely to leak or become worn after 
a short time in use. Any temperature from 
68° to 76° is secured without going to the 


751 


VOGEL 


Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can be subjected to the hardest usage without being put 
out of order. 


The valves are most durable and the bowls have our 
special design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from ahove the 
floor. No cup jeathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 
SEND FOR BOOKLET 


For sale by all jobbers 
Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


Some of the Prominent Advertisers 


in these columns use 
H. & D. CORRUGATED FIBRE BOXES 


For shipments of Bath Room Fix- 
tures and Brass Goods, with hand- 
some savings 

IN COST 

IN FREIGHT 

IN STCRAGE ROOM 

IN H\NDLING 

IN PACKING 


H. & D. Boxes please the customer 
by their Convenience and Cleanli- 
ness, and they are covered with 


FREE SPACE 


for advertising. Write us and let 
us refer you to our 


seis SATISFIED CUSTOMERS 
THE HINDE & DAUCH PAPER CO. Sandusky, O. 


Canadian Trade Address Toronto, Canada 
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m7 LUNT-MOSS 


Pneumatic Water 
Supply Systems 


enable you to supply your country cus- 
tomer with all the luxuries of modern 
plumbing. 


The LUNT-MOSS system is the correct solution of the water 
supply prcblem for country homes, Equipped with 


LUITWIELER DEEP WELL NON-PULSATING 
GASOLINE PUMPING ENGINES 
or electric motor, or hand operating plants. Capacity 315 to 


16,000 gallons We send all inquiries direct to our agents. Send 
for our proposition and Catalog No. 45. 


LUNT-MOSS COMPANY - BOSTON, MASS. 
New York—32 Warren Street. 
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“EVERYBODY’S DOING IT NOW!” 


—ORDERING 


Automatic 
CELLAR DRAINERS 


WE CLAIM ADVANTAGES OVER OTHER MAKES AS FOLLOWS: 


ist. All parts, except the float are above water, no slime 
or corrosion. 

2nd. A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
inallthe pipes, so that it is always primed ready 
to startinstantly. 

3rd. Weighs not over % that of others and requiring 
less space. 

4th. The operating valves open and close instantly by 
action of the water pressure. 

5th. No eather washers used, leather dries and causes 

6th. It costs less than many other drairer'ss not as efficient. 

PENBERTHY INJECTOR CO, Cicular and Prices, Detroit, Michigan 


OTHE BRAENDER AUTOMATIG 


GELLAR DRAINER | ' 


. Operated 


“Idid JOYWHISIO 


“3dld Aladn9 
oo 
ton a 
(q>) 
Law } 


Pressure 


ES PATENTED 


i 

It is the best; therefore the cheapest. It is used in municipal and U. S. Government Depart- Bare BILGE 
ments, endorsed by leading sanitary experts and is guaranteed todo what is claimed forit. SYPHON Operated 
Write for circular by steam pressure 
315-21 Fourth Ave., S. E. Cor. 24th St. New York 

oy 


PHILIP BRAENDER, 


SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 
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OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 
sign. We have what is conceded to be one of the most 

attractive Compression Bath Cocks on the market. Made of 
High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 


Send for Machine Co. 


Catalog 
A-1 TRENTON, N. J. 


New York Office, 5 and 7 East 42nd Street 


basement or using an adjustment key. 
Every heating plant should have this device, 
for its saving of iabor and fuel more than 
offsets its cost and the apparatus will last 
indefinitely. A clock attachment is also fur- 
nished if wanted, although this is not neces- 


sary. Overheating with fuel waste or not 
sufficient draft when needed are two factors 
that have been entirely eliminated. Write 
to W. W. Hogle, 1211-1215 Filbert street, 
Philadelphia, Pa., for particulars and men- 
tion THE PLUMBERS’ TRADE JOURNAL, 
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A New Model “Marvel” Thermostat 


The American Thermostat Co. of Elmira, 


N. Y., announce the completion of a new 
model ‘Marvel’? thermostat which, so they 
elaim, is absolutely faultless. The time 
attachment used in connection with the 


thermostat for opening the drafts of the 


heater early in the morning while the 
family sleep is completely detachable for 
convenient winding and setting. The ther- 
mostat has been reduced in size, a 2%-inch 
dial now being used. The same big range 
of temperature from 40 to 100 in single 
degrees is maintained. This reduction in 
size makes the instrument very neat, pre- 
senting a handsome appearance in the most 
elegant surroundings The thermostat is 


finished in rich brushed brass. 

have been eliminated from the 
making the thermostat 
accurate and dependable. 
is completely automatie, has also been re- 
duced in size, but is even more powerful, 
and is noiseless. The motor is very simple, 
consisting of a permanent magnet motor in 
connection with a reverse gear, and a per- 
son does not have to be mechanically in- 


Several parts 
new model, 
more simple, very 
The motor, which 
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clined to fully understand it. The com- 
pletely automatic motor, dispensing with 
weights and springs, does away with the 
inconvenience of occasional winding. [t is 
practically immune from trouble, as nothing 
really susceptible to getting out of order 
enters into its construction. High-grade 
workmanship and first-class materials are in 
evidence throughout the apparatus. The 
accompanying cuts illustrate the new “Mar- 
vel” thermostat and motor. The company 
is located in a new modern factory, sreatly 
increasing its capacity, and are in a position 
to furnish the new model in practically any 
quantity. 

Further information regarding this new 
model may be obtained by writing the com- 
pany’s office at Elmira, and mentioning Tur 
PLUMBERS’ TRADE JOURNAL. % 
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Mahony Boilers Have Made Favor- 
able Impression With the Trade 


Many valuable improvements, the result 
of years’ experience and the ideas of ex- 
pert engineers, have placed the “Mahony” 
heating apparatus in a leading place in the 
manufacture of such goods. The “Mahony” 
line is made in all sizes for steam and hot 
water, round and square sectional, and these 
are equipped with all accessories and fit- 
tings. Long fire travel, large and easily 
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cleaned flues, roomy firepot and ashpit are 
a few of the meritorious features of this 
make. ‘‘Mahony”’ boilers possess an unusu- 
ally large heating surface, due to the con- 
struction of the sections, and are as quick 
heaters and economical consumers of fuel. 
Any capacity can be supplied at short notice 
and a guarantee against defective material 
or workmanship accompanies every boiler 
leaving the factory. The Mahony Boiler 
& Radiator Co., Troy, N. Y., will be pleased 
to send interesting catalogs to our readers 
who write them mentioning THr PLUMBERS’ 
TRADE JOURNAL. 
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No Outside Joints in this Trap 


Sewer gas cannot escape from the “San- 
sealo” traps for several reasons. First, this 
device is so constructed that all joints are 
on the inside. Second, ‘‘Sansealos’” prevent 
back water or gas from _ entering the 
premises with a deep water seal and a 
hinged brass flap. The cleaning of this 
important part of a plumbing job is claimed 
by the manufacturers to be more easily ac- 
complished with the “Sansealo” than any 


other because the entire interior of the trap 


may be removed in an instant. Access into 
the sewer pipe is just as easily obtained as 
can be seen from the section cut. “San- 
sealos” are made in several sizes, both iron 
and brass, and are claimed to be unequalled 
in durability and efficient service. The com- 
plete line of Crampton-Farley Brass Co.'s 
products are shown in a catalog which will 
be mailed to any address upon request to 
Kansas City, Mo. This book should be read 
by every plumber. Mention THE PLUMBERS’ 
TRADE JOURNAL in writing the makers. 
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Saunders Pipe Machines Have 
Lever Gripping Chucks 


The Saunders 2A pipe threading’ ma- 


nine shown in the accompanying illustra- 
on is one of the most 
yols for this purpose. 


rapidly operated 
The pipe, can be 


osened in the chuck without stopping o: 
yersing the machine, the jaws in chuck all 
Jleasing or taking hold with one movement. 
hese can be resharpened. For cutting off 
- removing pipe the die head can be slid 
one side. The cutting head can also be 
oved up close against the chuck, thus mak- 
g the threading of short pieces of pipe 
id nipples an easy task. The cutting off 
rangement is very complete, having two 
ols adjusted by right and left hand screw, 
hich brings both cutters into contact with 
e pipe at once. The 2-A can be equipped 
ith a separate die head for each size from 
“to 2”. The gearing is all machine cut 
id works noiselessly and without friction. 
1 automatic oil pump supplies oil to the 
es and cutting off tools. Nipple attach- 
ents holding 4,” to 2” right hand can also 
- supplied. Write for descriptive matter 
these machines to D. Saunders’ Sons, Inc., 
mnkers, N. Y. Mention THE PLUMBERS’ 
xADE JOURNAL. 


—— 
A Chain Wrench Claimed To 
Take Up Lost Motion 


The “Gealy” wrench is something different 
chain pipe wrenches and the makers 
aim for this tool many advantages over 
her makes, The cam-lever principle also 
the quick releasing feature about which 
much favorable comment is heard. In 
e, the chain is locked somewhat as in the 
dinary wrench but the jaws instead of 


taining their grip by slipping around the 
pe, move toward the center with powerful 
ip and yet cannot crush the pipe. 


As long 


pressure is on the lever handle the jaws 
ld, but as soon as removed the jaws loosen 
d the tool can be taken off. The “Gealy” 
luires little working space, all parts are 
newable and the thrust is not thrown on 
alk bolts in the handle but between the 
ws themselves and the handle. Every 
uder of Tum PLuMsBeRs’ TRADE JOURNAL 
'y try a “Gealy” wrench without expense. 
rite for particulars to the Gealy Wrench 
8. Co., 200 Broad street, Grove City, Pa., 
d mention Tap PLumprrs’ TRADE JOURNAL. 
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landling Condensation on Low 


Pressure Systems 


Pump manufacturers have been repeatedly 
‘ed to supply a pump with electric motor 
ve for returning the condensation from 
liation placed below the water line of the 
ler, Attention has been turned towards 
> centrifugal or turbine pump for this 
Vices as there is so little expense attached 


- 
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to both the first cost and the up-keep. With 
these types of pumps, however, there was 
experienced much difficulty in keeping them 
from becoming steam or air bound and los- 
ing their prime. As their action must of 
necessity be automatic, it is readily seen that 
this drawback made them very unreliable. 
It is gratifying to learn, however, that this 
difficulty has been overcome. 

The accompanying illustration shows an 
“Economy” automatic condensation pump 
and receiver as manufactured by Thomas & 
Smith, Ine., of Chicago, Illinois. Much ex- 


Speakman Niagara Shower 


HE first standard popular-priced 
shower. 


It was the first and has always 
been first class. 


- “c 
perimental work has been done by these But we haven’t been satisfied to “let 
well-known pump manufacturers in perfect- ag WY 

. 5 =, i oO 5 uh) -~ 
ing this equipment, and their many years’ well enough alone = df 
experience as heating and ventilating engi- gressed. 


neers has aided them materially in develop- 
ing this pump and receiver. 

The return line is brought into the re- 
ceiving tank at the point where the ell is 
shown, and as the condensation flows by 
gravity into the tank, it raises a float which 
operates an automatic switch enclosed in 


Every year we've been making im- 
provements; living up to the Speakman 
Standard; “‘the best on the market.” 


A White China Handle equip- 
ment;no advance in price, however. 


Supply Pipes of Iron Pipe Size 
(both in weight and diameter.) 


Become one of the live dealers who 
find it profitable to handle Niagara 
Showers. 


Just set one up in your salesroom in 


You'll be 


comparison with other makes. 
It’s a sure seller. 


the gainer. 


The latest in efficient shower construc- 
tlon at moderate prices. 


Some Suppty AND Pipe Co. 


Riverview Wks., Wilmington, Del. 


New York Office 
A. G. Weber 
Representative 
156 Fifth Avenue 
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the steel cabinet shown on the outside of the 


tank. This switch controls the operation of 
the motor and pump, starting them when 
the tank is filled to a predetermined level 
and stopping them when the condensation 
has been pumped out of the tank and into 
the boiler. Any air or vapor collecting in 
the system is vented through the specially 
arranged check valves shown on the upper 
right hand end of*the tank. 

The float is set so that at no time all of 
the condensation is pumped out of the tank 
and as both the return line and the connec- 
tion to the pump are taken out of the bot- 
tom of the tank, it is impossible for the 
pump to loose its prime. 

The operation of the entire unit being 
automatic and the receiver being small, the 
condensation is returned to the boiler very 
rapidly and at high temperature. Heating 
men will realize what this means in the 
saving of fuel. The manufacturers claim 
very remarkable results in this respect. 
Write for literature and mention THE 
PLUMBERS’ TRADE JOURNAL. 


San Francisco Office 
W.E. Gilchrist 
Representative 

Monadnock Bldg. 


FirvaLL HANGER STRAP 
Sweeps The 


Country 


Elected by an 
Over-whelming Majority 
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“J. W. C” Gas Burners For 
Heating Plants 


The “J. W. C.” gas burners made in To- 
ledo, Ohio, by John W. Chamberlain, 626 
Federal street, are the solution of the prob- 
lems of fitting hot water, steam and hot air 
heating apparatus with gas burners. The 
“J. W. C.” burners are the idea of a prac- 
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tical man in the business and are applicable 
to any type heaters. A peculiarly designed 
mixer utilizes every possible heat unit, which 
makes for extremely low operating costs. 
They have been used extensively in all parts 
of the country, giving universal satisfaction 
and substantiating every claim of the maker. 
Literature showing the device and explain- 
ing some of its merits will be mailed to the 
trade who request same and mention THE 
PLUMBERS’ TRADE JOURNAL in writing. 
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Twisted Wire & Steel Co. 


515-21 Greenwich St. New York 
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Sansealo 


50 CLIFF STREET, 


Crampton-Farley Brass Co. 


RELIABLE TANKS 


FOR STORAGE OF GASOLINE 


Pneumatic Water Supply Tanks, Hot Water Tanks, Smoke 
Stacks, Plate Steel and Sheet Iron Work of every description. 


L. O. KOVEN & BRO., 
NEW YORK 


Drains 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seat and no 
outside’ oints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SANSEALO DRAINS are unequalled for Efficiency 


and Durability. Send for circular 


Kansas City, Mo. 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning 
Looks Good Is Good 


Drawn Lead, not Cast 
“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer, 


100 Schermerhorn St. BROOKLYN,N. Y. 


Bath Cocks sold last year 


You know the reason. 
NORTHERN BRASS MFG. CO. 


Waukegan, 


Stop Cocks 


Stop and 


Waste Cocks be: p 


Ground 
Perfectly 


Send for Prices 


Cleveland 
Bronze & Brass Works, 


Cleveland, Ohio 


Absolutely 
Guaranteed 


Quick and Easy Transportation 
of Heavy Radiators 


Buell’s combined carrier and _ radiator 
trucks have proved by their efficiency to be 
one of the most useful and reliable tools in 
the equipment of the man who does heating. 
The transportation and handling of bulky 
radiators on a job formerly required addi- 
tional labor or else the large radiators were 
dissected in convenient portions for hand- 
ling. Besides the labor required for such 
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methods the fitter invariably discovered 
leaks on reassembling and the damage to 
the slip nipple connections frequently de- 
layed the job even longer. The Buell car- 
rier and truck successfully handles any 
radiator, no matter how big and cumber- 
some. Floors are not damaged where the 
Buell truck is used nor do stairways and 
crooked halls prohibit its use. Progressive 
fitters who have not this labor and time 
saver should write for descriptive booklet to 
the makers, Buell Bros., Fulton, N. Y. Kindly 
mention THE PLUMBERS’ TRADE JOURNAL. 
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Strap Wrenches and Vises for 
Polished Pipe 


“Warnock” pipe wrenches are claimed by 
the makers to have revolutionized the work- 
ing of polished and nickel-plated pipe, fin- 
ished machine parts and other such mate- 
rials. This wrench with the “grip that can’t 
slip,” the Warnock Mfg. Co. tell us, is the 


original strap wrench and is known all over 
the world as the surest, best and quickest 
tool for handling smooth pipe. The “War- 
nock” adjusts to every size pipe and can be 
used most handily in close places where little 
movement can be obtained. The three sim- 
ple parts—lever, shackle and strap—are all 
there are. The curved nose prevents crush- 


ing and distorting the pipe, no matter how 
light it may be. Any plumber will realize 
the advantages in quick and efficient work 
using the “Warnocks” and engineers find 
them equally valuable about the machinery 
for gripping piston rods and the like. Write 
for complete information on the “Warnock” 
wrench and its companion, the “Warnock” 
vise. The address of the makers is Wor- 
cester, Mass. Be sure to mention THE 
PLUMBERS’ TRADE JOURNAL. 
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“Penberthy” Automatic Cellar 
Drainers in High Demand 


“Penberthy” automatic cellar drainers are 
suitable for raising any liquids, whether 
waste, dyes, chemical solutions or other 
fluids, but their usefulness in the plumbing 
field makes them more valuable than in any 
other. Foul waters from swamps, drain pits 
and cesspools can be discharged into higher 
sewer outlets by using steam or water. 
“Penberthy” drainers are made in a variety 
of sizes, therefore apparatus for any capacity 
can be obtained and which are guaranteed 
to give perfect satisfaction when installed 
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under proper conditions. A few words as 
to the construction and quality of materials 
used in the manufacture of the devices will 
no doubt be appreciated by our readers, 
None of the working parts are submerged 
therefore it is quite apparent that corrosion 
cannot hinder the operation of the device. 
The strainer, which will be noticed, is sup- 
ported by legs, these keeping the foot valve 
within free from sediment. The foot valve 
retains a sufficient volume of water in the 
section pipe to obviate priming, this feature 
making the apparatus instantly operativ« 
when the float opens the valve. The valvy« 
itself is also different from any other, ir 
being controlled by the pressure on the sup 
ply. Every part of this valve is of bronz 
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or steam metal, no leather cups or washe 
being utilized. The float mounted about t 
center pipe economizes space, at the sar 
time giving greater buoyancy on account 
the larger size allowed by the form of co 
struction. Operating expenses are insigni 
cant; in fact, the makers claim their devi 
to be the most economical on the mark 
This is secured in the design of the fic 
lever. The slotted arm gives the drainer 
longer period of service than stationa 
mounted floats permit. A catalog showi 
the device and explaining its good featu 
will be mailed to any of our readers W 
mention THE PLUMBERS’ TRADE JOURNAL 
writing The Penberthy Injector Co, I 
troit, Mich. 
——_—_>-o———— 


A Trap that Cannot be Siphon 


Siphoning is the most dangerous cause 
sewer gas finding its way into houses, 
special care has been exercised in design 
the Clarke lead traps. Neither has qual 
been neglected in this line of specialties, 
Robert Clarke, the manufacturer, tells 
that only pure lead enters into the ma 
facture of his traps. Every Clarke trap 
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drawn from lead, not cast, So that i 
said to be impossible for sandholes 
other imperfections to be found in 1 
The smooth outer and inner surfaces 
pleasing in appearance and make what 
ally becomes a disfigurement to any in 
lation, graceful appearing and attrac 
Every size is shown in the catalog, W 
is yours for the asking. Address the m 
at 100 Schermerhorn street, Brooklyn, N 
and mention THE PLUMBERS’ TRADE JOUR 
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A Quickly Attached Bracke 
The Berger bracket fulfills the wishe 
the trade for a bracket that can be pu 
quickly and yet be equal to the cast 
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ink bracket for strength. The Berger all 
teel bracket has been put upon the market 
s a practical specialty and has been ac- 
epted without question as the solution of 
racket worries. In placing in position, the 
races are temporarily removed so that full 
lay is allowed, in which to manipulate a 
erew-driver. Slots are provided for bolting 


PAT APPLIED FOR 


he rims of the sink. These do not have 
9 be filed to make them fit and are of 
ufficient length to give plenty of adjust- 
vent. Plain and galvanized finishes can 
e furnished as desired. In packing, Berger 
teel brackets come twelve pairs to the bun- 
le. Write for literature and mention THE 
-LUMBERS’ TRADE JOURNAL. 
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‘ighty-Two Designs of Drinking 
Fountains 


The Western Plumbing - Supply Co., 117- 
19 Desplaines street, Chicago, Ill., manu- 
acture eighty-two different types of sani- 
ary bubbling drinking fountains. In this 
ssortment will be found a particular de- 
ice that will fit any stock fixture, no mat- 
=r whose make, whether it be sink, lava- 
ory or other fountain. Every style is self- 
losing and has regulator by which all bub- 
les may be adjusted according to water 
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ressure. The Western Plumbing Supply 
0.’ fountains have been netting the plumb- 
fs splendid profits. Schools, hospitals, 
arks, play grounds, and various institu- 
ons recognized the importance of clean 
rinking facilities and installations of these 
evices have been very numerous in all parts 
f the country. ~Literature showing the com- 
rehensive and up-to-date line will be mailed 
) the trade who send in their names and 
lention THe PLUMBERS’ TRADE JOURNAL. 


enuine Stillson’s the Plumbers’ 
Companion 


Worty years in the trade is the boast of 
le Walworth Mfg. Co., Boston, Mass., 
lakers of the well-known “Stillson” pipe 
renches, High grade steels, skilled work- 
‘anship and an unusual attention to the 
linutest details have combined -to make the 


Stillson” a 


leader 
very “Stillson” wrench is interchangeable: 
lat is, repairs will accurately fit tools that 
ave seen years of service and the sizes 
inge from the little 10” to the large 18” 


among quality tools. 


eel handled ones. Genuine “Stillsons” can 
® obtained of any dealer. The improve- 
ents in tool manufacture can never be 
ore up to date than in the “Stillson.” 
yrite for booklet about these tools and 
ention THe PLuMBERS’ TRADE JOURNAL. 
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Better Heat at Less Cost 


The Vapor Heating Co., 551 North Ameri- 
can Building, Philadelphia, Pa., claim that 
the best qualities of steam and hot water 
heating are secured in the “Broomell” sys- 
tem of heating, in addition to others obtain- 
able only in this system. Vapor heating 
with “Broomell’” specialties means no pres- 
sure in pipes or radiators. Hot water ra- 
diators and steam boiler form the essential 
part of the plant in conjunction with the 
combined receiver, draft regulator, gauge 
and relief valve, the quintuple radiator valve 
and the special union elbow. These make a 
system that is noted for economy and splen- 
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TO OAMPER REGULATOR 


did results. No air valves are placed on 
the radiators, all air contained therein being 
drawn to the “receiver” and expelled into 
the atmosphere. The radiator valves permit 
a perfect control over every part of the 
house. There is no possibility of freezing, 
no noise in the pipes. The Vapor Heating 
Co. have an engineering department which 
will gladly answer all questions pertaining 
to vapor heating. This firm also assists the 
plumber by furnishing such plans and in- 
formation as to insure perfect satisfaction 
to both owner and contractor. Write them 
your requirements and for further informa- 
tion. Kindly mention THm PLUMBERS’ TRADE 
JOURNAL. 
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Teahen’s “Vitro” Combinations 
Back Up Strong Claims 


Trouble proof, that’s what Jas. M. Teahen, 
171-191 Beecher avenue, Detroit, Mich., 
calls his well-known ‘Vitro’ tanks, and he 


embodies every possible contingency under 
that general caption. “Vitro” tanks, he tells 
us, will not absorb stains as ordinary pot- 
tery will, once the glaze is damaged. This 
imperviousness is a part of the entire body 
of the “Vitro” tank. Break a fragment and 


THERE IS BUT ONE ABSG 
oe SAFE S 


THE WEBER SI 


ern, lake or deep well to the 
uniform pressure. No chance 
Hon and carefully made. Air is 
ns in the ground until needed— 
|of tank systems are eliminated. — 
essible. This pump is not a toy. 


Delivers water direct from a spri 
faucet in the house, or at any poin 
for contamination. Automatic in o 
stored in a tank while the water ret 
therefore slimy deposits and stale w@ 
All mechanism is above ground and, 


e for agency agreement to 
ee = = 7 
WEBER SUBTERRANEAN PUMP COMPANY ok 
aes 90 West Street, e York City 


Booklet free upon request. Wr 


ACCOMPLISHED AT LAST 


A Valve Closet Combination that will operate success- 


fully regardless of the size of Water Supply or Pressure. 


Large Pipes no Longer Required 


With the New 


WATROUS 


‘“Pushmatic” Duojet 
- Valve Closet 


Can be set to operate at any 


pressure from 15 pounds up, 


producing a positive meas- 
ured flush and refill. 


Quiet in action. Especially 


adapted for residence use as 


a substitute for the low-down 


tank closet. 


Write for further details, 


The Watrous Co. (ot inc.) 


1675 Fisher Bldg. 
Chicago, Ill. 
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Attention! 
Plumbers and Architects 


Do you know that at last there is 
on the market a TOILET 
FLANGE which DOES AWAY 
WITH the use of PUTTY and 
makes an absolutely GAS 
TIGHT CONNECTION? 


Jaeger’s 


“Eureka Adjustable Flange”’ 


fits any bowl, never requires re- 
setting and costs but little more 
than the old style, always unsat- 
isfactory, Putty Set Flange. 
Already more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it 
has been presented has failed to 
approve it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who 
has seen it endorses it enthusias- 
tically. 


Descriptive circulars and full in- 
formation given on application to 


Julius Jaeger, 
Patentee 


Rutherford, N. J. 


The ‘*‘J. W. C.”’ 


HOT BLAST GAS BURNER 


(Pat. Feb. 18, 1908) 
A new departure ina Gas Burner 
for heating stoves and furnaces. 


Send for circular giving complete details 
and reasons why you should use the 


“JOHN W. CHAMBERLAIN 


Sole Owner and Manufacturer 
626 Federal St. 


Switch on Profits With 


Toledo, O. 
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apply India ink, and not a drop will be 
absorbed. That, it is said, is a test which 
most tanks cannot withstand. Attention of 
the trade is called to the plain but hand- 
some appearance of these tanks. Best of 
trimmings are used in them so that the 
plumber is guarded against comebacks due 
to defective goods. Every flush valve and 
ball cock passes a test in actual service 
before it leaves the maker. The ball cock 
is tested under 150 lbs. pressure for three 
to four hours, the flush valve, 15 lbs., so 
that any imperfection will be discovered. 
Besides this protection, the most liberal 
guarantee is extended to the trade. ‘Just 
a Few Facts,” a snappy and interesting 
pulletin, contains many reasons why you 
should use “Vitro” combinations. Write for 
it and catalog and mention THE PLUMBERS’ 
TRADE JOURNAL, 
— ne 


An Attractive Line of Mirrors 


Stillman A. Darrell, Greenway and Paxon 
streets, Philadelphia, Pa., offers to the trade 
at a very attractive price, a splendid line 
of ornamental mirrors suitable for show- 
rooms, bathrooms, convenience stations, 
barber shops and bedrooms. These mirrors 
are of very finest polished beveled French 
plate with frames finished in sanitary white 
finish, which is non-absorbent and will not 
fade or erack. These mirrors can be sup- 
plied in oval or square patterns, of any sizes, 
and with frames of various widths. These 
goods will sell themselves wherever dis- 
played, and master plumbers have found a 
profitable revenue where these were fur- 
nished in conjunction with the other plumb- 
ing equipment. Circulars and matter de- 
scribing the entire line will be sent to the 
trade who ask for same and mention THE 
PLUMBERS’ TRADE JOURNAL. 
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“ Beaver” Die Stocks do the Work 


The many unpleasant experiences which 
almost every plumber and heating man en- 
counters in his daily pipe threading require- 
ments are frequently exasperating and cause 
delays; so this important detail should re- 
ceive most careful consideration. “Beaver” 
dies solve all demands for perfect pipe 
threading tools, and the general satisfaction 
of every owner of “Beavers” is responsible 
for their manufacture in what is said to be 
the largest factory in the world devoted to 
the output of hand pipe threading devices 
only. What was formerly a task for two 


men can be easily handled now by one equip- 
ped with “Beavers,” six inch pipe being 
threaded as easily as one inch. These die 
stocks thread the several various sizes 
within their capacity without changing the 
dies, a saving of time not to be overlooked. 
The narrow receding dies are recognized as 
the easiest cutting and running or taper 
threads are cut at will by a simple adjust- 
ment. The entire line of “Beavers” are 
shown in a catalog which you may obtain 
by asking the Borden Company, Warren, 


products used by the heating trade. These 
are well-known for their efficiency and eco- 
nomical consumption of fuel. The most ap- 
proved ideas in modern boiler construction 
have been incorporated in the “Hudson” line. 
Write for catalog showing complete line with 
other valuable information. Kindly mention 
Tur PLUMBERS’ TRADE JOURNAL. 
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What the “Moline” System of 


Vapor Heating Accomplishes 


A brief summary of the many advantages 
obtainable by installing the ‘Moline’ sys- 
tem of heating never fails to convince the 
most obstinate customer when the fitter in- 
telligently drives home his arguments 
founded on actual performance. His open- 
ing wedge is comfort, followed by economy 
and the benefit to the health of the owners’ 
tenants or families. The ‘Moline’ system 
in comparison with steam or hot water prac- 
tice is said to be far superior to either, com- 
bining as it does all of the good points, with 
none of the bad. This system is controllable, 
a mighty loosely used word, but the Moline 
Vacuum-Vapor Heating Company, Moline, 
Ill., back up every claim. No air valves to 


clog and interfere with the efficiency of the 
apparatus, all air being returned to the 
boiler room and there disposed of. Steam 
heat means heat or no heat, no in-between 
temperature ranges. Hot water may be con- 
trolled within certain temperatures, but this 
takes hours. “Moline” systems are more 
responsive than either hot water or straight 
steam. Radiators in different parts of the 
building may be hot, partly heated or closed 
off altogether. These are clinches for the 
next job. Hundreds of all kinds of struc- 
tures have found this system satisfactory. 
Why longer refrain from at least permitting 
the makers to send you catalogs and other 
information on the subject? Write them, 


$$ 


James Barrett Sanitary Drinking 


Devices 


The acknowledged necessity of sanitary 
drinking devices for schools, hotels, parks 
and many other places was never so forcibly 
argued until the statistics from autohrities 
showed the danger of disease from infection 
transmitted by the public drinking cup. The 
James Barrett Mfg. Co., 48-50 Pearl street, 
Boston, Mass., were among the first manu- 


Approved by the Philadelphia Board of Health 


The Improved “IXL’’ Anti-Freez- 
ing Low Down Combination 


The “IXL” Anti-Freezing Closet can be 
installed very quickly, it is simple, not — 
complicated, nothing inside of tank but — 
the standpipe; gives no trouble, is — 
cheaper, infringes no patents. Canas 
much be said for others? 
THAT’S ALL 
A Few of Our Specialties 
“IXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freez- 
ing Closets, Belt or Electric Driven Air 
Compressors, Beer Pumps, Factory or 
Mill Ciosets, Seat Action Closets High — 
and Low Down, Pull Combinations High 
and Low Down, Automatic Syphon Tanks © 
1% to 2% Syphon, Urinal Sprays, Gom- 
pound Air and Water Regulators, High 
Tank Anti-Freezing Combinations, Air 
and Water Regulators, Hopper Valves, — 
(Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, — 
Valve Rests, Air Chambers. 
We guarantee them in every respect. 
Send for Catalogue 


“IXL’’ Pump and Mfg. Co. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 
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H-ON 


Positively stop all leaks. 
of steam, water, fire or oil; 
in iron, steel or corcrete. 

They are easy to apply, 
harden quickly and make 
permanent repairs; proved 
by years in use. ; 


New 104 page illustrated instruction 
book No. 12 free 


SMOOTH-ON | 
Manufacturing Co. 


Profitable pipe : i 
cutting and Ohio. Mention THE PLUMBERS’ TRADE JERSEY CITY, N. J 
threading re- JOURNAL. ae 
sults from re- | 
uc i 

cing time —_—_@+e———- 231 N. Jefferson St. 


during and be- 
tween jobs. 


Can Supply Boilers in All Sizes CHICAGO 


The scarcity of heating boilers is said 
to be responsible for the delay in installing 
much of the heating work now being in- 
stalled. Manufacturers are working to 
capacity to keep abreast of the flood of 
orders. The Hudson Boiler Mfg. Coxon 


This “TForbes’”’ 
is our latest 
type. It com- 
binesthe usual 
advantages of 
accuracy with 
the speed of 
motor drive. 
The motor isin 
the base out of 


36 Sacramento St. 


SAN 
FRANCISCO 


facturers to bring out a line of bubbling 8 White St. 


harm’s way. 
You can move 
it any where. 


Catalog? 


The Curtis 


& Curtis Company 
65 Garden St., Bridgeport, Conn. 


West 42d street, New York City, anticipat- 
ing the demand, have stocked up on all 
sizes most generally called for and are 
therefore able to supply any size from stock. 
Quick delivery is assured all orders by this 
concern. Steam and hot water boilers, cast 
iron round and square sectional, and tank 
heaters are some of the Hudson Company’s 


fountains that satisfied every specification 
for a sanitary device. ‘Purity’ fountains 
are made in a variety of handsome designs 
adaptable to every sort of fixture and ar 
provided with regulating stop and non- 
squirting nozzles. The guard over the bub- 
ble prevents the lips of the user from coming 
in contact and also prevents handling with 


MOORFIELDS, 
ESC. 
LONDON 
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This is_our No. 25 
Torch. It is fitted 
with our One Fiece 
Adjustable Soldering 
Iron Rest, patented. 
Also with our Never 
Leak Pump, paten- 
ted. There is no bet- 
tertorch made. Your 
1earest jobber will 


supply at factory 
price. We make a 
Jarger variety of 


Bnrners for gasoline 
kero ene,alcoh ol 
and crude oil than 
other manufacturers 


OTTO BERNZ 
Newark, N. J. 
Est. 1876 


Price each $4.00 net 


|AWLESS FORCE PUMP 


Clears obstructions where others fail. ~ 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N. J. 


RUNNING WATER 
Clear Fresh Sparkling 


Put a Paul Non-Storaze System of Water Supply in your home 
and have running water for the house, baru, garuge and fire 
protection, Turn any faucet and compressed ~ 

liable, economical. The trade mark ‘*Pyul” PAUD 
guuruntees this. Write for catalog No. 2024, 


airinstuntly forces the water from the well, 
FORT WAYNE ENGINEERING & MFG. CO, Fort Wayne, Ind, U, S.A, 


spring or cistern. Everything simple, re- 


PLUMBERS’ TOOL BAGS 


Made of heavy russet 

grain leather, hot wax 

locked stitched, im- 

possible to rip. Dur- 

able and convenient. 

Shoulder Strap and Pad. 
Our Catalog? 


EXCELSIOR BAG & MFG. 
CO., Troy, N. Y. 


HE ENGINEERING DIRECTORY 


For 1912—19th Annual Edition 
IST OUT: COMPLETELY REVISED 


ntains over 300 new names of dealers, and the fole 


ving most complete and accurate lists published: 

Jobbers of Plumbing and Heating Supplies, 

Joobersand Dealers ir Mill, Steam, Mine, Railway 

and Heating Supplies, Tools and Machinery. 

Manufacturers’ Agents, representing manufac- 

turers of F'lumbing, Heating, Steam, Mill, Mine 

and Machinery Supplies. 

Waterworks Companies in U.S. 

Gas Companies in U. S. 

Prominent Architects in U. S. 

Wholesale Hardware Dealers in U, S. 

Alphabetical List of Manufacturers of Goods 

Classified, giving street address, home and 

branch offices. 

Classified List of Products of Manufacturers of 

Plumbing, Heating, Lighting, Power Plant, Mill, 

Mine and Railroad Supplies, Tools and Machin2 

ty, Siving trade names or brands by which the 

yoods are known. Indispensible to buyers. 

r 1400 Pages. 6% x 3°4 inches, Leather Bound 
PRICE $5.00 PREPAID 


aluable to Manufacturers, Jobbers, Contractors 
and Salesmen. For Sale By 


i¢ Plumbers’ Trade Journal Pub. Co. 
45 West 34th Street, New York, N. Y. 


COMMONWEALTH HOTEL 


; {INC.} 
Opposite State House, Boston, Mass: 


Offers rooms with hot and cold water for 
1.00 per day and up which includes free use 
f public shower baths. 


Nothing to Equal This in New 
England 


‘Rooms with private baths for $1.50 per day 

= no Bultea of two rooms and bath for $4.00 
up. 

ining Room and Cafe First-Class European 


ABSOLUTELY FIREPROOF 


Stone floors, nothing wood but the doors. 


uipped wi i 
leaning oA its own Sanitary Vacuum 


ong distance telephone in every room. 


vJ 
irictly a Temperance Hotel 
SEND FOR BOOKLET 


STORER E. CRAFTS, cen. Mer. 


the fingers. The self-closing cock eliminates 
waste of water when not in use. Write for 
catalog showing a comprehensive line and 
mention THE PLUMBERS’ TRADE JOURNAL. 


a 
Fastening Pipes In Place To Stay 


Every plumber and fitter engaged in soil, 
steam, gas or water pipe installations re- 
juires substantial fastening for his work in 
order that the pipes may 
not be moved or broken 
off. Leaks are frequent 
where pipes are allowed 
to stay unsupported. A 


full line of malleable 
iron hooks for cast iron 
soil pipe down to the 
smallest size wrought 


iron pipe and a varied 
stock of stamped _ sheet 


metal straps are manufactured and carried 
in stock by Berger Bros., 237 Arch street, 
Philadelphia, Pa. This firm claim to be one 
of the largest exclusive dealers and manu- 
facturers of tinners’ and plumbers’ supplies 
n the country and they certainly seem sus- 
tained in this statement by the popularity 
njoyed by their goods. Catalog and price 
ist No. 7 shows every specialty made by this 
house. Copies will be mailed gratis to every 
‘eader who mentions THr PLUMBERS’ TRADE 
JOURNAL. 


rr ee ae 


Three Tests Combined in One 
Apparatus 


Defective joints and flaws are now quickly 
ind accurately detected with an apparatus 
‘alled the “Triplex” plumbing test apparatus, 


without annoyance and tedious and ex- 
yensive preparations. No master plumber 
‘an afford to waste his mechanics’ time 


with the old fashioned fire smoke apparatus 
or on the use of peppermint. Strange as it 
may seem, the “Triplex” produces a more 
satisfactory smoke by means of chemicals 
vithout a_ blaze. Its extreme simplicity 
places the “Triplex” way ahead of similar 
devices. 


A double chemical clay vessel con- 


taining the chemicals, a gauge and bellows 
constitute the entire apparatus. After the 
openings are sealed the “Triplex” will de- 
velop sufficient pressure to locate leaks and 
is so regulated that it cannot destroy the 
seal of proper traps when the tests are con- 
ducted. Health departments, inspectors of 
plumbing and the trade generally highly 
endorse the “Triplex” and those who are 
unfamiliar with its utility may learn more 
by addressing either the Crane Co., Chicago, 
lll.; Scioto Valley Supply Co., Columbus, 
Ohio; R. M. Starbuck & Son, Hartford, 
Conn.; M. Glauber & Co., New York City. 
Mention THE PLUMBERS’ TRADE JOURNAL. 


—— 
A Valuable Set of Books 


No one will deny the serious handicap 
under which the untrained man struggles 
in this era of progression—the live and up- 
to-date man who handles big things must 
be equipped with a broad and complete fund 
of information. The opportunity to possess 
a theoretical training in connection with his 
daily work is presented the ambitious me- 
chanic in the comprehensive reference books 
compiled by the American School of Corre- 
spondence, Chicago, Ill. This concern have 
gathered from a score of the best authori- 


ties in their respective professions, a most 


complete and thorough library covering 
heating, ventilation, plumbing, ete., in its 
various branches. Written in a plain un- 


derstandable manner, free from deep and 
confusing texts and tables, this work is 
indexed so that information on any sub- 
ject can be readily found. Even experienced 


engineers and architects find in the ency- 
clopedias of the American School of Corre- 
spondence a_ reference library of unusual 
value. Our readers should write for par- 
ticulars concerning these books, mentioning 


THE PLUMBERS’ TRADE JOURNAL in their 
letters. 
_— +o 
A Hot Water Heater With Fuel 
Reservoir 


We show here one of the Wilks hot water 
heaters with the fuel reservoir. This heate) 
has won an enviable record through long 
and continuous service since it was placed 
on the market. Increasing sales, better than 
any other testimonial show how the trade 
have been alive to the advantages of this 
efficient heater. In Wilks heaters the fuel 
reservoir and the firepot are entirely sur- 
rounded by water giving unusual heating 
surface. These are made of best wrought 


steel, carefully 

100 Ibs. pressure. 
accommodated at short notice. The circula- 
tion being vertical, economy and rapid heat- 
ing are apparent. The coal feeding maga- 
zine is so designed that all combustion takes 
place in the heater with no escape of gases 
up the chimney. Twelve hours’ supply of 
fuel can be placed in this reservoir. Im- 
proved grates make the Wilks heater adapt- 
able to hard or soft coal, range or chestnut 
generally giving best efficiency. These heaters 
are made in sizes 10” to 42” in diameter and 
different heights. Write for catalog to the 
S. Wilks Mfg. Co., 3517-3539 Shields avenue, 
Chicago, Ill. Mention Tum PLUMBERS’ TRADE 
JOURNAL in your request to manufacturers. 


constructed and 
Heavier pressures can be 


tested at 


157 


Are the Kind. 


Once Used 
Always Used 


They embody more dis- 
tinctive features than any 
other on the market. 


vag 


——— 
— 


Hot Water Instantly 


Best Workmanship, High- 
est Quality Materials, Un- 
equalled Design, Absolute 
Regulation and Control 
make HOFFMAN HEAT- 
ERS the best on the 
market, 


Send for catalog and prices 


THE 
HOFFTIAN HEATER 


COMPANY 


WAKE UP! 


Big Profits for 


You certainly have a_ prospect for the 
ORIGINAL WALTHER IMPROVED 
GAS MACHINE (Cold Process) the gas 
and light of the age for country homes. 
A postal will bring our catalog and liberal 
discounts, 


Plumber 


PROFITS FOR YOU 


On Gas 
Machines 

On Gas 
Fixtures 

On Gas 
Ranges 

On Gas 


Piping 


On In- 
stallation 


GAT-1D 


Walther-Vogler 
Gas Machine Company 
711-715 Harrison St., Davenport, la., U.S.A. 
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Always on Duty 


While You 
Sleep 


Works 
Thoroughly 
Reliable 
Most Efficient 


Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Operated by water, 
steam or compressed air. Fully guaranteed. 


The C. M. Kemp Mfg. Co. 
BALTIMORE, MD. 


Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet Stocks 
and Plumber’s Specialties 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


= Sip 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIREY 


ance of R. M. Starbuck’s “Questions 

and Answers on the Practice and 
Theory of Sanitary Plumbing” led that 
author to compile another just as valuable 
work entitled “Questions and Answers on 
the Practice and Theory of Hot Water 
Heating.” This work is as comprehensive 
as its predecessor and the demand for copies 
has exceeded the expectations of the writers. 
This little book is a practical treatise on 
heating problems most frequently encoun- 
tered and additional chapters on ‘“Accele- 
rated Hot Water Heating” and “Vacuum 
and Vapor Heating” are fully illustrated. 
The assembling of so much valuable in- 
formation was greatly assisted by A. G. 
King, well known as an expert and authority 
on the subjects embraced. One hundred and 
thirty-six pages just pocket size make this 
book a handy reference work. This book 
may be procured from The Plumbers’ Trade 
Journal Publishing Co., 45 W. 34th street, 
New York City, at $1.00 per volume, prepaid. 


tes success which greeted the appear- 


Westfield, Mass., 
catalog, No. 
copies to 
THE 


The H. 
have published 
858, and will be 


B. Smith Co., 
their latest 
glad to mail 
PRON) Bye 8 
PLUMBERS’ TRADE 
JOURNAL readers. 
The popular line 
of cast iron hot 
water and steam 
boilers, the 
“Mills,” “Mercer,” 
“Menlo,” “Cot- 
tage” and “Gold,” 
are illustrated 
and dimension 
charts and other 


C8582 


information are 

given. This at- 

tractive catalog 

also contains a 

full line of radia- 

@s HB-SMITH CO tion and accesso- 
(>) WESTFIELDYS e ; 

(és NEW YORK \) ries for use in 

BOSTONCS heating installa- 

PHILADELPHIA. | tions. The de- 

== scribing of the 

merits. of the 


Smith specialties requires 140 pages and the 


catalog is a handy pocket edition, just the 
right shape to carry in your pocket for 
reference. Write for copy, and mention 


THe PLUMBERS’ TRADE JOURNAL. 


The John Wieben_-Co., Inc., 147. E. 125th 
street, New York City, are the manufac- 
turers of a number of specialties much used 

- by our trade and 
some of which are 
interestingly de- 
scribed in a three- 
page folder re- 
cently sent out. 
This little booster 
in colors pictures 
the Wieben gaso- 
line and oil sepa- 
rators, numbers 1, 
2 and 8, the Wie- 
ben overhead car- 
riage washer, au- 
tomatic cellar 
drainers, and the 
Wieben automatic 
These specialties are much 
in use in large buildings throughout the 
country and master plumbers should have 
this literature at hand for reference. More 
comprehensive descriptive matter will be 
furnished those who write mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


The 
John Wieben Company 


sewage ejectors. 


A. Weiskittel & Son Co., Baltimore, Md., 
have an attractive embossed wall hanger 
reproduced in red, purple bronze and white, 
which will make an excellent selling help 
where displayed in the plumber’s showroom. 


TRADE PAMPHLETS AND CATALOGS SENT 
UPON REQUEST BY MENTIONING THE 
PLUMBERS’ TRADE JOURNAL 


eu 


The illustration shows one of the latest 
“Fireking’ gas ranges, recognized by the 
trade as leaders. The handsome white 


enameled finish is wonderfully brought out 
in the picture. The manufacturers will 
gladly forward literature showing all sizes 
of “Fireking’” ranges to those who request 
same mentioning THE PLUMBERS’ TRADE 
JouRNAL, and will also supply advertising 
bulletins like the one just described. 


“Catalog S’ issued by Yeomans Brothers, 
Chicago, Ill., presents a complete line of 
modern sewage and domestic water supply 
pumps. The auto- 
matic motor driven 
plants which are 
shown in this cat- 


alog are built to | 
satisfy every de- ff MACHINERY 
mand for appara- Rath = J 
tus of this charac- § wis FAD 
ter. Some of the 
standard types are 
centrifugal, triplex 
and deep well, 
combination air 
and water, air, 
boiler feed, bilge, 
sewage and house 
pumps. Yeomans’ 
apparatus is adapt- 
able to every purpose—city water works, 
fire protection, sewage disposal, water sup- 
ply, heating systems or power plants, oils, 
acids, pulp, sand and manufacturing estab- 
lishments. 


YEOMANS 
RS 


A new book, “Pipe Fitting Charts” for 
steam, hot water and ventilating piping, by 
Wm. G. Snow, can now be procured of The 
Plumbers’ Trade Journal Publishing Co. 
This 285-page book has lately been compiled 
from the information gained by actual prac- 
tice and experience and deals exclusively 
with details and not general piping. It is 
believed that the heating man is sufficiently 
familiarized with the various systems of 
heating and the charts and data are intended 
merely as suggestions to be used in that 
connection. Excellent cuts clearly illustrate 
the many problems while many complete 
chapters on modern practice tend to further 
inform the fitter. This edition should be in 
every contractor’s library and will be sent 
(postpaid) for $1.50 per volume upon receipt 
of price by The Plumbers’ Trade Journal 


Publishing Co. 45 W. 34th street, New 
York City. 
Catalog “G,” just issued by the Union 


Brass & Metal Mfg. Co., St. Paul, Minnesota, 
is a splendid effort, both from the printer’s 
viewpoint and from 
the trade in the 
number of accesso- 
ries illustrated and 
listed. The brass 4g" 
goods of this con- Vnion Braga & Metal 
cern embody the fRanufastariny To 
latest and most up- fas 
to-date designs and 
improvements and 
are made in a va- 
riety of patterns 
which will satisfy 
the most critical 
customer. Fuller 
work in bath, sham- 
poo and pantry cocks, compression work in 
every design, ground key work, couplings, 
ball cocks, lavatory and bath supply pipes, 
floats, tank and seat trimmings, slip joints, 
ferrules and trap Serews are but a few of 
the specialties manufactured by this con- 
cern. Write for duplicates of the handsome 
catalog and mention THE ‘PLUMBERS’ TRADE 
JOURNAL. 


St Paul Miooewola 


re reek ene hes Dae 
A series of splendidly illustrated bulletins 
showing a number of the Kokomo Sanitary 


Mfg. Company’s vitreous china closet fius 
tanks, closet bowls and lavatories have he 
sent to the trade throughout the countr 
These also contain dimensions and specific 
tions and should be in the hands of dealer 
manufacturers and plumbers. A line | 
the makers at Kokomo, Ind., will bring 4 
entire series if you mention THE PLuMgpp 
TRADE JOURNAL. ; 


Jobbers in plumbing supplies have he 
recipients of copies of the handsome ecatak 
of the Universal Sanitary Mfg. Co., Ne 


Castle, ae well- 

known makers. of 

vitreous china COMPLETE 
water-closet combi- ‘WATER CLOSET 


d a E 
nations and acces- eat ANS 


sories. This edition 
of 24 pages; sl2%e= 
9”, illustratess a 
number of the “Uni- 
versal” complete 
vitreous water-closet 
combinations, and 
attention is called to 
the claim that this 
concern were the 
first manufacturers to put up combinatio: 
in this way. Numerous merits of the “Ur 
cast” ware are quoted and the makers soli 
correspondence with the trade. This catal 
will be sent upon request if you mention T1 
PLUMBERS’ TRADE JOURNAL. 


UNIVERSAL SANITARY 
MANUFACTURING CO, 


NEW CASTLE PENNA. 


Jobbers of plumbing supplies should wr 
for copies of the three latest catalogs of t 
McRae & Roberts Co., Detroit, Mich., whi 
have been received from the printers and a 
now ready for distribution. Catalog No. 
is a linen-bound 144-page volume containi 
a complete line of automobile and gas « 
gine brass goods. Catalog No. 10 is devot 
to the line of gas cocks manufactured 
this firm and has 88 pages of useful inform 
tion. Catalog No. 11 is the largest and mi 
complete trade catalog on brass goods « 
clusively that we believe has ever come |} 
fore our notice. It is said that the McR 
& Roberts Co. are the largest manufactur‘ 
of water gauges, gauge cocks, air cocks a 
priming cocks in America. Jobbers in wi 
ing for these catalogs should mention T 
PLUMBERS’ TRADE JOURNAL. 


The latest catalog of Litterer Bros. M 
Co., 154-156 Whitney street, Chicago, Ill. 
certainly a work of art and represents | 
perfection of the art 
of printins. rhs 
edition of 16 pages 
is given entirely to 


the description of 

pantry sinks and 

other metal special- 

ties. The engravings 

show a number of LITTERER BROS. 
copper and German MANUFACTURING 
silver pantry and COMPANY 
kitchen sinks which attra 
are claimed to be Vv 
the highest grade 


manufactured. Spe- 
cial mention is made - 3 
of the superiority of material, workmans! 
design and construction of Litterer produ‘ 
These fixtures are particularly desirable < 
are much used in large installations such 
hotels, restaurants and in government wo 
both on the sea and ashore. Our read 
should have a copy of this book in th 
files, and same will be forwarded gratis 
request is made mentioning THm PLUMB! 
TRADE JOURNAL. 


“Steam and Hot Water Heating,” by 
C. Lincoln, is the title of a 160-pase b 
dealing extensively with elementary kno 
edge of heating principles. The purpose 
this volume is to supply the student with 
fundamental instruction in modern heat 
installations and prepares him for train 
in more advanced studies by definite ru 
formulas and other data most frequently 
quired. Confusing treatises are enti 
avoided, simplest terms being used, and 
variety of subjects covered makes this b 
valuable to both the beginner or the ex 
rienced man. Numerous illustrations 
profusely scattered amons the pages, m 
ing the text easily understood. The P 
(postpaid) is $1.00, sent upon receipt 
post office or express money order addres 
to The Plumbers’ Trade Journal Publ 
ing Co., 45 West 34th street, New York C 
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‘HE NEW YORK SUN’S HALL OF FAME 
To THE EDITOR OF THE SUN—Sir: Otto 
3ernz makes gasolene torches in Newark. 
Newark, October 28. RED FIRE. 
—____$<—< 0+ 
SPOKE TOO QUICKLY 
Rich MAsterR PLUMBER—Would 
atisfied with love in a cottage? 
CHARMING Wi1p0w—A cottage? Not for me. 
Rich Master PLUMBER—I’m sorry. My 
ottage is at Newport. I’m sorry, indeed. 
y0o0d-by. 


you be 


lp 0 0 Ge 
SHAKE WELL BEFORE USING 


BuILpEer’s Wirre— Land = sakes, 
Vhat be you a-shakin’ that boy fer? 
BuILtpER—Wal, th’ fergetful little rattle- 
vate jest took his medicine an’ fergot ter 
hake th’ bottle like doc tol’ ’im! 

lp Oe 

FORESEEING THE FUTURE 

BripGeT—Would yez mind giving me a 
ikemmendation, mum? 
MASTER PLUMBER’S 
ust come. 
Bripcet—But yez may not want to give 
ne wan when I’m lavin’, mum. 


Hiram! 


WIFE—Why you've 


0 + 0 
A CRUEL SHOT 


Brass SALESMAN—Saw you out with your 
vife’s dog yesterday. 

His Next-poor NriGHBor—How did you 
now it was my wife’s dig? 

“By the growling.” 

“But the dog didn’t growl.” 

“No; but you did.” 

= +++ 

MW) our ar sacr Lake ciry 

‘It was a very hot day and the fat Chicago 
naster plumber who wanted the 12:20 train 
jot through the gate at 12:21. The ensuing 
landicap was watched with absorbed in- 
erest both from the train and the station 
latform. At its conclusion the breathless 
nd perspiring disciple of sanitation wearily 
ook the back trail, and a vacant-faced “red 
ap” came out to relieve him of his grip. 
“Mister,” he inquired, “was you trying to 
‘etch that Pennsylvania train?” 

“No, my son,” replied the plumber. ‘No; 
Was merely chasing it out of the yard.” 


a + 7 


y 


tee 
it. THE PLUMBER-CARTOONIST 
DICK CLARKE 


} HY, oh why, did THE PLUMBERS’ 
TRADE JOURNAL ever start this con- 
founded business anyway! We ask 

fou, as a friend, why did we do it? 

What have we got out of it all besides 
ngratitude? Not a blessed thing. For all 
he thousands of dollars we so generously 
lew in in the attempt to bring the young 
lelper before the public eye; for the days 
ind weeks of worry that has so nearly 
riven us to the grave, how have we been 
aid? We are ashamed to tell you. 

And all our plumber friends, who have so 


kindly sent in the product of their wit, how 
has HANK used them? 

Rotten ! 

Why, were it not for these big hearted 
readers and the hospitable staff of this 
paper he wouldn’t amount to a row of bent 
pins. The fame that our efforts brought to 
him in such an overwhelming avalanche 
actually procured for him a wife. Yes, a 
regular, go-through-your-pockets-every-night 
better half. True, she certainly did not have 
any blue ribbons from a beauty show hang- 
ing about her boudoir, but she wasn’t half 
bad, at that. At any rate, she was a wife, 
and that is more than half of the fellows 
can brag of. 

HANK was married two weeks ago. 

Now he has applied for a divorce. 

We called him up over the ’phone about 
the matter and he grew indignant, insolent. 
He said: “Sure I’m after a divorce. Ain’t 
I got a right to get one? I’ve got the neces- 
sary wife, haven’t I? Well, what in the 
name of goodness more do I require? I 
always wanted a divorce, ever since I was 
a kid, but while I was single, such an in- 
dulgence was of course out of the question, 


“TE DE ToiLeT WAS ~ _ 
IN DE DOWLING LOY 
ALLEY CoulD DE, fu 
Croset Be wet 


so I got married. 
tired, buttin’ into everything I do.” 

We reasoned with the famous apprentice, 
and politely asked him what grounds would 


You fellows all make me 


he procure the papers on. He hotly replied: 
“Who’s sayin’ anything about grounds, I 
don’t know nothin’ about no grounds, if 
you want information about grounds why 
don’t you spend a quarter and consult a 
real estate broker?” 

“But HANK, what is the cause of the 
trouble, incompatibility of temperament?” 

“Say, look here, you call me that again 
and I’ll get on a car and come up and clean 
out that office. I ain’t goin’ to take any 
more of your sass, so ring off!’ 

There is how we are treated by the young 
ingrate. We can assure our readers that it 
will take a lot of persuasion to induce us 
to give HANK more free space in this pub- 
lication. 

We wish to request Brother F. M. Crain, 
with A. J. Orr, Scottsbluff, Neb., who is re- 
sponsible for the HANK daffydil this time 
to not send any more ideas in until HANK 
makes an apology to us all. He is positively 
unfit to have such good “dope” wasted 
upon him. Next issue see what he says. 
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WILL NEVER DO 


HE plumber who overlooks the shower bath or 
puts in a shower bath without a device to 
control the temperature of the water is just get- 
ting by —thats’ all. That kind of a job is out 
of date. The demand now is for a shower bath 
with a mixer that can be instantaneously, econ- 
omically and safely controlled. 


No other device equals 


THE INGHAM | 
SHOWER MIXER | 


THE MOST PERFECT 
SHOWER BATH MIX- 
ER IN THE WORLD. 


It will assure your customers 
the Highest Satisfaction, Low- 
est Cost of Operation, Absolute 
Safety and Comfort. It auto- 
matically and instantly mixes 
and delivers water of any de- 
sired temperature for any length of time, by a sim- 
ple turn of indicator handle on dial plate. 


The Ingham is the only mixer capable of mix- 
ing steam with cold water without the disagree- 
able pounding noises so common to all other 
mixing devices. 


Investigate the Imperial Shower. Mixer. 
Write to-day for New Illustrated Booklet, “A Good 
Mixer.” Tells all about the Ingham. 


THE IMPERIAL Brass Mec. Co. 


Dept. 1811 Harrison St. and Centre Ave. 
Chicago, Ill. 
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BALL COCK CUPS 
BIBB WASHERS 


Packings of Every Description 
For the Plumbing Trade 


HYDRANT LEATHERS 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL. 


Auburn Leather Goods Co. 
Auburn, N. Y. 


The HOTTEST Blast in the 
QUICKEST Time From 


G. Barthel’s Famous 


Kerosene Furnace 


Gasoline. Kerosene and Al- 
cohol Blow Torches. with G. 
Barthel’s name on same 
Means the best in_ blow 
torches. You, Mr. Dealer, 
should carry them. 


Globe Gas Light Co. 


Distributors 
21-27 Union Street 
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Roberts Water Filters 


The filter 
with a re- 
putation. 

It does its 
work and f( : 
pleases the ee 
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No come- 
backs. 


When you 
have a job 
requiring 
a filter of 
any size, 

remember 
the name 
ROBERTS 
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Roberts Filter Mfg.Co. 


DARBY. PHILADELPHIA, PA. 
Louis Wheelwright & Bro. 
Sales Agents 


Flatiron Bldg. New York 


THE NEW YORK CONTINENTAL 
JEWELL FILTRATION COMPANY 


16 Broad St., New York 
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Ernst Bros., 35 Bagg _ street, Detroit, 
Mich., have the plumbing contract for the 
residence of Homer S. Johnson on Boston 
Boulevard. 

Fred Vollers of Keokuk, Iowa, is in- 
stalling a vapor heating system and the 
plumbing in the Manual Training School at 
Mount Hammel. 

One of the up-to-date Kansas City, Mo., 
master plumbers is H. Johns of 719 E. 8th 
street. He is presenting his customers with 
a useful and expensive alligator bill and 
memo. book. 


Louis M. Lancaster, 1711 So. 12th street, 
Philadelphia, Pa., is making alterations and 
additions to the plumbing in the premises 
1607 and 1609 So. Juniper street, and 1805 
Passayunk avenue. 


Wm. V. Ryan, 1626 S. 19th street, Phila- 
delphia, Pa., has a number of alterations and 
additions to plumbing, among which are 2142 
Ellsworth street, 1257 S. 21st street, and 
1623 S. 19th street. 


Plumbing contracts have also just been 
made by Abram B. Clemmer, Washington, 
D. C., for a dwelling at 642 H street, north- 
west, and an apartment house at 412 Ten- 
nessee avenue, northeast. 


Joseph De Rose, 1521 Ellsworth street, 
Philadelphia, Pa., has a number of contracts 
for plumbing alterations, some of which are: 
1237 and 1239 S. Clarion street and 1509 
and 1511 S. Garnet street. 


Garvey & Mulgren of Mason City, Iowa, 
have the contract for the plumbing and 
heating of the new Knights of Columbus 
Building being erected in that city. Their 
contract amounts to $15,000.00. 


Roy Holser, 76 E. Pine street, Pontiac, 
Mich., has the contract for steam heating 
and plumbing for the bank and office build- 
ing to be erected on North Saginaw street 
for the Pontiac Savings Bank. 


The Peterson-James Co., San Francisco, 
Cal., has been awarded the contract for 
the installation of the plumbing system in 
the building being erected by the Behlow 
Estate Company at Clay and Montgomery 
streets. 


of Chicago, secured the 
plumbing contract for the new Michigan 
Central Terminal being erected on 12th 
street, near Michigan avenue, Detroit, Mich. 
Hanley & Casey, also of Chicago, secured 
the steam heating work. 


Another busy plumber is E. E. Frevert of 
Nappance, Ind. Mr. Frevert has quite a lot 
of work on hand at the present time, among 
which are plumbing in the residences of M. 
S. Weyand, H. E. Cooper, C.-Neff, C. H. 
Whitman, HB. Arcle, Ed Tape and M. Miller. 
He is also installing a hot water heating 
plant in the residence of A. M. Muehler. 


John Dignan, 
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B. F. Rice, 1409 S. Penn avenue, Denver, 
Colo., located there for the last ten years, 
was formerly of Brooklyn, N. Y., and wishes 
to be remembered to his friends. 

Fred L. World has recently moved his 
plumbing shop to 7841 Champlain avenue, 
Chicago, Ill., where he has larger and better 
quarters than at his old location. 


F. Archibald has succeeded to the business 
formerly conducted under the name Shea 
and Archibald, sanitary and heating engi- 
neers, 625 William avenue, Winnipeg, Man. 


Wm. Berndt, Ottawa, Ill., has moved from 
his old location to 315 W. Jackson street, 
where he has lately bought a new building, 
which gives him three times the space he 
formerly occupied. 

The Pittelkow Heating and Engineering 
Co. has been organized in Detroit, Mich., 
and will engage in the erection of heating 
and ventilating systems. They are located 
at 92 West Larned street. 


The firm of Barrett & Snyder, 1011 Wells 
street, Chicago, Ill., has been succeeded by L. 
A. Snyder, who has purchased the interest 
of his former partner and will conduct the 
business under his own name. 

Chas. Werbo, a former student of the 
Philadelphia Trades School No. 1, qualified 
before the Board of Plumbers’ Examiners as 
a master plumber, and has opened a plumb- 
ing establishment at 410 N. 4th street, 


Joseph A. Graf, Jr., has succeeded to the 
business of Graf & Hauck Co., at 971 DeKalb 
avenue, Brooklyn, N. Y., and is now over- 
hauling the plumbing systems of Public 
Schools Nos. 43 and 77, in that borough. 

Cc. G. Kretschman has entered the plumb- 
ing business at Manasha, Wis. The pro- 
prietor is a hustler and has up-to-date dis- 
play room and office. He desires latest trade 
literature, catalogs, ete. from manufatc- 
turers and jobbers. 

Victor D’Hondt, formerly at 13 Maple 
street, Detroit, Mich., is moving into the 
building at the corner of Sherman and 
Riopelle streets, formerly occupied by the 
Peter Smith Heater Co. In his new quar- 
ters he will have plenty of space in which 
to handle the great amount of work he re- 
ceives from the different brewery companies. 


The plumbing, heating and lighting busi- 


ness for the past twenty years carried on 
by J. C. Bitterling at Nos. 951 and 953 
Hamilton street, Altoona, Pa., will hence- 


forth be conducted under the firm name of 
J. C. Bitterling & Co., Mr. Bitterling having 
taken in William Diehl‘and William Hotten- 
stein, two of his former employees, as part- 
ners. They are now engaged upon the heat- 
ing and plumbing contracts on six houses 
on West street for S. A. Kern; also the 
plumbing contracts in the Mapleton Apart- 
ments on Maple street, for R. W. Kurtz. 


| [I Late Patents Issued to Our Trade EI 


TrA N. 
1912. 


1,032,700. RAIN-WATER FILTER. 
PickETT, Odell, Nebr. Filed Feb. 9, 
Serial No. 676,581. (Cl. 210—4.) 

1,032,737. DISH-WASHER. IpA BRowWN- 
RicG, Mount Ida, Kans! Filed Oct. 31, 


1911. Serial No, 657,761. (Cl. = 141——9") 

1,032,646. WATER-HEATER. ADOLF BE- 
LER, Pittsburgh, Pa., assignor to Beler 
Water Heater Co., Pittsburgh, Pa. Filed 
Aug. 14, 1909. Serial No. 512,922. (Cl. 
126—351.) 


1,033,768. WRENCH. Epwarp A. WAGENER, 
Oklahoma, Okla., assignor of one-half to 
Charles E. Close, Oklahoma, Okla. Filed 


Mar. 21, 1911. Serial No. 615,832. Cl. 
81—139.) 
1,032,634. PIPE - FORMING MACHINE, 


Orto H. TAESCHNER and RupOoLPH E, 
WirtH, Chicago, Ill. Filed June 14, 1909. 
Serial No. 502,078. (Cl. 1183—83.) 
1,082,764. THREAD-GAGE. WILLIAM H. 
NICHOLS, Waltham, Mass. Filed Mar. 13, 
1911. Serial No. 614,447. (Cl. 78—147.) 


1,032,676. ACETYLENE - GAS GENE- 
RATOR. CHARLES W. Houm, Troy, Ohio, 
assignor to The Troy Acetylene Company, 


Troy, Ohio, a Corporation of Ohio. Filed 
Feb. 3, 1910. Serial No. 541,817. (ane 
48—52.) 

1,032,696. DRIVING MECHANISM. PETER 
J. MuELLER, Maquoketa, Iowa. Filed Aug. 
31, 1911. Serial No. 647,019. (Cl. 74—29.) 


1,033,068. SANITARY DRINKING-FOUN- 
TAIN. Lesuizr <A. Cooppr, Springfield, 
Mass. Filed Feb. 21, 1912. Serial No. 
679,038. (Cl. 1387—11.) 

1,032,588. SOOT BOILER-CLEANER. L550 


Jno. BAYER, St. Louis, Mo., assignor to 
Bayer Steam Soot Blower Company, St. 
Louis, Mo. a Corporation of Missouri. 
Filed Apr. 6, 1912. Serial No. 688,946. 
(Cl. 122—392.) 

1,032,548. FIRE- EXTINGUISHING 
SPRINKLER-NOZZUE. RuUDOLPH 
M. Hunter, Philadelphia, Pa. Filed Apr. 
27, 1911. Serial No. 623,607. (Cl. 169—5.) 
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R. J. Schwab & Sons Co. 
289 Clinton Street, - - Milwaukee, Wis. 


NO. 1 TIP TOP 
WENT GAP 


Patent applied for 


Is uniqu ? in construction, easy i ‘in 
adjustment and a sticker when 


rightly placed. & 
For Sale by your Jobber 


Miller Foundry & Specialty Oo. 


No. Tonawanda, N. Y. 
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‘ADJUSTABLE 


BRACKETS 


For sinks and trays 
Send for price list 
JOSEPH H. YOUNG CO. 
Boston, Mass. — 

Full line of Plumbers’ Supp 


THE KELLY 
WATER-CLOSET 


(With accessible valve over top of 
earthenware) 


Will Satisfy Your - 
Customers’ Every 
Requirement 


It is absolute and efficient in action, 
tis a water-saver. 
It will prove a sone snake ee Sou. 
Every closet guaranteed for ten years 
,, and will work from 15 to 20 years with- 
out repairs. 
‘ew concerns can conscien- 

tiously make a claim like this. 

Send for catalog of out 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT — 
CHICAGO 
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ECENTLY completed in the City of 
Ottawa, Canada, stands the hand- 
some new Central Union Passen- 

ger Station, in connection with which has 
also been erected the fine twelve-story 
hotel known as the Chateau Laurier. 
Both of these structures were erected by 
the Ottawa Railway Terminal Co. (a 
branch of the Grand Trunk Railway Sys- 
tem), and will make interesting reading 
for the plumbing fraternity who may be 
desirous of knowing how matters in their 
line are handled across the border. In 
this article the passenger station alone 
will be described, and the Chateau will 
be presented in the pages following this 
article. 

The station is of four floors in height 
and provided with commodious waiting 
rooms, train sheds and the various offices 
required for the railway company’s use. 
The entire work was designed and in- 
stalled under the direct supervision of 
Howard G. Kelley, vice-president of the 
railway company. The building was de- 
signed by Messrs. Ross and MacFarlane, 
architects of Montreal and Winnipeg. 
The mechanical equipment was designed 
by Messrs. Westinghouse, Church, Kerr & 
Co., engineers of New York City, and was 
installed under the personal supervision 
of T. Jeffreys Ashe, representing the engi- 
neers. The plumbing work was installed 
by James Ballantyne, plumbing and heat- 
ing contractor of Montreal, in a very 
high-class manner and in accordance with 
the following description and specifica- 
tion: 

HE soil, waste, rain water leaders 
and vent piping, from 3” to 12” 
inclusive, are composed of tarred 

extra heavy cast iron soil pipe and extra 
heavy cast iron soil pipe fittings. 

Above 12” in size the pipe is cast iron 
bell and spigot water pipe in 12-foot 
lengths. 

All joints on the cast iron pipe lines 
are made with picked oakum and molten 
lead, no putty or cement being allowed. 

The waste and vent piping under 3” in 
size is of standard weight galvanized 
wrought iron. 

The traps and fittings on the waste and 
drainage lines 214” and under are shoul- 
dered, heavy, galvanized, cast iron drain- 
age fittings and traps, tapped to give a 
uniform grade to the branches of not less 
than 14” per foot. The fittings on the 
vent lines of similar sizes are galvanized 
cast, or malleable, steam fittings. The 
wrought iron pipe is made up with screw 
joints set up in red lead. 

The use of lead pipe is done away with 
as much as possible, being used only for 
short branches on the soil, waste and 
vent lines. When so used it consists of 
“—D” drawn lead pipe. 

All joints in the lead piping are wiped 
solder joints, as well as joints between 
lead and brass. Between cast iron and 
lead pipe the connection is made by the 
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Fic. 1.—The Service Piping for a Typical Group of Lavatories in the Ottawa Union 


Railway 


use of a cast brass ferrule wiped to the 
lead pipe and calked into the hub of the 
cast iron pipe. Between wrought iron 
and lead pipe a cast brass soldering nip- 
ple is used, which is wiped to the lead 
and screwed into the wrought iron pipe 
or its fittings. Where wrought iron pipes 
join the iron lines the connection is made 
by calking the threaded end of the 
wrought iron pipe into the cast iron hub. 

Where brass pipe is used (which in- 
cludes all exposed metal work, pipe, traps, 
fittings, etc., unless otherwise described), 
it is of polished brass, nickel-plated, com- 
posed of thoroughly annealed, seamless, 
drawn brass tubing of iron pipe sizes. 
Connections between brass pipe and be- 
tween brass and iron pipe are made by 
means of standard iron pipe tapered 
threads, slip-joint couplings not being 
permitted. The brass ferrules used are 
of best quality, bell shaped, extra heavy, 
cast brass, 4” long. The soldering nipples 
are of iron pipe size brass pipe and cast 
brass. 

The brass screw caps for cleanouts are 
of extra heavy type, 14%” thick and with a 
flange 3/16” thick. The body of the 
cleanout ferrule is of the same weight as 
for the brass calking ferrules. 

In running the drainage lines a mini- 
mum horizontal pitch of 144” per foot is 
maintained and where possible 4” per 
foot is used. On the horizontal runs sup- 
ports are spaced every 10 feet, consisting 
in general of wrought iron hangers at- 
tached to the steel floor beams; where 
piping is run close to the floor, pipe 
standards made up of 8” flanges, 1144” 
pipe and wrought iron cradles are used, 
the flanges and pipe being imbedded in 
concrete piers about 12 inches high, 
and where run under floors in the 
ground it is laid on a well rammed 
earth bed. No offsets are made except by 
the use of eighth bends and all bowed 
pipes and skewing of joints are eliminated. 
No short 4%, bends, double hubs, common 
offsets, short roof increasers, bands or 
saddles are used. The connections be- 
tween the vertical soil stack and hori- 
zontal lines are made by means of Y 
branches and eighth bends, and branch 
wastes are connected to the soil stacks 


Terminal 


with long TY’s or Y’s and eighth bends. 

Where the lines are run through brick 
walls, cast iron sleeves are provided, and 
when passing through the roof they are 
flashed with 16-0z. sheet copper, 18” 
square, securely fastened to the roof and 
calked into the iron pipe hub in such a 
manner as to leave chance for expansion 
and contraction of the pipe without 
breaking the joint; these pipes are car- 
ried toa distance of 3’-0” above the roof, 
and if the stacks are less than 4” in diam- 
eter are expanded to 4” by an increaser 
9” long, just below the roof line. 

At the ends of all horizontal drainage 
lines and at other desirable points, cast 
brass, screw cap cleanouts are placed. 
All the brass unions used on the waste 
lines are ground face type set up in red 
lead and are in no case located on the 
sewer side of any basin or other fixture 
traps. 

LL fixtures are arranged to drain 
through one trap and one trap only 
besides the house trap. The traps 

are placed in every case as close to the 
fixture as conditions permit, and are of 
the same weight and thickness as their 
respective branches. The exposed or ac- 
cessible traps, except water closet traps, 
are equipped with cleanout screws placed 
either on the inlet side or below the 
water line. The leader traps are all run-- 
ning traps with cleanouts the full size of 
the trap up to 5” in diameter. The main 
kitchen sinks are provided with grease 
traps. 

The size branches for fixture soil and 
wastes are: For water closets, 4”; for 
sinks, 2”; for lavatories, 1144”; for uri- 
nals, 2”; for slop sinks, 3”; for floor 
drains, 2”. 

The vertical soil, waste and roof drain- 
age stacks taking drainage from the fix- 
tures and roof of the station, are carried 
down to the basement, where they are 
connected together into the house drain, 
which is carried out to the building wall, 
where a fresh-air inlet is connected to a 
fresh-air inlet box located in the side 
wall of the building. On the sewer side 
of the inlet connection is placed the 
house trap, which is provided with two 
extra heavy brass ferrule cleanouts with 
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brass screw caps. From this point the 
house sewer is carried to and into a man- 
hole located just outside the building 
wall in Bessemer street. 

The horizontal vent lines are all 
pitched so as to drain back to the fix- 
tures. Branch vent lines are run above 
the top of all fixtures and branch vents 
are connected to the waste lines as close 
as possible to the crown of the traps. 


taken from the branch soil pipe just ibe. 
low the trap, and no other waste is con- 
nected between the vent and the closet 
outlet. An elevation of a typical cluster 
of lavatories, showing the waste and vent 
piping, is given in Fig. 1. 

Roof leaders are run inside the 2. 
as much as possible, and are carefully 
trapped before entering the soil anc 
waste lines in the basement. The eon 
nections between the cast iron eade: 


1 Relief from +74 
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Fig. 2.—Water Supply Tank with Varior 

Connections. Ottawa Union Railway 

Terminal 
pipes and the roof outlet boxes are mai 
with heavy brass ferrules and 16-02Z. co 
per sleeves. 

Cast iron floor drains are placed in t] 
refrigerators in the kitchen and lun 
room, which are of the combined filo 
drain and trap style, with 2” outlets al 
top of polished brass about 9” x 9” in si’ 

The strainers are hinged, but are he 
in place by a countersunk screw. 

The concealed service water pipit 
both hot and cold, is composed of g 
vanized standard weight wrought ir 
pipe. 

The fittings on the wrought iron pipi 
are galvanized cast or malleable ste< 
fittings, those on the main supply to t 
house tank and the fire lines being ext 
heavy and the balance standard weig 
The service piping exposed is of nick 
plated, seamless drawn, brass tubing 
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Ti ph INNEAPOLIS’ 
WIEAT REGULATO 


MODEL NO. 47. 


This is the model that holds the record 
for sales. It has all of the desirable 
features and differs from our model 
No. 60 only in the time attachment. 


The Easy Winding Features 


in this model are especially desirable. 
The clock swings in a complete circle 
to any position so that the winding of 


time and alarm may be done easily and aanes 
conveniently. Fs 
7 Circle 
The clock is also entirely detachable— 
all windings made with same key— 
time service 24 hours. 
We furnish dealers the kind of co-operation that helps Also 
Detach- 


The Minneapolis Heat Regulator Co. >!e 


Executive Offices and Factory 
Minneapolis, - - 


FACTORY BRANCHES 


Syracuse, N. Y.—218 E. Washington St. Chicago -79 West Lake St. 
Boston, Mass—144 High St. Omaha, Nebr.—3918N. 22nd St. 
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Yours for the Asking 


Our Beautiful Rapidac Hanger 


MUELLER. mg 


A most attractive wall hanger printed in eight colors. A Ze 
design of rare beauty that you will welcome for your office, for g 
above a sink, a lavatory or a bath tub. 


Whether you have MUELLER RAPIDAC 
work in your shop now or not 


we want you to have one—because eventually you're going to 
be enthusiastic about Rapidac Work, and the sooner the better 
for you. It means more customers for you and MONEY IN 
YOUR POCKET. 


‘Tested under 200 pounds hydraulic pres- 
sure and unconditionally guaranteed 


Swift in action, Strong in construction and Sure to give satis- 
faction are the basic principles upon which every MUELLER 


} There's Lasting 
Rapidac piece is built. 


jin Mueller Brass 


DECATUR CUINOIS. 


H. MUELLER MFC. CoO. 


Eascern Divisiva 


NEW YORK,N.Y.,U.S.A, 


Works and General Offices 
DECATUR, ILL., U.S. 4, 
West Cerro Gordo St 


254 Canal St.. Par. Lafayette o) 


GREENWOOD MFG. CO. 
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CLEVELAND PLACE, DETROIT, MICH. 
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iron pipe size, with cast brass, malleable 
pattern fittings. The service piping for 
a typical group of lavatories is shown in 
Fig 1. The diameters of the supplies to 
the various fixtures are given in the fol- 
lowing table: Water closet (flush valves), 
1147 urinals, 7455 lavatories, 14”; slop 
sinks, %”, and sinks, %4”. 

The station service water is supplied 
from a 4” T connection, from which a line 
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BALL FLOAT 


SEE DETA/L OF Coll. 


are similar to the Pratt and Cady, those 
2” and under being all brass and those 
2%” or over being iron body, brass 
mounted. Brass tags are placed on all 
valves showing the numbers and the pipe 
lines they control, and a framed chart is 
located in the basement showing the loca- 
tion of every valve, the number and the 
line it controls. 

Numerous sill cocks are installed con- 
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Fic. 3.—Water Cooling Plant, Provided with Connections for Supply, Return, Ther- 
Ottawa Union Railway Terminal 


mostat and Drain. 
is run to the house tank in the fan room 
on the roof. 
HE house tank is located on the roof 
in the fan room, and is of about 
1,500 gallons capacity. It is con- 
structed of steel and braced with angle 
irons, being supported on steel beams. 
Pressed steel flanges are riveted on for 
supply, discharge, overflow and drain 
connections. Before assembling, all por- 
tions were given two coats of red lead, 
and after erection in place, two coats of 
asphaltum were applied. On top of the 
tank a steel cover is placed, which is 
bolted to the tank and has a manhole for 
access purposes. The water supply is 
governed by a high pressure ball cock. 
A tell-tale pipe is run from the overflow 
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sisting of polished brass hose cocks, with 
loose key handles, located in the side- 
walks, supplied by cold water lines which 
have stop and drip valves located inside 
of station walls. 

The hot water supply for the station is 
furnished from two separate hot water 
heaters, both located in the basement, one 
being of 750 gallons capacity per hour 
(supplying the south addition). The 750- 
and one of 1,000 gallons capacity per hour 
(supplying the south addition. The 750- 
gallon heater has its hot water supply 
carried direct to the space above the third 
floor ceiling, where it is distributed to the 
various drops similarly to the cold water; 
the 1,000-gallon heater runs its main 
supply in the basement, from which 


THAT’S 
the 
ORIGINAL 


Pe! =| Hartman 
Ingot 
Metal Co. 


2511-2513 W. 21st St. 
Chicago, III. 


M.- V. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcoeks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency- Van Buren 
Manufacturing Co. 
- Sturgis, Michigan 


The ‘‘NO-SOL”’ 


Solderless Copper Floats 
Made to Last _—‘ The only Real Float Made 


Always Gives Satisfaction 


4x5 in. oval 


5 in. round a 


The secret of our success with the “NO-SOL 
Fioat is the little rubber washer that is use 
in the seam, without this no float would b 


tight, and the longer the rubber washer isin 


contact with the copper the more tight it gels 
as the rubber vulcanizes to both sides of the 
float and absolutely cannot leak. 

SOLDERLESS floats made without a rubber 


washer in the seam last only a very short 
time. Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. All we ask is that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 

Average number offloats shipped each day 
2,500. We can ship more, send us your order 


pipe of the tank to a convenient loca- 
tion in the basement to give warning in 
case the ball cock fails to work. A com- 
plete detail of this tank is shown in 
Fig. 2. 

The cold water supply for the various 


valved supplies are taken off for the vari- 
ous shafts and carried up to the top of 
the shaft, where a 
return circulation 
line is connected 
and carried back 


Patents March 1898; June 1901 


Estate of CHARLES PERKES 
Manufacturers and Jobbers of 


PLUMBERS SUPPLIES 


Gas Drip and Service Cleaning 
Pumps, Proving Pumps and Mer- 
cury Gauges, Beer and Air Pumps, 
Air and Water Regulators, Beer 
and Air Cocks,Faucets, Beer Bungs 
and Tubes, Tile Gutter Strainers, 
Block Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia, Pa. 


fixtures in the station is taken direct 
from the house tank and distributed in 
the third floor ceiling to the various cold 
water drops. There is also a separate 
direct supply run from the tank to the 
basement for the hot water heaters. 

Each of the cold water drops and each 
of the hot water risers and drops is 
valved, the cold water drops having 
valves located near where the branch 
leaves the main and being drained by 
opening the faucet of the lowest fixture 
supplied. The hot water drops are pro- 
vided with valves similar to the cold 
water at the top, and, in addition, have a 
shut-off valve at the bottom with a T just 
above with a drip valve for draining. The 
hot water risers and drops, which are 
located in the shaft, have shut-off valves 
with valved drips at the bottom on both 
the supply and return lines. On both hot 
and cold water branch to the toilet rooms 
are located valves close to the risers and 
each separate fixture supply is valved 
whenever possible. The check valves used 


down the shaft to 
the basement and 
back to the heater. 
Both heaters are 
supplied by cold 
5 water direct from 
the house tank by 
the line before 
mentioned and are 
of the following 
XQ description: 

Wainwright hori- 
zontal corrugated 
; c water tube type, 

Fie. 4.—Brine Oircu- 3 
lating Coils for with temperature 
Cooling Water. regulators operated 
Ottawa Union by compressed air. 
Railway Terminal Constructed for an 
operating pressure of’50 pounds of steam, 
although it is intended to use them on 
exhaust steam supply most of the time. 
The copper tube surface is sufficient to 
heat hourly the required amount of water 
(750 gallons and 1,000 gallons) from 50 to 
175 degrees Fahr. with exhaust steam on. 


y Baie Ke? 


4 EH Goh 
ton Fype 


and find out. 


Beware of Infringements, 
Manufactured by 


The Ayling & Reichert. Co. 
Toledo, Ohio 


No. 112 Turner qhAde 
COMBINATION HOT BLAST, 
FURNACE Mant 


a Made for gaso- 


line. Has auto- 
| matic BrassPump 

| in Tank. n 

Has ‘Old Reli- 
able’’style of Bur- 
ner. Heats pair 
of soldering cop- 
persand melts po 
of metal at the 
same time. 

Top section can 
be removed av 
the furnace use 
as a blow torch. 
Our new Non- 
d : Leaking Filler 

"i Plug is furnished 
Price $4.50 each with the No. 112. 

Capacity—3 quarts. Consumption—one 
pint per hour. 

All jobbers sell at factory prices. 

Send for catalog of the complete Turner 
line. It is yours for the asking. 


The Turner Brass Works 
SYCAMORE, ILL. 


DECEMBER IST, 1912 


STRONG 


where others are weak 


Mest tank linings are weakest at the joints. The copper sheets 
are not stiff enough to withstand the pressure of the water. 


But four thicknesses of 24 ounce pure Lake Copper, interlocked 


and sealed, give us ninety-six ounces to every square foot at the 


seams of the 


U Copper 
“TANK 


This insures absolute rigidity and makes leaking joints impossible. 


It means strength where strength is most needed and reinforcement 


to the entire tank. The curvature of the front, the decorative bands, 


the paneling on the back and the heavy flange that runs all the 


way round the inside of the tank at the top, combine to make the 


Pfau White-Copper Tank a marvel of strength and durability. 


All Jobbers 


THE PFAU MANUFACTURING CO. 


CINCINNATI, OHIO 


With ordinary care the Pfau White- 
Copper Tank should last a lifetime. But 
in case fire or accident should render 
the tank unfit for further service, the Ccop- 
per and brass that enter into its manufac- 
ture will have a market value equal to a 
large percentage of the original cost. 


The Pfau White-Copper Tank and the 
Pfau Sanitary Seat finished to match, can 
be installed with any type of bowl and 
will give perfect service and lasting sat- 
isfaction. 


Guaranteed by the Makers 
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OOLED water at a temperature of 45 
to 50 degrees Fahr. is supplied to 
the various drinking water foun- 

tains in the waiting rooms and lunch 
room. This system consists of one loop 
of %4” standard galvanized wrought iron 
pipe running from the cooling tank in 
the basement to the various fixtures and 
returning to the tanks, circulation being 
maintained by means of a pump. Indi- 
vidual connections between the loop and 
the fountains are as short as possible, 
being in no case over 6” long. These con- 
nections are each supplied with a stop 
valve. 

The cooling water tank, as shown in 
Fig. 3, is supplied with water through a 
1%” cold water connection governed by a 
ball cock, and is constructed of 3/16” gal- 
vanized sheet iron. The tank is 48” in 
diameter, stands 50” high and has a re- 
movable wooden cover. Flanges are pro- 
vided for water supply, drain, return and 
thermostat connections. The suction of 
the circulating pump is taken out of the 
bottom of the tank and the return dis- 
charges into the top, through a perfor- 
ated pipe. The circulation of brine in 
the tank is maintained through two cool- 
ing coils of 144” extra heavy galvanized 
iron pipe, as shown in Fig. 4, each sep- 
arate coil being continuous without joints. 

One coil has a diameter of 33” and the 
other of 16”, both having 10 complete 
turns. In the brine supply pipe is in- 
serted a special diaphragm actuated 
pronze shutoff valve controlled from a 
thermostat placed in the cooling water 
tank, the valve itself being operated by 
compressed air. 

The pumps for the circulation of the 
drinking water are in duplicate, to insure 
continuity of service. Each pump has a 
runner and casing of cast iron and is 
driven by a %4 horsepower electric motor 
(230 volts direct current), and is capable 
of delivering 1,000 gallons of water per 
hour against a 30-foot head. The motors 
and pumps are mounted on the same bed 
plates, and each motor has a separate 
starting rheostat. 

The fire protection is supplied by an 
existing 6” fire main through standard 
weight galvanized wrought iron pipe with 
extra heavy galvanized fittings. The fire 
risers are 4” in size throughout, with 2%” 
connections at each floor and on the roof. 
Shutoff valves, with drips, are placed just 
below the roof for all roof connections, 
and also at the bottom of each riser. 

The outlet valves are 214” bronze angle 
hose valves with rising stem, rene *able 
dises and bronze wheel handles, finished 
and nickel-plated all over with a heavy 
cast brass nickel-plated escutcheon. 

The racks are heavy, cast brass, nickel- 
plated, with pressed zinc supporting pins, 
concave in form and of such a radius 
that the hose is not pinched at the folds, 
and of sufficient distance apart to give 
ample room for folds. The pin supports 
are nickel-plated brass angles fastened to 
the rack with nickel-plated bolts. The 
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pins are permanently attached to one 
side only of the rack, and the rack meas- 
ures 22” from the center of the support- 
ing nipple to the end of the rack. The 
attachment of the rack to the hose nipple 
is accomplished by a sleeve of heavy, cast 
brass, nickel-plated, the upper end of 
which is threaded with a 214” standard 
taper thread and the lower end with a 
thread to fit hose coupling. 

At each outlet is supplied a 100-foot 
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Fig. 1—Typical Soil, Waste and Vent 
Connections for Bathrooms. Chateau 
Laurier 
length of 2%4” “Underwriters” best linen 
hose, with nickel-plated couplings at each 
end (of the expansion ring type of seam- 
less drawn brass tubing about 144” long 
and weighing five pounds, with the threads 
the same as those in use by the fire de- 
partment of the City of Ottawa). The 
nozzles are of nickel-plated, cast brass, 
smooth bore type with an even taper. In 
general, the hose is hung directly on the 
wall, but in some places it is hung in 
cases in the wall, at which points are pro- 
vided glass doors, with nickel-plated 

brass frames and angle couplings. 
There are Siamese connections pro- 


~ cork 


vided at three points, which are of heavy 
polished brass, with 4” outlets and two 
21%” inlets, with caps, chains, check 
valves and escutcheons. The 4” openings 
are of standard threading, but the 214” 
agree with the fire department standard 
of the City of Ottawa. 

The hot water piping is covered with 
magnesia sectional covering of 35% mag- 
nesia and the fittings with asbestos- 
magnesia cement of equal quality and 
thickness. Canvas jacketing is applied 
over all covering and banded with lac- 
quered bands. The covering for the 
heaters is of asbestos-magnesia 114” thick 
blocks, wired on and finished with 14” 
hard plaster finish. 

HE cold water piping, where ex- 
posed and likely to sweat, is cOv- 
ered with corrugated 4-ply wool 

felt covering, one inch thick, which is 
lined with tar paper. The fittings are 
covered with 3-ply similar covering 3” 
thick. This covering is all jacketed and 
banded similar to the hot water just 
described. The canvas jacket on both 
hot and cold systems received two coats 
of lead and oil paint. 

On the drinking water lines Nonpareil 
sectional cork covering is used, all joints 
being broken and the contact surfaces at 
all ends and longitudinal joints being 
coated with waterproof cement. The fit- 
tings are encased in cork jackets with 
similar cement on all joints, after which 
the entire covering received a final coat 
of asphalt paint. On all main lines the 
covering is 144” thick and on 
branches under 6’ 0” in length 14” is 
used. 

The drinking water pumps are insu- 
lated with 2” thick cork blocks, applied in 
a similar manner to the covering on the 
drinking water piping and securely wired 
in place. Outside of this is applied a 
covering of 8-oz. canvas, sewed on and 
painted two coats of waterproof paint. 

The fixtures installed in this building 
are of Trenton Potteries Company’s, Tren- 
ton, N. J., and of Jas. Robertson Com- 
pany’s make, and were all supplied by the 
Jas. Robertson Company of Montreal, 
and are as described in the following list: 

21 water closets, type A——Heavy vitre- 
ous siphon jet with raised Boston vent, 
back inlet and bottom outlet. The back 
surface of the closets extends from floor 
to top of closet at right angles. Closets to 
have heavy brass floor flanges and bolts 
with porcelain bolt caps. A “Porceloid” 
seat (saddle type) 144” thick, no cover, 
hinge rod of coppered steel, brass hinge 
posts covered with porcelain caps, 114” 
inlet spud, to be long enough to go 
through 2” marble back, closet to be oper- 
ated by a rough brass Kenney flushometer, 
placed back of partition, with China han- 
dle extending through partition with nec- 
‘essary N. P. brass escutcheons. 

21 water closets, Type B.—These closets 
are to be the same as Type A closets, but 
‘are to be top inlet and not to have local 


vent. The Kenney fiushometer is to be 
finished and nickel-plated. The flusho- 
meter to have an angle pattern stop valve, 
with N. P. cast brass escutcheons. 

6 water closets, Type C.—‘‘Fleur de Lis” 
vitreous ware, siphon wash down, with 
heavy brass floor flanges, bolts and porce- 
lain bolt caps. Birch stained mahogany 
seat (no cover), rubbed finish and N. P. 
brass bar hinges with re-inforcing plate, 
N. P. Kenney flushometer with lever han- 
dle and angle stop valve, as in Type B 
closet. 

7 slop sinks, Type D.—24” x 22”x 12” 
galvanized cast iron roll rim slop sink on 
cast iron full “S” trap standard, with 
brass cleanout screw and vent connec- 
tions tapped for 2” I. P. heavy brass floor 
flange and bolts, and each slop sink to 
have N. P. brass bar strainer and 2%,” 
compression index cocks flanged female. 

10 urinals, Type E.—Vitreous ware si- 
phon jet, with back inlet, back outlet, 
local vent connection at back and integral 
outlet strainer. These urinals to be oper- 
ated by a rough brass Kenney flusho- 
meter placed back of partition, with lever 
handle extending through partition with 
China handle and N. P. escutcheons. 

8 urinals, Type F.—These are to be the 
same as Type A, only they are to be tor 
inlet, are to have no local vent and ar¢ 
to be supplied with a N. P. Kenney flusho 
meter with angle stop valve behind par 
tition, with set screw and escutcheons 
through partition, same as for closets 
Type B. 

16 lavatories, Type G.—Selected vitre 
ous porcelain, 27” x 23”, and back with in 
tegral supply nozzle, integral waste out 
let, porcelain leg and wall braces. Lava 
tories to have push button hot and col 
supply valves operated through back 0 
lavatories and connected to integral inle 
spud, N. P. waste, 144”, 4S rough bras 
trap connected to integral spud outlet 
and tapped 114” on outlet. — 

42 lavatories, Type H—To be simila 
to Plate 607-K, Trenton Potteries Co.’ 
catalog, with vitreous china leg and wa 
braces. Lavatory to be 28” x 22”, and t 


‘be fitted with N. P. Nassau pattern wast 


china knob, compression low-down basi 
cocks with china indexes marked “Hot 
and “Cold,” N. P. 114” trap with straigh 
slip inlet and outlet tapped 144” femal 
%” I. P. size N. P. brass supplies to wa 
with angle pattern shut-off valves an 
cast brass escutcheons. Supplies an 
waste to be placed as close under lav: 
tory as possible. 

12 lavatories, Type I.—Vitreous chin 
lavatories with integral back and apro 
and leg, depressed overflow with Nassa 
pattern waste, N. P. low-down compre 
sion indexed cocks with %” N. P. su 
plies to wall with angle pattern indexe 
shut-off valves with N. P. escutcheons at 
114%” N. P. cast brass “P” trap wil 
straight slip joint inlet and q 
outlet tapped 114” I. P. female. 

6 drinking water fountains, 


C, ie our 


Fic. 2.—Elevation Showing Drain and Vent Piping Co 


CA Waste. 


nnections in Typical Lavatory and Urinal Installation in the Chateau Laurier, Ottawa, 


Canada 
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as selected by owners and architects. 

4 barbers’ lavatories, Type K—To be 
vitreous china oval lavatories, 33” x 24”, 
as 650-K Trenton Potteries Co., and ped- 
estal as 649-K Trenton Potteries Co., with 
red metal Fuller combination supply and 
waste fixture, with china handles marked 
“Hot” and “Cold,” and china knob marked 
“Waste,’ with red metal supplies to wall 
with red metal angle valves indexed and 
114” red metal P trap with outlet tapped 
1%” I. P. female. 

1 manicure table of Wolf manufacture, 
and 4 barber chairs and 1 sterilizer. 


The New Chateau Laurier 
HE companion structure of the Cen- 
tral Union Passenger Station at 
Ottawa is the magnificent twelve- 
story hotel, known as the Chateau Laurier. 
This hotel is a building of over 350 bed- 
rooms, with over 200 private bathrooms. 
The entire building and the work was 
designed and installed under the charge 
of the same architects, engineers and 
supervisors, with the exception of the 
plumbing, which was constructed by the 
Garth Company, of Montreal, Canada, in 
a very high-class manner. 
The following is an outline of the 
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Fic. 3—Water Heater Arrangement Showing Details of Piping in the Chateau Laurier 
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plumbing work which is, to as large an 
extent as possible, similar to the passen- 
ger station. 

The drainage system, including all soil, 
Waste, vent piping and roof leaders from 
eto 8” in diameter, is of extra heavy 
cast iron soil pipe, with extra heavy cast 
iron soil pipe fittings, both of which are 
tarred and are of the same weight used 
in the station. Above 8”, however, first 
quality bell and spigot cast iron water 
Pipe is used. 

The waste and vent piping under 3” in 
Size is the same as that used in the sta- 
tion. The traps and fittings used are also 
of the same specifications. Short fixture 
connections of lead pipe are used here 
the same as in the station. 

Brass pipe is used for all exposed soil, 
waste and vent piping, and is thoroughly 
annealed, seamless drawn brass tubing of 
iron pipe size. All joints in the brass 
Piping are standard screw joints, with 
regulation iron pipe taper threads. Con- 
nections between brass pipes and between 
brass and iron pipes by means of slip- 
joint couplings were not allowed. The 
brass ferrules used are of the same style 
and weight as those in the passenger sta- 
tion, and the same applies to all other 
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brass soldering nipples, brass screw caps 
for cleanouts and brass cleanout ferrule. 
Brass is used throughout (unless other- 
wise particularly mentioned) for all ex- 
posed metal work around the fixtures, 
traps, seat hinges, legs, standards, hold- 
fasts, clamps, flange bolts, screws, wash- 
ers, faucets, etc., being polished and 
nickel-plated. 


HE entire drainage from the Cha- 
teau is discharged through a 12” 
line into a private cast iron sewer, 

which runs partly in and partly under a 
pipe trench located between the Chateau 
and the station, finally emptying into the 
city sewer. Just inside the Chateau 
wall is placed a 12” running trap, back of 
. Which is taken off an 8” fresh-air inlet, 
Which terminates in a special cast iron 
fresh-air inlet box. The house drain con- 
tinues back from here in trenches, to 
which line the soil, waste and roof leader 
stacks are connected. At the ends of all 
horizontal runs and at other necessary 
points, cleanouts are located. 

The soil and waste stacks extend at 
least 3’-0” above the roof in full caliber. 
Any stacks less than 4” in diameter are 
enlarged to 4” by an increaser about 9” 
long, located at least a foot below the 
roof. All vent stacks are terminated well 
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away from all windows, shafts and other 
ventilating openings, and offsets in these 
vent stacks above the highest fixture are 
made at 45 degrees. 

Short TY’s for branch connections were 
permitted on the vertical stacks only, 
while long TY‘s and long quarter-bends 
were used throughout. Short quarter- 
bends, double hubs, short roof increasers, 
common offsets, bands and saddles were 
not allowed in any case. 

All traps are protected from siphonage 
and back pressure by special lines of 
vent pipes. The horizontal offsets neces- 
sary in the vent risers are made, if pos- 
sible, at 45 degrees and all vent stacks 
are connected at the bottom, so as to pre- 
vent the accumulation of rust scale. Fig. 
1 shows on elevation of a typical soil and 
vent stack and the method of making 
horizontal offsets. The branch vent head- 
ers are run above the tops of all fixtures 
to prevent the use of the vent pipes as 
soil or waste lines. 

The earthenware traps in the water 
closets are vented from the soil pipe im- 
mediately below the trap, with no other 
waste connection between the vent and 
the fixture. The traps are in all cases 
of the same size, weight and thickness as 
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Merry Merry 


Christmas! 


“Falcon” Waste Plug Spanner 


Any tool which will increase your earning capacity is a safe 
gift to yourself. 

The “Falcon” will replace all sorts of TIME-WASTING MAKE- 
SHIFTS at small cost and is universally adaptable for use with all sorts 
of bath, basin, sink, etc., strainers—an every day necessity in your kit. 
The adjustable handle makes possible all the sorts of convenience which 
“snug-size” suggests. Get free pipe tools pamphlet No. 26. 

TRY YOUR DEALER, FIRST, FOR “FALCONS” 


J. H. WILLIAMS & CO. No. 75 Richards St., Brooklyn, N. Y. 


a 


THOMAS DEVLIN MFG. Co. 


OFFICE—Third and Lehigh Aves., Philadelphia, Pa. 
WORKS—Burlington, N. J., U. S. A. 


design, quality of Material and Finish. 
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their corresponding branches. All traps, tunnel and running from the power the main, and, in addition to this, each 
with the exception of the water closets, house; a 4” connection is taken off of the individual fixture is provided with a shut- 
have cleanout and access screws located main near the Chateau building line and off valve whenever possible. The sizes of 
either on the inlet side or below the is run up through the center of the tower the single branches to the various fixtures 
water level. The iron traps on the house to the house tank. This line is run with are as follows: Water closet flush valves, 
drain and leaders are running traps, with standard galvanized pipe and. extra 1144”; urinals, %4”; lavatory, 14”; slop 
full-size hand-hole cleanouts up to 5” in heavy galvanized fittings. sink,%4,”; baths, 4”, and showers, %4”. 
size. Typical soil, waste and vent con- The house tank is 12 feet in diameter HE cold water supply to the fixtures 
nections for the bathrooms are also and 20 feet high, being located high up in is carried down from the tank and 
shown in Fig. 1. the tower. This tank is of steel and has branched horizontally at the eighth 
The sizes of the soil and waste branches _ riveted forged steel flanges for the fol- oor ceiling, connecting there with the 
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Patented Seat 


Operating Fixtures 


Known to the 
Trade as the 


“Challenger” 


They are different 
from all other makes. 

These fixtures are the 
kind that you can sell 
easily. Your customer 
appreciates their merits. 

Mr. Plumber, they 
hold a good profit for 
you. Remember the 
name 


“Challenger” 
Seat Operating Fixtures 


Fic. 4—Longitudinal Section of Main Hot Water Heater, Showing Coil for Heating and Connections for ‘Various Broken 
Heater Supported in Cradle. Chateau Laurier, Ottawa, Canada 
and traps for individual fixtures are as lowing connections: Supply to tank, 4”: tops of all the cold water drops which ar 
follows: Water closets, 4”; sinks, 2”; lav- cold water to fixtures, 6”; overflow, 4”; located in the pipe shafts in various part 
atories, 114”; urinals, 2”; floor drains, 2”; drain, 4”; supply to hot water heater, 4”, of the building. A cross connection i 
slop sinks, 3”; baths, 2”, and showers, 3”. and hot water relief pipe, 1”. run between the tank supply pipe and th 
Fig. 2 shows an elevation of a typical The valved drain from the tank is con- main fixture supply pipe to allow th 
cluster of lavatories and urinals, with the nected to the overflow pipe, which is run tank to be cut out of service when nece 
waste and vent piping connections. sary. Cold water drops are provided wit 
The roof leaders are located inside of valves as in the station, so that they ca 
the Chateau whenever possible, are sup- be completely drained by opening th 
plied with deep seal running traps before lowest fixture on the line. 
they enter the soil and waste lines, and The hot water system is divided int 
the connections to the roof outlet boxes three parts, one of which supplies tl 
are made in the same manner as in the kitchen and laundry, one the main publ 
eee toilet room and barber shop and one tl 
SYSTEM of floor drains is installed balance of the building. The hot wat 
in the basement, which (together for the kitchen and laundry is obtain¢ 
with some of the kitchen fixtures) from a heater located in the machine! 
discharges into special vented cast iron room, the supply from the heater beir 
receptacles, which, in turn, are connected run on the ceiling of the sub-baseme! 
to the regular drainage system. No traps and a return circulating line located | 
on the fixtures discharging into these the sub-basement floor and in the pi 
lines are back vented. The floor drains trench. The hot water for the barb 
(with the exception of those in the re- shop and main public toilet is obtain 
frigerators) are similar to those used in from a small heater located in the f: 
the station. The drains from the floor in room directly under the main toil 
laundry, located in the sub-basement, are room. 
provided with “Pennie” back-water valves, The balance of the building gets its h 
made by the Kennedy Valve Mfg. Co., water from the main hot water heate 
Elmira, N. Y., which are installed on the which is located in the machinery roo 
lines leading to the main drain and lo- in the sub-basement. The cold wat 
cated in a pit with a cast iron frame and supply for this heater is brought dov 
cover. direct from the house tank and the h 
In the drainage for the kitchen fixtures water supply is carried directly up tot 
grease traps are provided for each of two Fic. 5.—Oross Section of Hot Water eighth floor ceiling, where horizont 


Mr. Jobber, you can 
buy this hardware and 
assemble your own seat 
action outfits fromstand- 
ardtanks,bowlsandseats, 


No Springs, Cup-Leathers 
or Packing Boxes 


Here are the specifications for our No. 
44 Combination: 


Plain Oak Solid Bent_Low- 
Down Tank, Piano Finish, 
Copper Lined, with Trim- 


ne peat Opera ne dish washers and for a two-part pot sink. Heater BRO 4. Chateau branches are run connecting to the h 
Connection. Can _ furnish These traps are 2114” high, 20” in diam- water drops in the various shafts. The 
ROUIG Core a eS eter, of cast iron, enameled inside and to the pipe tunnel so as to discharge near drops are all continued down to the st 
Detail description ftir= painted outside, with cold water connec- a sump. basement floor, where they are connect 
nished on application. tions for cooling the grease. The cold The inlet supply to this tank is gov- together and carried back to the heater 
water connections are valved and are pro- erned by a balanced tank valve of brass, form a circulating system. 

Send for Catalogue vided with unions to allow easy removal angle type, good for a working pressure Hot water drops are provided wi 
and Prices. of the trap when desired. of 150 pounds. This valve is operated by valves at the top in a manner similar 


The water supply piping, both hot and a float rising and falling with the water that described on the cold water. In | 
cold, is similar to that used in the station level in the tank. A tell-tale pipe is run dition to this, a shutoff valve is locat 
just described. All exposed service pip- to the receiving clerk’s office in the sub- at the bottom of the drop, with a tee 4 
ing is of seamless drawn brass tubing, basement to warn the engineer of a fail- drip valve just above. In cases where! 
iron pipe size. The brass fittings are of ure of the shutoff valve in the tank to water risers and return drops are locat 
cast brass, malleable pattern. operate. in the same shaft, shutoff valves, t 

The water supply for the Chateau is Supply branches to toilet rooms or in- and drips are located in both supply 4 
obtained from a main located in the pipe dividual fixtures have valves located near return lines at the bottom. An air rel 
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pipe is run from the highest point of the 
main hot water supply pipe to some dis- 
tance above the house tank and then 
spilled into the tank through a funnel. 

The two hot water heaters are of 2,000 
gallons and 500 gallons capacity per hour. 
They are of the Wainwright water tube 
type and made to withstand a working 
pressure of 50 pounds of steam, although 
exhaust steam is the usual heating 
medium. The pipe connections around 
these heaters are shown in Fig. 3. Their 
capacities are based on sufficient copper 
tube surface to raise the quantities of 
water given from 50 to 175 degrees Fahr. 
with exhaust steam only. 

The main heater, a complete longitudi- 
nal section of which is shown in Fig. 4, is 
made of %¢” steel shell with 14” steel 
heads and measures about 16-0” long and 
4-0” in diameter. Forged steel flanges 
are riveted to the heater, providing for 
the following connections: Hot water out- 
let, 4”; cold water inlet, 4”; steam sup- 
ply, 4”; steam return, 3”, and drain, 3”. 

There is also a flange for a thermosta- 
tic connection. The steam is run through 
a brass coil of 2” iron pipe size brass 
pipe, with cast brass headers. Support 
for the heater is furnished by concrete 
cradles. Fig. 5 is a cross section of heater. 

In the main flow line of each of the 
three heaters thermometers having a 9” 
scale face with straight stem and sep- 
arable socket are located. These ther- 
mometers have non-separating mercury 
columns and register from 30 to 240 de- 
grees Fahr. Thermostatic control is 
placed on each of the three heaters, the 
thermostats operating diaphragm steam 
valves by means of compressed air. 


LL shutoff valves are gate valves, 2” 
and under being of brass and those 
of 2%” and up being iron body, 

brass mounted. Those are for a working 
pressure of 100 pounds, except the valves 
on the tank supply, which are for 150 
pounds. The check valves are of brass, 
2” and less, and above this size iron, 
brass mounted. The valves are all tagged 
and charted similar to those in the sta- 
tion already described. 

The supply for fire protection is ob- 
tained from the 6” fire main in the pipe 
tunnel at the wall of the Chateau, and is 
distributed through standard weight gal- 
vanized wrought iron pipe with extra 
heavy galvanized cast iron fittings. The 
horizontal lines in the sub-basement are 
run in pipe trenches and are supported at 
10-foot intervals with Wrought iron pipe 
hangers. All fire risers supplied from the 
horizontal runs are 4” in size, with 214” 
outlets at each floor. The hose valves, 
hose, hose racks and fittings are all simi- 
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Dat I am very lucky man? 
You weel no find een all da Jan’ 
So sadda creature; 
No happiness I gona see 
Teel som’theeng com’ an’ maka me 
So poor like once I use’ to be 
Or moocha reecher. 


Of course, eef I was verra poor 
I no could have dees fina store, 
Weeth gold sign above da door: 
“T, McAroni.” 
But here I steeck da whole day through 
Por catcha dollar beell or two, 
An’ dere ees mooch T radder do 
Dan maka money. 
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OU theenk baycause I own dees stan’ 


lar to those in the station. There are 
two Siamese connections on this system, 
with 214” inlets threaded to agree with 
the Ottawa Fire Department standard 
and a 4” outlet with 4” standard pipe 
threads. 

The hot water supply pipes and the 
hot water returns are covered according 
to the specifications in the station. The 
heaters are covered with 1%” blocks of 
35% magnesia, wired on and finished all 
over with 14” hard plaster finish. 

The cold water piping at the ceiling of 
the eighth floor, that in the circular space 
leading from the basement to the house 
tank in the tower, all exposed pipe (ex- 
cept nickel-plated brass) and all exposed 
runs in the basement and sub-basement 
are covered with 1” thick corrugated, 
4-ply, wool felt covering, tar paper lined. 


HE fixtures installed in this build- 
ing are those made by the J. L. 
Mott Iron Works, New York City, 
and were supplied by the J. L. Mott 
Iron Works, Ltd., Montreal, Canada, de- 
scribed in the following: 208 “Langham” 
vitreous siphon jet water closets, with 
nickel-plated “Presto” push button flush 
valve with china name plate, nickel- 
plated brass adjustable shut-off valve 
with loose key handle with lock shield 
and wall connection, nickel-plated cast 
brass escutcheon with set screw. Birch 
stained mahogany cabinet finished seat 
and cover, with “Langham” hinge, extra 
heavy brass floor flange for lead connec- 
tion, bolts and porcelain bolt caps. 

21 “Langham” vitreous siphon jet 
water closets, with “Boston” local vent 
and nickel-plated brass vent collar, fitted 
complete with other fittings, same as de- 
scribed for the “Langham” closet. 

4 “Compacto” vitreous siphon wash-down 
closets, equipped with nickel-plated “Sim- 
plex” flush valve with solid brass nickel- 
plated lever handle and other fittings 
similar to those specified for the “Lang- 
ham-Presto”’ combination. 

6 “Langham” vitreous siphon jet water 
closets, with fittings exactly the same as 
the 208 “Langham” water closets de- 
scribed above, except that the outlet of 
this closet is to wall instead of to floor. 

11 “Beekman” vitreous siphon jet water 
closets, equipped with nickel-plated brass 
“Simplex” flush valve; other equipment 
same. 

220 “Tremont” Imperial porcelain lav- 
atories, selected Class “B,” size Pathe oe ple 
with Imperial porcelain standard, nickel- 
plated brass wall supports, “Nassau” 
waste, new style, with china knob, nickel- 
plated brass compression, low-down fau- 
cets with china name plates and coup- 
lings for 1%” iron pipe. Nickel-plated 
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Oh, I was glad eenside my heart 
W’en I was poor an’ firsta start 
For sal da fruit from leetla cart 
I poosh bayfore me. 
I deed not mak’ so moocha mon’, 
But I my store-on-wheels could run 
From place to place, an’ seet een sun 
Dat cheer an’ warm me. 


So now I am not happy man 
To be een dees so colda lan’, 
But I am steeckin’ to dees stan’ 
For maka money, 
Een hopes dat som’ day you weel see 
An aut’mobile een Italy, 
An’ on da door of eet weel be: 
“T. McAroni.” 


—T. A. DALy. J 


1%” half S trap, with short, straight, slip 
inlet and outlet tapped for 114” iron pipe. 
Nickel-plated brass iron pipe size supply 
pipes to wall, with angle stop valves, 
nickel-plated cast brass escutcheons, with 
set screws for both wastes and supplies. 

124 “Claremont” Imperial porcelain lay- 
atories, selected Class “B,” size Zlexiadn 
with Imperial porcelain standard and 
wall supports, nickel-plated “Nassau” 
Waste with new style china knob; other 
fittings same. 

19 “Bedford” porcelain enameled cast 
iron lavatories, with integral apron, size 
24” x 181%”, equipped with “Hygeia” waste 
(plug and chain). 

10 barbers’ lavatories, “Chelsea” Im- 
perial porcelain, selected Class aS Oi le 
x 24”, with Imperial porcelain pedestal. 
Nickel-plated No. 2 “Primus” combina- 
tion supply and waste with china handles. 
Over each lavatory is placed a combina- 
tion shampoo with body set into wall, 
and handles, china name plates and noz- 
zles in nickel-plated brass showing at 
face of wall. Valves are fitted with re- 
movable bonnets, so made that they can 
be repacked and have washers replaced 
from the front. With each shampoo there 
is furnished six feet of best red rubber 
tubing, with nickel-plated brass coupling 
on each end, and also nickel-plated 3” 
diameter shampoo head rubber bound 
with wooden handle and wall holder. 

2 “Arlington” Imperial porcelain mani- 
cure tables, selected Class “B,” with Im- 
perial porcelain pedestal and_nickel- 
plated brass “Perfecto” combination 
waste and supplies. 

96 “LaSalle” Imperial porcelain baths, 
selected Class “B,” 5’-0” long, which are 
set in left-hand corner. Outside of bath 
is smoothed and primed with one coat of 
paint (final finishing completed after 
bath is set in place). Each bath is fitted 
with nickel-plated brass “Unique” com- 
bination top bell supply and waste fit- 
tings, with china name plates on handles. 
Waste is full 2” in size and supplies BAe 
Overflow tube is so attached to outlet that 
it will not vibrate when bath tub is being 
emptied. 

90 “LaSalle” bath tubs are fitted com- 
plete, like described above, except that 
these baths are to fit in right-hand corner. 

6 “Universo” 4’-10” Imperial porcelain 
bath tubs, selected Class “B,” with Im- 
perial porcelain legs. 

1 “Universo’”’ Imperial, selected Class 
“B,” bath tub, equipped with nickel- 
plated brass “Unique”’ fittings. 

2 “Lenox” porcelain enameled, cast iron, 
roll rim baths, 5’-0” long. Each bath is 
equipped with “Hconomic” nickel-plated 
combination compression faucets. 

13 nickel-plated brass combination nee- 
dle and shower baths. These fixtures are 
made to fit the various positions in which 
they are shown on the plans. All ex- 
posed parts of them are to be nickel- 
plated; parts unexposed are rough brass. 
Valves where set in the wal] are fitted 
with removable bonnets. 

16 galvanized cast iron, roll rim, slop 
sinks, 24” x 20” x 12” are mounted on cast 
iron, full S trap standards. Trap stan- 
dards are furnished with brass cleanout 
screws, and where desired to have vent 
connection above floor, tapped for 2” iron 
pipe. 

20 “Purita” vitreous ware siphon jet 
urinals with top inlet, back outlet, local 
vent connection at back and _ strainer 
vent connection at back and strainer in 
outlet made integral with bowl. 
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Easy to install 
and regulate— 
with no coils to 
clog up. 


Prices on Request 


Sole Manufacturer 


Dept. B, Buffalo, N. Y. 


770 


N item which should be strongly im- 
pressed upon the mind of the aver- 
age fitter is the importance of the 

little things in connection with his work. 

The essential parts of a heating system 
may be well proportioned, the material 
first-class and the operation of the plant 
satisfactory in every way, but if some 
faulty piece of work catches the eye of 
the owner, it may have more effect upon 
him than all of the good points put to- 
gether. The fitter should constantly bear 
in mind the points which may affect 
either the appearance or the working of 
his plant, as well as the larger ones. 

A case of this kind is illustrated in 
Fig. 1. The plans call for so many feet 
of radiation in each room. In order to 
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Fic. 1.—An Installation of This Character 
Not Neat or Attractive 


keep down the cost and simplify matters, 


the fitter orders them all of the same pat- - 


tern and of the same height. It is sur- 
prising what a difference in appearance a 
job presents when the radiators have been 
chosen with reference to their location. 
It is true this may cost slightly more, but 
the reputation gained for first-class work 
will usually more than offset this. 

If a piece of work is estimated under 
close competition, and it is necessary to 
figure standard height radiators through- 
out the building, the case should be laid 
before the owner before the radiators are 
ordered, together with an estimate of the 
additional cost for using those best adapt- 
ed to the conditions. Often changes will 
be called for only in one or two rooms, 
making the extra cost very small. If the 
matter is put up to the owner in a proper 
way, he will usually appreciate the oppor- 
tunity to make the changes, and, if not, 
it is up to him if the appearance is not 
satisfactory. 

The best way is to do only the best 
work, and allow for it in the price sub- 
mitted. The writer remembers one con- 
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LITTLE THINGS IN 
HEATING 


By Chas. L. Hubbard 


tractor who had a reputation of this kind, 
put who was practically never the low 
bidder. However, jobs were often given 
to him at the request of the owner on ac- 
count of his reputation for good work, 
and it was not uncommon to award work 
to him without competition. 
HE better appearance of Fig. 2 over 
Fig. 1 is at once apparent. In Fig. 
1 four sections of a 3-column radi- 
ator, 38 inches high, are used. The radia- 
tor is placed at the side of the window and 
the connection made above the floor. In 
Fig. 2 the same amount of heating surface 
is used, but the radiator is of the single- 
column pattern, 23 inches in height, and 
contains twelve sections instead of four. 
This radiator is shallow and is placed 
under the window. The connection is 
carried in the floor and rises directly into 
an angle valve, making a neat job. 

The advantages of the wall pattern 
radiator for certain locations should be 
mentioned. This is an especially good 
type for places where a comparatively 
small amount of surface is called for, as 
in toilets, bath rooms, entries, etc. It is 
efficient, neat in appearance and is sup- 
ported from the wall, leaving the floor 
free for sweeping and cleaning. 

The item of neatness in making radia- 
tor connections is of great importance. 
The arrangement shown in Fig. 2 gives 
the best drainage, especially in single 
pipe work, and if the “ynion” type is used, 
the radiator may be easily disconnected, 
either for repairs or temporary removal. 
Nickel-plated valves, with rough bodies 
and finished fittings, are now commonly 
used. 

Objection is sometimes raised against 
concealing the radiator connections on 
account of possible leaks. The possibility 
of leaks in first-class work which has been 
thoroughly tested is, however, very small. 
Plants have been in use for 30 years and 
longer without leaks in concealed radia- 
tor connections. All radiator valve stems 
should be carefully packed at the time 
the radiators are set. A system is some- 
times condemned because of leaks from 
this cause. 

The painting and bronzing of pipes and 
radiators is often included in the heating 
contract. This part of the work should 
be pleasing and artistic. Effects may be 
produced when pipes and radiators are 
treated in harmony with the general color 
scheme of the room. Ironwork should be 
carefully cleaned of all rust and plaster, 
given a priming coat of chrome sizing, 
and should be finished with two coats of 
first quality bronze paint, while warm. If 
done while cold, the paint will blister 
when heated. 

The best system of steam piping for 
the ordinary dwelling house and similar 
work is the single-pipe system. There is 


less piping to show in the rooms, the 
radiator connections are fully as neat, 
and there is no danger of flooding floors 
and ceilings by forgetting to close the re- 
turn valve. There is no reason why this 
arrangement should not work as well as 
the two-pipe system, provided the pipes 
are properly proportioned and graded, 
care being taken, of course, to drip the 
risers and ends of mains. 

If the building is three or four stories 
in height and the risers through the first 
story are found to be excessively large, 
the downward system of supply may be 
used, as the pipes may be made smaller, 
because the flow of steam and water is in 
the same direction. In this system the 
main supply riser should be carried up in 
a concealed position, and the connections 
between it and the supply drops made in 
the attic. The bottoms of the risers are 
dripped in the basement and connected 
with the main returns leading to the 
boiler. Downward supply drops of this 
kind are commonly reduced one size for 
each two stories downward. 

There is nothing more annoying to oc- 
cupants than, water-hammer in a steam 
heating system, and the fitter who can in- 
stall a plant so that it will operate quiet- 
ly has gone a long way toward establish- 
ing an enviable reputation. The first and 
most important step toward quietness of 
action is to place all return lines, so far 
as possible, below the water line of the 
boiler, and thus seal them against the en- 
trance of steam. When it is necessary to 
carry a branch near the ceiling, it should 
be of ample size—have a grade toward 
the boiler of at least 1 inch in 10 feet. 
If two or more drops connect with an 
overhead return line, all but one should 
be provided with siphon loops. 

IG. 3 shows a typical method of mak- 
ing the supply and drip connections 
with a single-pipe riser where the 

return line is carried overhead. The 
siphon is made of 34-inch pipe, the bot- 
tom being formed by a back outlet return 
bend and pet cock, as shown. Where the 
runs of pipe are comparatively short, the 
loop need not be over 24 inches in depth 
to care for all differences in pressure 
which may occur. Sealed returns require 
but little pitch toward the poiler; in fact, 
they will work just as well if graded the 
other way. The idea is to grade all the 
lines slightly toward some common point, 
which shall be provided with a draw-off 
cock or sewer connection. It is usually 
good practice to use extra heavy pipe for 
sealed returns on account of its greater 
durability, and especially so if any part 
of the piping is to be carried under 
ground. If a pipe is to be run below the 
basement grade, it is better to form a 
shallow trench in the concrete floor than 
to bury it. This trench may be covered 


TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ SS 


by a light plank. If it is desired to bury 
a pipe beneath the concrete, it should be 
surrounded on all sides. by several inches 
of clean sand, as external corrosion will 
be less than if laid in ordinary loam or 
clay. Be careful to see that the ends of 
all supply branches and all low points 
in the overhead piping are thoroughly 
dripped into the sealed returns. This is 
absolutely necessary. Steam in the pres- 
ence of cooler water will condense with 
sufficient rapidity to cause water ham- 
mer, and once started, the unbalanced 
pressure will produce singing of the 
water, which, in turn, serves to increase 
the rapidity of condensation. Make it a 
rule, therefore, to thoroughly drain all 
pipes which contain steam. Another 


Fic. 2—Compare This Job With Tha 

Shown in Fig. 1. Properly Installed 
point to be considered is provision fe 
pipe expansion. 

A pipe 100 feet in length expands abou 
14% inches when its temperature is raise 
from 60 degrees to that of steam at 
pound pressure (215 degrees). It is ne 
essary, therefore, to lay out the lines § 
there will be sufficient flexibility to avo! 
straining the joints and the buckling | 
pipes sufficiently to interfere with tl 
proper grading. With the small pil 
sizes and short runs used in a dwellit 
house, and similar work, the expansic 
may be taken up by the spring of the pil 
if properly laid out. This should alwa. 
be borne in mind when laying out tl 
mains and branches. In larger plants 
is often necessary to provide swivel | 
slip joints for this purpose. 

The matter of running the rise 
through a building so as to conceal the 
to some extent, without making them t 
inaccessible, is one which should recei 
careful consideration. An otherwise §' 
isfactory piece of work is often marr 
by carrying up a riser at some conspi¢ 
ous point. Unless positively neces 
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never carry up a riser on a side wall; 
utilize shaded corners, closets, hallways, 
etc. In locating the radiators the best 
position for the risers should always be 
considered at the same time, and a com- 
promise made which will be the best for 
the plant. Theoretically, a radiator should 
be placed in the coldest or most exposed 
part of a room, but it is not of so much 
importance in the small rooms of dwell- 
ing houses as the location of furniture 
and other practical considerations. 


LWAYS talk over the location of 
radiators with the owner before 
starting the work, as it may save a 

great deal of annoyance afterwards. He 
usually has his furniture arrangement 
pretty well planned before the house is 
built, and does not like to have it inter- 
fered with by the radiators. An ordinary 
sized room will usually be evenly warmed 
with the radiator located almost any- 
where, provided it is of the proper size. 
If it is found necessary to carry up a 
riser against a side wall in an important 
room, it may often be run in a partition 
without much objection. While, in a gen- 
eral way, it is best to have the piping 
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Kia. 38.— Removing 
Condensation from 
Risers and Radia- 
tors 

accessible. If extra 
heavy pipe is used 
and all joints are 
thoroughly tested be- 
fore closing in, there 
is very little danger 
from leaks. Some- 
times it is possible 
to arrange a pipe so 
that it may be disconnected and low- 
ered into the basement. In the case of 
flat and apartment houses, where the 
overhead system of steam distribution 
is used, the main riser may be carried 
up through the bath rooms, and made 
of such size as to provide all of the 
heat necessary. In the basement and 
attic all steam and return pipes should be 
accessible. Horizontal pipes are more 
likely to contain small pockets for hold- 
ing condensation, and thus rust out more 
rapidly. 
One of the common causes of discredit 
in general appearance is the finish around 
pipes where they pass through walls and 
ceilings. The ordinary form of ceiling 
and wall plate is attached to the pipe by 
means of a set screw, and is soon crowded 
away from the plaster finish, thus expos- 
ing a ragged opening. To give satisfac- 
tory results the plate should be attached 
to the wall or ceiling and not to the pipe; 
that should be free to pass through the 
plate as it expands and contracts. 

This arrangement is shown in Fig. 4, 

and consists of a metal sleeve passing 

through the full depth of the floor and 
ending flush with the plaster finish of 
the ceiling below. The top of the sleeve 
is flanged and nailed to the floor lining. 

The lower end should extend about 4 

inch below the lathing and should be 
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stopped off before the plastering is done 
by means of a wooden plug, which gives 
a surface for the mason to work to. As 
soon as the plaster has set slightly, but 
is still moist, the plug should be care- 
fully removed, so as to leave a smooth 
edge around the opening. The ceiling 
plate may be attached to the sleeve by 


Fig. 4.—Sleeve and Flanges for 
Through Ceiling. Expansion 
Provided For 
projecting prongs which spring outward 
against the inner surface of the sleeve. 
There are several arrangements of this 

kind on the market. 

On, side walls good results can be ob- 
tained by placing a pair of blocks inside 
the lathing and screwing the plates into 
them, as shown in Fig. 5. In the use of 
gate and globe valves care must be taken 
to form no obstruction in the pipe. If a 
globe valve is placed with its stem up- 
right, water must rise until it half fills 
the pipe before it can flow through the 
valve. If turned on its side it will form 
practically no obstruction. A gate valve, 
with the stem pointing downward, will 
also form an obstruction if not entirely 
open. These simple matters often cause 
much trouble before discovery. 

The proper location of the air valve is 
also often overlooked. On a cast iron 
radiator the proper location is usually 
indicated by a tapped boss, and the best 
location on wall coils of different forms 
has been specified by the writer in a re- 
cent edition of Tur Ptumpers’ TRADE 
JourNAL. The incorrect method of attach- 
ing air valves is shown in Fig. 6. It is 
screwed either into the side or end of the 
return header, and being near the bottom, 
is liable to draw in more or less conden- 
sation and keep up a constant dripping, 
though carefully adjusted. 

BETTER arrangement is shown in 
Fig. 7. A full sized bushing is 
screwed into a tee at the end of the 

header, which allows the drip to drain 
into the return. 

In indirect steam heating stacks, of the 
“pin” design, the air valve is best screwed 


Pipe 


Fic. 5.—Fastening Flanges to Blocks in 
Walls on Horizontal Connections 
into the end of the last section on the re- 
turn side, and brought out through the 
casing by means of a short length of 14- 
inch pipe, making adjustment easy from 
the outside. 

In hot-water systems provisions should 


be made for the removal of air from all 
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These and _our one hundred or more othe= styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN’S SANICARY 
SAFE GUARDS No. 16 contains many new an@ 
improved fixtures. Write today forfullinfor,xation. 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 
419-421 North 52nd Ave., CHICAGO, U.S. A. 
Long Distance Tel. Austin 543 


That’s the comment from the owner 
when he sees 
Davis Patent Regulating Valve 
as part of his Atmospheric Heating 
System. 
He knows that he can’t 
get AS GOOD. Archi- 


tects, Engineers and 


Contractors insist on 
Davis Patent Regulat- 
ing Valve. There must 


be some reason. 


Are you interested enough to write 
us? Our catalog at your call. 


LOUIS N. DAVIS , 
38 E. Gay St., Westchester, Pa. 0 


Do away with the drinking cup 
Substitute the 


ASHTON SANITARY 
BUBBLING DRINKING 
FOUNTAIN 


An efficient and 
inexpensive foun- 
tain THAT IS 
SANITARY. Can 
be applied to any 
faucet or basin 
cock in schools, 
factories, hospitals 
and hundreds of 
other places. We 
have other types 
too. 

Send for our Catalog 


ASHTON VALVE CO. 
271 Franklin St., Boston, Mass. 
128 Liberty St. New York 
166 W. Lake St., Chicago 
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ARECKI MFG. CO. 
ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pfpe Threading and Cutting Tools 
Write for catalogs showing the most 
complete line of % inch to 16 inches for 
Hand, Belt, Engine and with Electric 
Motor Attachment. We 
can furnish Bolt Thread- 
ing Attachment for these 

machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


J 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 
Is it worth while to save ten cents on 
a valve when you know you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 

You will find our Steam Brass Goods 

just what you want. Write us 


KINSEY & MAHLER CO. 
PEORIA, ILL. 


OUR customer depends upon 

your judgment in selecting the 
proper heating system for his needs. 
You can justify this confidence by 
recommending the 


Pierce Spence 
Water Boiler 


a boiler which has stood the test for over a 
quarter of a century. A boiler which will 
not only furnish adequate heat, economi- 
cally, but owing to its design and construc- 
tion is easy to operate and free from repairs. 


Added to this is the new triangular bar grate 
and base which entirely elim- 
inates the many shortcomings 
of the old style grate, and al- 
lows the boiler to carry fire 
continuously with little atten- 
tion. If you are not fully 
posted write today for copies 
of the Spence and Triangular 
Grate Booklet. 


Pierce, Butler & Pierce Mfg. Co. 
Syracuse, New York 


Pierce Mark 


Pierce Spence Water Boiler fitted 
with new triangular bar 
grate and base 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON. INC., NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. ; 


high points. 
of the piping this may be made through 


By a suitable arrangement 


the expansion tank. In order to prevent 
freezing in hot water radiators which are 
shut off, a 3/16-inch hole may be drilled 
through the plug or gate of the valve, so 
that there will always be a slight circu- 
lation. Although the amount of water 


/ 


Fic. 6—Air Valves Installed 
Like This Likely to Be Ren- 
dered Inoperative by Con- 
densation from the Steam. 

passing through a hole of this size is 
small, it will usually take the chill from 
the radiator. In the case of large radia- 
tors a 14-inch hole may be used. It is 
well on very cold nights to open all valves 
until radiators are warmed, after which 
the water will continue to flow through 
the smaller opening. This has saved 
many radiators from freezing up, and is 
practically automatic in its action. 

The expansion tank of a hot water sys- 
tem should be well protected against 
freezing, either by locating it in a warm 
room or by so arranging the pipe connec- 
tions as to produce a constant circulation 
through it. When possible, the simplest 
method is to place it in a closet or other 
unoccupied room where the temperature 
never goes below the freezing point; but 
in case such a location is not available, 
it is an easy matter to carry a circulating 
pipe from the tank to the return from a 
nearby radiator. Not only should the 
tank itself be protected, but there must 
be no possibility of the expansion pipe 
leading to it becoming frozen. This may 
cause a serious explosion should it not 
be discovered before the fire is started. 
I have in mind a case where the house 
tank served also as an expansion tank 
for the heating system. This became 
frozen, with the result that when the fire 
was started up there was no room for ex- 
pansion, and, consequently, the boiler ex- 
ploded, taking out a portion of the side 
of the house with it. 

An altitude gauge placed in the base- 
ment and connected with the piping or 
boiler of a hot water system will be found 
a great convenience. The colored hand 
is fastened in position when the water 
level stands at the center of the expan- 
sion tank, and any lowering of the water 
from this point will be indicated. 

A condition comes to mind which is not 
met with in dwelling houses, but is more 
or less common in hospitals and larger 
school buildings, where two or more 
steam pressures are used. This refers to 
the discharge of high pressure traps into 
the sealed returns from a low pressure 
system. This method is often employed, 
put usually results in water hammer. 
This is because the hot discharge water, 
when relieved of its pressure, breaks into 
steam and comes into contact with the 
cooler water in the return, where it is at 
once condensed. This causes a severe 
snapping due to the water rushing in to 
fill the vacuum. Plants of this kind 
should be provided, with a vented receiv- 
ing tank, and the discharge from all high 
pressure taps should’ be connected with it. 
The matter of insulation is one which 
should receive consideration. While it is 
true that the heat radiated from the pipes 
and boiler in the basement goes toward 
heating the building, it is not always de- 
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sirable to have a warm cellar, especially 
if part is used for the storage of vege- 
tables or provisions. Under ordinary 
conditions there will usually be sufficient 
heat given off to warm the floor above, 
even if the boiler and piping are covered. 
The covering material for this purpose 
need not be of the best, but should be 
put on in a neat and substantial manner, 
Plastic asbestos on the boiler, and some 


form of sectional covering of the same 


material for the piping will answer all 
purposes. 

HE chimney and smoke pipe should 
also receive careful attention from 
the fitter. This should be of 

proper size and height. Hach right-an- 
gled bend in smoke pipe or chimney re- 
duces the strength of draft by a consider- 
able amount. 

The size of coal is also an important 
factor in the successful operation of a 
heating plant. Some persons reason that 
“furnace” coal should, of course, be used 
in a hot-air furnace and also in small 
steam or water heaters, because they are 
about the same size. As a matter of fact, 
nothing larger than “egg” coal should 
be burned in a house heating plant. For 
heaters of small and medium sizes, 
“stove” coal is preferable. In experi- 
menting with different grades of fuel in 
a water heater having a 28-inch round 
grate, best results were obtained with 
“stove” coal, after using all sizes from 
“pea” to “egg.” Many well designed 
heating systems have been discredited 
because the owners did not know how to 
operate them properly. It is to the in 
terest of the fitter to give the thorough 
instruction in the operation of a new 
plant. So far as the management of the 
fire is concerned, it makes no difference 
whether it is a steam or water system. 
In either case the fire should be shaker 
down once or twice daily, depending upon 
the outside temperature, and the fire pot 
kept even full. A more even heat may be 
maintained with a deep fire than with 4 
shallow one, without consuming any 
more coal. When it is desired to run 4 
light fire in mild weather, keep the fire 
pot even full, but allow more ashes tc 
accumulate on the grate by shaking less 
When feeding coal upon a low fire, first 
open the drafts and neither shake no! 
touch the fire until the fresh fuel ha: 
become ignited. It is an easy matter t 
put out a coal fire which has been allowec 
to burn down to a low point. The fir 
should be controlled through the ash pit 
the cold-air draft being used simply fo! 
checking the fire at night or on wind 
days. The smoke pipe damper, if sep 
arate from the cold-air check, should b 
opened only enough to carry off the smok« 
or gas and give the required draft. Th 


PET HEIDE 


Bie. 7—Bushed Fitting on the 
Return and Higher Than 
the Radiator Much Better 

i Than Fig. 6 

slide in the feed door should be kep 

closed in cold weather, except for a shor 

time after firing fresh coal, when it is < 
good idea to admit a small amount of aii 
above the fire to assist in burning of th 

gases. The ash pit should be kept clear a 

all times to prevent overheating and war? 

ing of grates, with probable burning out 


Lila 
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N starting up a steam boiler, care 
should be taken to see that the water 
line stands at, or slightly above, the 

center of the gauge glass. See that the 
damper regulator is properly attached to 
the draft door and check damper, and 
then regulate the draft by weighting the 
automatic lever. 

In case the water should leave the 
boiler, dump the fire, or cover with ashes 
or fresh fuel, as most convenient, open 
the fire door and allow the boiler to cool. 
If the water does not come back, it indi- 
cates a leak, which should have immedi- 
ate attention. Never feed cold water into 
a boiler when the level has disappeared 
from the gauge glass. Allow the fire to 
cool first. If the water is low, but still 
shows in the glass, the boiler may be fed 
at any time. Raise the safety valve 
slightly at frequent intervals, so that it 
cannot stick. During the first year a 
boiler may become coated with grease 
from the piping system. It is a good idea 
to add two or three pounds of caustic 
soda and let it stand for a day and then 
draw off and rinse with fresh water. The 
boiler should not be in general use while 


cleaning, as the soda is likely to cause 
foaming if forced. 

After this, the boiler should be cleaned 
each year by filling with fresh water and 
draining it through the blow-off. There 
are two methods of laying off a boiler for 
the summer, one being to draw off the 
water from the entire system, opening 
the safety valve and air valves so that it 
may dry out as much as possible. The 
other method is to fill the boiler full of 
water, drive off the air by boiling slowly, 
and allow it to remain full until fall, at 
which time this water should be drawn 
off completely. All heating surfaces 
should be kept clean by means of a suit- 
able brush. A hot water system should 
receive exactly the same treatment. At 
the beginning of a new season, should 
any of the radiators fail to heat properly, 
see that they are not air-bound, and that 
all valves are wide open. The required 
water temperature which it is necessary 
to carry will depend upon outside weather 
conditions, but in a well designed system 
should not exceed 180 to 190 degrees in 
the coldest weather. On closed systems 
a higher temperature can be obtained. 
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EPLIES to correspondents can only 

be answered through these columns. 

All communications must be signed 

with the full name of the sender, with 

his address. Names will not be published 
when so desired. - 


oe 
Cannot Draw Hot Water When One 
Boiler is Cold 


Epitor THE PLUMBERS’ TRADE JOURNAL: 


Enclosed find sketch showing two range 
boilers, one of which is connected to a hot 
water heating boiler and the other to a kit- 
chen range. They are both on the same level 
in the basement, and the owners have been 
trying to get hot water out of the boilers 
when one is cold. They get hot water when 
both boilers are hot, but just as soon as one 
is cold, especially the one on the hot water 
heating boiler they find it impossible to get 
anything but cold or luke warm water, nc 
matter how hot the other boiler may be. Is 
it possible to arrange the piping so that each 
boiler may be operated separately, and sup- 
ply water without two separate lines of pipe 
to the fixtures? 

Traverse City, Mich. Red AE 


In Fig. 1 we show the work mentioned 
by correspondent. We would say that 
there are several things about the work 
that could be improved. For one thing, 
it is well known that two boilers work- 


ing in combination, as these two boilers 
do, work more satisfactorily when the 
pressure between them is equalized by 
connecting their returns. This change 
we show in Fig. 2. In this illustration 
we also show different connections on the 
hot water piping. In Fig. 1, in order to 
deliver hot water to fixtures, it must be 
drawn clear across from one boiler to the 
other, and the pipe is then turned down, 
carried horizontally again, and then car- 
ried vertically to the two bath rooms. 
This is a very roundabout path for the 
hot water, and probably a very long one 
also. We think there should be no diffi- 
culty with the system if these changes 
are made. 


nee et ae 


General Plans Never Give Detail of Each 
Fitting 
Epitor THE PLUMBERS’ TRADE JOURNAL: 

I would like to ask if plans are usually 
made showing in detail each fitting and how 
pipes are run on large jobs like the Pierce- 
Arrow plant, Buffalo, N. Y., in the article in 
THE PLUMBERS’ TRADE JOURNAL of August 
15th? Do you think it is advisable for a 
master plumber to take the architect’s plan 
and make a detail plan showing the run of 
the pipes and each fitting used? Would this, 
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Fig. 1—R, J. M.'s Installation Shown Herewith Will Not Give Satisfaction Unless 
Returns Are Corrected 
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No Weak Points 
Anywhere 


J-M Sanitor One-Piece Seats 


are moulded under tons of pressure from specially treated indurated 
fibre. Have no sections glued, bolted or screwed together, therefore 
nothing to work loose or fall apart. 

There are no seams, cracks or crevices to open up and catch dirt 
and disease germs. They are the only really sanitary seats on the 
market. 

They are homogeneous—non-absorbent—non-porous. 

J-M Sanitor Seats cannot swell, shrink, warp, rot or split for they 
are absolutely impervious to moisture. 

These features make J-M Sanitor Seats good sellers and reputation 
builders. 


They cost no more than high-grade wooden seats. 
Furnished in finishes of all high-grade woods and white enamel. 
Write nearest branch for Booklet and special proposition to dealers. 


H. W. JOHNS-MANVILLE CO.. 


Chicago Detroit Louisville New York 
Cincinnati Indianapolis Milwaukee Omaha 
Boston Cleveland Kansas City Minneapolis Philadelphia St. Louis 
Buffalo Dallas Los Angeles New Orleans Pittsburgh Syracuse 

For Canada: -THE CANADIAN H. W. JOHNS-MANVILLE CO, LIMITED 1823 
Toronto Montreal Winnipeg, Vancouver 


Albany 
Baltimore 


San Francisco 
Seattle 


Yes! It’s Different 


"THATCHER 


rogress Boiler 
in Form, Construction and Action 


But Every Difference is an 
added Value in 


4 Economy, Efficiency 
and Durability 


and so quick and easy to 
install. 


Send for Catalog and Investigate 


“THATCHER 


FURNACE COMPANY 
CHICAGO 


NEW YORK NEWARK 


Through the Trade only 
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Horigan Aqua Expansion Tank 


has crowds of enthusiastic boosters 
throughout the land. They are 
pleased because they make a fine 
profit. 


in your estimation, save on the time and 
labor of doing a job? Please publish your 
opinion in the next issue of THE PLUMBERS’ 
TRADE JOURNAL in the Queries and Answers 
column. 

Somerville, Mass. 

Answering “W. E. O.,” we would say 
that we have never seen plans which at- 
tempt the immense detail that would be 
involved-in showing each separate fitting 
on a job of such size as he mentions. It 
would seem a waste of time to do this, as 
much of the work on any job is entirely 
straightforward. It often happens, how- 
ever, that details of certain parts of the 
work will be of immense assistance, and 
such drawings as these will sometimes be 
found in connection with the archi- 
tectural plans. Such a drawing is that 
shown in Fig. 6, in the article deseribing 
the Pierce-Arrow plumbing. This draw- 
ing illustrates clearly the connections 
that are to be duplicated on a great num- 
ber of fixtures. Nothing would be gained 
by showing the connections of all the fix- 
tures of this same kind on the entire 
system. The second question asked by 
“w. E. O.” can be answered by himself, 
yrobably, better than by anyone else. On 
un ordinary job for an ordinary customer, 
ve should question whether a special 
jrawing would pay. On the other hand, 
if it is very desirable to make a strong 
impression on a prospective customer, 
ynd you are able to work up a creditable 
lrawing, we do not doubt that the result 
>f submitting a drawing will have good 
results with many customers. In fact, 
we know of instances where the results 
have been well worth the trouble. 
Then again, if there is some part of the 
work that is complicated, a sketch of the 
way it should be installed would often 
help the workmen very materially. But 
when it comes to showing the entire job, 
with every fitting, we should very much 
question the value of such drawings 
under ordinary circumstances. It may be 
said, furthermore, that in a strictly me- 
chanical drawing one view is not capable 
of showing all fittings, at least two views 
being required to show the work com- 
pletely. The only way in which one view 
will show everything is to use a perspec- 
tive drawing, and this is a very difficult 
drawing to make of such a complicated 
thing as the plumbing system. 


THE 


Horigan Aqua Expansion Tank 


increases the circulation 50 per cent. 
on old and sluggish jobs. 


6Bals: 


Horigan Aqua Expansion Tank 


makes hot water jobs costless than 
steam and even hot air heating. 


Smaller mains—smaller risers— 
smaller radiators—cost of material 
and labor is less. 


WRITE FOR PARTICULARS 


The Horigan Supply Co. 
240 S. 4th St., St. Joseph, Mo. 


W. E. O. 


A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
It is different from all others. 
In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechanics can make it. 
Absolutely dependabie. 
MONITOR agencies offer profitable open- 
ings for progressive heating men. Our 
proposition is liberal. Send for it. Your 
name ona post card brings it. 

Write now. 


Monitor Steam 
Generator Co. 
LANDISVILLE, PA. 


D’? GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 
We have’ manufact- 
ured ‘the ‘“Standard”’ 
Burners for the last 
ten years. 


= ay Write for Catalog 
Standard Heating & Radiator Co. 


Noise in Tank Likely Due to Loose Part 


Epiror THE PLUMBERS’ TRADE JOURNAL: 

I am going to ask you a few questions, 
and wish that you would answer same in the 
Queries and Answers column of THE PLUMB- 
mrs’ TRADE JouRNAL. I have encountered 
trouble with vitreous closet tanks (low 
down) making such a noise while filling. I 
took the ball cock apart, but could not find 
the trouble. I was told that the noise was in 
the washer. Will you tell me your opinion 


230 Penn Ave., Pittsburgh, Pa. 
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Fic. 2—OChanges Made as Above Will Undoubtedly Correct Circulation in Range 
Boiler Trouble of R. J. M. 


of the cause, and the remedy? Also what 
causes gas to ignite in the mixer of a gas 
burner? 

Piqua, Ohio. BF. J. 
We do not doubt that the noise result- 
ing from filling the tank comes from the 
ball cock, and it is very likely that it is 
the washer or some loose part that is 
causing the trouble. Correspondent prob: 
ably knows that different makes of ball 
cocks make different amounts of nois¢ 
in operating. Owing to their construc 
tion the rushing of the water througt 
some makes causes much more nois¢ 
than in the case of others. We shoul 
suggest another close examination. ~ 

Gas burners, or bunsen burners, de 
pend for their action upon the prope! 
mixture of gas and air. The oxygen 0 
the air, combining with the gas, produce 
a much stronger flame than the ga 
alone. If, however, there is air in th 
mixer, the gas will ignite, at that point 
The gas must be of sufficient pressur 
and volume to blow out the air. Thi 
trouble is caused by too small a gas pip 
for the size of burner, or too low pres 
sure of gas. Sometimes the trouble ¢ai 
be overcome by letting the gas blo 
through for a little while before ligh' 
ing it. This may remedy F. J. Ay’ 
trouble, or experimenting may correct i 
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Central Heating Plant 
Editor THr PLUMBERS’ TRADE JOURNAL; 
WOULD like to ask your advice as t 
the size pipes necessary to use to carr 
steam under high pressure as shown 0 
the enclosed drawings. 

I am installing a 70 H. P.- boiler at tk 
foot of a grade and all condensation w' 
flow by gravity back to boiler. Here I pr‘ 
pose to install an automatic pump to retu 
the water to the boiler. 

I wish to run full pressure directly to ea 
heating job and put in reducing valves | 
each connection. I will run two lines — 
pipes, one to take the high pressure stea 
and one to convey the condensation back | 
boiler. Will you give me the proper siz 
for these two pipes and also where I cé 
buy the proper insulation and covering f 
protecting these pipes under ground? 

Mayville, Mich. E. D. C. 

Correspondent presents in his comm 
nication and sketch a problem whi 
should have the attention of an expe 
enced heating engineer. It will be ve 
hard indeed to give anything like a sat 
factory answer to the query. The si 
of mains and returns depends upon t 
amount of radiation to be hung on to t 
job, and the fact that the ground flo 
plan shows the area of the buildin 
does not help in any degree. 

As before stated, there are many * 
tures of this work which should be Vé 
carefully considered and figured out 
an experienced engineer if the most sat 
factory results are to be obtained 
the installation of such a system. — 
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We would like to caution correspond- 
ent regarding the importance of using 
expansion or compensating joints on the 
main lines in order to take care of the 
expansion and contraction .f the same. 

Subscriber is fortunate in being able 


Jo 4.F Boller 
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I would also like to know if I would get sat- 
isfactory results if the job were installed like 
sketch in Fig. 2. A Subscriber. 

There are two ways in which the radi- 
ator shown in Fig. 1 may be operated, 
with the supply valve open or with it 
closed, except to renew the water occa- 
sionally. If always open, this supply pipe 
would provide expansion. 

However, we do not think that the job 
as shown in Fig. 1 is as good as that 
shown in Fig. 2, in which an expansion 
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Central Heating Plant Which Corre- 
spondent Is to Install. Returns 
Reach Boiler by Gravity 


to install the boiler at the foot of a 
grade so that all condensation will 
gravitate back to the boiler naturally. 

Pipe covering for use with under- 
ground piping may be obtained from the 
Michigan Pipe Covering Co., Bay City, 
Michigan; manufacturers of wood pipe 
casing; or from the American District 
Steam Heating Co., Lockport, N. Y. 

With reference to insulation, many 
street heating systems use hemlock or 
chestnut plank covered with creosote or 
a wood preservative and build a trench 
through which the steam main passes. 
This trench terminates at intervals in 
concrete manholes, where are located the 
expansion joints or valves on the system. 
The managers of one of the street heat- 
ing companies have advised that they 
find this method to be not only cheap but 
to be as good as any they have ever used, 
and is much less expensive than the use 
of special wood pipe covering. 

In connection with the problem sub- 
mitted by subscriber, we would call 
attention to the articles recently appear- 
ing in Tor Prumpers’ TRADE JouRNAL by 
Chas. L. Hubbard, entitled “Central 
Heating Equipment for Small Plants,” 
from which no doubt he can obtain many 
suggestions of practical value. 
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Heating Radiators From Coil in Furnace 


ILL you kindly let me know through 

\ \ the Queries and Answers columns of 
THE PLUMBERS’ TRADE JOURNAL if 

the installation shown on enclosed sketch, 


4g" Relief Yolve 


LSP Ply J 


c ity Supply 
*\ Coi/in Heoter 


Fic. 1—Ezpansion May Be Taken Care of 
Through Supply if Pressure is Low 


Fig. 1, would work properly? I want to put 
a coil in a hot air furnace and set a radiator 
on first floor. Would an expansion tank be 
necessary, or could I connect direct to city 
Pressure and put in a relief valve as shown? 
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tank is used, with overflow. In the case 
of Fig. 2 the best method would be to 
supply water to the system through the 
expansion tank. 

“A Subscriber” also asks whether the 
work shown in Fig. 3 will prove satis- 
factory. We should judge that all hot 


Exponsion Tank 


Fic. 2.—Hxpansion Tank and Overflow 
Will Operate Satisfactorily 

water to the boiler from the furnace coil 

would have to pass through the radiator 

before reaching the boiler—also that if 

the radiator valve were ever closed it 

would cut off the flow entirely, producing 


Fic. 3—Turning Off Radiator Stops Water 
in Range Boiler from Circulating 
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No changes to eat up all 
the profits on the job 


__ Ever figured out just the equipment that would do what the speci- 
fications called for, put it in, and then had it fall below requirements? 
Then had to makea lot of changes, and your profits dwindled down 
to next to nothing? 


Guard against that! 


Put in the system that will live up to your expectations, abso- 
lutely, every time— 


The Broomell Vapor 
System of Heating 


We're so sure it’ll give full efficiency service that we give it our 
guarantee:— We take all responsibility for its perfect working when 
installed according to our plans and specifications. : 


Meaning—big, sure, clean profits for you. 

And a knockout to worries about results. 

Big points of advantage for your customer, too— 
Automatic regulation of firing gives greatest fuel economy. 
Quick heat distribution. 


Easy, instant controi of temperature from every room by the fa- 
mous Vapor Radiator Valves. 


No noises. 


And no breaks or leaks through steam or water pressure in pipes 
and radiators—there isn’t any pressure! 

Don’t you want to know more about this wonderful system? 
Just write your name and address on a post-card now and you'll get 
our handsomely illustrated booklet.. All about our methods of doing 
business, too—how we work in the interest of the contractor. Send 
for it today. 


Dapor Heating Company, 


Room 552, North American Bldg. Philadelphia 


7176 


Heating Men 
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NEW MODEL 
Marvel Thermostat 


You will certainly acknowledge this 


NEW MARVEL 


is an ideal heat-regulator. 


Permanently Accurate 
Completely Automatic 


and perfect in design, materials, con- 
struction and service. 


THE NEW MODEL 
MARVEL MOTOR 


which does not require winding to make 
it operate, isan example of mechanical 
perfection. It is powerful and silent, 
positive in operation and controls the 
dampers of any heating system in any 
manner desired. ‘fhe New ‘‘Marvel’’ 
will end your heat-:regulator 
troubles. 

The MARVEL is adjusted at the factory, 
quickly and easily installed and fully 
guaranteed. 

Send for price and more information 
about the new model of a better heat 
regulator—THE MARVEL THER- 
MOSTAT. 


American Thermostat 
Company, 
Elmira, N. Y., U.S. A. 


HERE IT IS 


The“Economy’’Automatic Condensation Pump and Receiver 


Increases rapidity of circulation by drawing conden, 
sation through the system, venting the air and re- 
turning water to boiler at high temperature. Elimi- 
nates snapping, pounding and cracking in radiators 
and pipes. Comprised of an expansion tank, auto- 
matie switch and centrifugal pump automatically 
operated by electric motor. Easily installed and in- 
creases the efficiency of either high or low pressure 
system 50 per cent. We co-operate with heating 
men in solving the most difficult problems and 
making installations. Write us. 


THOMAS & SMITH INC. 
116-118 N. Carpenter St., CHICAGO, ILL. 


Tel. Monroe 5941-5942 Automatic 34-567 
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results that would clearly be entirely bad. 
On work of this kind it might sometimes, 
under some conditions, be all right to 


Fic. 4.—A Most Satisfactory Installation 
with Radiator Easily Controlled 


carry the hot water through a radiator 
in this way, provided there was no valve 
on the radiator, but, as a general thing, 
it can be figured that the best method in 
the case of a job supplying fixtures with 
hot water and radiation also, is to carry 
the hot water from the heater direct to 
the boiler, and from the latter carry it to 
the fixtures and to the radiation. This 
method is shown in Fig. 4. 


—+e—__ 
A Few Changes for Better Results 


EpiTtorR THE PLUMBERS’ TRADE JOURNAL: 


NCLOSED find floor plans of a two-story 
residence, in which I want to install 

hot water heating. I figure that 300 

sq. ft. radiation will be sufficient to heat the 
building, as it is of best frame construction, 
double walls and plaster and has solid con- 
crete foundation, with basement under kit- 
chen. I figure on 500 sq. ft. cast iron, round 
sectional boiler and Honeywell generator. I 
have marked line as I intend to run it—1%” 
to dining room, 55 sq. ft., and living room, 75 
sq. ft., with 1” radiator valves; 2 %” risers 
and returns to radiators above of 60 and 45 
sq. ft. of radiation; 1” return to boiler; 1” 
riser and %” returns from bath room and 
chamber radiators of 28 and 40 sq. ft. radi- 
ation, respectively. The temperature here 
seldom. goes as low as 20 degrees above 
freezing, and this for only one or two days. 
I would like to have your opinion as soon as 
possible. If you think any changes could be 


u 


made to an advantage, please show same with 
sketches in the Queries and Answers columns. 

Alexandria, La. ieotwuee 

We have examined carefully the sketch 
and plan submitted by correspondent, and 
we believe that a change in the general 
method of piping this job will prove bene- 
ficial. We believe that it is just as im- 
portant to the steam fitter to install a 
good looking job of piping as it is to in- 
stall an efficient job. 

We are submitting, for the benefit of 
correspondent, three drawings, showing 
the first and second floors of the resi- 
dence, and the basement of same, on 
which we have marked both the location 
of radiators and method of piping as we 
would install the work. 

The location of radiators on “Sub- 
seriber’s” plan would indicate a desire, 
possibly, to save as much as possible in 
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Fic. 1—First Floor Plan of House Sub- 


mitted by J. C. R., Showing Correct 
Location of Radiators — 


material, or in the amount of piping to be 
used, and that in a measure the radiators 
are located with this thought in mind. 

In Fig. 1 the living room radiator should 
be located along the wall of the outside 
corner, rather than towards an inside 
wall. This is equally true of the dining 
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Fig. 3—Accelerated Hot Water Heating Installation Plan with Pipe Sizes and Layout 
Permitted by the Use of the “Honeywell” Generator 


room. The radiator in this room should 
be located between the windows or in the 
outside corner of the room, towards the 


Fic. 2—Second Floor Plan of Same House. 
Radiators Located for Best Results 
porch. The same applies to the location 
of the radiators in the rooms on the sec- 
ond floor, shown in Fig. 2. : 

As to the amount of radiation figured 
on this job we believe 300 feet of radia- 
tion will be sufficient to warm the house. 
The Honeywell generator will doubtless 
give splendid results in this system if in- 
stalled according to the direction of the 
manufacturers. Other installations of 
similar character are giving fine service. 
The boiler figured for the work is amply 
large, but this is a good feature, as ad- 
ditional radiation may be installed at 
some future time if desired. 

We have marked the method of con- 
necting branches from main and return, 
A, B and D in Fig. 3; these refer to 
the Honeywell system of piping, and as 
they have been very frequently illustrated 
in THE PLUMBERS’ TRADE JOURNAL, 10 
doubt our correspondent is familiar with 
them. 


os 
International Hygiene and Maritime 
Exposition 


POSTPONEMENT is announced of 
the International Hygiene and 
Maritime Exposition which was 

to have been held at Genoa, Italy, from 
October, 1912, to July, 1913, as announced 
in Daily Circular and Trade Reports for 
November 28, 1911. Counselor Guiseppe 
Catalani, of the Italian Hmbassay in the 
United States, writes from Narragansett 
Pier, R. I., to the Secretary of State that 
the exposition has been postponed to 
March, 1914. He also says:— 

“Conformably to instructions of my 
Government, I have, therefore, the honor 
to renew to your excellency the earnest 
request that you may be pleased to take 
such steps that the United States, be- 
sides favoring the important exposition 
by the sending of delegates, may take 
part in it as exhibitors. 

“While I beg your excellency to kindly 
confirm again the delegates already ap- 
pointed by that Government to this ex- 
position, I have the honor to note that 
the postponement mentioned would make 
possible the sending of exhibition mate- 
rials at present on exhibition at the In- 
ternational Congress of Hygiene and 
Demography at Washington.” 


DECEMBER 18ST, 1912 


Either efficient or a useless “pile of pipe.’”? A bothersome, coal consum- 
ing extravagance and source of trouble, or a thoroughly efficient and economical heat producer. 


The test of time has proved the Reliable Vacuum System You can make big ‘money by featuring the Reliable 
the most economical and efficient heating method of today— Vacuum System. We put you in touch with new business— 
a saving of 25% to 40% in fuel—it’s adapted for any structure we work with you by contact with owners and architects—we 
from dwelling to skyscraper—hospitals, schools, churches and will mail our booklet, ‘“Better Heat at Less Cost” to your pro- 
theatres now using the system have furnished signed testi- spective customers and mention your name. We will follow 
monials which show the fuel saving and satisfactory service of up the prospect with attractive letters from which you get 


the Reliable Vacuum System. the benefit. 


The Vacuum Pump exhausts the air from every part of the system—steam rushes 


in to fill the void—no dead ends—every radiator does full duty—ounces of pressure 
in place of pounds pressure, sufficient in most severe weather. Means lower fuel bills—saving in fuel 
soon covers the cost of installation. Can be applied to steam heating plants of all types. Single or .” 
two pipe, whether low pressure, exhaust steam, or central station steam is used —either new or i, ic THE 


old plants. Write us today for details and catalog of Reliable Vacuum Heating System. _, BABCOCK- 
BECKER CO. 
“CLEVELAND, 0. 


The Bishop-Babcock-Becker Company “sevice 
General Offices: Cleveland, Ohio ME 


The strain of service puts a heating system in one class or the : 


EIGHT FACTORIES Write Us Today — TWENTY BRANCHES “town state, 
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BY A. HERRING-SHAW 


Municipal School of 
Technology 


As Installed in Great Britain 


CHAPTER XI! 


Manchester, England 6796 F~ 9G F_9DG FIG FSD 


IG. 49 shows Ravenors’ drain tester. 
KF It consists of strong double bellows 
worked by a lever and discharging air 
through a smoke chamber in which a slow 
powder cartridge is placed. A gauge is pro- 
vided to indicate the pressure to which the 
drain is being subjected. It is difficult to 
obtain a greater pressure than 6 lbs. per sq. 
in. with the use of this machine. 
Fig. 50 shows a portable small machine 
consisting of a wrought iron or copper air 
vessel to attached a simple type 


which is 


SSS 


49 —Bellows Type of Tester, Combin- 
ing Smoke and Chemical Test 


Fic, 


+ results are obtainable by 


of air pump. It is useful for testing work 
during construction, as a pressure of from 
50 to 60 lbs. can be maintained in the air 
vessel for immediate use. The flexible metal- 
lic tube attached to the outlet permits of 
the machine being placed in any convenient 
position on the surface of the ground. 

Fig. 51 shows the mode of applying the 
test during construction. The portion A has 
previously been tested and the trenches re- 
filled, and the test is now applied to prove 
the tightness of B, prior to opening a fur- 
ther length of trench and throwing the 
earth back on B. 

On completion of the whole of the scheme, 
the access openings are made good and all 
outlets and inlets plugged, after which the 
system is filled with air under a pressure 
of from 5 to 10 Ibs. per sq. in. FExcellent 
this 

if care be 
plug the in- 


method of testing, 
taken to securely 
lets and outlets. 


available on the compressor. The two cast 
iron dises of the plug are grooved to receive 
the projections on each face of the annular 
shaped rubber packing, and when these are 
brought together by screwing up the wing 


Attached Io 
-Flexible lube 


Fic. 50.—A Small Portable Machine on 
Which 50 to 60 Pounds Pressure is 
Obtained 
nut, the rubber is expanded tightly against 

the bore of the pipe. 
Fig. 54 shows a plug with a water gauge 
or manometer attached for the smoke test. 


HE disposal of sewage in country dis- 
tricts, where no sewerage system is in 
vogue, calls for careful consideration. 

In Great Britain there are numerous “River 
Boards,” whose duties include the control of 
the various natural water courses within the 
area of their jurisdiction. These ‘Boards’ 
possess parliamentary powers, enabling them 
to define the condition of purity that sewage 
effluents shall attain before being discharged 
into a stream or river. Previous to the ad- 
vent of these governing bodies, many of the 
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rivers and larger 
than open sewers. 

The character of sewage of purely domestic 
origin is fairly consistent in different dis- 
tricts, and in this respect differs from that 
of the sewage of towns and cities where 
various manufacturing processes are carried 
on. It is diluted and fairly amenable to 
treatment in works of a comparatively sim- 
ple type. 

The impurities in sewage are of organic 
and inorganic origin. The latter portion con- | 
sists chiefly of earthy substances in suspen- 
sion and solution. For the purposes of treat- 
ment it can be entirely ignored, as the sus- 
pended portion usually deposits at an early 
stage in the purification process, and the sol- 
uble part has no material effect on the mode 
of treatment. The organic matter is made 
up of nitrogenous and carbonaceous com- 
pounds, many of which decompose and pro- 
duce foul odors, and if discharged into 
streams, ete., are liable to pollute the water 
and thereby cause a considerable amount of — 
nuisance. Fish cannot live in streams that 
are highly polluted, owing to the fact that 
the dissolved oxygen is used to oxidize the 
organic matter in the sewage as rapidly as 
it dissolves in the sewage. 

To oxidize such matter and render it non- 
putrescible, some mode of purification is nec- 
essary. For the treatment of domestic sew- 
age the various processes can be considered 
under two heads: (1) chemical treatment 
and (2) biological method, The former, 
which consists in adding chemical re-agénts 
such as aluminoferric, lime and sulphate of 
iron to the sewage, is not often used in the 
case of a purely domestie sewage. 


streams were little better. 


The plugs used for tempor- -q/4a 
arily stopping the drains must ~ ~‘¥ 
be strong and reliable. Many Sy 
makes are obtainable, but the 


one giving the greatest satisfac- 
tion at present, is shown in Fig. 


(cuter Le 


52 and also in Fig. 58. The lat- 
ter is useful in connection with 
compressed air testing, espe- 
cially where a gauge is not 


KOHLER 


Porcelain Enameled Iron Plumbers’ 


KOHLER “Brevelle”’ 


3 


Fig. 51.—Testing Portions of Cast Iron Sewer Line with the Apparatus Shows in Fig. 


50. Trench is Filled as the Test Progresses 


PLease 


Ware 


Lavatory with depressed soap cup cast in slab and 


draining into the overflow, on porcelain enameled iron round leg standard and 


concealed hanger. 


china handle operating through the back of the lavatory. 


Fitted with nickel- plated brass lift waste with four arm 


Our enameled soap cup is depressed in the slab of the lavatory and drains di- 
It has no corners, joints or crevices for dirt to ac- 


rectly into the overflow. 


cumulate. 


The lift waste opens and closes the outlet by a slight turn of the 
handle and takes the place of the common chain and stopper. 


These are 


practical and sanitary features which will help you make sales. 


Slab, nominal size, 
American Basin, rear outlet, 11x14 in. 


- 18x21 in. 


Height of back 8 in. 
Depth of apron 5 in, 


Plate A-567 “Brevelle,” All Over Enameled 


The quality of KOHLER ware is guaranteed by 
our MAROON and GOLD Trade Mark Label 


Be 
mm feaaauecanae 


SHEBOYGAN, WIS..U.S.A. 


NEW YORK. == 


47 WEST 428°. ST 


CHICAGO. == 


514 FIRST NATL.BANK BLDG. 


SAN FRANCISCO, 
1001-1003 MONADNOCK BLDG. 
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The Most Careful 
Investigation of the 
Square-Pot fs TEN 
fails to Disclose Onegigap  >s=* 

Detrimental = Se II 
feature 


The most critical mechanical experts in the heating 
field have put their seal of approval on the Square 
Pot boiler atter tests and experiments proving be- 
yond question its efficiency. 


The Square Pot boiler was especially designed 
to fill with completeness the requirements too diffi- 
cult for the ordinary heating apparatus. 


WHY NOT INVESTIGATE? 


—— CHICAGO —— JI tel 6G ih 


The Burnham Cottage Boiler 


HE problem with boiler makers 

is to secure a proportionate 

economy in both their large and 
small boilers. 

This round sectional Burnham in 
its smaller sizes was a surprise to 
us. We, of course, believed in its ought to sell. 
economy from the very start, but Let us talk it over with you. 


Lord and Burnham Co. 


Irvington, N. Y. 
Troy, N. Y.—Aird-Don Co. Boston— 819 Tremont Bldg. 
) Chicago—Davies Supply Co. Minneapolis — 
Philadelphia—Haynes-Thompson Co. Johastowa, Pa. 
Ft. Dodge, lowa—Leighton Supply Co. 


we soon found out we hadn’t be- 
eved in it enough. 
It looks now as if we had solved 
the problem of the small boiler’s 


economy. 


If we have, it’s the boiler you 


Providence— Allen & Reed, Inc. 
Roberts-IJamilton Co. 
Union Radiator Co. 


AT IT 25 YEARS PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 
. BEST BY TEST 
152 CHAMBERS ST.,N. Y. CITY 


Ask what Carter Service means to you 


SUTNAM 


“THE PRIDE »& NEWENGLAND ( 


OLE 


Steam or 
Water 


Seid for Catalog 


— 


Putnam Foundry 
& Machine Co. 


Factory: Putnam, Conn. 


OFFICE AND SALESROOM - - 73 SOUTH MAIN ST., PROVIDENCE, R. 1 
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The Mouat Vapor 
Heating System 


(Patented) 
Positive temperature control 
at each radiator. 


Heat with Hard Coal for Twelve Hours 


without attention. 

No air vents to bother with, no 
leakage, no noise, no odors. 

We prepare working plans. 


Write for Booklet 


Mouat Vapor Heating Co. 
1246-54 W. Fourth Street 
Cleveland, Ohio 
@OQOQDOGCOO®ODSOOO®HOGDOOOOH“OOOAGOOS 
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The term “biological”? covers a very wide 
‘ange of action, and can be applied to any 


scheme that chiefly depends upon nature’s 


gents for effecting the purification. The 
wwents concerned in such methods are many 
forms of organisms (microscopic or other- 
wise) and oxygen. The structural designs 
necessary to harness and foster the action 
of nature’s forces vary 
with the different local 
conditions and require- 
ments. 

In country districts 
ecesspools are in some 
instances constructed 
to receive the sewage 
of isolated houses, but 
with the adoption of 
this mode of disposal 
great care is required 
where the water sup- 
ply is obtained from 
underground sources. 
Cesspools are of two 
types, 7%. @., pervious 
and impervious. In 
cases where the water 
Fic. 52.— Common supplies are independ- 

Form of Test ent of underground 

Plug Used in gources, pervious cess- 

Great Britain. pools will prove the 
most economical means of disposing of 
the sewage of small houses in country dis- 
tricts. It is essential to success that the 
ground in which a pervious cesspool is con- 
structed be of a freely Demviews character. 


reading, ‘Salt Lake City,’ and that all there 
was to be seen in the hot valley was a big 
tabernacle which housed a fine organ, and 
a body of salt water to the west of the city 
where one cannot drown and a lot of long 
whiskered Mormans who would run if they 
saw any one of our party smoking cigar- 
ettes. But we were agreeably ‘surprised 
that we could not see the town in thirty 
minutes and get out on the next train. 
Your splendid hotels, your wide streets with 
the sanitary- drinking fountains, the parks, 
the sight-seeing wagons, the clean city and 
up-to-date water-works, so wonderfully dis- 
tributed, and up-to-date fire and police 
departments, the perfect car system and a 
city of one hundred thousand people with 
that spirit of welcome as shown by your 


mayor, Sam Park, or -your governor, Wm. 
Spry, or the other members of your com- 
mittees. This was indeed a revelation to 


us and we had to admit the West is the 
place to hold conventions and Salt Lake 
City is the most ideal place of them all.” 

This is a copy of a letter from J. P. Mar- 
tin, Fort Wayne, Indiana, and is only one 
of several score in a similar strain. 


A Commendable Donation 


SPLENDID spirit was exhibited re- 
cently by Mr. Alexander Saunders, 
president of the well-known firm of 

pipe machine manufacturers, Yonkers, N. 


Fic. 53.—Test Plug with Gauge Used Where Pump Has No Registering Device 


The principle of purification is similar to that 
of the broad irrigation method. As the sew- 
age percolates through the porous strata, the 
organic solid constituents are eliminated by 
filtration and ultimately converted into in- 


OPEN 5 


Fic. 54.—Manner of Using Water Gauge 
or Manometer Attached to Test Plug 


organic compounds. The author has seen 
cesspools of this kind opened after from 
twenty to thirty years of use and observed 
that the total quantity of solid matter re- 
tained in each case was infinitesimal. 

(To be continued) 
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Visitors’ Comment on the Big Time at 
Salt Lake City last July 


N receiving letters from those who attend- 

I ed the recent convention we are amused 

at the tone of some of the letters having 

a humorous side, and here is a sample of one 

received. We also have many others of a 

similar nature. It might be headed “What 
We Expected and What We Got” :— 

“~The writer is one who had the pleasure 
of attending the recent, convention and takes 
this means of complimenting your associa- 
tion for the royal entertainment which you 
showed us from the start to finish. 

“Our party consisted of one hundred and 
twenty-five people from the East, who had 
never before been west of Denver, and our 
imagination of Salt Lake City was that 
there was a sign at the railroad, on a post, 


Y., in his donation of a valuable plot of 
land as a site for the new ‘Y, MG. 
building. Mr. Saunders came forward 
with his gift, which is valued at nearly 
$50,000, when the efforts of the committee 
to raise the necessary funds to purchase 
a site seemed hopeless, and the philan- 
thropy of the giver has been widely 
praised. The property is at the intersec- 
tion of Hudson street and Riverdale 
avenue. 
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Building Activity at Madison, Wis. 
PON a recent visit to Madison, Wis., 

Tur PrumBers’ TRADE JOURNAL 

correspondent found this good old 
American university town enjoying a 
fairly active season in the building line. 
Not only the State University and its ex- 
tensive buildings, which are being con- 
stantly added to, but also in the business 
and residence districts more or less 
activity seems to prevail. We met there 
Wm. Owens, who has been in the plumb- 
ing business in Madison for the past 
thirty years, and in company with a cou- 
ple of local architects, Messrs. W. Kran- 
enberg and Ed. Tough, enjoyed an auto- 
mobile drive to the Shak Club, a famous 
contractors’ fishing resort on Lake Men- 
dota, which is familiar to many members 
in the plumbing fraternity. He also had 
the pleasure of meeting Max Hartung, 4 
former Chicago plumber, who seems 
happy and prosperous amid his new sur- 
roundings. Some of the additions now 
being built by the University and the 
names of the contracting plumbers are as 
follows: Women’s Dormitories, Phil Me- 
Quilian; Home Economics, Phil Me- 
Quilian, Chippewa Falls; Agricultural 
Chemistry, Geo. Kraft, Madison, Wis.; 
Clinical Building, Phil McQuilian; State 
Historical Library (new wing), wm. 
Owens, Madison, Wis.; Biology Building, 
Mr. Owens, Madison, Wis. 
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N my travels about the country I have 
been interested in observing the 
strange conditions that exist in the 

heating field in different sections, some 
caused by natural conditions and others 
by the human element of habit and ignor- 
ance. I can’t begin to recall all the 
strange things I have heard and seen, 
nor would I want to publish them all if 
I could, but a few of them might prove 
interesting and entertaining to those who 
have encountered similar experiences. 

I recall one mess of trouble I got into 
one time down in Texas, just at the be- 
ginning of a heating season. The job 
I was called upon was installed in a man- 
her first class. The draft was good. The 
coal was not bad, but the radiators would 
pound and crack, and some would not 
heat at all. The colored janitor ’lowed 
the trouble came from the ghost of a man 
who was crushed to death by the boiler 
during its erection. Tom, the fitter, 
couldn’t stand to let his thought wander 
much on the subject. “It made him cuss 
so,” he said, “to think how much he had 
lost trying to fix the plant up.’ The 
owner said someone owed him damages, 
and the tenants of the building—well, 
‘twas awful, judging from what the own- 
er’s wife said. 

Well, I went over the job. It was one- 
pipe steam, with air valves on the radi- 
ators. We fired up, and by the time we 
had two pounds on the boiler the whole 
building was fairly quivering from the 
noise. It sounded like a street corner in 
a country town on the Fourth of J uly 
went to the boiler room and hurriedly 
looked at the water glass. It appeared to 
be two-thirds full of water. We checked 
the fire, but not until the pressure drop- 
ped back to one-half pound did the noise 
Subside. “There,” said the fitter, “can 
you beat it?” 

I didn’t answer, but did some thinking. 
I knew that there was only one thing 
that could cause noise in the piping. 
That was the clashing of the two ele- 
ments—water and steam. I went to every 
radiator and satisfied myself that the in- 
let valves were entirely open. Had it 
been a two-pipe system of heating, I 
shouldn’t have been interested in this, 
but in a one-pipe job I realized that if 
any of the radiator inlet valves were only 
Partially opened, then the water and 
steam passing through the contracted 
Opening in opposite directions would very 
likely cause noise. I also leveled the 
radiation and piping to see if they all had 
a pitch toward the boiler. This done, I 
Meditated again as to other possible 
means of water getting into and remain- 
ing in the piping. 

I could think of none, so I pulled up an 
old soap box that happened to be near, 
Seated myself and gave colored Jim or- 
ders to fire up. As the pressure gauge 
neared the two-pound mark the celebra- 
tion began again, and Tom, the fitter, 
chuckled behind his crooked-stem pipe. 
We were working by the light of one 16 
C. P. incandescent lamp that hung direct- 
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ly in front of the boiler. The boiler set 
in a pit and the walls of the boiler room 
were also the exterior walls of the build- 
ing, making just outside the pit a great 
room with very low ceiling and pillars 
here and there to support the building. 

S the noise continued, I looked 
again at the water glass. There it 
was, plain as day, two-thirds full 

of water. I lighted a match and held it 
back of the glass, and, low and behold, it 
was dry as a bone. The ring I had no- 
ticed at the two-thirds point was rust or 
dirt. 

I called Tom to my side. Tomy | 
said, “how many times have I asked you 
if you were sure water always showed in 
the glass?” “Why,” he answered, “I 
never saw the glass that it didn’t have 
water in it.’ 

“Well, look at it now, Tom,” and I 
lighted another match. 

“Don’t that beat all?” was all he said. 

I ordered the fire checked. The water 
came back to its old mark, where it had 
stood all summer. We took off the pop 
safety valve and attached a %4” pipe and 
extended it outside the building. Then 
we filled the boiler full of water and re- 
plenished the fire. Presently the boiler 
began to steam. Simultaneously water 
began to cough and spurt out of the 34” 
pipe. We raised ten pounds pressure, 
and all the time allowed water to slowly 
enter the boiler from below. After con- 
tinuing this process for about four hours 
we cut off the water supply to the boiler 
and watched closely to see if, after a 
short time, the %” pipe would cease to 
spurt water. Sure enough, it did. In 
about three-quarters of an hour nothing 
but dry steam came out. But the water 
glass was plumb full of water. 

We checked the fire, replaced the safety 
valve, drew down the water to its proper 
place in the glass, cleaned the glass and 
then fired again. Every radiator heated 
on one pound of steam. We got up two 
pounds, but no hammering followed. The 
gauge then showed three pounds, and no 
noise. Four, five, six, seven pounds came 
in succession, but the water didn’t budge 
an inch, and everything was quiet. I 
ordered John to cease firing, and called 
the bunch around me. 

“Boys, let me explain the trouble you 
have been having. It’s all been due to a 
primed boiler. The cause of boilers prim. 
ing is, ninety-nine times out of a hun- 
dred, due to grease that gravitates into 
them from the piping after the job is 
first started up. Perhaps some of the fit- 
ters who installed this job foolishly ap- 
plied the joint compound and lard oil to 
the female thread when making up. 
Under such circumstances, when the male 
thread is screwed into the female the 
grease and joint dope is forced right into 
the fitting. In time this fifth gets back 
into the boiler and causes the water in 
it to prime. One might think that a bot- 
tom blow off will rid the boiler of such 
dirt, but it won’t. Grease of this kind 
floats on the top of the water, and as the 
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water is let out below and the water-line 
falls, it adheres right to the interior of 
the boiler. The only way to get rid of it 
is by a surface blow out. 

N some cases I have blown a boiler 
out through the safety valve, open- 
ing for a day and some cases longer. 

I seldom put compound of any kind into 
the boiler, as it usually hampers rather 
than helps to clean it. One time I recall 
putting magnesium sulphate (epsom 
salts) into a boiler, and the results ob- 
tained were very satisfactory. This was 
a case where the water was very soft and 
so polluted with grease that it could not 
be cleaned in the usual manner. The sul- 
phate acted as a hardening agent and 
transformed the grease into flakes which 
were easily blown out.” 

I recall another trip I made one time of 
more than several hundred miles, only to 
find that the damper in a boiler had be- 
come loose from the shaft that operated 
it and had closed. Operating the damper 
rod at the front of the boiler wouldn't 
move the damper. Of course, the boiler 
wouldn’t steam at all, and when first 
started up would smoke terrifically. 
verybody vowed that the plant was a 
total failure until the damper was fixed; 
then everybody laid it onto the other 
fellow. 

On still another occasion I traveled 
some one hundred miles to close a valve. 
The system was one-pipe steam, with the 
main in the basement, pitching away 
from the boiler and dripping back to the 
boiler below the water line. The fitter 
had put a valve on the drip pipe just be- 
fore it entered the boiler. The boiler 
room was small, and during the summer 
the janitor had piled a lot of boards up 
against the boiler wall (which was of 
brick) and had completely covered up the 
pipe. The janitor explained that when he 
first started up the system that it worked 
all right, but after a while the radiators 
on the risers farthest from the boiler be- 
gan to pound and later refused to heat 
at all. Then the next farthest riser from 
the boiler did the same thing; then the 
next, and so on until no part of the plant 
worked. This explanation, ofcourse, told 
me immediately what was wrong, as I 
knew that the condensation from the 
radiation was filling up the mains and 
sealing off the bottom of the risers one 
after another, rather than going back to 
the boiler where it belonged. 

I began my search for the valve, and 
finally located it buried under the ‘pile of 
boards in the boiler room. I opened it 
wide, and with a hack saw cut the handle 
and stem clear off, so that a similar oc- 
currence couldn’t follow. 

In this case the janitor declared that 
he personally saw to it that the valve was 
wide open before he piled the boards upon 
it. Chances are he turned it the wrong 
way when he was “personally” seeing 
CORTE: 

There are hundreds of heating jobs all 
over the country not giving satisfaction 
because of some little cause such as those 
given above. Lots of them can be recti- 
fied if those handling them or those who 
first installed them would simply quit 
having so much confidence in their in- 
ability to find the cause. I have heard 
men assert that they had done so and so, 
when, as a matter of fact, they were only 
guessing at what they were saying. They 
sincerely believed they were telling the 
truth and all that, but somehow or other 
they couldn’t recognize the fact that they 


might be mistaken. 
too sure until he has taken at least “one 
more look.’ There is a reason for all 
such things, and if one will only try to 
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No one should be | 


get at the cause of trouble and use a little 


head work, the whole situation will ap- 
pear to him before he knows it. 

For instance, if draft is bad, there must 
be some reason for it, such as insufficient 
chimney either as to area or height, in- 


sufficient air supply to the grates, a bad 
damper or clogging up of the flue by soot. 


I remember one job where the draft was 


bad, and the whole cause was the fact 


that the boiler room was kept too tight. 


When the window leading to the outside 


was opened the boiler fired properly and 
the draft was good. Fire must have 
oxygen, as well as you or I, if it is ex- 
pected to live. 

So it is with pounding and hammering 
pipes and radiators. Get the water out 
of them and it will all cease. Of course, 
any system, where the water of conden- 
sation flows out of the radiator through 
the same pipe which also furnishes the 
steam, will make more or less noise. The 
clashing of the elements—vater and 
steam—always make noise. That is why 
the one-pipe system is giving way so rap- 
idly to the two-pipe. 

If a sick heating plant could only be 
handled the same as a sick horse, then 
heating troubles would be far less fre- 
quent. But it can’t Nature won’t help 
you one bit if you make an error in find- 
ing the trouble in a sick heating plant, 
while with a sick horse, make all the 
mistakes you want, nature will do her 
best to help the horse to get well. Some- 
times the horse will get well, anyway. 
Other times it will die. The heating 
plant may never die, but if it is out of 
order you are obliged to fix it yourself. 
Keep this principle in mind, and don’t 
give up, then heating troubles will not 
cause you so much annoyance. 
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The Things My Wife Has 
Put Away Somewhere 


NCE I had a meerschaum yellow, 
O Nevermore I’ll know its fellow. 
How one whiff of it would banish 
every care! 
And its loss I still deplore, 
But I’ll never see it more, 
For my wife has got it put away somewhere. 


And my pair of slippers oldest 
That I loved when nights were coldest, 
When close to the cheery hearth I drew my 
chair, 
Now from mortal eye are hid, 
Like the gold of Captain Kidd, 
For my wife has got them put away some- 
where. 


’Tis a rule that’s ne’er unheeded 
That what’s sure to be most needed 
She must hide away with skill beyond com- 
pare. 
To the things that once we knew 
We can find not e’en a clue 
When my wife has got them put away some: 
where. 


Oft I’ve told her, “Burn it, break it, 
Or to some poor family take it; 
Let me know it’s gone, and save me from 
despair ; ‘ 
But do not, I beg and pray, 
Let me hunt till I am gray 
For the thing I know you’ve put away some- 
where.” 


When the sea gives up its dead, 
When the Judgment Book is read, 
When the last cold storage chicken is laid 
bare: 
Then perhaps we'll find some trace 
Of the secret hiding-place 
Of things my wife has put away somewhere. 
—Walter E. Doty. 
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Old Cheyenne 


BY DAVID 
FEF Cheyenne, off, 
O aloft. 


came a cry from 
Why, what’s all the noise? 
A convention of Master Plumbers, answers a 
voice. 
Why, see, there come the boys, 
Yes! And ladies too with them; 
Grips and satchels not a few. 


LS LOTS 


To the plains we'll go, 

Came the cry of the tan-faced Cheyenne 
boys. 

Our esteem, hospitality, to you we extend, 

With well laid plans of no end, 

We to meet one another was a treat 

As they all turned out, us to greet. 

To theatre parties we did go, 

And automobile rides after the show. 
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At the banquet we assembled that night, and 

Let our past troubles 

Soar away in flight 

And partake of the great feast with spirit 
alike. 

May our brotherly love increasing be, 

Yes. And sisterly, too, 

But be careful not to over do. 


Os 


Let it forever be said that we are not at 
logger-heads, 

But men of business and professions, too, 

And not for the public to do or hoodoo, 

But to get a fair and equitable price 

And to lessen the criticism of our strife, 

To do business and to do it right, 

So let us as brothers 

Join hands with confidence to the end of life. 


flies which carry disease germs directly 
to our food. 


OW then, without sewers, can we dis- 
pose of the wastes from bathrooms 
and sinks without endangering our 

wells? By assisting the forces of nature 
instead of hindering them. First, build 
the cesspool absolutely watertight. It 
then ceases to be a cesspool and becomes 
a septic tank—one of the recognized 
means of scientific sewage purification. 
In this chamber, useful bacteria—natures 
scavengers—are developed. These forms 
of plant life are of two varieties, one 
class, living and doing their work in the 
presence and the other in the absence, of 
light and air. The former, called aerobic 
bacteria, operate near the surface of the 
contained liquid and the latter or anae- 
robic forms do their work nearer the bot- 
tom of the tank. By the activity of the 
anaerobes, the processes of putrefaction 
are carried on, which convert part of the 
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contained organic matter into liquids and 
gases. By the combined action of these 
bacteria, a reduction of about fifty per 
cent. of the sludge is obtained, and it is 
assumed that an equal removal of danger- 
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CESSPOOL, as usually built, consists 
of a covered hole in the ground 
having its sides and top fairly tight 

but with nothing but the earth for its 
bottom, the idea in mind being to allow 
all of its liquids to percolate into the 
ground. The action of such a structure, 
or rather its failure to act, does not seem 
to be understood by the general public, 
although many of our health officers seem 
to realize that there is something wrong 
with the idea. 

The aim in the disposal of all wastes 
should be directed toward assisting the 
forces of nature in performing the purify- 
ing processes which they are designed to 
accomplish under natural conditions, in- 
stead of placing obstacles in their way. 

It is now well known that the purifying 
power of the soil is due to the nitrifying 
bacteria which grow naturally in it and 
require air for their existence and work. 
The ability of the earth to reduce waste 
products to harmless compounds can, 
therefore, extend only to the depth to 
which air penetrates through the pores 
of the ground; consequently the soil bac- 
teria are most numerous at the surface 
and decrease rapidly in numbers until 
they disappear entirely at a depth of from 
three to five feet, according to the nature 
of the ground. It is therefore evident 
that the greatest degree and rapidity of 
purification will be obtained if the wastes 
are placed at or very near the surface, 
while if delivered at a depth or more than 
four or five feet, as in case of cesspool, 
we can expect little or no assistance from 
Natural agencies, nothing but stagnation 
resulting, and the poisonous liquids are 
allowed to soak into the earth and satu- 
rate it with gross pollution. The cess- 
pool is, therefore, a removal and not in 
any case a disposal. The depth to which 
these noxious liquids will penetrate is 
unknown, but varies with the porosity of 
the earth. 

In reply to the question, “How far is it 
safe to place a cesspool from a well,” one 
an only say, “it is not safe to build cess- 
pools at all.” They are probably less dan- 
serous in a sandy ground than in a clay 
or rock formation, because in the former 
case, the porosity is likely to be fairly 

constant in all directions and the see- 


page approximately equal in all direc- 
tions. But even under favorable condi- 
tions of sandy ground, the cesspool is by 
no means safe. A striking example of 
this has lately come to the attention of 
this department in the case of a well, the 
water from which, upon analysis, showed 
serious contamination from a_ cesspool 
over a hundred feet distant. In the case 
of clay or rock formation uneven density 
or fissures may occur, capable of leading 
a large portion of the liquids along one 
path for great distances. 

With the foregoing in mind it is easy 
to understand the dangers that lurk in a 
well where there is a cesspool in its vicin- 
ity, especially when we consider that the 
germs of many of the common intestinal 
disturbances, as well as of typhoid fever, 
are carried from the excreta of the sick 
or convalescent to their victims through 
the medium of drinking water. Danger 
to health, caused by drinking question- 
able well water, is seldom given the seri- 
ous consideration which the _ subject 
merits. -I am often confronted with the 
statement: “I have used the water from 
this well for over forty years, and I am 
not dead yet,” to which I feel like reply- 
ing, “My father fought at Gettsburg and 
was not killed.” A well may produce 
wholesome water for many years, and 
become a rank poison in a day or a night 
if only the necessary germs are delivered 
to its waters. 

The appearance and taste of a drinking 
water are no guarantee of its ‘purity. 
Only a scientific analysis can disclose the 
danger. Announcement has frequently 
been made that the Laboratory of the 
State Board of Health is in position to 
make a complete examination of any 
drinking water supply within the state, 
free of charge, and I cannot too strongly 
urge the people of the country to avail 
themselves of this valuable privilege, 
whether the question at hand relates to a 
well for the use of a single family or to 
the supply of a large community. 

The above remarks concerning cesspools 
are applicable with even greater force to 
privy vaults, since they possess all the 
soil polluting possibilities of the cesspool, 
and, in addition, their contents are almost 
invariably exposed to the operations of 


ous bacteria is effected. 

Second. The settled liquid in the tank 
should be drawn off at a point a little be- 
low the water level, so as not to disturb 
the scum which has formed. It should 
then be distributed into the soil near the 
surface of the ground where the nitrify- 
ing bacteria are most numerous. By the 
action of these organisms the remaining 
organic matter, both in solution and sus- 
pension, is reduced to harmless com- 
pounds very much in the same way as 
barnyard manure is converted into soil 
fertilizer when ploughed into the ground. 
In applying the liquid to the soil it is 
very important that the ground should be 
dosed intermittently, in order that air 
may follow the foul water in the pores of 
the earth and prevent the ground from 
becoming water-logged. The distribution 
is generally best accomplished by means 
of lines of sewer pipes or drain tile laid 
about one foot underground, with unce- 
mented joints, so as to allow the liquid 
to pass out more or less freely. These 
pipes need not be straight, but should fol- 
low the contour of the ground in such a 
way as to have a fall of two or three 
inches per hundred feet, and be about 
one foot deep throughout their length. A 
single line of tile may be used for small 
installations in sandy soil if plenty of 
distance is availiable, but it will generally 
be preferable to place them in more or 
less parallel lines about three feet apart 
in sandy soil, and four or five feet apart 
if the ground is more compact. 

A small chamber should be built at the 
inlet of the distribution tiles to equalize 
the flow into the various lines. If some 
of the distributors are on a lower level 
than the others, the fall to them from the 
equalizing chamber should be made out- 
side of the chamber, all outlets from 
which should have the same grade for a 
foot or two at least, to prevent some from 
taking more water than others. It is de- 
sirable that plugs be provided for snut- 
ting off, in the equalizing chamber, the 
flow to any of the distributors. In this 
way any section of the disposal tiles may 
be used at any time. For the purpose of 
supplying air to the pipe lines, a ventila- 
tor should be placed in the equalizing 
chamber, and one at the end of each line 
of pipe. The length of the distributors is 
determined by allowing one-half foot of 
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pipe per gallon of flow expected daily, if 
the disposal is to be in sandy soil, and 
about one foot per gallon per day in fair- 
ly dense loam. 
compact clay, its absorptive power may 
be increased by excavating the trenches 
about two feet wide and a couple of feet 
below the proposed grade, and filling in 
with porous material such as sand, gravel 
or cinders. In extreme cases it may be 
necessary to underdrain the disposal beds 
by means of pipes laid between the lines 
of distributors and about three or four 
feet deep, the flow may be led into a stream. 

In laying the distributors and drain 
tiles care should be taken not to butt the 
pipes too tightly together, the joints, 
however, should not exceed one-quarter 
of an inch. In sandy soil tarred paper 
or pieces of tile should be placed over the 
upper half of the joints to prevent clog- 
ging. If the disposal beds are placed 
near trees, it will probably be necessary 
to dig up and clean the tiles occasionally, 
as roots fill them quite rapidly. 

All connections between the house and 
septic tank and from the septic tank to 
the equalizing chamber should be laid 
with tight joints. If cement filling is 
used, the joints should first be caulked 
with oakum or jute which has been 
soaked in a mixture of cement and 
water, after which the joints must be 
completely filled all around with a mortar 
composed of one part of clean sand and 
one part of the best Portland cement. If 
cement joints are made with great care 
by a skilled workman, fairly tight results 
may be expected if the pipe line is in a 
dry trench. But if much water is en- 
countered it is almost impossible to ob- 
tain impervious joints by this method. 
The objections to leaky joints are, first, 
pollution of the ground and, second, fur- 
nishing an opportunity for tree roots to 
enter and clog the sewer. In using ce- 
ment joints, care should be taken to wipe 
the inside of the pipe free from any pro- 
truding jute or mortar which would tend 
to obstruct the flow. 

Much more satisfactory results may be 
secured by using a poured joint of sul- 
phur-sand. This consists simply of equal 
parts of sulphur and very fine sand 
(quicksand is excellent) melted together. 
The operation of melting should be done 
on an old stove, or some arrangement by 
which the heat may be controlled, for 
when the mixture is too hot the mass 
gives off sulphur fumes and becomes so 
thick that it cannot be used. At the 
proper temperature it should be nearly as 
fluid as water. The operation of pouring 
a joint is the same for all these sub- 
stances, and similar to the jointing of 
iron water pipes with lead. The joints 
should first be caulked with dry oakum or 
jute tightly enough and thick enough to 
prevent the jointing material from leak- 
ing into the pipe. A jointer of rubber 
hose or rope covered with wet clay should 
be placed around the body of the pipe 
close up against the bell of the next pipe, 
with a small opening left at the top for 
pouring. After the material has cooled 
sufficiently the jointer is removed. By 
this method several lengths of pipe may 
pe joined on the surface and lowered to- 
gether into ‘the trench as soon as the 
joints are cooled. This scheme not only 
insures permanent and substantial con- 
struction, but, best of all, obviates the 
root nuisance. 

The cost of poured joints will be only a 
cent or two per joint above that of ce- 
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ment. In other words, this small sum 
represents the difference in expense be- 
tween good work and questionable or bad 
work. 

Four-inch vitrified sewer pipe is the 
smallest practicable size which should be 
used for draining ordinary buildings. 

HE capacity of a septic tank should 
of sewage under normal conditions, 
not exceed twenty-four hours’ flow 

estimated on the basis of 30 to 50 gallons 
per person, per day. Its depth should 
rarely be less than four feet, and for fair 
sized installations about seven feet. The 
length should be about twice the width, 
in order to obtain as nearly a uniform 
velocity through the tank as possible, and 
to reduce the agitating influence of the 
inlet. These disturbances should be fur- 
ther controlled by leading the flow into 
the tank through an elbow in the pipe, 


four inch house , 
sewer with tight ors \S 
ond grade not less thon 
one foot per hundred 0 


ln Ais distance about 
$ the depthof pit- 


Sludge pit capacity about 
24hrs. flow of sewage. 


All walls to be of first : 
class concrete or bricky |=) 
masonry, and water-hight |v 3 


Covers of stone, concrere slabs or Cast /TOP. 
% PEE Oro hoe eee 


the trough, or outfall weir, should be 
placed a baffle wall or board to prevent 
the escape of scum and extending eight 
or ten inches above and below the water 
level. : 

It is preferable to build the bottom of 
the septic tank on a grade of three of 
four per cent, to facilitate cleaning. In 
large tanks the bottom slopes should ter- 
minate in gutters leading to a sludge 
drain pipe. 

The liquifying action of the tank bac- 
teria above mentioned is often spoken of 
as a digestive or dissolving operation, and 
accounts for the fact that septic tanks 
need cleaning at much less frequent in- 
tervals than do cesspools, where no proper 
habitation for liquifying bacteria is pro- 
vided. A septic tank should be cleaned 
only when sludge has accumulated to 
such an extent as to give trouble by es- 
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Plan with covers removed. 


Plan and Elevation of Simply Constructed Septic Tank. 


‘turned downward, and extending below 


the water level a distance of about. one- 
third the depth of the tank. In the case 
of tanks more than five or six feet wide, 
enough inlets of this sort should be pro- 
vided so that they will not be more than 
four feet apart, and each deliver an equal 
amount of the flow. Additional diffusion 
may be obtained by placing a batfile poard 
or wall across the tank close to the pipe 
inlets. In order to preserve uniformity of 
flow through the tank, the effluent should 
be drawn off as uniformly as possible 
along the outlet end. For tanks less than 
three or four feet wide, this may be ac- 
complished by a single pipe equipped with 
an elbow extending to a depth of six or 
eight inches, below the water level, to 
prevent the escape of scum. With tanks 
more than three feet wide better results 
may be obtained by building a concrete 
trough on the inside of the end wall, over 
one side of which the escaping liquid 
flows in a thin sheet. The top of this side 
should be perfectly level and so rounded 
and made smooth as to prevent accumu- 
lations forming to obstruct the flow. The 
bottom of the trough should be given a 
pitch of two or three feet per hundred, 
toward an outlet pipe at one end or jin the 
middle as preferred. In front of, and 
about three inches away from the side of 


caping into the disposal tiles. The best 
way to clean a small tank is by pumping 
from the bottom and thus removing the 
oldest sludge first. If this plan is pur- 
sued it is best to remove only about one- 
half or two-thirds of the accumulations 
at.a given time, the overlying liquid, of 
course, being allowed to remain. The 
sludge may be disposed of by ploughing 
into the soil or by dumping into large 
bodies of water at a point well removed 
from a water supply. 

The capacity of the flush tank should 
be equal to about four to six hours nor- 
mal sewage flow, thus providing for dos- 
ing the disposal beds from four to six 
times in twenty-four hours. The depth 
of the water which the flush tank may 
contain before discharging will be gov- 
erned by the size and type of flushing 
siphon used, and its horizontal dimen- 
sions may be any convenient length to 
give the required capacity. The nearer 
square the chamber is built, the more 
economical it will be to construct. For 
ordinary installation, a three-inch auto- 
matic siphon maybe used. There are 
many of these made having no parts and 
requiring very little attention for their 
maintenance. If another size is used the 
catalogue of the makers should be con- 
sulted, to obtain the corresponding dis- 
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Distributors to follow the 
contours soasto have a 
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Flush Tark Outlet. 


Details of Flow Lines and Automatically Discharging Siphon 


charging depth of water to be provided 
for. The top of the flush tank should be 
removable for the purpose of inspection 
and cleaning around the siphon to insure 
regularity of discharge. In setting the 
flushing device, it should be held firmly 
in place by plenty of concrete, and great 
care taken to have the vertical siphon 
pipe exactly plumb, and the bottom of 
the bell at precisely the required height. 
After the work is completed a pail or two 
of water should be poured into the ver- 
tical leg of the siphon. s 
For small plants the covers of the sep- 
tic tank and flush tank may be made of 
flag stones, concrete slabs or cast” iron 
plates in small units, so as to be easily 
removed for cleaning and inspection. It 
is not advisable to use planks for this 
purpose, as they are not durable under 
such conditions. In large installations 
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the tops may be moulded in place and 
access provided by means of plenty 0! 
manholes. 

If the structures are to be placed in 4 
lawn the tops may be covered with earth 
and the surface seeded or sodded and an} 
exposed parts screened by shrubs if de 
sired. It will be well in case tight cover: 
are employed to provide a vent for th 
septic tank. This may consist of cast 
iron soil pipe, or galvanized roof leade’ 
pipe, extending fifteen or twenty fee 
above ground along side a building ©: 
tree. : 

Reference to the accompanying Pla! 
will illustrate the points brought ou 
above. 

The cost of a disposal plant complet 
of the size shown on the plan, ought no 
to exceed $150.00 under ordinary circun 
stances. This, of course, is somewha 
more expensive than a cesspool, put th 
saving in the cost of cleaning will go fa 
toward equalizing the difference, and th 
remainder will be a small amount indee 
to pay for safety to public and privat 
health. 

—__—_._»-6-4 <> 

A bluff will carry you only a short di 
tance, and is liable not to work at a 
finally the world will know what you ¢a 
actually do. Play a fair game. 
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MONG the numerous other 
suggestions being advanced 
in regard to standardizing 
the method of indicating 

pipes, radiators, and plumb- 
ing fixtures of various kinds, the writer 
would like to call attention to a few 
facts that some of the discussions on 
this subject seem to have lost sight of, 
and also would like to add to those 
already put forward a few ideas of his 
own for the consideration of the parties 
most interested in this matter. 

In the first place, it is acknowledged 
without argument that standard symbols 
and lines are an advantage and, wher- 
ever adopted in other lines of work, have 
proved most helpful. There seems to be 
no difference of opinion anywhere as to 
the fact that standards should be adopted 
and used, but the two questions of what 
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Fic. 1—Cast Iron, Wrought Iron and 
Tile Pipe Symbols 


Standards shall be adopted and how they 
shall be brought into general use seem 
to lead to quite widely separated an- 
Swers, some even insisting that archi- 
tects and engineers are so original and 
—shall we say—eccentric that even if 
good and efficient standards were decided 
upon, that they would refuse to use them 
simply because they were not “their way 
of doing” this work. 

It is thought that this opinion may be 
Temoved from those to be considered as 
the architects and engineers would be 
among the first to appreciate the ad- 
vantages of standardization and have, 
even in many instances, tried somewhat 
to standardize their own drawings. It 
heed not give cause for doubts on this 
point oe end here lies the heart of 
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Fic. 2—Symbols Designating Purpose 
of Various Piping 

the matter—unless the symbols adopted 
are too complicated, too costly to use or 
impractical from any other cause. A 
good, simple, easily made system will 
Without doubt be received as joyously 
and adopted by the majority of archi- 
tects and engineers as by the plumbers 
and steamfitters, and will be a mutual 
help to each. Of course there will .be 
exceptions and it will take time to 
introduce any standards that may be 
decided upon, into drawings being laid 
out while it would probably be not less 
than two years after any such standard 
were decided upon before it could come 
into anything like general use. 

It would seem that the success or 
failure of any standardization depends 
more entirely upon the standard itself 

_ More than any other one thing. A 


Che Standardization of 
Plumbing and Heating Symbols 


standard that consumes too much of a 
draughtsman’s time to reproduce on his 
drawings will never become popular, no 
matter who may approve it or what 
body may authorize its use. It being 
admitted that no control can be exercised 
over the engineers and architects in this 
matter, it devolves into producing a 
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Fic. 3—WMethod of Indicating Direct, 

Wall and Flue Radiators 
series of symbols which are as easy to 
draw as any now in use in any office 
and in a method of showing pipes 
which indicates their character with a 
minimum amount of work, so that the 
standard will be adopted through its 
advantages and not because some one 
demands it. Also there should be kept 
in mind the fact that the symbols should 
remotely represent the real object, both 
to give a proper outline to the eye as 
well as to render a reproduction of the 
standards by memory a far more simple 
and natural thing than if arbitrary signs 
are employed. 

On this basis, then, there are two 
methods which may be followed out, 
either of which is very good and infi- 
nitely superior to no method at all. The 
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Bottom Outlet waler C/oser 

} Back Outle+ Waser C/ose7 
tv©) £oco/ Vent. Waler Closet 
Fic. 4— Characters Generally Used for 

Water-Closets 

first consists of using an individual 
symbol for every different type of appa- 
ratus and a different kind of a line for 
every kind of pipe according to its mate- 
rial, such as cast iron, wrought iron or 
tile, or according to its use, such as soil 
pipe, vent pipe, gas pipe, etc., regardless 
of what material the pipe may be com- 
posed of. 

In no case does the writer think that 
two line pipes should be used unless the 
pipe diameters get up to 10” or over. 
As an example of what is meant in the 
above, let us glance at Fig. 1, which 
shows a method pursued by some de- 
signers to indicate cast iron, tile, and 
wrought iron pipe. This is a sample of 
showing pipes according to the material 
of which they are composed and not 
according to their use. Fig. 2 shows a 
method of indicating soil, vent and ser- 
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Fie. 5—Soil and Vent Pipes Shown 
Heavy, Water Pipes Lighter 

vice water piping which is according to 

the pipes’ use and not their material. 

Fig. 3 indicates a method of indicating 

a direct radiator or ordinary type, a 

direct radiator of the wall type and a 


flue radiator, each type having its own 
symbol. 


OW let us leave these for the time 
N being and consider the second 
method of standardizing, which 
consists of using one symbol for all 
types of the same class of fixtures or 
apparatus and one kind or two kinds of 
lines for all piping, both the material 
and use being noted by standardized 
abbreviations on each. As a sample of 
this, let us look at Fig. 4, which shows 
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Fig. 6—Simple Symbols for Plumb- 
ing Plans 

for example a water-closet symbol which 
in this method is the same for all water- 
closets, and which (without any nota- 
tion) may be considered to represent 
any ordinary water-closet with the usual 
bottom outlet and no local vent. The 
second representation in Fig. 4 is indi- 
cated exactly the same, but the initials 
“B. O.” are written near the closet, indi- 
cating a back outlet closet, and the third 
closet, also indicated exactly the same, 
has the initials “L. V.” signifying a local 
vented fixture. 

For the piping, let us look at Fig. 5 
and we note here that the soil and vent 
piping, being usually larger in diameter 
than the service water or gas is shown 
in heavy lines and marked “2” W. I. V.” 
or “4” C. I. S.” indicating a 2” wrought 
iron vent pipe and a 4” cast iron goil 
pipe respectively. 

The service water is shown in lighter 
lines and is marked “%4” C. W.” and “34” 
H. W.” indicating 4’ cold water supply 
and %” hot water supply. If it were 
desired to indicate the kind of piping 
the notation could have been made “34” 
Go. Co We and “3,7"B. HB. We" indicat- 
ing %4” galvanized iron cold water pipe 
and %” brass hot water pipe. This 
method has the following advantages: 
It makes use almost entirely of the 
straight line (either heavy or light in 
weight), which as every one knows is 
the easiest and quickest to draw. It 
cuts the number of symbols to be 
remembered and the complication of 
showing various fixtures with minute 
differences in the symbols to indicate 
back outlet or bottom outlet, etc. to a 
minimum. It can be expanded to take 
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any kind of pipe, and pipe for all sorts 
of uses without a single increase of 
symbols or change in way the pipes are 
indicated. On the other hand, the pipes 
on a small drawing are not quite so easy 
to follow out as if they are shown with 
different kinds of lines and the addi- 
tional initials on the pipes lead to a 
complication and lack of clearness on 
drawings where the space is limited. 

It would seem therefore that each of 
the above methods has its failings and 
that a more satisfactory system could be 
constructed by the judicious use of the 
advantages of each and an elimination 
of the objectionable features as far as 
possible. 


ET us take up the plumbing first 
L and see what the simplest method 
is that can be easily drawn and 

yet indicates with reasonable clearness 
the results desired. For the piping, let 
us take the single straight line and, 
since in plumbing drawings the soil and 
drainage pipe is most often shown, and 
usually has the longest runs, let us apply 
this line to the soil and drainage sys- 
tems throughout and let us make it a 
heavy line since these pipes are generally 
the largest of the plumbing pipes. As 
the vent piping is in general the next 
larger of all the plumbing pipes and is 
intimately connected with the soil and 
waste systems, let us use a heavy line 
to represent this also, but break it into 
dashes. Then as the cold water piping 
is usually of smaller sizes and more 
extensive than the hot water, let us use 
a single light straight line for this and 
as the hot water ordinarily parallels a 
large part of the cold water piping and 
is of practically similar size let us use 
a similar line but broken into dashes 
to represent the hot water piping. It is 
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Fic. 7—Heating Practice Symbols Simple 
and Easily Recognized 

not thought necessary to indicate a hot 

water return in a circulating system, it 

being easier to mark this “H. W. R.” 

than to go into a dot and dash or any 

other kind of a fancy line scheme. 

The same applies to fire protection, 
and tank supply, since both are essen- 
tially cold water pipes, and should be 
shown the same as the cold water pipes, 
their use being easily indicated by 
“F. P.” and “C. W. to Tank.” Drinking 
water is also simply cold water pipe 
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New PRICE BOOK 
for PLUMBERS 


The greatest time-saver in making esti- 
mates, in pricing jobs and making out 
bills is 


Flowers’ Plumbers 
Price Book 


Pays for itselfin two weeks. After that 


it earns money for you. 


120 pages. Bound Flexible Full Levant Grain 

Black Cowhide, Tan Leather Lined, Pocket 
in front cover. $5.00 Prepaid, You can 
return if not satisfactory. 


Send for pamphlet 


FRANK H. FLOWERS, 
Erie, Pa. 


PLUMBERS’ 
SLATE 


We have two large factories and 
produce more than a carload of 
milled slate daily. 


Our 


Plumbers’ 


reputation for executing 
detail work carefully 
accurately has 
earned. 


and been well 


We will appreciate the favor 
if permitted to quote you prices 
when you are in the market. 


Urinals 
Shower Stalls 
Water Closets 

Base 

Wainscot 
Drain Boards 


THE PHOENIX 
SLATE CO. 


Penn Bldg., WIND GAP, PA. 
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and may well be shown in the like man- 
ner and marked “D. W. S.” or “D. W. Riss 
for the supply and return. A vent riser 
should be indicated by a larger hollow 
circle and a soil pipe by a larger solid 
circle. The hot water risers use a 
smaller hollow circle and the cold water 
risers a smaller solid circle. 

N the foregoing it will be seen that 
] the four main divisions of any 

plumbing system(  viz.: the soil 
waste and drainage pipe, the vent pipe, 
the cold water pipe and the hot water 
pipe) have all been graphically indi- 
cated with the use of practically only 
two kinds of lines (the simple straight 
line and the plain broken line), which 
are the two easiest lines to draw. 

In regard to showing fixtures let us 
take the water-closet; the conventional 
form that the water-closet approaches is 
the double circle, but since this looks 
too much like a pipe riser, it should not 
be adopted. Let us approach the actual 
shape a little more nearly and avoid 
confusion by showing a bottom outlet 
closet as two concentric circles with a 
slight projection on the back end of the 
closet while if the closet is a wall outlet 
let us run the back projection over to 
the wall and indicate clearly that the 
closet sets against the wall. A local 
vented closet can be marked “L. V.” 

For a lavatory an oblong drawn to 
scale with an oval or flattened circle in 
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Fic. 8—A System of Indicating Valves 
Not Confusing 
the center answers every purpose. For 
a bath an oblong with rounded corners 
or one rounded end as the tub may be 
shaped is all that is required, while for 
a shower, a square with its diagonals 
and a minute circle in the center is 
quite graphic, yet a simple symbol to 
use. For a urinal a semi-circle with a 
projecting lip will indicate a lip urinal, 
while an oblong also with a projecting 
lip will approach the actual plan appear- 
ance of the stall type but still not be too 
intricate for the purpose. A slop sink 
is a square with rounded corners and is 
often marked “S. S.” to avoid complica- 
tion with other sinks, which are shown 
as oblongs and marked with their desig- 
nations such as “silver sink,” “pot sink,” 
ete. A circle in a square is a good rep- 
resentation of a floor drain or a simple 


There is no secret about the reasonableness of our 
price, and the quality of our material and workmanship. 


All these factors are the result our facilitaties as a 
department of the well-known Genuine Bangor Slate 
Co., the largest slate producers in this country. 


It isn’t the bigness of the Company we want to 
call your attention to, but the “smallness of our quota- 
tions” which is the result of our affiliation. 


The Penna. Structural Slate Co. 
PELL BUILDING, EASTON, PA. 


square or circle marked “me. D.” A drink- 
ing water fountain on the wall can be 
shown by a plain semi-circle and on 
a pedestal by the same set out from 
the wall. This includes practically all 
standard fixtures and others should be 
specially and clearly noted. Fig. 6 
shows these suggestions in tabular form 
and is offered for discussion. 
OW, taking up the heating end of 
N the matter, it is assumed that 
to avoid complication with the 
plumbing, the steam (or hot water) 
piping is shown on a set of heating 
drawings separately. Then, beginning 
with our old light straight line we apply 
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Fic. 9—Symbols for Valves Not So Good 
as Fig. 8 
it to either the steam supply or the hot 
water supply (as the case may be) and 
a light dash line to the steam return or 
hot water return. A steam drip can be 
shown as a dot and dash line or what is 
preferable a dash line marked “Drip.” 
The steam apparatus is more varied 
than the plumbing fixtures, but for show- 
ing on plans the radiators should be 
indicated by solid black oblongs drawn 
to scale and marked 3-38-10 and the num- 
ber of square feet in each case. The first 
figure indicates the number of columns, 


the second the height in inches and the 4 
third the number of sections. Wall ra-_ 
diators might be shown the same but — 
marked “W” and fiue radiators “BR.” — 
Pipe coils should have a round circle at~ 
one end to indicate the vertical header 
and an oblong at the other to indicate 
the horizontal header, a light straight 
line being run between the two to indi- 
cate the pipes in the coil. 

On indirect heating systems the flue 
outlet should have an arrow with a 
straight tail pointing out into the room — 
and the vent inlets should have an arrow 
with a curly tail pointing into the vent. 

A fan should be drawn about to scale 
and marked “Fan” and a motor is usu- 
ally indicated by a square with rounded — 
corners and marked “Motor.” Steam or 
hot water risers are usually indicated as 
solid circles and steam return, drip or 
hot water return drops are shown as a 
hollow circle. 

Traps should be shown by a _ small 
circle and marked “Trap,” while a pump 
is reasonably approached in outline by 
two large squares connected by two lines 
to represent the cylinders and pistons.: 
Fig. 7 is a table showing the suggestions 
above graphically and is earnestly recom- 
mended to the consideration of all by one 
who has worked on heating and plumb- 
ing drawings of all kinds for many years. 

The valves should be shown as in Fig. 
8 and not as in Fig. 9. These are liable 
to be confused with risers on small draw- 
ings while those in Fig. 8 are always 
known for what they are intended. 
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The Utility of Slate in 
Modern Sanitation 
Moonrntacesesesesesasasetecasasecesesesecesecece cece case ce: 


Wie would the luxury of modern 
sanitary appliances amount to in 
this progressive age were it not 
for the immense amount of slate now 
quarried and used in such work. Pre- 
vious to twenty of thirty years ago, Mar- 
ble was used almost exclusinvely for this 
purpose, slate being mostly employed by 
roofers and builders. 

Today this hard, close-grained color- 
less stone is one of the most necessary, as 
well as valuable materials with which 
the plumber has to work. No one will 
deny that the smooth, dull, black finish of 
slate, which resists an unusual amount of 
abuse, is the most satisfactory substitute 
for marble, glass or soapstone in sanitary 
work. 

The application has not been limited to 
any particular use, every structure 
erected calls for slate in some form. 

Urinal and closet stalls and partitions, 
baseboards, wainscoting, floor slabs, sink 
drain-boards, shelves and _ sinks and 
laundry trays are but a few of the many 
possibilities of this useful product. Pub- 
lic comfort stations, laundries, hospitals, 
restaurants, barber shops, kitchens, pan- 
tries, bakeries and other like establish- 
ments require slate for its sanitary quali- 
ties. It does not absorb stains from 
waste water, is free from flaws and does 
not show scratches. 

Most of the best slate produced in the 
United States comes from a portion of 


Pennsylvania, where the slate is of re- 
markable quality. The operation of quar- 
rying and finishing this product is both 
interesting and educational. Some of 
these workings are huge holes into the 
bowels of the earth, sometimes as deep as 
500 feet. When we stop to contemplate 
the great loss, fully 80 per cent, of the 
slate quarried is rejected ds unfit, we 
realize the aims of these concerns to se- 
cure only the best. is 

The government is now one of the 
greatest users of slate, as is also the 
pbuilding, electrical and other trades. The 
same rigid specifications required by the 
government are followed by the makers — 
in furnishing our trade with slate. The 
management of these mills are all men of 
experience whose knowledge of the pro- 
duction of sanitary slate is at the service 
of the trade without further obligations. 
Architects and owners’ attention should 
be directed to the advantages of sanitary 
slate. Specifications for special work will 
be estimated if forwarded to these con 
cerns. 


———__> 04+ 
KNOCKDOWN BARGAINS 


“T hear that retired pottery manufacturer's 
daughter is engaged to the duke. Do you 
think it was a case of love on her part?” 
asked the plumber of his companion. > 

“No; it’s another case of the feminine 
pargain instinct. The duke’s first figures 
were $200,000, but he dropped to $198,000," 
laughingly replied his friend. $ 
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For Toilets in Cafes, Hotels and Restaurants 


,USE SLATE 


/ Cleanest Cheapest Best » 


s > 
> Write these firms for prices se 
ex , 4 
They quarry and finish to size A 
any requirements you may have j 
Alpha Slate Mfg. Co. Hammann Structural and ’ Slate Products Co. of 

: i ae a i Roofing Slate Co. America 

-rown Slate Co. srorh Pa Bangor, Pa. 
Pen Argyl, Pa. ETO : \4 
Rereleioreslater Go: Phoenix Slate Co. M. L. Tinsman & Co., Inc. 4 
Pen Argyl, Pa. Windgap, Pa. Pen Argyl, Pa. RB 
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) Zz 
“NO WATER TO CARRY 
FROM THE OLD PUMP 


THIS THANKSGIVING DAY” 


The Zc Line 


Tanks. 


Pneumatic, hot water storage, air receivers, gasoline storage, 


high duty storage tanks. 
May, 12, 1912. 


(See tank price list in effect 


Pumps. 


Leader Hand Pumps (Fig. 276-E to 283-E). 

Electric driven pumps for shallow and deep wells, direct-con- 
nected or belt drive. (Note particularly Fig. 6-E). 

Direct-connected horizontal and deep well pumpers operated 
with Leader gasoline engines. 

All styles of pumps for light, medium and heavy service. 

Cylinder, pump rods, drop pipes, etc. 


Power. 
Leader line of gasoline engines in sizes from 1 H. P. to 22 H. P. 
(See special gasoline engine catalog) 
Electric Motors, Steam Boilers, Wind Mills. 
Transmission. 


Line shafting, pulleys, belting and hangers. 


Note. 


All Leader product is new. Machinery is in good running 
order when shipped, nicely painted and well crated. 
Prices equal if not lower than similar competitive equipment. 


Decatur, Illinois and Owego, New York 
New York City Office, 15 William St. Chicago Office, Monadnock Block 


eee 
| Temporary Public Comfort Stations Erected _ 


__—===> in Wilmington, Del. ————_. . 


URING “Old Home Week” at Wil- 
mington, Del., October 6th to 12th, 
more than 100,000 people daily 

availed themselves of the public conveni- 
ences housed in the temporary comfort 
stations provided by the city. Chief in- 
spector of the city plumbing department, 
Edward P. McKay, was one of the factors 
in the construction of these buildings, 
and had a man and woman attendant in 
charge of each station. Manufacturers of 
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ment, etc., of the two factories at Detroit 
and Windsor, Ont. The operating of the 
concern had been carried on by Jeremiah 
Dwyer since the death of President Jas. 
A. Wright, assisted by other members of 
his family, these practically controlling 
the bulk of stock. Other interests re- 
quiring the entire attention of the own- 
ers, they decided to sell or consolidate 
the business with some similar concern. 
The merging of the two concerns was 
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Fics. 1 & 2.—Front and End Elevations of Temporary 
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Comfort Stations Erected in 


Wilmington During a Recent Celebration 


plumbing specialties donated the fixtures, 
while certain plumbing work Was exe- 
cuted by the local firms without charge. 
The firms supplying the fixtures were: 
Jos. A. Vogel & Co., Wilmington, 14 No. 5 
factory closets with tanks, and the drink- 
ing fountains and other accessories were 
furnished by the Delaware Electric Sup, 
ply Co., The Speakman Supply and Pipe 
Co. and Gawthrop & Bro. 

The necessary connections to the sewers 
and water mains were made by the city’s 
sewer and water departments, the wiring 
being done by Ferris Giles and the cur- 
rent furnished gratis by the Wilmington 
and Philadelphia Traction Co. 

The front and end elevations of the 
houses are to be seen in Figs. teands 2: 


then consumated, and the new concern 
has already made plans for enlarging 
the facilities at the Detroit plant, now at 
570-90 Franklin avenue. Much outside 
capital and labor will doubtless be at- 
tracted by the new industry, a jobbing 
house also being contemplated for De- 
troit. 

Cope Brothers established the original 
business in 1887, under the same name, 
Ideal Manufacturing Co., at the corner 
of Franklin and Dubois streets. The en- 
tering into the concern of Messrs. Wright 
and Dwyer in 1898 resulted in the ac 
quisition of the adjoining property, then 
occupied by the Hart Manufacturing Co. 
The growth of the concern continued un- 
til the death of Mr. Wright. The new 


Hog Tr A Lined, 
with Colt, iron 


2S 28’ a 
Fic. 3—Plan Showing Location of Fixtures in Comfort Stations Designed by Chief 
Inspector Edward P. McKay, Wilmington 


while Fig. 3 gives an idea of the location 
of the fixtures. Bubbling drinking foun- 
tains were installed in each side. The 
general specifications as prepared by In- 
spector McKay called for the houses to 
be 28 ft.x 14 ft., so made that they can be 
taken apart in sections and reassembled 
when needed on similar occasions. Hach 
was painted and otherwise made attract- 
ive. The windows all swung outward and 
stall partitions were erected to separate 
each space from the adjoining one. Many 
visitors expressed their approval of the 
sanitary appearance of the stations. 
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Ideal Manufacturing Co., Detroit, Bought 
by The Colwell Lead Co. 


ECENTLY The Ideal Manufacturing 
Co., Detroit, Mich., was purchased 
by the Colwell Lead Co., New 

York City. It is understood that the 
transaction includes the plant’s equip- 


president of the amalgamation is Jesse a. 
Duryea, while the Dwyer interests will be 
retained, with a representative on the 
Board of Directors. : 

Like the Ideal Manfacturing Company, 
its business is long established and suc- 
cessful, the company having been found- 
ed in 1866. 

Among the company’s directors are 
Solomon R. Bush, of Bush & Bull, large 
department store operators in Pennsyl- 
vania and elsewhere; Robert E. Powell, 
business manager of the Sun, New York, 
and H. P. Talmadge, of Talmadge & Co., 
a prominent banking house in New York 
city. Mr. Talmadge is a vice-president, 
also of the Empire Trust Company, New 
York, and a director of the Boston & Al- 
bany Railroad. 

Plants and warehouses are maintained 
by the Colwell Lead Co. in New York 
City, Brooklyn and Bronx, N. Y. Wor- 
cester, Mass., and Blizabeth, N. J. 
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Recognized far and wide throughout the country as 


The QUALITY LINE 


ual 


Plate D-112. Made in one size only, 22x27 in. 


IRON CITY Sanitary Fixtures 


bearing our Black and Gold Guarantee Label are absolutely the 
Last Word in Quality Products. 


You are assured of the very best made if you insist 
on IRON CITY. 


IRON CITY SANITARY MFG. CO. _ Pittsburg, Pa. 
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The Jobber who tells you 


that he can sell you lavatories like these 
made by some one else at a better price, tS 


being fooled himself 


Solid Porcelain 
Lavatories 


are practically made alike. 
If there is any considerable 
difference in price it 1s be- 
cause the firing is being 
shirked. 

The result may look just 
the same—for a short time. 
Then it shows because a 
low firing or baking 
does not give the 
hardness found in 


The Trenton | 
Potteries Company F 
| 


Ware 


We make our solid Porcelain con- 
scientiously and honestly; believe it 
to be the only Porcelain which will 


es / Plate 162 


complete 


give excellent service over a long 


period of time. 


We back our ware with our 


established trade-mark—which 


appears on every plece we man- 


ufacture. 


Vitreous China (made at four of our plants) and Solid Porcelain (made 
at two exclusively) are acknowledged by experts to be the most sanitary 


materials. 


Your Jobber 
can give you 
prices 


Just convince yourself how little more it 


will cost to use such sanitary materials, 
made by a reliable company. 


Ask about Plates 162 and 175. 


Plate 175 


complete 


The Trenton Potteries Co., 


Trenton, New Jersey, U. S. A. 


See page 782 for our other advertisement 


A Quick Repair for a Leaking Pipe 
H™ often does the fitter or plumbery’ 


come across a leaking steam cv. 


water pipe that either is hard to get} 


at or which he cannot renew ac once? 
Here is a repair that can be used which 
will serve either temporarily or perma- 
nently: Obtain a piece of soft rubber pack- 
ing; cut it large enough to fit around the 
pipe snugly; cover one side of packing with 
a good coat of red or white lead; wrap it 
around the pipe over the leak and put on 
one or two more clamps, of the kind used 
on ordinary garden hose. If the leak is a 
small one, one clamp will be enough; if 
large, two will be necessary. The size of 
the clamps must be governed by the size 
of the leaking pipe. Any size clamp from 
half-inch to two-inch may be obtained at 
any hardware store. If the clamps are 
properly tightened the leak will stop. 
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How to Replace a Broken Diaphragm Seal 


of steam boilers are there who have 

not, at one time or another, come in 
contact with that~ common accident, the 
broken water diaphragm seal? 

It seems that the most careful of us will 
forget, nine times out of ten, when prepar- 
ing the boiler for its summer idleness, to 
remove that cute little plug in the bottom 
of the water receptacle, thus leaving it full 
of water and liable to a freeze in the fall. 
I have also had cases brought to my notice 


H OW many fitters, owners and operators 


Digphre, Le iz) 


scr&éws or PEréE 


Connechior T 


to Bosler (se) 


Close 4 or 3, 
Dipple 


Llp C QP 
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Ya peep Flug 


A Cheaply Constructed Seal Made of 
Ordinary Pipe Fittings 


where the fire in the boiler has gone out 
in the dead of winter and been allowed to 
remain out for several ’hours. The water 
seal, which at best contains only a small 
quantity of water, had frozen and cracked, 
destroying its usefulness. 

Ninety-nine times out of a hundred, you 
cannot obtain the proper repairs at once, 
and the occupant of the house “kicks” ir 
he has to be without fire three or four days, 
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su here is an-easy and a quick way to make 
a water seal on the job: Take a 24%” nip- 
ple 8” or even 10” long; place on each end 
a 21%4” cap, and make them up tight. Drill 


pand tap one of the caps in the center, %4”, 
%,”, or whatever the old connections call for, - 


This will be the top of your water seal 
Drill and tap the bottom cap on the side 
(see Fig. 1) the same size as you drilled — 
the other cap. Also, drill and tap bottom 
cap, as shown in drawing, for a ” drain 
plug. 

When the holes are drilled and tapped, 
screw into the first or top tapping a close 
nipple of the required size; on this put an 
ell and this will take care of the boiler 
connection. 

Now, with the cap that has been tapped 
in the side, use a nipple about 2” long; 
put on an ell, and, after making both up 
tight, screw in a piece of pipe about 14” 
long, or long enough to screw the dia- 
phragm on without crowding. After con- 
necting the device to the boiler, fill it with 
water, and screw on the diaphragm. 

Consult the drawings and it may be seen — 
how simple this litttle handy repair job 
is made. It should not take over a half 
to three-quarters of an hour to make, and 
it is a simple matter to put it on the boiler. 
When it is on, you have a stronger and 
even more serviceable reservoir than the 
original cast iron one. 
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A Good Mixture for Pipe Joints and 
Gaskets 


T costs but the very small fraction of a 
cent per joint or gasket and will save 

many cents’ worth of time in the end, 
to make a mixture that will preserve threads 
on pipes and also save gaskets. And not 
only does it do this but no matter how long 
the joint, either thread or gasket, has been 
in, it will come apart as easily as it was 
put together. If the joint is made up of a 
flange and gasket, there is a double ad- 
vantage, for not only will the flange come 
apart easily, but the gasket will be as good 
as when it was put in the first time. 

The mixture is made up of graphite to 
which common black oil is added. Mix it 
to the consistency of axle grease and apply 
to the thread or the gasket. 


—__++e——_—__ 
Portland, Ore., to Have New Industry 


ORTLAND, Oregon, has a new enter- 
prise in the Decarie Safety Boiler 
Co., 19-20th streets. Steam heating 
boilers and accessories, it is understood, 
will be manufactured. The officers are 
Roderick Maclay, president, and F. L. 
Decarie, vice-president and general man- 
ager. 
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News Wanted About Charles A. Mohl, 
Formerly of New York City 


SSISTANCE of Tue Prumpers’ TRADE 
Journat has been asked in locating 
Charles A. Mohl, formerly of New 

York City. When last heard of, Mr. Mohl 
was in the sanitary service of the United 
States at Colon, Panama, but may have 
later engaged in business for himself in 
the same locality. Charles Baptist, 65 
Munson street, Astoria, Long Island, de- 
sires news of the missing man, 
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HAPTER VIII in the preceding issue 
of THE PLuMsBeRS’ TRADE JOURNAL, 
shows- feeders fed from the main 

and extending the length of the building. 
The main is hung from the beams and is 
placed as close to them as possible, being 
fed from the riser through the short con- 
nection shown. ° 

Fig. 3 gives a plan of underground 
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Wie. 3—Water Supply Taken Directly From City 
Main with Valwes Indicated 


ence of 


Modern Plumbing 


HERINGTON 
CHAPTER Ix. 


supply piping and general layout of the 
buildings, in which two sources of water 
supply are shown—city main and fire 
pump, The city water main is shown on 
the left of the drawing. The connection 
from this into the property is indicated 
by a single line. The city water works 
gate is placed in the supply pipe at a 
point between the main and the property 
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See a ee ee eee eee, 
cITY WATER GATE 


If youowned ahome and someone showed you how to 


forever rid 


yourself of the worry and annoyance of irre- 


gular heating, wouldn’t you want to take theiradvice on 
other matters in their line of business? Plumbers, steam- 


fitters and 
by recomine 


heater men can win the favor of home owners 
nding and selling the 


Automatic Thermostat Heat Regulator 


The one heat regulator that is simply perfect and perfectly 


A Booklet About the 
“JANITOR THAT 


NEVER SLEEPS” 
end for it today / 


simple. 


hustlers. 


CRANDON MFG. CO., -~ - 


one can afford to be without it. 
Write for terms. 


Easy to install and low enough in price that no 


A big profit-maker for 


Crandon Bldg., Bellows Falls, Vt. 


WATER SUPPLIES, 


FROM CITY WATER MAIN AND GRAVITY TANK 


GRAVITY TANK ON TRESTLEZ-*~ 
7 


ENGINE HOUSE 


Fic. 4— General Layout of System Supplied From 
City Main and Gravity Tank 


DO YOU GET THIS— 
Why Read an Ad? 


If it’s worth that trouble it’s worth while 
One half million good 
spenders need that amount of good traps in 
their homes. The CLEAN SWEEP kind keeps 
If you stop a moment you 
can’t miss the strength of our argument. 


line. At a point inside the property line 
a check valve and post indicator valve 
(P. I. V.) are placed. 

The discharge from the fire pump is 
connected to the underground system as 
shown, and a gate valve located in the 
pump-house for control of pump water. 
A check valve is placed underground in 
this pump discharge, which prevents the 
city water pressure from laying on the 
fire pump. From the point where the 
supplies unite, a pipe is extended into 
the building, to supply the automatic 
sprinklers. A post indicator valve is 
placed in this pipe, for the control of the 
sprinklers from outside of the building. 
When a building is right on the street, 
the connection to city water runs direct. 

IG. 4 shows a plan of underground 
supply piping and general layout 
of buildings in which city water 
main and gravity tank are the water 
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the house clean. 
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supplies. The city main is indicated at 
the left, as before, and the connection 
from the same into the property is indi- 
cated by a single line. The city gate is 
placed at a point near the city water 
main, and a check valve and post indi- 
cator valve are located just inside the 
property line. A gravity tank (indicated 
by the dotted circle) located on a trestle 
or tower, is connected to the city supply 
as shown. A shut-off valve is placed in 
the down pipe from the tank, and a check 
valve and post indicator valve are shown 
in the underground pipe near the base 
of the tank riser. From the pipe connect- 
ing the supplies, a line is extended into 
the building for supply to sprinklers. 
Fig. 5 shows plans of two similar 
properties, differently supplied. At the 
top of the figure is shown a layout in 
which the water supplies consist of a 
gravity tank and fire pump. The dis- 
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(ON ROOF) 


Fic. 5.—Upper Illustration, Gravity Tank and 
Fire Pump; Lower, Gravity and Pressure Tanks 


CLEAN SWEEP TRAPS used by the 
Government upon its work 


DETROIT SANITARY SUPPLY CO. 


SOLE MANUFACTURERS 
Cor. Antoinette & Second Ave., Detroit, Mich. 
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charge pipes for both are con- 
nected to the underground sys- 
tem, gates and checks being in- 
stalled in each as shown. From 
this underground system a sup- 
ply pipe is extended into the 
building. A post indicator valve 
is placed in this pipe, to control 
the water supply to the sprink- 
lers. 

The lower plan shows a layout 
having pressure tank and grav- 
ity tank as sources of water sup- 
ply. These are located on the 
roof of the building, and the tie- 
up pipe indicated between them 
is in the top story of the build- 
ing. A gate valve and a check 
valve are placed in each supply 
in the top story, as shown. From 
the tie-up pipe a supply to the 
sprinklers is extended across the 
puilding, and then to the base- 
ment, where connection is made 
to the sprinkler riser. 

N Fig. 6 are shown detail 
I sketches of the sprinkler sys- 

tem installattion. The first 
sketch shows the connecting pipe 
from the riser to the main. In 
the riser, which is generally lo- 
cated close to the wall of the 
building, or close to a post, is 
placed a long-turn fitting. From 
the outlet of this fitting a supply 
pipe or feeder is extended to the 
main, which runs close to the 
bottom of the beams, as shown 
in the second sketch. This main 
generally runs lengthwise of the 
building, and the lines are fed 
through short upright pieces 
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Fic. 6.—Details of Riser and Branch Connections. 
Arrangement for Draining Necessary 


from the main, as shown in the lower 
sketches. The sprinklers are placed in 
the lines, the top of the head being 
about four inches from the ceiling. 
The sprinkler line is about nine inches 


Fics. 7 and 8—Outside and Sectional 
View of Simple Sprinkler Head 
Having But Three Parts 
below the ceiling. The line is given 
a gradual pitch toward the main, and 
the main is given pitch toward the 
riser, so that the entire system may 
be drained to the basement through the 
main supply riser, where a draw-off is 

provided. 

Fig. 7 is a perspective view and Fig. 
8 is a cross-section of the type of 
automatic sprinkler head we have been 
describing. 

Yoke “A” and body “B,” both of which 
are bronze castings, are screwed together 
as shown, with a flexible metal dia- 
phragm “C” clamped between them. A 
soft metal seat on which rests glass 
valve “BH” surrounds a 4” orifice in the 
center of the diaphragm. The glass valve 
is held on to its seat by a strut consist- 


ing of three pieces, the main strut piece 
“FR”, the hook “G”’ and the key “H”, 

These pieces are made from a non- 
corrosive nickel alloy, and are held to- 
gether by a fusible solder. Hook “G” 
and key “H” act as levers and 
their arrangement is such 
that only a very moderate 
stress is set up in the solder, 
thus insuring tightness of the 
sprinkler under heavy water 
pressure. The diaphragm “©” 
also materially assists in pre- 
venting leakage past “EH,” for 
the greater the water pressure 
the greater the force with 
which the soft metal seat is 
pressed against the valve. 

When the heat from a fire 
hook “G”’ and the key “H” 
has melted the solder, the 
rock about their respective fulcrums, al- 
lowing the water to force the glass valve 
“Rm” from its seat and throw the parts of 
the strut from its path. 

A solid %4” stream then strikes upon 
the deflector “J”, and the water is thus 
scattered in every direction. While the 
parts of the strut are separating, the 
diaphragm “C” forcibly follows the valve 
“Ry” in its upward movement for a suffi- 
cient distance to insure the complete 
separation of the soldered parts before 
any water issued from the sprinkler. 
The operating parts of the strut do not 
slide one upon the other, but merely 
rock about fulerums, and this rocking is 
materially aided by the presence of the 
melted solder, which acts as a lubricant, 
and in addition prevents corrosion from 
sticking the parts together. 


(To be continued) 


O. KOVEN & BRO., 


The JOBBERS of 


Weights and Capacities of ‘Galvanized Range Boilers.” 
federated Supply Associations thereupon appointed a committee on 
compiled a standard for Range Boilers. The Standard stipulates that all Galvanized Range 
Boilers must be stamped with their actual capacity, and the materials used in the boilers must 


be of a specified thickness. On all such boilers the “NACO” label may be used. 


Koven Boilers bear the “NACO” mark 


All the Insurance That Goes With 


“N ACO” lt 
KOVEN QUALITY 


You are assured and guaranteed uf the very best in boiler construction if you insist on 


KOVEN “NACO” BOILERS — 


Plumbing Goods of the United States desired a STANDARD of 
The National Committee of the Con- 
Standards. This committee 


Send for Catalog 


50 Cliff St, New York 
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What Shall the Harvest Be? 


-An Argument for “Protection” 


Si ae Be ere S 


BY AN OLD TIMER 


N the spring time, after the farmer has 
ploughed his ground and finished the 
planting of his seeds, his thoughts 

revert to that oft-repeated question, 
“What Shall the Harvest Be?” His rea- 
son and knowledge tell him that his har- 
vest will be just what he makes it. He 
knows that if he sits idle and allows the 
thorns and thistles to grow and choke his 
seeds his harvest will be a failure. On 
the other hand, if he gives proper atten- 
tion to his seeds and hoes and rakes out 
the thorns and thistles his harvest is 
bound to be a rich and bountiful one. 

As the harvest to the farmer will be 
according to the care and nourishment 
he gives to his seeds, so will the harvest 
of the National Association of the Master 
Plumbers be, according to the nourish- 

' ment the National Association receives 
from its members. The best the associa- 
tion can receive is loyalty, and loyalty 
means nourishment to the seeds planted 
by the great farmers of the National As- 
sociation. Loyalty to the association 
means protection to all its members. 


Chicago Plumbers to Pay Fixture Fee 


NUMBER of recent plans and speci- 
fications of Chicago architects have 
incorporated in them a clause 

which provides that the plumbing con- 
tractor shall reimburse the mason con- 
tractor for the amount which the latter 
is compelled to pay out for fees for the 
plumbing fixtures in a building. The 
Mason contractor cannot have the plans 
approved by the Health Department or 
secure a permit to go ahead with the 
work until the fees for the plumbing fix- 
tures have been paid and, of course, has 
been obliged to advance the costs. In the 
opinion of many there is no good reason 
why the plumbing contractor should be 
saddled with the fixture fee any more 
than the man who takes out the permit. 
These fees are really paid by the owner 
of the building, but if the architects are 
to insist on their being paid by the 
plumber, the latter should take particu- 
lar pains to see that the amount of these 
fees is figured in his original contract. 


Do you live in peace and good fellow- 
ship with your brother members? Are 
you following the first precepts of the 
association (Protection) by conducting 
your business as a business-like master 
plumber? Are you protecting yourself 
and family and your brother members by 
selling your goods and taking contracts 
at a price that will return you a fair and 
legitimate profit. This should be the first 
consideration. 

If you are doing these things, then you 
are practising loyalty. You are working 
in the vineyard, giving nourishment to 
the seeds, and your harvest should be a 
bountiful one. If, on the other hand, you 
are living in strife with your fellow mem- 
ber, selling your labor to those who pur- 
chase goods from mail order houses, un- 
fair manufacturers and jobbers, taking 
contracts at ruinous prices just for the 
sake of getting the work, or, perhaps, to 
knock some brother plumber, then you 
are allowing the thorns and thistles to 
grow up and choke the seeds in your 
pasture fields—defeating your own ends. 


The Safford Radiator Corporation Organ- 
ized at Detroit, Mich. 


ETROIT, Mich., is to have another 
heating boiler industry in the Saf- 
ford Radiator Corporation, recent- 

ly incorporated with a capital of $10,000,- 
000. Boilers and radiators will be manu- 
factured. Jere L. Purdy, Clarence E. Saf- 
ford and Frank HE. Singer are the inecor- 
porators. 


——_~¢+6—_____ 
Believes in the Auto 


S will be seen from the cut here- 
with, The Lang Plumbing Co., of 
Savannah, Ga., are believers in the 

utility of the automobile delivery. This 
enterprising southern firm have now used 
their “Brush” auto for some years, and 
say that they find it economical and effi- 
cient under every conceivable condition. 
The large number of automobiles and 
motorcycles in use by the master plumbers 
seems to substantiate their statement. 
Congratulations on your progressiveness. 


Automobile Delivery of The Lang Plumbing Co., of Savannah, Ga. They report it as 
the Greatest Money Saver in the Establishment 
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TRADE MARK 


EXP| JLSO 


List Price $40.00 


Includes EXPYLSO Bowl with 3% in. #eegeo Vent. 
EXPULSO Tank with China Operating Lever. Seat 
attachments on the outside. Seat in oak or 
imitation mahogany. 


The novel means by which ventilation 
and syphon action are obtained with the 
EXPULSO bowl, are talking points which 
make the sale almost every time. Our 
booklet “Ventilation” describes the 
EXPYLSO method in an interesting way. 


Distinctive Selling Points 


Mlkgeor vent, a large, unobstructed ven- 
tilating duct. Groove construction which 
secures high expulsive force. Large 
water surface, and water way of large 
calibre to pass freely a 2!4 inch ball. 


Instantaneous and noiseless in operation. 


Great Western Pottery Co. 


Tiffin, Ohio Kokomo, Ind. 


Manufacturers of Vitreous China Lavatories 


and Special Closets of All Kinds 
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Farther 
and faster 
delivery 


This KisselKar Delivery § 
Wagon averages more than 
20 miles an hour in actual 
service. It has given per- 
fect satisfaction in all kinds 
of weather. 


joucny Mors) AiR NEATER 
{SBR Lane MINBEAPOLIS MIN 


With the present and permanent trend of population toward the suburbs, trade expansion 
must involve extension of territory. You cannot give profitable and satisfactory de- 
livery service with horses outside a three m le zone. KisselKar delivery wagons and trucks 
will do the work of three to five horse outfits—and do it quicker and cheaper. 


KISSELKAR T RUCKS 


i 


1500 Jb. 1—2—3-—4-5 tons 
KisselKar Trucks are the strongest, sturdiest and simplest of all trucks—the most enduring and 
the most economical. 


Vanadium anti-fatigue steel used—the toughest and most resilient steel ever put into a truck 
chassis; the Kisse] engine—the most responsive and powerful of motors; lock on differential in 
trucks of two tons capacity and upward locking both rear wheels together when traction 1s 
needed to pull one wheel out of a bad place; four speeds; lighter fuel consumption; easiest con- 
trol; bodies built especially for any business. 


A perfect service organization clinches KisselKar supremacy. Factory-trained experts in. Kis- 
selKar construction—with a complete stock of replacements—are ready night and day in all 
principal cities to relieve owners of mechanical care. Send for free truck portfolio. 


KISSEL MOTOR CAR CO. 512 Kissel Ave., Hartford, Wis. 


New York Milwaukee 
Dallas Kansas City 


Chicago 
St. Paul 


Minneapolis 
Boston 


Branches— 
Los Angeles 


KisselKar Service Stations ‘and Agencies at 
over 200 leading points throughout United States 
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OW occupying its splendid new home 
at Page and Gough streets, the 
San Francisco Master Plumbers’ 
Association is permanently located, after 
having occupied temporary quarters at 
this location since the great fire of 
1906. The old office and hall, which 
were moved to an adjoining lot dur- 
ing the construction of the permanent 
building, have been disposed of and re- 
moved, leaving nothing to remind the 
members of the organization of the incon- 
veniences that were experienced during 
the few years following the great con- 
flagration. 

The plans for the erection of a struc- 
ture for the exclusive use of the associa- 
tion were formed long before the fire of 
1906, and had it not been for that catas- 
trophe a building would have been erected 
years ago. The site for the proposed 


building had been purchased and arrange- 
for its erection 


ments had been made 


when San Francisco was laid in ruins. 
The personal losses to local . master 
plumbers were so great that plans for a 
permanent home were given up for the 
time being and work was commenced on 
the erection of an office and a simple 
wooden building for meeting purposes. 
The office erected was one of the first 
temporary structures built after the fire, 
and from the flagpole in front of this 
flew the first American flag to be raised 
in the stricken city by-any other than the 
military authorities. “The picture here- 
with, taken from almost the same posi- 
tion, shows the permanent building. . 
The building now being occupied by the 
Master Plumbers’ Association was de- 
signed with a two-fold idea—that of af- 
fording ample and comfortable office and 
hall space and of producing a revenue. 
The plans were carefully developed, and 
in the finished building there are few, if 
any, improvements that could be made. 
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The two upper floors are devoted to 
high-class apartments, and these were 
rented long before the structure was in 
a completed form. The lower floor is 
given over principally to the spacious 
hall, rest-rooms, entrances and offices. 

The main hall is a spacious one and is 
reached both through the offices and 
through a wide lobby. In the basement 
a large space has been reserved for use 
as a banquet room, and here is fitted up 
a kitchen and store room. 

On either side of the main lobby, just 
before the hall is reached, are located the 
dressing rooms and lavatories for men 
and women, with hat and cloak rooms in 
These are handsomely fur- 
nished and are large enough to accom- 
modate the crowds that gather at fre- 
quent intervals to participate in the social 
life of the master plumbers. 

The new building was opened with a 
grand ball, which was attended by about 


Handsome and Eacellently Adapted New Home Built and Owned by the San Francisco 
Master Plumbers’ Association 


four hundred people, and on this occa- 
sion congratulatory telegrams were read 
from National President Frank J. Fee, 
Past President I. J. Brown, State Presi- 
dent Edward F. Crowell and dozens of 
others. The building was dedicated by 
the placing of an inscribed stone, in 
which copies of THE PLUMBERS’ TRADE 
JouRNAL, local papers, letters and records 
of interest, photographs and a few coins 
found a resting place. 

The Board of Directors of the Master 
Plumbers’ Association of San Francisco, 
Inc., is composed of the following: Alex- 
ander Coleman, president; Frank Lyman, 
vice-president; Winfred EH. Burnham, 
treasurer; Chas T. McCarthy, secretary; 
William Buick, Thomas J. Ford, George 
Guthrie, Robert W. Mackie, Chas. Mayer, 
Frank J. Klimm, Albert J. Wilson, Patrick 
Meehan, Richard J. O’Brien, Sibert Peter- 
gen and James Pinkerton. John L, E. 
Firmin is corresponding and recording 
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secretary. A group picture was taken in 
front of the main entrance to the new 
hall, showing the entire board with but 
one exception, Albert J. Wilson being 
missing on account of the illness of his 
father, who has since passed away. This 
will be presented in a coming issue. 

In connection with the success that has 
crowned the efforts of the local master 
plumbers in securing a building of their 
own, it is interesting to note that another 
prominent local organization in the state 
is preparing to take a similar step soon. 
The Los Angeles Association has pur- 
chased a lot for $17,000, on which an old 
church building is standing, and this is 
being remodeled for the use of the new 
owners. It is planned to erect a building 
for that organization at a later date. 
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This Washington Firm Finds the Motor- 


cycle a Very Valuable Business 


Asset 
HILE our Washington correspond- 
ent was near the Municipal 


Building of the District of Co- 
lumbia the other day he met the plumbing 
superintendent and the manager of A. 


wer 


J. M. Ward, of A. Eberly and Sons, 

Washington, D. OC. 
Eberly and Sons, located at 718 7th street, 
Northwest, Washington, D. C., and per- 
suaded them to pose for Tur PLUMBERS’ 
TRADE JouRNAL, with the results as 
shown in the accompanying cut. These 
men are strong motor-cycle enthusiasts, 
both for pleasure and for business. They 
use the Harley-Davidson machine. 


D. N. Barnard, “Speed King” of A. 


The machines on which they are seated 

have each travelled many miles around 
the District and have been found ready 
at any time to answer a hurry call in 
all kinds of weather conditions. 
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If Time Is Worth Anything to You 
You Need The MERRELL 


The old time plumber cared little for time. The plumber of today makes 
money out of minutes. He makes money on his pipe threading—by doing it 
himself, and for his neighbor. 

He saves time ~and money by installing the 


Merrell Pipe Threading and Cutting Machine 


because he not only improves 
the quality of his work, but he 
increases his output and les- 
sens the labor. 

‘To prove that it’s real econ- 
omy to use the Merrell Pipe 
‘Threading Machine we sendit 

_ outon trial. “Satisfaction—or 
\ money back” is the Merrell 
s i Motto. 


You ought to know what the Merrell Pipe 
Threading Machine will do for you. You 
ought to have the Merrell catalogue. Write 
for it. 


20 Curtis St., Toledo, O. 


Massachusetts Board of Examiners Amend 
Examination Rules 

gies a recent meeting of the Massachu- 
setts State Board of Examiners 
changes in the 1909 examination 

rules were deemed advisable, three years’ 

experience having proved certain amend- 

ments necessary. The following altera- 

tions were adopted: 

Rule No. 5, dealing with candidates 
who have failed to obtain the necessary 
percentage of marks to pass, has been 
amended by adding “and those receiving 
less than 50 per cent. will not be re- 
examined for a period of six months.” 

Rule No. 6.—Applicants must have had 
three years’ experience as a journeyman 
or practising plumber before they can be 
considered eligible for exarhination for a 
master plumber’s license. 

A schedule of the examination dates 
and the cities where same are to be held, 
together with other information, is given 
in a book recently compiled by the exam- 
iners. A complete list, containing every 
registered master plumber’s hame, ap- 
pears in this publication. 

The Examining Board is composed of. 
J. C. Coffey, chairman; Charles R. Felton 
and Edward C. Kelly, clerk. Head uar- 
ters are at 195 Center street, Pace 110 Years Old eocdedel 2 
Mass. 


RANGE BOILERS AND TANKS 
“> For Every Requirement 
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New Gas Heating Apparatus Concern 
in San Francisco 


R. WOOSTER, M. E. Wooster, M. J. 

e Dewey, W. G. Banning and O. D. 

Moore have incorporated a con- 

cern which will engage in the manufac- 

ture of gas heating apparatus in San 

Francisco, Cal. The title of the new firm 
is the Rector System Gas Heating Co. 


Steel Storage Tanks Rivetless Boilers 


Air Tanks Pneumatic Water Tanks 


I 


Gasoline Tanks 


Riveted Boilers 
Rider-Ericsson Engines Popular in 
EForeign Countries 


se IDER-ERICSSON” hot-air pumping 

engines and “Reeco” outfits have 

been very successful in foreign 
countries, and this fact is doubtless due to 
the fine reputation which this apparatus 
has acquired in the United States. Recent- 
ly there were shiped to India sixteen 10” 
engines to be used by the government] 
railways. Another shipment to the far 
east has been installed in a memorial 
hospital at Lakawan, Siam. This plant 


Expansion Tanks Brazed Boilers 


Coil Boilers Gasoline Storage Outfits 


PITTSBURGH, PENNA. 


Save 309% in Your Packing Expense 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
iess time in packing. They cost you 
30 per cent. less. These are facts 
you can’t allow yourself to over- 
look. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
ete. 


HELLER'S 
HUMAN HAIR 


| STORE 


REGISTERED PLUMBER 


ne 


Eberly and Sons, Washington, D. C. 
consists of a deep and shallow well out- 
fit with pneumatic tank. Four engines 
are now in operation in the latter place, 
the last being the result of splendid per- 
formances of the other three. 


Write for Particulars 


GLOBE PAPER COMPANY. . 
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Evansville, Ind. 


FIRE 


PROTECTION 


Approved by the National Board 

of Fire Underwriters and Fac- 

tory Mutual Fire Insurance 
Companies. 


SIMMONS Fire Apparatus 
Pays for itself. By properly in- 
stalling any article shown in 
this advertisement, you can rez 
duce your insurance rates, 


JOSICO Approved Fire 
Extinguisher 
Constructed of heavy cold rolled 
copper and tested by hydros- 
tatic pressure to 700 lbs. to 
square inch. Safe, reliable and 

always ready for use. 


SIMMONS Safety Fire 
Bucket Tank 


You will not have to depend up- 
on employees to keep this tank 
filled. Once filled always filled. 
Will not foul, freeze or evapor- 
ate. The solution is deadly to 
fire. 


SIMMONS Cotton Rubber 
Lined Fire Hose 


For mill yard, factory or ware- 
house, has the approval of the 
National Board of Fire Under- 
writers and the Factory Mutual 
Fire Insurance Co’s. Can be 
furnished in either double or 
single jacket. Best made, and 
the price is right. 


Catalogues, information and 
prices cheerfully sent upon ap- 
plication. 


JOHN 
SIMMONS CO. 


110 CENTER ST. 


New York 
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VERY one of us is proud to be a 
member of the National Associa- 
tion of Master Plumbers, which has 

its origin in the efforts of leading mem- 
pers of the profession in New York in 
the latter part of the year 1882, to form 
an association for the protection of trade 
interests: to encourage inventions and 
improvements in sanitary appliances, and 
to foster national and state legislation 
for the furtherance of sanitary laws. It 
was duly organized in the year 1883 in 
the City of New York, there being pres- 
ent at that time 125 delegates, represent- 
ing 21 of the leading cities of the Union. 

That the master plumbers throughout 
this vast land of ours recognized that an 
organization was for their benefit, and 
that it was for their best interests to 
affiliate with a parent body is evidenced 
by the fact that from the small beginning 
of 30 years ago the National Association 
has grown, until today we have an enroll- 
ment of nearly 10,000 members, repre- 
senting the entire United States—from 
the Atlantic to our isles of the Pacific, 
and from the sun-kissed shores of the 
Gulf of Mexico to the frozen fastnesses 
of Alaska. 

Plumbing appliances of those old days 
were very crude indeed, and many of the 
larger cities had no sanitary laws. In 
these things there has been a vast change, 
for we have been living in an age of 
progress, and we can truthfully and most 
emphatically say that the plumbing pro- 
fession has kept pace with the times. 

Who can deny that the National Asso- 
ciation of Master Plumbers has been 
largely instrumental in making this pos- 
sible? 

We have been fortunate in having very 
able men as officers; men who were shin- 
ing lights in our profession, and who 
were leading and highly respected citi- 
zens of their respective communities. 

These men, especially the presidents, 
gave almost their entire time to the af- 
fairs of the National Association. In 
many cases they have done this at a 
large financial loss to themselves. he 
honor, praise and thanks acorded them 
were well merited, and their names are 
entitled to be placed upon the roll of 
honor as distinguished builders who have 
aided in the uprearing of our magnificent 
organization. They were fully alive to 
the need of educating the master plumb- 
er, so that he might understand the im- 
portance of the relation of his profession 
to the public. With this in mind, they 


have directed a large part of the work 


along educational channels with very 
pleasing results. 

CIENTIFIC experiments and investi- 
gations have been conducted at 
ereat expense, to determine the best 

methods of installation of plumbing, the 
application of which, would eliminate 
many of the dangers so prevalent where 
ignorance and greed prevail. We have 
been admonished to equip ourselves with 
the knowledge acquired from these ex- 
periments and investigations, which will 
better enable us to render the best service 


|to the people of our various territories. 


Our past success cannot be better ex- 
pressed than by the words of our Na- 
tional motto: “They builded better than 
they knew.” 

Our officers are by no means exceptions 
to those who have gone before. They are 
up-to-date, wideawake, energetic and ag- 
gressive, and we are moving steadily for- 
ward under their leadership. The infor- 
mation gathered through their efforts will 
be used in an effort to obtain better na- 
tional sanitary laws, and the proper en- 
forcement of the same. 

The national association, knowing that 
it can help the master plumbers, and 
that by affiliation they help each other, 
wants all those to join with us who have 
something in mind besides pecuniary 
gain and are desirous of maintaining the 
plumbing business on a high standard. 

They therefore take the opportunity, 
through the local associations and their 
members throughout the country, to ex- 
tend invitations to all legitimate master 
plumbers who will conform with the Na- 
tional Association’s Constitution and By- 
laws, and become true and faithful mem- 
bers of our organization. : 

The National Association has been fill- 
ing the reservoirs of thought of every 
active member, so that, when we meet to-' 
gether at our next annual convention, to 
be held in Philadelphia, Pa., there will be 
an unparalleled interchange of ideas. 
This will result in a great flood of en- 
thusiasm being carried to all parts of the 
United States, and which will be the 
means of inculecating in our minds in- 
creased loyalty and courage, and of stim- 
ulating us to greater thought and action. 
Through the wise and energetic adminis- 
tration of our national affairs we will 
progress to greater achievements, so that, 
with each succeeding year, the organizers 
may behold the fruit of their labors with 
ever increasing satisfaction, and joyfully 


proclaim: 
“Typy Buitpep BrerreR THAN THEY 
KNEW” 
ae 


Commerical Motor Truck Show in Chi- 
cago, February 10-15 
Becca Ill., will be the scene of the 

annual national exhibition of com- 

mercial motor vehicles, which will 
be from February 10 to 15, 1913, occupy- 
ing the second week of the Thirteenth 
Annual National Automobile Show. Last 
year’s similar affair was a most success 
ful enterprise. 

Sixty-five motor truck and delivery 
wagon companies have contracted for 
space, and in all there will be on exhibi- 
tion about two hundred and fifty different 
models of motor vehicles, suited to every 
kind of industrial, commercial, municipal 
and federal purpose. So many of these 
are entirely new designs that they will 
embody the latest improvements in every 
detail whereby the efficiency, reliability, 
durability, accessibility and general abil- 
ity of the power vehicle is increased. 
There will also be displays of parts, 
equipment and supplies by nearly two 
hundred accessory manufacturers. 


Sa 
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The Inspection of Plumbing 


By Wm. C. GROENIGER, Ohio State Inspector 
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ANY benefits derived from scientific 
and sanitary plumbing are not ap- 
preciated by the public. The ig- 

norance of the public regarding plumbers 
and plumbing is causing a great deal of 
trouble and expense to both the people 
and the plumber. While I have never 
been a master plumber, I have had 
enough experience with plumbers to real- 
ize the value and necessity of your or- 
ganization. 

What the reputable master plumber 
wants is fair competition. Unfair and 


reckless competition floods the market 


~ paper, 


with cheap and defective material. Un- 
scientific and insanitary plumbing is the 
result. We owe it to ourselves to see to 
it that the plumber and plumbing are 
discontinued as the legitimate prey for 
the comedian and writer, who class the 
trade in the same category as that of the 
“burglar.” 

Who is it that provides society with 
some of the most essential requirements 


of modern times—water, heat, light and 


the removal of sewage? “The Plumber” 
—the same party who is the continual 
target of the “Plumber Joke,” which has 
brought the trade more disrepute than 
any other cause, and is accepted by thou- 
sands as a real condition. 

It becomes the duty of everyone con- 
nected with the trade, whether trade 
manufacturer, jobber, plumbing 
inspector, master or journeyman, to de- 
stroy this prevailing opinion, which is 
retarding our progress. 

The public have believed that the idea 


_ prevailed among many plumbers to mysti- 


fy society in relation to the cause and rea- 
son for installing sanitary plumbing, the 
necessity of plumbing laws and tests. 
This has created a suspicion among  so- 
ciety that plumbing laws, inspections and 
tests were made in the interest of the 
plumber; when we know that laws of 
this nature are enacted for the protection 
of society as a whole. 

I find that the reputable plumber does 
not want law to force him to do his duty, 
but to protect him in the legitimate pur- 
suit of his business, in the interest of 
health and economy. We know there is as 
much variation in the price and merit of 
plumbing apparatus as there is in shoes, 
hats, watches, etc. First-class material 


-and good work cannot be had at cut- 


throat competitive prices. It becomes 
our duty to educate the people along 
these lines. The interest in this effort 
on our part will mean that the plumbing 
business will be elevated to its proper 
position of importance, and the worthy 

Plumber will stand forth in a new light 

before the people. 

: NE of the first duties assigned to 
the Ohio State Inspectors of Plumb- 
ing was to review Part 4, Sanita- 

tion, Ohio State Building Code. 
Many conferences were held, at which 
building inspectors, master plumbers, 
architects, plumbing inspectors and jour- 
neymen plumbers were heard, whose ad- 
vice and recommendation were given 
careful consideration, and proved to be 
of great value in drafting the plumbing 
code. 


fter all questions at issue has been 


settled satisfactorily, the code was placed 
before the Building Code Commission, 
who approved the same, and the matter 
of revision was placed in the hands of 
the consulting architect of the Building 
Code Commission and the State Inspector 
of Plumbing, in order that the code might 
be re-written and placed before the legis- 
lature in connection with the State Build- 
ing Code. 

OOKING forward, it is my earnest 
opinion that the states should each 
be divided into ten districts, with 

an inspector for each district, whose jur- 
isdiction would cover all buildings. out- 
side of the jurisdiction of local inspec- 
tors. 
inspectors, these men should be district 
examiners of all plumbers. 

It is essential that cities should have 
home rule in the appointment of local 
inspectors and the enforcement of the 
law, but I believe that the state should 
establish a minimum law for these cities, 
and should control the examination and 
licensing of all plumbers. This opinion 
is based upon the following: One exami- 
nation and license should entitle a mas- 
ter or journeyman plumber to accept 
work in any part of the state, without 
having to pass two examinations and pay 
two fees. 

The plumber in most of our large cities 
is required to pass an examination, and 
those who confine themselves to the 
suburbs of these cities, which are in 
reality a part of the same, can do as they 
please. Work can be installed without 
any attention being paid to efficiency or 
good sanitary practice. The residents 
of these suburbs are in most cases em- 
ployed in the city, and come in daily con- 
tact with the residents of the city—there- 
fore the condition of these homes should 
have the same protection as if they were 
a part of the city. 

Another good example is the street that 
usually is the corporation line of the 
city. On one side of the street you will 
find that the work is installed in first- 
class manner, inspected and tested, and 
a record kept in the plumbing inspector’s 
office. On the other side of the street the 
work is installed according to the wishes 
of cheap competition, requiring no li- 
cense, no inspection or record, and the 
work is installed at the pleasure of those 
in charge. 

In several years the city reaches out, 
and both sides of this particular street 
are in the city limits. On one hand we 
have a record of the work—on the other 
we have nothing, and the sanitary con- 
dition of these houses must be accepted 
in the annexation. 

Most of our farm and dairy products 
find their way into the markets of our 
cities, and the sanitary condition of the 
farm in relation to the plumbing, location 
and kind of water supply, privy vault and 
waste disposal of the place where our 
food comes from, should have supervision 
and inspection. 

The question of “country plumbing” 
and “country plumbers” is already a fac- 
tor in the plumbing business. Good 
plumbing and general sanitary conditions 
are just as essential in the rural districts 


In addition to the duties as district - 


as in more thickly congested cities. 
The city pleasure seekers go camping 
in the summer, months at a time, along 
our rivers and lakes, and very little, if 
any attention is paid to the sanitary con- 
ditions of these camps or pleasure re- 
sorts. A well is driven at a convenient 
point on the river bank, and if the water 
is clean and cool it is considered good— 
and the result is that sickness has orig- 
inated in such places and is carried to 
the city. Regulations should cover the 
privy boxes, wells and waste disposal of 
such places, and inspections be made to 
see that the laws are not violated, for the 
protection, comfort and health of those 
who attend these places. This contami- 
nation will continue until rectified. 
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The difference of opinions of many 
who might be classed as good authorities 
on plumbing, in relation to the various 
methods of construction, is causing con- 
siderable trouble in the adoption and en- 
forcement of plumbing laws. 

Home rule is given to the cities having 
local plumbing inspection departments, 
but there should be a standard minimum 
code, or universal law, for all these cities, 
and the State Boards of Heaiin should 
be in a position to conduct tests and re- 
searches, which would prove in facts and 
figures the proper methods of construc- 
tion, and these findings could then be 
converted into laws in the interest of 


health and economy, and the people bene- 
fitted by the better sanitary conditions. 


KF you should happen into the plumbing 
I shop at 420 Mitchell street, Milwaukee, 
Wis., and approach the proprietor with: 
“Are you A. Schlitz?” the prompt reply will 
be: “No, I’m a plumber’’—and he is some 
plumber, too. Augustus Schlitz, whichever 
his front name may happen to he, engaged in 
business at the above mentioned address just 
recently, and has all kinds of business com- 
ing his way. 
D. F. Akins, of Waukesha, Wis., is plumb- 
ing and heating the new Bank of Wales, the 
Park hotel and several residences. 


3rewer & Jones, of Waukesha, Wis., re- 
cently moved into new quarters at 405 South 
street. They have the heating in the new 
Farmers’ State Bank Building and the plumb- 
ing and heating in the Manual Training 
School addition to the Y. M. C. A. 


Improvements are to be made at the 
Court House in Monroe, Wis. The contract 
for installing two new Kewanee smokeless 
firebox boilers to replace the present old type 
boilers was awarded to Ernest Edelman. 
The contract price is $1,750. The work of 
installation will begin immediately, one 
boiler being replaced at a time to avoid any 
heating inconveniences. 


The new 4,000,000-gallon water filtration 
plant for the city of Appleton is to be 
erected by the Jewell Water Improvement 


Company, of Chicago, who sent in the lowest 
bid for the construction of the same, the 
amount being about $48,000. The plant will 
be composed of four units, each having a 


capacity of 1,000,000 gallons per day. The 
system employed will be the slow system of 
sand filtration, which is considered about the 
best modern type. The plant will be erected 
on the site of a former manufacturing plant, 
and will be ready for operation about August 
15, 1913: 


“EB. C. Miller, the Murray street master 
plumber, in Milwaukee, reports enough work 
on hand to keep him busy during the re- 
mainder of the season. 


W. H. Halsey, always among the active 
plumbers in Milwaukee, Wis., is just com- 
pleting a number of exceptionally fine resi- 
dences in town. The Smith residence, one of 
the most elaborate in the city, will have 
seven bath rooms. The fixtures are solid 
porcelain. The new home of Armin A. 
Schlisinger will contain six baths. Mott fix- 
tures are being installed there. 


August Vowinkle, of Vowinkle & Sons, 
Sheboygan, Wis., went abroad recently, pri- 
marily to visit his brothers at Nierstein am 
Rein, Germany, after an absence of forty 
years, and, incidentally, to hunt up some 
classy legend for the Vowinkle & Sons sign 
board. 

This has been left bare since the building 
was renovated and redecorated, against Mr. 
Vowinkle’s return, as will be seen in the ac- 
companying cut. 

In the foreground Mr. 


appear Vowinkle 


and his sons and daughter—Hugo, J. A., 
George, William and Miss Clara. All are 
actively engaged making the wheels of the 


Vowinkle establishment go ’round. 


Vowinkle, of Vowinkle & Sons, 


August 


Sheboygan, Wis., and His Efficient Assistants 
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HE New East High School of 
Aurora, Ill., has just been com- 


pleted at a cost of over $250,000. 

t is a very imposing structure with its 
ark red oriental brick and white sand- 
tone trimmings. Aurora is a prosperous 
ianufacturing city about forty miles 
rest of Chicago, and its citizens are 
oted for their progressive spirit, which 
; certainly reflected in this beautiful 
chool building. 

J. C. Llewellyn of Chicago, IIL, 
he architect and stands among the lead- 
rs of his profession in large construction 
rork of this kind. 

On approaching the main entrance one 
; impressed with its plain and elegant 
ppearance. The fact that the school 
1ces on three streets makes it easy of 
ecess and insures plenty of sunlight. 

The school is absolutely complete in 
very detail. The class rooms are large, 
rell lighted, heated and ventilated. The 
rtificial lighting system is indirect and 
he fixtures harmonize perfectly with the 
urroundings. The large corridors elimi- 
ate crowding during change of classes, 
nd one is attracted to the green terra 
otta wainscoting, which makes a very 
leasing background for the Clow “Ada- 
iantose’ bubbling cup drinking foun- 
ains, many of which are installed. A 
arge assembly room or auditorium, 
eating several hundred people, is one 
f the features of the school. The gym- 
asium is very large and includes all 
nodern apparatus for developing the 
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Elaborate Plumbing Installation 
In the East High School of Aurora, Ill. 


[From the October Issue of the “Clow 
Bulletin’’] 
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The New East High School, Aurora, Ill. 


One of the Most Completely Equipped 


Schools in the State 


Portion of Boys’ Toilet—Note Space Between 


Urinal Stalls 


es 


to break. The school boy is most inter- 
ested in pulling them when he can pull 
them off or swing them out of reach. 
The Clow automatic closet does not get 
out of order, being a closet of only three 
movable parts, and where it is used a 
repair bill is almost unknown. d 

The “Projecto” seat speaks for itself 
from the point of sanitation. 

The urinals throughout the building 
are Clow’s solid porcelain with flushing 
rim standing six inches apart, as shown 
in illustration. This space of six inches 
makes a more sanitary arrangement. 
Where urinal stalls are placed together 
and cemented it is impossible to secure 
a tight fit on account of variations in 
the ware. In time the cement cracks and 
the stalls separate, filling up with dirt. 

All the lavatories throughout the build- 
ing are Clow’s “Adamantose” ware with 
“Eureka” waste and “Cambridge” self- 
closing faucets. 

The slop sinks are Clow’s “Adaman- 
tose” ware, size 22 x 18 inches, and the 
kitchen sinks are Clow’s solid porcelain, 
size 24 x 36 inches. 5 

The bubbling cup drinking fountain 
is one of the most valuable inventions of 
the age and its use in public places is 
sure to prevent spread of contagious 
diseases. : 

The new Aurora High School is equip- 
ped throughout with Clow’s “Adaman- 
tose” bubbling cup drinking fountains 
with integrant trap housing. 

1. The Clow cup (Madden’s Patent) is 


Shower Baths in the New East High School, 


Aurora, Ill. 


yhysical being. On either side of the 
rymnasium are the locker and shower 
‘cooms, one for the girls and one for the 
ys. Both rooms are equipped with 
slow’s showers. 

The sanitary features of the building 
show much careful planning, and after 
ull that is a matter of great import- 
ince where so many young people are 
rathered together. Unsanitary toilet 
‘“ooms have been the cause of more than 
yne epidemic in a school. 

The water-closets are Clow (Madden’s 
Patent) automatic “Projecto Junior” 
slosets with tank and valve concealed 
yehind a marble partition. Back of this 
partition is a corridor, illustrated here- 
with, where all the piping and connec- 
crions are readily accessible, a door shut- 
ting it off from mischievous school boys. 

The Clow Madden automatic “Projecto 
Junior’ closets are especially adapted 
for school work. The important feature 
of their use is the great saving of water. 
There is easily a saving of 50 per cent. 
These closets work automatically, admit- 
ting just enough water to flush the bowl 
and no more. There are not any chains 
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Another View of the Toilets, Showing Automatic Water Closets Flushed from Concealed 
Tanks in Chamber in Rear of Fixtures 


the only one that really bubbles. When 
the supply is open a mound of water rises 
up, preventing the lips touching the rim. 
The water does not squirt up one’s nose. 

2. The Clow cup is quickly flushed. 
the bowl being always full of fresh, clean 
water. This has been proven by tests. 
Ink placed within the Clow bubbling 
cup is immediately washed out, likewise 
sand and other sediment. 

3. The hands do not come in contact 
with the Clow bubbling cup, thus insur- 
ing cleanliness. 

4. The rim of the Clow bubbling cup 
is so rounded that it is impossible for a 
person to cut his lips or drink from 
the rim. : / 

5. “Adamantose” ware, of which Clow 
bubbling cups are made, presents a more 
inviting appearance and does not corrode 
like metal. 

N. R. Zack & Company of Aurora, Ill, 
are responsible for the installation of 
plumbing fixtures and their work is al- 
ways characterized by its thoroughness 
in every detail. In conclusion, let us say 
that the city of Aurora is to be congratu- 
lated on its new school building and all 
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Concealed Closet Flushing Tanks in the 
Hast Aurora High School 
buildings in their respective cities cay 
consider it money well spent to visit this 
new structure with its wealth of ideas. 
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Central Closet Mfg. Co. Double Business 


T a recent meeting of the board of 
directors of the Central Closet Mfg. 
Co., Kokomo, Ind., it was unan- 
imously voted to increase the capital of 
the concern from $75,000 to $125,000. 
This move was necessary on account of 
the rapid growth of the concern, and most 
of the new stock has already been sub- 
scribed. During 1912 just twice the vol- 
ume of business done in* any preceding 
year has been carried on, and the grati- 
fying result of this period predicts even 
larger things for 1913. Though only or- 
ganized at Holland, Mich., in December, 
1909, increased business necessitated moy- 
ing to larger quarters at Kokomo one 
year later. Here they have built an ideal 
plant, with every facility for making 
high-grade goods. Their line embraces 
plumbers’ woodwork, brass specialties for 
closet tanks, closet combinations and vit- 
reous china tanks and bowls. Literature 
on the foregoing may be secured by men- 
tioning THe PLumeers’ TRADE JOURNAL. 


A Portion of the Individual Showers in the Boys’ and 
Aurora High School 
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Automatic Gas Water Heater Connections 


ANY perplexing complications are 
constantly encountered by the 
plumber when installing an auto- 

matic, instantaneous gas water heater. 
This particular branch of the plumbing 
business in the last few years has devel- 
oped to a great extent, and the demand 
for such a system in public buildings and 
dwellings is on the increase. <A _ repre- 
sentative of THE PLumBeERS’ TRADE JouR- 
NAL, talking with one of the eastern man- 
agers of a well-known heater company, 
obtained the following facts in connection 
with the installation of these domestic 
hot water supply systems. 

He explained that the most desirable 
way is to connect with the street water 
main as it comes into the building, tak- 
ing the cold water direct. This does away 
with a storage tank, shut-offs, by-passes, 
etc., and, at the same time, heats the 
water on the run. Where the water is 
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Fixture 


Fic. 1—Hot Water Arrangement Taking 
Water from Range Boiler Through 
Gas Heater 
taken from a tank or range boiler, it is 
often heated over several times and 
eventually becomes stale. It is much 


- easier for the plumber to make his instal- 


lation as before mentioned and makes the 
system compare favorably in price with 
the old-style coal heater. At the same 


Girls’ Toilets in the East 


Fig. 


bles if they will make the situation clear. 


time this work gives the plumber a bet- 
ter margin of profit. It also furnishes 
the owner a continuous and inexhausti- 
ble supply of pure hot water. 

A supplementary system can also be 
installed by taking the water from the 
top of the range boiler as a supply to the 
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Fig. 2.—Incorrect Method of Making In- 
stallation Frequently Met 

heater and passing it through the heater 
to supply pipe and so on to the fixtures. 
This can be accomplished by using a 
valve between supply to heater and to 
fixtures, as in Fig. 1 herewith. When the 
valve, indicated by arrow, is closed, heater 
is in commission; when the same valve 
is open the water by-passes and heater is 
out of commission. 

Fig. 2 shows a hot water system incor- 
rectly installed, while Fig. 3 shows the 
at 
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3.—A Better Layout 
Shown in Fig. 2 


Than That 
system corrected. Tur PLuMBERS’ TRADE 
JOURNAL Will be glad to hear from any of 
its readers who run up against difficulties 
in this particular line of work, and will 
endeavor to help them out of their trou- 
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PHOENIX Puypless Gasolene 


In Two Sizes $3.75 and $3.50 net 


Plumber and 

Mechanical 

Man why waste 

time with 

leaky pumps 

when the 

PHOENIX 

Torch is al- 

ways ready 

with a con- 

stant and steady pressure of 2500 degrees of heat. 
If your dealer cannot supply you, a line to us 

with enclosed amount will receive our prompt 

attention. 


DECKER MFG. CO. 


251-255 ELMST. NEWARK,N.J. 


WHS 


G8.” 000 


MME 
(Pat. Feb. 18, 1908) 


Send for circular giving complete details and 
reasons why you should use the “J. W. Gu” 


Anew departure in a Gas Burner 
for heating stoves and furnaces 


John W. Chamberlain £edera1 st. 


oledo, O, 
Sole Owner and Manufacturer 


Full information mailed 


Anderson-McCutchen Co. 
Peekskill, N. Y. 


Questions and 
Answers 


A thoroughly practical reference book— 
“Questions and Answers on the Practice 
and Theory of Sanitary Plumbing,” by 
R. M. Starbuck. 


Oth Edition of 
Volume 1, entirely 
revised. Deals with 
Drainage and Vent- 
ing. 


hg QuestionsandAnswers? 
practiced THEORY © 


SANITARY 
PLUMBING 


Examination 
Spy RM Slorbuct £ 


questions increased 


from 400 to 500. 


Every plumber 
should possess a 


copy of this val- 
uable book. 


Price $1.00 post- 
paid. 


Volunel 


Drainage and 
Venting 
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UNITED STATES DISTRICT COURT 


Holds Ruud Patent No. 903,007 for water heaters to be valid, 
and that the water heater manufactured by the Pittsburg 
Water Heater Company is an infringement of said Patent 


Above decision was rendered November 8th, 1912, from which we quote below the 

leading points touched upon by the Court. 
“The problem to be solved, and here claimed to have been solved” (by the 
Ruud invention) ‘was to produce an Instantaneous Automatic Water Heater 
that would be (1) safe; (2) be economical; (3) heat water to a desired predeter- 
mined temperature; and (4) proportion gas consumed to the amount of water 
drawn, even in localities where gas and water pressures fluctuate. This was an 
interesting problem, having to do with an important and useful art which has 
much conduced to health and comfort. 
Ruud was an experienced man, who had already made contributions to the art, 
and he was able, therefore, to approach the consideration of this problem in a 
practical way. He was not searching for a theory, but for an operative structure 
and there can be no doubt that he produced an efficient and highly useful article an 
the ‘T. V.’ Heater, as it is called. From the outset this T. V. Heater became a 
commercial success. “© * * * 3 Itis manifeshihat the Oe ee idefend= 
ant well realized that Ruud had produced an article of utility and commercial 
value which was theretofore unknown to the markets of this or any other country” 


The Court further says: 
“The invention of the patent in suit consists of an Automatic Instantaneous 
Water Heater, in which the water flows through thin copper coils over the 
burners, as in the old heaters, and the flow of gas to the burners is controlled and 
regulated both by the flow of water through the water conduit, and the tempera- 
ture of the water flowing from the heater acting through the medium of a Ther- 
mostat, the parts being so arranged that all of the gas which flows to the burners 
to effect the heating of the water is subjected to the control of the water actuated 
element and to the thermostat or temperature actuated element. By this means 
all of the objectionable features of both of the old heaters were eliminated, and 
all of the desirable features of these heaters retained, and in addition to this 
an entirely new result was secured in this art, viz: The proportioning of the amount 
of gas consumed to the amount of water heated under all the varying conditions of 
water and gas main pressures and temperatures. This new result was of the highest 
importance in the art.” 

After thus holding that Ruud had made an invention which produced a new result of 

the highest importance in the art, the Court says: 
“Tt is claimed, however, that the prior art shows water (thermal) valve heaters 
as defined in this issue. With this view I cannot concur,” 

and then proceeds to discuss the alleged anticipatory structures, and point out wherein 

they fail to disclose the invention of the Ruud patent. Asa result of this analysis of 

the Ruud invention and the alleged anticipatory structures, the Court says: 
‘Being satisfied, therefore, that the patent in suit has disclosed invention, and — 
that there was neither prior use nor anticipation, it remains to ascertain whether 
the defendant’s structure infringes,” 

and 
“T hold the view that claims 3, 5, and 8 are infringed by defendants,” 

and the Court directs that the complainant may have a decree with costs, as indicated 

in the decision. 


The same force and effect of this decision against the defendant in 
the suit, applies to all manufacturers of thermal valve water heaters 


RUUD MANUFACTURING COMPANY fcr tarce cires 
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ORIGINALITY AND INVENTION PROTECTED 


The favorable interpretation by the Court of the rights conveyed under Ruud Patent 
No. 903,007 for Water Heaters, expresses in a very common-sense manner the rights we 
have been battling for, and this surely must win the support of every fair-minded citizen 
who believes that originality and invention should be protected. It has been in the 
past a common practice for manufacturers to pirate the inventions of another, but of late 
the Courts have more definitely been conferring upon the genius of American inventors 
the rights that properly belong to them. 


OF GREAT VALUE TO THE TRADE AND USERS 


This decision is of inestimable value to the trade and users alike. It guarantees the 
continued high standard of product we have supplied for the last fifteen years and that 
has built up a reputation for Ruud goods that all other makers have striven to achieve. 
If this patent had been declared invalid, the very natural result would have been an 
influx of manufacturers’of similar type water heaters, whose only purpose would have 
been the marketing of cheaply constructed heaters, without any regard to their 
enduring qualities. As it stands to-day, the trade and user have the assurance of being 
able to obtain a water heater possessing invaluable features, and supported. by a world- 
wide sales and maintenance service essential to the success of a specialty of this character. 


WHAT OTHERS WILL SAY 


All other manufacturers of Thermal Valve Water Heaters who are affected by this 
decision will very naturally make every effort to minimize its force and effect, and will 
still seek to make, under various subterfuges, a product which, under the decision, is 
liable to be enjoined. It is not our intention in any sense to intimidate nor encroach 
upon the free choice or will of either trade or user, but that the truth should be known to 
those interested in using an apparatus free from any possible question of infringement 
is, we consider, our duty, which must be appreciated by all those interested in a question 
of such far reaching consequences. 


RUUD BUILT UPON MERIT 


Since the inception of the Ruud Manufacturing Company, its products have been 
famous for their originality, and effective construction, and upon this broad foundation 
has our business been built. We have strenuously presented the merit of our goods, 
and claimed your patronage strictly upon the basis of quality goods at a fair market 
price. That we have been successful is attested by the fact that we to-day sell more water 
heaters than all makers, and that we have more water heaters in use than all other 


makes combined. 
THE BIGGEST QUESTION ANSWERED 


Buyers of water heaters want a reliable mechanical apparatus that can be depended 
upon to perform its functions with precision and economy. The Ruud mechanism is 
the simplest ever devised in connection with an Automatic Water Heater. There are 
no catch-penny frills or ideas in its makeup. _ It is as simple as one, two, three. The 
Ruud thermostat placed in the heat zone of the heater, without the use of check valves, 
expansion of water, or any other intermediatories or accessories, controls the flow of 
gas under any and every condition of gas and water pressures. Every other water 
heater on the market, having an outside thermostat, fails to control the gas when the 
water valve becomes inoperative, and no water valve has ever been designed that will 
remain indefinitely free from trouble. |The Ruud is a full-fledged dual controlled 
water heater, and the only one on the market that actually performs the results claimed 
for it. This statement, broad as it may seem, can be proven by yourself if you will 
“stick”? open the water pressure controlled gas valve and close the faucet on other 
makes of heaters. You will then find that the thermostat is of no value, and that the 
heater will create steam and wreck itself. With the Ruud, repeat the same operation, 
and you will find that the thermostat will control the flow of gas just as readily as if 
the water valve was in perfect operative condition. The question that is most vital 


to you is a water heater that gives the results you expect of it, and this you get in the 
Ruud. 


RUUD MANUFACTURING COMPANY i Uirce cities 
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advance. 
favor us with a prompt remittance. 

ALL LEGITIMATE representatives of THE PLUMBERS’ TRADE JOURNAL canvass- 
ing for subscriptions, must show proper credentials. This Journal will not be responsible 
unless subscribers pay such authorized representative and obtain proper receipts. 

PAYMENTS FOR THE PLUMBERS’ TRADE JOURNAL sent by mail, should be made 
by postoffice money order, bank check, draft, express money order or registered letter, 

IN CHANGING ADDRESS, always give the old as well as the new address, and notify 
us promptly of any change. 

THE PLUMBERS’ TRADE JOURNAL desires it expressly understood that it does not 
necessarily endorse the contributed articles. Practical and literary efforts are presented for 
what good may be derived from them and at all times for comment and criticism. We invite 
correspondence and solicit practical articles from our readers. 

THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
is not the Official Organ of an Association or Associations. It is a free and independent paper, 


established in the interest of the plumbing and heating trades as a whole, given to the pub- 
lication of news and practical material on the trades it represents. 


ECENTLY at San Francisco there was held an event of more than ordinary 

R 
PLuMBERS’ TRADE JouRNAL to know that at the dedication of this structure, 
stone was about to be consummated, in the presence of a great gathering of master 
exhibition of friendship from our craft moves us to express our kindest appreciation 
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A Tribute from San francisco Master Plumbers’ Association 

importance to our craft in the auspicious opening of the handsome new home 

of San Francisco master plumbers. It may interest the readers of THE 
as reported in another part of this issue, a high honor was conferred upon this journal 
by our good friends, and one which we deeply feel. When the sealing. of the corner 
plumbers and their friends, a copy of Tur PLuMBERS’ TRADE JourNAL, together with 
the Bible, local newspapers and coins, were placed in the reliquary. This splendid 
of the esteem in which Tue PrumBers’ TRADE JouRNAL is held by our Far West friends, 
and we take this occasion to thank them one and all. 


ls the Plumbing Credit System Abused ? 

N a recent conversation with a prominent master plumber, the matter of 
credits and collections came up for discussion. He informed us that he had 
for years made a practice of discounting his bills, and, as for collections, he 
had been most successful. It was his opinion that long-time credits were 

injurious not only to the master plumbers, but likewise to the manufacturers and 
jobbers, and, even to the customers of the master plumbers. Indeed, he pronounced 
the present credit system—or lack of system—a stupendous evil, one that should 
be eradicated, though slowly, and very carefully, owing to its deep-seated position 
in the mercantile world. 

In his business establishment, every account is due in thirty days from date 
of completion of the work, an invoice being rendered immediately. Accounts paid 
within ten days are subject to a discount of 2%. After thirty days, interest is 
charged at the rate of 6%, and accounts that are unpaid at the end of ninety days, 
unless some satisfactory arrangement has been concluded, are turned over to his 
attorney for collection. Occasionally, when in doubt, he will file a lien against the 
owner and the property, within the legally prescribed time, as security against 
possible loss. While he has met with some losses during his business career, he 
says they were not many, and none of them were very large ones. He is of the 
opinion that if all business were similarly transacted, it would be better for business- 
men generally, because of the fact that unlimited credit encourages the average 
person to over-reach himself. Anticipating prosperity, feeling assured that he can 
take his own time and pleasure in making settlements, he is tempted to order goods 
for which often there is no immediate need and at times are an absolute luxury. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


. 
, 


<r | 


Therefore, he believes the credit system should be more explicit, that is to say, as 
to time of settlement and interest charges, and that with some such plan, or general 
understanding, business would eventually acquire a normal condition, and, every one 
in business would profit by it. 


the friendship of so large a number 
of acquaintances as does our friend, 


Some Questions Pertinent to Our Trade. 
HERE is food for reflection in the philosophy of our friend to say the least. 

If credit is too freely extended by the several branches of the trade as 

intimated, we can plainly comprehend much of the suggested danger. 

Reasonable limitation all around would seem to be both necessary and 
desirable. Surely no one could make a practice of promiscuously loaning out money 
without tangible security and at the legitimate rate of interest. Such a person would 
assemble an extensive clientage in less time than it takes to tell it, and would haye 
much if not all of his money questionably invested. Yet, to all practical ‘purposes, 
is this not what many of the trade are now indirectly doing the country over? If 
master plumbers are experiencing poor collections, is it not largely due to the fact 
that they are too frequently extending credit to clients whose financial standing is 
unknown, if not entirely in doubt,—perhaps, in some instances, where there is no 
such standing whatever? 

As is common knowledge, no bank could long hope to survive, be its surplus ever 
so great, whose directors sanctioned the loaning out of the savings of its depositors, 
to all comers, regardless of their financial standing, and again, without interest — 
charges on the loans. But of course banks do not conduct business on such principles. 
They have method and their way suggests a business policy, quite apropos to every 
line of trade. If universally adopted, there is little doubt, but what much of the 
extravagance of the times would be abolished. People generally would be more able 
to pay for their actual needs, there would be less reason for credit, and little or no 
chance for losing, when business conditions warranted its extension. 

We commend the suggestions of our friend, and our comments, to all interested, 
with the hope that some good may develop therefrom, redounding to the benefit of 
the entire plumbing and heating trade. 
Oona a pipe from one’s mouth 

and leaving but one-half of the stem 

between the teeth, sounds like a feat 
of a side-show sharp-shooter, but the ex- 
perience of one of the leading master 
plumbers of Monticello, N. Y., puts such 
a performance away in the shade of 
everyday occurrences. The fact that Rush 
Ross is alive today can be attributed to 
nothing less than a miracle, as the fol- 
lowing story shows. Rush had decided to 
go deer hunting in one of those moments 
when he felt that he could spare a day or 
so in relaxation, free from the cares of 
business, and had prepared his equip- 
ment for an early start next morning, 
leaving his gun standing in a corner of 
the garage. Having occasion to use his 
car that night, he proceeded to the gar- 
age in the dark and in moving about 
knocked over the gun. As it struck the 
floor it discharged, and that $25 meer- 
schaum pipe, the pride of Rush’s life, left 
on a hurried trip and has not been seen 
since. 
instead of an “Obit” notice and congratu- 
late our mighty Nimrd@ on his narrow 
escape. We forgot to say that he didn’t 
go hunting. 


MONG the visitors to THE PLUMBERS’ 
TrADE JOURNAL editorial rooms the 
past week was L. D. Lawnin, vice-presi- 
dent of the Bignall & Keeler Mfg. Co., 
Edwardsvile, Ill. He is also connected 
with the N. O. Nelson Mfg. Co., of St. 
Louis, Mo. Mr. Lawnin’s visit East was 
in connection with the convention of the 
marble men, and he put in a strenuous 
week of business boosting. 


J. JONES, who recently became the 

e Philadelphia representative of the 
Good Manufacturing Co., of New York, 
has taken over the Southern New Jer- 
sey territory, formerly presided over by 
Geo. H. Reeves. Mr. Reeves will here- 
after confine his attention to the Metro- 
politan district. 


ROBABLY of all the well-known dis- 
ciples of sanitation in the District 
of Columbia there is no one who enjoys 


We're mighty glad to print this’ 


Charles E. Coberth, of Coberth, Hanes and 
White Go., 1111 H street, N. W., Washing- 
ton, D. G. There are just two particular 
topics that Mr. Coberth likes to discourse 


Charles E. Coberth, of Ooberth, Hanes 
and White Co., Washington, D. C. 


upon, and those are of the association and 
trade. THE PLUMBERS’ 
correspondent, in an interview with Mr. 
Coberth, obtained a most optimistic re- 
port of business for 1913, not only from 
Mr. Coberth’s personal viewpoint, but 
from his fellow-craftsmen in the “Capitol 
City. 


HE Sloan Valve Co., Chicago, Ill., have 
recently acquired a new salesman in 
Marquard Schwarz, who will expound the 
merits of the “Royal” flush valves in New 
York City and vicinity. Mr, Schwarz, it 
will be remembered by THe PLUMBERS’ 
TRADE JoURNAL readers who followed the 
accomplishments of the American team 
at the Olympic games at Stockholm, 
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showed as a star in the events in which he 
participated. If a continuance of this 
same energy is exerted in behalf of the 


Sloan Co., we will no doubt hear of big 


things from this latest addition to their 
already admirable selling force. 


A H. HUEHL, for the past seventeen 
* years connected with the L. Wolff 
Mfg. Co. in their Chicago show rooms on 
Dearborn street, has recently resigned his 
position. Previous to his connection with 
the Wolff Company, Mr. Huehl was with 
the firm of James B. Clow & Sons, so he 
has practically twenty years’ experience 
in the plumbing supply line. Al. is well 
and favorably known by the local plumb- 
ing trade, an efficient salesman and a val- 
uable acquisition to any firm in the sup- 
ply line requiring his services. 


NE of the New Jersey State Associa- 
tion’s most loyal and_ energetic 
workers is Wm. BH. Storms, Jr., 336 4th 
street, Lakewood, N. J., whose picture ap- 
pears herewith. Mr. Storms is now dis- 
charging the duties of a State Trustee for 


William E. Storms, Jr., Lakewood, N. J., 
a Hustling “Skeeter” 
the second term. He has also served his 
organization with distinction and honor, 
both to it and himself, in the capacity 
of president and secretary of the local 
and on the “Apprenticeship Committee,” 
in the latter rounding out his third term. 


H B. STAUFFER, secretary and treas- 
e urer, and F. B. Stauffer, manager 
of the Monitor Steam Generator Manu- 
facturing Company, of Landisville, Pa., 
have withdrawn from that company, 
and have recently purchased the Supplee 
plant in Columbia, Pa., under the name 
of “Keystone Boiler and Foundry Co.” 
They will manufacture heating apparatus. 


PORTION of the great success of 

the American Pin Company of 
Waterbury, Conn. is largely due to 
the indomitable hustle of the general 
Manager of their plumbing specialties 
department, Mr. W. W. Bowers. He has 
just returned from Detroit, London, Ont., 
and other central western cities, where he 
succeeded in interesting several large 
concerns in his superior line. He says 
the prospects for “big business” never 
looked brighter. 


F A. LELAND, formerly with the Mc- 

* Crum-Howell Co., has associated 
himself with the Hudson Boiler Mfg. Co., 
New York City. He will make his head- 
quarters at the New England office, Bos- 
ton, Mass., and will cover the same 


ground in which he has been active for 
the past fifteen years. Mr. Leland’s many 
friends in New England will no doubt be 
interested to hear of the change he has 
made. 


HE gentleman and lady in the ac- 
companying picture are Mr. and 
Mrs. E. S. Stebbins of Omaha, Nebraska, 
photographed on the veranda of their 
home at 616 South 27th street. 
Few of our readers in that territory 


Mr. and Mrs. E. 8. Stebbins, 


Nebraska 
need to be told that the portly E. S. is 
the ambassador of the H. Mueller Mfg. 
Co. dIndeed, Mr. Stebbins’ friends are 
legion and not a few have been added 
since his advent in the Omaha trade 
circles. 


Omaha, 


HE Prumeers’ TRADE JOURNAL repre- 

sentative recently met the _ dis- 
tinguished vest pocket edition of a 
master plumber whose picture is repro- 
duced herewith. He is Jack Coombs 
Entwistle, right hand man of his proud 
dad, Richard Entwistle, 465 West Side 
avenue, Jersey City, N. J. Jack is a 


Jack Entwistle, Son of Richard Entwistle, 
Jersey City, N. J. 

favorite with the boys in the shop and 
knows quite a bit about the honorable 
profession of his sire. A few years hence 
when the Senior Mr. Entwistle retires to 
his well-deserved rest amid the palms 
and orange trees of his Florida estate, 
Jack will be directing the affairs in the 
realms of plumbing, perhaps occupying 
a responsible place way up in the Na- 
tional Association. Let’s hope so. 


HE Prumpers’ TRADE JOURNAL learns 

that Horace F. Clark, the director 
of the interests of the H. Mueller Manu- 
facturing Company in Iowa, is about to 
venture on the road of matrimony. The 
newsmonger who graciously tipped our 
Sandwich Island representative to this 
bit of pleasing information claims to 
have had it first hand from a second 
cousin whose step-brother is a journey- 
man in a Des Moines shop where he 
overheard the worthy Horace himself 
confidentially tell the boss all about it. 
Beyond that the facts seem to be clothed 
in the deepest secrecy, and we are merely 
—in strict confidence, mind you—setting 
forth what may prove to be and 
unqualified rumor; so, for goodness’ sake, 
keep it mum. 


a bare 


RED W. HERENDEEN, of Geneva, N. 
Y., and his wife are on their way 
around the world. Everybody in the heat- 
ing business knows Fred, who is a prince 
among good fellows. This is strictly a 
pleasure trip, and the congenial travelers 
will miss nothing in sight-seeing. 
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A Chat With Past National President 
John Trainor Concerning the Trade 
in Baltimore 


OHN TRAINOR, Past 
the National Association of Master 
Plumbers, recently accorded a_spe- 

cial representative of THE PLUMBERS’ 
TRADE JOURNAL a most pleasant interview 
at his office, 877 N. Howard street, Balti- 
more, Md. Mr. Trainor discussed at length 
the matter of the new sewerage system, 
over which there seems to be more or less 
sensational discussion in the columns of 
the daily press. Of course, as Mr. Trainor 
says, it is an undertaking of large propor- 
tions, and of vital necessity, one that the 
city should have taken up fifty years ago. 
However, the task is well under way and 
is being handled as well as could be ex- 
pected. He is of the opinion that the 
licensed master plumbers, of which: there 
are some six hundred, are abundantly able 
to cope with the situation, though they 
could use many more journeymen, and 
have even advertised for men in the press 
of Philadelphia, New York and Boston. 
This course was pursued after a consulta- 
tion of Mr. Trainor with the mayor of the 
city, upon the latter’s invitation. 

The reports that the master plumbers 
were in any way imposing upon the prop- 
erty holders, or taking any undue advan- 
tage because of the great amount of work 
underway, Mr. Trainor characterized as 
untrue. He says that all of the old-time 
prejudice against the trade is not yet 
dead, and this undoubtedly gives rise to 
stories, based mostly upon a misconcep- 
tion of the real situation. All the master 
plumber expects, and the least he should 
accept, insisted Mr. Trainor, is an honest 
price for an honest job. Asa matter of fact, 
according to Mr. Trainor, the property 
owners of the city of Baltimore have been 
saved close onto $15,000,000, because of 
the efforts of the Master Plumbers’ Asso- 
ciation in securing legislation which sim- 
plified the method of installation of the 
outside house drains. These are extended 
inside of the front wall, by the city, and 
again in simplifying the plumbing rules 
of the present building code. These ef- 
forts, in so far as the master plumbers 
are concerned, actually decreased the 
amount of plumbing work; yet the public 
seem, at least unaware, if not unappre- 


President of 


803 


ciative, of this unselfish service of a much 
maligned trade. In the accomplishment 
of these laudable results, we are informed 
that most of the credit is due John 
Trainor and P. Flanagan. 

The criticism more or less prevalent, 
because of the variation in the cost of the 
sewer connections, is explained by the 
fact that almost every job differs, and in 
many instances considerable interior 
plumbing is included in the price. As 
Mr. Trainor intimated, everything will 
come out all right as the public acquire 
a better understanding of the situation, 
and, in the end, every building will be pro- 
vided with sanitary plumbing and drain- 
age, a much desired and needful condi- 
tion for a city of Baltimore’s dignity and 
standing. 
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Baltimore Plumbing Circles Await Result 
of Bribery Charge 


ASTER plumbers of Baltimore are 
awaiting with interest the out- 
come of the arrest of a local 

plumbing supply dealer by Chief Inspec- 
tor Charles I. Putts, on charges of at- 
tempting to bribe a city official. The Bal- 
timore News, of Tuesday, November 19th, 
stated that a certain jobber had been sup- 
plying a type of fixture that is not per- 
mitted by the sanitary regulations, and 
upon condemnation of these by Mr. Putts’ 
assistants, sought to influence the in- 
spector by offering him a sum of money. 

The News further said that Mr. Putts 
arranged a meeting in the meantime, 
making arrangements to have witnesses 
present, and at the appointed time the 
would-be briber presented Mr. Putts with 
a sum of money, when the inspector 
promptly denounced the giver. Charges 
were presented before the Grand Jury, 
but the case has not been heard. 

Mr. Putts has been connected with the 
plumbing division of the Health Depart- 
ment for nine years, during which time he 
has conscientiously and ably performed 
the duties of his office, rising from as- 
sistant to chief inspector by ability and 
merit. 

Mr. Putts is, perhaps, the most inde- 
fatigable worker connected with’ the city 
administration. He hardly knows what 
it is to take a day off. He works holi- 
days, Sundays and nights whenever there 
is anything to do. His friends declare 
one may go to the City Hall Annex any 
time on any day and if Mr. Putts isn’t 
in his office the chances are a hundred to 
one that ,you will find him out looking 
after the men under him. 

President Allen W. Beam, of the State 
Hxamining Board, called a meeting of 
that body to discuss the situation, but 
the results of the session have not been 
made public. 
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Prominent Albany Plumber Instantly Killed 
in Auto Accident 


S we go to press we learn of the 
tragic death, on November 25th, of 
one of the best known master plumbers 
of New York State, Wm. B. Armstrong, of 
the W. B. Armstrong Company, Albany, 
N. Y. Mr. Armstrong, with a friend, 
Charles Sussdorf, was returning to AI- 
bany from Glens Falls, traveling at a 
moderate rate of speed, when the auto- 
mobile skidded and broke the steering 
mechanism, turned over and pinned Mr. 
Armstrong beneath, killing him instantly 
and seriously injuring his passenger. 
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If we were not building high 
grade pipe machines—machines 
that made good, and brought 
in repeat orders, we would have 
to dig for a new customer for 
every machine we sold. We 
might get a cheap machine 


into a place once, but once only. 


one city. Some repéat orders, dont 


We have 154 machines in 


you think? 


BIGNALL & KEELER MFG. CO. 


Edwardsville, Ill. 


SHWAB BROS. CO. 


811 East 9th Street, NEW YORK 
Manufacturers of the “NEVER-BREAK”’ Seat 


Our seats are constructed of four pieces mitred, the joints heing held firmly together witha “in. 
dowel running into each end of joint and also two small dowels going through the large dowel 
making an absolute lock joint as you will notice by cut. . 

The “NEVER-BREAK” Seat is made in all Styles, Shapes and all kinds of 
Wood. | FOR SALE BY ALL JOBBERS. Soe 
Galvanized wash tub covers, Galvanized flush pipes and everything in Plumb- 
ers Woodwork, full line Medicine Cabinets. 


“NEVER-BREAK” Pat. July 12, 1910 


The KEWANEE Garbage Burner and Water Heater 


Has been tried for years and been found more efficient than was claimed by even its designers. 


As a GARBAGE BURNER 
It has destroyed over twice the quantity—both wet and dry—claimed for it 
Flies, the most dangerous insect known to man, almost entirely disappeared, and at once. 
Health Officials report infectious diseases as decreasing. 
As a RUBBISH INCINERATOR 
It keeps Stores, Wholesale Houses and Apartment Houses clean, also free from fire risks, 
This lowers Fire Insurance rates. 
Fire Department Officials strongly favor its installation. 
As a WATER HEATER 
It has far surpassed the most extravagant claims made for it. 
In Hospitals and Medical Colleges, this makes “The Kewanee” indispensible. 


As a FUEL SAVER 
It regularly reduces bills from 30 to 40 per cent, and this while destroying the garbage right 


where it originates. : : 
Itis always wise economy to use a large storage tank; a small one is expensive. 


WRITE FOR CATALOG 


KEWANEE, BSILER COMPANY, KEWANEE, ILL. 


Chicago New York St.Louis Kansas City Salt Lake City Los Angeles 
Dominion Radiator Co, are sole representatives in Canada 
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Rosertsow” on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 


OUALI EY 
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THE James Robertson Manufacturing Co. 
106-108 Hopkins Place BALTIMORE, MD. 


STANDARD PRACTICAL PLUMBING 


By R. M. STARBUCK. 347 Specially Made Illustrations Price $3.00 Express Prepaid 


SKILLED WORK 


PLUMBERS’ TRADE JOURNAL PUBLISHING CO., 45 West 34th Street, New York 


is indispensable to the Master Plumber, the Journeyman 
Plumber, andthe Apprentice Plumber. As the book is 
Specially Strong in its Exhattstive treatment of the 

OF THE PLUMBER, it commends itself 
at once to Every One Working inany Branch of the Plumbing Trade. 


A Fine Testimonial 

ECENTLY The Williams Tool Com- 

pany, Hrie, Pa., well known manu- 

facturers of high-grade pipe-thread- 

ing machines and hot water heaters, 

received a fine recommendation from one 

of their many satisfied clients, which we 
reproduce herewith: 


VioNROE, LaA., Oct. 29, 1912. 
WILLIAMS Tool. COMPANY, ERI£, Pa. 

Dear Sirs:—It gives me pleasure to state 
that we have used one of your heaters for 
the past year, having same attached to our 
20-horsepower oil engine, with entire satis- 
faction. Up till about two weeks ago this 
heater gave us all the hot water we needed 
for our building, but after adding 80 more 
water faucets (having put in stationary 
washstands and seven new tubs) we have 
had to aid it by using our hot water jacket 
heater. When we put in our 40-horsepower 
engine we expect to put in another heater to 
go with that size engine, and do not expect 
to ever have any more hot water troubles as 
long as either engine is running. We will 
run one of them all the time. 

The heater has saved its price several 
times over in the saving of coal and trouble, 
and we recommend it as one of the best 
things we ever ran across from an economic 
standpoint and trouble saver. You are at 
liberty to use any part of this letter or all 
of it, or refer any inquiries to us regarding 
same. Yours truly, 

HotTet MONROE. 
[Signed] J. E. Doucutis, Proprietor. 


Hustling Oklahomans Who Use Progres- 
sive Methods 


N this page the illustration shows 


Howard B&. Condon on his “Thor” mo- 
torcycle in front of his show room 
at Muskogee, Okla. Mr. Condon says his 
is the only thing for con- 
quick 


single-tracker 


venience, service and economy. It 


Howard E. Condon, a Live Wire im 
Muskogee, Okla. 


takes Mr. Condon over 12,000 miles per year. 
His shop is located on South 3rd street, and 
is one of the best in point of attractiveness , 
in the state. He has a large and up-to-date 
display of modern sanitary fixtures. 

The O’Connor Company of Muskegee, 
Okla., is busier than ever this season. The 
presidential mix-up “don’t effect ‘em none.” 
They have completed the plumbing and 
heating work in the new Severs Hotel and 
the Phoenix Building, and the heating in the 
Barnes Building. 

Wilson Newman is a new member of the 
firm formerly known as Hoffmann & Wood 
at Ardmore, Okla. The firm name has been 
changed to Hoffmann Plumbing & Sheet 
Metal Co., and is now.located in new quar-— 
ters at 204 West Main street. John W. 
Hoffmann is president; Mr. Newman, vice- 
president, and Thomas E. Wood, secretary 
and treasurer of the concern. 


——_> 944+» 
Cutting expenses may result from call- 
ing in a surgeon or an effort to economize. 
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SSS 


ews from 


New Jersey 


— 


‘ DOLPH HOFFMAN, of 40 McChesney 
A street, Orange, N. J., is- doing a big 

business at his old stand. Adolph has 
completely recovered from the illness that 
necessitated his four-year retirement from 
business. 


Thomas Senior, of 16 New street, Bloom- 
field, N. J.. was the lucky recipient of the 
plumbing and heating contracts for the new 
residences being erected in that town. 


Johnson & Pohlman, of East Rutherford, 
N. J., are the successful bidders for the 
plumbing of two new schools at Rutherford. 


The Wrench Plumbing & Heating Co., of 
Montclair, N. J., are plumbing and heating 
the new town hall and art museum in that 
city. 


Chas M. Rear, of 44 Clinton street, Pater- 
son, N. J., is plumbing and heating the resi- 
dence of Geo. F. Johnson at 292 17th avenue. 
He is also plumbing and heating three houses 
at West Paterson. 


Fred. Mahler, of 175 Midland avenue, Ar- 
lington, N. J., is plumbing two stores and 
apartment buildings on Main street. He is 
also plumbing and heating two buildings in 
North Hackensack. 


Frank Romano, of Glen Ridge, N. J., is 
plumbing two six-family apartment houses 
being erected at 76 and 80 Pine street, that 
place. He is also plumbing a _ two-family 
house at 24 Graham street, Glen Ridge. 


Clark & De Groot, of 21 Park avenue, 
Rutherford, N. J., are plumbing and heating 
Several residences at Rutherford. They also 
have the plumbing and heating contracts for 
the Masonic Temple to be erected in that 
town. 


Nolan & Faulkner, of 222 Madison street, 
Passaic, N. J., while being comparatively 
young as a firm, are looming up as a big 
factor in the plumbing trade in Passaic, and 
are enjoying a large share of the work in 
their line. 


Golden & Singer, of 148 Columbia avenue, 
Passaic, N. J., are plumbing and _ heating 
two 12-family apartments at 79-81 Washing- 
ton place, Passaic, N. J. They are also 
plumbing and heating three buildings at 516- 
18-20 Clifton avenue. 


Edwin H. Carpenter, of 19 Center street, 
Trenton, N. J., was the successful bidder for 
the plumbing alteration contract for The 
Mercer County Jail. Mr. Carpenter is also 
doing the plumbing and heating on eight 
houses at Rancocas, N. J. 


B. Werksman & Co., of Passaic and 3rd 
Streets, Passaic, N. J., are plumbing and 
heating the new store and office building be- 
ing erected at Passaic; also plumbing and 
heating three six-family apartments at 18th 
and Market streets, Paterson, N. J. 


The Greiner Plumbing Co., of 254 N. Clin- 
ton street, Trenton, N. J., have two big con- 
tracts on hand: The plumbing and heating of 
Dr. Sommer’s residence on W. State street 
and the overhauling of the power and 
vacuum heating plants in Kobbs bakery. 


Sylvester and Hickson, of 498 Main street, 
Orange, N. J., have the plumbing and heat- 
ing contracts for eight family apartment 
houses being erected at Park avenue and 
Cleveland street. They are also plumbing 
and heating a new residence being built by 
F. A. Coffin at Dover, N. J. 


By the recent returns from the election in 
Hudson County, N. J., Tae Plumpers’ TRADE 
JOURNAL is apprised of the fact that five of 
the new board of freeholders for that county 
are members of our craft—Benjamin Keilt, 
J. P. Meehan, Jas. F. Boylan, Harry Unter- 
reiner and Dietrich Sturman. 


With the contracts for plumbing 116 
houses for John A. Roebling’s Sons Co., at 
Roebling, N. J., the plumbing and heating 
of The Charter Club at Princeton, N. J., and 
the plumbing of a new building for The Mer- 
cer Automobile Co. at Trenton, N. J., John 
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Black, the proud proprietor of New Jersey’s 
handsomest emporium for the sale and _ in- 
stallation of things sanitary, at 45 W. State 
street, Trenton, N. J., has every reason for 
expressing himself as satisfied with business 
conditions. 


Worden & Crawford Company, 801 West 
Side avenue, Jersey City, N. J., have recently 
installed in the remodeled residence of Thos. 
J. Maloney, general manager of P. Lorillard 
Company, Jersey City, one of Broomell’s 
“Victor” stationary vacuum cleaners and a 
Broomell system of vapor heating. 


Joseph Groben, of 61 W. 26th street, Bay- 
onne, N. J., in addition to advancing the 
interests of the new Bayonne Master Plumb- 
erss’ Association, of which he is president, 
is busily engaged completing the plumbing 
of the new Lyceum Theatre and the resi- 
dence of Dr. Chas. Larken, at W. 22nd 
street. 


The plumbing 
buildings being 


and heating in the three 
erected at Woodland and 
Stuyvesant avenues, Rutherford, N. J., is 
being done by Chas. J. Hollenbeck, of 18 
Feronia Way. Mr. Hollenbeck is also en- 
gaged in overhauling the plumbing and in- 
stalling new heating apparatus in two houses 
for John Branch at Rutherford. 


Towering over all others in the city of 
Trenton, N. J., the new Broad Street Bank 
building, now in the course of construction, 
bids fair to be one of the largest and hand- 
somest buildings in the state. The plumbing 


“Gus” Handley, and 


City Councilman 
Plumber, West Hoboken, N. J. 


and heating of this massive structure fell to 
the lot of the progressive Piper Bros., of that 
city, who are also engaged in plumbing and 
heating several state buildings, among which 
are the Jersey State Hospital for Epilepties 
and the Hydro-Therapeutic Hospital, both at 
Trenton. 


With the conviction that a long and close 
application to his duties entitles him to a little 
relaxation, William E. Fay, of Montclair, 
N. J., has taken a party of friends on a 
hunting trip. If ‘Bill’ can bag game with 
the same accuracy that has marked his abil- 
ity to land profitable plumbing and heating 
contracts, it is more than likely that a hur- 
ried call will be given for the auto truck to 
cart the trophies home. 


We are glad to present to readers of THE 
PLUMBERS’ TRADE JOURNAL an excellent pho- 
tograph of our friend “Gus” Handley. This 
sturdy sanitarian is also a city councilman. 
The pose was snapped in front of his estab- 
lishment, which is located at 514 Paterson 
avenue, West Hoboken, N. J. 
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MR. PLUMBER 


buy a 


HANDY DIE STOCK 


For use on Brass or Iron Pipe. Strongest and Lightest. 


Right and Left Hand 
Self Locking Self Contained 


Quick Releasing 


No loose parts. Everything in the stock’ 
No bushings or Wrench. From your 
jobber or 


THE HANDY MFG. Co. 


200 Cannon Street 
BRIDGEPORT, CONN. 


Write for Catalog 


No. 11 No.2 No. 3 
%tolin. % to1l% in, 1 to 2 


Write for prices 


No. 1 
% to % in, 
14 days trial free 


Glass Towel Bars For 
the Bathroom 


Everything for the Bathroom 


Made plain and in fancy combination 
designs. Our catalog “P’’ shows many 
different styles from which you can 
surely pick one to satisfy your customer. 
We fully guarantee all our goods and 
stand back of them. 


Send today for catalog ‘‘P”’ 


Waterbury, 
Conn. 


THE NOVELTY MFG. CO., 


Air-tight Steel Tanks for 
Compressed Air and Water Systems 


Every Air-tight Tank is guaranteed not to leak under pressure 
specified. 
The seams and heads are ‘‘brazed”’ making the tank one solid 
piece of steel. 
We have been building these tanks for 20 years, with never 
one returned. Send for prices. 


Air-tight Steel Tank Co. 


PITTSBURGH, PA. 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. Noexperiment. In 
practical operation all over the 


West for the past 15 years. Easily 


cleaned and kept clean. Price 
reasonable. Sizes 500 feet to 20,000 
feet. 


Get the agency in your territory. 


HERBERT BOILER CO. 


Root and La Salle Streets 
Chicago, Il. 
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Motor Driven House Pump 


Hot Air Pumps—Motor Driven Pumps — 
Gasoline Engines. Right Prices for Users. 
Good Profits to Dealers. 


Write nearest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 


New York Boston Philadelphia 
Montreal, P. Q., Sydney, Australia 


D@ODODOODODOODOODOSQODOOOOOO 
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COO® 


For 
| Economee 
| The 
PARMELEE 


Suecessful candidate for first honors in 
the Plumbing Trade because of its unequaled 
record of— 


Time saving, labor saving, pipe saving, 
and saving of temper. 


Its grip cannot slip. 


It cannot chew or crush pipe. 


It can be used directly on threaded nipples 
without injury to threads or nipples. 


It can be usedin places otherwise inacces- 
sible. 


Stays on pipe even when taking new hold. 


Sent on approval. Better write today for 


| Bulletin 


Parmelee Wrench Co. 


2516 Monroe St., Chicago, Ill. 


PROVE IT YOURSELF 
By placing order for 
C. &L. Fire Pots and 
Torches;they combine 
economy with intense 
heat, and save their 
cost in the saving of 
fuel alone. Remember 
you buy fuel often, but 
afire Pot orTorch only 
occasionally. C. & L. 
Fire Pots and Torches 
produce greater heat 
and consume less gas- 
oline than other makes 
Jobbers supply at fac- 
tory price or we ship 
direct for cash.Booklet 


SSS Clayton & Lambert Mfg. 
0. 
INo.32 Torch.Price ea $4 net Detroit, Mich,, U.S.A. 
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Woodward 
avenue, Detroit, Mich., is driving a new 
He reports an exceed- 
and says that about 
every other Detroit plumber is in the same 
Sti 


Jv H. CRUMLEY, 


coupe roadster. 


ingly good business, 


Cc. E. Evans, Freeport, Ill., has the plumb- 
ing contract for the new high school at Hol- 
land, Mich. 

Max Hafke, 971 Gratiot avenue, 
Mich., is installing the plumbing 
residences on Fisher avenue. 

Donald Miller, 280 Brush street, Detroit, 
Mich., has the heating and plumbing in the 
Second Avenue Baptist Church. 

Walter P. Kantzler, 695 Dix avenue, De- 
troit, Mich. is installing the plumbing in 
four frame residences on 28th street. 


Detroit, 
in three 


E. R. Brown, formerly with Ernst Bros., 
is now superintendent of the plumbing de- 
partment of Johnson & Larsen, Detroit, 


F Kimche, Gratiot avenue, Detroit, Mich., 
received the plumbing contract for the Wm. 
Kurtz brick residence on Second avenue. 


is superintending its own plumbing in the 
addition to its building on Case avenue. 

Tom Bruckman, 212 Russell street, De- 
troit, Mich., has returned from a boat trip 
up the lakes and through the Soo locks. 

The Pauly-Jail Building and Mfg. Co., St. 
Louis, Mo., have the plumbing contract for 
the new police station at Kalamazoo, Mich. 

P. Subrugg, 512 Catherine street, Detroit, 
Mich. has the plumbing and heating con- 
tracts for Harry Friesema on Field avenue. 

E. Glazier, 386 Hastings street, Detroit, 
Mich., is installing the plumbing in the 
building of A. Jacobs on Hastings street. 

Cc. Klein & Co., 66 Broadway, Detroit, 
Mich., have the contract for plumbing in the 
four-family brick apartment on Farnsworth 
avenue. 

Murray W. Sales, with his wife, who has 
been spending the summer at Pointe Aux 
Barques, Mich., has returned to his home 
in Detroit. 


Mich., 
store and flat building of John Fisher on 
Gratiot avenue. 


Allan G. Wood, 1066 Seyburn avenue, De- 
troit, Mich., has the plumbing and heating 


contract in a two-family residence on 
Goethe avenue. 
Hunt & Rohrig, 624 Gratiot avenue, De- 


troit, Mich., will install the plumbing in the 
two-family apartment of Miss B. Wolf, on 
Sheridan avenue. 


Pickard & Pickard, 283 Grand River ave- 
nue, Detroit, Mich., have the contract for 
plumbing for the Caspar Schmidt residence 
on Plum street. 


Otto A. Wurm, Adams avenue, West, De- 
troit, Mich., is doing the plumbing on the 
new building of the Detroit Range Boiler 
Co. on 25th street. 


Donald Miller & Co., 280 Brush street, De- 
troit, Mich., will do the plumbing in the 
large brick garage at the corner of Howard 
and 2d streets. 


S. H. Burlingame, 32 W. Lawrence street, 
Pontiac, Mich., is installing the plumbing 
in a three-store and three-flat building 
owned by H. J. Davis. 


Charles L. Bigelow, 513 Holden street, 
Saginaw, Mich. has the contract for hot 
water heating and plumbing for the resi- 
dence of Wm P. Powell. 


Otto Schmied, 344 Hendricks street, De- 
troit, Mich., has the plumbing contract for 
the residence of Dr. George Campbell on 
West Grand Boulevard. 


E. E. Allyne, president of the Aluminum 
Castings Co., Detroit and Cleveland, and 
Charles F,. Bohn, vice-president of the same 
firm, returned last week from a two months’ 
trip to Europe. Mr. Bohn said that after 


The Cadillac Motor Car Co., Detroit, Mich., © 


Victor D’Hondt, Sherman street, Detroit, . 
has the plumbing contract for the | 


; tiful 
_ avenue. 


seeing London, Paris, Berlin, and other 
Buropean cities, the United States looks bet- 
ter than ever. 


R. M. Todd, 84 North Saginaw street, Pon- 
tiac, Mich., has the contract for the steam 
heating and plumbing for the store building 
of E. F. Lawson. 

A. E. O’Connor, 419 Wabash avenue, De- 
troit, Mich., has the plumbing contract for 
the flat building being erected on Field ave- 
nue for Harry Meyer. 


Mulholland & Meiselback, 906 W. South 
street, Bay City, Mich. received the plumb- 
ing contract for the store and apartment 
building of F. H. Smith. 


The Pickard Hardware Co., 1342 Grand 
River avenue, Detroit, Mich., are installing 
the plumbing in the two-family apartment 
of J. Stothers on Manchester avenue. 


Blankerts & Willis, 554 Oakland avenue, 
Detroit, Mich., have the plumbing to do in 
the one-story brick office addition on St. 
Aubin avenue for Dr. J. H. Polezker. 


Larkin & Miller, Flint, Mich. were 
awarded the contract for steam heating in 
the theatre and hall being erected by 
Maurice Krobecker, at a cost of $10,000. 


Park-McKay Co., jobbers and manufac- 
turers of plumbing supplies, Detroit, Mich., 
are making extensive alterations and addi- 
tions to their factory on Bagley avenue. 


O’Connor Bros., 297 Grand River avenue, 
Detroit, Mich., have the contract for plumb- 
ing and heating in the three-story addition 
to the Alt-Heidelberg Hotel: on Broadway. 

Cc. Klein & Co., 66 Broadway, Detroit, 
Mich., received the plumbing contracts for 
a two-family apartment on Belmont avenue 
and a frame residence on Goodwin avenue. 

D. Karle, 948 Gratiot avenue, Detroit, 
Mich., has the contract for the~ steam heat- 


ing to be installed in the store and flat 
building of Kaiser & Schmidt: on Franklin 
street. 

Ernst Bros., 35 Bagg street, Detroit, 


Mich., have the plumbing and heating to do 
in the Peninsular Engraving Building at the 
corner of Woodward avenue and Erskine 
street. " 


BE. Eisenberg, of. the firm’ of Kimball- 
Hisenberg, 228 Jefferson avenue, Detroit, 
Mich., plumbing supplies, is erecting a beau- 
tile and stucco residence on Burns 


Robert J. Buchowski, 228 Leiceister Court, 
Detroit, Mich., has the plumbing and heating 
contract for the new Polish club to be 


. erected at the corner of Chene and Forest 


avenues. 


Frank Mehr, 3876 Dix avenue, Detroit, 
Mich., has the plumbing and heating con- 
tract for the four-family flat on Dragon ave- 
nue being erected by Fred. W. Kandt, con- 
tractor. 


Charles Colombe, 366 Erskine street, De- 
troit, Mich., has the plumbing and heating 
to do in the brick building of the Lombardi- 
American Club on Erskine street, near Rus- 
sell street. 


Thomas Yurkivitz, of 1840 Michigan ave- 
nue, Detroit, Mich., will install the heating 
and plumbing in the school building to be 
erected for the Assumption of the Blessed 
Virgin parish. 

James W. Partlan, 53 Park Place, De- 
troit, Mich., is doing the plumbing and 
steam heating work in the new Goodyear 
Tire Building, corner of Jefferson avenue 
and Antoine street. 


BE. E. Carroll, 245 John R street, Detroit, 
Mich., received the contract for plumbing 
and heating to be done in the new factory 
addition of the Detroit Fuse Mfg. Co., at 
1400 Rivard street. 


“More houses have been built in Jackson, 
Mich., during the present year than ever 
before in the history of the city,” said 
Plumbing Inspector Gibson to THE PLUMB- 
ERS’ TRADE JOURNAL representative. SCA: 


total of 873 plumbing permits have been 
issued since Marctt 1st of this year, and it 
is safe to say that at least 1,200 plumbing 
permits will be issued before the close of 
the year.” 


John F. Jones, 81 Linwood avenue, De- 
trdit, Mich., was awarded the contract for 


plumbing on the duplex residence of Mrs, ~ 


M. Reed, corner of Greenwood and Kirby 
avenues. : 


J. P. McKenzie, 306 Lapeer street, Sagi- 
naw, Mich., has the plumbing contract for 
the school and auditorium to be erected at 
a cost of $12,000, by the German Evangelical 
Lutheran Church. 


McFadden & George, 102 Broadway, De- 
troit, Mich., have the contract for steam 
heating and plumbing to be done in the 
handsome country residence of H. W. Pen- 
dleton, at Birmingham, Mich. 


E. J. Ryan, 134 Grand River avenue, Des 


troit, Mich., received the plumbing contract 
for the building at the southwest corner of 


Woodward and Warren avenues, to be occu- 


pied by the Flanders Mfg. Co. 

The Sproul-McGurrin Company, Grand 
Rapids, Mich., has been awarded the plumb- 
ing and heating contract for A. Kuppen- 
heimer’s residence on Terrace avenue, 
which is being extensively remodeled. 

The National Heater Co., at 70 Champlain 
street, Detroit, Mich. report a steady in- 
crease in sales and are working day and 
night to fill orders. The company is crowded 


for room and will soon seek larger quarters. 


J. L. Burns, 2303 Fort street, West, De- 
troit, Mich., is 


installing the plumbing in _ 


a two-family flat on Sierre avenue and — 


also one on Fulton avenue. In addition, he 


has the plumbing contract for three frame 


buildings on Crawford avenue, 


Bert Dunn, Houghton, Mich., at present 
water commissioner, has been named as 


plumbing inspector by the village council. 


Mr. Dunn’s first job under his appointment 
was to inspect the plumbing recently put into 
the Cundy residence by R. A. Weir. 

Ww. J. Boyle, salesman with the Murray 
W. Sales Co., Detroit, Mich., has been con- 
fined to his home for a week on account of 


injuries sustained in a recent street car Cole 


lision. Tue PLumpers’ TRADE JOURNAL joins 
his host of friends in hoping for his quick 
recovery. P 

Weiberber & Waisman, 
fitters and gasfitters, 441 Hastings street, 
Detroit, Mich., report that business is e@x- 
tremely good. 
personal inspection, believing that a satis- 
fied customer is the best advertisement they 
can have. Among the larger jobs recently 
secured by the firm is the plumbing for the 


two-story and two-apartment pbuilding at. 


They give every job their 


plumbers, steam 


537 St. Antoine street; the plumbing for the © 


three-apartment and one-store puilding at 


643-645 Russell street; installation of steam — 


plant in the 


residence at 138 Montcalm — 


street, East; the plumbing and gas fitting 
in the residence at the corner of Woodland 


and Cardoni avenues, and the plumbing in a 
four-family apartment building on Brady 
street. 

——~-e—_—_—_ 


Won ‘‘Peerless’’ Prize 


C. Winter, of Southbridge, Mass., 

e was the lucky man who was for- 
tunate in winning the Peerless 

closet combination given by the Peerless 
Sellimg Co., Evansville, Ind. As men- 
tioned in a previous issue of THE PLUMB- 
ers’ TRADE Journat, the Peerless Co. de 
cided to present the sender of the 99th 
order for their products with an extra 
combination, Mr. Winter being the for- 
tunate recipient. ‘ 

—— 


Salt Lake City to Have Bath Tub Industry 
UMORS from Salt Lake City, Utah, 
scene of the National Convention 

last July, say that this hustling 
metropolis is to have another industry 
closely allied with our trade in the estab- 


lishment of a factory for the manufacture 


of enameled iron tubs. C. Henry Smith, 
of Butte, Mont., is said to be the leading 
figure in the contemplated company. 
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DEOEMBER 18T, 1912 


Council an order was passed directing 
the Finance Committee to include in 
the 1913 Budget provisions for public com- 


, T a recent meeting of the Chicago City 


fort stations on Randolph street. The only 
other public comfort station built by the City 
of Chicago, aside from those in the small 
parks and playgrounds, is that at LaSalle 
and Washington streets. 


Edward M. Harrigan, of Harrigan & Reid 
Company, heating and plumbing engineers of 
Detroit, Mich., was recently in Chicago on a 
business trip. 


Theodore Degenhardt, Chicago, Ill., who 
conducted a plumbing shop on the North 
Side, has moved from 1563 to 1548 Wells 
street. Mr. Degenhardt has a well estab- 
lished jobbing trade. 


The Moline Heating and Construction Com- 
pany, of Moline, Ill., in addition to consider- 
able other work, has been awarded the con- 
tracts for the plumbing and heating for the 
new City Hall in Moline, which is now being 
erected at a cost of $12,000. 


It is expected that on or about December 
ist, the County Board will award the con- 
tract for the plumbing of the new Cook 
County Hospital, which amounts approxi- 
mately to $200,000, and the letting of which 
has been kept separate from the general con- 
tract. 


McGregor & Lederer, of Bloomington, I11., 
have been doing a considerable amount of 
city water main extension work. They say 
they have had their full quota of residence 
plumbing and heating the past season. 


Royer & Scheli, of Decatur, Ill., have been 
kept busy the past season with residence 
work. 


R. B. Finn, 3516 Vincennes avenue, Chi- 
cago, Ill., is the recent inventor of an auto- 
mobile appliance which he calls the “Corona 
Air Intake. We would advise our friends in 
the plumbing business who desire to econo- 
mize on gasoline and increase their speed to 
consult the wizard. 


BE. D. Hornbrook, the well-known master 
Plumber of Kansas City, Mo., and former 
president of the National Association, recent- 
ly spent a couple of days in Chicago, IIll., on 
business and met many of his friends in the 
trade. Mr. Hornbrook also paid a brief visit 
to the headquarters of the local association. 


James Coupland, Chicago, Ill., is erecting 
another high-class apartment building ad- 
joining his residence at 5121 Ellis avenue. 
The new structure will be three stories in 
height. It will be modern in every respect 
and be comprised of three flats of eight 
rooms each. The plumbing contract, we un- 
derstand, Mr. Coupland has awarded to him- 
self. 


Joseph P. Heeney, vice-president and gen- 
eral manager of the M.-H. Foundry and 
Mfg. Co., of Belleville, Ill., visited Chicago 
recently on a business trip. As an old- 
time Chicago plumber himself before he went 
into the manufacturing business, Joe has 
Many friends among the local plumbers here, 
and called on a number of them before re- 
turning home. 


John L. Corcoran, whose place of business 
is located at 2036 W. Madison street, has 
recently returned from a two weeks vacation 
trip to West Baden, Ind. Although he has 
been in nearly every other part of the coun- 
try, this was Mr. Corcoran’s first visit to 
West Baden. John did not make the trip for 
his health, but just for recreation. He spent 
most of his time horseback riding. 


The many friends of B. Mortimer, of Mor- 
timer & Ryan Company, will no doubt regret 
to learn of his sudden illness, which resulted 
in an operation for appendicitis, but will 
be correspondingly glad to know that the 
Operation was successful and that Mr. Mor- 
timer is now convalescing. On Monday, 
November 4th, Al. complained of feeling ill, 
but was attending to his business as usual. 
The following day he was unable to appear 


i 


- York and other eastern cities. 


at his office, and on Wednesday evening, 
after an illness of only two days, he was 
operated on at the Robert Burns Hospital. 
The physicians say that if the operation had 
been deferred for twenty-four hours more it 
would have resulted fatally. 


It will no doubt be of interest to his friends 
in the trade to learn that Assistant Adjutant- 
General R. J. Shand, of the Illinois National 
Guard, cannot be removed from his position 
by the new Democratic State administration, 
it having been found that he, with the adju- 
tant and quartermaster, have been anchored 
to their berths by an act of the State Legis- 
lature. Mr. Shand was formerly in the 
plumbing business in Rockford, Ill., but gave 
up his shop a number of years ago. 


The firm of Channon & Dufva, of Rock 
Island, Ill., has lately been awarded a large 
contract to install the heating plant in the 
Y. M. C. A. building recently erected by the 
Rock Island lines at Haleyville, Okla. Col. 
W. T. Channon, of the firm, has recently re- 
turned from a trip to Haleyville, where he 
personally supervised the starting of the 
work. This concern also has the plumbing 
contract on the new $100,000 Y. M. Cc. A. 
building about to be erected at Rock Island. 


Quite a little sympathy is felt by the trade 
for Stanley J. Loula, whose automobile ran 
down and fatally injured thirteen-year-old 
Hans Foss several weeks ago. The boy was 
playing ball in front of his parents’ residence 
and was running backwards to catch a ball 
when the machine struck him. Mr. Loula, 
who had just swerved from his path to avoid 
striking a woman with a baby carriage, 
jumped from his seat and drove hurriedly to 
the doctor’s office, where it was found the 
boy’s skull was fractured. Mr. Loula was 
exonerated from all blame in the matter, as 
his story of the affair was verified by several 
witnesses. 


Edward L. Erman, 612 E. 47th street, Chi- 
cago, Ill., a member of the firm of Erman & 
Company, was married October 1st to Miss 
Celia Leveene, of Anderson, Ind. The bride’s 
father is reputed to be one of the wealthiest 
men in the state. The wedding was cele- 
brated at the home of the bride’s parents, 
and after a luncheon and reception the young 
couple left on a two weeks’ honeymoon trip 
to the East, which included a visit to New 
Mr. and Mrs. 
Erman will make their home in Chicago at 
4605 Lawrence avenue. 


Chas. K. Todd, 4413 W. Madison street, 
chicago, Ill., has the sympathy of his friends 
in the trade in the loss which he has recently 
sustained in the death of his mother and sis- 
ter, who passed away within a few hours of 
each other. His sister, Mrs. Lessing, died on 
the evening of November 4th and his mother 
died the following morning, The double fun- 
eral took place Thursday, November 7th, to 
Forest Home Cemetery. The funeral serv- 
ices at the grave were conducted by the 
Order of the Eastern Star, of which the late 
Mrs. Lessing was a member. The latter is 
survived by a three-year-old girl. 


To celebrate the twelfth anniversary of his 
return from Alaska, where he spent three 
years prospecting for gold and then went 
back in the plumbing business, Chas. D. 
Harris, of the Oakland Plumbing Company, 
4004 Cottage Grove avenue, Chicago, IIl., 
gave a house-warming and supper to a few 
of his friends in the trade. This very en- 
joyable event was held on the evening of 
November 7th in the handsome new bunga- 
low which he has just completed for himself 
and family at 6942 Calumet avenue. The 
members of the party who partook of his 
hospitality spent a most enjoyable evening. 
An excellent fish supper was served to the 
guests before their departure. Following this 
event M. L. Mandable made a brief address, 
thanking the host and hostess for their kind- 
ness and talked generally of conditions in the 
plumbing business. Those in attendance 
were: John Delehant, C. A. Dreir, J. H. Cur- 


tin, Mat. Mandable, G. A. Larson, F. J. Dil- 
lenburg, J. Kleker, Geo. Schey, John Cepican, 
Henry Dieringer, Jas. Coupland, J. J. Kratz 
and P. M. Munn. 


—_+e—____ 


Demonstrated Warren Heaters in Chicago 


ARREN H. BRIGHT, of the War- 
ren Heater Company, of Sheldon, 
Iowa, has been in Chicago, II1., 
for several weeks demonstrating the 
“Undertank” gas water heater, manufac- 
tured by them. The demonstrations have 
been made at the shop of Dickens & Fey, 
186 N. Clark street, where the heater is 
connected up and can be seen in practical 
operation. Tests showing its heating effi- 
ciency were made by Mr. Bright, who is 
the inventor of the heater. Harry Ver- 
beek, manufacturers’ agent, and well 
known by the local plumbing trade, will 
have the selling agency in Chicago and 
vicinity. 
we 


Chicago Master Plumber Wins Fly Casting 
Tournament 


E take pleasure in presenting to 
our readers an excellent likeness 
of Wm. Stanley, 1217 E. 55th 

street, Chicago, Ill., a successful master 
plumber of Hyde Park, and an all-around 
sportsman. At the Annual Fall Club 
Tournament of the Illinois Casting Club, 
held at Washington Park several weeks 
ago, Mr. Stanley established a world’s 
record for 1-0z. accuracy bait casting. 
In this event, casting in Class A, he per- 
formed the seemingly impossible and un- 
believable feat of making a perfect score, 


Wm. Stanley, 1217 EH. 55th Street, Chi- 
cago, Ill., Master Plumber and 
Champion Sportsman 
when it is mentioned that, of the ten 
casts, eight struck the six-inch center— 
five on top and three on the back—and 
that the other two casts struck six inches 
on each side, respectively, it will be ap- 
preciated what a marvelous exhibition of 
casting was witnessed. Bill has been at 
the casting game for about six years, his 
score being among the highest at all 
times. In 1906 he won the world’s cham- 
pionship for 14-0z. accuracy bait at Kala- 
mazoo, Mich., and in Racine, in 1907, he 
again won the same honors. The first 
time Mr. Stanley attended a fly casting 
tournament; in fact, before he had ever 
handled a reel in a tournament, he was 
persuaded by a club member to try his 
hand at it. As a result, he tied with 
Leonard, of New York, for second place, 
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BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 

Catalog on request 
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YouCannot Afford To 


Install cheap, inferior Connected 
Wastes and Overflows and Traps. 
By securing the best you save Time 
and Money in installing, as they 
fit the fixlure perfectly. All our 
castings are made from new Metal, 
are free from sand holes, and fin- 
ished in white Triple Nickel Plate. 


All leading jobbers will supply 
at factory price or we will ship di- 
rect if cash accompanies the 
order. Send for Booklet with 
Master Plumbers’ Discount 
Sheet.It will save you dollars, 


A. D. Manufacturing Co. 
Detroit, Mich., U. S. A. 


Ls: 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Go. 


559 West Lake St. 
Chicago, Ill. 


Answers All Heat- 
Ing Questions 


Treatise on Heating and Ventilation. 


Practical Steam and Hot Water 


Heating and Ventilation 
By ALFRED G. KING 


This book con- 
tains 400 pages 
) of good, practical 
information on the 
| subject of steam 
| heating and yen- 
tilating, describing 
the various sys- 
tems in use today 
and offering valu- 
able suggestions. 


Profusely 
Illustrated 


Price $3.00 


The Plumbers’ Trade Journal 
Publishing Company 


45 West 34th Street New York City 
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and in the cast-off made an even higher 
score than the first-place man. From that 
time until the present it has been a suc- 
eession of medals, loving cups, ribbons, 
reels, bars, etc. In fact, Mr. Stanley has 
a very fine collection of prizes. He is 
also the owner of the “Artist Bar,” the 
highest mark of efficiency that is possible 
for anyone to receive in both the VY -OZ. 
and %-oz. accuracy bait. This is the 
first time a perfect score has been made. 


—_—_4-—__—— 
Illinois Plumbers Want Member on the 
State Health Board 


ITH the election of a new governor 
in the State of Illinois it is under- 
stood that the master plumbers 

will renew their efforts to secure the ap- 
pointment of a master plumber as a mem- 
ber of the State Board of Health. A cou- 
ple of years ago the Illinois State Associa- 
tion of Master Plumbers, through its pres- 
ident, W. J. Lang, of Chicago, made an 
appeal to Governor Deneen for the ap- 
point of a master plumber on the State 
Board as a means of improving the sani- 
tary conditions throughout the state, but 
nothing came of it. Governor-elect Ed- 
ward F. Dunne will be urged to appoint 
a plumber on the State Health Board. 
For several years this board has been 
composed exclusively of physicians, but 
the appointment of a live master plumber 
on the board to bring before it matters of 
a sanitary nature and improvement of 
conditions in general would be a benefit 
not only to the plumbing trade, but to the 
health of the community at large. 


EE 
Steam Raised by the Sun’s Heat 


ROM Egypt comes the announcement 
that sun’s heat has been success- 
fully utilized to raise steam in an 

engine there. A test run was recently 
completed there with excellent results. 
The sun-power plant and engine are the 
invention of Frank Schuman. The heat- 
ing apparatus consists of 572 sheet iron 
boxes, each three feet square, framed in 
stout wood, and covered with two sheets 
of glass, separated by an air space of one 
inch. All of these boxes are mounted on 
trestles, facing due south, and have a 
total surface of 5,000 square feet exposed 
to the sun’s rays. Further heat from the 
same source is concentrated on the boxes 
by a number of six-foot mirrors, and a 
temperature of 450 degrees Fahrenheit, 
more than double the boiling point, can 
be generated in this way. The power 
thus generated is used for pumping 
irrigation water for the farmers. 
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Demonstration of Water Wasted by Defective Plumbing Fiatures, Arranged by the 
Cincinnati, Ohio, Municipal Authorities 


OWN in Cincinnati, Ohio, which Lin- 
coln Steffens has dubbed the worst 
governed city in America, the 

municipal administration held a great ex- 
hibit, at which all the various city depart- 
ments made exhibitions. Among others, 
the city water works gave a little lesson 
in water waste, which did the visiting 
plumbers’ hearts good to see. “Don’t let 
water run unless you use it,’ was the 
motto, and a local plumber was induced 
to loan some high-class toilets, faucets, 
and so on, to make the lesson effective, 
and, incidentally, to advertise himself, as 
no amount of newspaper advertising 
would have done. 

One of the things the water works 
sought was to regulate the terrific drain 
due to Monday being a universal wash 
day, and as a means of inducing the folks 


to change—some to Tuesday or Wednes- 
day and the like—placards advised that 
“Monday is a poor wash day. You need 
Monday to ‘straighten up’ after Sunday’s 
company and confusion.” ete. 

Three leaking faucets showed the water 
waste. In the one case the given leak 
wasted water to the tune of $6.20 a year, 
or 82,000 gallons. Another leak wasted 
364,000 gallons, or, in other words, $36.40, 
and the third represented a waste of 
$131.40, or some 1,314,000 gallons. No 
doubt the illustration led many a tax- 
payer to call up the family plumber and 
have him repair, in a few hours’ labor, 
the water-waste value of a few years to 
come. 

Another example was the defective 
toilet, leaking at the rate of $36.50 worth 
of water a year. 


MEMBERSHIP 


By CHARLES LAILE, JR., 


N picking up the National Association 
Red Book, you will see we have an 
organization in good standing, all 


loyal and good members, but far too few. 

Success in our organization is not an 
accident, but the combined efforts of un- 
tiring officers and the loyal delegates and 
willing to sacrifice 


members that are 


RON Down STARS, You, 
AND PLACE YouR HANDS 
OVER THE BASIN HoLE, 
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of Chicago 


their time, and their money, in order that 
we all may be benefitted, as also are the 
vast number outside of our body that are 
today reaping the results of our labors. 

Don’t you think they need us? They 
surely do. They are in part the reverse of 
the Suffragettes, who are fighting against 
“Taxation without Representation” in 
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in Water Waste 


having “Representation without Taxa- 
tion,” so aptly stated by one of your 
National officers recently. A concerted 
membership campaign will undoubtedly 
bring quite a few of these outsiders with- 
in our portals. I would suggest the em- 
ployment of a regular state organizer, or, 
if travel and hotel expenses would make 
this impractical, perhaps a division of the 
state into districts and each district be 
empowered to employ or devise such 
means as it saw fit, wherewith the de- 
sired end could be attained. 

Just think what this would mean if 
the next National Convention were in- 
creased by at least one-fourth in mem- 
bership, the increased prestige, the 
weight our arguments would have before 
the legislatures, city councils, the jobbers 
or manufacturers. 

The relative expense to carry these ad- 
ditional members won’t be much greater 
to our treasury, with a much larger per 
capita tax to draw from, and our every 
effort will make our officers’ labors lighter 
and a pleasure. : 

In other industrial organizations, the 
membership is increasing, and we must 
and should keep pace with the increasing 
additions to our craft. Don’t forget and 
do not let the luke-warm and careless 
brother lapse his membership; he must” 
have you, as he needs you. Every section 
of our states ought to be covered, if not 
in regular organized local, by at least 
state affiliation, and thus help along the 
work our organization is trying to do. 

Don’t let them give you the excuse that 
they can’t afford it. Weak! Like the ex- 
cuse the tramp made to the farmer’s wife 
against pure water. “Here,” a farmer’s 
wife said to a knight of the road, “is a 
glass of pure, cold, sparkling water.” But 
the tramp shook his head. “You don’t re- 
fuse it, do you?” spoke the lady. 

“J have to, madam,” the tramp al- 
swered, sadly, “I’ve got an iron constitu- 
tion, you see, and water would rust it.” 

What organization today gives its mem- 
bers the protection and benefits our Na- 
tional organization does, all for so little? 
Can that be figured out in dollars and 
cents? Let us start a state-wide rivalry 
for an increased membership. 

The discussions on these subjects, the 
proper installations to meet its require- 
ments through our trade papers and be- 
fore our locals, are surely worth the price 
of membership in the organization. 

Now let us get new courage and show 
our brother outside the fold that we have 
a set purpose—to increase our member- 
ship. Show a more powerful organiza 
tion in Philadelphia in 1913. 


s Awry 
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PPEARING on this page is a _ photo- 
A graph of a portion of the office and 
display room of J. J. Joyce, Ritzville. 
Wash., one of the live master plumbers of 
that section. Mr. Joyce reports that pros- 
pects for 1913 seem to indicate a continuance 
of the prosperity which has prevailed in 
plumbing circles in his city. 

A fire at Susanville, Cal., a short time ago, 
destroyed the shop of the Weir Plumbing 
Company. 

Carl Parker of the Los Angeles, Cal., branch 
of the George H. Tay Company was also in 
San Francisco recently. 


The home of John Dolan, an Oakland, Cal., 
plumber, was damaged to the extent of 
$2,000 by fire recently. 


E. V. Lacy is to install the plumbing in 
the three-story structure being erected by 
Theresa Chichizola on Broadway, near Mont- 
gomery street, San Francisco, Cal. 


The Victor Engineering Company, San 
Francisco, Cal., will install the steam heating 
system in the five-story hotel structure being 
erected at Mongomery and Clay streets. 


Dowling & Ahlert, San Francisco, Cal., 
have secured the contract for installing the 
plumbing system in the _ residence being 
erected on Broadway, near Webster street. 


The Plumbers Supply House has been in- 
corporated at Long Beach, Cal., with a capi- 
tal stock of $50,000, by J. Hancock, C. N. 
Taylor, H. L. Miner, J. E. Monroe and J. B. 
Mutch. 


Mrs. Frank J. Klimm and daughter of San 
Francisco, Cal., have been very seriously ill 
in a local hospital but both are now on the 
road to recovery and will probably be able 
to be out shortly. 


The John G. Sutton Company has con- 
tracted to install the plumbing and gas fit- 
ting in a six-story apartment building now 
in course of erection by Clam M. Greene at 
Sacramento and Powell streets, San Fran- 
cisco, Cal. 

The magnificent new building of the Mark- 
Lally Co. at 2d and Tehama streets, San 
Francisco, is now so nearly completed that 
it will probably be ready for occupancy 
Within thirty days. The show rooms are 
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now being planned and will be the most 
elaborate of any ever fitted up on the Coast. 
The building has an immense amount of 
storage space and has been designed for the 
addition of three more floors in case they 
are needed. 


John J. Foy, manager of the N. O. Nelson 
Manufacturing Company’s interests at Los 
Angeles, Cal., was in San Francisco on a short 
trip. A change is to be made shortly in the 
management of the San Francisco branch, 
but it has not been announced who will be 
placed in charge. 


The Vacuum ‘cleaning system in the new 
department store of Hale Bros., 5th and 
Market streets, San Francisco, Cal., will be 
installed by The United Electric Company. 
The John G. Sutton Company has the con- 
tract for installing a private pumping plant 
for this big store. 


Dwight Miller and Mr. Enright of the firm 
of Miller & Enright of Sacramento, Cal., 
were in San Francisco recently conferring 
with members of the trade in reference to 
the new freight classification schedule to go 
into effect shortly. 


W. D. Hobro, 734 Washington street, San 
Francisco, Cal., is busy on a number of con- 
tracts in the Chinese quarter, where he 
largely confines his operations. He has just 
secured the contract for the installation of 
the plumbing in the three-story Quong Tong 
Benevolent Association Building on Clay 
street, near Dupont. 


Mangrum & Otter are experiencing a very 
busy season and have been fortunate in se- 
curing some of the largest contracts in the 
heating and ventilating line let in San 
Francisco this season. Among the latest con- 
tracts for work of this character has been 
one from Chas. Holbrook for work on his 
new building on Sutter street, near Sansome, 
and another from the trustees of St. Ignatius 
College covering the installation of a plant 
in the church at Fulton street and Parker 
avenue. 

The General Engineering Company, San 
Francisco, Cal., has contracted to install the 
steam heating system in the seven-story 
building being erected on Market street, near 
7th street, for James D. Phelan. 


Interior of the Office and Showroom of J. J. Joyce, a Live Master Plumber of 
Ritzville, Wash, 
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Help Wanted, Business Opportunities, i 
Situations Wanted, Salesmen Wanted, 
Exchanges and Miscellaneous Notices. g 


A uniform Rate of 50cents for 25 words or less will be charged for insertions under these h d- 
ings. Additional wordsattherate oftwo cents a word. Cash or stamps must qéeanipane order: 
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RETIRING FROM BUSINESS, WILL 
sell old-established plumbing business in one 
of the best locations in Chicago. Address 
244, THE PLUMBERS’ TRADE JOURNAL. 


WANTED — SEVERAL HIGH - GRADE 
salesmen. Good territories open for 1913. 
Real salesmen only need apply. The Rick- 
ersberg Brass Co., Cleveland, Ohio. 


FOR SA LE— OLD ESTABLISHED 
profitable plumbing, heating and _  tinning 
business. Good reason for selling. Apply 


to R. J. Baldwin & Son, Pottstown, Pa. 


SALESMAN WITH PROVEN SALES 
ability desires to connect with an established 
line for New England territory. Address 
249, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—SEVERAL VALUABLE 
patents in connection with plumbers’ and 
steam fitters’ tools. Address in confidence 
233, c/o THE PLUMBERS’ TRADE JOURNAL. 


PLUMBING SCHOOL—WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today. Stout Institute, Menomonee, Wis. 


FOR SALE—PLUMBING SHOP, FULLY 
equipped for jobbing trade. Expenses $30.00 
to $50.00 per month. Doing good business. 
Will sell for invoice of stock and fixtures. 
Address 210, c/o THE PLUmsrERS’ TRADE 
JOURNAL. 


A RARE OPPORTUNITY FOR A QUICK 
buyer. Small plumbing and tinning business 
in a thriving and growing town. Must be 
sold to close estate of owner recently de- 
ceased. Address W. J. Large, Administrator, 
Vineland, N. J. 

ONE OF THE LARGEST BRASS MANU- 


FACTURERS IN THE COUNTRY DESIRE 
AN ASISTANT TO THEIR SALES MAN- 


ing and sheet metal business for sale. Finest 
show-room in the city. Obliged to go to Cali- 
fornia for my health. V. R. Donovan. 


YOUNG MAN WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177, c/o THE PLUMBERS’ 
TRADE JOURNAL. 

THE INVENTOR OF THE CHEAPEST 
and most effective pipe clamp or support for 
use on hollow tile or metal walls and ceil- 
ings, would like to sell part or whole interest 
to parties who can manufacture and market. 
Address 245, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


MOTORCYCLE FOR 
horsepower twin Indian 
(no pedals). Large tires; lamp and genera- 
tor; horn, cyclometer, luggage carrier, Color, 
royal blue. Ridden 1,300 miles. Perfect con- 
dition. As good as new. Cost, $305.00. Ad- 
dress P. S. C., c/o THE PLUMBERS’ TRADE 
JOURNAL. 


“FOR SALE ON 
health and old age, 


SALE, $200.00; 7 
1912 Tourist model 


ACCOUNT OF POOR 
plumbing shop in Cen- 


tral Pennsylvania, established 43 years. 
Fine stock of goods. Hand pipe machines 
and stocks. No better chance in the State 


for a practical plumber, steam and gas fitter 
who is a hustler. No trouble to keep two 


AGER. AN UNUSUAL OPPORTUNITY ! t ty 
FOR A HIGH-CLASS SALESMAN. AD- or three men all year ’round, City of 9,000. 
DRESS 238, c/o THE PLUMBERS’ TRADE Plenty of work. Address 246 c/o THE 
JOURNAL. PLUMBERS’ TRADE JOURNAL. 
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PEERLES 


are the most satisfactory and most convenient knock-down sink 
brackets made. 


Strongest Neatest 


Plain or galvanized, simple, strong, easy to put up and stay put when once set. 
12inabox. Atall leading jobbers. 


BERGER SPECIALTY CO. 


Steel Sink 
Brackets 


Cheapest 


We have a pamphlet for you. Send for it. 


Richmond, Va. 


Office Methods 
for the Plumber 


By FRANK S. PRIOR 


A new model text book for the 
pater Plumbers who are looking 
or 


Efficient Office 
Management 


“Office Methods for the Plumber’’ 
will be appreciated and valued by 
the Master Plumber who is looking 
for Improvements and New Ideas. 


50 pages, 6x9 inches. 30 illustra- 
tions of record and shortcuts. $1.00 
post paid, 

The Plumbers’ Trade Journal 
Publishing Company 
45 West 34th Street New York City 


“ACCOUNTANT”’ 


Plumbers! Steamfitters ! 


Have your business systematized by 
a Practical Accountant. Books open- 
Monthly 


ed—written up—closed. 
trial balances and financial state- 


ments Corporation work a speci- 
alty. Charges moderate. 


E. M. SQUAREY 
221 Sherman Ave., New York City 


The Trained Man 


Has Money ‘: 


He Can Always Pay His Bills 


It is different with the untrained man. 
His wages at the best are small and un- 


certain. At the end of the month he often 
finds the pocketbook empty, with the lan4- 
lord, grocer, butcher, baker, and other 
tradesmen clamoring for their money. 

The only difference between the 
with ability to command a large 
and your ability is special 
—I. C._S. Training. 

The International Correspondence Schools 
have had twenty years’ experience in 
qualifying men for larger salaries and more 
congenial occupations. It makes no differ- 
ence how long hours you have to work, or 
how little schooling you have had, the 

C. S. can train you in your spare time, 
right in your own home, at small cost. 

There is nothing remarkable about it. 
Simply write to the I. C. S. and you will 
receive free information how you, too, can 
earn enough money to enjoy every com- 
fort of the man higher up. 


WRITE TODAY—NOW! 


International Correspondence Schools 
Box 972, Scranton, Pa. ‘ 


man 
salary 
training 
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Wilhelmi and Modern 
Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 
Interior Heavily Tinned 
Guaranteed against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 


HAYES MFG. CO. Makers, 
Paterson, New Jersey 


\ 


That’s what Dixon’s Pipe Joint Com- 
pound does and yet permits easy dis- 


Ke ENS Joints Tight connection whenever this is desired. 


JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J- 


ONE MAN can cut 6 Inch 
Pipe by Hand with the 


Saunders No. 


(Capacity 1 to 6 inches) 


oD 


Ample power is provided to enable one m 
thread or cut 6 inch pipe by hand. noe eg 


Simplest in construction, having as few remov- 
able parts as the work will admit of. 


Improved Power and Hand Pipe- 
Threading and Cutting Machine 


Send for Catalog 


Yonkers, N. Y. 


The Forbes Pipe Cutting 
And Threading Machines 


have stood the test for over thirty years. 

Can 
you 
afford 
to be 
with- 
out 
one? 


Simple, economical, re- 
liable, durable, highest 
efficiency. 

Save the labor of from 
one to four men with 
our hand and_ power 
machines and they re- 
quire one quarter the 
floor space of the lathe 
bed type. 


Let us 
send 
you 
our 
new 
cata- 


The Curtis & Curtis Co. 


65 Garden Street - - Bridgeport, Conn. 


: IOWA NOTES ; 
rhe oy 


HRIS NELSON has removed his shop 

C from 419 8th street, Des Moines, Iowa, 

to 427 Grand avenue. He is very well 
pleased with the change into new quarters. 


A. H. Walker & Co., 408-10 W. 9th street, 
Des Moines, Iowa, have to be continually 
enlarging their plant on account of the in- 
crease in business. 

J. A. Wallace and J. M. Linnane compose 
the firm of Wallace & Linnane, 912 Walnut 
street, Des Moines, Iowa, and are a firm of 
hustlers. .They have enough work on hand 
to keep them busy all the year. 


The representative of THE PLUMBERS’ 
TRADE JOURNAL had the pleasure of meeting 
G. A. Bothwell, manager of the Des Moines, 
Iowa, branch of Crane Co., and he reported 
that business was never better. 


Edwin Cutler, of 509 W. Grand avenue, 
Des Moines, Iowa, has now closed out his 
gas and electric fixture branch and is con- 
ducting the plumbing business exclusively, 
on a more extensive scale than formerly. 


R. Knauer, who is the proprietor of the 
Globe Plumbing & Heating Co., 518 Walnut 
street, Des Moines, Iowa, vows that he will 
never miss another convention, as he had 
the time of his life at Salt Lake City in 
July. 

Geo. Kendel & Company, of Clinton, Iowa, 
are installing the plumbing and heating in 
the new Wilson office building now being 
erected in that city. It is a seven-story 
structure and the plumbing and heating con- 
tracts amount to $8,000. 


_ M. J. Corcoran, of 579 W. 11th street, Des 
Moines, Iowa, is busy making extensive 
alterations to his shop and show rooms. He 
will have one of the finest displays in the 
west when completed. Mr. Corcoran is 
doing the plumbing on the New Majestic 
Hotel. 


Linehan & Molo, of Dubuque, Iowa, have a 
($4,000 contract to install the plumbing and 
heating in the new gymnasium at St. Joseph’s 
‘College. The plumbing, fixtures, which are 
modern in every respect, include a number of 
bath tubs, water closets and showers. The 
heat for the building is supplied from a cen- 
tral heating plant. 


Iowa City, Iowa, is to appoint a plumbing 
inspector beginning with the first of the year, 
according to an ordinance just passed by the 
City Council. Heretofore the work of in- 
specting the plumbing has been attended to 
by the city engineer, but he was unable to 
give it the proper attention. M. E. Hurley, 
who is alderman-at-large, is also a practical 
plumber and was anxious to see that Iowa 
City, which has a population of 10,000 in- 
habitants, was taken care of as far as the 
proper inspection of its plumbing was con- 
cerned. 
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JOHN FORAN, FLEMINGTON, N. J. 


John Foran, president of The Foran Foun- 
dry & Machinery Co., Flemington, N. J., died 
at his home in that city on Sunday, Novem- 
ber 10, 1912. Mr. Foran, prior to engaging 
in business on his own account, was for 
many years connected with Abendroth Bros., 
Portchester, N. Y. Mr. Foran,. together with 
Wm. Abendroth, founded the Foran Foundry 
& Machinery Company, which from its start 
has been a very successful concern. He was 
also proprietor of the Brooklyn Galvanizing 
‘and Mfg. Co., Brooklyn, N. Y., and very well 
land favorably known to the trade. He was 
‘about 63 years of age. 


WILLIAM J. REILLY, CHICAGO, ILL. 


William J. Reilly, salesman for the past 
fifteen years for the National Lead Com- 
pany, and well known by the plumbing trade, 
passed away at his home, October 31st. Mr. 
Reilly had been in poor health for some time. 
He was very popular with the master plumb- 
ers of Chicago, with whom he had a wide 
acquaintance. He was buried from his late 
residence, 1441 W. Congress street, the body 
being interred at Rosehill Cemetery. Among 
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those identified with the plumbing trade in | 
attendance at the funeral were Chas. T. 
Byrne, A. E. Mortimer, D. A. Verity, Michael 
Reilly, J. H. Roche, Harry Troup of EB. w. 
Blatchford & Company, W. D. Hemrod of L, 
Wolff Mfg. Company, and L. J. Elliott, B, c. 
Rose, M. F. Yates, F. J. Higginbottom and 
J. M. Johnson of J. B. Clow & Sons, Otto 
Deschauer and John Hegeman of S. Des- 
chauer & Company. 


WM. CROME, CHICAGO, ILL. 

Wm. Crome, father of Gus Crome, 2317 
Belmont avenue, Chicago, Ill., died October 
29th, aged 71 years. The deceased had been 
ill for several months and is survived by his 
widow and son. The funeral was held from 
the late residence, 2307 Melrose street, the 
burial taking place at St. Luke’s Cemetery. 


DAVID E. CLOW, WILMETTE, ILL. 

David E. Clow, engaged in business for a 
number of years at Wilmette, Ill, passed 
away in his 58rd year, October 28th. The 
funeral was held from his late residence, 
1064 Linden avenue, November ist, the in- 
terment being at Crystal Lake, Ill. The de- 
ceased was a member of the Chicago North | 
Shore Master Plumbers’ Association, a dele-— 
gation from which attended the funeral. 


JOHN DE GROFF, CHICAGO, ILL. 


John De Groff, well known by the Chicago 
plumbing trade, passed away September 24, 
1912, after an illness lasting nearly a year. 
The deceased was born in Hyde Park, N. Y., 
July 6, 1835, and spent the greater part of 
his youth in New York City. He went to 


Elsmere—then a suburb of Chicago—in 1891 
and organized and was proprietor of the 
Elsmere Granite Company for the manufac- 
ture of stationary wash tubs, which devel- 
oped into a thriving. and successful business. 


¥ 
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The Late John De Groff, Chicago, IU” 


He came from Holland Dutch ancestry, his 
ancestors being officers in the Colonial Armies 
during the Revolution. 

He was married twice, the first time when 
he was 21, to Miss Agnes Quinn, daughter of 
Rey. Dr. Quinn, of Staten Island, New York. 
Two children were born of this marriage, @ 
son, Edward De Groff, who went to Alaska 
twenty-seven years ago and became United 
States Commissioner of the Southern Dis- 
trict of Alaska, and a daughter, Mrs. Hugene 
J. Cantin, of New York City, Mr. De Groff 


“ was married the second time to C. Loretta 


Burdick, daughter of La Fayette Burdick, of 
Syracuse, N. Y. She and three enildren, 
Dorothy, Gladys and John Robert, survive 
him. Interment was at Mount Hope Ceme- 
tery. ¥ 
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J. @. GROSS, LANSING, MICH. 


J. G. Gross, Lansing, Mich., died after one 
day’s illness, on Monday, November 4th, in 
his sixty-fourth year of age. He had been 
in the plumbing business in Lansing since 
1890. Mr. Gross is survived by a widow, 
two daughters and two sons. The business 
will be carried on by Theodore Gross, @ Son. 
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H present on this page a photograph 
of the interior of the establishment 
of J. R. Wisser, a busy master 

plumber of that bustling city, Chillicothe, 
Ohio. Just now Mr. Wisser finds himself in 
the midst of a fine busy siege; in fact, he 
told THr PLUMBERS’ TRADE JOURNAL repre- 
sentative that things were in that gratifying 
condition all the time. 


Geo. Osborn, 53 E. Market street, Akron, 
Ohio, is very busy with a number of out-of- 
town contracts. 

It sure is some job to keep bachelor apart- 
ments. Ask that hustling sales agent John 
F. Seiders, 71 N. 22d street, Columbus, Ohio. 


Chas. Wanner of Wanner Bros., 1230 Vine 
street, Cincinnati, Ohio, is very busy with 
numerous contracts and is ably assisted by 
his better half in looking after the details 
of the business. 


L. B. Scheible & Sons, 14 Chestnut street, 
Youngstown, Ohio, are always on the job 
and don’t let anything slip by that looks 
good. They are very busy with new and 
alteration work. : 


Ray Hillenbrand of The William Hillen- 
brand Co., 2307-2309 W. 8th’ street, Cincin- 
nati, Ohio, is president of the Blaine Repub- 
lican Club and headed the procession to the 
Chicago convention. 


The Dayton Plumbing Co., 904 S. Brown 
Street, Dayton, Ohio, are always on the job. 
Mr. Brinck uses a motor eycle and his part- 
ner, Mr. Schad, uses a horse to attend to 
their long-distance calls. 


W. R. Schlotterbeck, 458 South Broadway, 
Dayton, Ohio, surely is to be envied, as his 
little niece insists on helping Uncle. She 
certainly does, too, keeping him busy in 
Placing fittings in their bins. 


The Victor Plumbing Co., 127 E. Main 
Street, Springfield, Ohio, is composed of W. 
H. Swanton, B. T. Smith, F. Welchhaus and 
R. O. Kramer. They certainly make a 
hustling combination and are there “Forty 
Ways.” 


We are pleased to announce the marriage 
of Jacob Meyers to Miss Audrice Spears of 
Cincinnati, Ohio, a short time ago. The 
happy couple are now on an extended honey- 
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The Right Regulator at the Right Price 


The Model 12 Honeywell Temperature Regulator is right, itis made right, is sold right 


and at the right price. 


~The Motor is silent in operation and is easily installed. 


affected by dust or dampness. 


The Thermostat is unquestionabl 


attachment. 


It has no delicate gears to be 


y the simplest and neatest made—no big unsightly clock 
The clock pattern instrument is mounted on a special base. 


The Honeywell Temperature Regulator is backed by a company whose reputation is un- 
questioned; by acompany who enjoys making good its guarantee—any jobber will tell you this. 


The guarantee on the Honeywell Temperature Regulator is: Returned if not entirely 
satisfactory after sixty days’ use; all parts repaired or replaced free to the owner within 
twenty years from date of sale, with all transportation charges paid by us. 


The Model 12 Honeywell Temperature Regulator merits your attention and patronage. 


It is sold by all jobbers. 


ing to houseowners. 


New York Office: 


TH 


moon and on their return Mr. Meyers will 
assume charge of the business of his father, 
G. W. Meyers, 954 E. McMillan street. 


The old school building at Marysville, 
Ohio, has been condemned by the state in- 
spector, and a new building is to be erected 
at a cost of $110,000. Toledo plumbers are 
hoping to secure the plumbing contracts. 


The Schneider Plumbing Co., 1910 E. 5th 
street, Dayton, Ohio, have among their nu- 


But 
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Wabash, Ind. 
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merous contracts fourteen private dwellings; 
one four-family apartment, and are also 
building for themselves two one-family 
apartments. 

We are pleased to hear that James Krum- 
holtz, 1118 Yellow Spring street, Springfield, 
Ohio, has completed his new shop and re- 
ports that business with him is good. When 
not busy or after hours “Jim” devotes his 
spare time to playing with his fine kiddies. 


Fine Display in the Store of J. R. Wisser, One of Our Craft in Chillicothe, Ohio 


Let us send you a quantity of Regulator booklets suitable for hand- 
They will help you to make sales. 
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THE 
ONEY WELL 
HEATING SPECIALTY (6; 


141 W. 36th St., Herald Square 


THE PLUMBERS’ TRADE JOURNAL takes this 
opportunity to extend its thanks to the 
Youngstown, Ohio, master plumbers for the 
courteous treatment and genial hospitality 
shown our representative upon his recent call. 


Smith & Deppenbaugh, of Fremont, Ohio, 
have been awarded the plumbing contract 
for the new $12,000 school building being 
erected at Bettsville, Ohio. Bartlett Bros., 
of Cleveland, secured the heating contract. 


E. A. Schultz, a Defiance, Ohio, plumber, 
was recently awarded the contract for the 
installation of the new steam heating system 
in the Defiance City Hall at his bid of a 
little more than $1,600. 


S. Ridenour of C. E. Ridenour & Co., 39 W. 
High street, Springfield, Ohio, was a delegate 
to the National Convention and was accom- 
panied by his wife. Before returning from 
the Convention, they enjoyed an extended 
tour of the United States. Both are enthu- 
siastic over the splendid time. 


The genial president of the Youngstown, 
Ohio, Association of Master Plumbers, Abe 
Weinberg, president also of the Weinberg 
Plumbing & Heating Co., Holmes street, was 
smiling over a fine lot of contracts. Mr. 
Weinberg was a delegate to the Salt Lake 
City Convention. 


The Springfield Plumbing Co., 14 N. Lime- 
stone street, Springfield, Ohio, are very busy 


on the following contracts: Remodeling 
heating and plumbing in the Springfield, 


Ohio, Post Office; one 28 family apartment 
on North street, and forty-eight 1, 2 and 3 
family apartments. 


“The Boss is out in his. machine.” 
was the remark to THr PLUMBPRS’ TRADE 
JOURNAL representative by the manager of 
FE. A. Stadtmiller, 875 S. Main street, Akron, 
Ohio; but he was very much in when he 
arirved, smiling. The cause was the securing 
of a few contracts. 


The Roberts Plumbing Co., 927 Mt. Ver- 
non avenue, Columbus, Ohio, report business 
good and have some nice contracts on hand. 
These are a four-story brick building on 
Neilston street, for the Bradford Stove Co.: 
a four-story building on E. Long street, and 
numerous private dwellings. 


This 
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GORTON 


WROUGAT STEEL 


BOILERS 


are built on 
the lines of 
power boilers 
to secure dura- 
bility, safety 
and highest 
economy in fuel 
consumption. 
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They are self- 
feeders and re- 
quire _coaling 


jo co00008 


only twice a 
day in coldest 
weather. 


They are high grade in every sense of the 


word—none better they have no equal. 


Send for catalog and investigate 


for yourself their superiority 


GORTON & LIDGERWOOD CO. 
96 Liberty St., NEW YORK 


CHICAGO: Fisher Blda, BOSTON: 182 High St. 


Regulating Valves 


For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


Manufacturers 
Notice 


We are handling Plumbing 
Fixtures, such as 


CLOSET COMBINATIONS 
VITREOUS WARE 
ENAMELWARE 
AND SPECIALTIES 


We are looking for a good up- 


to-date specialty. If you are 
looking for a Live Wire to place 
any good specialty on the 
market, see us first. 


Thos. J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 


1006 Filbert St., Philadelphia, Pa. 


tors of York, Pa., are installing in the 

fine new residence of C. Elmer Smith, 
president of S. Morgan Smith Company, 
York, Pa., one of Broomell’s “Victor” vacuum 
cleaners, stationary type. The same firm are 
equipping this building with Broomell’s sys- 
tem of vapor heating. 

J. Foley, 1533 Porter street, Philadelphia, 
Pa., has been awarded a contract for plumb- 
ing four new houses on S. 84th street. 

Morris A. Lehman, 432 Spruce street, 
Philadelphia, Pa., has secured the plumbing 
contracts for eight houses on South street. 

WwW. M. Good, 2446 MHolleywood street, 
Philadelphia, Pa., is installing plumbing in 
the buildings at 2115 and 2121 South street. 

Forrest Fanus, 6411 Woodland avenue, 
Philadelphia, Pa., is installing plumbing in 
three new houses at 72d street and Elmwood 
avenue. 

The plumbing in the building at 1629 S. 
8th street is being installed by Jos. Fried- 
man & Son of 2029 S. 9th street, Philadel- 
phia, Pa. 

The plumbing in the building at 1526 S. 
7th street is being installed by Harry 
Wachter of 2302 S. 7th street, Philadel- 
phia, Pa. 

Wm. Grundy, 2107 Orthodox street, Phila- 
delphia, Pa., is fitting up the plumbing in 
the church building at Margaret and Mel- 
rose streets. 

Eugene Quindlen, 1412 S. 20th street, 
Philadelphia, Pa., is introducing plumbing in 
a number of houses on S. 19th, Wilder and 
Sigel streets. 

John A. Quinn, 1613 Unity street, Frank- 
ford, Philadelphia, Pa., has the contract for 
plumbing two new dwellings at Willow and 
Dyre streets. 

Andrew Wanner, 3743 N. Bouvier street, 
Philadelphia, Pa., is fitting up the plumbing 
in two new residences at Hortter street and 
Lincoln Drive. 

Thomas J. Brennan, 2508 Lehigh avenue, 
Philadelphia, Pa., has the contract for 
plumbing four houses at 19th and Susque- 
hanna avenues. 

Thomas Beamer & Co., 5701 Pine street, 
Philadelphia, Pa. have the contract for 
plumbing twenty-four new houses on 
Christian street. 

John R. Newsome, 2557 N. Front street, 
Philadelphia, Pa., was awarded the contract 
for plumbing the new building at Keystone 
and Benner streets. 

Elwood Wentz, Gorgas street, Mt. Airy, 
Philadelphia, Pa., is fitting up plumbing in a 
new residence at Chew and Sedgewick 
streets, Germantown. 

Ww. J. Weidner, 2220 N. Reese street, Phil- 
adelphia, Pa., is making additions to the 
plumbing in the buildings at 1827, 1831 and 
1833 Gerritt street. 

Frank Joy, 4361 Germantown avenue, 
‘Philadelphia, Pa., has commenced work on 
the plumbing of eight new houses at 15th 
and Louden streets. 

The plumbing in the building at Filbert 
and Hutchinson streets is being installed by 
Schoellhamer and Reuter of 1314 Ridge ave- 
nue, Philadelphia, Pa. 

The plumbing in the fourteen new houses 
at Armingo and Ann streets is being in- 
stalled by Kenneth Wilson of 2853 N. 5th 
street, Philadelphia, Pa. 

_ Rayner Raynor, 926 Mountin street, Phil- 
adelphia, Pa., has the contract for plumbing 
three houses on Wolf street and twenty-six 
houses on S. 22d street. 

John McCann, 210 W. Dauphin street, 
Philadelphia, Pa., has been awarded the 
contracts for plumbing in ten new houses at 
Ontario and Thompson streets. 

John J. Kelley, 3038 W. York street, 
Philadelphia, Pa., a prominent plumber ? of 
the northwestern section of the city, in 


(Ce F. Motter’s Sons, heating contrac- 


addition to a number of plumbing contracts 
is fitting sixteen new dwellings at 16th 
and Ruscomb streets and nineteen new 
houses on Somerset street. 


B. Fine, 1435 S. 4th street, Philadelphia, 
Pa., is fitting up the plumbing in the two 
houses on S. 5th street. 

Geo. W. England, 253 S. 5th street, Phila- 
delphia, Pa., has the contract for plumbing 
two new houses at Lincoln Drive and 
Niffon street, Chestnut Hill. 

Robert M. England, 5322 Market street, 
Philadelphia, Pa., has secured the contract 
for plumbing forty-six new dwellings on 
Hortter street, Germantown. 

James F. Hallinan, 52d and Vine streets, 
Philadelphia, Pa., has been awarded the 
contract for plumbing twenty-seven new 
houses at 57th and Vine streets. 


Powers and Magee, 5645 Chew street, Ger- 
mantown, Philadelphia, Pa., are at work on 
the plumbing of two new houses at Mt. 
Pleasant and Anderson streets. 

H. W. Baxter, 8 S. 52d street, Philadel- 
phia, Pa., has a force of men engaged in 
installing plumbing in thirty-two new houses 
at 58th street and Osage avenue. 

Wm. H. Ambrose, High and Winbred 
streets, Manayunk, Philadelphia, Pa., is in- 
stalling the plumbing in the new building at 
Mitchell and Walnut streets, Roxborough. 

Hoben and Doyle, corner 2d and Pine 
streets, Philadelphia, Pa., have been awarded 
the contract for the plumbing of the new 
Hotel Vendig, at 13ti and Filbert streets. 


The plumbing contracts for the two new 
dwellings at Woodland and Cemetery ave- 
nues was awarded to Thomas F. Dempsey 
of 7223 Woodland avenue, Philadelphia, Par 


Geo. Schwimn, 1524 W. York street, Phil- 
adelphia, Pa., a well-known plumber, in 
addition to other work is installing plumb- 
ing in forty new houses on West Alter street. 

George S. O’Connor, of 4464 Richmond 
street, Philadelphia, Pa., has commenced 
work on the plumbing of six new houses at 
Almond and Orthodox streets, Frankford. 


Geo. F. Uber & Co., 18th street and Fair- 
mount avenue, Philadelphia, Pa., are, in 
addition to other. contracts, fitting up the 
plumbing in the new building. at Clearfield 
and A streets. 


Ww. J. Robinson Jr., 6102 Ridge avenue, 
Roxborough, Philadelphia, Pa., has com- 
menced work on the plumbing of the new 
residence at Wigand and Ridge avenues, 
Roxborough. 


Geo. S. O’Connor, 4464 Richmond street, 
Philadelphia, Pa., is fitting up the plumbing 
in the new buildings on Salmon street, 
south of Ash street and also on Orthodox 
and Almond streets. 


Smalley & Hurst, 107 E. Chelten avenue, 
Germantown, Philadelphia, Pa., in addition 
to jobbing work are making alterations and 
additions to the plumbing of the buildings 
at 47 and 49 E. Woodlawn avenue. 


Wm. J. McCuliff, 5940 Haverford avenue, 
Philadelphia, Pa., in addition to other jobs 
is installing plumbing in two new houses at 
McCollum and Frank streets, and in two 
new dwellings at Wayne and Hortter streets, 
Germantown. 


Ww. L. Gladfelter, principal owner of the 
very large establishment of the York Manu- 
facturing Company, manufacturers of re- 
frigerating apparatus, York, Pa., and owner 
of the large paper mills at Spring Grove, 
Pa., is just about completing one of the 
finest country places that can be found any- 
where. This building, which is situated on 
a hill overlooking the thriving little town 
of Spring Grove, is being equipped with 
every modern device, including two Broomell 
“Victor” stationary vacuum cleaners. J. A 
Dempwolf, of York, Pa., is the architect for 
this building, and the installation of the 
vacuum cleaning systems is being done by 
Cc. C. Kotteamp & Son. 
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“PENNIES 


(Latest Improved Patent) 


BACK WATER and SEWER 
GAS VALVES 


appeal to plumbers, architects, sanitary 
engineers, builders, owners and tenants. 


Placed on the waste pipe leading to the 
sewer the “PENNIE” is a perfect seal 
against sewage, flood or tidewater backing 
up into the house. 


Operates in any position. 


SEND FOR CATALOGUE 
THE KENNEDY VALVE MFG.CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA N.Y. 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 

Agencies—66_ Western Union Ridg., CHI- 
CAGO, ILL.,. Monadock Bldg., SAN 
FRANCISCO, CAL. 


HOOKS and 
STRAPS 


Both Malleable 
and Wrought 


_ No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 

Send for cata- 
log and prices. 


Berger Bros. Co. 
Manufacturers _ 


237 Arch St., Philadelphia, Pa. 


KITSON 
QUALITY 


CAST 
BENNOR 
TRAPS 


One of Our Styles 


Cast from good material 
and properly machined. 


ASK YOUR JOBBER 


KITSON CO. 


Philadelphia Penna. 
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TENNESSEE 


ORK is shortly to begin at Memphis, 
Tenn., on the new hotel, The Chisca, 
to be erected on the site of the old 

Bijou Theatre. Hanley and Casey Co. were 
awarded the contracts for plumbing and 
heating. 


The Lexington Machine Works are doing a 
considerable plumbing business at Lexington, 
Tenn. 


S. J. Veltman, of Paris, Tenn., has com- 
pleted a large street pipe laying contract at 
McKenzie. 


The Postlewaite Plumbing Co., at Paris, 
Tenn., has been doing some work on the 
county jail at that place. 


J. T. Hailey, 1602 Cedar street, Nashville, 
Tenn., reports the season satisfactory and 
looks for a continuation of good business. 


J. F. Whittaker, of Whittaker and Schabel, 
Memphis, Tenn.,, has been on a big fishing 
trip to Midway, Ark., where he is a member 
of a local club. 


The E. B. Curtis Plumbing Co., at Jack- 
son, Tenn., have moved from their old loca- 
tion opposite the Southern Hotel to a better 
one on Court street. 


Julius E. Hartie, 241 Jefferson avenue, 
Memphis, Tenn., reports the season holding 
up fairly well. He has the contract for 
plumbing on a number of cottages there. 


J. S. Bailey and Co., one of the leading 
plumbing firms of Memphis, Tenn., have 
purchased a site on Madison avenue, and a 
little later contemplate building themselves 
a new home there. 


J. T. Hailey, 1602 Cedar street, Nashville, 
Tenn., installed the plumbing on the Jones 
residence at Murfreesboro; the plumbing 
and steam heating on the Glennon building, 
12th and Cedar streets; also the gas fitting 
in a residence for Mrs. Kline, Nashville. 


The Southern Heating Co., of Jefferson 
avenue, Memphis, Tenn., has the steam 
and hot water contracts on the Helena 
(Ark.) High School, the Mercantile Bank 
of Memphis and the W. J. Crawford and 
Galloway residences in Memphis. 


Pink Lawrence, of Herbrick & Lawrence, 
plumbers and electrical engineers, Nash- 
ville, Tenn., has returned from New York, 
Richmond, Norfolk and Lynchburg. This 
firm will begin in a few days the plumbing 
work on the handsome Warner residence on 
West End avenue, Nashville. 


Pritchard Bros., plumbers of Memphis, 
Tenn., have acquired a large site on Madi- 
son avenue, Memphis, near the Southern R. 
R., and contemplate building a home of 
their own, perhaps late this year or early 
next. They have a number of plumbing 
contracts on hand, some twenty jobs for 
the Colonial Trust Co.’s dwellings, the Prin- 


Notes from Tennessee, Kentucky 
==> and West Virginia = 


cess Theatre, the Adler Apartments, the 
Raleigh Medical Co. on West Illinois ave- 
nue, Home for Incurables, all plumbing con- 
tracts. <A. L. Pritchard of this firm has 
just returned from a big fishing trip. 


The Bailey Plumbing Co., one of the old- 
est in Memphis, Tenn., has incorporated with 
some new capital. The firm, it is understood, 
has acquired property in the east business 
section and will erect a large new home. 
The style of the new firm will be Cronie, 
Baker and Tindall. 


WEST VIRGINIA 


W. KYLE Co., plumbers and steam 
R. fitters, of 109 18th street, Wheeling, 
W. Va., have completed the contract 

for the new hospital in connection with the 
National Tube Co. plant at Benwood. Among 
the other contracts which this hustling firm 
have completed within the last few months 
are the Auditorium on Market street, where 
they had the contracts for the plumbing and 
steam heating; National Exchange Bank 
Building, 12th and Main streets, plumbing 
and steam heating; the pumping station, 
heating; the Chemical Engine House, of the 
Wheeling Fire Department, 4th and 11th 
streets, plumbing and heating; the private 
residence of E. W. Stiefel at Pleasant Valley, 


Pees 


The Shop of G. C. DeWoody, Grafton, W. Va. 


plumbing and heating and vacuum cleaner 
system. 


The Reed Mfg. Co., Fairmount, W. Va., 
have one of the most attractive shops in that 
city. Mr. Hawkins (proprietor) keeps his 
force of men busy at all times. 


G. C. DeWoody, of Grafton, W. Va., is 
known as the “Gas Doctor.” Mr. DeWoody 
boasts of one of the largest and most varied 
stocks of gas fixtures and appliances. Be- 
sides this, he keeps half a dozn men at work 
on plumbing and heating. The proprietor 
may be seen in front of his store, with a 
part of his force. 


C. E. Mumford, one of the youngest as well 
as one of the most successful plumbers of 
Fairmount, W. Va., is certainly a busy man 
these days. Mr. Mumford was very cour- 
teous to the representative of THE PLUMBERS’ 
TRADE JOURNAL upon his visit, and invited 
him to inspect his plant. He has a most 
up-to-date show room and shop. Mr. Mum- 
ford is to be congratulated upon the success 
he has attained, for in the last two years he 
has doubled his business. 


The South Side Plumbing Co., of Fair- 
mount, W. Va., is another of the busy shops 
of that city. Earl Amoes, president, reports 
the completion within the last few months of 
contracts on houses for the Fairmount Build- 
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Mr. DeWoody and Some of His Men. 
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ing and Investment Co., on Maryland ave- 
nue; also the completion of five houses in 
Belleview for the Belleview Improvement Co. 
Mr. Amoes also consumated a number of 
fine contracts for handsome homes in that 
city. Mr. Amoes is also busy on repairs and 
general plumbing work and looks forward 
to a good year in the plumbing trade. 


KENTUCKY 
CE S. SCHARDEIN, 139 S. 6th street, 


Louisville, Ky., has been awarded 


the contracts for the installation of 
plumbing at St. Peter’s Church, 1235 W. 


Jefferson street, 2610 Bismarck street, 1733 
S. 3rd street and 1406 S. 18th street. 

L. P. Spies, 436 E. Jefferson street, Louis- 
ville, Ky., is installing plumbing for G. C. 
Reitze, 334 E. Market street. 

C. W. Bauer & Son, Third and Kentucky 
streets, Louisville, Ky., are installing plumb- 
ing for M. Mathiss, Sixth and L. streets. 


M. J. Duffy & Sons, 521 W. Market street, 


Louisville, Ky., received the contract for 
plumbing for Chas. Nelson, Cherokee Park- 
way. 


W. R. Seestadt, 513 E. Oak street, Louis- 
ville, Ky., was the successful bidder for 
Plumbing at 727 E. Oak street and at 2201 
Bonny street. 

J. Stickler & Son, 617 W. Walnut street, 
Louisville, Ky., were the successful bidders 
for plumbing in the residence of F. Bauer, 
Murray and Bardstown Roads. 

M. E. Burk, 981 S. Third street, Louisville, 
Ky., was awarded the contracts in the build- 
ings at 432 Guendaline street, 124 N. Twen- 
tieth street and 1105 Second street. 


W. J. Brady, 1136 S. Seventh street, Louis- 


ville, Ky., has been awarded the plumbing 
contracts at 1417 Rosewood avenue, 142 
Bullitt avenue and Twelfth and Ormsby 
avenue. 


E. R. Saurer, 603 E. Market street, Louis- 
ville, Ky., was the successful bidder for 
plumbing for R. Mansfield, 628 E. Market 


street and for Churchill Humphrey, 2403 
Long street. 

J. E. Gray, 1327 S. Twenty-second street, 
Louisville, Ky., was awarded the contract 


for the installation of 9 closets, 3 tubs, 11 
basins, 3 sinks, 2 urnials and 3 
J. W. McGee, 510 S. Third street. 


showers for 


H. C. Delph, 1045 §S. Eighteenth street, 
Louisville, Ky., is busy with a number of 
contracts. He has installations under way 
at Twentieth and Magazine streets, Nine- 


teenth and Broadway and at 1372 S. Bight- 
eenth street. 


J. R. Watts, 605 W. Market street, Louis- 


ville, Ky., was the successful bidder for one 
sewer for D. D. Blanchard, 1432 Olive 
street; also one closet with connections to 


sewer for E. B. Clark, 1346 Third street. 
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An Ingenious Trap for Catching Lead Thieves Easily Constructed of Ordinary Materials and the Results Promised Will Be Both Startling and Interesting 
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LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of plac- 
ing before your clients the latest and 
best in sanitary fixtures? If so you must 
not overlook the one best bet 


The Emery Self-Raising Seat 


You owe it to yourselves and the suf- 
fering public to investigate this most 
sanitary fixture at once. 


Write 


for 
EMERY 
Self Raising Catalog 
Seat and 
Pat. 1908-9 Prices 


You. 
Will be 
Interested 


Here are a Few Pointers. Do 


They Interest You? 


These hinges have automatic stop that 
prevents the seatfrom swinging back too 
far and denting flush pipe or front of 
Low Down Tank. 

They can be adjusted to raise the seat 
to any desired angle. 

They eliminate unsightly iron balls or 
weights, and the breaking of closets and 
denting walls by them. 

You can rough-in closer than with any 
other seat. 

This seat and hinges are uncondition- 
ally guaranteed by me. 

Also inquire about the full line of 
Plumbers’ Woodwork manufactured by 
me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Specialty 


WM. S. EMERY 


74-78 Cliff St. 45-49 Ferry St. 
NEW YORK CITY 


w. Tile your Bathroom 


and kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


<ifQ3E> TILING 


Trade- Mark 


Cost only one-fifth. Lasts lifetime. Germ, 
Fire, Waterproof. Ask dealer for booklet, 
E or write the manufacturers. NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y. 


Something New 


EXTENSION END FERRULE 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 

Made in the following sizes: 

2 in. 3 in. 4 in. 


C. P. Marshall 
Rochester, N. Y. 
“rue BELL?’ WASHERS 


All washers manufactured by 
Andrew Bell will be stamped 
‘THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 
ANDREW BELL, 


373-375 Market St. Newark, N. J 


Mechanical Drawing for Plumbers 
By R, M. Starbuck 
190 illustrations. Cloth bound. Sent postpaid $1.50 
Plumbers’ Trade Journal Publishing Co. 


45 West 34th Street - . New York City 
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actstsF-ancies 


In & About 


LTHOUGH he has been kept’ very busy 
aA. of late, giving his personal attention 
to the completion of his contracts in 
the McAlpin Hotel, C. H. Darmstadt, of 352 
W. 43rd street, Manhattan, New York City, 
was the picture of health when the repre- 
sentative of THE PLUMBERS’ TRADE JOURNAL 
called upon him. Considering the magnitude 
of the work in such a building, M. Darmstadt 
is to be congratulated upon the successful 
completion of his contract on time. 


A. E. Keller, of 134 Beekman street, Man- 
hattan, New York City, is a very busy 
plumber these days. He has on hand three 
very large contracts, and reports business 
unusually good, with the outlook for the 
future very encouraging. 

One of the busy plumbers to be found in 
New York City is G. F. Schlueters, of 241 E. 
22nd street. Mr. Schlueters makes a special- 
ty of plumbing, steam and hot water heating, 
and has a force of men constantly at work. 
He also attends to tinning and roof wos. 


One of the oldest plumbers down town is 
J. Dyer, of 175 Greenwich street, Manhat- 
tan, New York City. Mr. Dyer has just 
finished the steam heating contract in the 
Whitall Tatum Co.’s building, 46 Barclay 
street. He also is kept busy with many re- 
pair and alteration jobs. 


Tur PLUMBERS’ TRADE JOURNAL representa- 
tive called upon W. S. Horton, of 200 Ww. 
100th street, Manhattan, New York, City; 
and found him happy in the thought that he 
had many jobs upon which he was then en- 
gaged. Mr. Horton is one of the many 
plumbers that look for a good business this 
winter. 

The J. J. Faley Plumbing and Heating Co., 
1078 Nelson avenue, New York {City, are 
busily engaged upon the following contracts: 
The fire house, Bailey avenue and 2381st 
street; Carolyn Court Apartment, 121st 
street, near Cathedral parkway ; laundry 
building at Blackwell’s Island, and Public 
School No. 52, about to be erected. 


The representative of THE PLUMBERS’ 
TRADE JOURNAL had the pleasure of calling 
upon John Delehanty at his place of busi- 
ness, 696 2nd avenue, Manhattan, New York 


City. Mr. Delehanty has long been estab- 
lished in that vicinity and always keeps 
busy. He does a general jobbing and re- 


pairing business only and keeps a large force 
of men going. 


Although hard at work upon their contract 
for the plumbing in the Woolworth Building, 
The W. G. Cornell Co., contractors for plumb- 
ing and heating, find time to engase in other 
contracts. They have been awarded the con- 
tract for the plumbing and heating in the 
new building to be erected at 42nd and 43rd 
streets and Vanderbilt avenue ; the plumbing 
for Furnald Hall, Columbia College; the 
plumbing in the building at 40th street and 
Park avenue, and the plumbing in the new 
building for the Russel Sage Foundation at 
22nd street and Lexington avenue. 


It is a pleasure to meet and talk to an 
old-time plumber, at least the representative 
of Tur PLuMBERS’ TRADE JouRNAL found it 
so, when he called on Mr. Huskulat, of 1154 
Third avenue, Manhattan, New York City. 
With a great deal of pride, he said he had 
been located on that site for 22 years. As 
an evidence that his customers have always 
had confidence in him, he has twelve men 
working on jobbing work and is kept on ‘‘the 
jump” at that. He also made the statement 
that one of his men had been with him for 
twenty years and one for ten years. He told 
our representative of a custom in parts of 


England of hiring the farm hands at the 
country fairs. “A farmer seeing a boy 
hanging around the gate of the fair grounds, 
asked him if he wanted work. The boy 
said ‘Yes.’ 

“Well,” the farmer said, ‘if you can get a 
character (reference) meet me at the close 
of the fair, at this gate, and I will hire you.’ 
That evening the farmer saw the boy trying 
to dodge by him unobserved. The farmer 
caught him by the collar and said, ‘Ah! Ah! 
You couldn’t get a character, could you?’ 

“‘Oh, yes I could, but I got yours.’’”’ So 
it bespeaks well for an employer to have 
men working for him for so long a period, 
and it also speaks well for the employees. 


William Beck, for many years located at 
979 3rd avenue, Manhattan, New York City, 
has removed to 214 E. 5th street, between 


brass plating are done. 
TRADE JOURNAL representative met Jacob— 
Ehrenreich, Mr. Zwipf’s right-hand man, 
He is also the outside man—estimating on 
work, etc. They make a specialty of plumb- 
ers’ trade and electric lighting fixtures. 


THE PLUMBERS’ 


The firm of Golden & Bodinger, plumbers 
of 103 3rd avenue, Manhattan, New York 
City, have dissolved partnership, M. N. 
Bodinger carrying on the business now. He 
reports business very good, in both repair- 
ing and jobbing work. Mr. Bodinger is well 
known in the neighborhood, being established 
there since 1898. Another plumbing shop 
has been there for 33 years, under the old 
name of Harry Klause, and Mr. Bodinger 
has started in to make that same splendid 
record. 


One can always tell from the expression 
of one’s face if things are going well, and 
they certainly are as far as Arthur Gaynor, 
of 99th street, Manhattan, New York City, is 
concerned. The Thomas S. Gaynor Company 
are rushed with work at this time, being en- 
gaged upon the contracts for the plumbing in 
a number of apartment and loft buildings in 
this city. 


The shop of Wm. G. Clark, at 438 W. 40th 
street, Manhattan, New York City, is tucked 
away off almost at the lower end of 40th 
street. Like the old saying, “He who makes 
a better mouse trap, ete., than his neighbors, 
you will find a beaten path to his door.” 
There is a “beaten path” to Mr. Clark’s door, 
all right, for he informed the representative 
of THE PLUMBERS’ TRADE JOURNAL that he 
had been very busy all summer. Mr. Clark, 
in addition to being a master plumber, is also 
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Philip F. Scott, Far Rockaway, L. I., and His Superintendent, the Latter Rounding 
Out Thirty Years’ Service 


2nd and 3rd avenues, where he has improved 
facilities to carry on his large and increasing 
business. Mr. Beck is a practical plumber 
and gas fitter, and is kept busy with jobbing 
and repair work. Mr. Beck also is at work 
upon several contracts for alterations, which 
will keep him busy for some time to come. 


A. Baumgarten and Chas. Fricks have 
opened up a new plumbing shop at 371 7th 
avenue, Manhattan, New York City, under 
the name of the Hudson Plumbing Co. They 
are both determined young men, and anyone 
can see that they mean business. They are 
in an excellent neighborhood, within a stone’s 
throw of the new Pennsylvania R. R. depot. 
Therefore, ‘they who run (for a train) may 
read’”——The Hudson Plumbing Co.’s adver- 
tisement. 


Since moving from 9 Old Slip to 28 Stone 
street, Manhattan, New York City, George 
Zeller has experienced nothing but good 
luck in the way of keeping his men busy. 
Mr. Zeller has been around this neighbor- 
hood, both as a journeyman and master 
plumber, since 1873, and is well known. He 
does only repair and jobbing work, and is 
happy in the thought that he has kept his 
customers through the long time he has been 
in business. 


Henry Zwipf, at one time an employee of 
the late Mr. Enner, is now proprietor of 
Enner’s Plating Works, located at 240 W. 
27th street, Manhattan, New York City, 
where all kinds of silver, nickel, copper and 


a first-class architect. Some of the work he 
has accomplished is that of the Convent 
Garage, between 129th and 130th streets on 
Convent avenue, said to be the largest gar- 
age in the city. -He also did all the hydrau- 
lic air pressure work. Another contract 
which he designed are the alterations for 
dwelling and stores at 136 W. 34th street; 
at 146 Spring street; for the Yellow Taxi- 
Cab Co. at 817 to $21 8th avenue; 308 W. 
41st street, and also at 877 8th avenue. 


Early the other morning THE PLUMBERS’ 
TravE JOURNAL representative dropped in at 
the Columbia Smelting and Repairing Works, 
of 365 West Side avenue, Manhattan, New 
York City. He found the heads of the firm 
at their desks and business just “humming.” 
Telegrams coming in and everybody almost 
too busy to talk. Our representative did 
learn, however, that the firm were sending 
sut 10 tons of solder every day. According 
to that fact, plumbers must be doing lots of 
work. 

The friends of Thomas S. Cochrane, of 222 
W. 36th street, Manhattan, New York City, 
will be glad to know that he is beginning to 
feel like his old self. again. In all the time 
that Mr. Cochrane has been a member of the 
Manhattan Branch of the New York Master 
Plumbers’ Association until the last few 
meetings, he had never missed being present 
with two exceptions. Mr. Cochrane’s sound 
judgment and advice are always sought after 
by his colleagues in the craft, for whom he 
has labored faithfully for many years. 
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Doings Among the Jobbers 


ORD’S Terra Cotta and Pottery Works, 
of Perth Amboy, N. J., areé€ experi- 
encing the increase of business which 

they have anticipated. They are one of 
the largest manufacturers of porcelain wash 
tubs, kitchen sinks and lavatories adja- 
cent to the New York market, and have 
eatered to the wants of the trade with great 
success. Their offices and showrooms at 103 
Park avenue, Manhattan, New York City, 
are always open for the inspection of the 
trade. 


. 

The representative of THE PLUMBERS’ 
TRADE JOURNAL called at the Bronx branch 
of the Colwell Lead Co., 3103 3rd avenue, 
recently and interviewed John G. Kelley, 
manager. This firm deal in plumbing and 
heating supplies. Our representative was 
impressed with the “hustle and _ bustle” 
about the place. The sidewalk was piled 
high with incoming and outgoing goods. 
The main floor and an annex next door are 
given over to display and stock rooms, and 
on the second floor the office is located. 
When THE PLUMBERS’ TRADE JOURNAL man 
asked, “How is business?” the whole force 
answered as one man, “Fine!” 


It does not take the plumbers long to find 
out the good qualities of the Mueller acces- 
sories. This fact is pleasing to the New 
York City office of the H. Mueller Manufac- 
turing Company, of Decatur, Ill. The careful 
attention they give to the output of their 
factory has gained a widespread reputation. 
So far, their eastern business has increased 
40% over the corresponding time of last 
year, and that was supposed to be a banner 
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V. P. Ketcham, a Busy Babylon, L. I., Master 


Ir'red Smeader, 438 Masten street, Buffalo, 
N. Y., has completed the plumbing in the resi- 
dence at 126 University avenue. 

Batt & Co., 201 Maple street, Buffalo, N. Y., 
have the contract for plumbing in the resi- 
dence being built by R. D. Henry on Granger 
Place. 


Bids are to be advertised for at once for 
the new Masten Park High Scnhooi, Buffalo, 
Na Ye Esenwein & Johnson, 781 Ellicott 
Square, Buffalo, are the architects. 

The low bidder on the plumbing for School 
No. 57, to be built by the City of Buffalo, on 
Sears street, near Broadway, Buffalo, N. Y., 
is Samuel Wright, 681 Main street, Buffalo, 
N. Y. Mr. Wright’s bid is $10,000. 

The Crosby Co., Buffalo, N. Y., will build 
a four-story foundry building on Pratt 
street, at an estimated cost cf $150,000. The 
plumbing on this job has been let to Dark 
& Co., No. 654 Main street. . 

Carl Johndahl, 31 Otis Place, Buffalo, 
N. Y., has the contract for steam heating in 
the Greek Church being built on Oak street. 
The building will cost $12,000 and is 36 x 85. 

Herlan & MHonecker, 132 Northampton 
street, Buffalo, N. Y., report some very nice 
contracts and a large amount of jobbing. Mr. 
Honecker is very busy taking care of the 
outside work. 

The contractors, Warner & Warner, Buf- 
falo, N. Y., are about completing the model 
factory building on Main street, near Hertel 
avenue. Batt & Co., 201 Maple street, are 
just finishing the plumbing. 

H. J. Wood & Co., 374 Main street, Buffalo, 
N. Y., have been awarded the contract for 
in three dwell- 


steam heating and plumbing 


Plumber, About to Take His Men to 


2 Mest iia Loe nee eee 


the Job by Auto 


year. Muellers ‘‘Rapidac’’ work is known to 
almost every plumber in the land. One of 
their best known products is the “Colonial” 
self-closing faucet. 


Considering the short time they have been 
in business Hanner and Frederick, of 824 
Amsterdam avenue, Manhattan, New York 
City, jobbers 
supplies of every description, have certainly 
built up a fine trade. Tur PLUMBERS’ TRADE 
JOURNAL representative found everyone hus- 
tling and our friend Hanner says its that 
Way all day. They carry a complete stock 
of sundries needed for the trade. 


If you think you are busy, call upon F. N. 
Du Bois & Co., of 243-47 9th avenue, Man- 
hattan, New York City, and you will find 
there are others. Messrs. Du Bois & Co. are 
working night and day trying to catch up 
with orders. They have an unusually large 
stock of lead pipe and traps, and from the 
orders on their books expect to be kept busy 
for some time. They are well equipped with 
up-to-date motor trucks, by which they .are 
able to make prompt deliveries. The Cana- 
dian distributors for this house is the United 
Brass & Lead Company, Limited, of Toronto. 
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New York State News 


fae C. CURTISS, Banx Suilding, 
Buffalo, N. Y., has let the contracts 
for a six-story and basement store 
and loft building. A. C. Kranichfeld, 434 
Genesee street, Buffalo, has secured the 
plumbing contract. Mr. Kranichfeld also has 
the plumbing contract for the English Evan- 
Selical Church, Best and Herman streets. 


A 


in plumbers and gas fitters’ * 


ings and two garages being built at Lotos 
Point, Farnham, N. Y. The owners are Ed- 
ward Smith, Linwood avenue and Barker 
street, and L. G. Smith, of the F. W. Wool- 
worth Co., St. Louis, Mo. The foundations 
are in and the work will be pushed during 
the winter. 


Sticht & Kabel, 1401 Genesee street, Buf- 
falo, N. Y., will do the steam heating in the 
$140,000 store and loft building at Huron and 
Franklin streets. The architects are Water- 
bury & Mann, 16 Dun Building, Buffalo. 


Charles J. Woolcock, Niagara Falls, N. Y., 
has the contract for furnace and plumbing in 
an apartment building on Willow avenue. 
The owners are the Misses Geismar, and the 
building will be two-story and basement, 
86 x. 71. 

Frank Postle, 2321 Main street, Buffalo, 
N. Y., keeps two automobiles hot, getting 
from job to job. Mr. Postle is handling a 
large number of new contracts, and appears 
very happy and contented at the way things 
are going. 


Burrows & Cresswell, 1195 Genesee street, 


Buffalo, N. Y., have the contracts for hot 
water heating and plumbing in the $8,000 


store and stable, to be built at Bailey avenue 
and Kermit streets. Joseph J. Geigand, 346 
Herman street, is the architect. 

Along with the rapid growth or Endicott, 
N. Y., and with the idea that increased facili- 
ties will enable him to handle his steady 
growing business in a better and more profit- 
able way, F. E. McCormick, of that town, 
has just completed a new workshop adjoin- 
ing his beautiful new residence. 


Made of Heavy Copper With 
Rubber Over the Bottom 


CANNOT SLUMP 


Seats Easily Fits any Valve 
Spud cannot pull cut 
PRICE IS RIGHT 
If you are interested write 
us a personal letter and we 
will mall you one free of 

charge as a sample. 


ROME SANITARY CO., Rome, N.Y. 


ENERGY [fF 
ECONOMY |p 
DESPATCH 


Our specialty is 
giving you just ex- 
actly what you want, 
just exactly when 
and where you want 
it. 

Our Materials and 

Prices are Right 


Walsh & Hartwig 


INC. 
215-219 East 58th St, 


New York City 
Tel. Plaza 1656 


MATERIALS 
FOR 

| CASFITTERS 
AND 

TINSMITHS 


FITTINGS Bm 
VALVES 
OILS AND 
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Plumbers, Steamfitters, Gasfitters & Tinsmiths Supplies 


BLUE & QUERIPEL COMPANY, INC., 


119 & 121 East 124th Street, NEW YORK 


Telephone 1178-1779 Harlem 


METAL BACK IEDICINE CABINETS 
FOR PLUMBERS 


Master Plumbers have found Medicine Cabinets a ne- 
cessary and profit-producing accessory. Here is one 
that is DIFFERENT and easy to install, 

Back of cast iron white porcelain enameled. Door 
and Frame brass nickel plated. Two % in. adjustable 
prae glass Shelves. Beveled French Plate Glass 

irror, and Lock and Key. 


Price is right. Send for catalog. 


Frank H. Graf Mfg. Co. 
323 7th Ave. New York City _ 
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HEN in need of any stock article or spec- 

ialty connected with the gas business, 

Your wants will be satisfied immediately 
and at the proper price by 


E. P. GLEASON MFG. CO. 


37 Murray Street, New York 
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Deming Power Pumps 


For Water Systems 
This pump is good for 100 lbs. 
pressure. We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co., New York 
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Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 
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BUILDING 


in the heart of the shipping 
and wholesale district of New 
York City, suitable for manu- 
facturer or jobber of 


Plumbing or Heating 


Goods 


FOR SALE 


Six story and basement, 
thoroughly fireproof brick and 
concrete building, containing 
about 26,000 square ft, corner 
Canal and Greenwich Sts., New 
York City. Building 44x85 ft. 
In the midst of all shipping 
facilities both boat and rail. 

This is an ideal building 
and location for manufacturer 
or jobber in plumbing or heat- 
ing line 

Full particulars may be had 
by addressing 


Box ABC 


Care Plumbers Trade Journal 


Publishing Co. 
45 W. 34th St. 


ATTENTION! 


Plumbers and Architects 


Do you know that at last thereis on 
the market a Toilet Flange which 
Does Away With the use of Putty 
and makes.an absolutely Gas Tight 
Connection? 


JAEGER’S 


“Eureka” 
Adjustable Flange 


fits any bowl, never requires reset- 
ting and costs but little more than the 
old style, always unsatisfactory, 
Putty Set Flange. 


AJready more than a_ score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it has 
been presented has failed to ap- 
prove it. 


No Architect can afford to be in 
ignorance of this immense improve- 
ment, and every Plumber who has 
seen it endorses it enthusiastically. 


Descriptive circularsand fullinform- 
ation given on application to 


JULIUS JAEGER, 


PATENTEE 


Rutherford, N. J. 


New York City 


E. L. Cook & Smith, 199 Pearl street, Buf- 
falo, N. Y., are finishing their plumbing con- 


tract in the Plymouth M. E. Church, Porter - 


avenue and Jersey street. The church is just 
about ready to be dedicated. A No. 6 “Pitts- 
burgh” automatic instantaneous water heater 
has been installed to supply hot water for 
the kitchen, baptistry and two shower baths. 
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Past Presidents’ Night at the Manhattan 
Branch, New York City Association, 
November 19th, An Enjoyable 
Affair 
@: Tuesday evening, November 19th, 

the regular meeting of the Man- 

hattan branch of the New York 
Master Plumbers’ Association was held 
at the Terrace Garden, 59th street and 
Lexington avenue. This date had been set 
aside and designated as Past Presidents’ 
Night by the association, and the mem- 
bers who attended were well repaid for 
their visit. 

After the meeting the auction sale of 
boxes for the annual ball, which will be 
held on Wednesday evening, December 
11th, at the Lexington Opera House, took 
place. 

There may be auctioneers, but certainly 
none could have accomplished the results 
that Past National President T. A. Hill 
achieved while acting in that capacity 
that memorable evening. The fact that 
the receipts for the boxes totaled the 
magnificent sum of $1,117.50 gives ample 
testimony of the ability of this worthy 
and faithful past president. The bidding 
was spirited and produced a keen rivalry 
for favored locations. Much merriment 
was caused when a bidder, thinking he 
was about to be named as the lucky 
owner of a particular box, would hear a 
voice in the distance raising the ante a 
couple of dollars. 

At the conclusion of the auction a vote 
of thanks was given to Mr. Hill for his 
work in behalf of the association. 

The members then adjourned to the 
banquet hall, where refreshments were 
served, after which the members enjoyed 
the real treat of the evening, the ad- 
dresses by a number of brilliant orators. 

During the evening President Dono- 
hoe called upon the following, who made 
addresses: National President Frank J. 
Fee, National Secretary Charles F. Mur- 
phy, Past National President T. A. Hill, 
State President Frank B. Lasette, National 
Director Isaac J. Brown, Past Presidents 
Jas. P. Knight, John Byrns, Jonas A. Ross- 
man, State Secretary John J. Hannegan, 
Secretary Thomas P. McLaughlin, Paul 
S. Bolger, Milton Schniier, Thomas J. 
Toumey, William Young, Jere L. Murphy 
and others. The members listened to 
masterful talks on trade. conditions, so- 
cial obligations, the necessity of helping 
worthy members and other topics. 

The following is a list of the bidders 
and the number of their respective boxes: 

Box ©, J. F. Griffin, $32; No. 1, John 
Renechan, $30; No. 2, J. Levy, $50; Nos. 
3, 4 and 5, Milton Schnaier, $42 each; No. 
6, J. P. Knight, $50; No. 7, T. A. Hill, 
$53; No. 8, T. J. Toumey, $45; No. 9, G. 
H. Creasy, $38; No. 10, J. F. Griffin, $27; 
Nos. 11 and 12, J. A. Long, $40 and $27; 
No. 13, John Byrns, $42; No. 14 eos 
A. Rossman, $43; No. 15, Harry Hemlin, 
$43; No. 16, J. J. Hannegan, $38; No. 17, 
Chas. F. Murphy, $40; No. 18, The Plumb- 
ers’ Trade Journal Publishing Co., $67.50; 
Nos. 19 and 20, Frank B. Lasette, $52 and 
$57; No. 21, H. B. De Voe, $50; No. 22, 
Frank J. Fee, $45; No. 23, Jere L. Mur- 


phy, $45, and Nos. 24 and 25, Frank B. 
Lasette, $45 and $40. 

John Hopkin paid $10 for the honor of 
holding ticket Number 1. Ticket Number 
2 was bought by I. J. Barth for $4.50. 

During the bidding prospective pur- 
chasers were informed that boxes were 
sold only with the understanding that 
same were positively not transferable, 
only those purchasing same to be al- 
lowed to use them. 
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Still Another Addition to the Auburn 
Leather Goods Co.’s Plant 


HE Auburn Leather Goods Company, 

of Auburn, N. Y., are erecting a 

large addition to their factory, and 

expect to have the new part ready for 

occupancy about January ist. Their line 

of leather ball cock cups, bibb washers 

and packings of all descriptions has won 

for them immense popularity with the 

trade. They report that business for 1912 
has been a record beater. 
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Display Hanger Free to our Readers 


HE Trenton Potteries Co., Trenton, 

N. J., have had the three-color 
advertisement describing the pop- 

ular “Bellemeade” line of vitreous china 
lavatories, which appeared in the Novem- 
ber 1st issue of THk PLUMBERS’ 
TRADE JOURNAL, reproduced in 
the form of a wall hanger. These 
make splendid display helps, and 
with descriptive booklet, will be 
mailed without cost to any of our 
readers addressing the manufac- 


Made by 


THE TRENTON PorreRtes COMPANY. Trenton. NJ. ~ 


as 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Meeting of the New York Chapter Ameri- 
can Society of Heating and Ventilating 
Engineers 

HE regular monthly meeting of the 

New York Chapter of the Ameri- 

can Society of Heating and Venti- 

lating Engineers was held in the Engi- 

neering Societies Building, 29 W. 39th 

street, New York City, with President 
Frank G. McCann in the chair. 

After roll call and reading of the min- 
utes, the secretary announced the follow- 
ing elected to membership in the Chap- 
ter: F. J. Lennox, 99 Beekman street, R. 
C. Taggart, World Building, members; A. 
A. DuMond, PLumMBeERs’ TRADE JOURNAL, 
Cc. F. Chase, 39 Cortlandt street, W. G. W. 
Turno, 41st street and Madison avenue, 
associates. 

On behalf of the committee to investi- 
gate the matter of fees for professional 
engineering services, Messrs. Donnelly 
and Kimball made a report of progress. 

The next order of business of the even- 
ing was the discussion of the proposed 
Ohio State Building Code by Messrs. Kim- 
ball, Barwick, Feldman, Donnelly, A, A. 
Kiewitz, Addams, Mackay, Macon, Ar- 
magnac, Davis and President McCann. 

The secretary was instructed to include 
in the December meeting notice of the 
fact that the matter of incorporating the 
ing the Chapter will be considered at 
that meeting, so that all members 
will have opportunity to be on hand 
for discussion. 

Those present were F. G. McCann, 
D. D. Kimball, Joseph Graham, Ar- 
thur Ritter, W. M. Mackey, Conway 
Kiewitz, W.W. Macon, Frank K. Chew, 


et 


turers and mentioning THE PLUMBERS’ 
TRADE JOURNAL. 
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Open Rochester Branch 
HE Lord & Burnham Co., Irvington, 
N. Y., well-known makers of heat- 
ing apparatus, announce the open- 
ing of a branch at Rochester, N. Y., which 
will be in charge of Manager H. E. Bates. 
Offices will be located in the Granite 


Building. 
ae ae 


Utica, N. Y., the Home of the Blasier- 


Sanborn Mfg. Co. 

RGANIZING to manufacture steam 
specialties, the Blasier - Sanborn 
Mfg. Co. has secured quarters in 
the city of Utica, N. Y., and will imme- 
diately begin operations. G. W. Sanborn, 
C. Sanborn and Frederick A. Klein are 

the members of the firm. 


J. A. Donnelly, E. K. Davis, J. B. Garfield, 
A. A. Kiewitz, E. A. Scott, Thomas Bar- 
wick, G. D. Farnham, C. E. Warsop, Homer 
Addams, W. J. Olvany, G. G. Schmidt, F. 
A. Wilson, W. F. Goodnow and A. M. 
Feldman. ; 

The nominating committee has se 
lected the following names for officers for 
the next year. These officers are, of 
course elected by ballot, the result of 
which is announced at the annual meet- 
ing, which will probably take place Jan- 
uary 21, 22 and 23, 1913: President, John 
F. Hale, Camden, N. J.; Vice-Presidents, 
Edmund F. Capron, Chicago, Ill., and Al- 
bert B. Franklin, Boston, Mass.; Treas- 
urer, James A. Donnelly, New York; 
Managers, Frank T. Chapman, D. D. Kim- 
ball and W. W. Macon, New York; J. M. 
Stannard, Chicago, Ill.; Ralph Collamore, 
Detroit, Mich., and Theodore Weinshank, 
Indianapolis, Ind. 
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Kansas and 


Se 


Missouri, 


Arkansas News 


Bees Newsy 


OT long ago, when THE PLUMBERS’ 
TRADE JOURNAL correspondent called 
upon the City Plumbing Co., Para- 
gould, Ark., he found things humming and 
every one on the job. The members of the 
firm, J. R. and A. G. Thomson, may. be seen 
in the picture, together with their men. 
These progressive plumbers believe in the 
utility of the motorcycle, an ‘Indian’ and 
“Wlanders” being used to convey the super- 
intendents over their territories. 
G. D. Shaffer, 1018 Frederick avenue, St. 
Joseph, Mo., reports that business was never 
in a more satisfactory condition. 


F. A. and J. A. Krueger, under the firm 
name of Krueger Bros., Emporia, Kan., have 
moved their business from 112 E. 6th avenue 
to 14 W. 6th avenue. 

The Western Plumbing Co., St. Joseph, 
Mo., C. P. Farrell, manager, have moved 
from 319 Francis street and are now situ- 
ated at 406 Francis street. 


Cc. T. Kennedy has just opened a new 
establishment at 212 N. 7th street, St. Jos- 
eph, Mo., and would like to receive catalogs 
and price lists from the trade. 


“Hello, Nat.” That is the way everyone 
addresses the genial president of the Kan- 
sas City Association, Nat Nelson, of 1014 
N. 5th street, Kansas City, Kan. 


Feeney & Downey, 1002 Frederick avenue, 
St. Joseph, Mo., are one of the oldest firms 
in that city and report that business is going 
along nicely and never at a standstill. 


John F. Krause Plumbing Co., formerly of 
714 Francis street, St. Joseph, Mo., are now 
located at 815 Francis street, and are very 
well satisfield with their new location. 


Hale Bros., 924 Frederick avenue, St. 
Joseph, Mo., are busy chaps and can seldom 
be found in their office. They say, ‘“‘We can- 
not make money sitting in our chairs.” 


Satterlee & Nichols are a new plumbing and 
heating firm in Kansas City, Mo. They are 
located at 1034 Wyandotte street. H. R. 
Satterlee and O. F. Nichols compose the firm. 


R. Deming, formerly of the Newton Sani- 
tary Plumbing Company, of Newton, Kan., 
and more recently in business at Hutchinson, 
is back in business at 111 W. 6th street, 
Newton. 7 


Allen Adams has opened a plumbing and 
heating establishment at Independence, Mo. 
When seen at his office at 121 South Liberty 
Street, his report was very gratifying and 
optimistic. 

John A. Welch is among the busiest men 
in the plumbing and heating line in western 
Missouri. His shop at Independence, always 
has the appearance of activity. When seen 
by THE PLUMBERS’ TRADE JOURNAL repre- 
sentative he was installing the plumbing in 


. Phe Mounted and Unmounted Departments of The City Plumbing Co., Paragould, Ark. 
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J. W. Merville’s residence; the plumbing and 
heating in the new Frawein residence. In 
the heating Mr. Welch uses the Dunham 
system with Capital boilers and U. S. radia- 
tors. He recently purchased a new Pope 
auto truck to facilitate the handling of his 
outside work. 


The Tedford Plumbing Company, of Mo- 
berly, Mo., had sixteen new residences on 
their books last month. Among these were 
G. O. Perry’s, C. H. Chamberlin’s and that 
of Dr. Lyster. 


The Lewis & Balsiger Plumbing Co., 1910- 
12 Frederick avenue, St. Joseph, Mo., is the 
firm name of one of the new firms recently 
established in that city. They would be 
pleased to receive catalogs and price lists 
from manufacturers and jobbers. 


The plumbing business formerly conducted 
by Meister Brothers at Fort Smith, Ark., is 
now known as the Independent Plumbing 
Company. J. F. Ray and T. E. Hardesty 
purchased the business when the Meister 
boys went into the supply business a few 
months back. 


——ore———— 
The Galion Bronze & Brass Co. Formed 
at Galion, Ohio 


NEW concern has been formed at 
Galion, Ohio, to manufacture 
plumbers’ brass sanitary special- 

ties. C. C. Coyle, Benjamin L. Sites, C. J. 
Rath, J. C. Brown and C. J. Gugler com- 
pose the list of incorporators. The firm 
name will be the Galion Bronze & Brass 
Co. 
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Utica Heater Co. to Enlarge 
HE Utica Heater Co., Utica, N. Y., 
well-known makers of high-grade 
heating boilers and radiators, are 
making additions to their plant in order 
to handle the 1913 business. The two de- 
partments so far to be benefitted by more 
commodious quarters will be the molding 
and shipping force. 
ee 


Heating Accessories the Product of the 


Carter Water Heating Mfg. Co. 
APITALIZED at $200,000, the Carter 
Water Heating Mfg. Co. has been 
incorporated at Providence, R. L., 
by the following: Howard A. Cram, Ray- 
mond Mowry and Isador L. Halman, and 
will make heating devices and accessories. 
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Every Plumber Should Have a 
Copy of This Water Supply Book 


and de- 


scribes every type of elevated 


It illustrates 


and pneumatic tank water 
supply system. It also shows 
the pumps suitable for each 
system and tells how they 


should be installed. 


A quantity of these books 
will be furnished free to 
plumbers who install Goulds 
Pumps, with their name printed 
on them instead of ours, so 
that they can go after busi- 
ness of this class. 


Ask for a copy and one of our large catalogs with discounts we 
will make you on pumps. . 


162 FALL ST., SENECA FALLS, N. Y. 


Branches in Principal Cities 


Twelve Good Reasons Why You 
Should Use Ideal Chain Wrenches 


Regular jaws for pipe bars, etc., same as the best make wrenches, 
Wide V jaws for all kinds of irregular surfaces or odd formed cast- 
ings, such as beads on fittings, squares on valves, flanges, ete. 
Larger range. Four Ideals take the p!ace of five other makes. 
More grips. Recess in jaws allows to take up all slack chain. 

If chainshould break accidently repairs can be made on job. 

Very powerful. Short, sturdy, stiff round handle. Easy to operate, 
Jaws clamp over handle. No strain on bolts. 

Jaws drop forged from high grade tool steel. Saw tempered. 
Chain of Swedish iron with no special attachment to end of chain. 
10 Jaws easily fitted to any old wrench handle or bar. 

I For quick work. It is not clumsy. Grips everything. 

12 Simplest, most practical all round wrench made for the trade. 


WoONAMpe we 


Made in four 
sizes 2 ft., 3 
ft., 4 ft. and 5 


ener en renter ec ae eases ae 


ge aeons 


Handled by Your Jobber 


| KROESCHELL BROS. CO. MERS. 
444 W. Erie St., Chicago 


THE ENGINEERING DIRECTORY 


“The TRADES STANDARD REFERENCE BOOK”? 
(Formerly Domestic Engineering Directory) 
18th annual, (1911) edition now on sale—19th, 1912, ready Jan. 2nd 
Adopted as official by the American Supply and Machinery Manufacturers’ Association 


Contains newly compiled and most authentic lists published as follows: 
Wholesale dealers in plumbing supplies in the United States. 
Dealers in mill, steam, mine and machinery supplies in the United States. 
Wholesale dealers in hardware in the United States. 
Wholesale dealers in electrical supplies in the United States. 
Electric light and power plants in the United States. 
Waterworks companies in the United States. 
Gas companies in the United States. 
Selected list of leading architects in the United States. 
Purchasing agents of principal railways in the United States, Canada and Mexico. 
Directory of manufacturers of mill, steam, mine, machinery, plumbing and heating sup- 
plies in the United States, classifying goods under headings, with trade or brand names 
of specialties. 
Classifies over 4,000 kinds of goods made by over 6,000 manufacturers, and over 50,000 
trade or brand names of same. 
Leather bound, 1390 pages, size 6% x3% inches. PRICE $5.00 
Invaluable to Manufacturers, Dealers, Contractors and Salesmen. 
Published by the C-awford Publishing Co. DELIVERED 
FOR SALE BY 


PLUMBERS’ TRADE JOURNAL PUBLISHING CO. 
45 WEST 34th STREET. N. Y. 
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VERYTHING is swinging along in New 
Albany, Ind., and all the plumbing 
shops are reported to be busy. Among 

the contracts recently awarded are the East 
11th Street School building to W. H. Beeler, 
the West Spring Street School building to A. 
Lindemann, several new residences and a 
large apartment house to Mr. Feiock, and a 
number of houses of Mr. Sievers. Thos. Bar- 
nett has also been knocking some persim- 
mons, and is exceptionally busy at this time. 

R. GC. Orth, 509 Columbia street, Lafayette, 
Ind., reports that business was never better. 


Wallace Bros. Co., 312 N. 4th street, Laf- 
ayette, Ind., reports business as very Pros- 
perous. 

Muncie is an Indiana city that is enjoying 
prosperity, and all the plumbers are busy 
and looking for help. 

John W. Greenwood, Washington, Ind., is 
busy completing the steam heating in the 
Boston Department Store. 

Joe Gill, of Washington, Ind., is busy with 
a number of jobs, among which are the 
plumbing and heating in the Gill undertaking 
establishment. 

James A Kreglo & Company, Indianapolis, 
Ind., were the low bidders on two buildings 
of which the plumbing amounted to $35,000 
and the heating $21,000. 

Ww. J. Bloomfield, Evansville, Ind., was re- 
cently awarded the contracts for the plumb- 
ing in the Holzman Theatre and in the Good- 
man factory building. 

The firm of Goris & Bradbury, 321 State 
street, Lafayette, Ind. has been dissolved 
and is now being conducted at the same 
stand by A. E. Bradbury. 

The firm of McDowell & Kessler have 
moved from their old establishment, 210 N. 
10th street to more commodious quarters at 
916 N. Main street, Lafayette, Ind. 

B. W. Craighead, of the Craighead Plumb- 
ing & Blectric Co., Richmond, Ind., also a 
member of the State Board of Directors, has 
been confined to his home with a sprained 
knee. 

Clarke Bros., Indianapolis, Ind., have been 
awarded the plumbing in the new addition 
of the Y. M. GC. A. building. The work con- 
sists of 250 lavatories, showers, baths and 
closets. 

Aug. Schmitt & Sons Co., Evansville, Ind., 
are completing the heating in the Home of 
the Sisters of the Holy Name in Henderson, 
Ky.; also beginning the roughing-in work on 
the new Vendome Hotel’s five-story addition 
in that city. 


Cook Bros., Indianapolis, Ind., have been 
awarded the contract of the plumbing and 
heating in the new addition to the city hos- 


pital. They have also been awarded the con- 
tract for plumbing and heating in the Wuls- 
ner-Mansur eight-story building. 

O’Donnell, Barrows and Cockrum, of Wash- 
ington, Ind., have enjoyed a busy year. They 
are at the present time completing the work 
on the B. & O. shops: Among the jobs re- 
cently awarded this firm is the plumbing in 
the Washington City School building. 

Ben Newman, Jr., Evansville, Ind., is an- 
other busy plumber. Among the jobs recent- 
ly completed by Mr. Newman are the steam 
heating in the store building of Fisher & 
Raephel, plumbing in the residence of Peter 
Heberer, and the plumbing in the residence 
of Will Johnson. 

B. B. Frevert, of Nappanee, Ind., writes us 
that he is busy at present. Among the jobs 
he now has underway are heating and plumb- 
ing in the residence of J. Long, an acetylene 
gas plant for Wm. Burkholder, and pneu- 
matic water system and plumbing in the resi- 
dence of C. Winbough. 

The plumbing and heating contracts in 
the Prest-O-Lite factory building at Indian- 


apolis, Ind., were awarded to Woollen & 
Calon. The contract price was $19,000. This 
firm has also been awarded the contract by 
the Citizens’ Gas Company for the steam 
mains and high pressure connections. 

Hayes Bros., of Indianapolis, Ind., have 
been awarded the contract for the steam 


heating in the new colored Y. M. C. A., the 
contract price is $15,000. This firm were the 
lowest bidders on the plumbing and heating 
on the Severin Hotel, which consists of 216 
baths, 98 showers and 345 closets. 

The John O’Donnell 
Evansville, Ind., are 


Steam Heating 
enjoying a very 


Coz, 
busy 
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A few of the jobs 
completiing are: Steam heating in the court 


season. they are now 
house in’ Mayfield, vacuum steam heating 
plant in the court house in Morganfield, also 
the steam heating in two schools at Fulton, 
Ky. 

The firm of Gottman & Weber, Evansville, 
Ind., have recently closed contracts for the 
plumbing in the new Masonic Temple, steam 
heating in the Luigs’ Butter Company’s 
warehouse, plumbing and heating in the resi- 
dence of Mr. Humphrey, of Maunee, II1., 
steam heating in the post office and bank 
building, at Hartford, Ky., and other minor 
contracts. 


Vincennes, Ind., is a scene of activity in 


the plumbing line, as the city is installing a 
Although one of 


complete sewerage system. 


plumbing and heating in the building of the 
Bank of Eaton, plumbing and vacuum steam 
heating in the factory of O. W. Warner Co., 
steam heating in the parsonage for the Pres- 
byterian Church, steam heating in the offices 
of the Denny Mfg. Co., plumbing in the resi- 
dence of Fred. Kiper, plumbing in the resi- 
dence of Mrs. S. Scharf and others. 


At a recent meeting of the Evansville, Ind., 
local, Geo. Hewson related a story of an ex- 
perience he had had while in the employ of 
the local gas company some years before. 
George, it seems, was given an order to in- 
stall a gas heater in the basement of a local 
residence, and after removing the cap from 
the flue, he inserted his arm to ascertain if 
it was clear, and was somewhat surprised to 
find a warm welcome at the other end. The 


Shop of A. E. Werkhoff, Popular Master Plumber of Lafayette, Ind. Mr. Werkhoff and 
an Assistant on the Job 


the oldest cities in the state, the Vincennes 
residences have never enjoyed the benefits of 
public sewerage connections. Now that the 
city has undertaken this improvement, it has 
ereated a demand for sanitary plumbing ap- 
pliances. 


The H. G. Newman Plumbing Co., Evans- 
ville, Ind., are as busy as usual, and have 
closed the following contracts within the 
past month: Steam heat in the Holzman 
Theatre, hot water heat in the residences of 
Elmer Miller, L. J. McCutcheon, steam heat- 
ing in the residence of S. G. Evans, and the 
plumbing in the residence of Congressman 
John W. Boehne. 


We give below a list of contracts awarded 
to J. A. Gallivan, one of Muncie’s energetic 
plumbers: Plumbing and vacuum steam heat- 
ing plant in twenty apartments for the Mun- 
cie Saving and Loan Company, plumbing and 
heating and ventilating in the Muncie Y. M. 
Cc. A. building, vacuum steam heating in the 
residence of R. Scott, plumbing in the college 
buildings of the Muncie Normal Institute, 


obstruction he found to be a half-grown opos- 
sum. George is generally credited with be- 
ing a very truthful individual, and while some 
may doubt the truthfulness of this statement, 
we can vouch that George put one over on 
those present by making them accept his ex- 
planation as to how the opossum got there. 
George explains that the opossum had drop- 
ped from a nearby tree overhanging the 
chimney and had crawled down the flue. 
Since telling the above story, Mr. Hewson’s 
popularity has increased, and at the last 
meeting was elected to the office of local sec- 
retary, succeeding Beverly DeChamp, who 
will fill the office of treasurer. 


We reproduce herewith a photograph of the 
business establishment of A. E. Werkhoff, of 
Lafayette, Ind. Standing directly in front 
of the building is the energetic Mr. Werk- 
hoff, whose business ability has been well 
displayed by his success in the plumbing and 
heating business. Mr. Werkhoff has an ex- 
cellently arranged show room as well as an 
admirable show-window exhibit, as can he 


Just» What. the Plumber 


The “SANITARY” 


===> =a) 


The JORDAN & STEELE MFG. CO. 


Has been Looking For 


Combination Sink 
and Pump Frame 


The frame is made of % inch 
angle iron which fastens to the 
wall by clips, securely screwed to 
the studding, doing away with 
nailing boards on the wall to bold 
the brackets. Sink simply rests 
in the frame. No drilling of 
holes in the rim is necessary. 


The “SANITARY”’’ has an ad- 
justment of 3 inches in width to 
accommodate all widths of sinks. 
Also has notches in back to allow 
the use of exposed water pipes. - 


Try one on your next job. 
Send for Circular 
a ae Pe Sa 


Hastings, Mich. 


seen in the above cut, and this enables him 
to display his fixtures to a good advantage. 
Mr. Werkhoff, or better known to the trade 
as ‘Abe,’ has been very prominent in asso- 
ciation affairs, both state and national, foi 
years past, and is at present a 33,000-velt 
live wire in the State Association affairs, 
occupying the position of State Treasurer. 


“The. Master Plumbers’ 
“Bowling Game 


HY, hello boys, hello, 
Where shall we go? : 
Down to the bowling alley, where 
A game we'll roll. 


First John Argust at the bat 

With strong and sturdy vim, 

Slammed one at the big ten pin, 

But in the count found he’d struck out. 


Says Louie Trautman, ‘Here afore, 
Sure boys, I woll kape the score.. 

See there you Mutt, you struck out, 
That’s one on you, now you kape out.” 


“Why, sure I’m used to figuring jobs, 

Now do you think that I’m a cob? 

Well, two and three are four and seven and 
eight are ten. 

Now what do you think? Can’t I count ’em?”’ 


With shiny red face and pencil in unsteady 
hand, 

Louie’s voice was heard to command ; 

“Why, of course, five and four are seven, 
and eight are a strike, ; 

So you kape yourself out of this; I’m counter 
and I’m right.” 


Next up is Charley St. John, 

Says he to the bunch, “I’ll pound,” 

And with a very graceful charge, 

Grabs ball, wails ’way at the tens at large. 


But the bunch in retiring just winked at him 

And said in a jolly good way, . 

“We're not afraid, you’ve nothing to spring; 

Oh yes, we know you're from Colorado 
Springs.” 

“Tm next,” says Tom McCarthy, on turn; 

“You bet thum tens I’ll make skurm. 

See them drap just like a hot bun; 

Oh, it takes the ‘Irish Muscle’ to score *um.” 


But, alas, at the count, nine went down, one 
held out. 

So says McCarthy, with a nice broad smile, 

“You jest bet I’ll get you aft’ awhile.” 

And you bet he did, but for a hole in the ball. 


“Well now, ain’t thum got their gall? 

But sure thum must be round, square balls, 
*Cause they jest seem to dodge thum all 
An’. the alley is worse than none at all.” 
Next up popped Dayie Flatt, 

With something underneath his hat. 

So with a calm look at the game, 

Says, “I’ll make ’um scatter jest the same.” 


So straight down the alley he flung the ball, 

And bang! bang! Down went them all. 

All dropped to their knees as came the call, 

“The pins are not set; there’s not ten up 
yet.” 


“Now, what’ll you bet there’s not ten up 
yet?” 

Says Mr. Dave, with confidence alert. 

“Pll tear up the earth or break my gert ;” 

And I guess he did, for he tore his shirt. 


Convinced they had displayed enough of 
their craft, 

Says, “Surely this is a durned hard graft.” 

So, pretty tired, and brows all wet with 
sweat, 

The bunch decided they’d better quit. 


And out they strolled from the hall, 

All convineed “thum were round, 
balls.” 

But the tens bid us come and take another 
turn ; 

Says they, “You’re not square guys, 
we're wise.” 


square 


and 


When departing, they bid us a fond good- 
bye, 
And says, “Now, don’t forget, men, 
We still think the Master Plumbers are 
pretty good boys, 
But we belong to Cheyenne. 
—By Davin I. FLATT. 


DECEMBER 1ST, 1912 


N conjunction with the Master Builders’ 
Association, the Master Plumbers’ <As- 
sociation of the District of Columbia 

received election returns over a special wire 
at their headquarters in the Builders’ Ex- 
ehange Building, 1315 H street, N. W. Sey- 
eral hundred members of the associations, 
with their wives, daughters and ‘“sweet- 
hearts,” gathered in the rooms from 8 to 10 
P. M. and remained interested listeners as 
the returns came in. A special musical pro- 
gram was rendered during the evening, and 
about 11 o’clock a most satisfying spread 
was enjoyed. While the gathering, as a 
whole, was a mixture of “rooters” for each of 
the three leading candidates, yet the news 
that Governor Wilson had been elected was 
most heartily applauded. 


Earle E. Stacy, Washington, D. C., has the 
plumbing contract for a new house at 1311 
L street, northwest. 


Arthur J. Tholl has secured the contract 
for the plumbing work in the Hotel Johnson 
at 13th and E streets, northwest, Washing- 
ton, D. C., which will consist of complete 
remodeling of the work in the entire building, 


The great amount of remodeling plumbing 
work now going on in the District of Colum- 
bia has caused a scarcity of plumbers, and 
there are no longer men standing at the usual 
“waiting places.” It is rumored that a draw 
will be made on the plumbers of Baltimore, 
Norfolk and other nearby points. 

A nice plumbing contract has just been 
made by the Standard Engineering Com- 
pany, Washington, D. C., for the work in 
the new bank building and apartment house 
being erected for the United States Trust 
Company at 1347 Connecticut avenue, north- 


west. The installation will include some 


excellent plumbing fixtures. 


James F. Brennan, formerly associated 
with his brother at Washington, D. C., who 
is in charge of the Washington branch of 
the J. L. Mott Iron Works, has taken up his 


residence in the Monumental City—Balti- 
more, Maryland. He has located at 219 
Equitable Building, and will give a con- 


siderable part of his time to the local inter- 
ests of the Mott Company. 


The District of Columbia plumbing regu- 
lations relating to covers for Sarage traps, 
have been amended to provide for the use of 
a “suitable lighter cover,’ where the trap is 
located in yards or where not subjected to 
traffic. Heretofore it has been required by 
the department that owners provide covers 
for the traps in these locations, of the same 
substantial construction as for those traps 
located in alleyways, and where they are in 
the line of light and heavy traffic continually. 
The cover of that construction must be what 
is known as the “Standard Sewer Department 
Cast Iron Frame and Manhole Cover.” This 
amendment will be received with pleasure by 
every builder of a garage, for about 80% of 
those constructed are in the two locations 
mentioned in the amendment. 


At a recent special meeting of the Town 
Council of Takoma Park, Maryland, a propo- 
sition to provide for the disposition of the 
sewage of Silver Spring Park, an adjoining 
villa, was taken under consideration. The 
proposition, if agreed to by the commission- 
ers of that villa, will result in the laying of 
an eight-inch terra cotta pipe sewer accord- 
ing to a plan mapped out. This will pro- 
vide a number of substantial contracts for 
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© ‘Standard 


“GLENROY” Plate P 2207 K 


“Stattdard® Porcelain Enameled “Glenroy” Pattern Bath, for tiling in right- 
hand corner, porcelain enameled front and end, with centre outlet and 3 1-2 inch roll 
tim; fitted with P-10055 “Imperial” bottom bell supply and waste fittin 
supply pipes, Fuller valves, china lever handles with indexes and indexed china lever 
This bath is designed for setting in marble or tile wainscoted walls. 


) 
handle waste. 
roe Ci, ceeds ae 
Prices as describid , 
New York....... 35-37 W. 31st Street 
ESOBCOM, 5/0 ac 0a John Hancock Building 
PORECOP OUND SN As. ds, css ccccws 3 


Karpen Bldg., 900 S. Michigan Ave. 
St. Louis...100-102 No. Fourth Street 
Philadelphia...... 1128 Waliut Street 
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5 1-2 feet 
$104.50 


5 feet 
$99.50 


4 1-2 feet 
$94.50 


Washington, D.C., 200 Southern Bldg. 
Houston,Tex., Cor. Preston & Smith Sts. 
Fort Worth, Tex...Front & Jones Sts. 
Cincinnati, Ohio....633 Walnut Street 
New Orleans. Baronne & St. Joseph Sts. 


master plumbers in this vicinity beeause the 
local residents may now provide modern 
plumbing systems in their homes. 

Many visitors to the District Plumbing 
Office lately have noticed a peculiar little 
instrument on the desk of the Inspector 
of Plumbing, Alfred R. McGonegal, with 
branches on the desks of the clerks and the 
plan inspector at the counter. Inquiry be- 
ing made by some of them as to what it 
was, they were told that these were the 
famous dictographs which Detective Burns 
used in bringing his famous graft cases to 
a conclusion. It took some time to assure 
them that the ones installed in the plumb- 
ing office, however, were for the convenience 
of the office and the facilitation of the busi- 
ness only and that they were not there for 
any such purposes as friend Burns used 


them. 
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Philadelphia Master Plumbers Appoint 


National Convention Committee for 1913 


ECRETARY S. LOUIS BARNBS, of 
the Philadelphia local association, 
announces the selection of the Gen- 

eral Committee to whom will be entrusted 
the task of preparing for the next Na- 
tional Convention, which will be held in 
the Quaker City, in the following well- 
known sanitarians: 

George F. Uber, chairman, 13th and 
Fairmount avenue; Harry L. Righter, 
5424 Germantown avenue; Samuel W. 
Barnes; 2104 N. 6th street; Harry B. 
Lentz, 634 W. Girard avenue; S. Louis 
Barnes, 2104 N. 6th street; Jacob Bugger, 
2124 E. Cumberland street; William H. 
Doyle, 1610 Spruce street; D. F. Durkin, 
Jr., 1613 Pine street; Gregor Drummond, 
2642 Germantown avenue; George Moel- 
ler, 13th and Parrish streets; Robert J. 
Hoben, 21st and Pine streets; Richard H. 
Watson, 1707 Chestnut street, and Wil- 
liam Boal, 8133 Frankford avenue. 
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Kretschmer Mfg. Co., Dubuque, Iowa to 
Build 


T has been decided by the Kretschmer 
Mfg. Company, of Dubuque, Iowa, 
manufacturers of plumbing special- 

ties and supplies, to erect another story to 
their building, which is now under pro- 
cess of construction. The building is al- 
most entirely completed, but will not be 
ready for occupancy for several weeks. 
The A. Y. McDonald Mfg. Company, of 
Dubuque, manufacturers and dealers of 
plumbers and steamfitters supplies, are 
also constructing a new building to ac- 
commodate their increasing trade,’ which 
will be finished by the first of the year. 


—— > > +4 <-> ______ 
The Fame of George VWash- 
ington 


EORGE WASHINGTON is noted, 
G By his name we all set store; 
For—as often we have quoted— 
He was first in peace and war. 
Not by this his fame is rated 
By the many of the nation, 
Rather is George celebrated 
For his non-prevarication. 


Heroic, eye, and deathless, 
Is the great renown of George; 

And enthralled, we still sit breathless 
When we read of Valley Forge. 

Thro’ immortal lives the story, 
Yet—it is our declaration— 

That he gained some of his glory 

By non-prevarication. 


In praise we are unsparing— 
Justly too, as hist’ries swear— 

For his deed of do and daring, 
When he crossed the Delaweare ; 

And for Yorktown we applaud him, 
Holding him in veneration ; 

Yet far more fame we accord him 

For his non-prevarication. 


The ‘Stardard” 


It possesses 
utility and appearance. 


The glossy white 


3-4 inch 


Toledo, Ohio...... 311-321 Erie Street 
Louisville. .319-323 West Main Street 
Nashville, Tenn. .315-317 10th Ave., S. 
San Francisco, Cal. 

....Merchants Nat’l Bank Bldg. 


“Standard” 
“Glenroy” Bath 


Bath for tiling in right-hand corner, with Porcelain Enameled 
front and end, represents the latest and most notable achieve- 
ment in the manufacture of high-grade baths. — 


many 
It is easily installed, highly sanitary, 
and, on account of tiling into the wall, prevents the accumu- 


lation of dirtand moisture back of or under the bath. 


not only adds greatly to the attractiveness of the bathroom, but 
reduces cleaning labor to a minimum. 


The “Standard? “Glenroy” Bath bears the “Standard” 


Green and Gold Guarantee Label and may be seen at any 
*Standard” showroom or store. 
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Porcelain Enameled “Glenroy” 


a 


desirable features, both as to 
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exterior of the Glenroy Bath” 
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Standard Sanitary Mfg. Co. 


GENERAL OFFICES PITTSBURGH, PA. 
OFFICES AND SHOWROOMS 


PittsOureh esis ses us 106 Sixth Street 
Cleveland. .648-652 Huron Road, S. E. 
Montreal, C#n..215 Coristine Building 
Toronto, Can..459 Richmond Street, E. 
Hamilton, Can..20-28 Jackson St., W. 


London,Eng.,57-60Holb« rn Viaduct,E.C. 
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Refrigerator Drain 


with | Malleable Iron Hinged Cover. 
Also made in Brass plain, polished or Nickel Plated. 


KOKOMO BRASS WORKS, 


Kokomo, Ind. 


Waste openings 
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The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
ments. Please give usa call and be convinced that we can 
save you both time and money. 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay 
Cash 


For All Our 


Purchases 


PLEASE 
DON'T IMITATE 


Are you a user of 
Copper Boilers— 


the BADGER 
Copper Boiler? 


Do you realize the overwhelming super- 
iority of Copper Boilers over those made 
of galvanized iron or steel? 


Acquaintance with the qualities and 
prices of BADGER Copper Boilers we 
are positive will give you one more fix- 
ture that will increase your business’ and 
your profits. 


A BADGER Installation eliminates once 
and for all your customer’s Range Boiler 
troubles. 

Write for Catalog. 


Putin the White House by the U.S. Government 


F. E. CUDELL’S 


Patent Sewer-Gas and 
Back Water Trap 


For Wash Bowls, Sinks, Bat-hs and Wash Tubs 
CLEVEL AND - - Ohio 


CUDELL 
ANTI-SYPHON 


qt OUT WATER 


S,%4S, %S, RB. 
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REPRESENTATIVE of THE PLUMBERS’ 
A TRADE JOURNAL called upon E. F. 
Zeigler at his establishment on Bank 
street, Waterbury, Conn., and found him 
with his usual amount of work on hand. He 


fis busy at present with the plumbing and 


heating of a new two-family house now being 
erected on Grand View street, and is also re- 
modeling the entire plumbing and heating 
system of a house of John Mraz on South 
Leonard street. 

W. T. Mooney, Brattleboro, Vt., reports an 
excellent business just now. 


D. McPhail, Providence, R. I., is making a 
two weeks’ trip to his old home in Chicago, 
Tl. 

Appleton & Lee, Providence, R. I., have the 
contract for plumbing in 40 apartments for 
Henashorff Bros. 


Bids were recently asked for a large new 
school to be erected in Northampton, Mass., 
operations to begin at once. 

Vanderman Bros. Co., Hartford, Conn., 
have just been awarded the contract for 
plumbing in the new Bond Hotel. 


James C. Connolly has succeeded to the 
business of Connolly & Poreland, Rutland, 
Vt., and will occupy the same stand. 

M. J. Pentland, Jr., Brattleboro, Vt., is 
finishing the plumbing in a block of houses 
recently erected by The Brattleboro Mills. 


Pp. & J. Tierney Co., Providence, R. L., 
have secured the plumbing in the new build- 
ing which is being erected on the old Y. M. 
C. A. site. y 

BE. J. Ryan, of New Haven, Conn., is doing 
the plumbing and heating in a new house 
being erected on Barnett street for M. J. 
Mansfield. 

McCarthy Bros., of Ansonia, Conn., are 
busy remodeling the plumbing of a house on 
Starr street upon which extensive alterations 
have been made. 


Cc. P. Brennan & Co., Providence, R. L, 
have removed from the stand that they have 
occupied for years to a new place on College 
Hill, near Main street . 

Herman Penn, of New Haven, Conn., ‘is 
doing the plumbing and heating in the house 
now being erected on the corner of Mans- 
field and Woodland streets. 


Allan Calhoun & Sons, Middlebury, Vt., 
have secured the heating in the new gymna- 
sium at the Middlebury College. J. N. Cal- 
houn has the plumbing contract. 

Brodeur and Lynch, of Meriden, Conn., 
were the successful bidders for the plumbing 
of the new high school. The heating system 
will be installed by the Earl and Cook Co., 
of Newark, N. J. 


Lawrence Kling, of 192 State street, New 
Haven, Conn., has the contract for both the 
plumbing and heating in the handsome new 
residence now being erected on. Highland 
street for Dr. W. E. Butler. 


Roberts & Browning, Bowker street, Bos- 
ton, Mass., have just secured the plumbing in 
the new addition to the Taft School at 
Watertown, Conn., also plumbing in the 
new dormitory at Princeton College, Prince- 
ton, N. J. 


J. H. Lamson & Son, Randolph, Vt., have 
remodeled their store, putting in large plate- 
glass windows and have fitted up the third 
floor of their building as a model home with 
fully equipped bath rooms working under 
usual conditions. 


The L. H. Toucey Co., of Waterbury, Conn., 
are doing the plumbing and heating in a new 
two-f: mily house being erected on Lincoln 
street tor C. H. Bronson. They have also 
the contracts for the plumbing of the new 
Lutheran Church now being built on North 
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Main street in Ansonia, and in a new club 
house being erected on Fifth street. Mr. 
Toucey says that business in Waterbury has 
suffered a slump during the summer months 
and is only now beginning to resume the 
even tenor of its ways. 


Ww. D. Crosby, who has been associated 
with the John M. Page Co., of Naugatuck, 
Conn., has recently opened an establishment 
of his own on Church street in that town, 
where he is prepared to do all branches of 
plumbing, heating, gas-piping, etc. 


Barlow Bros. Co., of Waterbury, Conn., 
have among their contracts one for the heat- 
ing of the new Taft School in Watertown. 
They are also installing both the plumbing 
and heating systems in the new parsonage in 
Waterville for St. Paul’s Episcopal Church. 


WwW. H. Bodine Co., Bellows Falls, Vt., is 
ready to move back to his old stand in the 
hotel building which he occupied before the 
fire. Mr. Bodine stated that it has been a 
big year. They have the remodeling work in 
the new Windham Hotel and numerous other 
jobs. 


F. M. White, Lynn, Mass., informs us 
that he has contracts for plumbing and 
heating in three three-family houses for 
Contractor R. W. Roll at Swampscutt and 
the plumbing and heating in a three-family 
house on Maple street, Lynn, for Con- 
tractor Wells. 

Geo. Wigglesmith, Naugatuck, Conn., has 
the plumbing in the Hudson Block on Main 
street; plumbing in the residence of Roy 
Thomas on Rockwell avenue; plumbing in 
the residence for J. W. Hays on Millville 
avenue, and the plumbing in two large resi- 
dences in Middletown for H. B. Tuttle. 


Plans are now being drawn for the erec- 
tion of a new public school on Derby avenue, 
New Haven, Conn., and will be ready for fig- 
ures on the plumbing and heating about De- 
cember 1st. The structure will be built of 
brick and will have space for sixteen class- 
rooms, although it is planned to finish off but 
eight rooms at present. Architects Brown 
and VonBeren have the plans. 

Messrs. Poirot and Boylan, of New Haven, 
Conn., have moved their establishment from 
Wooster street into more commodius quar- 
ters at 587 Chapel street. Mr. Poirot as- 
sured the representative of THE PLUMBERS’ 
TRADE JOURNAL that business was booming. 
“In the words of the poet,” he said, ‘we're 
coining money, and all we need now is a 
machine to print it.” 


John M. Gill, of Waterbury, Conn., is busy 
with a contract for the plumbing and heat- 
ing of the new convent being erected in 
Hartford, to be known as the Convent of 
Mary Immaculate and Sisters of St. Joseph. 
The structure is of considerable size and is 
four stories in height. It is expected to be 
ready for occupancy about the last of Janu- 
ary. Mr. Gill is also erecting a residence for 
himself on Lexington avenue, Waterbury. 


Ford and Dempsey, of Meriden, Conn., 
have just completed the installation of a 20,- 
000- gallon tank at the Undercliff Sanitorium 
for Tuberculosis, near Meriden. The sani- 
torium is located high among the hills and 
the placing of the tank was no easy con- 
tract. Mr. Dempsey says it was some haul, 
and to anyone that doesn’t believe it he ex- 
tends an invitation to take a little stroll uP 
the mountain. 


Joseph A. Lacara, Hartford, Conn., after 
an absence of over six months from his busi- 
ness on account of ill health, is again on the 
job. He tells us that his health is much im- 
proved and that he hopes that he will now 
be able to attend to business as before. He 
has plenty of work on hand, and his business 
was carefully looked after during his illness. 
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Chapter IX. 


EFORE Bill left Mr. Drew, he said: “If 
you are satisfied to give me a trial J 
think you will not have any trouble and 

the work will be put in just as though you 
were inspecting every move.” 

“All right,” said Mr. Drew; “but don’t 
forget that this is your tryout job and on it 
will depend all our future relations.’’ So Bill 
departed beaming with elation and confident 


that he had now obtained his first substantial 


foothold. Back to the shop he hurried, his 
head full of ideas, only to be met by Mrs. 
Asket, who was ready with a question to 
stump him. 

“Bill,” said she, ‘‘why do my radiators feel 
hotter on a real cold day than they do a 
warm one? Is it my imagination or are they 
really warmer? Sometimes they just seem to 
‘sizzle’ and at others they are still hot, but 
with nothing like a ‘siz’ about them.” 

“Why, on cold days,” replied Bill, “I hang 
two weights on the boiler and in medium 
weather only one, and on warm days none at 
all.” 

“What's all that got to do with the steam?” 
inquired Mrs. Asket. 

“Everything,” answered Bill; 
hanging an extra weight on the regulator 
makes the fire hotter, the pressure higher 
and the steam warmer all at one time.” 
While Bill was talking, ‘“Sary’” had come in, 
and exclaimed: ‘‘Well, what’s being explained 
now? I hope it’s interesting! Did I -hear 
What's a regulator, 
where is it used, how dces it go, what’s it 
run by, who does it regulate, and is it regu- 
lar in its regulations, and who made up its 
rules and regulations? I’m all ready to be 
told, and I have saved time by asking all 
these questions at once.” 

“Well,” said Bill, “this particular regulator 


“you see, 


we are talking about is a steam boiler regu- 


lator, and is fixed so as to shut the drafts 
on the fire when the steam rises to a certain 
pressure, and to open them again when the 
pressure falls, so as to keep the supply of 
as the fire lasts. 
Now, to understand about hanging on the 
weights, you will have to understand the 
principle on which the regulator works. The 
weight I spoke of hanging on is hung on one 
end and the force is che steam pressure push- 
ing up on a di. szhragm. When the steam 
pressure drops down comes the lever.” 

“Well, what of it,” said “Sary.’” ‘Suppose 
it does go up and down; what’s it good for?” 

“Why,” replied Bill, ‘‘on the ends of the 
lever are attached two chains, so connected 
that one opens the damper in the pipe and 
the other the lower door under the fire if the 
lever arm is down and the steam pressure 
low, and when the fire comes up, making 
more steam, up goes the lever arm, shutting 
off the drafts.” } 

“Isn’t that fine?’ exclaimed ‘“Sary.” “I 
knew this would be interesting, and I’m going 
right down stairs and see the regulator 
work.” So everybody adjourned down stairs 
to the boiler room, but “Sary’” and Mrs. 
Asket were much disappointed not to find the 
regulator arm going up and down at about a 
hundred revolutions per minute. In fact, it 
didn’t seem to be doing anything at all, so 
Bill pulled open the safety valve and after a 
few moments the pressure began to drop and 
the lever arm came down and opened up the 
drafts again. 

“Well,” said “Sary,” “having something to 
run the fire for you is very nice, but why 
don’t they make an apparatus to put on coal 
when it needs it?” 

“Why, there is what they call a self-feed- 
ing boiler made,” said Bill, “and you can get 
Your husband to fill it up in the morning so 
it will go all day.” 

Mrs. Asket felt her 
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mind that Bill was paying more attention 
to “Sary’” than he was to the business helps 
she was handing out to him. Knowing Mrs. 
Asket as we do, we feel sure it is now only 


a matter of time before Bill will get an 
awful shock of some sort. In the mean- 
time, the human question mark will go 


right cn asking questions and rubbing Bill 
the right way by letting him show off his 
knowledge. 

Mrs. 


HE next thing 
know was why Bill calked the. lead 


joints in his cast iron soil pipes. “‘You 
it’s like this,’’ began Bill. “As I have 
told you several times, almost everything ex- 
pands while it is hot and contracts when it 
cools off. So the lead which is run in a hot 
and molten condition cools down and con- 
tracts, pulling away from the pipe and the 
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“Oh, no,” answered Bill. “The better class 
of work is all made up of wrought iron pipe 
with screw fittings, but this is usually in- 
stalled in steel or concrete buildings, where 
the timber shrinkage does not affect it. 
Even there, however, the fixtures are often 
provided with a short lead connection to 
allow for possible expansion of the pipe.” 

Mrs. Asket felt worried. Being a widow 
and experienced in such things she knew the 
signs well; so when Bill began coming down 
with his shoes polished every morning and 
his hair combed, she got suspicious. But 
when “Sary’’ blossomed out with a ribbon in 
her hair and a couple of extra puffs, the 
widow got downright uneasy. She could not 
very well go after Bill for sprucing up, as 
she had been talking that to him herself, 
but she did give “Sary” a little lecture on the 


“You See That By Hanging on an Extra Weight It Makes the Fire Hotter, the Pressure 
Higher and the Steam Warmer” 


hub. This would leave an open joint, so that 
ecalking is necessary to drive the lead against 
the iron and make an absolutely tight joint.” 

“Well, isn’t there any other material that 
could be used in place of lead which would 
be more satisfactory?’ inquired Mrs. Asket. 

“T don’t think so,’’ answered Bill, “although 
I have seen pipes run with joints of Port- 
land cement mortar. But lead is cheap, is 
practically indestructible by corrosion, is 
soft so as to be easily worked and melts at a 
comparatively low temperature, besides 
which,, it will give slightly without cracking 
or opening the joint, which makes a very 
desirable feature. On frame houses a pipe 
which is half an inch short when the house is 
new may, in the course of a year, become as 
much as. half an inch too long. This is due 
to the drying out and shrinkage of the wood 
timbers which occurs in every frame build- 
ing. That is one reason why almost all pipes 


* have a short lead connection near where they 


join the fixture, to allow for this settlement 
and shifting.” 

“Well, is all soil pipe made with 
joints?” inquired Mrs. Asket. 


lead 


evils of overdressing and the folly of vanity. 
To all of this “‘Sary” listened with a quiet 
smile, and went right on pricing up galvan- 
ized elbows and tees just as though nothing 
in the world could matter. This one-sided 
conversation was getting so tiresome that 
they both felt relieved when Bill came in. 

“Well,” said Bill, “I’m getting along fine 
with Mr. Drew’s job, and I'll have it all 
ready to set fixtures by the end of the week.’”’ 

“Now, Bill,” said Mrs. Asket, “why don’t 
you do a little stroke of business on this job 
by making the finishing up particularly nice. 
Never mind if this once your profit goes 
down to zero, because this is a trial job and 
Mr. Drew will be particularly critical with 
it. You just finish it up to the queen’s taste, 
add a few extra things which are not called 
for, but which are an improvement, and gee 
if you can’t make a hit with Mr. Drew, so 
that he will give you all his work to figure 
on.” 

“T don’t know,” said Bill, ‘but what it 
might pay at that; seeing that most of your 
schemes do have something in them, I will 
take a chance of this one turning out too.” 


“SANDS” 
FIXTURES 


This closet is specially made for use in 
basements, sub-cellars and engineers’ quar- 
ters where fixture is placed 10 to 12 feet 
below sewer level. It is guaranteed to 
operate successfully and is the smallest 
and most inexpensive closet ever made for 
this purpose. 


PLATE 8-87 


The “Special Malta” Pump Water 
Closet. Pale! Vitro Adamant flushing 
rim bowl, composition upply end 
disch+rge pump. quick-opening hand 
valve, fitted with oak seat, nickel-plated 
brass post hinges. 
Complete as described $30.00 
Dimensions: 14 inches front to 
back; 18 inches wide; 13 inches 
high. 

Epcos ste shipping weight; 70 

s* 


Send for catalog “D’’ illustrating complete 
line of fixtures and specialties 


A. B. SANDS & SON CO. 


Manufacturers of 
1849 PLUMBING SPECIALTIES 1912 
22-24 VESEY ST. NEW YORK, U. S. A. 


N. H. Cage Valves 
N. H. Syphon Valves 


Firstqualitiy in Material 
and Workmanship. 
Straight or Bent Coup- 
lings, Rough or Finished 
and Nickel-plated. ) 
All>Nz >Hi -valves™are 
full size. Guar- 
anteed to work 
and give very 
best  satisfac- 
tion. 


EXETER. N. H. 


New York Office—48 Cliff St. 
Henry Stein, Rep. 
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Ch1se Model M Express 
Capacity 500 pounds—Price $500 


TO PLUMBERS AND MASTER PLUMBERS 


ERE’S the pictured home of J. C. Garland, of Dubuque, Iowa, who 
KNOWS from cheerful experience that the Underfeed reduces heat ex- 
penses % to % because his own saving on coal cost is $70. WRITE 

TODAY for our Selling Proposition to YOU. IT PAYS to handle the 


Williamson Underfeed Boiler 


Oe 


Positive Grip— In- 
stant -self-Release— 
Will not crush Pipe. 


For over head work 


QOOOOOQOOOQOOO 


@ —in corners and 
@® tight places, IT IS 
& PERFECT. 

& Try “THE GEALY” 
© and be convinced. 
@ Write for data and 
© trial proposition. 


The Gealy Wrench 
3 & Mfg. Co. 


200 BROAD STREET 
0 GROVE CITY, PA. 
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Competition cannot successfully meet the 
Underfeed, because the Underfeed method of 
coal burning insures the maximum of heat. Coal 
is fed from below and burns from the top 
down. All smoke and gases are consumed as 
they pass through the fire line. Williamson 
Boilers. therefore, are self-cleaning being free 
from soot. 

Every Underfeed Boiler sold either steam or 
hot water—means a satisfied customer and an 
all-time booster for you. 

Our Sales Helps to dealers are many. Let us 
tell you about them. 

We will PUT ASAMPLE Underfeed Boiler on 
your floor. Ask about this SPECIAL offer. A 
Boiler in sight is the best possible aid to clinch- 
ing sales. 

Write TODAY for our FREE Catalog. 

Services of our Engineer Corps are FREE. 


THE WILLIAMSGN FOUNDRY CO. 
438 West Fifth Ave., Cincinnati, 0. 
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Greatest Tong On Earth—“THE GEALY” 


IT’S NEW-—IT’S DIFFERENT 


_—_ 


{ 
“THE GEALY” 
PAT. OCT.17 1905. 
See the Slot 


Loosly Mounted 
Jaws 


New Cam-Lever 
Principle 


For Sale by Lead- 
ing Jobbers = 
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0OOE HOHDHODHHHOOOOEDSDIOOOOOOOHIHOGOIDOGOOEHOGHOGDQPOOOHODOGOOOOOHHODIGEDIOOOHOOODIGOHOOOGGSDGGIGOSS® 
Will Meet the Immediate Needs of Many 


Chase Model M 


Price $500—500 lbs. Capacity 
The Little Fellow with the Big Pull 


Chase Model M will appeal to many plumbing and heating men who 
have daily use for a light capacity and extremely low priced motor truck— 


one which combines durability, efficiency and economy. 
new Model M which is offered at the hitherto unheard of price of $500. 


Write for full particulars and name of nearest Chase dealer. 


Chase Motor Truck Co. 
100 West Street | = 
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“Oh, Bill,” cried “Sary,’ ‘come here a min- 
ute.” Bill went over to “Sary’s’” table, which 
promptly satisfied “Sary,’’ but to keep him 
there she wanted to know if a _ cesspool 
wasn’t better and cheaper than a sewer, a 
topic which she had seen discussed in THE 
PLUMBERS’ TRADE JOURNAL. 

“You see,” began Bill, “it is generally so 
well known that cesspools are undesirable 
that a great many people simply accept the 
fact without knowing why or wherefore. So 
if you should say to them, ‘why are they 
objectionable? they would hem, and haw, 
and end up with the statement that they 
‘just are.’ 

“In the first place, cesspools can be built 
in two ways, but they amount to about the 
same thing before you get through. The 
tight cesspool is nothing but a watertight 
tank into which all the sewage flows and 
stands and decays until it is filled, when the 
contents have to be removed. The leaching 
cesspool is built with open or porous sides, so 
that the liquid matter is absorbed through 
the sides by the surrounding earth until this 
earth becomes saturated and clogged up, 
when the leaching cesspool must be cleaned 
out and new earth replaced around it. As 
there are about ninety-nine parts of water 
out of a hundred in ordinary sewage, it fol- 
lows that the leaching cesspool will last 
much longer without cleaning than the tight 
cesspool. But this very leaching, or absorp- 
tion, by the soil makes it very dangerous, 
as it is liable to get into an underground 
spring or well supply and contaminate it: 
Besides this, any cesspool when it overflows 
will back up into the cellar or fixtures and 
flood the lower outlets.” 

“Didn’t you say that both types amounted 
to much the same thing? It seems to me 
that one is exactly opposite from the~other.” 

“Well, you see,” replied Bill, “no one wants 
a tight cesspool on account of the fact that 
they fill up and overflow so quickly, thus re- 
quiring frequent cleaning. But in some 
places the law requires tight cesspools, and 
then, after they are built and inspected, 
someone knocks a hole in the wall or bottom 
so that, while to all appearances and con- 
struction a tight cesspool, in fact, their action 
is just the same as a leaching cesspool.” 

“Well, what’s the good of a law if every- 
body breaks it?” asked “Sary.” 

“No good,” replied Bill. “The intention of 
the law was to prevent the spread of the 
sewage in the ground by keeping it enclosed 
in a watertight receptacle, which is very 
good, but the only way to keep people from 
knocking holes in them is to plant an in- 
spector to watch it, and, of course, that is a 
little too much to expect.” 

(To be continued) 
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“A Business Talk by a Business Plumber ”’ 
W. A. Herms, Steubenville, Ohio 


LUMBING, brother masters, as it is 
Ie today, is an art, and has come to be 
recognized as such. We are as nec- 
essary as the lawyer, br the doctor. At 
least we are told so at times by our cus- 
tomers, when they come in to settle. 
It is an old story, but is there any one 
thing that adds to the comfort, health 


and happiness of a home more than a sat- 


isfactory job of plumbing, properly ven- 
tilated? Unfortunately, some of us live 
in cities that are not governed by a code 
regulating plumbing, and I think, accord- 
ing to our state laws, this should not 
exist. In our government and in our 
Army and Navy, when an epidemic breaks 
out, the first thing they go after is the 
sanitary condition. 

Now, what is more essential to the sani- 
tary condition of a city than good plumb- 
ing and perfect ventilation? And why 
cannot we have drafted a code that will 
be enforced in every hamlet, town and 
city in our state, and covering private as 
well as public property? It seems to me 
the time is ripe when every city worthy 
of the name should have a plumbing in- 
spector. 

I have known of jobs to go in, and be 
connected with the main sewers of a city, 
that were perfectly innocent of a vent of 
any kind other than that furnished by 
the siphoning of traps at the different fix- 
tures. I consider an installation of this 
kind criminal, and the plumber that will 
install same, even if ordered to do so, 
should have his license revoked. 

The bad jobs of a doctor are always 
buried, while those of a plumber stand to 
breed disease and death in the commun- 
ity, and make more work for the doctor. 
Let us be humane, and cut out all of the 
bad jobs. It should be the duty of every 
master plumber to educate the people to 
good plumbing and perfect ventilation, 
and the duty of the inspector to see that 
the plumber carries out his teachings. 

The words plumbing and ventilation 
cover a vast field, and one that books 
could be written about. 
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Run Over Dog, Shot 


RESIDENT and Mrs. William Hf: 
Forster, the former the head of the 
Hays Manufacturing Co., Brie, as 


‘were the victims of a brutal assault at 


the hands of a resident of Hrie recently, 
when the touring car of Mr. Forster un- 
avoidably ran over a dog said to belong 
to the party charged with the crime. The 
prisoner fired a shot gun heavily charged 
with bird shot at a distance of twenty 
feet, riddling Mr. and Mrs. Forster and the 
chauffeur so that all three were in a criti- 
cal condition and had to be taken to the 
hospital. Friends will be pleased to 
know that the injured are slowly re- 
covering. 
—_——__—= +0 > ——____ 


He who mistakes a compliment for 4 
description will wake up some day and 
find the covers off. 
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Factory Rebuilt Cars 


Afford you the highest possible automobile value and satisfaction for the amount invested. 


(MAMMOUTH PLANT OF THE KNOX AUTOMOBILE COMPANY AT SPRINGFIELD. MASS.) 
_ Knox cars were designed and perfected after years of painstaking experiment and have been changed but 
little in recent years, except in body lines and minor details. 
They have always been built of the best materials obtainable by an expert body of skilled New England 
mechanics. 


When you buy a Knox factory rebuilt car, you procure one which has been thoroughly overkauled in 
our own shops and refinished with the same quality of high-grade paint as used on our latest models. 


RELIABLE / POWERFUL 
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Ibe Role | 07 
ECONOMICAL [Pg COMFORTABLE 
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THE KNOX CHASSIS 
BUILT TO LAST 


A Knox factory rebuilt car is capable of giving you the utmost service and comfort and is 
one which you and your family will be proud to own and ride in. Best of all, you can buy 
it at a price that is absolutely free from all agency commissions or manufacturer’s profits. 


Write taday and let us know what size and type of car you are interested in, upon receipt of which we 
will promptly forward you cut and lowest cash price. 


KNOX AUTOMOBILE CO Springfield, Mass, 


“If you have never driven a Knox up a hill, you have missed half the sport of motoring.” 
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Steam and Hot 
Water Boilers 


and 
Tank Heaters 


The latest addition 
to the Page family. 


Send for 


Catalog 


and prices or our 
Complete Line of 


Round 


and Sec- 


tional Boilers. 


The Wm. H. Page Boiler Co. 9-15 Murray St., New York 


Branches—Boston, Philadelphia, Cleveland 


Unbreak- 
able 

and the 
Grain 
Runs 

Straight 


The “ALLRIGHT” 


Every Seat Plainly Labelled 


“ Guaranteed Not to Split 


By G. W. Patterson Co., Greenboro, N. C.’ 


G. W. Patterson Co. 


REMEMBER: The “ALLRIGHT”’ is UNBREAKABLE and STRAIGHT GRAIN 


Factories—Meadeville, Pa., Norwich, Conn. 


The “ALLRIGHT” Seat is made unbreakable 
by an electrically welded ‘steel hoop, forced 
into a groove onthe underside of seat, when 
hot and expanded. When it cools it con- 
tracts and embeds itself into the wood on the 
old principle of putting a tire onavehicle. A 
wooden spline, set in glue, is forced into the 
groove, over the hoop, under 1,000 pounds 
pressure, There are no joints and not the 
slightest erack or crevice in which germs or 
filth can accumulate. Absolutely waterproof. 


Complete line of shapesand finishes regularly 
in stock to match your combination. 


Factory Capacity 500 
Seats Per Day 
At your jobber or write us. Have you our 


two booklets, “How to Attract Trade” and 
‘Genius.”’ Sent 0.1 request. 


Greenboro, N. C. 


Alton Engineering Company 
3 West 29th Street, New York City 
Expert Advice on Heating Troubles at Nominal Figures 


No Success—No Charge 


Costs You Nothing to Inquire. 


Personal and Prompt Attention Guaranteed 
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CCORDING to Prof. F. R. Moulton, 
A of the University of Chicago, no 
more than one man would be re- 
quired for a baseball game on Phobus— 
one of the two moons of Mars—provided 
that man could live without atmosphere. 
“Qur one-man team would first take 
the position of pitcher,” he said, “and 
throw the ball horizontally. The ball 
would go all the way around the moon. 
He would then have time to get a bat 
and strike at it. If he missed it he 
could take his three strikes, then put op 
his mask, glove and chest protector and 
catch himself out when the ball came 
around the fourth time.” 

The learned and gentile professor picks 
out the baseball man as the fellow to do 
the stunts, but throws in that terrible 
and very potent “if,” or “provided” 
rather, about living without atmosphere. 
We doubt if the leather chaser could do 
it, even for a little minute. So his stunt, 
or stunts, of striking himself out and 
chewing the rag with his same old self 
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payment for the material which has been 
delivered to the job. 

Neither can he offer it to the erst- 
while journeyman, knowing that he 
would get the merry ha-ha for his 
trouble. So he of course keeps his at- 
mosphere, hoping and praying that Mi- 
cawber-like something will turn up to 
remove the dreaded and awful ineubus 
so that he can exist without it for he 
cannot exist on it, paradoxical as it may 
seem. 

By all means, Professor, tell us more 
about the glorious land of Phobus, where 
there is no atmosphere. It is the long 
looked for promised land of the plumber 
man. Kindly inform us when the first 
excursion starts out with prospective 
late buyers, and save us as many seats 
as you can on the joy train. We know 
they will all be filled, for the reason that 
if any one can exist without atmosphere 
the plumber man is the gent to fill the 
bill. Yes, yes, he knows that atmosphere 
is another form for wind, and when said 


View of the Shop of the Rockmart Plumbing Co., Rockmart, Ga., One of the Live 
Plumbing Concerns in the South 


regarding the justness of his decision on 
balls, amounts to nothing in a tangible 
way. On the other hand, had he cited 
the plumber man then, ah then his head, 
so level now, that a rightly placed bil- 
liard table would be an inclined plane in 
comparison, would still be more level. 

Yes, siree, Professor Moulton, the 
plumber is the ideal man who can live 
without atmosphere, and we know 
whereof we speak. Down on this mun- 
dane sphere, the plumber man has now, 
always has had, and presumably always 
will have, more than his share of atmos- 
phere, and he is ready and willing to go 
at any time to a place “where there ain’t 
none.” 

He gets atmosphere in bales, crates, 
tons of it in payment for material and 
labor furnished on innumerable jobs, and 
takes it for the sole reason that he has 
to. He hasn’t the melancholy consola- 
tion or satisfaction of knowing that he 
in turn can work it off on the dealer in 
plumbing supplies as payment or part 


wind comes his way in the blistering 
and scorching days of midsummer he i 
again put wise that it is “Hot Air.” 

Again, Professor, remember us on youl 
first excursion to Phobus and we thank 
you in advance. We have the goods, an 
lots of them in the shape of plumbe 
folks, who will gladly go along. We wil 
not deliver them for the sole reason the 
will gladly deliver themselves, and prov 
to the residents of Phobus, if there ar 
any, that they too can exist without al 
mosphere. 
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A Busy Southern Establishment 


ae HE photograph herewith is of th 
exterior of the Rockmart Plumbin 
Co., Rockmart, Ga., which Wa 
taken by our correspondent during a TQ 
cent trip in the South. Manager R. Cop: 
land told us that things were just hur 
ming, and that his firm have under way 
number of unusual heating and plumbin 
contracts, keeping twelve men busy. 
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HE railroad bulls got the bunch and 
they received ninety days apiece. 
When they got to the jail, the war- 

den, an Irishman by the way, asked them 
if they had any trade or calling. Two in 
the bunch happened to be plumbers, and 
told the warden so. He said: “Well, if you 
fellows are real plumbers and not fakes, 
there is much to be done around here 
and you won’t have to go on the stone 
pile, but will get better grub, and to- 
bacco thrown in.” They soon proved to 
the warden they could plumb, and had 
a soft thing during their stay. 

“When it came my turn to answer, I 
told the warden that I could speak 
fluently thirty-seven different languages, 
French, Italian, Russian, Flemish, Chi- 
nese, Japanese, Greek, Spanish, Portu- 
guese, Ger But he cut me off, shook 
his head and said: ‘We talk on’y wan 
language here, begorra, an’ want dom’d 
little av that!’ So I was sent to do my 
stunt at the stone pile.” 

While we were debating as to whether 
I should perform my exercise of the 
stones, up came a man named Campbell, 
who said he was from America. We 
talked about things connected with the 
trade and he said he had established him- 
self in business in the city where the jail 
was. He claimed to have had a brother 
back in New York who had helped a Ger- 
Man-American plumber named Hetzler, 
and who afterwards went west. Next 
time you see him ask him if he ever 
worked in New York in his young days 
for a man named Schinnagle on William 
street.” 

Some folks say a Scotchman has no 
fund of humor and there isn’t a real 
hearty laugh in his carcass. He cannot 
appreciate a joke, even when it is on 
the other fellow. Don’t believe one word 
of it. After shaking hands we parted, 
and my jailor relenting, sent me back to 
My so-called home. I lost no time in 
starting and arrived in good time. Here 
[ found Sinclair, Fleming and the Captain 
M conversation and preparing to leave. 
The trio went out of the room after hay- 
ng offered an excuse. They returned 
n about half an hour and they seemed 
© be in great good humor. The conver- 
sation was resumed about things in 
eneral relating to the craft. Her High- 
less, Who was busy, very busy, officially, 
ame in and with her was a servant. 
she spoke to him in Chinese and begged 
ardon for being absent from us, but 
ave aS an excuse an immense pile of 
orrespondence to get rid of. In five 
ninutes she was back again and said: 
‘Wang Dang will be here tonight at 
line o’clock on a special train, and will 
ring with him some friends, among 
hem an English plumber named Mor- 
imer, who is in business in Hong Kong. 
Ve're in for a night of it, sure enough.” 


BY PHILIP F. GRACE. 
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The Captain, Fleming and _ Sinclair 
laughed loudly, and began to talk to her 
in Chinese. I had an intuition, for the 
reason they all, including Ding Foo and 
Ging Whee, threw side glances in my 
direction, that I was the cause of their 
merriment. They laughed and chattered 
to their hearts’ content, looking my way 
many times, and laughing the louder. 

But I wasn’t worried a little bit. Then 
her Highness went out, followed by the 
Captain, Fleming and _ Sinclair. They 
were gone this time nearly  three- 
quarters of an hour, leaving Ging Whee, 
Ding Foo and myself to talk. But they 
talked only in monosyllables and evaded 
conversation, keeping their eyes on the 
entrance to the reception room we were 
in. Then the laugh of her Highness was 
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out wid dthrowsiness durin’ th’ 
evenin’ that’s afore us. Give him a 
smather or two t’ pt him in humor, an’ 
pit him at it in jig toime as th’ ould 
sayin’ goes.” Then she handed me the 
telegram printed herewith:— 
Sang Foo, Nov. 13, 2:30 P. M 
To McLeod, Sinclair and Fleming, 
Fin Chow. 

Have captured the Deutcher man 
and will arrive Fin Chow this P. M. 
at 8:15 barring accidents Yours 
for the good old craft. Bat Fogarty. 
“Now thin, England, Ireland, Scotland, 

Germany an’ Ameriky will all be repri- 
sinted t’noight in this ould joint. Be- 
gorra, I do wish we kud get Ling Soo 
wid us bekase he’s a foine feller so he 
is an’ a bully good plumber at that, don’t 
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“Among Them Was an English Plumber Named Mortimer Who Was in Business 
in Hong Kong” 


heard. She held in her hand a telegram 
which she showed to Ging Whee and 
Ding Foo and they laughed heartily, 
looking at me more than once. Then 
they began to talk in Chinese again, and 
her Highness made a motion as if to 
retire. Suddenly she turned ’round and, 
facing me, said in the brogue I loved so 
well to hear that the Captain, Fleming 
and Sinclair had put up a fine job on me. 

“Ye poor ould shpook bitten crayther, 
these laddybucks hav’ pit up a foine job 
on yez, so they hav’. They tellegrafied 
Bat Fogerty in Sang Foo to cum’ t’ Fin 
Chow an’ on th’ peril av his loife t’ not 
lave th’ Deutcher plumber Gus behind, 
but bring him along, if he had to carry 
him in chains. They got this answer 
from Fogarty an’ th’ pair av thim will 
be along in about four hours, or jist th’ 
toime whin Wang Dang wid th’ glass 
eye comes wid Mister Mortimer th’ 
plumber from Hong Kong. Saints de- 
find us, th’ ould pagoda will shake to- 
night sure enough. 

“Now thin, me Conemara goslin, I’m 
thinkin’ I'll sind up th’ nagur for an- 
other rehearsal an’ Whee Wing can play 
fur him. I think th’ other fidlers an’ 
musicians are sleepin’, so they won’t peg 


forgit. Begorra, I’ll sind wan av th’ 
sarvints afther him, tellin’ that we want 
him t’ spind th’ evenin’ wid some more 


plumbers an’ that'll fetch him.” Ding 
Foo offered to go, but she said: “No; 
stay an’ wach th’ nagur dance. I wish 


I kud shtay an’ see him. But I'll watch 
him t’noight.’”’ Then she went out. 

The darkey came in, and after him 
Whee Wing. The servant poured out a 
powahful geezer for that coon, enough 
to rip the lining out of an ordinary per- 
son; but he smacked his lips, rolled his 
eyes and said: “Dat, yo’ Honahs an’ yo’ 
Majestys an’ yo’ bahbarians an’ yo’ can. 
nonballs, suah don’ hit de spot right 
whar’ I live at.” 

I wanted to give him time to recover 
his senses, so I went to Wing Whee and 
asked if he knew the “Suanee River” 
or “Old Folks at Home.” No; he had 
heard of the melody but could never 
manage to add it to his repertoire. So 
I told him I would hum it for him; and 
he asked me to wait until he got a pen- 
cil and music paper. 

After he had returned, I hummed the 
melody slowly in common time, and he 
jotted it down. Then I told him that 
the air was often played in the States 
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The Only Perfect 
Shower Control 
No Cams 


No Springs 


For SHAMPOO 
SHOWER 
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Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 
Milwaukee, - - Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LTD. 
Toronto, Canada 


IT WILL PAY YOU TO INVESTIGATE THE 


INCHAM SHOWER MIXER 


Maximum Comfort, Safety and Economy. 
Write for free, illustrated descriptive booklet 
“A Good Mixer.” 


IMPERIAL BRASS MANUFACTURING COMPANY, 
Dept. 184 Chicago 


- The Perfect 
Curb Box 


Different From 
the others 


BECAUSE-—It affords cer- 
tain PROTECTION 


Write us or ask your Jobber 


S. E. T. Valve & 
Hydrant Co. Inc. 


50 Church Street, 
New York City 


826 


Cocks for water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 


Ferrules, Etc. 


J:B. CAMPBELL BRASS WORKS, 


ERIE, PA. 


PATENT UNION 


Heavy Pattern, Air Furnace, 
Maileable Iron with Brass 
Valve Seated Disc. 


Also Manufacturers of 


Malleable and Cast 
Iron Fittings and 
House Heating 
Boilers 


Write for Catalogue 


ILLINOIS MALLEABLE IRON 


1801-25 Diversey Parkway, CHICAGO, ILL. 


PURITY Self-Closing 
Bubbling Drinking Fountains 


areinstalledin the public GF 
schools of 12 progressive “ 
cities, in many private 
schools as well as in the 
Massachusetts General Hos- 
pital. 

PURITY Bubbling 


Drinking Fountains 


are fitted with a regulating stop and non-squirting attachment. 
The high cage does not allow the lips of the user to touch the 
nozzie, which makes the PURITY the only fountain to insure per- 
fect cleanliness when drinking. The height of the bubble prevents 
the face touching the ring guard. 

Many styles. Prices right. Send for catalog, 


JAMES BARRETT MFG. CO. 


48-50 Pearl Street BOSTON, MASS. 


HEILAND’S THAWING STEAMER 


For Thawing Frozen Pipes, 


Tanks, Traps, Etc. 


Strong—Tested to 150 lbs pressure. 

Safe—No blaze or smoke to cause damage. 

Reliable—Automatic Safety Valve. 

Portable—Weight only 14 pounds. 

Clean—No smell! or smoke as from torches, 
etc. 

Durable—Constructed of heavy galvanized 
iron, welded and riveted. 

Height—-14 inches. Diameter—8 inches. 
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Capacity—Almost 4 gallons. 
: PRICE $7.50 net 
_ PRICE—50 feet 3-ply 3-16 Special Tubing, - $3.75 
Gasoline Furnace - - - $3.75 
Charcoal Furnace - - - $1.25 
Wind Jacket - - - - $3.75 
GEO, W. HEILAND 
PLUMBERS Syastcrs 
149-151 W. 35th St. NEW YORK 99 Beekman St. 
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in two-four time, staccato movement, as 
it were, for a straight jig. He caught 
on, and soon he had it to his liking. 
He ran over it a few times and the 
darkey cocked up his ears, opened his 
eyes even wider, and began to pat with 
his feet, which couldn’t keep quiet. 

Then Whee Wing motioned. him to 
get upon the floor, and the rehearsal 
soon began. Busy as was her Highness, 
she detected the sounds of the new 
melody from below and came up. Off 
went the darkey, oblivious to everything 
else save the sweet strains from the 
violin. If they let spirits run around 
on this earth as they say, I am positive 
the spirit of Stephen C. Foster was 
around somewhere in the neighborhood 
of Fin Chow listening to his song played 
to my thinking as he had never heard 
it played before. The longer the melody 
was kept up, the more steps the darkey 
improvised, and so on to the end, which 
was when Whee Wing stopped playing. 

Whee Wing told her Highness that I 
had hummed the melody for him and he 
had cut it up into jig time. She was 
not only immensely pleased, but didn’t 
forget to say that it was another and 
splendid contribution towards the salva- 
tion of China. The darkey was after a 
while put through the song rehearsal, 
and proved to our satisfaction that he 
was perfect in them. 

“That beats anything I ever saw at 
thnome in Scotland,’ said Sinclair, “al- 
though we have people there who can 
shake their feet, and don’t forget. But 
their steps and rythm are totally differ- 
ent from that of the darkey. Another 
difference —the Highland Fling, Horn- 
pipe, Sword Dance and Highland Schot- 
tische of our land have to be learned, and 
that only after months and often years 
of strict attention and practice.” 

Not so with the darkies; they come 
on this earth with their feet kicking and 
continue to kick right on till the end. 
I told him how in the South the darkey 
mother in cotton picking time would 
place her pickaninny boy on top of a 
pile of cotton, and give him a piece of 
fat pork to suck on. A piece of strong 
cord was fastened to the pork, and the 
string fastened to the big toe, so that if 
the “pick” swallowed the pork, his kicks 
would soon bring it up again and pre- 
vent choking. So again the conversa- 
tion went on about this thing and that 
always of course getting back to the 
plumbing, when the arrival of Ling Soo, 
the native plumber of Fin Chow, was 


announced. He received a generous wel- 
come from her Highness, who presented 
him to those of us he had not met be- 
fore. He of course spoke English or 
United States fluently and expressed the 
greatest satisfaction at being in the 
company of plumbers and meeting us. 
He felt highly honored and flattered not 
only to be the guest of her Highness but 
was delighted to know that a number 
of his fellow guests were plumber men. 
For over seventeen generations there 
had been a plumber in his family. He 
knew, for the records were in his pos- 
session. One of his great ancestors in 
the year of away back when ever in 
pizen thunder that was, did an act of 
great bravery on the battlefield, and was 
instrumental in saving the day. The 
governor of the province heard of it 
through the colonel commanding, and 
the news was next sent to Prince Some- 
body, I cannot think of his name just 
now, and it eventually reached the 
emperor, who sent a command that the 
ancestor should go at once to Peking. 
(To be continued) 


Federal Asbestos Co. Organized at 
Milwaukee 

RNST KRUSE, Arthur L. Etzins and 
E Charles Dieringer, all of Milwau- 
kee, Wis. have incorporated the 
Federal Asbestos Co. They are to deal 
in steam pipe and boiler magnesia and 
asbestos goods and similar products. The 
gentlemen have had experience in their 
line and will undoubtedly make a splen- 
did success of their new venture. 


An Up-to-Date Display 

E show herewith the shop of 

W. C. Bevins of Seymour, Indi- 

ana. W. L. Clark the manager, 
reports plenty of work; in fact, he says 
that he has more than he can take care 
of just at the present and without any 
new work coming in will be kept busy 
for several months. In the rear of the 
beautiful showroom is what is known as 
“the daylight shop,” it being so con- 
structed that the plumbers and fitters 
can work without the aid of artificial 
light, even on the darkest days. The 
showroom itself is kept up in so neat 
and up-to-date a fashion that no 
strangers coming to Seymour would 
think of going away from town before 
paying a visit to “Bevins’ Beauty Par- 
lors,’ as it is considered one of the at: 
of that Middle West city. 


tractions 


A Snappy Display Room of W. C. Bevins, One of the Busy 


Master Plumbers of Seymour, Ind. 


“Bevins’ Beauty Parlors.” 
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NOTICE 


Our right to manufacture our famous 
“PITTSBURG” Burner Construc- 
tions upheld by decisions of United 
States Court. 


Decision in Heater Suit in no wise in- 
terferes with our right to continue to’ 
manufacture and sell our present 
Single Gas Valve Heaters having 
dual Water Valve and Thermostatic 


e 
The Type A. F.—S. V. Pittsburg eontrol Type A. F.—S. V. Pittsburg 
e 


Exterior View Skeleton View 


That the decisions of Judge Mayer just rendered in the long drawn out litigation with the 
Ruud Company do not in the slightest degree interfere with our continuing the manufacture and 
sale of both our standard automatic heater and burner construction, is evident from the facts that 
in the Gas Burner Suit involving two of the Ruud Patents, the Court’s decision was non- 
nfringement of the one and znvalidity of the other; and in the Heater Suit, the only claim 
involved which, under the contentions of the Ruud Company itself, could have any bearing upon 
our present Standard Heater, namely, Claim 10, was held by the Court to be not infringed 
because limited to a structure having an internal thermostat. 


Judge Mayer’s decision therefore poszt?vely does not prevent our continuing the manufacture 
and sale of our s¢ngle gas valve Heater (Type A. F. S. V.) which Heater has been our standard 
construction for the past year or more, and covered by our Patents Nos. 993,723, and 998,083. 


In view of the above, and since our victory on the Burner Suit was complete, we can assure 
our customers and the public at large that we will continue to furnish them with the same ex- 
cellent Heater, Type A. F. S. V., as heretofore, which we consider a great improvement over the 
old style double-valve structure held by the Court to be covered by the Ruud patent, and our 
customers are free to purchase and use our improved Heaters without fear of molestation. 


From the standpoints of positive control, simplicity, durability and efficient service, our Single 
Gas Valve Heater represents a great advance in the art over the old complicated double gas valve 
construction, and in the various features of improvement, is fully protected by our own patents. 


President and General Manager 


PITTSBURG WATER HEATER COMPANY 


PITTSBURG, PENNSYLVANIA 


This is an unfinished 


‘NEVER SPLIT" 


Closet Seat showing 
the method of insert- 
ing the steel nuts, 
bolts and washers, in 
the straight-grained 
selected hard wood. 


Notice that 
the grain 
runs around 
the hole and 
not through 
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The Strength of 


NEVER SPLIT 
Closet Seat 


lies in the method of securing the joints. Our construction pre- 
vents them from opening at the joints. The joints are the 
weakest points of the ordinary closet seats—they often open 
from the influence of the heat and moisture of the atmosphere. 
In % NEVER SPLIT” the joints are held tight with steel bolts, steel 
nuts and steel washers an unusually strong and durable con- 
struction. The bolts keep the joints of %NEVERSPLIT” per- 
manently tight—enabling them to withstand strains and moist- 
ure without solitting or warping. 


If you have not received one of or catalogs, you should send for one today 


This trade mark may be found on the underside 
of every genuine ‘‘Never Split” Seat. 


Notice the 


Compound Action 


of the 
PATENTED FEB. 3, 1903 
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ANY and radical changes have 
also been made in the general 
form of the trough and in the 

flushing arrangements of this type of 
water closet, whereby the possibility of 
fouling of the trough has been reduced 
to the minimum, the rapid and complete 
removal of filth from the same rendered 
certain, and the cleansing of the trough 
rendered easy. The result of these 
changes will be seen by a comparison of 
the water closet shown in Figure 1 with 
the water closets shown in Figures 2, 3 


and 4, which are representative of the [ 
i 


LATRINES 
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creta through and out of the trough by 
the downward inclination of the bottom 
of the trough, and a sufficient amount of 
water for the reception of excreta is re- 
tained in the depression under each seat. 
The seats are provided with covers; and 
ventilating openings, communicating with 
a duct and flue at the rear, are provided 
at each seat opening, thus entirely pre- 
cluding the escape of odors from the 
trough into the toilet room. Hinged seats 
are provided for the purpose 
of facilitating the cleansing 
of the interior of the trough. 
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Fic. 3—Volume of Water Retained in This Fixture at All Times, but Thoroughly 
Cleansed by Each Flushing Operation 


best modern water closets of the “trough” 
variety. 

In the water closet shown in Figure 2, 
the principal flushing is accomplished by 
means of a tipping tank, and is very 
powerful and, at the same time, eco- 
nomical in the consumption of water. 
On entering the trough, the water is 
directed against the sides as well as the 
bottom of the trough, and supplementary 
flushing of the sides is accomplished by 
means of perforated brass pipes, spread- 
ers, or overflows, at the front and rear 
of the trough. Considerable impetus is 
given to the passage of water and ex- 


In the water closet shown in Figure 3 
there is a considerable depth of water for 
the reception of excreta; and the contents 
of the trough are removed to the sewer 
at each time of flushing by syphonic 
action, assisted by the simultaneous entry 
to the trough of water from the tank to 
replace that which is syphoned out. 
Local ventilation is provided at the out- 
let end of the trough, and the seats are 
hinged to afford access to the trough; 
but, in certain instances, fixtures similar 
to these but with fixed seats and devoid 
of the ventilating opening are shown in 
the same catalog, thus inviting criticism 


Gears and Smooth 


Specify Fabian top or bottom. 
Supply ball tanks in flush tanks, 


Use them in repair work. Send for circular 


FABIAN-HOWARD CO. 
2(30 Germantown Ave., Philadelphia, Pa. 


Action. Nothing 
to Get Out of 
Order. 


Ask for the 
Fabian Ball Cock 
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Automatic Flushing 


Fic. 4—Another Representative Type of Improved Latrine. 
Starts Siphonic Action to Remove Contents 
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upon every fixture of this particular type. 

In the water closet shown in Figure 4, 
the trough is made of porcelain ware, 
with a glazed surface inside and outside, 
and presents a neat and attractive ap- 
pearance. It is, however, subject to the 
criticism of leaving an opening behind 
the fixture where dirt can accumulate 
and which cannot be easily cleaned; and 
in at least one form of this type of fix- 
ture, the openings in the top of the trough 
are too small to permit of the proper 
cleansing of the interior. The shape of 
the interior of the trough and the ar- 
rangements for flushing are, practically, 
the same as in the water closet shown in 
Figure 3, and the local ventilation is also 
optional with the purchaser. 
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ing of slime has formed beneath the 
normal water line. 
(To be continued) 
— 
President George Reeke, Green Bay, Wis., 
a Live Worker 
HE paramount essential in making 
an association a live one is to 
instill some life into it; and to 
keep its members alive and energetic. 
This is the method followed by George 
F. Reeke, Green Bay, Wis., president of 
the Wisconsin Master Plumbers’ Asso- 
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Mic. 5—Bowl Type of Latrine Which is Claimed by Competent Authorities to Be 


Inferior to the Trough Type. 


At least two of the makers of water 
slosets of the “Trough” type have made 
rovision for a center outlet, with flush- 
ng openings at each end of the trough. 
In a long fixture of this type, with a level 
ottom, this provision may secure a more 
‘apid removal of the contents of the 
rough at the time of flushing, but, in a 
ixture similar to that shown in Figure 2, 
here does not seem to be any difficulty in 
his respect, the flushing effect being 
ufficient to effect a rapid removal of 
nuch more bulky and weighty material 
han would ever be expected to accumu- 
ate in the trough from its legitimate use. 


THE “BOWL” TYPE 

ae water closet shown in Figure 5 

is representative of a type which 

has been commonly designated by 
he terms “Range” and “Latrine,” but 
vhich, for the purpose of this article, we 
vill designate the “Bowl” type. 
This type of water closet was, evidently, 
lesigned to overcome a sentimental ob- 
ection to the shape of, and an unwar- 
anted objection to the seeming greater 
ossibility for fouling in, the “Trough” 
ype of closet; but, outside of the possi- 
le question of cost, the former type does 
ot possess any apparent advantage over 
he latter and is open to the following 
riticisms: 
1. Between the times of flushing, 
yhatever filth may be deposited in the 
owls will be much more conspicuous 
han it would be in a water closet of the 
Trough” type. 
2. The inside of the horizontal pipe 
‘ith which the bowls are connected will 
© constantly coated with filth, which 
‘ould not be removed by the ordinary 
rocess of flushing and could not be re- 
loved by the ordinary process of cleans- 
1g, and which, notwithstanding the pow- 


‘ful syphonic action, would give rise to: 


ul odors in the toilet room at the time 
f flushing, a demonstration of which 
lay be obtained by the flushing of an 
‘dinary syphon closet in which a coat- 


Not So Easily Cleansed 


ciation. He is continually in close touch 
with the members and the following let- 
ter will give an idea of his live boosts 
for the organization: — 


WISCONSIN 
MASTER PLUMBERS’ 
ASSOCIATION 


Dear Sir & Bro, :— 


After all that has been said for the benefit 
of the master plumber, there are still some 
doing business that put me in mind of the 
man running a cigar store on one of the 
back streets. He has a wooden Indian on 
rollers. Every morning he pushes this Indian 
out in front on wheels; every night he pushes 
him back into the store, 

Such is the average master Plumber, who 
does not join the vast army of progressives. 
He has wheels all right, but has not motive 
power. He sits back and lets the other fel- 
low propound ways and means to improve 
conditions. He laments the day when he 
first saw the light of the plumbing business. 
Then everything looked rosy and encourag- 
ing, but as he grows older and must meet 
the keen competition, with no end in sight, 
he becomes discouraged and gradually falls 
into a rut like the man pushing the cigar 
store Indian out in the morning, and back 
again at night. 

He does not realize that he can improve 
his condition by getting into the harness, 
and by. his activity in association circles 
encourage his competitor to do likewise. He 
does not realize that his competitor is 
anxious to carry on a profitable business. 
and only needs a little encouragement and 
enlightenment to see the errors of his ways. 
He does not realize that he stands in the 
way of his competitor making a legitimate 
profit by his ruinous tactics to secure busi- 
ness. He does not realize that he need not 
violate the “Sherman Law” to do business 
legitimately, and provide his family with 
the needs and, at least, some of the luxuries 
enjoyed by fellow merchants in other lines 
of business. 

Then, why this reluctance 
ranks of progressives; why this hatred: 
why this jealousy towards one another: 
why this anxiety to secure contracts at a 
loss, when all can be eliminated by becom- 
ing a real live member of your local asso- 
ciation, district club and Wisconsin Master 
Plumbers’ Association? 

Think it over. Take stock with yourself. 
Are you doing all in your power to promote 
your own welfare; the welfare of your 
family, or those depending on you, and next 
to this, are you doing what we all owe to 
each other—assisting fellow men? 

The time for the Annual Convention is 
drawing near. Your attention will be called 
later to the day and place. Begin to get 
ready. 

With kindest well wishes, T remain, 
Yours very truly, 


Gro. F. Reexe, Pres. W. M. P. Ass’n. 


to join the 
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YOU KNOW A THING OR TWO 


about vises and will—I am  sure— 
discern at a glance, the superior 
features of 


The No.1 Nye 
PIPE VISE 


Once you have given 


iffaartrial: 


I’m Nye, the Die Man 


It isa light but strongly made tool fitted 
with the Nye V-shaped,swivel-acting jaws, 
which are made from the finest tool steel. 
They hold tenaciously, without Marring, or 
haggling the pipe. The long screw in this 
vise is made from the very best cold rolled 
Steel, case hardened. The tool being ex- 
tremely light and compact is especially 
handy for general work. Equally service- 
able in the shop or on the staging. 


Thousands of Nye Pipe Vises are in use. 
OE IN) of them were sold the “NYE 


This fact proves that it is a superior tool. 
Tools that are sent out on free trial have 
got to be good. Drop a line today—now 
and I’ll send you the vise to try. 


NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, III. 


Not a single Beler water valve 
has stuck during the last year. 


Not a single Beler burner has 
been replaced or repaired during the 
year. 


No other maker of automatic 
water heaters can truthfully say as 
much. 


This means a lot to the Plumber 
who has to stand the racket when 
anything goes wrong. 


Buy the “Beler” and you will not 
have any “come-backs”. 


“Reasons Why’’ sent upon request 


Beler Water Heater Co. 


PITTSBURGH, PA. 
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Install the S & K Shower Heads and all 
the troubles with shower heads end. 
We have overcome it. The remedy: 

The “S & K” C-937. All parts Heavy Cast Brass, 
with removable face, with Air Valve, made to stand 
up under any pressure, even steam. Face has fine 
perforations giving that desirable stinging effect of 
the rain bath, easily cleaned having removable 
face. Made in two sizes. 

6% inch face, ¥% or % inch I. P. Size Thread 

8 inch face, ¥% or % inch I. P. Size Thread 
¥% inch I. P. Size threads sent unless otherwise 

ordered. 


WRITE FOR PRICES 


Street & Kent Mfg. Co. 


549 Fulton St. Chicago, III, 


Ask Your Supply House or 
Specialty Salesman for 


REDTEX or ~—_ BYAcKRO(K 


TRADE MARK TRADE MARK 


Rubber Elbows 
Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 1% in. Short 
1% in. Extra Long 
1% in. Pipe Con. x 1% in. Flush Fittings 
V4vine oe! VES a Ate ee ss 
i x 1% in. 
x2 yin. 
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The Canfield Rubber Co. 


Railroad Ave. & Garden St. 


144” Extra Long Elbow Bridgeport, Conn. 


For Plumbing and 
Heating Contractors 


LOEW VICTOR 
PIPE MACHINES 


Belt Driven, Motor and Gasoline 
Engine Driven, also Hand Operated. 


Sizes “4 to 8 inches 
The most improved and substan- 
tial pedestal type of pipe machine 
on the market. 
Write for complete catalog show- 
ing time and labor-saving features 
The Loew Manufacturing Co. 
9100 Madison Ave. Cleveland, O. 


“19017 


Plumbers’ Rubber Elbows 


MEANS 
Complete Satisfaction 


THE 
H. O. Canfield Co. 
Bridgeport Rubber Works 


Bridgeport, 
Conn. 


Plenty of Boilers in Stock 


The Abram Cox Stove Co., Philadelphia, 
Pa., manufacture and carry in stock one of 
the largest assortments of cast iron heating 
boilers and accessories and are able to ship 
immediately upon receipt of orders. At the 
present time they are able to supply 16-inch 
and 19-inch round fire-pot types, and 20- 
inch, 25-inch, 30-inch and 40-inch square 
fire pots with capacities ranging from 175 
to 6,000 square feet radiation. The 
“Novelty” boilers are well known by the 
trade and have been installed by progres- 
sive heating men for years. Write the 
makers for circular matter, which contains 
interesting and useful information which 
should be in every engineer’s hands. Men-:° 
tion Tur PLUMBERS’ TRADE JOURNAL in 
writing. 
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A Handy Book for the Trade 


The Goulds Mfg. Co., 211 Falls street, Sen- 
eca Falls, N. Y., have recently issued a book 
which is extremely valuable to our trade. 
This is an edition of water supply “problems. 
It illustrates and describes every type of ele- 
vated and pneumatic tank water supply. 
Every kind of installation is shown with the 


should be installed. In order that the plumb- 
ers may be enabled to drum up prospects and 
prepare intelligent and substantial arguments 
to follow up, the Goulds Mfg. Co. will supply 
our trade with copies having their own names 
on without charge. In taking advantage of 
this opportunity ask for large catalog and 
discount, covering the fall line of Goulds 
products. Mention THE PLUMBERS’ 
JOURNAL. 
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The “Allright” | Unbreakable, 
Straight Grain Closet Seat 
As mentioned in a previous issue, the G. 


Ww. Patterson Co., of Greensboro, N. C., the 


pear to have solved the problem of a high- 
grade, straight grain closet seat that cannot 


themselves to supply the trade liberally with 


It’s 
Unbreak- 
able 


and the 
Grain 
Runs 

Straight 


them, as their factory capacity is 500 seats 
per day. They tell us their equipment is the 
newest and best and that they have men of 
long experience in charge of the manufac- 
turing, especial attention being paid to the 
finishing department. They pride themselves 
on their piano finished seats. 

The unbreakable feature is unique and 
and original, consisting of an electrically 
welded steel hoop, forced into a groove, on 


suitable pumps for each, and tells how each j 


TRADE | 


manufacturers of ‘Allright’ closet seats, ap- } 


split or come apart, and they have prepared i 
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underside of seat, when the hoop is hot and 
expanded. When it cools it contracts and 
binds. The groove is then filled with a wood 
strip or spline to match the wood in the seat, 
compressed over the hoop and finished off 
perfectly smooth. The grain of the wood in 
the seat runs straight, hence there are no 
corner joints, and there are no cracks or 
crevices anywhere for the lodgement of filth 
and germs. They point out that perfectly 
smooth and clean, waterproofed surfaces 
must of necessity be sanitary. Their selling 
campaign has been launched and is in charge 
of G. W. Patterson personally. He is going 
after the trade good and strong and is piteh- 
ing his cantpaign on a high plane, believing | 
the merit of his goods, prompt and efficient 
service and reasonable prices, combined W Hh 
plenty of hard work and publicity, will win 
out. Write them for “Allright” literature 
and mention THE PLUMBERS TRADE JOURNAL, 
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Water Supply Systems in Service 
25 Years 


Catering to the plumber for more than twen- 
ty-five years, the Ralph B. Carter Company, 
152 Chambers street, New York City, water 
supply specialists, have encountered and 
solved almost every problem in the develop- 
ment of water supply apparatus. Think 
what this experience of years is worth to 
our trade in connection with the installa- 
tion of such plants. No job is too large 
or too small but what Carter has just 
the right apparatus. It can be shown that 
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Carter outfits have never failed to rend¢ 
any other than the very best of satisfactio 
to the numerous users of these systems. TI 
pneumatic system as manufactured by th 
firm combines many exclusive ideas in CO! 
struction which tend to make it one of tl 
most reliable and desirable types on th 
market. They have an outfit for every ii 
stallation, no matter how complicated, al 
carry a full line of repair parts on hand | 
all times. Their literature is in itself a ve 
itable handbook of information and will | 
sent to every plumber who writes to the mal 
ufacturers, mentioning THE PLUMBERS’ TRA! 
JOURNAL. 
——_ooor———" 


Brayman Water Tight Drains 


The feature that makes the Brayman flo 
drains so popular with the trade jis the ! 
movable strainer and the easy caulking ide 
The method of making the Brayman drai 
watertight has proven satisfactory wherev 
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used, as hundreds of the trade can testify. 
Provision for inserting the sheet lead flash- 
ing makes the lead a part of the concrete 
itself. The joint can be yarned and caulked 
from the inside, this operation being done 
after the cement has set. The refuse re- 
‘tainer prevents floors sweepings, dirt and 
other rubbish from entering the waste pipe 
and choking same, yet is instantly removable 


when necessary. Brayman drains are just as 
easily used for sewer pipe, however, as for 
east iron, and are desirable for stables, 
boiler rooms, abbatoirs, ice plants, cream- 
eries and numerous other places. Write the 
Jiffy Fire Hose Rack Co., 725 7th avenue, 
New York City, for literature and mention 
THE PLUMBERS’ TRADE JOURNAL. 


—_—_— 
The Horigan Aqua Expansion Tank 
Remedies Slussish Circulation 


All of the pipe fitting and expenses occa- 
sioned by the installation of separate devices 
for quickening the circulation of hot water 
heating systems and 
expansion tanks may 
be eliminated by the 
installation of the 
Horigan aqua expan- 
sion tank. This com- 
bination has made hundreds 
of unsatisfactory heating 
plants render the best of 
satisfaction by assisting 
the circulation where the 
mains may not be pitched 
sufficiently or where large 
radiators have been used. 
The operation is instantly 
understood in the following 
brief description: After the 
system has been filled, the 
expansion caused by heat- 
ing compresses the water 
within the system _ until 
about 10 lbs. pressure is 
generated, when the valve 
automatically relieves the 
excess. Three-quarter-inch 
branches to the first floor, 
with one-half-inch connec- 
tions on higher floors are 
sufficiently large for almost 
any radiator when the Hori- 
gan aqua expansion tank is 
used. There is also a de- 
cided saving in cost, too, 
due to the reduction in pipe 
sizes and radiators. These 
arguments cannot be disre- 
garded by the progressive 
heating man. Write The 
Horigan Supply Co., 240 S. 

¢ = 4th avenue, St. Joseph, Mo., 
for circulars and interesting prices. Mention 
THE PLUMBERS’ TRADE JOURNAL. 
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Kissel Kars for the Western 
Plumbing Supply Co. 


A very staunch and handsome two-ton 
truck has just been purchased by the West- 
ern Plumbing Supply Co., of Chicago, Ill. The 
truck is a Kissel Kar, built by the Kissel 
Motor Car Company, of Hartford, Wis. It 
has a Kissel 4-cylinder, 40 horsepower long- 
Stroke motor, the dimensions being 4% x 5. 
It is water cooled, with a water capacity of 
Six gallons and a gasoline capacity of twenty 
8allons. All the vital chassis parts are of 
chrome vanadium steel. The wheelbase is 
140 inches. The front tires are 4 inches 
Solid and the rear tires 314 inches dual. 

The transmission has four speeds, an espe- 
cially valuable feature, as it enables a speed, 
if necessary, of 25 miles an hour without 


| 


racing the engine. Another striking feature 
is the lock on the differential. This device 
permits the locking of the two rear wheels 
together, so that traction power can _ be 
equally distiibuted when desirable. ‘This is 
indispensable where bad roads are traversed, 
as it will pull the truck out of the worst kind 
of mud holes and ruts. The chassis weighs, 


complete, 4,500 pounds. This same model is 
being quite universally adopted by jobbers 
and manufacturers, in every case giving un- 
excelled satisfaction. Literature explaining 
the merits of the Kissel Kar commercial vehi- 
cle will be sent to our trade who address the 
manufacturers, mentioning THE PLUMBERS’ 
TRADE JOURNAL. 
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Cudell Traps Popularly Known 


F, E. Cudell, Cleveland, Ohio, is the manu- 
facturer of the trap shown in the cut here- 
with. The reputation of these is already 
familiar to our readers, no doubt, since they 
have been used with highest success during 
many years. The maker reports that the 
demand for these traps keeps the plant work- 
ing to capacity. Cudell traps are made right 


ager ay 
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and perform their duty, and each finished 
product is tested under 20 pounds air pres- 
sure, submerged under water, so that defects, 
if any, are easily detected. Leaky traps are 
a source of much annoyance to plumbers, 
and the Cudell entirely obviates troubles of 
this character. Full descriptive matter will 
be forwarded to readers who mention THE 
PLUMBERS’ TRADE JOURNAL in writing. 


ee eet i ee ee 


Herschler “Faultless” Ball Cock 
Said to not Stick or Leak 


We show here one of the Herschler “Fault- 
less” ball cocks, made famous by A. D. 
Herschler, of Ashland, Ohio. The splendid 
success which has been that of the ‘‘Fault- 
less” can be traced to the absolute simplicity, 
high-grade material and first-class workman- 


ship which the maker has embodied in his 
product. “Simplicity simplified” was the term 
used by a prominent master plumber when 
asked what he thought of them. This opinion 
seems to be general in the trade, however. 
Any ball cock of another make can be readily 
replaced by the “Faultless,” a number of 
threaded bushings providing the adaptability. 
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VOGEL 


Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can be subjected to the hardest usage without being put 
out of order. 


The valves are most durable and the bowls have our 
special design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from ahove the 
No cup jeathers 


floor. 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


SEND FOR BOOKLET 


For sale by all jobbers 
Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


Pricticnteiiin lesen ble 


THE MURDOCK 


“BUBBLE-FONT” 


A Self - Draining Drinking Fountain 


Don’t getthe MURDOCK “BUBBLE-FONT” 
confused with the innumerable Fancy Drinking 
Fountains about which you are being flooded with 
literature, because it is altogether a different propo- 
sition. It is a rough and ready type of sanitary drink- 
ing device built to stand the wear and tear of school 
yards, public streets, parks, etc., and as it is anti- 
freezing, it is “on the job” winter and summer. It 
requires no attention after once installed and as it is 
self-closing no water is wasted. 


The Only Practical Outdoor Drinking Device 
Made by the Original Hydrant House 


The Murdock Mfg. & Supply Co. 
Cincinnati, Ohio 
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LUNT-MOSS 


Pneumatic Water 
Supply Systems 


enable you to supply your country cus- 
tomer with all the luxuries of modern 


. MOLD | 
plumbing. 


V4 
y Ly The LUNT-MOSS system is the correct solution of the water 


Equipped with 


LUITWIELER DEEP WELL NON-PULSATING 
GASOLINE PUMPING ENGINES 
or electric motor, or hand operating plants. Capacity 315 to 


16,000 gallons We send all inquiries direct to our agents. Send 
for our proposition and Catalog No. 45. 


LUNT-MOSS COMPANY - BOSTON, MASS. 
New York—32 Warren Street. 


supply prcblem for country homes. 
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“EVERYBODY’S DOING 
IT NOW!’’—ORDERING 


1st 
2nd 


3rd 
4th 
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5th 
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6th 
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It is the best; therefore the cheapest. x : { ] 
ments, endorsed by leading sanitary experts and is guaranteed to do what is claimed for it, 


Write for circular 


PHILIP BRAENDER, 


she Peke Pobre Pods f obs [ake Pots Pots Pets oe | oe [ete Pues Pues Pes ee es Pons Peds Poke Poel 7 
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PATENTED 


It is usedin municipal and U. S. Government Depart- Pp 


SALES AGENT—W.N. McKENNA CO., 
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Automatic 


Cellar 
Drainers 


We claim advantages over other makes as follows: 


Allparts, except the float are above water, no slime 
or corrosion. ; f 

A foot valve in the strainer sealsthe suction p’pe 
the minute the drainer stops working, holding tue 
water in all the pipes, so that it is always primed 
ready to start instantly. ae 
Weighs not over 4% that of others and requiring 
less space. ; 
The operating valves open and close instantly by 
action of the water pressure. : 

ne leather washers used, leather dries and causes 
eaks. 
It costs less than many other drainers not as 
efficient. 

Circular and Prices on request 


Penberthy Injector Co, 


Detroit, Michigan 


UTOMATIG 
AINER 


Operated 
by 
Water 
m Pressure 


Id Ala 9 


<= 
at 


315-21 Fourth Ave., S. E. Cor. 24th St. New York 
79 Chestnut St., Boston, Mass. 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 


sign. 


: We have what is conceded to be one of the most 
attractive Compression Bath Cocks on the market. 


Made of 


High Grade Metal and of Perfect Workmanship and Finish. 


A credit to any tub. Give 


your Jobber a trial order. 


The Trenton Brass & 


Send for 
Catalog 
A-1 


Machine Co. 


TRENTON, N. J. 


New York Office, 5 and 7 East 42nd Street 
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ented BILGE 
SYPHON Operated 
by steam pressure 
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This obviates any changing of the old lock 
nut and coupling, a distinct and considerable 
saving. ‘“Faultless’ cocks are guaranteed 
not to stick or corrode, thus being rendered 
ineffective, and will operate under any pres- 
sure. Only two moving parts, and all sub- 
merged parts red brass, are a few of the 
merits of this line. Additional information 
can be obtained from the manufacturers. 
Mention THE PLUMBHRS’ TRADE JOURNAL. 


Valves that Give Perfect Satis- 


faction 


Heating men will obtain the best of satis- 
faction from their installations where Ken- 
nedy valves are used. The policy of this 
well-known house is “simplicity and effective- 
ness.” The same praise that has been ac- 
corded the popular ‘Pennie’ back-water and 
sewer-gas valve and the Kennedy “‘Newtype” 
fire hydrant has also been given to this line. 
Kennedy valves are manufactured for a vari- 
ety of purposes, each especially designed and 


adapted for its particular use, whether for 
air, gas, water, steam, acids and chemical 
solutions. Reasonable prices, superior work- 
manship and finest of materials have been 
the endeavor of the Kennedy Company in 
producing valves, and this reputation seems 
well merited. Interchangeability of parts is 
one feature which has popularized Kennedy 
valves. Write for literature to the Kennedy 
Valve & Mfg. Company, Elmira, N. Y., and 
mention THE PLUMBERS’ TRADE JOURNAL. 
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The Plumbers Best Helper 


One of the most handy as well as neces- 
sary tools which have appeared on the mar- 
ket for the plumber is the Griffin wiping 
clamp, made by J. H. Griffin, 506 W. 26th 
street, New York City. This device is of 
high-grade malleable iron and steel and is 
just the thing the mechanic wants to steady 
his lead while wiping the joints. The fact 


that Griffin clamps can be used in any posi- 
tion and under any conditions, makes them 
the most valuable addition to any kit. They 
are made with standard threaded shanks fol 
extending with a short nipple, coupling and 
flange, and also with sharp spikes which may 
be driven into an improvised bench. They 
are adjustable and hold the work steady dur- 
ing the operation of wiping and are strong 
enough to withstand much abuse. Write for 
literature and mention TH PLUMBERS’ TRADE 
JOURNAL. 
eo eee 


A Sure Seal for Refrigerator 


Wastes 
This refrigerator trap is the product of the 
Riverside Foundry Co., Kalamazoo, Mich., 


and has many features which recommend it 
to our trade as a durable and sanitary fitting. 
Two sizes, 8” and 10” diameters, heavy gal- 
vanized cast iron and tapped for 1144” iron 


.reputation of these is not unmerited. 


pipe may be had. The strainer is also the 
crown of the trap and is removable for 
cleaning and to also give access to the sewer. 
A receptacle for disposing of the sweat and 
moisture which accumulates under refrigera- 
tors, ice boxes and like fixtures is an abso- 
lute necessity, and plumbers who have 
pushed this specialty have been agreeably 
surprised in the readiness of the publie to 
install same. Write for catalog and discount 
to the makers and mention THE PLUMBmERS’ 
TRADE JOURNAL. 


eee 
The Schureman Closet Self-. 
Flushing 


It is claimed impossible for this closet to 
be used without flushing, for the flush oper- 
ating mechanism is connected with the seat. 
It is, therefore, a most desirable outfit for all 
places such as shops, stores, public comfort 
stations and institutions. The flushing device 
is extremely simple, and yet is strongly built 
to withstand more than an ordinary amount 
of strenuous use. Findeisen & Kropf, manu- 
facturers, 2100 S. Rockwell street, Chicago, 
Ill., tell us that this device can be adapted to 


any standard tank and bowl combination if 
desired. No springs, washers, cup leathers 
and packing boxes are used on the Schure- 
man outfits. Absolute satisfaction follows 
the installation of this apparatus, which is 
known and used by wideawake master plumb- 
ers everywhere. Write for catalog setting 
forth additional merits, and mention THE 
PLUMBERS’ TRADE JOURNAL, 


A Varied and Complete Line of 
Brass Goods 


Buyers of brass goods specifying those 
specialties made by. the Kokomo Brass 
Works, Kokomo, Ind., have found that the 
In the 
extensive line will be noted almost every 
brass fitting used by our trade. <A perusal 
of this concern’s catalog shows an assort- 


ment from which may be selected only high- 
Lavatory and sink traps, solder 


grade goods. 


ferrules, nipples, unions, couplings for range 
boilers, trap-screws, etc., are but a few of the 
products turned out by this firm. Hvery 
piece of this material leaving the factory 
passes through several inspections, so that 
defective goods never get away from the 
manufacturers’ plant. A catalog of goods 
will be sent gratis by return mail to every 
user of brass specialties who requests same. 
Please mention Tur PLUMBERS’ TRADE JOUR- 
NAL in writing to our advertisers. 
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A Strongly Built Hose Reel 


We show here an excellent device for 
taking care of garden hose when it is not 
in use. This is the “Virginia” reel, product 
of the Berger Specialty Co., Richmond, Va. 
So far the reel has proven a popular and 
profitable specialty for the plumber. They 
are made in three sizes, Nos. 1, 2 and 8, 
earefully and sturdily constructed of strong 


steel frames and steel drums and have ca- 
pacities of 125, 150 and 175 feet of hose 
respectively. Clamps for securing the ends 
of the hose also keep the reel from unwind- 
ing. The wheels allow. the reel to be re- 
moved to different portions of the lawns, 
yard or street without the consequent kink- 
ing, wear and tear on the hose as in drag- 
ging it about. Sales of these specialties will 
materialize by just having them on display. 
Catalogs will be sent to our readers who 
mention THE PLUMBERS’ TRADE JOURNAL. 
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An Expansion Connection for 


Closets 


Settling of buildings frequently destroys 
the gas tight connection under the water- 
closets by tearing the lead bend or ferrule 
away from the flange. This condition is not 
detected until sewer gas and foul water 
make their way out, possibly staining the 
ceilings and doing great damage both to 
health and property. The “Elasto” lead con- 


nection made by Cosgrove-Cosgrove Mfg. 
Co., Philadelphia, Pa., provides a safe joint 
which will adjust itself to changes of the 
buildings. A movement of several inches 
can be compensated in this fitting, whether 
bent, settled or expanded. They save time 
as well, since the plumber does not have to 
closely fit his work when roughing in. Full 
Particulars will be sent to the trade who 
request same, mentioning THE PLUMBERS’ 
TRADE JOURNAL. 


Oe 
“Ryan” Patent Ball Cock for High 
and Low Tanks 


The scientific and mechanical principles 
upon which the design of the “Ryan” ball 
cocks have been constructed have proven 
their worth by long service. The value of 
the “Ryan” ball cock is further increased 
Since repairs can easily be made without 
removing from tank, something not fre- 
quently found in other ball cocks. A remov- 
able gun metal seat is also a distinct merit 


and the leverage obtained by this construc- 
tion is 32-6. The plunger travels in 4a 
straight line minimizing wear and making 
the shut off of water positive. “Ryan” ball 
cocks may be had in four patterns—two 
for low and two for high tanks. The Exeter 


Brass Works, Exeter, N. H., are also the 
makers of the well-known “N. H.” cage and 
siphon flush valves for closet tanks. Satis- 
faction is guaranteed the plumber who 
specifies and uses these goods. Write fo) 
circular matter and mention THz PLUMBERS’ 
TRADE JOURNAL, 


ee os 
Pumps For Every Service F: 


The Deming Company, Salem, Ohio, are 
the manufacturers of pumping apparatus of 
every description, hand and power, for every 
purpose. Included in the list of apparatus 
pertaining directly to our trade are air com- 
pressors, combined water and air pumps, 
cylinders and accessories such as are used 
in the installation of modern pneumatic 
water supply plants. ‘Deming” apparatus 
is built for continuous and hard service. 


The bearings and such other parts as are 
subject to wear are made ample and with 
means for adjustment when necessary. 
Plumbers have been enabled to procure thei 
pumps, tanks, ete., for water supply plants 
from various manufacturers and erect sys- 
tems themselves. We show herewith a 
motor driven triplex pump that has made 
quite a hit with the trade. Many othe) 
types are shown in a complete and interest- 
ing catalog which the Deming Co. will gladly 
send if you mention Tur PLUMBERS’ TRADI 
JOURNAL, 
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Vacuum Heating Said to be the 
Coming Method 


Great claims are made by the Bishop- 
Babcock-Becker Co., Cleveland, Ohio, fo1 
the “Reliable” automatic hydraulic vacuum 
pump and other apparatus now extensively 
used on vacuum heating. The ideal heating 
system, they say, must render perfect cir- 
culation with fuel economy and_ perfect 
regulation. The ‘Reliable’ vacuum pump 
operates by ordinary city water pressure 
and furnishes the positive circulation which 
it is claimed ejectors and like devices dc 
not satisfactorily accomplish. In othe 
words, the application of Bishop-Babcock- 
Becker apparatus makes every vacuum job 
as efficient in practice as in theory. Every 
inch of radiation receives its share of steam. 
No noise or air traps. A fuel reduction of 
25% to 40% can be easily secured in well 


| 


Our 


designed jobs, because steam under vacuum 
has greater expansion than under pressure. 

The “Reliable’’ when installed requires 
no attention, the cut-off performing the duty) 
of a regulator and maintaining a vacuum of 


“Haas” Frost Proof Closet 


BUILT FOR SERVICE AND SATISFACTION 
AND GIVES IT 


Ten years of Satisfactory Service have established 
the reputation of the ‘Haas” beyond dispute. 


833 


Pioneer of No Pit Closets. 
Substantial. 

Sanitary. 

Easy to Install. 


Serves every purpose that 
a Frost Proof Closet 
should serve. 


For sale by leading job- 
bers. 


Information for the asking. 


PHILIP HAAS CO., Mfrs. 
Dayton, Chio 
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The above is all there is to the 


© Sisson Insertable Joint 


¥ Yet itsaves hundreds and hundreds 
2 


of dollars every year. 
WRITE US 


R. ESTABROOK’S SONS 


204 FIRST STREET 


BOSTON, MASS. 
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No Set Screw to Break 
REGAR EXTENSION Ge 
FLANGED BIBBS 


Make a tight true job 
SAME IN FULLER 


Manufacturers of 


COMPRESSION WORK 
FULLER WORK 
GROUND KEY WORK 


THE REGAR COMPANY 


Cleveland, Ohio 


Sleeve Conceals Adjustment 


When . Salesman Tells You His 
Water Closet is the Best Ever, Ask 
Him What Kind of Floor Flange it Has 


No closet can be first class, high grade or even 
sanitary without a metal-to-metal connection 
to the soil pipe. 


Ask the Potteries, They Know 


Philadelphia 


COSGROVE—COSGROVE MFG. CO. 


of our 

No.444 

Fuller 

Bath Cocks sold last year 


You know the reason. 


NORTHERN BRASS MFG. CO. 
Waukegan, Ill 


Stop Cocks 


Stop and 
Waste Cocks k= iff 


Ground 
Perfectly 


Send for Prices 


Cleveland 
Bronze & Brass Works, 


Cleveland, Ohio 


Absolutely 
Guaranteed 


from five to twenty-five inches. Water is 
used only when the pump is in actual opera- 
tion, 20 lbs. water pressure being ample. 
The “Reliable’ may be attached to almost 
any single or two pipe pressure system by 
the addition of an air line and air valves. 
Write for instructive literature on vacuum 
heating, which will be sent to our readers 
who mention THE PLUMBERS’ TRADE JOURNAL. 
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“Redtex” And “Blackrock” Rubber 
Goods Made In Varied Line 


Probably every rubber specialty used by 
the trade can be found in the complete as- 
sortment of the Canfield Rubber Co., Bridge- 

: port, Conn. Progress 
in the manufacture of 


such goods as_ the 
registered “Brlhack 
Rock,’ “Compo 
Black” “Redtex” 
and “Compo Red” 
has only been =  ac- 


-quired through years 
of experience coupled 
with most modern 
equipment. The goods 
of the Canfield Rub- 
ber Co. are claimed to 


have assumed a leading place in the indus- 
try. They solicit specifications and blue 
prints for special orders, on which estimates 
will be cheerfully given. Goods of any 
quality or color can also be made to speci- 
fications. An 80-pvage catalog showing many 
rubber specialties used by the plumbing and 
heating trades will be mailed interested 
readers who write for same mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


enc cone 


Barthel’s Furnace Burns 


Kerosene 


The ‘Barthel’ kesosene 
use such fuel without danger or trouble. 
Kerosene is said to be cheaper than gaso- 
line, therefore the 
“Barthel” furnace can 
be operated by less 


expense. Kerosene 
ean also be obtained 
anywhere. A hotter 
flame than gasoline, 


intensely blue, is se- 
cured, so the makers 
advise us. Superior 
construction marks the 
manufacture of the 
“ Barthel’ apparatus, 
the pump and burner 
being unusually well 
made. Simplicity, dur- 
ability and _ reliablity 
are the three foremost 
requirements of such 
tools, and the ‘‘Bar- 
thel” measures up to 
all. There is no coil, 
the burner can_ be 
taken apart easily and quickly. Absolute 
safety becomes the plumbers’ who use this 
tool. Write for illustrated catalog showing 
firepots, torches and soldering iron heaters to 
the Globe Gas Light Co., 25-27 Union street, 
Boston, Mass. Mention THE PLUMBERS’ 
TRADE JOURNAL. 


SE 


Accuracy, Speed and Economy in 
Bignall & Keeler Pipe Threed- 
ing Machines 


threading tools of today—efficiency, accu- 
racy and economy. These and many others 
have been incorporated in the Bignall & 
Keeler line. Bignall & Keeler machines are 
built for the wear and tear of continuous 
service. We show one of the most popular 
sizes here. It is better to have a machine 


furnace will | 


Three essentials are required of the pipe- 
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which handles larger as well as smaller 
sizes of pipe since the time cannot be fore- 
seen when the contractor may be called 
to execute some particular work which a 
machine of smaller capacity could not han- 
dle, and which would probably have to be 
supplied from outside. Bignall & Keeler 
machines are giving most reliable results in 
shops, large and small, everywhere. They 
are made for belt drive or direct motor 
driven. Parts subject to wear are large and 
provision is made for adjustment when 
necessary. 


Short or long pieces of pipe can 


be threaded without trouble, the die heads 
sliding close to the chuck. An oil pump 
discharges oil directly on the chasers where 
most needed. Many other points of supe- 
riority are expounded in the Bignall & Keeler 
Mfg. Co.’s latest catalog. Address them at 
Edwardsville, Ill., mentioning THE PLUMB- 
ERS’ TRADE JOURNAL, and catalog will be 
forthcoming by next mail. 
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Eliminates all Tank Troubles 


The Flushovalve is the logical solution of 
the requirements for closet flushing appara- 
tus, substantial, practical, simple and smal 
in size. Instead of a big, bulky, noisy flush 
tank, the closet may now have an attractive 
little valve of different types, lever or pust 
button’ as preferred, directly connected with 
the water suppky, obviating all ball cocks 
and trappy parts. The Flushovalve is vir 
tually a meter, adjustable to any amount 01 
water and all regulating of the flush can be 
accomplished without taking apart. These 
valves are guaranteed to operate satisfac: 
torily under pressure, varying from 10 t 
150 lbs., and are furnished with 114” inlet: 
for closets and %” for urinals. Flushovalve: 


are easily adjusted and are readily accessibl 
for repairs. This is rarely necessary, how 
ever, even under most unusual services. The: 
have the endorsement of the leading plumber 
and architects and have been installed i 
many of the largest and most up-to-dat 
buildings. Write for booklet giving full in 
formation, including roughing-in measure 
ments, and read the guaranteee of this con 
cern, Address the Flushovalve Co, 6 
Greenwich avenue, New York City, and men 
tion THE PLUMBERS’ TRADE JOURNAL. 
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Herbert Boilers Smoke 
Consumers 


Soft coal will give excellent service 1) 
a Herbert boiler because the general dé 
sign is so different and improved that gas¢ 
must traverse the smoke passages severd 
times before reaching the flue, with the iN 
sult that every possible unit of heat ! 
utilized and not wasted up the chimne} 
Herbert smokeless boilers are of the brick 
set type, wrought steel boiler and are gual 
anteed to withstand many times the pressul 
under which the ordinary cast iron poile 
would collapse. . Straight flues not onl 
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mean quick circulation but the boiler is 
easily cleaned and kept clean. The ratings 
of Herbert smoke consuming boilers include 
eapacities from 500 to 20,000 sq. ft. of ra- 
diation. They are easy to install, last as 
long as the building and contain every desir- 


able feature in construction. Full equipment 
such as gauges, cocks, etc., accompany each 


Herbert boiler. The manufacturers, the 
Herbert Boiler Co., Root and La Salle 
streets, Chicago, Ill., want live contractors 
to represent them in various territories. 
Write for particulars and mention THE 
PLUMBERS’ TRADE JOURNAL. 
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Specialties Made by the Frost 
Mfs. Co. 


First-class materials, expert workmanship 
and the lasting finish on the brass specialties 
made by the Frost Mfg. Co., Kenosha, Wis- 
consin, have made an impression on the 
trade which is most enviable. The makers 
have facilittes for turning out a most com- 
prehensive line of brass goods, including 
traps, connected wastes and overflows, sup- 
ply pipes, strainers, bathroom accessories, 


flush valves, ball cocks, trimmings for closet 
tanks and seats and rubber goods. ‘“‘Femco”’ 
on goods is the guarantee that the plumber 
is receiving as high grade fittings as it is 
possible to make and he need not have the 
slightest hesitancy in recommending them 
as such to his customers. Literature de- 
scribing the entire line will be sent to 
readers who address the Frost Mfg. Co., 
and mention THr PLUMBERS’ TRADE JOURNAL. 
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Metal Tiling Sanitary And Easily 
Applied 

Metal tiling possesses many features which 

make it the ideal finish for bathrooms, 


kitchens and other places where glazed por- 
celain tile was formerly used. ‘“No-Co-Do” 


steel tiling is proof against water, moisture 
vermin and germs and will never crack or 
loosen when properly erected. It is light in 
weight, reasonably flexible and can be cut 
easily with ordinary snips. The easy man- 


essential. 


ner in which No-Co-Do steel tiling can be 
applied makes it possible for the plumber 
to finish the bathroom while his men are on 
the job doing the roughing-in. The joints 
are invisible and the separate tile effect is 
produced by deeply impressed lines. ‘No- 
Co-Do” tiling can scareely be distinguished 
from real tiling and costs only one-fourth 
as much. It is the most inexpensive and 
sanitary finish when absolute cleanliness is 
It is secured with small nails to 
walls, ete., first sheathed with narrow, dry 
half-inch boards. Some of their customers 
are doing over a thousand feet per month, 
which covers quite a number of bathrooms. 
Write for book showing designs and other 
information to Northrup, Coburn & Dodge, 
40 Cherry street, New York City. Mention 
THE PLUMBERS’ TRADE JOURNAL. 
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“American Seal” Cements and 
Paints for the Plumber 


The plumbing or heating man who has en- 
countered trouble in his work due to unsatis- 
factory cements or paints, will find relief in 
the “American Seal’ products, manufactured 
by the Wm. Con- 
nors Paint Mfg. Co., 


. $$ 

iH il ji 
Troy, N. Y. Four eS i 
particularly popu- : 
lar compounds are 


the boiler and fur- 
nace front paints, 
white lead and 
putty, asbestos fur- 
nace cement and 
graphite steam joint cement. 
been made to formulas which have proven to 
be the exact compositions for the places in- 
tended. Any plumber who has used “Ameri- 
can Seal’ goods can vouch for the good re- 
sults obtained. These cements and paints 
do not dry up and break away from the sur- 
faces when set, but expand and contract 
equally with the iron itself; therefore, no 
leaks can develop after a job has been a 
short time in use. All “American Seal’ 
goods are prepared in a suitably sized pack- 
age and can be procured from almost any 
reputable dealer. Write for literature, and 
mention THE PLUMBERS’ TRADE JOURNAL. 
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“Kazoo” Tanks Enameled Inside 
ane out 


Many strong talking ,points are to be 
found in the “Kazoo” tank, famous product 
of the Enameled Tank Co., Kalamazoo, Mich. 
This tank is said to be the only tank in 
which all working parts are above water. 
The tube through which the ball cock supply 
enters is integral with the tank itself, being 
enameled after attaching, the overflow tube 
being likewise constructed. The ball cock 


can therefore be removed, even tnough the 
tank be full of water. No possible lodgment 
for sediment and mud is presented in the 
“Kazoo,” as the flush valve is level with the 
bottom of the tank. The tank itself is heavy 
ingot iron, porcelain enameled inside and 
outside, while the mechanism is simple and 
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SANITARY WHITE FINISHED METAL 


BATHROOM CABINETS 


Made up in a high class finish, four sizes, outside wall, 
and recess models, with glass knob, bevel French plate 
mirror and glass shelves. 
and will add greatly to the value of any building. 
very low. 


Ornamental, durable, sanitary 
Prices 


Sanitary White Enameled Metal Shelves 


Style C Shelf 


with folding brackets, for kitchens and bathrooms, with 
rod and hooks. tn 
Strong, Fire Proof, Neat. Made in different styles and 


sizes. 


Easy to fasten on any wall. 


The Master Slide 


Rule 


is the only rule in the World 


Is also very rapid for outside measuring. 


for taking inside measure- 
ments of door-frames, ete. 
Can be extended and closed instantly. On receipt 


of 15c per foot, 4, 5 or 6 foot rule will be mailed prepaid, 


Send for descriptions and particulars. 


DAHL MFG. CO. 


A Valve 


Accomplished at Last! 


Closet Combination that will 


Larze profit to agents. 


1-F-East 42nd St., New York 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning 
Looks Good Is Good 
Drawn Lead, not Cast 
EAM SAVE Ye” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer, 


100 Schermerhorn St. BROOKLYN, N. Y, 


operate successfully regardless of the 


size of Water 


Supply or Pressure. 


Large Pipes No Longer Required 


With the 


The Watrous Co. 


(NOT INC.) 


1675 Fisher Bldg. 


New Watrous 
Automatic Duojet 
Valve Closet 


Can be set to operate at 
any pressure from 15 Ibs. 
up, producing a positive 
measured flush and refill. 


Quiet in action. Especi- 
ally adapted for residence 
use as a substitute for the 
low-down closet. 


Write for further details 


Chicago, IIL. 
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Galvanized Iron 
Refrigerator Drain Traps 


Two sizes, 8 and 10 inch 


Threaded 1% inch iron pipe opening 


Pipe Hangers, Drum Traps, Etc. 


Write for prices 


RIVERSIDE FOUNDRY CO. 


Kalamazoo, Mich. 


RUNNING WATER 


protection, Turn any faucet and compressed S 
airinstantly forces the water from the well, 
spring or cistern. Everything simple, re- 
liable, economical. The trade mark ‘‘Paul”’ 
guarantees this, Write for catalog No. 2024. 


FORT WAYNE ENGINEERING & MFG. CO, 


Clear Fresh Sparkling 


Put a Paul Non-Storage System of Water Supply in your home 
and have running water for the house, baru, garage and fire 


CAUD 


Fort Wayne, Ind.. U.S. A, 


ROLL RIM BROWN 
WASH TRAYS 


MANUFACTURED BY 
CHARLES GRAHAM 


CHEMICAL 
POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue. BROOKLYN, N. Y. 


TEST BY 
SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


(PATENTED) 


The Triplex Test Apparatus 


Tests old work or new 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and 
Leading Master Plumbers. 
Mechanic’s time saved soon pays 
for apparatus. 
So simple any one can use it. 

FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 


Starbuck & Son, Hartford, Conn.; 
M. Glauber & Co., New York. 
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durable and most accessible. ‘‘Kazoo” tanks 
are furnished with china lever handle, con- 
forming to the exterior finish and have the 
celebrated adjustable wall hanger. Write 
for catalog and mention THE PLUMBERS’ 
TRADE JOURNAL. 
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A Self-Cleaning Filter 


The “Duplex” filter cleans itself every time 
it is used and therefore is always sweet, pure 
and hygienic. The cleaning does not depend 
yn the servant or anyone else. The mechan- 
ical device (internal) is such that its action 
's automatic, and every time the handle is 
turned it directs the water through the filter 
in the opposite direction from the previous 
running. Other filters store up and propa- 
gate the microbes, but they are not allowed 
to remain in the ‘‘Duplex’’ filter. It is com- 


posed of white granulated quartz and pure 
carbon—(animal charcoal) held in place by 
four silver-plated screens; the holes in the 
screens are 30-1000 of an inch each. The 
entire combination is pressed into a solid 
block by a screw press, 2,000 pounds to the 
square inch. Carbon and silver never cor- 
rode; always, sweet, pure and wholesome. 
Plumbers should write for literature to the 
Duplex Filter Company, 1547 Broadway, 
New York, and mention THE PLUMBERS’ 
TRADE JOURNAL, This company makes a 
very liberal proposition to plumbers. 


See 


“Beaver” Square-End Pipe 
Cutters 


“This cutter, the square-end Beaver No. 
5, which cuts from % to 2-inch pipe, is one 
of the finest tools ever put on the market.” 
So writes Joseph L. Runkle, mas- 
ter plumber of Bellefontaine, Pa., 
to the Borden Company, of War- 
ren, Ohio, about their new pipe 
cutter. This cutter will sever any 
pipe, whether steel or iron, per- 
fectly clean and without a burr. 
Full opening of the pipe is ob- 
tained instead of a contracted 
area, which is the result of using 
wheel cutters. The Beaver 
square-end cutter is a strong, 
durable and practical tool, good 
BR} for 365 days’ service a year. 
‘| Lhe number of fine testimonials 
syui|| which have come from the trade 

| using these tools, they tell us, 
is most gratifying. The makers 
believe that the combination of 
their new pipe cutter and the 
‘| famous ‘Beaver’ die stocks is 
the final word in pipe threading 
devices. ‘‘Beaver’ die stocks are 
made in a number of sizes, easy 
threading and quickness being 
two important features, which 
mean much to the busy plumber. 
Write them for latest catalog, 
threading tools, and mention 
THE PLUMRERS’ TRADE JOURNAL. 
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Scaife’s Welded Tanks 


Welded tanks possess many advantages 
over riveted tanks. A tank with a single- 
riveted seam has only about 50% of the orig- 
inal strength of the material, and a double- 
riveted seam about 70%. Wm. B. Scaife & 
Sons Co. tells us that @ven with the most 
careful construction and calking, it is prac- 
tically impossible to make riveted tanks ab- 
solutely air or gas-tight under high pressures. 
In a galvanized riveted tank, a very slight 
amount of rough handling will usually erack 
the brittle galvanized surface around the 
rivet holes and start leaks at these places. 
Wm. B. Scaife & Sons Co., Pittsburg, Pa., 


claim that their special process of oxy-acety- 
lene welding, combined with the vast manu- 
facturing facilities and long experience of 
this company in the construction of high 
pressure and storage tanks, enables them to 


_ Ww.B.ScaIre & Sons Go. 


PITTSBURGH, PA. 


WELDED TANK 


supply welded tanks of every conceivable 
shape, dimension or thickness of material. 
Write for specifications showing all sizes, 
and mention THE PLUMBERS’ TRADE JOURNAL. 
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A Tight Joint Around Pipes at 
the Roof Line 


The quickest and surest way to make a 
tight joint around a soil pipe or vent pipe is 
to use an adjustable flange. The Davis- 
Watson roof flange is adjustable to any roof 
angle or even a flat roof. The base is 
stamped of heavy sheet copper without a 
seam to leak, and does not require soldering. 
Two styles for cold caulking or hot caulk- 
ing and three sizes for standard or extra 


Approved by the Philadelphia Board of Health 


Low Down Combination made to he 


used with er without a pit under them. | 


SAME PRICE 


The “IXL” Anti-Freezing Closet can be in- 
stalled very quickly, it is simple, not compli- 
cated, nothing inside of tank but the stand- 
pipe; gives no trouble, is cheaper, infringes 


no patents. Can as much be said for others? — 


THAT’S ALL 
A Few of Our Specialties 


“IXL” Sewage Ejectors, 
Water Lifts, Water Systems, Anti-Freezing 
Closets, Belt or Electric Driven Air Com- 
pressors, Beer Pumps, Factory or Mill Clos- 
ets, Seat Action Closets High and Low Down, - 
Pull Combinations High and Low Down, 
Automatic Syphon Tanks 1% to 2% Syphon, 
Urinal Sprays, Compound Air and Water Re- 
gulators, High Tank Anti-Freezing Combin- 
ations Air and Water Regulators, Hopper 
Valves, (Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, Valve 
Rests, Air Chambers. | 
We guarantee them in every respect. 
Send for Catalogue 


‘“1xL’? PUMP & MFG. CO 
PATENTEES ano MAKERS 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


heavy soil pipe adapt the Davis-Watson to a 
number of uses. To slip it over the pipe and 
caulk down a lead ring is the only operation 
necessary to complete the job. This saving 
of time will permit a half dozen pipes to be 
flashed in the same period required for mak- 
ing the old-fashioned sheet lead flange. The 
Davis-Watson Mfg. Co. claim it to be the 
perfect adjustable flashing and will send cat- 
alogs to the trade who write them at 9-11 
Foundry street, Nashau, N. H. Kindly men- 
tion THE PLUMBERS’ TRADE JOURNAL. 
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Nickel-Plated Bathroom Fixtures 
of Superior Quality 

The ‘“Wilwear” bathroom fixtures made by 
the Novelty Mfg. Co., Waterbury, Conn., are 
manufactured of heavy brass, first-class 
workmanship and lasting finish that make 
them suitable for any installation where ele- 
gance and durability are essential. ‘“‘Wil- 


i 
wear’ goods are offered to the trade as arti- 
cles of unusual merit, far above the ordinary 


run of such goods. For instance, in this line 
will be found towel bars, rack, sponge, cup 
and brush holders, shelves and mirrors, each 
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Positively stop all leaks 
of steam, water, fire or oil; 
in iron, steel or corcrete. 

They are easy to apply, 
harden quickly and make 
permanent repairs; proved 
by years in use. 


New 104 page illustrated instruction 
book No. 12 free 


SMOOTH-ON 
Manufacturing Co. 
JERSEY CITY, N. J. 


231 N. Jefferson St. 
CHICAGO 


é 


36 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
E. C. 
LONDON 


The Improved “IXL” Anti-Freezing | 


Cellar Drainers, < 


H-ON 


BEMENTS 


1912 


29HOEMBER 1ST, 


Regeeney Yoty S, 
Game Gauge . ck : 


The Ohio ‘Baw Co 
Mansfield, oO io 


LA WLESS FORCE PUMP 


For Water Mains 


clears obstructions where others fail. 
If your jobber does not keep them write to 


Newark Brass Works, Newark, N. J. 


FOR THE 


FREE ASKING 


STARBUCK’S 
1913” 


POCKET CATALOC 
OF PLUMBERS’ TOOLS 


Every Tool a Plumber Uses 
Lots of New Tools 


STARBUCK'sS 


"1913" 


PUBLICATION CATALOQC 
24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
AND HEATING 

ESTIMATE BOOKS TIME CARDS, 

CONTRACT FORMS, ETC. 
Both Catalogs Just Published 


R.M, Starbuck & Sons, 
Asylum St, Hartford, Conn. 


Always Etim phs 


Hundreds and hendreds of 
public tests have failed to 
‘get anything on’’ the 


The McAuliffe 
Non-Siphoning 
Trap 
It has never been 

siphoned. 


Note the deep 


seal and very 
large water 
body. See how 
it is made? 
Reason it out 
for yourself. 
You can only 
fet one con- 
clusion—the 
McAuliffe is IT. 
Send for par- 
ticulars. 


McAuliffe Non- Siphoning Trap Co. 


51-53 Pearl St,. Chelsea, Mass. 


MSAULIFFE’s 
PATENT 


representing the most up-tu-date and attract- 
ive designs. The fact the ‘“‘Wilwear’” bath- 
room fittings are specified by particular 
architects and plumbers for the largest and 
most exclusive installations, is sufficient rea- 
son for their being so popular. Furthermore, 
the makers back each piece with a binding 
guarantee that should receive the attention 
of every plumber. Catalog ‘“‘P” will be sent 
upon request if you mention THE PLUMBERS’ 
TRADE JOURNAL. It is well worth your 
perusal. 


tee 
A New Hoffman Heater 


If you use gas water heaters, we feel sure 
you will be interested in the one shown in 
this column. This is something new and 
original, built on -scientific principles and 
entirely different from any other heater on 
the market, used as a house heater for 
either hot water or steam radiation. 


There is nothing to equal it,” for. it. “is 
claimed to be the only multicoil heater that 
can be used successfully on steam radia- 
tion. It has proven to give the highest effi- 
ciency and even circulation. 

Note the construction of this heater. The 
large brass manifold directly in the heat 
zone adds greatly to the already large 
amount of copper coil heating surface. These 


manifolds have a by-pass between them, 
passing through the center of the cluster of 
coils which aids the circulation in such a 
manner that it circulates as freely on a low 
temperature as on a high degree of tempera- 
ture. This has overcome one of the greatest 
difficulties that has faced the heating men of 
this country for years. Write the Hoffman 
Heater Company, of Lorain, Ohio, for litera- 
ture and full information concerning their 
line. Mention THE PLUMBERS’ TRADE JouR- 
NAL, 


fee eee ee ee 
New Pattern Base and Grate in 
Gorton Side-Feed Boilers 


Among the attractive features of the new 
line of Gorton side-feed boilers, as made by 
the Gorton & Lidgerwood Company, 96 Lib- 
erty street, New York City, is the new pat- 
tern base and grate shown in the cuts on this 
page. In this new pattern base, the grate 


bars are set in the fingered ring, and the 
shaking attachment is on the front of the 
base. On the inside of the base there are 
two shelves, one on each side, which support 
the grate and also form a track for the 


Srate to slide on when taking it out or put- 
ting it in place. The grate is of the rock- 
ing and dumping type, and in combination 
with the fingered ring, has more air space 
than can be had in any other style or type 
of grate. 

In order to dump the grate it is only neces- 
sary to throw over the “catch” and press 
down the shaking lever. This tips up the 
bars and dumps the fire. Then, by bringing 
up the lever the bars are brought back intc 
position. 

The fingered 
drawn through 


allows the air to be 
thus keeping 


ring 


it to the fire, 


up a bright, sharp fire long after the grate 
is covered with ashes, so that the grate does 
not require shaking or cleaning only morning 
and night. 

A new grate can easily be put in the boiler 
by unbolting the front ashpit frame, which 
will allow the old grate to be taken out and 
a new one to be put in its place. The con- 
venience of such an arrangement will readily 
be appreciated by all who sell or use house- 
heating boilers. The new line of Gorton side- 
feed boilers is made in thirty-four sizes, 
ranging in capacity from 390 to 6,000 square 
feet for steam, and 600 to 9,800 square feet 
for hot water. 

Illustrated catalog and price list will be 
sent readers of THE PLUMBERS’ TRADE JOUR- 
NAL by the Gorton & Lidgerwood Co. on 
request. 
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“Volunteer” Heating Boilers Have 
Trade’s O. K. 


The ‘Volunteer” 
show herewith, 


boilers, cut of which we 
are the result of half a cen- 
tury in designing and constructing heating 
boilers. This is the record behind the pro- 
ducts of the Wm. H. Page Boiler Co., New 
York City. The joints between the sections 
of “Volunteer” boilers are made with extra 
heavy threaded nipples which, it is said, can- 
not leak, and there are no bolts or packings 
required. Many salient features as embodied 
in this popular type are large ashpit, circular, 
revolving grate, and larger grates are sup- 
ported under the middle to prevent warping. 
Especial attention is called to the ease of 


removing or 


replacing the grate. 
pot is also worthy of special mention. 


The fire- 
The 
interior, besides being very deep, insuring 
steady fire, is lined with hundreds of points, 
which break up the edges of the fire and give 
tremendous heating area. Core openings are 
provided for domestic water heating coils. 
Ease of cleaning has not been neglected, 
either, large doors in the casings being pro- 
vided for this purpose. All surfaces are 
readily revealed for inspection, an essential 
feature for economy. Further particulars of 
the Page boilers are given in a fine catalog, 
copies of which will be sent to the trade who 
mention THE PLUMBERS’ TRADE JOURNAL. 


Herschler 
Faultless 


Ball Cock 


Has a plunger 
that lime, mud 
or sand _ has 
no effect on. 

This is abso- 


lutely guaran- 


teed. 
Full  particu- 
lars for the 
asking, 


Manufactured by 


A. D. Herschler, 
Ashland, Ohio 


DELAWARE 422. 
HUDSON CO. 


ADVANTAGES 
OF AN 
INDUSTRIAL LOCATION 


This railroad extends from the eoal fields 
of Pennsylvania to connections with all 
the great railroads of Canada and the 
Eastern trunk lines; provides a fast 
freight service to the East, West, North 
and South, and parallels the upper Hud- 
son River, also the new two-thousand 
ton barge canal connecting the river with 
Lake Champlain, now being built by the 
state. An establishment located in this 
territory receives the benefit of cheap 
fuel, electric power and low freight rates, 

Its Industrial Department will aid in 
the establishment of industries, develop 
side track questions and give complete 
information. 

IRA H. SHOEMAKER 


ALBANY, N. Y. INDUSTRIAL AGENT 


Profit for Plumbers 


Inthis Lighting System 


Plumbers and Gasfitters 


are making large profits selling the 
Detroit Combination Gas Machine. There 
is a good profit on the Sale, and another 
profit on the Installation and the Gas 
Appliances. 

If you are not already selling this ma- 
chine,you should start at once.It makes-- 


Gas for Illuminating Gas for Ccoking 
Gas for Laundry purposes 


Gas for all other uses common to city 
coal gas at just as cheap or cheaper cost. 


The standard for over 40 
years. More than 15,000 
in use in Residences, 


OF combination 
D Gas Machine 
FOR ILLUMINATING AND COOKING - 


sor Stores, Factories, Churches, 
(ig Schools, Colleges and Hos- 


pitals. It will pay you to 
investigate. Write today for § 
complete information and 
dealers’ terms. 
Detroit Heating & Lighting Co. 
442 Wight St. Detroit, Michigan 


838 


Always on Duty 


Works While You 
Sleep 


Thoroughly 
Reliable 


Most Efficient 


Extremely Simple 


The Climax Automatic Cellar Drainer drains 
cellars, wheel pits, ete. Operated by water, 
steam or compressed air. Fully guaranteed. 


The C. M. Kemp Mfg. Co. 
BALTIMORE, MD. 


Also manufacturers of the famous Climax 
Testing Plugs, Longscrews, Ratchet Stocks 
and Plumber’s Specialties 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIE} 


Our trade should write the C. A. Dunham 
Co., Marshalltown, Iowa, for copies of their 
latest publication, called “Purchasers’ Guide.” 
This booklet may be 
profitably read by 
both owners and the 
heating fraternity, 
and illustrates’ the 
many merits of the 
Dunham heating de- 
vices. Handsomely 
printed in colors, this 
little trade-getter can 
not but help appeal 
to those seeking re- 
lief from the annoy- 
ances of faulty heat- 
ing work. The desir- 
able features of 


HOw TO CHOOSE 
THE VACUUM TRAP 
THAT 15 USED IN 
HEATING WORK 


Oe] 


POINTS TO LOOK FOR 
& POINTS To AVOID 


house heating plants 
are treated as 
well as the defects. 
Progressive fitters 
are already familiar 
with the Dunham 
specialties, and representative architects 


specify these where absolute satisfaction is 
required. Your copy will be forwarded upon 
request to the manufacturers, mentioning 
THE PLUMBERS’ TTADE JOURNAL. 

THE PLUMBERS’ TRADE JOURNAL has 
seldom reviewed so complete and carefully 


compiled a catalcg as that of the B. F. Biggs 
Pump Co., Lafayette, Ind. This concern, 
while originally makers of pumping appara- 
tus exclusively, now manufacture a full line 
of specialties for both the heating and 
plumbing trades. A. brief summary of the 
many classes of goods carried by this house 
and illustrated and described in their latest 
catalog includes pumping apparatus for domes- 
tic water systems, heating plants and pump- 
ing apparatus and combinations for water 
and air, hydraulic rams, water operated lifts, 
pneumatie systems, sewage pumps, tanks and 
receivers, stop boxes, cast iron soil pipe and 


fittings, screwed fittings, hangers, brass 
goods of every description for steam, water 
and gas, enameled iron fixtures, packings, 
fire protection specialties, tools, pumping en- 
gines, hot water heating specialties, radi- 
ators, lead materials, water heaters and 
many other goods. As this edition, which 
contains about 425 pages, is necessarily 
limited, requests for copies should be sent 


promptly, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 


A splendidly printed, 32-page catalog is 
being sent to the trade by the J. L. Mott 
Iron Works, Fifth avenue and Seventeenth 
street, New York 
City, which shows a 
varied and complete 
MOTT'S line of water heating 
PLUMBING apparatus. The title 


FIXTURES of st his} books 
~ . “Heaters for Water 


Supply,” and consid- 
erable space is de- 
voted to the Tobey, 
Security, Efficient 
and Economic steam 
heaters for water 
supply and the Sun- 
ray tank and iron heaters. Sketches and 
half-tone cuts show how these heaters may 
be installed and also some of the general 
uses to which they are adapted. High-grade 
shower goods, such as anti-scalding mixing 
valves and heaters are included. Storage 
tanks of all sizes are shown with specifica- 
tions. The J. L. Mott Iron Works will gladly 
send copies to those who mention THE 
PLUMBERS’ TRADE JOURNAL. 


HEATERS FOR 
WATER SUPPLY 


The “Story of a Triumphant Struggle for 
Practical Simplicity” is interestingly recount- 
ed in the two-color circular being sent to our 


TRADE PAMPHLETS AND CATALOGS SENT 
UPON REQUEST BY MENTIONING THE 
PLUMBERS’ TRADE JOURNAL 


trade by The Pittsburgh Heater Co., Pitts- 
burgh, Pa. Announcement is made in this 
literature of the ‘1913’ Pittsburgh, the in- 
stantaneous gas water heater having a triple 
control with a single valve seat. A number 
of the improvements which will be embcdied 
in the new models are said to represent the 
perfection in gas water heater design. This 
folder is of sufficient size to be hung in the 
plumbers’ showrooms and the reading matter 
is easily readable some distance away. Any- 
ene addressing the makers and mentioning 
Tur PLUMBERS’ TRADE JOURNAL will receive 
this and other literature. 


“Principles of Heating,’ a practical and 
cc mprehensive treatise on applied theory in 
heating, is now off the press and for sale at 
$2.00 the volume (prepaid) by The Plumb- 
eis’ Trade Journal Publishing Co., 45 W. 
34th street, New York City. This book, as 
the title indicates, is devoted to a complete 
discussion of problems encountered in every- 
day heating practice, and line-cut illustra- 
tions and charts further assist the heating 
man. An unusual amount of space has been 
given t) the discussion of vacuum and vapor 
heating. The application of the heat unit in 
heating is also touched upon. Wm. G. Snow, 
the author, has been assisted by numerous 
cther writers in compiling this work. Each 
subject is grouped and so indexed as to be 
easily found, and engineers and heating men 
find valuable data in its pages. Remittance 
should be made by post-office or express 
money oider, payable to The Plumbers’ 
Trade Journal Pub. Co. 


The Beler Water Heater Company, of 
Pittsburgh, Pa., have recently distributed 
their latest literature in the shape of a 36- 
page catalog. This 
| is given over entire- 
ly to the Beler auto- 
| matic water heaters, 
} multi-coil storage 
heaters, storage sys- 
tems and house heat- 
ers. An _ interesting 
description of the 
process of develop- 
ment of the “Beler’’ 
water heaters, as 
shown in the pages, 
demonstrates_ the 
wonderful improve- 
ments and efficiency 
which ‘have characterized this well-known 
line. Attention is called to the unconditional 
guarantee covering ‘“‘Beler’’ heaters. A num- 
ber of drawings show installations of this 
apparatus, and the latter pages are given to 
reproducing testimonial letters from numer- 
ous satisfied users. In writing for duplicates 
of this catalog kindly mention THE PLUMB: 
ERS’ TRADE JOURNAL. 


The Smooth-On Mfg. Co. have just issued 
a new edition of their “Smooth-On Iron Ce- 
ment Book No. 7.’”’ Smooth-On iron cement 
No. 7 is a hydraulic, chemical iron cement, 
prepared and sold in powdered form and 
used for waterproofing, stopping leaks of con- 
crete, hardening concrete and for bonding 
concrete to concrete and brick to brick or any 
porous substances. 

The new instruction book is illustrated, the 
illustrations showing a few of the many ways 
in which this cement has been used and the 
results obtained. It will prove valuable and 
interesting reading to anyone troubled with 
concrete leaks or the hardening of concrete. 
A copy will be sent free of charge to anyone 
sending their name and address to the 
Smooth-On Mfg. Co., Jersey City, N. J., and 
mentioning THE PLUMBERS’ TRADE JOURNAL. 

Other literature describing ‘“‘Smooth-On” 
cements for iron will be sent if requested. 
The repairing of cracked and defective cast- 
ings can be acomplished so that they will be 
equal in many cases to the original piece. 


Are You 
Getting 
Your Share? 


You and IJ, Mr. Plumber, are 
in business for profit and we 
welcome any legitimate way of — 
securing the “long green” 
Here’s a common sense appeal 
to your business judgment about 
automatic water heaters, par- 
ticularly— 


RUUDS 


You have seen the growth of 
this industry. You know people 
now want the same perfection 
in hot water service that they 
demand in other household con- 
veniences. Are you stimulating 
this demand? Are you paving 
the way for future sales and 
profit or is hustling Bill Jones 
down the street getting the 
business? 


Take for example the Ruud 
Cottage Water heater. Here’sa 
medium priced automatic heater 
identically the same as the large 
standard Ruud, differing only 
in capacity. 


RUUD 
Cottage Water Heater 


Two sizes 1% and2% gals.per minute 
Installed on floor or wall brackets 


It offers unusual selling posst- — 
bilities. The dentist, druggist, 
baker, candy maker, flat dweller 
or any fellow who wants pure 
ever-ready hot water is a pros- 
pect. : 

Be the progressive plumber in 
your neighborhood. Sell the 
Ruud line—a heater for every 
purse—for every purpose. Have 
a supy.ly of Ruud Literature on 
hand. 


It costs only a postal—write 
today. 


Ruud Manufacturing 
Company 


PITTSBURGH, PA. 
All Large Cities 


DECEMBER 18ST, 1912 
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FLOWERY COMPLIMENTS 


Mrs. PIGHEAD—I was looking about Mme. 
joakem’s millinery parlors today .and I saw 
he sweetest thing. 

Mr. PIGHEAD (a wise one/—You must have 
en looking in a mirror. 

oe 0 2 


NOT NEAR HIS HEART 


PLUMBER’S DAUGHTER—Papa, you should 
jot have kicked Reginald last night. You 
woke the poor fellow’s heart. 

MASTER PLUMBER—I didn’t come anywhere 
lear his heart. 


—=} e+e 
PLENTY OF ROOM 


MASTER PLUMBER (on vacation, who has 
ust missed a shot)—Extraordinary ! Wouldn’t 
ave believed such a thing possible. 

His Guipe—Well, well, a bear’s a varra 
eer beastie. There’s a deal o’ room round 
bout a bear. 


—| e+e Se 
NOT LIKE MOTHER USED TO MAKE 
“These doughnuts?” complained the newly 
narried journeyman. 
“What's the matter with them?’ demanded 
is better half. 
“T think their inner tubes are punctured.” 


—> 0+ 0 


HOW HE DID IT 


BASHFUL GirL—How did you come to pro- 
ose to me? 

YounG JouRNEYMAN — By 
arling. 


street car, 


hots Se 
ENTIRELY DIFFERENT 


MASTER PLUMBER (angrily)—What did you 
1ean by telling me that coal merchant was 
anding out his stock gratis? 
BookKkrEPErR—I didn’t say that; I said he 
vas giving it a weigh. 
a A 
A SLAM ON FATHER 
“Yes,” said the rich Mr. Oakum earnestly ; 
but what convinces you that the duke loves 
ur daughter deeply and devotedly?” 
“The fact,” replied his wife, “that he is 
filling to accept you as a father-in-law.” 
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bla. BY THE PLUMBER-CARTOONIST 
[2Y DICK CLARKE 


HE PLumpers’ TRADE JOURNAL goes to 
press a little early this issue in order 
to convey to the anxious public the 

il account of this pending national calamity. 
We are very thankful that election is over, 
s it can readily be understood that had this 
currence taken place beforehand, it would 
ave seriously interfered with politics. 

Our progressive spirit has, as usual, placed 
3 in possession of the fullest details, which 
@ shall eonscientiously lay before our 
iends, even if extra publications are nec- 
‘Sary, 

Last night the editorial offices were called 
) and a frantic voice requested us to start 
t HANK’S residence in all haste. The 
sht staff of Tum PLumpers’ TRADE JOURNAL 


sprang for the doors, without even waiting 
to don hats or coats, such was our fear. 
Breathlessly arriving at the apartments of 
the Peerless Apprentice, we were ushered 
into the room occupied by our unfortunate 
friend, who lay upon the bed writhing in 
agony. The doctors had just arrived and 
were hastily examining the distinguished pa- 
tient. One of the first to express an opinion 
was the eminent Dr. Pilljammer, who diag- 
nosed the case as a_ severe attach of 
umphbab, at which news Mrs. Hank uttered 
a scream and fainted. When restored, she 
exclaimed, “Oh, how terrible! Poor, dear 
Hank.’ The medical men hastened to assure 
her that unless a complication of inflamma- 
tory boobitis set in, there was some hope. 
A stomach pump was lowered into the suf- 
ferer’s interior and the physicians called “all 
hands to the pump!” which action soon sep- 
arated the helper from his nourishment. <A 


TM DE GuY WHAT 
PUT DE DUCE IN 


ose 


quick examination was made and several odd 
shaped foreign bodies were brought to light. 
One of them dropped on a doctor’s foot, and 
with a gasp of pain, he picked it up. 
HANK’S wife recognized it immediately, and 
taking it in her hand said, with tears in her 
eyes, “Ah, it is one of those biscuits 1 made 
for supper three weeks ago—they were sc 
delicious !” 

“Hum!” said an old medical man. 
many did he eat, madam?” 

“A pan full, doctor. Oh, do you think they 
hurt him?” 

“Madam, did you cook for an _ ostrich 
farm?” asked the learned man. The agitated 
wife did not respond, but went into anothe1 
fainting spell, and the staff did not wait to 
see the finish, being in a hurry to return in 
time to go to press. 

We will see to it that our readers are sup- 
plied, from time to time, with bulletins con- 
cerning HANK’S indisposition, and beg of 
everyone to refrain from all worry, as we 
can assure you, one and all, that everything 
will come out right. 

The daffydil accompanying the HANK this 
issue is by Mr. M. M. K. Jr., Twin Oaks, 
Iowa, whom we thank for his contribution. 


“How 
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Satisfied Customers 
More Business 
Bigger Profits 


are the natural results of selling 


a The Halsey Thermostat Heat Regulator 


This is the regulator device you have been looking for. 
Simple; easy to install; has no clock or spring motor; no electric 
batteries or contacts—nothing to get out of order. 

Sold at less than half the price of any thermostat offering 
halfthe advantages. Guaranteed for ten years. 


HALF A MILLION HOME OWNERS 


are being told through their favorite publications about The 
Halsey Thermostat. This means business—which is sent to the 
trade, if the trade is ready to handle it. 


Do you want your share of this business? Then write today for our proposition, prices 


and advertising helps. 
W. W. HOGLE, 1211-1215 Filbert St.,Philadelphia, Pa. 


SALES 
MANAGER 


Sansealo Drains 


PLAIN AND WITH BACK 
WATER TRAPS 


They protect the occupant’s health and the 
owner’s pocket book. There is a good profit for 
the plumber. 


The outside or main part of drain is made of one 
heavy piece of iron, no joints to get loose and leak. 


The water seal is unusually large, and only the 
small amount of water on outside of bell is exposed 


SEND FOR CIRCULARS 
CRAMPTON-FARLEY BRASS CO. 


Kansas City, Mo. 


MAKE YOUR SPARE TIME EARN MONEY 


To EVERY PLUMBER who installs 
heating or water systems for the farmers, 


here is an opportunity to make some 
REAL PROFITS. 


NINE-TENTHS of al! the new houses 
erected by farmers nowadays are modern 
In every respect, including an up-to-date 


ACETYLENE LIGHTING SYSTEM 
SELLING ILLINOIS GENERA- 
TORS will not interfere with your re- 


gular work, in fact it just works hand in 
ie hand with your line. 


| Monmouth Acetylene Electric Mfg. Co. 


RERBIDE FRED 
Dept. “B” Monmouth, Ill. 


GENERATOR 


Some of the Prominent Advertisers | 


in these Columns use 


H. & D. CORRUGATED FIBRE BOXES 


For shipments of BATH ROOM FIX- 
TURES and BRASS GOODS, with 
handsome savings 

IN COST IN FREIGHT 

IN STORAGE ROOM 

IN HANDLING IN PACKING 

H. & D. Boxes please the cus- 


tomer by their Convenience and Clean- 
liness, and they are covered with 


FREE SPACE 


for advertising. Write us and let us refer 


you to our SATISFIED CUSTOMERS 


THE HINDE & DAUCH PAPER CO. Sandusky, 0. 


Canadian Trade Address Toronto, Canada 


840 


BALL COCK CUPS 
BIBB WASHERS 


Packings of Every Description 
For the Plumbing Trade 


HYDRANT LEATHERS 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL. 


Auburn Leather Goods Co. 
Auburn, N. Y. 


The HOTTEST Blast in the 
QUICKEST Time From 


G. Barthel’s Famous 


Kerosene Furnace 


Gasoline. Kerosene and Al- 
cohol Blow Torches. with G. 
Barthel’s name on same 
Means the_ best in_ blow 
torches. You, Mr. Dealer, 
should carry them. 


Globe Gas Light Co. 


Distributors 
21-27 Union Street 
Boston, Mass. 


Roberts Water Filters 


The filter 

with a re- 
putation. 

It does its 

work and ‘ 
pleases the Jean 
customer. 


No come- 
backs. 


When you 
have a job 
requiring 
a filter of 
any size, 

remember 
the name 
ROBERTS 

and write 


Mm 


il 
INN 
| puss 


Roberts Filter Mfg.Co. 


DARBY, PHILADELPHIA, PA. 
Louis Wheelwright & Bro. 
Sales Agents 


Flatiron Bldg. 


New York 
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The Continental Filter : 
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The New York Continental 


Jewell Filtration Company, 
15 Broad St., New York 
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THE PLUMBERS I'RADE JOURNAL, STEAM AND HOT WATER FITTERS RUVIE 


PicAieedg ie hee 
Among the Plumbers and 
ie Gas Fitters 


6 F906 F< 96 FISD 


Dick O’Hara, Columbus Grove, Ohio, re- 
ports that he is so busy that he just has to 


steal time to read THE PLUMBERS’ TRADE 
JOURNAL. 
“H. L. Gottesburen, of 701-703 N. 6th 


street, Kansas City, Kan., besides being busy 
in the plumbing line, is the patentee of an 
ice-shoe for horses. 


Cc. J. Meyer of Meyer Bros., 163 East 
1ith street, Erie, Pa., became a _ benedict 
on June 5th and is now on an extended 
tour with his wife. 


Schneck Bros., of Huntingburg, Ind., re- 
port a very busy season. They are install- 
ing plumbing and heating in the residence 
of Mrs. Wm. Roetger of that city. 


E. B. Hughes, of Gooding, Idaho, has the 
$10,000 contract for the plumbing and heat- 
ing of the Gooding High School and also a 
large school building at Dietrich, Idaho. 


Thomas O. May, Washington, D. C., re- 
ports business as being very good at this 
time with him, his latest contract being a 
row of houses on Gresham street, northwest. 


The Byrne-Powers Plumbing Co., 813 
Francis street, St. Joseph, Mo., is composed 
of E. J. Byrne and S. H. Powers. This firm 
has all the business they can attend to and 
at present have numerous contracts for alter- 
ations and private dwellings on hand. 


THE PLUMBERS’ TRADE JOURNAL is pleased 
to hear that H. C. Holden, who formerly 
conducted a plumbing establishment in 
Council Bluffs, Iowa, has been appointed 
chief engineer of the Citizens’ Gas Works of 
Council Bluffs. We extend to him our con- 
gratulations. 


Although only fifteen months in business 
in Chilloclothe, Mo., the Klein Plumbing & 
Heating Co. have had a large force of men 
busy on new and old work. They have sev- 
eral nice large contracts which will carry 
them on till late this fall, even doing work 
as far as Saint Joseph. Manager Klein 
states that next year will even be a better 
year than this one. 


Kramer & Hall of 110 E. 16th street, Wil- 
mington, Del., is the concern that owns R. 
W. Kramer, the active secretary of the 
local association. They are said to be 
among the very active business houses, do- 
ing a large and lucrative trade. The local 
is surely fortunate in having a secretary of 
Mr. Kramer’s ability and willingness; and 
as a member of the committee at the shad 
bake no service was too hard or trying 
for him. He was on the job during every 
minute of the day. 


The Turner Company, San Francisco, Cal., 
has been awarded the contracts by the 
Sierra Investment Company for the instal- 
lation of the plumbing, steam heating and 


hot water supply system for a building be- 
ing 


erected at Brady and Market streets. 


I Late Patents Issued te Our Trade E1 


e795 2G eee 
New Shops and Business 
G Changcs 
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A. B. Hum, Detroit, Mich., has engaged in 
the plumbing business on Hastings street. 

David M. Peters has engaged in the plumb- 
ing business at Decatur, Ill. He is located at 
622 East Wood street. 


ish, ise Schaefer, of Watessing, N. J., has 
opened a shop at 16 Moulter street, that city, 
and desires manufacturers and jobbers to 
send catalogs. 


Ensslen & Worrall have just started in the 
plumbing business at 1648 N. 26th street, 
Philadelphia, Pa. They desire trade litera- 
ture and prices. 

V. S. Rittenhouse, Inc., formerly located at 
569 Columbus avenue, Manhattan, New York 
City, have removed to more commodious 
quarters at 240 E. 59th street. 


Moving from his former shop at 826-28 
Franklin street, Reading, Pa., John Drexel 
now occupies handsome and roomy new 
quarters at 230 S. 18th street. 


E. Berryman, Los Angeles, Cal., has re- 
moved from 38848 Normandie avenue and 
joined the concern now known as the Berry- 
man-McCay Co., 1282 W. 39th street. 


J. V. Pardee, of Kansas City, Mo., is quar- 
tered in his new establishment at 3921 Main 
street. He found his old shop at 3938 Main 
street too small for his growing business. 

E. Simpson, plumbing and heating con- 
tractor of 448 N. 60th street, Philadelphia, 
announces his removal to the above address. 
He is very busy on alterations and new work 


Phil Unrath, who for the past seventeen 
years has been in the plumbing business in 
Iowa City, Iowa, has disposed of his busi- 
ness to White & Shea and gone into the 
grocery business. 

An enterprising and progressive firm has 
been started, under the name Cooper & 
Evens, Rochester, N. Y. So far business has 
been satisfactory ; in fact, they have had just 
about all they could handle. 


Herman Spector, a busy Philadelphia 
plumber, has moved to more roomy quarters 
at 1719 S. 4th street. Formerly Mr. Spector 
was located at1002 S. 3rd street. He reports 
that he has plenty of work. 


Clarence Petitt, for many years a resident 
of Grangeville, Idaho, has opened a plumb- 
ing shop at Stiter, Idaho. Mr. Petitt would 
be pleased to receive any literature pertain- 
ing to the plumbing and heating lines. 

Quest & Smith of Waterloo, Iowa, who 
built a new shop last Spring have grown 
so fast that they find it only half large 
enough and have bought another lot on 5th 
street and expect to build a shop 40 x 1238. 


Leopold Krieg, who conducts a plumbing 
shop at 219 Division street, Burlington, 
Iowa, is putting up a new building at 212 
South 3d_ street. When completed the 
building, which is 22 x 108, will be used by 
Mr. Krieg as a plumbing shop. 


1,032,695. GAS - FURNACE. GEORGE H. 
MINIER and THADDEUS LOWE, South Pasa- 
dena, Cal. Filed Aug. 27, 1910. Serial 
No. 579,331. (Cl. 126—16.) 

1,032,706. FAUCET. Levi L. 
ton, Mass. Filed Oct. 18, 
No. 587,721. (Cl. 187—4.) 

1,033,016. VACUUM CLEANING - TOOL. 
JoHN T. Hopr, Kansas City, Mo. Filed 
Mar. 29, 1909. Serial No. 486,482. (Cl. 
15—60.) 

1,032,495. SOOT- BLOWER FOR STEAM - 
BOILERS. Warren H. Nutter, St. Louis, 
Mo. Filed Jan. 22, 1912. Serial No. 
672,727. (Cl. 122—391.) 

1,032,898. CLAMPING - JACK. 
Lee GRANT, Norfolk, Nebr. 
22, 1912. Serial No. 692,491. 
—91.) 

1,033,174. PRESSURE REDUCING AND 
REGULATING VALVE. WILLIAM HocH- 
FELDT, Chicago, Ill, assignor to Safety 


Rowe, Bos- 
1910. Serial 


WILLIAM 
Filed Apr, 
(Kolbe ale 


Equipment Manufacturing Company, Chi- 
cago, Ill., a Corporation of Illinois. Filed 
Feb. 27, 1911. Serial No. 611,223. (Cl. 
50—35.) 

1,032,521. FLOAT - VALVE. FRIEDRICH 
GEORG WANGELIN, Dresden, Germany 
Filed Nov. 27, 1909. Serial No. 530,114. 
(Cl. 187—104.) 

1,033,610. WATER-METER. Lewis Hat- 
LocK NAsH, South Norwalk, Conn. Filed 
Jan. 5, 1910. Serial No. 536,526. (Cl. 
73—167.) 


1,033,112. SOLDERING-IRON HOLDER. 
JOSEPH L. MaAyuHrw, Oak Bluffs, Mass. 


Filed Mar. 19, 1912. Serial No. 684,863. 
(Cl. 126—239.) i 
1,083,089. MACHINE FOR COMPRESSING 


SHEET-METAL SCRAPS. JoHN DuNN, 
Streator, Ill., assignor to The Vulcan De- 


tinning Company, New York, N. Y., a 
Corporation of New Jersey.. Filed Dec. 4, 
1909. Serial No. 531,350. (Cl. 78—42.) 


OURS DO! 
DO YOURS 

Do your customer 
boost for you? The; 
should if you pleas 
them. It’s humar 
nature. They di 
boost for 

GILT EDGE 
Dealers and they 
willfor you. Eacl 
sale means more ad 
vertising— advertis 
ing of the highes 
kind: the kind you 
ean’t buy--the re 
commendation of ; 
pleased user. 
This is the GIL7 
EDGE way. Try i 
tbis year. Get ou 
catalogue and pro: 
position. 


R. J. Schwab & Sons Co. 
289 Clinton Street, - - Milwaukee, Wis. 


NO. 1 TIP TOP 
VENT GAP 


bi 


Patent applied for 
Is uniqu? in construction, easy in 
adjustment and a sticker when 
rightly placed. 
For Sale by your Jobber 


Miller Foundry & Specialty Co. 


No. Tonawanda, N. Y. 


BOSTON 


“ADJUSTABLE 


BRACKETS 


For sinks and trays 
Send for price list | 
JOSEPH H. YOUNG CO., 
Boston, Mass. 
Full line of Plumbers’ Suppl: 


THE KELLY 
WATER-CLOSET 


(With accessible valve over top of 
earthenware) 


Will Satisfy Your 
Customers’ Every 
Requirement 


It is absolute and efficient in action, 

It is a water-saver. 

It will prove a money-maker for you. 

Every closet guaranteed for ten years 
and will work from 15 to 20 years with- 
out repairs. h 

Few concerns can conscien- 
tiously make a claim like this. 

Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th COURT 
CHICAGO 


Drills, tells how. Many 
#ta sizes; traction and porta: 
ble. Easy terms. These ma: 
chines make good any: 
where. 
Keystone Artesian Drill Co. 
Beaver Falls, Pa. 


“Send for circular. 
J. H. GRIFFIN 
506 W. 26th St.. New York City 
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By The Plumbers’ Trade Journal Publishing Company 


= 


Association Photographed on the Occasion of the Opening 
of Their Handsome New Home, November 26, 1912 


Board of Directors of the San Francisco Master Plumbers 
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Plumbing and Heating 
: _ Springs, Ark., and Plumbing 
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OT SPRINGS, Ark., is the Mecca of 
the pleasure and health seeker, 
and is a city which nature has en- 

dowed with unlimited and unexcelled 
natural resources, therefore it is not sur- 
prising that it has been selected as the 
place to build one of the most elaborate 
and best equipped bath houses in the 
country. 

This bath house is known as the Maur- 
ice Baths and was designed by Architect 
George Gleim, Jr., of New York City, and 
for elaborate construction, sanitary and 
heating equipment is unsurpassed. It is 
located on Central avenue and adjoins the 
entrance to the United States Reservation. 
It was opened on New Years’ Eve last at 
a total cost of $165,000, of which the cost 
of the plumbing and heating, which was 
installed by William Borman of Hot 


Ss 


building a new hot water spring was dis- 
covered, which was found to have a flow 
of 6,000 gallons per day. The spring is 
enclosed with tufa rock, which is the nat- 
ural encrustation and is now encased in 
glass for exhibition purposes. 

These baths have a bathing capacity of 
1,000 persons per day, each room is 
equipped with a tub, a douche, vapor and 
shower, and the bather can go through 
the entire course of treatment before he 
leaves the room. There are also massage 
rooms, manicure rooms, special treatment 
rooms, as well as private sleeeping rooms. 
On the second fioor in the massage room 
is a champagne bath, an imitation of the 
famous Neuheim Bath of Germany. The 
effect is obtained by charging the water 
with carbonic gas, which makes it bubble 
and effervesce about the bather; this is 


Baths, Minneapolis, Minn. 


in the Maurice Baths, Hot 
in the Calhoun 


The electric therapeutic rooms are com- 
plete and are provided with novel and 
modern equipment. On the top floor 
there is a sun parlor, the interior of 
which is finished in genuine Caen stone, 
which is a clay found in France and 
shipped here in air-tight tins, and when 
opened and tempered with water hardens 
into a stone from its exposure to air. The 
interior of the rest of the building, floors 
and walls are either tile, marble or mo- 
saic, having all corners rounded. 

The baths are connected to the public 
sewer by two eight-inch sewer connec- 
tions, one at each end of the building, 
having 8-inch house traps and 6-inch 
fresh-air inlets. This pipe where under 


ground is of extra heavy cast iron, and ' 


above, of standard galvanized wrought 


Springs, was $36,000. the treatment which is celebrated as a 
While building the foundation for this cure for nervousness and heart trouble. 
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Fic. 1.—Main Steam Heating System in the New Maurice Baths, Hot Springs, Ark., Showing Branches to Various Radiators, and 


Ducts for Ventilation and Indirect Heating 


iron pipe, including all branches, vertic 
stacks, vent and inside leader lines. F 
tings are galvanized recessed cast irc 
drainage fittings, and for vent pipes a: 
heavy galvanized steam fittings wii 
shoulders. 

The sizes of the branch wastes are ; 
follows: Water closets, 4 in.; slop sink 
3 in.; shower baths, 3 in.; bath tubs, 3 in 
lavatories, 2 in.; fountains, 2 in.; sin 
2 in., and urinals, 2 in. KS 

Floor drains are provided in each ti 
compartment of the bathroom, each cc 
ridor off the bathrooms, and in the lar; 
bathing halls. These drains are of ft! 
6-in. brass cesspool type, with hing 
brass strainer and 2-in. or 3-in. waste 01 
lets. Hach floor drain is connect 
through galvanized iron waste pipe to t 
bathtub traps in the same room, while 
locations where bath traps are not locat 
nearby separate running traps are | 
stalled. os 

ATER SUPPLY.—The bathhouse 
supplied with both city wat 
and hot spring water. The ci 

supply is brought in through 2%4-in. m 
ered supply main, provided in cellar wi 
a pressure reducing valve. City wai 
(cold) is run to all water closets and u 
nals to slop sinks, lavatories and dri 
ing fountains of second and third floo 
to attendants’ fixtures in basement, 
laundry machinery, to the steam boile 
and has connections for floor and si 
walk washing. 

The hot spring water supply is tak 
from the Maurice and Big Iron natu 
hot springs on the government reser 
tion and is carried by gravity to t 
4-in. x 8-in. Fairbanks & Morse horizon 
pumps built especially for pumping ! 
water, of 18,000 gallons capacity per he 
against 40 to 64 pounds pressure. Fr 
here it is pumped by one pump into t 
pneumatic tanks, each of which is 4 
6 in. in diameter and 24 ft. long. A pi 
sure of 60 pounds is maintained in 1 
tank to distribute the hot water for se 
ice. The other pump lifts the water 
the two roof tanks located over the ba 
house and which are built of reinfor 
concrete, discharging into upper tank 
a series of spraying devices intended 
cool the spring. 

Hot and cooled spring water are § 
plied to all bathtubs and to shower 2 
needle baths. The hot water leaves | 
springs, which are located 60 and 400 
respectively from the baths, at a temp 
ature of 140 degrees Fahr. ; 

The two pumps are cross-connec 
with fourteen valves, so that either 
both pumps may be operated to furn 
water for either one or both of the pn 
matic tanks, or to either or both cool: 
tanks on roof, or direct into the build 
as occasion may require. They are set 
face brick foundations 12 in. high, Wh 
aré capped with a single piece of bl 
stone 8 in. thick. 

The pneumatic tanks are also connec 
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: HARE mH QUCCESS 
| SUCCESS that is established, growing and progres- 
sive. A success that had its start over thirty years ago, 
and today shows the result of satisfaction and co-operation. 


A success that does and must combine user, dealer, jobber 
and manufacturer. There is profit for you in selling 


Tig INNEAPROLIS” 
HIEAT REGULATOR 
Because it is the best heat regulator made. Be- 
cause it is the best advertised regulator on the 
market. Because it gives universal satisfaction 
to the user and generous profit to the dealer. 
Because the ‘‘Minneapolis’”’ is absolutely 
guaranteed to everyone in every way. 
We furnish dealers the kind of co-operation 
that helps. Write for our Trade Aids. 


GINNEAPOLIS | 
FIEAT REGULATOR Co. = 


Factory and Executive Offices 


MINNEAPOLIS, MINNESOTA 


Branch Offices 
218 East Washington St., Syracuse 144 High St. Boston 
79 W. Lake St., Chicago 402 Garfield Bldg., Cleveland 
475 Merrick Ave., Detroit 417 Title Guaranty Bldg., St. Louis 


KENOSHA, WiSCONSINi 


STRONG in construction 


SURE in satisfactory service 
MUELLER 


Combining dependable Compression work with 
the best features of Fuller work. An innovation 
that is meeting with overwhelming success 
throughout the entire plumbing trade. 


A most complete line of bibbs, basin cocks and 
bath cocks—basin cocks made with side or top 
handles. Let us send you our catalog. Write today. 


TESTED UNDER 200 POUNDS HYDRAULIC PRES- a ae PEI MSG 
SURE AND UNCONDITIONALLY GUARANTEED ae el th Raw e 
Have you one of our wall hangers? — ag . 
If not write us a postal for one. 
fo] 
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SWIFT in action 


H. MUELLER MFG. CO. 
_ DECATUR, ILL. NEW YORK CITY 
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Your Customer Wants 


Maximum Comfort 
AND 


Minimum Cost 


You can guarantee him this if you 
sell him a 


Gas Water Heater 


Lawson 


Our catalog H-11 will tell you the 
complete story. Don’t overlook 
this money-maker. 

Write for Catalog Today 


Lawson Manufacturing Company 
Homestead, Penn. 


N. H. Cage Valves 
N. H. Syphon Valves 


Firstqualitiy in Material 

and Workmanship. 

Straight or Bent Coup- 

lings, Rough or Finished 
and Nickel-plated. 

All N. H. valves are 
full size. Guar- 
anteed to work 
and give very 
best satisfac- 
tion. 


EXETER BRASS WORKS 
EXETER. N. H. 


New York Office—48 Cliff St. 
Henry Stein, Rep. 
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up with a 4%-in.x4%-in. Clayton air 
compressor directly connected with a 3- 
horsepower motor to replenish the air. 
The sizes of branch supplies to fixtures 
are as follows: To water closet flushing 
valves, 114 in.; to urinal flushing valves, 
1 in.; to lavatories, 4% in.; to sinks, % 
in.; to bathtubs, 14% in.; to shower and 


discharges. In the floor is located a pol- 
ished brass strainer, which is connected 
into the nearby bath waste through 2-in. 
galvanized waste pipe. 
IXTURES.— The fixtures installed 
throughout are those made by the 
L. Wolff Mfg. Co., of Chicago, IIl., 
and consist of the following: 
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BATHING HALL 
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has a push button flush valve; 9 “Mon. 
arch” porcelain slop sinks, with integral 
backs and porcelain pedestals trap stan 
dard; 16 24-in.x 20-in. “Vendome” lava 
tories of vitreous ware with nickel-plate¢ 
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Fic. 2.—First Floor Plan of the New Maurice Baths, Hot Springs, Ark. Location of Radiators Sh 


needle baths, 1144 in.; to drinking foun- 
tains, % in., and to slop sinks, 34 in. 

All hot and cold water pipes through- 
out the cellar and in the rear under the 
bathhouse are protected from freezing by 
magnesia sectional covering, put on with 
the usual brass bands and re-covered with 
10-0z. canvas sewed on around the pipes. 

In the vapor compartments the appar- 
atus consists of a 1-in. valved hot water 
supply, which is connected to a polished 
brass sprayer located under the chair. 
Over each sprayer is placed an enameled 
metal plate, against which the sprayer 


There are 27 “Monarch” porcelain 6-ft. 
bathtubs in the building on the first floor, 
all of which are of the solid base pattern, 
tiled into walls and floors and were made 
especially for this job. These bathtubs, 
having 114-in. supplies with a 2-in. goose- 
neck over tub, fitted with a reducing noz- 
zle for 1-in. douche hose, can be filled in 
20 seconds and emptied through 3-in. 
waste in 25 seconds; 13 water closets of 
vitreous earthenware, with push button 
flush valve, “Bentlow”’ tinned copper 
lined, low-down tanks; 8 “Monarch” por- 
celain urinals, stall of marble, each urinal 


own, as Are Also Duc 
“Etna” waste and chain and plug; thes 
lavatories are supplied only with %%4-ir 
cold water supply; porcelain “Bellevue 
hair-dressing tables, with two porcelai 
legs and supplied with hot and col 
water; 2 manicure tables on porcelai 
pedestals, having supplies, traps, etc., sim 
ilar to the other lavatories; the drinkin 
fountains consist of eleven solid pore 
lain, double type, with integral back four 
tains, except the one in the sun parlo 
which is of a special design in marbl 
All drinking fountains have both ho 
spring supply and the city water supply 


Seis Seen 


System: 
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PLAN NOW FOR 1913 PROFIT 
FREE ONE OF OUR “GOOD” BOX CABINETS 


A finely finished Oak front, substantial, long drawer Cabinet, having removable partitions, made to carry com- 
plete stock, all separated. This saves every minute of time, enables you to prevent stock from running out and 


SIZES Stops One of The Biggest Leaks in the Plumbing Business 


TO We of course ask something in return as this is nota charity affair, but we only ask to supply you with some 
MEET goods which you would have to buy from some one; for this is 


as A STRAIGHT BUSINESS DEAL ON WHICH WE BOTH MAKE MONEY 
NEEDS Our Three Propositions PECIALS—"'GOOD” FULLER BALLS, TANK BULBS, 


CUTTER WHEELS, FEATHER-EDGE SYPHON 
WASHERS, UNION WASHERS, TANK WASHERS, 


OF are within the reach of every Plumber from the smallest BALL COCK REPAIRS, N.P.FITTINGS ETO 
tothe largest and do not require you to buy stock of no ‘ 


PARAAAAAR AH RH PAPAARAAA 


value to you. ANOTHER ADVANTAGE is that in using 
ALL our Goods, after completing work with them, you are through 
and have a satisfied customer as there are no defective 
FROM THE ones on which you lose money by replacing as in others. 
SMALLEST G00 D i FG c 330 E. 134th St. 
TO THE | = New York Gity 
LARGEST Write for particulars TODAY, It costs nothing 
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otardard’ Noiseless Closet 
DESIGN N-65 


This Closet can be specified and installed with every 
assurance of perfect satisfaction both as to efficiency and dura- 
bility. There is no closet on the market that is better made and 
none that will act more promptly, thoroughly and noiselessly than 
this particular type. 


eS 


The tank is sufficiently large to properly flush the bowl, 
and the “Statdard” fittings are such as to contribute to the elimina. 
tion of noise while the tank is emptying and refilling. 


Look for the “Statdard” Vitrite triangular trade-mark on the 
bowl, the ‘Stavdard” Green and Gold Label on the tank and the 
trade-mark “Stetdard” branded on the fittings. These are your 
guarantee against substitution and an assurance of the usual high 
standard of “Standard” quality. 


PLATE P-7530 S TN) 
‘Standard’ Design N-65—Closet with Vitrite low pattern tandard Sanitary fg. Co. 
Syphon jet bowl with twin jet, enameled tank with 
“Standard” high-grade ball cock and flush valve, universal 


lever handle, %-inch supply. pipe, No. 219 ivorive sedaie GENERAL OFFICES PITTSBURGH, PA. 

an piensa brass floor flange with bolts and OFFICES AND SHOWROOMS 

New York....... 35-37 W. 31st Street } Pittebursh, ese tte 106 Sixth Street 

Boston........ John las choke Building Washington, D.C., 200 Southern Bldg. Toledo, Ohio...... 311-321 Erie Street Cleveland. .648-652 Huron Road, S. E. 

RIOTS lees ccc cus ccs ee Ohman Houston,Tex., Cor. Preston & Smith Sts. Louisville. .319-323 West Main Street Montreal, Can..215 Coristine Building 
Karpen Bldg., 900 S. Michigan Ave. Fort Worth, Tex...Front & Jones Sts. Nashville, Tenn. .315-317 10th Ave., S. Toronto, Can..59 Richmond Street, E 

St. Louis...100-102 No. Fourth Street Cincinnati, Ohio....633 Walnut Street Sani ranciseo,: Cal. scum nase Hamilton, Can..20-28 Jackson St., W. 

Philadelphia...... 1128 Walnut Street New Orleans. Baronne & St. Joseph Sts. -.».-Merchants Nat'l Bank Bldg. London,Eng.,57-60 Holborn Viaduct, E.C. 
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THAT’S 
the 
ORIGINAL 


Hartman 
Ingot 
Metal Co. 


2511-2513 W. 21st St. 
Chicago, Ill. 


M.- V.B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency- Van Buren 
Manufacturing Co. 
Sturgis, Michigan 


The ‘‘NO-SOL”’ 


Solderless Copper Float.s 
Made to Last ‘The only Real Float Made 


Always Gives Satisfaction 


5 in. round 4x5 in. oval 


The secret of our success with the “NO-SOL 
Float is the little rubber washer that is use 
in the seam, without this no float would b 
tight, and the longer the rubber washer is in 
contact with the copper the more tight it gets 
as the rubber vulcanizes to both sides of the 
float and absolutely cannot leak. 
SOLDERLESS floats made without a rubber 
washer in the seam last only a very short 
time. Past experience with the millions of 
floats we have shipped all over the world 
which have given entire satisfaction is a 
pretty good indication that we have the float 
you want. Allwe ask is that you order a 
few and be convinced. If they are not as 
represented it will cost you nothing. 
Average number offloats shipped each day 
2,500. We can ship more, send us your order 
and find out. Beware of Infringements, 


Manufactured by 


The Ayling & Reichert. Co. 
Toledo, Ohio 
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COMBINATION 


Made for gasoline. 
Has automatic 
Brass Pump in 
Tank. Has “Old 
Reliable’ style of 
Burner, Heats pair 
of soldering cop- 
pers and melts pot 
of metal at the 
same time. Top 
section can be re- 
moved and the fur- 
nace used as a 
blow torch. Our 
new Non-Leaking 
Filler Plug is fur- 
nished with the 
No. 112. Capacity, 
3qts. Consumption 
—1 pint per hour. 


Price $4.50 each 
Alljobbers sell at 
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faucets are of the self-closing type; hydro- 
therapeutic shower and needle baths, with 
hydrostatic control tables, and each 
shower is supplied with hot and cooled 
spring water through 114-in. supply pipes; 
1 24-0z. tinned and planished recessed 
copper sink, provided with a polished 
brass “Simplex” standing overflow, and 
cased in a strong wooden box with drain- 
board and apron, supported by wall 
brackets. 

The number of fixtures total ninety, 
and it required about six months and a 
half for Mr. Borman to complete his en- 
tire contract, which consisted of the 
jlumbing, heating and ventilating work 


SS eg 


(] 


= 
3 nosle-} Va 


WO 


complete. The writer wishes to express 
thanks here to William Borman and 
Harry H. Bell, manager of the Maurice 
Baths, for their valuable assistance and 
co-operation in the preparation of this 
article. 


@ 
HE heating proposition for Maurice 
Baths involved some problems and 
novelties not found in the every- 
day practice of the steam and hot water 
fitter. The heating system installed is a 
vacuum gravity system, returning the 
condensation to the boilers by means of 
a Crane Company’s “Cranetilt” trap. The 
steam for heating purposes is supplied by 
two 48-in. “Ideal” sectional boilers of 
7,000 square feet capacity, supplied with 
natural gas as fuel under automatic con- 
trol. 

The entire outside surface, together 
with the breeching connections, are COv- 
ered with 2-in. 85 per cent. Magnesia 
blocks, which are put on over a wire 
mesh with thimbles, so as to form a 1-in. 
air space between the covering and the 
boilers. On top of the blocks is placed a 
j-in. layer of asbestos cement, troweled to 
a smooth finish. 

The smoke connection from the boilers 
to the vertical smoke flue is constructed 
of No. 12 gauge black iron. The connec- 
tions are supplied with cleaning doors 
and have a swinging damper connected 
to the regulator. 

From the steam nozzles of the boilers 
connections are run to the main steam 
header, from one end of which a steam 
line is taken, supplying the heating ap- 
paratus, and from the other end a connec- 
tion is made to supply the perforated 
brass coils in the cabinet boxes, which are 
located in the bathrooms, and also for the 
coils in the hot rooms, so that this appar- 
atus can be run separately from the rest 
of the building if so desired. From this 
same main header a connection is also 
taken for supplying the tempering coils 
of the ventilating apparatus, which will 
be more fully gone into later in this arti- 
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Another Sectional View of the Entire Plumbing on the Men’s Side. New Maurice Baths, 


cle. All the main steam pipes are run on 
the ceiling of the basement, as shown in 
Fig. 1, in neat hangers, the returns being 
carried back either at the ceiling or on 
the floor, as conditions of construction 
make necessary. 

IRECT HEATING.—From _ these 
steam mains risers are run up 
where necessary to supply the radi- 

ators, in some cases being exposed and in 
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others run in wall chases. All pipin 
in. and larger on the steam lines 
flanged and below 6 in. is screwed. ' 
flanged connections are provided V 
copper gaskets and all pipe is pitched 
dripped so as to relieve itself of wi 
without cracking or objectionable nc 
The returns from the several section: 
the tempering coils are connected 
gether and run to the boilers separat 


Handsome Exterior of the New Maurice Baths, Ho 
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Elaborately Equipped and Attractive Structures of Its Class in the United State 
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The Calhoun Baths, Recently Erected by the City of Minneapolis, Minn., at Calhoun 
Lake, Just Adjacent to the City 


and on a shelf on top of the boilers the 
lifting return trap before mentioned is 
placed so as to discharge the coil returns 
directly into the boilers. 

The valves used are flanged if 6 in. in 
size or larger, and those down to 21% in. 
are iron body with brass trimmings, 
while under 3 in. are all brass. There is 
a valve installed at the base of each ris- 
ing line and at all radiator and coil con- 
nections throughout the building; also 
on the connections to the perforated brass 
coils in the cabinets. These valves are 
of brass, nickel-plated, and have wooden 
wheel handles. 

The radiators, coils and tempering 

coils are equipped with nickel-plated 
automatic air valves, which are connected 
up with air pipes, so as to carry off the 
air and spill the water harmlessly into 
the sink in the cellar. 
The radiators installed are of plain, 
ast iron, sectional type, while the coils 
e made up of 1% in. wrought iron pipe 
put together with heavy fittings. All 
oms are heated by direct radiation and 
controlled by the “Johnson” system of 
eat regulation, manufactured by the 
Johnson Service Company, of Milwaukee, 
Wis. The office and dressing rooms are 
heated to 70 degrees, the bathrooms and 
bathing lounges to 98 degrees, the hot 
rooms run up to 130 degrees, while the 
first cooling room is kept at 90 degrees, 
the second cooling room at 85 degrees and 
the third at 80 degrees. 

At points where it is necessary to run 
radiator pipes through tile flooring, heavy 
brass escutcheons screwed into a short 
length of pipe have been securely ce- 
mented into the floor and made water- 
tight. The pipes passing through walls, 

artitions, etc., are surrounded by gal- 
Vanized iron collars, and all pipes run 
under finished floors are encased their 
entire length in No. 12 gauge black 


ystem (except the air lines) are covered 
With magnesia and asbestos sectional cov- 
ng, canvas jacketed and banded. All 
pes in the cellar are re-covered with 
3-07. canvas sewed on and painted with 
‘Wo coats of oil paint. 
Indirect Heating and Ventilation—The 
ventilating apparatus and its various ac- 
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cessories are designed so as to supply 
fresh air to nearly all the different rooms, 
as shown in the basement and first floor 
plans (Figs. 1 and 2, respectively), and 
to exhaust the air from these rooms 
through the roof. This air change 
amounts to six times the cubic contents 
of the entire building per hour, or once 
every 10 minutes. 

The fresh air supply is furnished by 
electric-driven, 9 ft., steel plate, multivane 
fan of %4 housing, which is located in the 
basement. The air is heated to 70 de- 
grees by passing through a tempering coil 
consisting of “Vento” heater sections, 
which temperature is maintained by an 
automatic thermostat that controls the 
by-pass dampers in such a manner as to 
mix the cold air with the hot air in 
proper quantities to maintain absolutely 
this temperature. 

This coil is erected on a brick founda- 
tion and is provided with rollers to allow 
for expansion. The outside sections, on 
account of greater efficiency, are tapped 
for 2%-in. steam supply and 2-in. return 
connections, while the inside sections are 
tapped for 2-in. steam supply and 114-in. 
return connections. The entire coil is 
encased in a steel plate housing made of 
No. 14 gauge black iron. 

As before noted, there are _ several 
rooms where the temperatures are kept a 
great deal higher than 70 degrees, and to 
avoid colder draughts of incoming air 


striking the occupants (which, of course, 
must absolutely be prevented) pin radia- 
tion is located in the various ducts and 
flues leading to these apartments. Ther- 
mostatic regulation by means of ther- 
mostats and by-pass dampers is also in- 
stalled at these points, making just sufi- 
cient air pass over the pin radiators to 
bring it up to the desired temperature of 
the room it is about to enter. 

The exhaust fan is located in the fan 
house on the third floor. This fan is of 
the cone type, with a five-foot diameter 
wheel, and is also motor driven. The ex- 
haust is taken out through a 20-oz. cop- 
per ventilator located in the roof of the 
fan house. 

With the exception of the cold air in- 
take, which extends from the windows to 
the air filter (and which is built of cOp- 
per), all the ducts and flues throughout 
the building, both of the exhaust and the 
heating systems, are run with No. 22 
gauge galvanized iron. In every branch 
duct leading to or from the vertical flues 
dampers are placed with quadrants to in- 
dicate the damper’s position. Deflectors 
with permanent adjustment and_ slide 
doors for access are provided at most duct 
branchings. 

As a general rule, the fresh air supply 
registers are located 8 ft. from the floor, 
the top exhaust register being near the 
ceiling and the bottom exhaust near the 
floor. 

In the fresh air inlet a heavy copper 
screen is placed, together with a galvan- 
ized iron adjustable damper. After pass- 
ing through this screen the incoming air 
strikes the air filter, which is composed 
of galvanized iron frames, in which are 
set a double row of filter leaves extend: 
ing from the floor to the ceiling and con- 
taining a total of about 500 square feet 
of filtering area. The filter leaves are 
constructed of pine frames with 1-in. 
mesh galvanized wire stretched across, 
over which cheesecloth is tacked. 

The registers are of plain lattice design 
with valves similar to Tuttle & Bailey’s, 
and the ceiling registers are provided 
with metal chains and indicating tags. 
The registers are finished in white or 
black japan or are electroplated. 

The tempered air ducts in the cellar 
and the tempering coil casing are covered 
with 1-in. air cell covering with canvas 
neatly sewed on and painted. The warm 
air supply flues located in exposed walls 
are covered with %-in. air cell covering, 
wired on. 

On completion, all exposed pipe, radia- 
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Berger's Steel Display Stands 


Anecessity for 
= up-to-dateShow- 
rooms and Win- 
dows. 


Easily and 
quickly adjusted 
to all low down 
closets. 


Berger’s is the 
only stand on 
the market to 
which the tank 
ean be fastened. 
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changes in a 
windowor show- 
room. 


PRICES RIGHT 
Send for circulars 
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Richmond, Va. 


A Satisfactory Fire 
- is always obtained by using 
C. & L No.1 Fire Pots, the 
best utility Fire Pot on the 
market. Carefully con- 
structed and thoroughly 
tested and inspected before 
leaving the factory, they are 
certain to give satisfaction 
in the hands of the user. 
Sold under the makers’ 
guarantee and will soon 
save the user their cost in } 
the saving of fuel alone. 
Your nearest jobber will 
supply at factory price or we 
me willship direct if cash ac- 
companies your order. Send 
for Booklet—it’s free. 
Clayton & Lambert Mis. oe: 
Detroit, Mich. U, S.A 
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tors, ete. were given a coat of the best 
yellow ochre and then bronzed. The ex- 
posed and uncovered metal work and 
pipes in the cellar were painted with 
japan varnish. The cold air ducts and 
the ventilating flues received two coats 
of lead and oil paint. 

This heating and ventilating system is 
so perfect in operation that, after nearly 
a full year of trying out, it has never 
been found necessary to open the windows 
for ventilation, even when the baths were 
being utilized to their maximum capacity. 
This would seem to reflect great credit 
on both the designer and the contractor 
who so intelligently followed out the 
scheme. 


Plan 
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ing in the Calhoun 
Baths 


W* should like readers of THE 
PLUMBERS’ TRADE JOURNAL to take 
a little trip to Minnesota and en- 
joy a dip in the clear and sparkling 
waters of Calhoun Lake. The beautiful 
Calhoun Baths, which have just been 
erected on the northwest shore of the lake 
by the City of Minneapolis through its 
Board of Park Commissioners, is said to 
be one of the most beautiful bathhouses 
in the Middle West. 

The bathhouse, which is of reinforced 
conerete construction and designed by 
Cecil Bayless Chapman, architect, and 
Gottlieb Renatus Magney, associate archi- 
tect, of Minneapolis, has three general 
divisions of its drainage system, which 
are formed from the main building, the 
men’s court drain and the women’s court 
drain. There is a 24-in. city sewer in the 
nearby boulevard from which 6-in. tile 
pipe is run back to a point 3 ft. outside 
the building line, where extra heavy, 
coated, cast iron soil pipe and fittings are 
substituted. This extends in to where the 
gate valves, with flanged and ground 
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joint unions, are located. Three of these 
gate valves are 6-in. Crane No. 460 valves 
and are located on the main building 
drain (shown in Fig. 1), the men’s court 
drain and the women’s court drain. Be- 
sides this, there are four similar valves 
of 4 in. in size which are connected to the 
4-in. soil pipes in the men’s and women’s 
beach toilet rooms, so that soil and drain- 
age for the fixtures in these rooms can 
be shut off from the main system during 
the winter to prevent freezing. There are 
no house traps or fresh-air inlets used; 
the gate valves occupying the location 
where these traps and inlets are usually 
connected. 

We find that from the gate valves back 
to the fixtures the soil and waste pipe is 
all standard weight galvanized wrought 
iron with standard, cast iron, screw, re- 
cessed, drainage fittings. All branch con- 
nections are made with Y’s in the main 
run and eighth or sixteenth bends on the 
branch. The soil and waste branches to 
the fixtures are made 4 in. for water 
closets, 1% in. for baths and lavatories 
and 2 in. for slop hoppers and sinks. 

The vent pipes are taken off the top of 
the trap outlets of the various fixtures 
and are carried upward and out through 
the roof, where they project a distance of 
at least 12 in. and are encased in galvan- 
ized iron frost jackets with a space of 1 
in. between the outside of the pipe and 
the jacket. These vents are run with cast 
iron pipe with oakum and lead joints. 
There are installed a total of thirteen 
11l-in. floor drains and traps with back- 
water valves for 3-in. pipes. Seven of 
these drains are located in the main 
building, two in the men’s court and four 
in the women’s court, and are similar to 
the L. Wolff Mfg. Co.’s No. 2118, Cata- 
logue H. There are also twelve 9-in. x 
9-in. anti-frost drain traps for 3-in. pipe, 
connected with flanged and ground joint 
unions. Besides these there are four 
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13-in.x 13-in. anti-frost drain traps for 
4-in. pipes similarly connected. These 
drain traps are similar to No. 2115 of the 
Wolff Co. 

A catch basin in the basement is 
drained by a No. 3 “Economy” cellar 
drainer. This drainer operates by city 
water pressure supplied through a 1-in. 
pipe and discharges into the soil and 
drainage system through a 2-in. pipe, on 
which is located a back-water trap. 

The roof leaders are made up of gal- 
vanized iron pipe and are joined to the 
drain traps on the roof by a brass ferrule 
and lead connections. 

ATER SUPPLY.—The water supply 
is carried into the basement 
through a 4-in. cast iron pipe, 

and a No. 460 Crane valve is installed 
just inside the wall. Out in the boule- 
vard, where this 4-in. line connects to the 
city service, an access manhole is con- 
structed, which is about 3 ft. 6 in. long 
and 2 ft. 6 in. wide at the bottom and 2 ft. 
6 in. in diameter at the top, having a 
cover and frame. Water is carried 
throughout the building in galvanized 
strictly wrought iron pipe, being galvan- 
ized both inside and out. The fittings on 
the water lines are malleable iron screwed 
fittings, also galvanized both inside and 
out. s 

Upon looking up the supply for the 
drinking water fountains (of which there 
are ten), we find that they are supplied 
from a drinking water storage tank in 
the basement and are supplied through 
pipes with gate valves near the tank, so 
that the supplies for the different foun- 
tains can be shut off and drained. 

A very convenient arrangement in the 
water pipe allows the drainage of all the 
water pipe in the building to a single 
point which is located over a catch basin 
outside the basement wall. The supply 
to the two courts, men’s beach toilet room 
and women’s boulevard toilet room can 
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Fic. 1—Plan of Main Drainage System, Showing the Provisions for the Various Fixtures in the Calhoun Baths, Calhoun Lake, 
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each be drained without draining the 
pipes in the main building. 

The hot water system is circulating, 
and is supplied from a horizontal galvan- 
ized steel storage tank in the boiler room. 
This tank is approximately 3 ft. in 
diameter and 7 ft. long, and has a capa- 
city of about 360 gallons. It is supported 
on a steel stand and is connected to the 
boiler by a 2%4-in. supply and 21%-in. re- 
turn pipe. The branches from the hot 
water lines to the fixtures are taken off 
only after the return connection, and the 
distance from the point where the return 
connection is made to the fixture outlets 
is kept less than 4 ft. in every case. 

The branch connections run to the fix- 
tures are of %4-in. diameter for the lava- 
tories, %4-in. for the baths, 114-in. for the 
water closets, %4-in. for the slop hopper 
and *4-in. to the sinks. 

All the toilet stalls have iron legs, stan- 
dards, rail wall and floor plates and fit- 
tings, and are made from 114-in. iron pipe 
threaded at the ends and screwed into 
the fittings. These fittings are connected 
to the 144-in. reinforced concrete stalls 
with bolts and nuts. These pipes and fit- 
tings received one good coat of red lead 
and oil paint, applied with a hand brush, 
before they were erected in place. 

The plumbing fixtures which are used 
for this installation are those made by 
the L. Wolff Mfg. Co., Chicago, Ill. 

There are installed 25 “Solidon’’ pres- 
sure tank, seat-operating closet combina- 
tions (H-7735), extra heavy “Duroware” 
automatic siphon wash down, with jet, 
with improved recessed flushing rim, cast 
brass automatic seat pressure tank valve, 
nickel-plated brass flush pipe and galvan- 
ized iron tank and tank shelf. Closets are 
fitted with “Solidon” design heavy oak 
seat, with combination nickel-plated, 
heavy, cast brass box hinge and reinforc- 
ing ring with inserted rubber bumpers, 
heavy cast brass “Duro” floor flange with 
asbestos gasket and nickel-plated bolts. 

There are 4 urinals in the boys’ toilet 
room, which are Wolff’s “Monarch” por- 


One of the Water Closets in the Men's 
Toilet, Calhoun Baths 


celain urinal stalls (H-8521), set in bat- 
teries and operated by an automatic uri- 
nal tank with all flush pipes exposed; 
urinals are set flush up against each 


_ other and ground on the sides that touch 


_ each other, with raised lipped front and 
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wings protruding. They measure 24 in. 


_Wide and stand 48 in. high. 


In the boys’ toilet room are placed 2 
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Wolff's “Monument” vitreous “Vienna” 
lavatories (H-3509), with apron, bowl, 
back, soap cup and overflow integral, 
nickel-plated brass chain and rubber stop- 
per, 2 “Midget” nickel-plated compression 
basin faucets with china indexes, two lag 
bolts, two enameled iron wall supports 
with screws and toggle bolts, and 114-in. 
nickel-plated cast brass trap offset to floor 
(H-5055). 

There are 12 (H-8105) 20-in. x 16-in. 
Wolff’s “Monarch” porcelain slop sinks, 
all roll rim, glazed inside and outside 
with enameled cast iron adjustable (hori- 
zontal) 2-in. trap to floor and vent to wall, 
with nickel-plated cast brass strainer, 
nickel-plated brass rim guard and one 
self-closing faucet, except on the 2 sinks 
in the toilet rooms, which have two self- 
closing faucets with wringer attachment 
placed over one side, nickel-plated brass 
rods attached across the top of slop sink, 
so that it is possible to wring out bath- 
ing suits and impossible to drop them 
down into the slop sink. The brass rod 
grill lays across the top of the slop sinks, 
and is used for this precaution. 

In the men’s court there are 5 (H-6914) 
Wolff's rain baths. .The sprinkler heads 
are cast brass with removable face and 
work on an adjustable joint. Each sprink- 
ler is controlled from a “Security” con- 
trolling box, which is operated by the 
bather. 

The temperature of the water is con- 
trolled by a mixing chamber which is 
partly enclosed, that valves may be kept 
under lock and key and operated only by 
the attendants. 

HE “Security” pull button box is 
made with a heavy cast brass re- 
movable face plate, the box con- 

taining a self-closing controlling valve, 
which is operated by drawing out the cast 
brass knob shown in illustration. A half 
turn of the knob sets it, keeping the valve 
open while the bather is bathing. The 
valve parts are accessible only by the at- 
tendants removing the face plate, which 
is held in place by machine screws, thus 
affording every security to the valve parts 
which cannot be tampered with. 

Shower heads on above are placed as 
close to the wall as will allow face of 
shower head to clear the wall and retain 
a horizontal position, so that streams 
from shower faces will drop vertically. 
The adjustable ball joint allows the 
shower face to throw water farther out 
into the room. 

In the passageway going out from the 
head shower rooms, there are 3 overhead 
showers fastened stationary to the ceiling 
by connection pipes. Sprinkler heads are 
of cast brass with a removable face, con- 
vexed so as to throw the water in a fan- 
shape spray down from the ceiling. 

One U-shaped shower is placed at the 
doorway of this passageway, so drilled 
that it throws water into the horizontal 
direction straight back and also at an 
angle so that both sides throw water 
crossing in the center. 

This showering device is controlled by 
one mixing chamber, which is partly 
closed at the bottom of the mixing cham- 
ber, so that the valves are kept under 
lock and key and operated only by the 
attendants. 

In the ladies’ court there are showers 
in the same arrangement, only that there 
are 3 ball joint showers with safety 
boxes, 2 overhead running showers for 
the passageway and one U-shaped shower 
at the door, all controlled by a mixing 
chamber as. before described. 


In the boys’ court there are 6 ball joint 
showers with “Security” boxes, two over- 
head running showers in the passageway 
and one U-shaped shower. 

The drinking fountains consist of 5 
Wolff's “Monument” vitreous pedestal 
sanitary drinking fountains (H-6945) in 
one piece, with vitreous china bubbling 
cup, self-closing valve and loose key stop 
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A Section of the Men’s Locker Quarters 
in the Calhoun Baths 


cock to control supply, the supply being 
controlled by a regulating stop valve, and 
the drinking fountains bubble continually. 
The other fountains are 5 Wolff’s “Mon- 
ument” vitreous sanitary drinking foun- 
tains (H-6947), with “Duro” metal bub- 
bling cup, nickel-plated supply to wall, 
enameled in and out iron traps, with 
nickel-plated waste to wall, enameled iron 
wall supports, less nickel-plated loose key 
stop. These drinking fountains also are 
controlled by regulating stop valves. 


GRANDE MAESTRO! 


RONK! I sure was dronk all right, 
Lasta night! 
Cost a me fi-dolla beell, 
But you bat I got my feell, 
An’ eet’s steeckin’ to me steell. 
Dronk! An’ now I justa seet 
Here all day an’ theenk of eet, 
Theenk how crazy weeth delight 
He ees mak’ me lasta night— 


Who? Da man dat treat me so; 
Ruffo, 
Grande Maestro! 
Dronk! An’ jus’ so lika me 


You would be, 
Eef, like me, he had you, too, 
Where, no matter w’at you do, 
He would pour eet eento you, 
Through da eye an’ through da ear, 
Teell he ma’ you feel so queer— 
Wine? Yes, wine, but for da heart! 
Eet ees Song an’ eet ees Art; 
Song like wine he maka flow; 

Ruffo, 
Grande Maestro! 


Dronk! An’, vera proud of eet, 

Here I seet, 
Drong was all da peopla, too; 
Anglaice, Irish, Dootchman, Jew, 
All, so soon as he was through, 
Lika mad dey clap deir han’ 
For da great Italian. 
Dronk weeth strong Italian song 
W’at dey shout een manny tongue 
Jus’ can be translata so: 

Ruffo, 
Grande Maestro! —T. A. Daly. 
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Are You 
Getting 


You and I, Mr. Plumber, are 
in business for profit and we 
welcome any legitimate way of 
securing the “long green” 
Here’s a common sense appeal 
to your business judgment about 
automatic water heaters, par- 
ticularly— 


RUUDS 


You have seen the growth of 
this industry. You know people 
now want the same perfection 
in hot water service that they 
demand in other household con- 
veniences. Are you stimulating 
this demand? Are you paving 
the way for future sales and 
profit or is hustling Bill Jones 
down the street getting the 
business? 

Take for example the Ruud 
Cottage Water heater. Here’sa 
medium priced automatic heater 
identically the same as the large 
standard Ruud, differing only 
in capacity. 


RUUD 
Cottage Water Heater 


Two sizes 1% and 2% gals.per minute 
Installed on floor or wall brackets 


It offers unusual selling possi- 
bilities. The dentist, druggist, 
baker, candy maker, flat dweller 
or any fellow who wants pure 
ever-ready hot water is a pros- 
pect. 


Be the progressive plumber in 
your neighborhood. Sell the 
Ruud line—a heater for every 
purse—for every purpose. Have 
a supply of Ruud Literature on 
hand. 


It costs only a postal—write 
today. 


Company 
PITTSBURGH, PA. 
All Large Cities 


Your Share? 


Ruud Manufacturing 
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IR is the arch enemy of the steam 
fitter, and when present in a sys- 
tem of steam heating is responsible 

for many of the failures so frequently 
met with by the inexperienced man. This 
is particularly true with regard to the 
lodgment of the water of condensation at 
various points in the piping system. The 
return piping fills with water, which from 


Main ZF Aut. Air Valve. 


oS of 
co Ae oust 


Fic. 1—The Start and Completion of the 
Main in a Small Steam Heating Job 
some seemingly unexplainable reason re- 
fuses to flow back to the boiler, although 
the pipes have plenty of pitch to secure 
perfect drainage. The principal cause of 
this trouble is the presence of air in the 
system, which if detected and freed from 

the system will at once stop the trouble. 


7) a/7 Z. 


Wet Return 2 
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a 


to the 


Returning Condensation 


Boiler 


By DON REX 


main through the branches which pitch 
upward from it to the radiator connec- 
tion. 

When a single circuit is installed the 
main returns to a point above and near to 
the return opening of the boiler, and at 
this point an automatic air valve should 
be placed on the end of it, and a drop 
made with a reduced size of pipe, which 
is connected to the return opening of the 
boiler. Fig. 1 shows a small boiler with 
the beginning or high point of the main, 
and the end of it with the return connec- 
tion properly vented to free it from air. 
A main vented in this manner becomes a 
reservoir for the steam which is sup- 
plied to all radiators on the loop at prac- 
tically the same time. 

Check valves are sometimes placed in 
the return connection by a fitter who is 
inexperienced, and this is a mistake, as 
the use of a check valve at this point is 
neither necessary nor desirable. The end 
of the circuit should be kept 15 in. above 
the water line of the boiler. If the loop 
is of such length that it is not possible to 
maintain this difference, the main should 
be relayed and bled as indicated by Fig. 2. 
A tee placed bull-head on the main should 
not be used in making this relay, as there 


an aq 


water of condensation in each return will 
meet as indicated by Fig. 4. The proper 
method of making this connection is il- 
lustrated by Fig. 3. The return from the 
longer or larger sized circuit should con- 
nect direct from the end of the drop with 
the return opening of the boiler, and the 


4u4. 
Air Valve 


Wotar Lira? 


70 Bo/sler: 


Fic. 3—Better Way to Connect Returns 
in Steam System 


return from the short or smaller main 
should connect into the side of the other, 
increasing the size of the pipe at this 
point if it is necessary for the successful 
operation of the system. 

Under ordinary conditions water placed 
in two vessels connected by a pipe at the 
bottom will show the same level in each 
vessel. This principle applied to the re- 
turns of a steam heating apparatus some- 
times works out peculiarly. 


Woter Lines : 


To Borler 


method of Paliey- 
ing Air Pocket ne 


Fic. 2.—Relaying the Main of a One-Pipe Gravity Steam System. 
Branch Main Taken Off Between Boiler and Air Valve 


In a recent article the writer discussed 
various methods of returning condensa- 
tion from radiators and coils. In this 
article we shall consider methods of re- 
turning the condensation to the boiler 
and also of relieving the main piping of 
any condensation flowing through it. 

For ordinary low pressure heating the 
one-pipe system of installation seems to 
find the most favor with the steam-fitting 
trade, and, as a rule, the circuit or double 
circuit method of running the mains is 
employed, the high point of the same be- 
ing near to or immediately over the 
boiler, from which point a gradual pitch 
of the main downward from the boiler is 
maintained, and the condensation from 
the various radiators is drained into the 


may be a tendency to lift the water of 
condensation into the higher portion of 
the main. The style of connection illus- 
trated by Fig. 2 will prevent this occur- 
rence. 

HEN a double circuit main is in- 
stalled, it frequently occurs that 
the ends of the circuits come 

together at a point in the basement 
opposite to the boiler, and when. this 
happens it is better and more econom- 
ical to connect the returns together 
at this point and return wet to the 
boiler through a single pipe as illus- 
trated by Fig. 8. Do not, under any cir- 
cumstances, connect one return into an- 
other above the water line of the boiler, 
and do not connect them so that the 


Fic. 4—Not a Very Good Method of Con- 
necting Two Returns Together 


Air ‘Pochet.~. 
‘Wet Return yt 


—t———— 


shelving and bins, the return of necessity 
lay on the cement floor, pitching upward 
toward the boiler. 

The water line in the bleeder, or drip, 
at the end of the main, was within four 
or five inches of the bottom of the main, 
when according to careful measurements 
the difference should have been over fif- 
teen inches. Not satisfied with the show- 
ing and measurements, the fitter called in 
a civil engineer, who, with a transit, es- 
tablished the fact that the water line at 
the end of the system should be fifteen 
and one-half inches. The writer was re- 
quested to examine the work, and having 
traced the return to this high point, sug- 
gested that air was the cause of the trou- 
ble, and recommended a small pipe con- 
nection from the high point in the re- 
turn, as shown by dotted lines -on Fig. 5, 
which should reach above the water line; 
this pipe to be provided with an auto- 
matic air valve. This change was made 
and the installation of this relief pipe — 
cured the trouble. 


One inquiry after another appears in — 
Tur PrumBers’ TRADE JOURNAL, asking — 
information as to why certain piping sys- 
tems fail to work properly, and when the 
trouble is located it is generally found to 
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Fic. 5.—Overcoming Trouble from Air in Wet Return of Steam 
Heating System by Placing Automatic Air Valve 


The writer has in mind a steam job 
installed some five years ago which re- 
quired a 4-in. main some 300 ft. in length. 
Owing to the necessary maintenance of 
head room in the basement, which was 
used as a sales room, it was necessary at 
two points to jump the main to a higher 
level and relieve it of the water of con- 
densation by a bleeder connected into a 
wet return. This return started from the 
end of the main at a point near the front 
of the building, and extended to the boiler 
located at the rear of the building, about 
300 ft. distant. ’ 

The basement was divided into three 
parts, the front portion having a cement 
flooring pitching towards the front of the 
building, and, owing to the position of 


be due to air or to the poor method em- 
ployed in connecting the return piping. 
It is just as essential that the water of 
condensation on a low pressure job should 
flow easily toward the boiler without fric- 
tion or hindrance, as it is that the steam 
flow unrestricted from the boiler. 
In general, we would advise a fitter 
who is having trouble with the circulation 
of steam in a system of piping, or trouble 
in returning condensation water to the 
boiler, to look for points on the system — 
where the pressure of air might interfere i 
with the working of it. Sometimes the 
placing of automatic air valves on drops 
and at the ends of long lines—mains or 
branches—will make a wonderful differ-_ 
ence in the operation of the job. 
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Heating Men 


Sea Li IS 


NEW MODEL 
Marvel Thermostat 


You will certainly acknowledge this 


NEW MARVEL 


is an ideal heat-regulator. 


Permanently Accurate 
Completely Automatic 
and perfect in design, materials, con- 
struction and service. 


THE NEW MODEL 
MARVEL MOTOR 


which does not require winding to make 
it operate, isan example of mechanical 
perfection. It is powerful and silent, 
positive in operation and controls the 
dampers of any heating system in any 
manner desired. ‘fhe New ‘‘Marvel’’ 
will end your heat:regulator 
troubles. 

The MARVEL is adjusted at the factory, 
quickly and easily installed and fully 
guaranteed. . 

Send for price and more information 
about the new model of a better heat 
regulattr—THE MARVEL THER- 
MOSTAT. 


American Thermostat 
Company, 
Elmira, N. Y., U. S. A. 


Keep One 
Of These 


Deming 
Pumps 
In 


Stock 


We make Hand and Power Pumps for all 
uses and for operation by any power. The 

“Climax” shown in this ad is one of the best 
Sellers. Write for booklet on “Deming 
Water Systems.” 


THE DEMING COMPANY 


SALEM, OHIO 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co., New York 


Draughtsman Probably Made Error 


Editor THe Plumpers’ TRADE JOURNAL: 


Enclosed please find a plan of a home-made 
septic tank system. I have grave doubts 
whether this system would work here, where 
the ground freezes to a depth of six or seven 
feet. In the sketch it seems to me that the 
overflow from second barrel being higher 
than the inlet pipe from the house side, would 
cause a back-water pressure on the flow from 
the house side and cause the tile to become 
clogged. In other words it looks to me as 
though the barrels in cut have been reversed. 
Is the cut correct, and does it do the busi- 
ness as claimed? Give me your valued opinion 
as to whether you think the system will work 
or not. 


Iron Mountain, Mich. Bw. As Ce 


We see no reason why a septic tank 
constructed in the manner shown in Fig. 
1 should not work as satisfactorily as this 
one seems to have worked, so long as the 


Bric. ks. 
stones, eke. 


= ' 2 


Fie. 1.—Incorrect Method of Placing Bar- 
rels in Home-Made Septic Tanks 
barrels remain in proper shape, and then, 
as correspondent’s article suggests, it is 

very inexpensive to renew the outfit. 

Undoubtedly the draughtsman, in mak- 
ing the illustration alluded to, as seen in 
Fig. 1, has reversed the positions of the 
two barrels, for certainly no septic tank 
could operate according to such a plan. 

In Fig. 2 we show another plan for 
using the two barrels, which show several 
suggestions. In the first place, if the in- 
let to the first tank is carried down, as 
indicated, the entrance of sewage will 
not disturb the scum or crust at the top. 
It is very important to keep this scum 
from being broken up, as it is upon the 
underside of this that the bacteria make 
their strongest attack. 

The advantage in having the second 
tank nearer the surface is for the reason 
that the final filtration of the partially 
purified sewage, after it leaves the septic 
tank, will be more effective near the sur- 
face of the ground than at a distance 
below. Experience shows that at levels 
more than five feet below the surface, the 
bacteria act very feebly on the sewage in 


Fig. 2.—An Improvement Over Fig 1. 
Better Results Obtainable 

most soils, owing to the fact that air 

will not penetrate to them through such 

a depth. 

Septic tanks are used extensively in all 
parts of the country, even in the North, 
where the ground freezes several feet 
down, and we do not believe correspond- 
ent would have any trouble from this 


source. The action of the bacteria pro- 
duces heat in the contents of the tanks, 
and that, with the natural heat of the 
sewage, is sufficient to offset the effect of 
low temperature. 

Generally we would much prefer to dis- 
charge the septic tank by means of an 
automatic sewage siphon in the second 
barrel than to have it done by means of 
an overflow, as in the present instance, 
as the intermittent discharge allows a 
period of rest in which the bacteria can 
receive their supply of oxygen, upon 
which their action depends. We think it 
would be better, if the overflow method is 
to be used, to provide three or four over- 
flows, exactly on the same level, in order 
thus to distribute the sewage as nearly 
equally as possible into the filtering ma- 
terial, thus obviating the overworking of 
a part of it, with the balance of the mate- 
rial doing its work. 


—_~+-e—___ 
A Grease for Packing 


Editor THr PLUMBERS’ TRADE JOURNAL: 


Will you kindly give me a formula fo: 
making a good “grease,” suitable for greas- 
ing wicking or packing? 

Elyra, Ohio. Ray. 


Answering correspondent’s inquiry con- 
cerning “cock grease,” we would say that 
we know of nothing for the purpose that 
we think he intends it, any better than 
tallow. 


—_++-e—__— 
Hard Question to Answer With 
Meagre Data 
Editor THr PLUMBERS’ TRADE JOURNAL! 


HAVE been reading THr PtLuMpERs’ 
TRADE JOURNAL ever since I have been 
working at the trade, and have always 

found what I wanted to know in it, but this 
time I do not, so thought you would advise me. 


The undersigned does hereby agree to fur- 
nish and install a round steam boiler and 
363 sq. ft. of radiation, to be installed in the 
various rooms as follows: Parlor, two 52% 
ft., 26 in. high radiators, to be placed unde1 


the northeast and northwest windows; meet- 


ing rooms, two 521% ft., 26 in. high radiators 
to be placed under northeast and northwest 
windows; hall, upstairs, one 15 ft., 26 in 


south win- 
of wall 
wall ; 


high radiator, to be placed under 
dow; south hall, downstairs, 27 ft. 
radiation, to be placed on the north 


pe 


Fic. 1—Floor Plan of Building to Be 
Heated by L. H. 8. 


center hall, downstairs, 9 ft. wall radiation, 
to be placed on west wall; closet, downstairs, 
9 ft. of wall radiation, to be placea on north 
wall; bathroom, 14 ft. wall radiation, to be 
placed on north wall; coat and hat room, 
downstairs, 7 ft. of wall radiation, to be 
placed on north wall; room for fire appar- 
atus, 72 ft. wall radiation, to be placed 
either on south or west wall. To be a single 
pipe gravity system, with a Honeywell regu- 
lator having clock attachment; 
to be in parlor. Can you tell me how to run 
my mains? They are to be 2 in. Have I got 


thermometer 
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Dehn’s 


“PEERLESS” 
ploor Drains 
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jo MO 


i, 


| l, 
Weer I 


Wie 


{. 


3 || \g)ama = 
: ZARSESES 
Sarna oe init itil 5 Simi A 
oe, 
¢ 1) SIE Sis. 


TWAS 


Zpoey 
AA 


wae rasareens, VIS 
SSsaSssassossscs 


y 
GGUTTLELILEDESITLUITITCTEE EDT Nh, 
urerureremuxs i? 7) 


YLT vee 
ESS SSS NNT NSS SS SS 


{ 
H 
j 
4 
Z 
y 


SAYS SAAN ini ne SAARI 
SAAS 


SAAN 


These and our one huusased or more othe= styles 
and sizes of Floor Drains should interest you. Our 
new illustrated catalogue DEHN’S SANILARY 
SAFE GUARDS No. 16 contains many new ang 
improved fixtures. Write today forfull inforsxation. 


Compound Injector & Specialty Co. 
Sole Manufacturers 
Dehn’s Sanitary Specialties 


419-421 North 52nd Ave., CHICAGO, U.S. A. 
Long Distance Tel. Austin 543 


Do you want a Valve that 
really gives satisfaction on 
a Vapor or Atmospheric 
Heating System? 


Patented 
Regulating 
Valves 
DO 
control 
the 
tempera- 
ture 


ahh 


The Davis Valve will 
use every heat unit. We 
don’t claim impossibili- 
ties but our Valve is a 
wonder. You can decide 
after your first trial. 


LOUIS N. DAVIS 
38 East Gay St., Westchester. Pa, 


Do away with the drinking cup 
Substitute the 


ASHTON SANITARY 
BUBBLING DRINKING 
FOUNTAIN 


An efficient and 
inexpensive foun- 
tain THAT IS 
SANITARY. Can 
be applied to any 
faucet or basin 
cock in schools, 
factories, hospitals 
and hundreds of 
other places. We 
have other types 
too. 

Send for our Catalog 


ASHTON VALVE CO. 


271 Franklin St., Boston, Mass. 
128 Liberty St., New York 
166 W. Lake St., Chicago 
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JARECKI MFG. CO. 
ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL. 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pfpe Threading and Cutting Tools 
Write for catalogs showing the moet 
complete a % inch a ee or 

lt, Engine and wi ectric 
Band oo Motor Attachment. We 
can furnish Bolt Thread- 
ing Attachment for these 
machines. 


Erie Malleable Unions 
Copper Packing 
Erie Pipe Hangers 
Best Made 


UARANTEED 


A Boiler for Steam and 
Hot Water Unlike Any 
Other Device on the 
Market 


The 
Monitor Boiler 


is unquestionably the leader in its line. 
It is different from all others. | 

In construction the MONITOR is as per- 
fect as the best engineering brains and 
most skilful mechanics can make it. 
Absolutely dependabie. ; 

MONITOR agencies offer profitable open- 
ings for progressive heating men. Our 
proposition is liberal. Send for it. Your 
name ona post card brings it. 

Write now. 


Monitor Steam 
Generator Co. 
LANDISVILLE, PA. 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 

We have manufact- 


ured the “Standard” 
Burners for the last 
ten years. 


Write for Catalog 
Standard Heating & Radiator Co. 


230 Penn Ave., Pittsburgh, Pa. 


Manufacturers 


“CENTRAL” WROUGHT PIPE 


MANUFACTURED BY 


CENTRAL TUBE COMPANY, PITTSBURCH, PA. 


EASTERN REPRESENTATIVES: OLIN & GIBERSON. INC., NEW YORK 
OTHER SALES OFFICES AT CHICAGO, ST. LOUIS, SAN FRANCISCO, MINNEAPOLIS, 
DENVER, LOUISVILLE, SALT LAKE CITY AND CLARKSBURG. W. VA. 


As long asthe BEST is the 
CHEAPEST it will pay you to buy 


Kinsey & Mahler Valves 


Is it worth whi mw save ten cents on 
a valve when yow «now you will be lucky 
if you don’t have a dollar’s worth of trouble 
with it? 
You will find our Steam Brass Goods 


just what you want. Write us 


KINSEY & MAHLER CO. 
PEORIA, ILL. 


to use the returns on the boiler? If so, 
how? The boiler is on the same floor 
that is to be heated. How high must my 
lines be and what pitch? 

Ticonderoga, N. Y. 1518 ASE 


The information given by subscriber is 
hardly sufficient to enable us to give any- 
thing like explicit directions for piping 
the job referred to. An examination of 


the data submitted in correspondent’s let- 
ter shows that correspondent expects to 
run two 2 in. mains, evidently one around 
either side of the building, to supply the 
various radiators. 

It is necessary to use the returns on the 
boiler, and correspondent should rise with 
the mains out of the boiler to a point 
within probably 12 in. of the ceiling. This 
should be the high point of the piping, 
and from this point the main should 
pitch away from the boiler at least 1% in. 
in each 10 ft. of length. 

The radiators on the second floor are 


2¢ Fleer * 
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enable us to show him how the job should 
be piped, and would allow us to deal with 
actual conditions. 

We believe that from the above descrip- 
tion and from the sketch submitted, he 
will be able to gather sufficient informa- 
tion to allow him to install the work in a 
proper manner. : 


eee na cae 


An Old-Fashioned Method 


Editor THE PLUMBERS’ TRADE JOURNAL: 


We would be advantages or disad- 
vantages in connecting a hot water 
heating boiler by using a header and 
running separate flow and return to and from 
each radiator, as shown on sketch herewith? 
RLKS@ 

There are no advantages in connecting 
the flow and return pipes separately in 
the form of a header on a hot water heat- 
ing system. By this we mean running 
separate flow and returns to and from 
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Fig. 2.—Overhead System Which L. H. S. May Install. Mains Pitch Away from 
Boiler and Wall Radiators Used on First Floor 


supplied from this overhead main with a 
single branch and a single connection to 
the radiators. In other words, by the 
one-pipe system of steam heating, the 
branches being taken from the main with 
45-degree connections pitching upward to 
the point where the riser goes through 
the floor to supply the radiators. 

The radiators on the first floor are all 
to be wall radiators, and these must be 
hung on the side wall above the water 
line of the boiler. The branch feeding 
the same should be taken from the main 
as before, with 45-degree connection to 
the wall, and then drop down along the 
wall, placing a tee on the same at a 
proper height for supplying or feeding 
the wall radiator. This drop pipe should 
continue from this tee down to a wet re- 
turn running along the floor. This drop 
is in the form of a bleeder and need be 
only about half the size of the upper por- 
tion of the drop which supplies the radi- 
ator; for instance, suppose a 14-in. drop 
pipe supplied the radiator. The tee on 
the same could be a 1%4-in. x %-in.x144- 
in. tee and a %-in. bleeder continued 
down to the wet return. 

The general method of making these 
connections and installing this work will 
be readily understood by examining the 
sketch which we submit, showing two 
standard radiators and two wall radiators 
connected. At the end of the 2-in. main 
a return may be brought back overhead 
as indicated by dotted line on our sketch, 
or, if desired, a drop may be made from 
the end of the main into the wet return 
already mentioned. We, however, prefer 
the overhead return as shown by sketch, 
provided it is feasible to use it on this 
job. 

In the event of using an overhead re- 
turn an automatic air vent should be 
placed on the end of the same where drop 
is made into the return opening of the 
boiler. 

We regret that correspondent did not 
submit a scale drawing of the building 
showing the various rooms and the prob- 
able location of the boiler, as this would 


each radiator, as shown by correspond- 
ent’s sketch. The elimination of friction 
from a system of hot water piping assists 
the circulation of hot water, and the more 
flow pipes there are on the work the more 
friction will result. Aside from the bet- 
ter circulation to be obtained from the 
use of a single flow and return, running 
if necessary in either direction, this class 


we 
Return 


Separate Branches from the Boiler to 
Each Individual Riser No Longer Used 
of work is easier to install, makes a bet- 
ter and neater job of fitting, and costs 
less than the old style of many-pipe job. 
There is also a tendency for the water to 
cool more quickly when divided into sev- 
eral smaller flow pipes. This kind of 
work is old style, and its use has practi- 
cally been discontinued in favor of the 
more modern style of a single flow and 
return main. The up-to-date fitter of the 


_present day will do no other style of 


work. 
oe eS Oe 


Greenhouse Heating Problem 
Editor THE PLUMBERS’ TRADE JOURNAL: 


S I have taken Tus PLUMBERS’ TRADE 
JouRNAL for ten years and have no- 
ticed that your readers have asked for 

information, so I am taking the liberty. A 
party in this town a year ago put a hot, water 
heating plant in his greenhouse. Now, the 
4-in. hot water pipe leading from boiler was 
one with hubs and the joints were rusted in. 
After the job was done the hubs on a num- 
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Finnigan Bought his 
Shoes by the Pound 


His one object was to get them as big as he could for 
the money. 

Cinderella’s step sister cutoff her toe in order to get her 
foot into the glass slipper. But Cinderella found the slipper 
a perfect fit for her foot;—so she married the prince and lived 
happily ever after. 


The man who buys toilet tanks by size or 
weight, like Finnigan, will get the most tank 
for his money,—but very little tank satisfaction. He who 
cuts out some vital constructive detail in order to save tank 
space 1s doing the step-sister act. But the purchaser of the 


U .CcopPper 
priyee TANK 


is getting what Cinderella got,—a perfect fit, style, beauty, refinement and that 
exquisite adaptation of proportion to service that means a lifetime of satisfaction. 


The Pfau White-Copper Tank fits. It is ample for the needs of the 
largest toilet. Nothing is sacrificed that could add press oe 
to its efficiency. Yet if is very much smaller than ee | 


ordinary tanks of cast metal, wood or earthenware. F 
It is staunch, durable and powerful. Its beauty is un- | : | 
questioned. | i 
If it is Size you are looking for, or weight, there | _ ra 
| <oas 


are cheaper tanks than this. If you are willing to sacri- 
fice efficiency, you may be able to find a smaller tank. 
But if you want a tank that fits, the Pfau White-Cop- 
per Tank is what you are looking for. eae 


The Pfau Manufacturing Company, 
Cincinnati, Ohio 
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TRADE MARK 


EXP|JLo0 


f 


List Price $40.00 


Includes EXPULSO Bow! with 3% in. Sesegeo Vent. 
EXPYLSO Tank with China Operating Lever. Seat 
attachments on the outside. Seat in oak or 
imitation mahogany. 


The novel means by which ventilation 
and syphon action are obtained with the 
EXPYLSO bowl, are talking points which 
make the sale almost every time. Our 
booklet describes the 
EXPULSO method in an interesting way. 


“Ventilation” 


Distinctive Selling Points 


Srlkge vent, a large, unobstructed ven- 
tilating duct. Groove construction which 
secures high expulsive force. Large 
water surface, and water way of large 
calibre to pass freely a 24% inch ball. 


Instantaneous and noiseless in operation. 


Great Western Pottery Co. 
Tiffin, Ohio Kokomo, Ind. 


Manufacturers of Vitreous China Lavatories 


and Special Closets of All Kinds 


ber of the pipes cracked, so that they leak. 
Now I wish to know if there is any way to 
stop them from leaking without putting in 
new? : 
North Collins, N. Y. BW: 

We do not see why the use of “Smooth- 
On” should not give satisfactory results 
in this greenhouse job if it were al- 
lowed sufficient time in which to set firm- 
ly. We would suggest that correspondent 
also try Portland cement. This is used a 
great deal in greenhouse work. The ex- 
periment will be inexpensive, and we be- 
lieve it will help. 

ee 


Velocity of Flow in Hot Water Heating 
Editor THE PLUMBERS’ TRADE JOURNAL: 
| Brees tell me through the columns of 
your journal “The ‘Law of Velocity of 
Flow’ in Hot Water Heating” for a dif- 
ference of every ten feet in height. Suppos- 
ing two distinct hot water heating plants, in- 
stalled in the same building, one plant heat- 
ing the first floor, the other plant heating 
the second floor, ten feet above, each plant 
heating each one radiator of equal radiating 
surface, located above the furnace, having 
the same size furnace, piping, firing, and 
under the same conditions. What would be 
the difference of the velocity of the flow? 

Ottawa, Canada. HKD: 

“The ‘Law of Velocity of Flow’ in Hot 
Water Heating,’ as the circulation in a 
hot water heating apparatus is called by 
correspondent, is conditioned by the mo- 
tive power and the sizes of the pipes, and 
whatever allowance is necessary for fric- 
tion. 

In order to clearly understand the 
question we must go back to the one ques- 
tion bearing upon the subject, viz.: What 
causes hot water to circulate? 

Cold water or heated water will remain 
stationary in a vessel if there is no power 
to move it. Some of those engaged at the 
trade or in the business of hot water 
heating have a mistaken idea that hot 
water circulates when heated because it 
becomes lighter as heat is imparted to it. 
The fact is, that water when heated ex- 
pands and fills a larger space, but other- 
wise will not circulate or move until a 
heavier body or column of water is con- 
nected to the lower part or base of the 
receptacle containing the hot water. The 
colder column being heavier than the 
heated column pushes the lighter column 
upward. This is due to the law of gravi- 
tation. 

The Newton theory (law of gravitation) 
is that all falling bodies gravitate with 
the same velocity, and descend through a 
definite space in a given time. The veloc- 
ity of the water flowing through a hot 
water system depends: upon the difference 
in specific gravity or weight of the water 
in the flow and return pipes. 

The Square Root of the height as indi- 
cated by the weight multiplied by eight 
will give the velocity (in feet) of the 
falling body. The difference in the ex- 
pansion of the water in the flow and re- 
turn (due to different temperatures) mul- 
tiplied by the feet head equals the height, 
and the Square Root of the height (in 
feet) multiplied by eight will give the 
velocity of the moving body per second. 

A 10-foot column of water heated to a 
temperature of 212 degrees will measure 
10 feet 51/5 inches, and the height re- 
ferred to is the difference due to this ex- 
pansion. a 

A one-foot column at 212 degrees will 
expand .04333 inches, and multiplied by 
120 (10x 12—120 inches) will equal 5.199 
inches. 

Assuming the temperature of the flow 
to be 212 degrees and the return 10 de: 
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grees cooler, or 202 degrees, the differ- 
ence in expansion between the flow and 
return columns would be .00411, the dif- 
ference for each foot of height, which 
multiplied by 10 (10 feet high) =.0411. 
The Square Root of .2 2X 8=—1.6 
the velocity in feet per second. If the 
height of the return is 40 feet multiply by 
40, or if 60 feet high multiply by 60, ete. 
Box gives a table of expansion of water 
at different temperatures, which agrees 
substantially with the figures of other 
authorities, and may be used in calculat- 
ing velocities. This table is as follows: 


Temperature Expansion of 
Fahr. Expansion of 10-foot column 
Degrees 1-footcolumn ininches 
40 .0000 .0000 
52 .0005123 .06147 
72 .002627 .8152 
92 .0059 -708 
102 .0079 -948 
112 01015 1.218 
122 .01261 1.518 
132 .01527 1.832 
142 .01814 2.176 
152 .02120 2.544 
162 .02443 2.931 
172 .02788 3.345 
182 .03148 3.777 
192 .03526 4.231 
202 .03922 4.706 
212 .04333 5.199 


This table may be employed in deter- 
mining the difference in expansion or 
weight when the temperature of the water 
in the flow and return columns is known. 


— 


Condensation Does Not Return 
Editor THE PLUMBERS’ TRADE JOURNAL: 


pressure steam heating job which I in- 

stalled in a new greenhouse and con- 
nected same with old houses.. On the sketch 
I am trying to show how I run the mains and 
returns and how I connected same with the 
piping in old houses. I piped the new house 
on the same principle as old houses, and then 
fired the boiler for a test and found that the 


ipSs enclosing herewith sketch of a low- 


End View of New Greenhouse and Boiler 
Room, Showing Return Connections 


condensed water does not return to the 
boiler. Everything else seems to be O. K., as 
the steam circulates nicely through the mains 
and coils in the four houses without a sound. 
Will you kindly tell me where my mistake is, 
and how I am to remedy it? 

Lebanon, Pa. G. H. G. 

An examination of the sketch submit- 
ted by correspondent will show that a 
number of the returns are connected to- 
gether above the water line of the boiler, 
and consequently the steam will short- 
circuit and hold back the water of con- 
densation in a part of the returns. The 
check valve on the return at the rear of 
the boiler should be removed, as it is 
neither necessary nor desirable on this 
job. 

We would advise correspondent to ex- 
amine the ends of all coils and see that 
all air is removed through automatic air 
valves. Wherever it is necessary to con- 
nect two returns above the water line the 
one return entering the other should be 
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[t’s no circus feeding coal to a hungry heating system. When the system 
becomes a white elephant — it’s time to investigate the Reliable Vacuum 
Heating System. Stop burning money, wasting fuel to create pressure. 


Get efficient heat with ounces of pressure Every Reliable System installed will produce new 
instead of pounds when the Reliable Vacuum business for you. Satisfaction and economy will 
Pump exhausts the air and makes every inch of 
radiation efficient—even the far away points are 
constantly efficient. Get perfect circulation at low 
pressure—constant circulation—no dead ends. you will get more orders. 


radiate from one owner to another—you will 
become warm friends with every system buyer— 


We are in touch with owners and architects—we will mail our book “Better Heat at Less Cost” and 

mention your name. There are many “SICK SYSTEMS” where you can install Vacuum Pumps as 
well as new buildings. This means big profit for you. Write today for our catalog which shows | 

the Reliable Air Line and the Reliable Return Line— adaptable to every system. Keates 

: / BABCOCK- 

Writ e Today mie BECKER CO. 

/ CLEVELAND, O. 

MH / Send full details of your 

The Bishop - Babcock - Becker Company Je eng re 


ing System. 


General Offices: Cleveland, Ohio ee 


tie Address 22-0 sf, sae 8 8 


EIGHT FACTORIES TWENTY BRANCHES % town 
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The BURNHAM Friend 
Maker 


OWN here at Irvington-On-Hudson, New York, we 

are making boilers that are making lots of friends among 
the heating trade. Making friends, because everyone they 
sell makes friends for them. A friend maker is the liveliest 
kind of a “business getter” you can get. The Burnham is 
just that kind of a boiler. We can prove it. Ask us to. 


Lord and Burnham Co. 


Irvington, N. Y. 

Troy, N. Y.—Aird-Don Co. Boston— 819 Tremont Bldg. 
Chicago—Davies Supply Co. 
Philadelphia—Haynes-Thompson Co. 
Ft Dodge, lowa—Leighton Supply Co 


Minneapolis—Roberts-Hamilton Co. 


Providence—Allen & Reed, Ine. 


Johnstown, Pa—Union Radiator Co. 
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“THE PRIDE vo! NEW ENGLAND” 


DOUITLERS 


Steam or 
Water 


Send for Catalog 


Putnam Foundry 
& Machine Co. 


Factory: Putnam, Conn. 
M 


VW 
OFFICE AND SALESROO 


Boller Fioom 


Note That a Number of Returns A 


trapped and reduced in size, and a check 
valve of the common clapper variety 
should be used on the small horizontal 
connection, and the clapper should be 
filed away until lightened sufficiently to 
operate easily. 

Also see that all pipes, both flow and 


Connections in Gang- 
And View of Green- way Between Old 
house Submitted and New Green- 


Buffalo’s Skyscraper 


The New Building of the 


Buffalo General Electric Company 


98 fixtures with 
a 470 gallon 
Improved Auto- 
with Automatic 


has in use, supplying 
hot water at all times, 
BEILMAN - SEAMANS’ 
matic Water Heater, 
Pilot Control. 


We make these in all sizes from 30 gal- 
lons up to as large as desired, and for any 
kind of gas. Send for catalog and discounts. 


W. E. BEILMAN 


Dept. B. 


STRONG EFFIC 


FITS EVERY SIZE PIPE 


FITALL HANGER STRAP 


ECONOM 
TWISTED WIRE AND STEEL CO. 
‘515-21 Greenwich St. 


ADJUSTABLE 


73 SOUTH MAIN ST., PROVIDENCE, R. L 


BUFFALO, N. Y. 


New York 


by G. H. G. houses 


return, have perfect drainage, and that 
they are freed of any air pockets. Hav- 
ing adjusted everything of this nature, 
iook for any further trouble at the return 
connections as suggested previously. 

The sketch submitted by correspondent 
is not sufficiently plain to enable us to 
make a sketch of the work, but from the 
above suggestions we feel sure that cor- 
respondent will easily locate and remedy 
the trouble with good results. 


ee 
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Plan of Steam Heating System in Greenhouses Installed by G. H. G., in Which We 


re Connected Above Water Line 
Pipe Sizes in This Heating System 
Undoubtedly too Small 


Editor THE PLUMBERS’ TRADE JOURNAL: 
AM about to install a steam job in a bak- 
ery and would like to know if my layout 


on the sketch herewith will be all right, 
and if it is possible to take a 14%4-in. valve 
and 1-in. valve off of a 144-in. branch. Will 
a dry or overhead return be suitable for this? 
Thanking you in advance for the information, 


I am, 


Trenton, N. J. Hees: 


Our correspondent will have no difficul- 
ty in installing the job mentioned with 
overhead and dry returns. 

The pipe sizes given on his sketch are 
not large enough for this work. The long 
main shown should be 2 in. in size, and 
should continue this size to the end of 
the main. The short main shown should 
be 1% in. in size. Correspondent shows 
one connection to a radiator near the 
boiler, but does not give the size of the 
radiator nor the size of the branch. 

We submit a sketch showing how the 
job should be piped. All branches should 
be taken from the mains with 45-degree 
connections, using a close or short nipple, 
and a 45-degree elbow in making each 


ane 
Fic, 1—Sketch of Heating System Submitted by H. 8. Pipe Sizes Are Probably T00 
Sizes of Branches Not Given 
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\ You make afriend 
{ every time you sell 
a Square Pot Boiler 


Because the SQUARE POT is a 
combination of Satisfactory Ser- 
vice, Dependability and Economy. 
There are many and good reasons 
why Square-Pot Dealers are in- 
creasing their business. 


Why Not Investigate? 


2B aos 


858 


connection. All branches should pitch 
upward from the main at least 1 in. in 
each 5 ft. of length; the one exception to 
this being the long branch (15 ft. long). 
This should pitch down from the main 
as a bleeder is connected from the end of 
it into the return. 

Note that we have also increased the 
sizes of some of the branches as well as 
the size of the mains and returns. 


Tr, 
Zi 


16" 


yx EM L 


* i 15 
/% «14 El D> fs 


“4 “KX 14 E// 


600’ Bove 


Lp een eee  - - - 
Fes 1 are 14, Dry Return C 
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in. beyond the tee supplying the last 
branch. 

Correspondent is right in using the 
3-in. flow openings of the boiler without 
bushings. These risers should be 3 in., 
and a reducing elbow should be used at 
the top of each riser in supplying the 
main. 

On all one-pipe steam work the mains 
should be of sufficient size that all of the 


Aut Air kelres 
end Drop, Connect 
below Mater Lyre. 


Zz, 


Fie. 2—The Way We Should Advise Running the Flow and Return Mains in System 
Shown in H. S’s Sketch. Air Valve Connected Below Water Line 


All returns should have an automatic 
air valve at the end near the boiler, and 
at this point drop and be connected to- 
gether below the water line of the boiler 
before entering the return opening of the 
boiler. It is better to drop all returns as 
low as the return opening of the boiler, 
and connect them on a level with this 
return opening. 

Do not take a branch from the main at 
or near the end of the same. The best 
plan is to continue the main 12 in. or 15 


friction possible may be eliminated, and 
dry returns, as a rule, should be larger 
than wet returns. 

— el 


Los Angeles Master Plumbers’ Association 
Adopt Resolutions 


T a meeting recently held at their 
headquarters, the Los Angeles Mas- 
ter Plumbers’ Association voiced 

their disapproval of the practice of doing 
plumbing work on the percentage basis, 


and adopted the following resolution: 

WHEREAS, it has become a common occur- 
rence for persons engaged in the plumbing 
business in this city and in other cities, to 
undertake to install the plumbing, steam-fit- 
ting, etc, in buildings under agreements 
known as the “Percentage” plan, whereby 
they agree to do the work for some stated 
and certain percentage of profit added to the 
actual amount which it costs them in labor 
and material to install the work, and further 
agree to furnish, or to have furnished to 
those for whom the work is done, bills and 
statements, and other evidence showing what 
the true cost in labor and material has been, 
and, 

WHEREAS, according to common rumor and 
according to admissions made by some of 
those doing “Percentage” work, the percent- 
age agreed upon is, in some cases, SO ex- 
tremely and ridiculously low, that it must be 
impossible for those doing the work to make 
sufficient profit to meet even their overhead 
expenses, provided they observe the terms of 
their agreements, and, 

WHEREAS, there are good and sufficient rea- 
sons for believing that, finding it impossible 
to profitably and at the same time honestly 
conduct their business on extremely and 
ridiculously low margins of profit, some of 
those doing ‘‘Percentage” work take advan- 
tage of the ignorance and stupidity of their 
customers, and resort, at times, to various 
dishonest and unscrupulous practices in order 
to avoid actual loss on this class of work— 
such as conniving with dealers in plumbing 
supplies, or the employees of such dealers, to 
the end that the bills rendered by the dealers 
for materials used in the work and which are 
supposed to indicate the actual net cost of 
these materials to the plumber, are made out 
to show as being cost prices, prices that are 
really in excess of the true cost, and all with 
the object in view of securing a greater 
profit than the terms of the agreements le- 
gally permit; or, intimidation of underpaid 
and unskilled journeymen and apprentices to 
the end that they will declare they are re- 
ceiving a certain rate of wages, when in real- 
ity their wages are much lower, and all with 
the object of securing in this way a greater 
profit than is legally permitted by the terms 


of the agreements; or, having certain mate- 


rials delivered to and charged against ‘“Per- 
centage” jobs, and then surreptitiously re- 
moving such materials with the object in 


vw 


view of securing greater profits on the work ~ 


by collecting for material not needed or used 
in the work, and, 

WHEREAS, any person guilty of any of the 
fraudulent practices herein before mentioned 
is liable to legal prosecution, both criminal 
and civil, and, : 

WHEREAS, The Master Plumbers’ Associa- 
tion of Los Angeles, as an organization, real- 


izes that dishonest and unscrupulous prac- — 


tices on the part of any of those engaged in 
the plumbing business, whether members of 
the association or not, has a strong tendency 
to bring discredit in a general way upon all 
engaged in said business, and it is therefore 

Resolved, That this organization, The Mas- 
ter Plumbers’ Association of Los Angeles, 
condemns the use of any and all dishonest 
practices on the part of those engaged in 
business; and it is further 

Resolved, That this organization suggests 


to its members that they observe the spirit — 


and intent of the following recommendations, 
to wit: When asked to do work on the “Per- 
centage” plan, to agree to do such work only 
at a percentage of profit that will justify 
them in dealing honestly by their customers 
and at the same time enable them to secure 
a living profit for themselves, but whenever 
possible, to try to seure their work by con- 
tract, or time and material agreements in- 
stead of by percentage agreements, assuming 
under proper conditions, the full responsi- 
bility for the completion of their work and 
for the quality of the material and workman- 
ship required, and used, and when rendering 


bills for any and all kinds of work, to be cer- — 
tain that such bills are made out in a true 
and correct manner and thereby avoid just — 


complaints on the part of their customers, 
and it is further 


Resolved, That this association most heart- — 


ily commends the Central Supply Association 
for adopting, at its meeting in Atlantic City, 
in July, 1912, the resolution as found record- 


ed in the November number of THE PLUMB- — 


ERS’ TRADE JOURNAL. And it is still further 


Resolved, That, in order that the position 


QUIET ACTION CLOSETS 


In Mott’s “Silentis” and “Silento” Closets the 
noise of flushing has been reduced to a mini- 
Running water cannot be further 


mum. 


silenced and still produce a sanitary flush. 


Features of our quiet-action closets: 


1. Quiet-action. 


2. Quietness is not obtained at the expense of 


a sanitary flush. 


3. Bowls and seats are extra large. 


4. Drain plugs allow of removing water from bowl 
without disturbing soil pipe connection. 


Jet hole is concealed. 


Sanitary - Perfect -Screw- Connection insures 
an air-tight, water-tight, and gas-tight con- 
nection and dispenses with unsightly bolts. 


Since we introduced “Silentis” closets, over 
twelve years ago, they have been installed in the 
finest residences throughout the country. 


THE J. L. Mott IRON WORKS 


FIFTH AVE. AND SEVENTEENTH ST., NEW YORK , 


Plate 5497-A. The “Silento’”’ syphon-jet water 
closet with cabinet finish quartered oak seat 


Plate 5493-A. The “Silentis’ syphon-jet water 
closet with “Boston” vent, n.p. escutcheon, 
cellu-enamel white seat and cover, No. 72 vitre- 
ous porcelain cistern, china push-button and 
the Sanitary-Perfect-Screw-Connection. 

In designing the No. 72 cistern our aim has 
been to produce a cistern which would be su- 
perior In appearance to the ordinary low down 
vitreous cistern, and which would lend itself to 
the chaste style of ornamentation that is now 
being adopted for bathrooms. 


and cover, No. 69 vitreous cistern with china 
push-button and the Sanitary-Perfect-Screw- 
Connection. 

The unusual width of the bow] at the back pre- 
vents the soiling of the bowl when used as a 
urinal, a most important point, in view of the 
fact that in residences the closet serves also as 
a urinal and slop sink. The bowl is long ana 
earries a large body of water. 


BRANCHES—Boston, Chicago, Philadelphia, Detroit, Minneapolis, 
Washington, St. Louis, New Orleans, Denver, San Francisco, San 
Antonio, Atlanta, Seattle, Portland, (Ore), Indianapolis, Pitts- 
burgh, Cleveland, 0., Kansas City, Salt Lake City--CANADA— 
Mott Company Limited, 134 Bleury Street, Montreal. 
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The Plumber is JUDGE—NOT the Manufacturer 


WHY? 


Because no TWO conditions in ACTUAL plumbing are alike! Well—That’s the point! 
A tank MAY BE all right at the factory—but ALL WRONG on the job. 


WHY? Because so FEW manufacturers of tanks and seats are PRACTICAL men!! 
That’s where VitrO starts—where the others leave off. 


It’s the little practical details about the VitrO Tanks that make it 


The Only NO-TROUBLE Closet Tank on the Market!!! 
VITED VITRO) 


. COMBINATION y ‘ : COMBINATION 
ee Ica =; Ss weg a 


Another VitrO Feature! 


It’s the tank WITHOUT a LINING that you can buy in ENAMEL, OAK and MAHOG- 
ANY finishes. REMEMBER! Each and every tank will stand the India ink vitreous test. 


| Marmiaeruren By 
JAMES M. TEAHEN, 
VETO 171-191 Beecher Ave., : : - - Detroit, Mich. Vere} 
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This Trade 


he NEVER SPLIT” 
years. 


by steel Bolts, 


a piano with 


Mark Is 
Underside of Every Genuine 
‘NEVER SPLIT” Seat 


he NEVER SPLIT? gives universal and per- 


manent satisfaction. 


is guaranteed for five 


he NEVER SPLIT” joints are held tight 


Washers. 
NEVER SPLIT’ is finished like 
and acid proof varnish, 


which retains its lustre 
for years. 


On The 


Nuts and 


moisture 


because 


and 


“The 
Reason 

They 
Never 
Split” 


“ALWAYS RELIABLE” 
Gasoline No. 2 
Pump Blast Furnace 


Constructed like the bulb fur- 
nace, with cae exception that 
it has our patented “‘Never- 
Leak” pump, which has a 
neev.e-va'""2 making a positive 
shui-off between the tank and 
preventing leakages. 
Packed, oneeach in a wooden 
box, properly labeled. 

With large shield only 

$4.00 each net 
With both shields 

$4.25 each net 


Otto Bernz, 
Newark, 


No. 2, Patented New Jersey 


The Plumbers’ 
it is 
HANDSOME 
DURABLE 
SANITARY 


COMFORTABLE 


Send for 
Booklet, 


Choice 


Carries Radiators Anywhere 
QUICKLY, EASILY, SAFELY 
Narrow crooked stairways and halls are easy for 


BI cares Carrier and Truck. 


Hi fl It is a cinch to 
‘ MONEY 


earry the radiator 

when_ necessary 

and a bigger cinch 

to push it on the 

truck. Adjustable 

in all parts. 

Saves you 

Combined Cazrier and Truck Send for Booklet 
BUELL BROTHERS, FULTON, N.Y. 


TIME, STRENGTH 


of this association on the subject matters of 
the foregoing preambles and accompanying 
resolutions may be made known, copies of 
the same be distributed as follows, to wit: 
To the Southern California Chapter of the 
American Institute of Architects of this city ; 
to the various architects of this city; to the 
Central Supply Association at Chicago, Il. ; 
to the various jobbers in plumbing supplies 
in this city; to the members of this associa- 
tion; to the officers of the National Associa- 
tion of Master Plumbers; to the officers of 
the State Association of Master Plumbers of 
California; to the various local Associations 
of Master Plumbers throughout the country, 
and, with the request that it be printed in full 
to THE PLUMBERS’ TRADE JOURNAL, The Valve 
World, Domestic Engineering and Engineer- 
ing Review; and furthermore, that it also be 
spread upon the minute books of this asso- 
ciation. 


> > 4+ -——_—_ 


Chas. Millar & Son Co. Outgrow Old 
Quarters and Establish Themselves in 


New Quarters 

T is true that from the acorn the 
mighty oak grows. Away back in 
1861 Chas. Millar, of Utica, N. Y., 
started a modest general store, and from 
this small beginning there is today in 
Utica one of the largest and best known 
supply houses in the state, The Chas. 
Millar & Son Co. The business has had 
a steady and healthful growth. It reached 
such proportions that larger and more 
convenient facilities have long been need- 
ed to take care of the business, and in 
consequence the company have erected, on 


The Late Charles Millar, Founder of the 
Chas. Millar & Son Co., Utica, N. Y 
the corner of Main and 2nd streets a four- 
story mill constructed, building, 50x 110 
ft., with a two-story wing on the east end, 
32x119 ft. These new buildings connect 
with the old warehouses. The first floor 
will be utilized as a store and for private 

business office purposes. 

A handsome oak stairway leads to the 
second story, which will be used for show 
rooms. There is also a large directors 
meeting room on this floor. The third 
and fourth floors will be used entirely 
for storage purposes. 

An Albro-Clem elevator connects all 
floors with the shipping department. The 
basement will be used for the storing of 
heavy and bulky stock. There is also a 
workshop in the basement, with tools and 
equipment for cutting and threading pipe. 
A spur of the New York Central R. R. 
connects with the shipping department, 
which is on the first floor of the wing. 

The entire structures are equipped with 
a sprinkling system and other ample fire 
protection. : 

The buildings will be heated with 
smoke-consuming boilers. Large and com- 
modious vaults have been built in the 
building which are strictly fireproof. The 
company expect to spend New Years’ 
Day in their new home if completed. 
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From the seed which was sown by its 
founder has developed this large and suc- 
cessful company. The first inventory 
showed a total of $2,560. Chas. Millar, 
the founder, was assisted by his son, 
Henry W. Millar, and on August 6, 1866, 
admitted him into partnership, under the 


President Edward G. Wagner, of the 
Present Firm 


firm name of Charles Millar & Son, in- 
ventory at that time showing a total of 
$25,000. : 

In the year 1883 John L. Murray be- 
came a partner, the firm name being un- 
changed. Charles Millar died in 1890, and 
the surviving partners continued the busi- 
ness under the same name ,until in 1899 
Mr. Murray died, and on January 1, 1900, 
the present company was incorporated 
under the laws of the State of New York, 
under the firm name of Charles Millar & 
Son Company, with a capital of $200,000, 
and the following officers: Henry W. Mil 
lar, president and treasurer; Nicholas E. 
Kernan, vice-president, and John A. Ker- 
nan, secretary. The directors were: Hen- 
ry W. Millar, Nicholas E. Kernan, Charles 
S.. Symonds, John A. Kernan and Edward 
G. Wagner. 

Henry W. Millar died in May, 1905, and 
was succeeded as president by Edward G. 
Wagener, of Whitesboro, N. Y., who con- 
tinues in this office at the present time. 
The business from the first has largely 


The Late Henry W. Millar, Son of the 
Founder of the Business 
broadened out into wholesale plumbing 
and mill supply line, and a full line of 
supplies for tinners, steam fitters, con: 
tractors, railroads, water works, ete., is 

carried. 
In the early sixties Mr. Millar com 
menced his business in part of the store 
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Plate D112. Made in one size only 
22x27 ins. 


Every piece of IRON CITY Enameled Ware 
must pass a rigid inspection before it receives the 
Black and Gold Label that stamps it as the 
leader in the enameled ware field. 


Iron City is the Quality Line 


Iron City 
Pittsburgh, 


Sanitary Mfg. Co. 
Pennsylvania 
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New PRICE BOOK 
for PLUMBERS 


The greatest time-saverin making esti- 
mates, in pricing jobs and making out 
billsis 


Flowers’ Plumbers 
Price Book 


Pays for itselfin two weeks. After that 
it earns money for you. 


120 pages. Bound Flexible Full Levant Grain 

Black Cowhide, Tan Leather Lined, Pocket 
in front cover. $5.00 Prepaid, You can 
return if not satisfactory. 


Send for pamphlet 


FRANK H. FLOWERS, 
Erie, Pa. 


PLUMBERS’ 
SLATE 


We have two large factories and 
produce more than a carload of 
milled slate daily. 


Our reputation for executing 
Plumbers’ detail work carefully 
and accurately has been well 
earned. 


We will appreciate the favor 
if permitted to quote you prices 
when you are in the market. 


Urinals 
Shower Stalls 
Water Closets 

Base 
Wainscot 
Drain Boards 


THE PHOENIX 
SLATE CO. 


Penn Bldg., WIND GAP, PA. 
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at present occupied by J. B. Wells & Son 
Co., and in 1866 moved into the present 
location, 127-129 Genesee street. 

Some years later a lead pipe works was 
constructed in the rear of what is now 
occupied by the Shubert Theatre, and pipe 
and solder were manufactured here until 
1884, when a warehouse was built, which 
still stands on its old site on Main street, 
adjoining which a building was erected 
for use exclusively in manufacturing lead 
pipe. In 1905 another larger warehouse 
was built adjoining this. 

Aside from their wholesale department 
and lead pipe works, they are closely con- 
nected with the Utica Pipe Foundry Com- 
pany, being their exclusive selling agents. 
They not only claim to manufacture a 
superior quality of cast iron gas and 
water pipe and specialties, but some time 


Treasurer A. H. Dobson, Who Has Been 
With His Company Twenty-five Years 
ago erected a modern foundry which is 
exclusively devoted to the making oi cast 
iron soil pipe and fittings and cast fron 
screwed steam fittings. In addition to 
their large stock of steel and genuine iron 
pipe, they have on hand extensive yards 
of vitrified sewer pipe. Their mill supply 
department carries a complete line of 
belting, pulleys and other material, so 
that they are in a position to take care of 
the demands of their many customers 
throughout the City of Utica and vicinity. 

In addition to their main office in Utica, 
branch offices have been established in 
Boston, Mass., and New York City. 

At the present the business is carried 
on with the following officers and di- 
rectors: Edward G. Wagner, president; 


You Need This Plumbers’ Slate Encyclopedia 


The most complete and up-to-date booklet, as only a 
substantial concern can furnish it. 


This company is one of the famous departments of the 
Genuine Bangor Slate Co., the largest Slate manu- 


facturers in the country. 


Need we add, that we are, therefore, in a position to 
serve you to your utmost advantage. 


Write us today. 


Penna. Structural Slate Co. 
Pell Building, Easton, Pa. 


Charles S. Symonds, vice-president; John 
A. Kernan, secretary; A. H. Dobson, treas- 
urer, and L. D. Fowler, sales manager. 
Directors: Edward G. Wagner, Chas. 8S. 
Symonds, John A. Kernan, A. H. Dobson, 
Charles Millar, Harold Murray and R. U. 
Sherman. ; 

The capitalization having been increased 
from $200,000 to $300,000 is made up en- 
tirely of common stock. 

This hustling and progressive corpora- 
tion has the following bunch of order ex- 
tractors out on the road, who are all good 
fellows and deliver the goods: Charles H. 
Glavin is the Boston representative, with 
offices in Weld Building. Story & Ste- 
phens, 150 Nassau street, are the New 
York City representatives. James V. 
Knight covers Vermont and eastern Mas- 
sachusetts. Edgar Kenny travels eastern 
New York. R. A. Tate covers northern 
New York. J. H. Johnson takes care of 


southern New York and eastern Pennsyl- 
vania. Walter Winn handles western New 
York. Herbert R. Kincaid, central and 
western New York. F. H. Taylor covers 
Utica and vicinity. Sanford E. Stanton 
is their city representative, and last, but 
not least, John H. Yeagley, who travels 
Pennsylvania territory. With this army 
of energetic salesmen out, it is a safe bet — 
that in a few years more another large 
addition to the plant will be required. 

A. H. Dobson, treasurer of the company, 
who has been with this organization for 
more than twenty-five years, had entire 
supervision of the construction of the 
new building. Anything that “Al” at- 
tempts he always does thoroughly, and 
he certainly has done a good job this 
time. Tur PLUMBERS’ TRADE JOURNAL Con- 


gratulates the company on their magnifi- 
cent success and wishes them many pros- 
perous years in their new quarters. 


Modern Sanitation 


The Utility of Slate in 
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LUMBERS are now installing slate in 
greater quantities than ever before, 
in response to an increasing demand 

for this material in almost every branch 
of building construction. Architects and 
owners have gradually awakened to the 
many sanitary features of slate that make 
it a most desirable material for the walls 
and floors of toilets, bathrooms, public 
comfort stations, kitchens, pantries, cafes, 
operating rooms of hospitals, laundries 
and educational purposes, such as black- 
boards. 

The fact that slate is practically ever- 
lasting, has recommended it for all instal- 
lations where durability was a first con- 
sideration. Slate is used by builders, elec- 
tricians and other mechanics for dozens 
of different purposes, stair treads, wains- 
coting, window sills, shelving, table tops, 
switchboards and mounting for electric 
apparatus, vats and tanks for dyes and 
acids, drainboards, laundry trays, kitchen 
and pantry sinks. 

Slate is absolutely impervious to stains 
of every sort, resisting foul slop water 
and greasy waste. Marble under the same 
conditions would be quickly ruined, while 
marks that would disfigure the latter are 
almost imperceptible in slate. The grain 
in slate is also claimed to be much closer 
than any substitute, which makes stron- 
ger material when subjected to strain. 

A number of well equipped factories, 
each especially fitted for the production of 
slate for our trade, are located in the very 
heart of the finest slate quarries in the 
country, Pennsylvania. These plants are 
all in charge of experienced men who 
have been connected with the industry 
for years and who are familiar with every 
detail in the process of manufacturing 
slate. A large stock is kept on hand at 
all of the various establishments, and un- 
usual orders or to specification can be 
executed with reasonable quickness and 
shipped promptly. Our trade may, by 
consulting advertisements elsewhere in 


‘this issue, obtain the names of numerous 


authorities on topics pertaining to slate, 
and whose knowledge is gladly placed at 


the disposal of readers of Tur PLUMBERS’ 
TRADE JOURNAL Without any obligations 
whatever. Write them and forward your 
requirements. 


—_—— Oe 


Annual Meeting of the Massachussetts 
Chapter, American Society of Heating and 


Ventilating Engineers é 

eS adjourned annual meeting of 
the Massachusetts Chapter of the 
American Society of Heating and 
Ventilating Engineers was held in Bos- 
ton, Mass., Tuesday, November 19th. One 
new member, William N. McKenna, who 
is also a new member of the parent chap- 
ter, was admitted. The following officers’ 
were elected: Frank Irving Cooper, pres- 
ident; H. W. Whitten, vice-president; J. 
W. H. Myrick, secretary; William T. 
Smallman, treasurer, and Capt. Joseph A. 
Moore, D. S. Boyden, William G. Snow, 
board of governors. ; 
A meeting was held at the Boston 
Press Club, December 10th, dinner being 
served at 5:30. The subject for discus- 
sion was “Separation of Heating and 
Ventilating Contracts from the General 

or Other Contracts.” : 


ee ee 


Open Branch Warehouse in Atlanta 


HE H. W. Johns-Manyille Co., New 
York City, have recently opened a 
new southern warehouse at No. 

31% S. Broad street, Atlanta, Ga. The 
entire building, embracing three floors 
and a basement, with a total floor area of 
about 10,000 square feet, will be utilized 
exclusively as a warehouse for J-M pro- 
ducts. C. S. Berry has been appointed 
manager and will supervise the interests 
in the southern territory. ee 

A feature of particular advantage in 
this new site will be found in the location 
of the Atlanta office of the H. W. Johns- 
Manville Co. in the same building with 
the local warehouse, which will materi- 
ally help to minimize the chance of de 
lay in deliveries. 
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CLEANEST CHEAPEST BEST 


SANITARY SLATE 


Urinals 

Shower Stalls 
Bathroom Partitions 
Morgue Slabs 
Operating Tables 
Laboratory Slabs 
Germ-proof Flooring 
Mausoleums 

Grave Vaults 
Grave Covers 
Grave Markers 
Cistern Covers 


Feed and Water 
‘Troughs 


INTERIOR FINISH 
OF BUILDINGS 


Steps 

Risers 
Platforms 
Floor Tile 
Wainscoting 
Vestibule Panels 
Base 

Hearths 
Lintels 
Window Sills 
Coping 
Tiling 
Mantels 

Fire Boards 


HOUSEHOLD 


Cupboard Shelves 
Pantry Shelves 
Refrigerator Shelves 
Shelving of all kinds 
Pastry Boards 
Table Tops 
Kitchen Sinks 
Laundry Tubs 
Sink Tops 

Lavatory Tops 


EDUCATIONAL 


Blackboards 
Bulletin Boards 


INDUSTRIAL 


Vats and Tanks of all 
kinds for Dye Works 

Chemical Works 

Dairies 

Bottling Establishments 

Canneries 

Soda Fountains 

Slaughter Houses 

Bakeries 

Florists 

‘Tanneries 

Electric Switch Boards 

Refrigerator Linings 


Aquarium Bottoms, Ete. 
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Hammann Structural and Roofing Slate Co. 
Bangor, Pa. 
Phoenix Slate Co, 
Windgap, Pa. 
Slate Products Co. of America, 
Bangor, Pa. 


Alpha Slate Mfg. Co. 
Bangor, Pa. 
Crown Slate Co. 
Pen Argyl, Pa. 
Excelsior Slate Co. 
Pen Argyl, Pa. 


: 
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M. L. Tinsman & Co. Inc. 
Pen Argyl, Pa. 
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Want a Job? 


Any and every home 
costing $5,000 or more 
are candidates for 


The Si-wel-clo 


Noiseless 
Syphon Jet Closet 


Armed with a high 
class specialty like the 
Si-wel-clo any plumber 
should be able to go toa 
builder and land. Why you’d be surprised at the number 
of people who have written us that they wanted to tear 
out their old closet and put in a Si-wel-clo Noiseless. 
There must be many more who fail to write but who, 
if approached by their plumber, would say “Go ahead.” 


The Trenton Potteries Co. 


hasso perfected the Si-wel-clo that it is the first and only 
closet combination being advertised on the market 
which can honestly claim the noiseless operation— 
For we control the patents. 


. NOTICE THE CHINA 
OFFSET 


This goes with every Si-wel-clo 
Combination ordered under Plate No. 
982-LM. It does away with the 
nasty nickel supply, yet is just as 
easily attached, as the spuds are fas- 
tened in at the factory. Another 
strong point withthe owner. If de- 
sired separately for your other closets 
order Plate 955 and state whether 1, 
1 1-2 or 2 inch centres. 


Our Si-wel-clo 


* Bg2 ah Re 


Guarantee 


“When -the celoset: is. "properly installed with. our 


‘Bellemeade’ Low China*Tank and-ou: F que ae F Co. 
fittings, we guarantee the. operation to bé sO quiet: that 
it will not be noticeable outside the bathroom.” 


‘¢ Send for Si-wel-clo Circular and Roughings 


The: Trenton Potteries. Company 
«s)RENTON, NEW JERSEY, U. S. oe 


ihe! 


See page 866 for our otther advertisement 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


American 


T sometimes happens that a deposit of 
foreign matter, represented by “X” in 
Fig. 9, lodges around the glass valve 

“KH.” The upward movement of the dia- 
phragm during the operation of the 
sprinkler materially assists in freeing the 
glass valve from this deposit, as clearly 
shown in Fig. 10. 

One type of a standard dry-pipe valve 
is shown in vertical cross section by 
Fig. 12, and the method of installing 
in a system by Fig. 11. Although 
this valve will operate the circuit 
closer “R” and the water motor in 
exactly the same manner as the straight- 
way alarm valve, later described, its 
primary purpose is to exclude water from 
a dry-pipe system until a sprinkler opens. 

In Fig. 11, “V” is the valve through 
which compressed air enters the sprink- 
ler system; ‘‘K”’ is a drain used for emp- 
tying the system after the main gate 
“M”’ is closed. Gages “m” and “o” record 
the air and water pressure, respectively. 
A drip pot “f’, attached to drain “p”’, is 
used to carry away the drip from ball 


ROR 


Fias. 9 and 10.—Movement of Deen, 
Removes Sediment from Seat of 
Sprinkler Head 


check “P”, 
water that passes piston “D” while the 
latter is moving in its open position ‘d’’. 
By means of cup “X” and valve “W”, 
priming water can be introduced above 
the gate “A” (Fig. 12). This has been 
found to be of assistance in keeping the 
air seat “G”’ tight. By swinging open 
the hand hole plate “L”’, the working 
parts can be inspected while the valve 
is in service. 

In Fig. 12 “A” is a circular bronze 
gate to which piston “D”’’ is loosely 
attached by means of the rod as 
shown. ‘‘C” is a circular casting or 
center valve normally resting on 
“A.” A thin metal diaphragm “B” 
is clamped between thé main valve 
body casting and the cover casting 
on its outer edge, and between “C”’ 
and a locknut on its inner circular 
edge. Piston “D” fits loosely in its 
cylinder. “P” is an automatic ball check 
that permits the flow ‘of small amounts 
of water, but closes under large flows. 
| .Gate:“A’ marks the actual separation 

of the water supply from the compressed 
air in the sprinkler system, below “A”, 
‘peing the water and-above it the air. 


The Science of Modern 


BY ©. F::HERINGTON 
CHAPTER X 


(2 


and the small amount of-- 


Plumbing, 


The pressure of the latter acts on the 
upper surface of “C”, through diaphragm 
“B”, as well as on the upper face of gate 
“A”. The combined area of these two is 


about six times the area of the under 
face of “A”, 


on which the water exerts 


System 

its force. Any air pressure greater than 
one-sixth the water pressure will thus 
hold the valve closed. This ratio has 


been found convenient in practice, as it 


eliminates the necessity of maintaining 
high air pressure in the sprinkler sys 
tem, and yet insures the prompt opera- 
tion of the valve. 

When the opening of a sprinkler has 
caused a reduction of the force exerted 
by the air, the gate “A” and center 
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tp Fic. 12—Sectional View of Stand- 
ard Dry Pipe Valve j 

valve “C” are pushed upward by _ the 
supply pressure, and water enters the 
intermediate chamber or space around — 
“C,"* and ‘acts + on. ..the,; piston “D.” 

The ball check “P” closes, and pis 
ton “D” moves. to its final onitign 
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“d” (shown dotted) against seat ON hing 
withdrawing “A” from the waterway as 
it does so, and leaving the flow of water 
unobstructed. The construction is such 
that the gate does not drag across its 
seats. 

In addition to promptly combatting 
an incipient fire with a deluge of water, 
this sprinkler equipment, both wet and 
dry pipe, provides a simple and reliable 
means of giving notice that a fire is in 


The installation of the alarm valve 
offers an opportunity to group near it 
other pieces of necessary apparatus. For 
example, in Fig. 14, “Y” is a gate valve 
by means of which the entire system can 
be shut off from its water supply, “G” 
is a convenient means of draining the 
sprinkler piping after “Y” has been 
closed, “K” and “L” are gauges, indicat- 
ing the system pressure and the supply 
pressure. 


facture, enabling them to appreciate how com- 
pletely our rights have been established, and 
surely must win the support of every fair- 
minded individual who believes that origin- 
ality and invention should be fully protected. 

Undoubtedly efforts will be made by manu- 
facturers who are affected by this decision 
to minimize its force and effect, and who will 
still seek to market under various subter- 
fuges a product which, under this decision, is 
liable to be enjoined. 

In the Ruud you are getting an “efficient 
and highly useful’ water heater, to use the 


Why they are superior to 
all Gas Water Heaters: 


Better Design 


nd 


language of the Court; a recognized commer- 
cial success, as attested by the 100,000 users, 


Better Materials 


(To be continued) 
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Fic. 13.—Sectional View of an Ordinary 
Straightway Alarm Valve 


progress. Indeed, the sole purpose of 
the straightway alarm valve (shown 
in vertical section by Fig. 13, and as 
installed in a system by Fig. 14) is to 
close a switch in circuit closer “M” or 
to supply water to operate a water motor 
alarm (Fig. 15) or both, if so desired, 
when a sprinkler opens. The closing of 
the electric circuit at “M” may be util- 
ized to ring one or more electric bells 
on the premises or distant from them, or 
to produce an alarm in public or private 
fire stations. The 18-inch gong “R” of 
the water motor alarm is usually placed 
on the outside wall of the sprinklered 
building, from which position its warn- 
ing is vigorously sent in every direction. 

The straightway alarm valve is in- 
stalled in the riser near its base, so that 
water flowing from any sprinkler must 
first have passed through the valve. 
This flow raises the rubber-faced clapper 
“3” (Fig. 13), from its bronze seat “2”, 
thus permitting water to flow into cir- 
cuit closer “M” (Fig. 14) or to the water 
motor alarm via the recess “6,” 
drip chamber “1” and necessary 
pipe connections. In Fig. 13, the 
normal position of clapper “3,” 
excluding water from circular 
recess “6,” is shown by full lines 
and its wide open position by dotted lines. 

‘The bronze arm “4”, hinged at “5”, 
carries the clapper as shown. Recess “6” 
is in communication with an external 


tapped hole in the body of the valve, not * 


shown in Fig. 13, but which leads to the 
circuit closer “M”, and the water motor 
alarm. The working parts are accessible 
ufter removing the hand hole plate “HB.” 

Sometimes an increase of pressure 
nuch above the normal in domestic or 
ire service water mains, due to falling 
Mf of the demand or to water hammer, 
auses momentary unseating of clapper 
3”, and conseqnent flow of water into 
ecess “6”. Such action would give false 
arms were it not for the presence of 
irip chamber “I”, the function of which 
Ss to prevent water from flowing to the 
ircuit closer “M”, or to the water motor 
larm, except when a sprinkler opens. 
‘his it does by rejecting through drain 
H” such water as it receives in small 
r intermittent quantities. 
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ment to our trade concerning their 
gas water heaters: 

On November 8th the United States Dis- 
trict Court for the Southern District of New 
York decided that Ruud Patent No. 903007 is 
valid, and that the water heater manufac- 
tured by the Pittsburgh Water Company in- 
fringes said patent. ‘* 

This decision was not arrived at hurriedly, 
nor without the benefit of a complete survey 
of all possible evidence having relevancy to 
the points at issue. The Court had before it 
the testimony and expert opinion of some of 
the leading engineers of the United States. 
It had before it exhaustive references to what 
is known as the prior art, consisting of patent 
illustrations, drawings, and models of water 
heaters, exhibited in an effort to prove this 
patent invalid. The vigorous character of the 
defense, and subsequent value of the decision 
sustaining the patent, therefore, can be fully 
appreciated. 

The decision contains some highly interest- 
ing references to the past and present state 
of the water heater art, and in reaching its 
decision the Court has with emphasis com- 
mented upon the fact that the patentee 
brought into being an article of exceptional 
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Fic. 14.—Straightway Valve in Use 


commercial and utilitarian value, and we 
especially invite attention to the Court’s defi- 
nition of what constitutes Ruud’s invention 
and its relation to what has gone before. 
Having secured this authoritative interpre- 
tation by the Court of our rights under this 
patent, it is our purpose to vigorously prose- 
cute all those who either make, use, or sell 
water heaters which infringe upon said rights. 
The within pages give some very illuminating 
extracts from the decision of the Court, using 
language readily comprehensible to those 
little versed in the art of water heater manu- 


N arrangement by which the inter- 
ests of the “Allright” seat will be 
represented in the cities of Wash- 

ington, Philadelphia, Pittsburgh, New 
York and in the districts of New Eng- 
land, and also part of the middle west, 
has been consummated between the Geo. 
W. Patterson Co., Greensboro, N. C., manu- 
facturers, and the Hudson Boiler Co., New 
York City. It is understood that seven 
traveling men will be put on the road 
who will cover the territory before men- 
tioned. This increase in the marketing 
facilities of the “Allright” Seat becomes 
necessary on account of the extensive ad- 
vertising campaign which has been started 
through the mail and in trade publica- 
tions. 
aannnnER OS ance Saeieeeeeetiee 


That “Fogarty” Dinner 


F the opinions: of our friends who at- 
tended that “Fogarty” dinner are to 
be accepted, the banquet given to his 

colleagues by W. J. Fogarty, the popular 
Peck street artist plumber, was certainly 
an event of real 18-karat good-fellowship. 
The first gun. was fired at the Dorrance 
Hotel, Providence, R. I., on the evening of 
December 4th, when W. J. Fogarty, from 
the fo’castle piped, “All hands on deck 
and man ship.” First Mate Thos. E. 
Manney, between commands, acted as 
toastmaster, and exercised entire control 
over the workings below and above deck 
and from stem to stern post. Chief Stew- 
ard King, otherwise proprietor of the es- 
tablishment, gave all “holiday rations,” 
setting up a most delightful feast calcu- 
lated to tickle the interior of the most 
confirmed old grizzly. An enjoyable fea- 
ture was the rendition of popular vocal 
solos by the great tenor Larns, of Port 


Arthur. The dispersing of the merry 
gathering did not take place until after 
midnight, when congratulations were 
showered upon the host and his aides. 
ee 
Cincinnati Branch for the National 
Stove Co. 


EADQUARTERS have been acquired 
in Cincinnati, Ohio, by the Na- 
tional Stove Co., Lorain, Ohio, at 

241 W. 4th street, where a display of 
Thermos instantaneous gas water heaters 
will be maintained. This branch will 
be under the management of R. E. Anglin, 
who is well known in gas heater manu- 
facturing circles. 


a 


Your business is your business, and my 
business is my business; when you make 
my business your business, and I make 
your business my business, we'll both 
soon be out of business. 


the market. 


“i r . hd, bea} ' 8 @ 
and one free from any question of infringe-| [Yp t { Ff NY 

ee 
ment. Yours very truly, / 6 rea if Iclency af 
Ruud Mfg. Co., Pittsburgh, Pa., Make Ruup MANUFAcTURING CoMPANY. ( MM 
S - i Preece. : ae nA Hoffman Instantaneous RY 
\ a ws (yj Automatic Water Heaters BY 
N 4 ie Ruud Mfg. Co., Pittsburgh, Pa., The Allright’’ Seat Representation in| KM embody more distinctive <4 
\ have sent the following announce- the North features than any other on VW 
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Your customers — will 
appreciate the differences 


that make the HOFFMAN 
Heaters superior. 


Send for catalog 
and prices. 


The Hoffman 
Heater Company, 


Lorain, Ohio 


Plate 24 


We make 12 different styles 
of valves. 

Push button or handle, with 
and without shut off. 

All valves made in our own 
Factery and each one tested 
before shipment. 


Write for Catalogue 


Flushovalve Co. 
71 Greenwich Ave. New York City 


866 


It’s Easy to Cut Down 
Your Expenses 


Every plumber must realize that a big item in his 
overhead expense is the matter of “making good” 
jobs where the plumbing material-has not proven satis- 
factory. And the plumber must do it to save his repu- 
tation. No matter what arrangementsare made he finds 


himself put to the expense of plumbers’ time, freight, 
packing and numerous other items. 


Wouldn’t it prove economy, from the very start of 
the job to recommend to the owner 
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IG. 55. shows a longitudinal section 
F through a pervious cesspool, the walls 
of which may be built of rough stone 

or common brick, a stone or concrete slab 
being arranged immediately beneath the inlet 
pipe to distribute the sewage and prevent it 
from washing away the foundations of the 
walls. It is advisable to provide for ventila- 
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Fic. 55.—Section Through Pervious Cess- 
pool Built of Rough Stones 


tion, and for this purpose a single pipe, cov- 
ered by a suitable cowl, can be used with 
advantage. It is usual to disconnect the 
drain in the same manner that is adopted in 
sewered districts, and as near to the cesspool 
as possible. 

In agriculturarl districts, where 


ence it has been found that the best results 
are obtained with the use of a septic tank, 
the length of which is equal to four times the 
width, and the capacity equal to one day’s 
yield of sewage. The greater length as com- 
pared with the width prevents the formation 
of independent stream lines between inlet 
and outlet. The depth generally adopted is 
between 8 and 12 ft. The inlet is continued 
to a distance of several feet below the level 
of the tank liquid and joins an arm or trough 
placed horizontally, from which the incoming 
sewage diffuses quietly and evenly across 
the full width of the tank. The outlet is 
commenced two feet below the draw-off level! 
and is in most instances protected by means 
of a scum board, or some such device com- 
monly employed. 

The beds that receive the tank effluent ar« 
of two chief types: (1) contact beds; (2) 
percolation, or continuous flow beds. The 
beds are formed of such media as_ coke 
breeze, broken slag stone or brick, enclosed 
by regularly built walls of brick stone or con- 
crete. In the contact beds the sewage i: 
held in contact with the media for periods 0! 
from one to three hours. Experience has 
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same. Where this method does not 
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cause it means a greater loss in the kilns. 


And you, Mr. Plumber, won’t find this 
out until called in to make good on some 
job where the work has proven defective 
and unsatisfactory. 


How much better it is to fell the owner this so that 
he will be willing to pay for the better goods. 
How much better to insist that your jobber 
furnish you with “Ideal” Porcelain which ycu 
know to be satisfactory. 


Our trade-mark appears on every piece 
we make so you'll know. 


The Trenton Potteries Company 
TRENTON, NEW JERSEY, U. S. A. 


The World’s Largest Manufacturer of Sanitary Pottery 


See page 864 for our other advertisement 


obtain, local farmers are engaged for 
the work, and the sewage is distributed 
over their lands. 

Fig. 56 shows a section through an im- 
pervious cesspool having a chain pump at- 
tached. The walls are of 14 in. brickwork 
and the floor is of concrete. A layer of %4 in. 
sheet bitumen, covered internally by 4% in. 
of brickwork, makes the tank water tight. 

In the case of mansions and the larger 
country houses, where additional expense is 
not objected to, a more satisfactory mode of 
disposal can be attempted. During recent 
years the science and practice of sewage dis- 
posal has made distinct progress, and the 
problem as affecting domestic 


Fic. be An: Tape Cesspool wit 
Chain Pump for Testing Sewage 


proved that satisfactory results are to be ob 
tained by a two hours’ contact. The bed i 
then emptied and allowed to rest for a perio 
of four hours, during which the media i 
thoroughly aerated. If the effluent is nm 
sufficiently pure as to comply with th 
Rivers Boards requirements, a second cor 
tact of like duration to the first can be mad 
on a bed constructed at a lower lever, th 
beds being known respectively as “primary 
and “secondary.” 
~Prain ouF let 
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sewage is chiefly one of cost. 
The most modern methods con- ; 
sist in the use of septic tanks A— 
and bacteria beds. A _ septic 
tank is an open or closed cham- 
ber through which the sewage 
is passed with a minimum. vel- 
ocity, and in which certain im- 
portant changes occur to the 
constituents of the sewage. For 
small installations the tanks are 
generally covered, as it is found 
that slightly better results are 
obtained with less risk of nuis- 
ance than in the case of open 
tanks. 

As the outcome of experi- ele 
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Fic, 57.—An BEaceedingly Simple Irrigation 


System 
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NDER certain conditions, where an un- 
U limited area of suitable land is avail- 
able, an exceedingly simple method is 
sometimes adopted, as illustrated in Fig. 57. 
It is known as the “broad irrigation” method, 
and possesses the merits of cheapness and 
efficiency. The sewage from the house drain 
is led into a channel or carrier of cast iron 
or concrete having penstock valves at suit- 
able intervals on one or both sides. The 
valves open into minor channels that are 
practically level, and from which the sewage 
overflows and passes on to the surrounding 
earth. A cross section of the channels shows 
the earth sloping slightly towards the centres 
between the channels, thus permitting the 
fairly even dosing of all parts of each plot. 
‘The area is usually divided into four plots, 
each plot being dosed for three months and 
then rested or cropped for the remaining 
nine months of the year. The cycle of dosing 
prevents the land from becoming “sewage 
sick.” 
' It is obvious that this mode of treatment 
involves the laying out of considerable tracts 
of land, and can only be applied where the 
land is of a freely pervious character; clay 
and other impervious strata are totally un- 
suited for the purpose. It is, however, open 
to objection by reason of the large sewage 
contaminated surface from which foul eman- 
ations are evolved, particularly during hot 
weather. In certain cases the subsoil is uyn- 
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New Brass Foundry for the Hoffman 
Heater Co., Lorain, Ohio 


EEPING step with the march of 
progress and prosperity, the Hoff- 
man Heater Co., Lorain, Ohio, 

makers of the well-known Hoffman instan- 
taneous gas water heaters, have put their 
new brass foundry into operation, and 
will make all brass work used in the 
manufacture of their products. This is a 
fine optimistic report for 1913 from this 
firm. 
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To Prevent Pollution of Lake Michigan 


AKE Michigan Sanitary Association 
adopted resolutions at its meeting 
in Milwaukee, November 25th, de- 

claring the pollution of the waters of the 
lake by sewage from shore cities a seri- 
ous and growing menace to health, and 
petitioning Congress to take the neces- 
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1G. 58.—A Septic Tank Disposal System in which the Sewage Does Not Necessarily 
Need to Be Exposed to the Air 


jerdrained at a depth of from two to three 
feet, but the additional cost is not warranted 
where a sufficient area of suitable land is 
available, 

_ Fig. 58 shows one mode of biological treat- 
nent that is less objectionable, as the sewage 
1eed not be exposed to the air at any part of 
+he process. It can be adopted with advan- 
‘age in a pervious subsoil if the contour of 
‘he ground be suitable. In principle it con- 
sists of septic tank treatment followed by 
sub-irrigation. The septic tank has a capa- 
uty of one day’s flow of sewage and is en- 
‘rely enclosed. The tank liquid passes thence 
nto an automatic flush tank, whence it is 
lischarged periodically into a distributing 
thamber, connected with which are several 
‘adial lines of underground pipes. The en- 
Trance to each pipe is guarded by a penstock 
falve and it is usual to open the valves 
tingly or in pairs, according to the volume 
f swage to be dealt with, thus preventing 
my one portion of the ground from being 
/verdosed. 

The underground pipes are perforated and 
aid at a depth of from 9 to 12 in. below the 
urface. In this mode of disposal the earth 
akes the place of the specially constructed 
vacteria bed, the actions occurring in the 
arth being identical to those obtaining with 
he use of specially formed beds. 

} (To be continued) 


sary steps for an investigation of the ex- 
tent of this evil and of the remedial meas- 
ures to be adopted. The association also 
indorsed the expert report on sewage dis- 
posal submitted to the authorities of Mil- 
waukee, and the efforts of the present ad- 
ministration to carry out the recommend- 
ations therein contained and suggested 
the study of the report by the health offi- 
cers of the several cities on the great 
lakes. 
ae 


J. C. Eichmann Mfg. Co., Baltimore, Md. 
Purchase New Plant 


BRASS foundry and finishing shop 
will be erected on the new site 
recently purchased from the Car- 

negie Steel Co., at the corner of Bush and 
Wimico streets, Baltimore, Md., by J. C. 
Hichmann Mfg. Co., of that city. This 
concern are manufacturers of plumbers’ 
wood work and specialties, and the addi- 
tional manufacturing facilities acquired 
will greatly increase the output, which 
consists of closet seats and tanks. 
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Are YOU Living Up 


To Your Opportunities? 


Every user of DIES is entitled toa free 
trial of aNYE DIE. This should convince 
every fair-minded man that I have faith in 
the tool’s superiority—and inasmuch as you 
are the judge you cannot possibly lose. What 
I want is to let you know the reason why 
NYE DIES LEAD THE WORLD. ! 
make them solid and adjustable to fit Armstrong Stocks—and I make 
them of the finest steel. You could have a good razor made from an 
old Nye Die and shave with comfort. The Nye Skip Tooth Patent 
makes easy cutting. Easy cutting inakes satisfied users. 


Put the two together and they make Nye Happy 


I’m Nye, the Die Man 


There once was a plumber 
named Gus 

Who threaded pipe witha cuss, 
But one day he got wise 
To the worth of Nye Dies 

And now “‘he just eats ’em alive.” 


SEND IN THAT TRIAL ORDER 
NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, IIl. 
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NOTICE TO VISITORS TO NEW YORK CITY. 

All visiting members’ of our trade in New York City are cordially invited to 
make their headquarters at the editorial rooms of THE PLUMBERS’ TRADE, 
JOURNAL, 45 W. 34th St. They may have their mail addressed in our care 


and can be assured of every consideration at our hands. 


“ACCOUNTANT” 
Plumbers! Steamfitters ! 


Have your business systematized by 
a Practical Accountant. Books open- 
Monthly 


ed—written up—closed. 
trial balances and financial state- 


ments. Corporation work a speci- 
alty. Charges moderate. 

E. M. SQUAREY 
221 Sherman Ave., New York City 


Full information mailed 


Anderson-McCutchen Co. 
Peekskill, N. Y. 
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MR. PLUMBER 


buy a 


HANDY DIE STOCK 


For use on Brass or Iron Pipe. Strongest and Lightest. 


Right and Left Hand 


Self Locking Self Contained 
Quick Releasing 
No loose parts. Everything in the stock’ 


No bushings or Wrench. From your 


jobber or 


THE HANDY MFG. CO. 


200 Cannon Street 
BRIDGEPORT, CONN. 


14 days trial free 


No. 1 No. 11 No.2. No.3 
%to %in. %tolin. % tol“ in, 1to2 


Write for prices Write for Catalog 


Simple in 


Gonstruction 


Regulating 


“Screw No springs in steam space. 


No piston requiring sacking. 


Phosphor-Bronze Diaphragm. 


Uniform Pressure 


Guaranteed 


No complicated working parts. 
Suitable for any pressure. 


Japanned iron body. 


Johnson Service 
Company, 


Executive Office and Factory, 


Milwaukee, Wis. 


Section of No. 1 Reducing Steam Valve 


Branch Offices 


Minneapolis, Minn.—525 Sixth Ave. South. 
New York—123 East 27th St. 

Philadelphia, Pa.—1520 Sansom St. 
Pittsburg, Pa. -114 Seventh St. 

Portland, Ore.—530 Beck Bldg, 

San Francisco, Cal.—243 Monadnock Blk. 
Seattle, Wash—476 Arcade Bldg. 

S*. Louis, Mo—106 North Tenth St. 


Boston, Mass.—12 Pearl St, 

Buffalo, N. Y.—11 Erie County Bank Bldg. 
Chicago, Ill,—177 N.Dearborn St. 
Cincinnati, O.—68 Perin Bldg. 

Cleveland, O.—719 St. Clair Ave.,N. E. 
Denver, Colo.—299 Temple Court Bldg. 
Detroit, Mich.—20 East Woodbridge St, 
Indianapolis, Ind.—614 Majestic Bldg. 
Kansas City, Mo.—313 East 10th St. 


Canadian Agent—Johnson Temp-rature Regulating Co. of Canada. Ltd. 


Calgary, Alb.—605 Second St. West. Montreal, P. Q.—B-10, Board of Trade Bldg. Winnipeg, 
Man. —269 Stanley St. Vancouver, B. ©.—1051 Seaton St. Toronto, Ont, 18 Adelaide St. East 


Putin the White House by the U.S. Government 


F. E. CUDELL’S 
Patent Sewer-CGas and 
Back Water Trap 


For Wash Bowls, Sinks, Baths and Wash Tubs 
CLEVELAND : Ohio 


PRENTISS VISES 


MADE RIGHT FOR 35 YEARS 
Ask Your Jobber 
co. 
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- NEW YORK £&= 


106-110 Lafayette Street - . = 
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SIPHONS AND SIPHONAGE 


ROM the moment a helper, as a green, 
F raw boy from school, enters upon his 
career as an apprentice at the plumb- 

ing trade he is constantly hearing at all 
times and on all sides of those mysterious 
‘devices and influences called siphons and 
siphonage. To the green apprentice they 
seem to be the most important part of 
the plumbing business; yet, so far as he can 
see, they are nothing more than a bent pipe 
with water running through. After a while, 
by dint of study, observation and asking ques- 
tions of his immediate superior, the journey- 
man plumber, he usually gets a glimmering 
of what each is and what they both amount 
to. But many boys give up in despair and 
others work all their lives without a compre- 
hensive idea of what siphons and siphonage 
really are. It will be the object of this arti- 
cle, therefore, to make clear and simple those 


Fic. 1—The Very Simplest of Siphons 
in Use 


amazing mysteries, so he who wishes may 
understand the principles and apply them in 
every-day use. 

Text-books and reference works are not of 
much use in throwing light upon this sub- 
ject. A composite of their various definitions 
would run something like this: 

Siphon.—A bent pipe or tube with limbs of 
unequal length, used for drawing liquids from 
a cask or other receptacle. When the shorter 
limb is immersed in the liquid and the tube is 
filled with liquid, by suction or otherwise, the 
fluid flows out because of the greater weight 
of the liquid in the longer limb, so long as 
the lower end of the latter is at a lower level 
than the upper surface of the fluid. 

While such a definition is perhaps sclentifi- 
cally correct, it is hardly graphic enough to 
convey the idea wanted. What is needed is 
something more in the nature of an explana- 
tion accompanied by illustrations, so that the 
form and shape of the apparatus called a 
siphon can be seen, and the effect of siphon- 
age through the siphon observed, even though 
the description is not scientifically correct. 
The object is to conjure up a mental picture 
or vision of the apparatus and operation, and 
this can be done far more effectively by 
means of illustrations and examples than by 
the use of dry, uninteresting definitions. 

A very good idea of a siphon can be had 
by a glance at Fig. 1, which shows one of 
the simplest forms of such an apparatus. It 
is nothing more or less than a bent tube or 
pipe, made in the form of a letter U, but 
having legs of unequal length. That is the 
prime characteristic of a siphon of any kind, 
to have legs of unequal length, for if both 
legs were of the same length it would not be 
a siphon, and would not operate as one. In 
order that there will be no confusion as to 
the terms used here, it might be well before 
preceding further to explain just what is 
meant by the term “legs” of a siphon, for 
that term is in common practice. By the legs 
then are meant the two free ends of the U- 


shaped tube, the short end being called the 
short leg, and the long end the long leg. 
Keep this distinction well in mind when con- 
sidering what follows, for the short leg of a 
siphon, owing to its peculiar construction, is 
not always so easy to perceive as it is in the 
simple example under consideration. 

The operation of the siphon is simple. If 
the short leg of the empty tube were im- 
mersed in a pail of water, as shown in the 
illustration, water would rise in the short leg 
to the level of the water in the pail, and that 
is all. The water would not run out of the 
pail through the bent tube. If before placing 
the short leg of the siphon in the water, how- 
ever, the tube is filled with water, then as 
soon as the tube is in the position shown in 
the illustration water will commence to flow 
through it and will continue to flow until the 
water in the bucket has been lowered to the 
mouth of the short leg. Air will then pass 
into the pipe and break the siphonage. It 
will be observed that in flowing from the pail 
through the siphon, the water is carried some 
distance above the level of the water in the 
pail. That is another feature of the siphon 
to be kept in mind, for it will raise water to 
a level higher than the source before dis- 
charging it, but will never discharge the 
water at a higher level than the source. On 
the contrary, the long leg of the siphon must 
be turned down, and the outlet must be at a 
lower level than the surface of the water in 
the pail, or the siphon will refuse to work. — 

The siphonage of liquids from a higher to 
a lower level can be performed experiment- 
ally by any one, using a short piece of rubber 
hose or tubing for a siphon. All that is nec- 
essary is to take a vessel, fill it with water, 
put one end of the tube in the water, and 
suck on the other end of the tube until it is 
full, then pinching the end of the tube to 
keep the water in, lower it below the bottom 
of the vessel containing the water, release 
the end, and water will immediately com- 
mence to flow through the tube and will con- 
tinue until the vessel is empty. That is the 
way wines and liquors are usually drawn 
from casks when the casks are not provided 
with spigots. 

But what causes the water to flow through 
the siphon once it has started? would be a 
fair question to ask, and one which will now 
be explained. The pressure of the atmos- 
phere is bearing down on the surface of the 
water in the pail with an intensity of 14.7 
pounds to the square inch, assuming that the 
experiment is taking place at sea level. This 
pressure, of course, is transmitted to the 
mouth of the short leg of the siphon, so that 
we might say there is an upward pressure of 
14.7 pounds to the square inch tending to 


Fig. 2.—Siphon for Maintaining Same 


Level in Two Vessels 


drive the water up into the short leg. But 
the pressure is bearing upward at the mouth 
of the long leg with equal intensity, so that 
the air pressure at the inlet just balances or 
offsets that at the outlet, thereby leaving the 
water in the siphon as though not acted upon 
by the pressure of the air at all. 

Whatever motive force there is, then, must 
be due to the difference in length of the two 
columns of water, one in the short up les 
immersed in the pail of water and the other 
the long down leg outside the pail. If we as- 
sume, therefore, that there is a distance of 
one foot between the surface of water in 
the pail and the top of the siphon, and that 
the long leg of the siphon is five feet in 
length, then one foot in length of the long 
leg would offset or counterbalance the foot of 
lift in the short leg, leaving a difference at 
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the beginning of the operation between the 
long leg and the short leg of a column of 
water four feet high. This unequal weight of 
water would, of course, cause the four feet 
of water to run out of the long leg; but that 
would tend to create a vacuum in the down 
leg at a point level with the water in the 
pail. However, as Nature abhors a vacuum, 
instead of one being formed, the pressure of 
air on the surface of the water in the pail 
forces more water in to fill the space, and so 
a continuous flow is established. 
O operate successfully, a siphon must be 
i} perfectly tight. Even a litttle pin- 
hole at the top of the siphon will let 
in air enough to break the continuity of flow 
and stop the siphonage. Water, and nothing 


HIG. 3.—Siphon Water from Side of Vessel 
Instead of Over Edge 


yut water, or the liquid that is being siphoned, 
must be in the siphon. In large, permanent 
siphons, through which water is flowing con- 
inuously, there is a tendency for air to ac- 
sumulate at the top of the siphon and break 
ts action. This air comes from the water 
tself. Water has a certain capacity for air, 
ind at atmospheric pressure and ordinary 
emperature will absorb about 4 per cent. 
nereasing the pressure or rowering tne tem- 
erature will increase its capacity to absorb 
ir, while decreasing the pressure or increas- 
ng the temperature will lower its capacity 
or air. The water at the top of a long 
iphon is at an appreciably lower pressure 
han at the intake, and chances are the tem- 
erature is slightly raised, too, particularly 
f the pipe is exposed to the sun. 

The result would be that the capacity of 
he water to absorb air or hold it in solution 
vould be lowered, and some would be liber- 
ted as free air to collect at the top of the 
iphon. This is a trouble frequently encoun- 
ered in hilly or mountainous countries where 
, Siphon line is used to draw water from a 
ake or stream over a low hill into a valley 
n the other side. Air keeps accumulating at 
he top of the siphon and has to be let out 
ecasionally or the siphonage will be broken 
nd the siphon will have to be started all 
ver again. In pipe lines of sucn aescription 
ir vents are provided at the highest points, 
0 that the air can be permitted to escape 
vithout at the same time breaking the 
iphon. This is a more delicate operation 
han it might seem at first, though. The 
ifficulty will be understood thus: To open 
n ordinary vent at the top of the siphon, 
istead of allowing the confined air to es- 
ape, would allow atmospheric air to enter 
nd fill the entire space formerly occupied 
y the water. 

Another form of siphon is shown 1n Fig. 2. 
‘his form of apparatus, instead of siphoning 
fater from one level to a lower one, trans- 
ers the water from one vessel to another one 
t the same elevation, and maintains the 
rater in both vessels at a common level. The 
iphon is turned up at both ends where it is 
nmersed in the water, to prevent air from 
ntering and displacing the water, and the 
iphon, of course, at all times while in use is 
ll of water, or of the liquid to be trans- 
rred. If water is now poured into one of 
1ese vessels, it will immediately commence 
) flow through the siphon into tne otner ves- 
I, and will continue to flow as 1ong as there 
} a difference in level between the surfaces 
f the water in the two vessels. This simple 
rm of siphon proves more conclusively than 
ny other form that the flow is caused by a 
ifference in head of water in the two legs, 
nd that back of it all it is the pressure of 
l@ atmosphere which causes the siphon to 
berate. In a perfect vacuum there would 
» no such thing as siphonage, because there 
Ould be no pressure to force the liquid up 
ito the short leg of the siphon. 
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As the operation of a siphon is dependent 
upon the pressure of the atmosphere, it is in 
some respects like the operation of a pump 
which owes its action to the exhausting of 
air from the suction pipe, which is then filled 
with water by the pressure on the water in 
the well or other source of supply. Like the 
pump suction, too, there is ‘a limit to the 
height that water can be raised by siphon- 
age. At sea level the theoretical height that 
a siphon can raise cold water is 33.95 feet. 
As a matter of fact, however, in practice it 
is doubtful if the water could be raised a 
greater height than 25 feet, and even that 
would be an extreme lift. Twenty to twen- 
ty-two feet would probably be more nearly 
the lift of a siphon under the usual working 
conditions. 


iB Fig. 3 will be seen another form of 


Automatic 
Cellar Drainers 


ist All parts except the float are above water, no slime or 
corrosion. 

énd_ A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water in 
all ee pipes, so that it isalways primed ready to start in- 
stantly. 

3rd Weighs not over % that of others, and requiring less 

space. 

4th The operating valves open and close instantly by ac- 
tion the water pressure. E 

5th No leather washers used, leather dries and causes 


eaks, 
6th It costs less than many other drainers not as efficient. 
Circular and Prices on request 


Penberthy Injector Co. 
Detroit, Michigan 


siphon. .This does not differ so much 

from the one shown in Fig. 1 outside of 
the fact that instead of lifting the water over 
the top edge of the vessel, it takes it out of 
the side near the bottom, then turns upward 
to near the top of the vessel, or higher, ac- 
cording to the use to which it is to be put, 
then forms the well-known U-shaped tube, 


which is the distinguishing feature of the 
common siphon, 

An entirely different type of siphon from any 
heretofore shown is ilustrated in Fig. 4. This 
is formed by means of a cup-shaped member 
inverted over a straight piece of pipe. The 
space between the cup-shaped piece and the 
straight pipe forms the up leg of the siphon, 
or what is commonly called the short leg, 
while the long leg is represented by the 
straight pipe. 

There are any number of disguises under 
which a siphon can be masqueraded, but if 
the principles explained in the preceding par- 
agraphs and shown in the illustrations are 
kept well in mind, it will be difficult to so 
disguise them that they cannot be recognized ; 
and it is necessary to know and recognize 
them in plumbing practice, or failure will be 
the result of our efforts. For, be it known, 
like the bacteria, there are good siphons and 
bad siphons. Some of them are used to pro- 
duce good effects by operating apparatus. 
Others cause trouble by operating when they 
are not intended to, and so you go. 

When experimenting with a siphon, a small 
air cock placed as shown in Fig 5 will dem- 
onstrate how slight a leak of air will render 
the apparatus inoperative. It will also show 
the location in which to place a vent in a 
pipe line built on the siphon principle when 
it is found necessary to empty it at certain 
intervals, as, for instance, in winter weather. 
It will further demonstrate the point that if 
the pipe were open at that point, no matter 
how great a volume of water passed through 
by gravity, no siphonage could be induced. 

It might be well to add that the longer the 


TO PLUMBERS AND MASTER PLUMBERS 


HERE'S the pictured home of J. C. Garland, of Dubuque, Iowa, who 

KNOWS from cheerful experience that the Underfeed reduces heat ex- 

penses % to % because his own saving on coal cost is $70. WRITE 
TODAY for our Selling Proposition to YOU. IT PAYS to handle the 


Williamson Underfeed Boiler 


Pompe uon cannot successfully meet the 
Underfeed, because the Underfeed method of 
coal burning insures the maximum of heat. Coal 
is fed from below and burns from the top 
down. All smoke and gases are consumed as 
they pass through the fire line. Williamson 
Boilers. therefore, are self-cleaning being free 
from soot. 

Every Underfeed Boiler sold—either steam or 
hot water—means a satisfied customer and an 
all-time booster for you. 

Our Sales Helps to dealers are many. Let us 
tell you about them. 

e will PUT A SAMPLE Underfeed Boiler on 
your floor. Ask about this SPECIAL offer. A 
Boiler in sight is the best possible aid to clinch- 
ing sales. 

Write TODAY for our FREE Catalog. 

Services of our Engineer Corps are FREE. 


THE WILLIAMSON FOUNDRY CO. 
Cincinnati, 0. 


438 West Fifth Ave., 
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YOU WILL FIND 


Efficiency and 
IN 


Fic. 4—A Siphon Sometimes Used in 
Closet Tanks, Septic Tanks, Etc. 


leg, that is the long leg of the siphon in rela- 
tion to the short leg of the siphon, the 
stronger will be the siphonice action of the 
liquid flowing through the tube. Of course, 
there is a limit to the benefit derived from 
the length of the long leg. After it reaches 
a length suitable for our purposes, there is 
no use projecting it any further unless an 
unusually powerful suction is wanted. 

The siphon is used in plumbing in the con- 
struction of flushing tanks for water closets 
and urinals, and in the construction of water 
closets to eject the contents for the bowl. It 
is used in sewage disposal apparatus to si- 
phon the contents of one tank or chamber 
into another or onto a filter bed. It is used 
in apparatus of various kinds around engine 
rooms and mechanical installations of every 
kind. The steam injector, in a way, is a 
siphon, although at the same time It is some- 
thing more than a siphon. It is usea on ex- 


The “Illinois” 


Hot Water Heater 
Magazine Feed for Hard or Soft Coal 
We Also Manufacture 


IRON PIPE FITTINGS THAT SUIT 


Write for Catalogue 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILLINOIS 
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We claim advantages over other mikesas follows: 
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Wilhelmi and Modern 
Copper Range Boilers 


Unexcelled in Design, Material and Workmanship 
Interior Heavily Tinned 
Guaranteed against Leakage and Collapse 
No Iron Used in Construction 
For sale by all Jobbers of Plumbers’ Supplies 
HAYES MFG. CO. Makers, 


Paterson, New Jersey 


KON PIPE-JOINT 


Zs : 
Z By using Dixon’s Pipe Joint Compound on 
7 Spare Your Tool 


joints. No damage to tools or fittings 
JOSEPH DIXON CRUCIBLE CO., JERSEY CITY,N. J. 


then when you want to open joints. 


Saunders’ I X L 


Pipe Cutting and 
Threading Machine 


Reduce your labor expenses by using 
the SAUNDERS’ I X L. These machines 
are offered as being less expensive, more 
substantial, more thoroughly fitted, and 
better adapted to general use than any 
in the market. 


SEND FOR CATALOG 


D. Saunders’ Sons, 
Yonkers, N. Y. 


% to 2in. Pipe 


It Pays te Make 


Your Customers 
Comfortable 


Live dealers know what it means to sell goods that insure 
satisfacti-n. That’s why so many dealers in plumbing and 
heating apparatus are selling and recommending the 


Automatic Thermostat Heat Regulator 


They find it a profit maker because it supplies a long-felt 
need, and because it requires so little Jabor to install, You 
can’t afford to overlook the possibilities of the CRANDON 
AUTOMATIC THERMOSTAT HEAT REGULATOR. 

Write for full particulars 


Crandon Bldg., Bellows Falls, Vt. 


A Booklet About the 
“JANITOR THAT 


NEVER SLEEPS” 
Send for it today / 


At the end of the job use 


GRE-SOLVENT 


It dissolves and takes off the hands the most 
stubborn grease and grime instantly. 

It does not eat the skin as some imitations do. 
Free Sample for postal. Use it. — Sell it. 


Ls 23th ag wes THE UTILITY CO., 
PANY i31b “ $1.00 637 West 44th St., New York 


AT IT 25 YEARS PLUMBERS PROTECTED 


CARTER WATER SYSTEMS 


BEST BY TEST 
152 CHAMBERS ST.,N. Y. CITY 


Ask what Carter Service means to you 


perimental work in the laboratory py chem- 
ists, students and professors, ana people in 
all walks of life. The siphon worries plumb- 
ers because it causes traps to lose thelr seals 
when the system is not rightly designed or 
installed. It has caused the elaborate and 
expensive system of vents and re-vents to be 
introduced to plumbing practice, ana it some- 
times causes the collapsing of hot water 
tanks or range boilers when water is shut off 
in the street and the water emptied from the 


Fie. 5.—Siphon with Air Vent in Top for 
Huperimenting 


street mains. Indeed, there seeems to be no 
limit to the uses and annoyances of the 
siphon to the plumber. Sometimes they make 
him smile in glee, when he sees a new piece 
of apparatus or a new device he has invented 
work smoothly and easy on account of the 
siphon. At other times it harrows his soul 
by taking the water out of the fixture. 


ee 


Washington, D. C., Plumbing Inspectors 
Assemble for Big Time, November 30th 


66 HAT big convention is in town?” 
”*"What parade is that?’ Such 
were the questions asked the 

hotel clerk at the National Hotel, Wash- 

ington, D. C., about 9:45 P. M., Saturday 
evening, November 30th. No, it was not 

a convention, but the fourth annual social 

session of the Association of Plumbing 

Inspectors of the District of Columbia. 

For the past three years the meetings 
of this informal association have been 
held with only its members, but this year, 
however, the association enlarged its at- 
tendance at the annual “session,” and ex- 
tended an invitation to the master plumb- 
ers, supply houses, manufacturers and 
members of the Engineer Department of 
the District, including the three commis- 
sioners and their assistants. 

The invitations were promptly accepted, 
and more than 50 per cent of the master 
plumbers of the District are today con- 
gratulating themselves that they accepted 
the invitation, as no expense or detail 
had been spared to make the affair a 
most complete success. 

As each man entered the large hall, the 
strains of music seemed to throw a spell 
of enchantment upon him. He was imme- 
diately accosted by one of the committee, 
who adorned his coat lapel with a very 
handsome badge. Then came along an- 
other committeeman, who further served 
him with a large carnation. Cigars and 
refreshments seemed to have no end dur- 
ing the evening. A buffet luncheon was 
served later in the evening. 

While all this was going on, Chairman 
Frank lLockhead, with his assistants, 
Messrs. Samuel Tapp and Joseph D. Mori- 
arty, as the committee on entertainment, 
were seeing to the pleasure of the guests. 
James Lyles, with a fine bass solo, was 
encored several times. Following him a 
selection on the piano was rendered by 
Hans Kowsky. Mr. Tierney then enter- 
tained with popular airs, in his own in- 
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imitable way. One of the treats of the 
evening was the beautiful songs sung by 
one of Washington’s finest singers, J. 
Walter Humphrey, master plumber. Mr, 
Humphrey is a member of the choirs of 
several of the prominent churches. He 
was accompanied by Mr. Baker, the or- 
ganist of the First Congregational 
Church, and encore after encore were re- 
quired before they were allowed to retire. 
For several years back Mr. John J. Gor- 
man has always formed one of the enter- 
tainers for the association, and he was 
again present (and probably will be for 
some years to come). Many are still talk- 
ing about his “stories.” Frank Drennan 
kept the gathering very much mystified 
with sleight-of-hand tricks. : 

The climax to the evening’s entertain- 
ment, however, was brought about by the 
chairman of the Committee of Arrange- 
ments, J. F. Brady. All the guests, with 
the orchestra playing a lively march, 
were given a chance to exhibit their 
knowledge of certain of the popular 
dances, while marching about the room. 
When passing a certain point each man 
was permitted to select an envelope from 
a pile, and told to hold it for further in- 
formation. It so happened that earlier in 
the evening the clerk had selected five 
gifts and put them each in an envelope, 
numbered from 1 to 5. Mr. Brady mount- 
ed the platform and announced that a 
grand raffle was to be pulled off. The 
clerk was sent for, and to bring the num- 
bered envelopes. The holder of the lucky 
No. 1 happened to be Charles Tilp, and 
he was presented with an order for a fine 
15-pound turkey; the second lucky num- 
ber was held by John Connor, a 10-pound 
turkey; chickens to a good value fell to 
the lot of Robert M. Montgomery, while 
Maurice J. Colbert carried away a box of 
cigars. 

But the real, sure prize of the evening, 

instead of being first as usual, was placed 
last. James F. Robertson responded,. 
thinking that he would get something 
“dead.” His prize, however, was very 
much alive—a squealing pig—and it was 
up to him to caress and carry it a 
while. It’s not necessary to mention that 
there was some fun. Mr. Robertson can 
have a fine dressed roast pig now when- 
ever he expresses the wish. There’s a cer- 
tain story going around that John W. 
Hurley always makes a big catch of fish 
on his fishing trips—and so the commit- 
tee showed the gathering the “size” he 
usually lands--(nuf ced). Frank Wall 
was presented with a “doll” hat, to re- 
place the one he lost recently when on a 
trip (7). 
’ And so the evening’s fun was carried 
out, much to the enjoyment of all con- 
cerned. The committee have heard many 
compliments from all sides, with hopes 
that it will be repeated again next year. 

The committees in charge were: On Ar- 
rangements— Chairman, J. F. Brady; 
Messrs. A. R. McGonegal, R. A. O’Brien, 
M. J. Fennell, M. J. O’Callaghan, Wm. H. 
Marsh, Geo. A. Crawford, Wm. A. Spar- 
row, Frank Wall, Jos. D. Moriarty, Frank 
Lockhead, Samuel Tapp and William B. 
Wall. On Entertainment — Chairman, 
Frank Lockhead, and Messrs. Jos. D. 
Moriarty and Samuel Tapp. On Badges— 
A. R. McGonegal and J. F. Brady. On 
Place—Chairman, R. A. O’Brien, A. R. Me 
Gonegal and J. F. Brady. 

Among those present were: 

A. R. McGonegal, Richard A. O’Brien, M. 


J. Fennell, William H. Marsh, George A. 
Crawford, William A. Sparrow, M. J. O’Cal- 
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laghan, Frank Wall, Joseph D. Moriarty, 
Frank Lockhead, Samuel Tapp, J. F. Brady, 
Edward F. Hannan, James F. Horan, H. R. 
Eberly, James F. Robertson, C. E. Brookes, 
James F. Kelly, Edward McDonald, Thomas 
Cc. Clarke, Harry T. Woodfield, E. J. McGol- 
rick, M. J. Colbert, James L. Suman, W. 
Allan Brett, Max A. Beuter, John R. Gallo- 
way, J. I. Atchison, Frederick W. Quinter, 
Samuel Artz, Thomas Humphrey, George F. 
McAvoy, Wm. N. Ward, Jr., Samuel B. Rose, 
Harry B. Halley, Thomas F, Foley, G. G. 
Campbell, Frank A. Kerr, Walter D. Nolan, 
John J. Nolan, Charles J. Lauer, Wm. A. 
Blake, John A. Keppel, George F: A. Stutz, 
William Shields, B. D. Gallagher, Leon M. 
Rose, D. J. Murphy, B. N. Barnard, Wm. Mc- 
Mahon, J. W. Fowler, R. M. Montgomery, 
Jos. A. Baur, Isadore Freund, C. A. Dorset, 
Milton Bairstow, John L. Shedd, Harry T. 
Suit, Frank L. Marsden, E. S. Atchison, A. 
W. Kaldenbach, H. B. Hilton, John L. Wege, 
W. EH. Suit, Wm. E. Weigel, William Duffy, 
Thomas J. Gavin, John E. Boyland, Frank 
Daly, Charles Tilp, G. H. Davis, M. J. Frass, 
P. T. Niland, William Thomas, C. C. Kibbey, 
Robert Strobel, William Koch, Wm. W. Koch, 
Elmon Koch, Joseph Whelan, A. H. Anadale, 
J. A. Anadale, James S. O’Hagan, Thomas O. 
May, Norman Pruitt, James Welsh, Wm. J. 
Mooney, Wm. E. Bookhultz, Joseph A. High, 
Paul J. Baur, Joseph J. Burke, W. P. Fowler, 
Jr., John J. McCann, F. T. Roys, Peter C. 
Schaefer, Paul A, Viereck, Charles T. May, 
Henry B. Davis, David E. Jenkins, Henry J. 
Allen, J. E. Granberry, D. A. Murphy, David 
L. Meyers, Louis Conradis, L. J. Mangan, J. 
T. O’Brien, John M. Connor, Arthur J. Tholl, 
L. F. Campbell, E. L. Stock, H. E. Middleton, 
J. J. Lanahan, John W. Hurley, James T. 
Frawley, D. H. Stevens, George Mayer, A. 
Eberly, Frank Vermillion, Henry Storey, E. 
P. Carlin and J. O. Frank, as well as Charles 
I. Putts, Jr., Chief Inspector of Plumbing, of 
Baltimore, Md. 

The supply houses were represented by: 

Joseph R. Wheeler and S. W. Galbraith, 
Pittsburgh Water Heater Co.; John McCub- 
bin and John K. Heil, C. J. McCubbin Co. ; 
Redmon S. Brennan, J. L. Mott Iron Works ; 
James A. Messer, John Mitchell Co.; E. G. 
Schaefer and U. G. Cunningham, E. G. 
Schaefer Co.; Arthur E. Marsh and Ralph 
W. Lanman, John Douglas Mfg. Co.; H. 8. 
Powell, L. Wolff Mfg. Co.; C. T. Ford, H. 
Mueller Co.; George E. Walton, Jenkins 
Brothers; George J. Jones, J. A. Graney, C. 
P. L. Moran, E. Rose and H. W. Seymour, 
Crane Company. 
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A Large Installation of Winchester Steam 
Boilers 

E show herewith a photograph il- 
lustrating two No. 390 Winches- 

ter square boilers, made by the 

United States Radiator Corporation, De- 
troit, Mich., connected up in battery form, 
in the printing plant of the National Mag- 
azine at Dorchester, Mass. These boilers 
are each rated at 4,900 ft., making a com- 


bined rating of 9,800 ft. They have been 
in operation one full season and are doing 
excellent work in taking care of this mod- 
ern, concrete building, which is practi- 
cally enclosed with glass on four sides, 
making the test on heating apparatus 
most severe. J. M. Chapple, editor of the 
magazine, personally stated to Mr. Thayer, 
manager of the Boston sales office, that 
after a year’s service he could recommend 
these heaters most highly. This appar- 
atus was installed by Braman, Dow & 
Company, of Boston, Mass., who enjoy a 
very enviable reputation in the heating 
world. 


—_++e—_—— 
Canton, Ohio, Man Owns Speed Marvel 


P. BLACKISTON, Canton, Ohio, ad- 

e vertising manager to the Never- 
Split Seat Company, Evansville, 

Ind., autoist and aviator, has designed 
and built one of the most powerful auto- 
mobiles ever manufactured, and says that 
the speed of 137 miles an hour will be 


the damaged machine and proceeded to 
have it remodeled along his own ideas of 
construction. The hood stands 6 ft. 3 in. 
from the ground, and is 7 ft. 6 in. in 
length, enclosing in its enormous body an 
especially designed 90-horsepower engine 
of the latest pattern. The steering post 
is so long, due to the unusual length of 
hood, that a universal knuckle is required. 
Two different types of cooling radiators 
are used, there being both the honeycomb 
and the tubular. The wheels are built to 
withstand the most severe of strains. The 
hubs are reinforced with a heavy hickory 
casing, from which branch out the solid 
hickory spokes, 2 in. in width by 1% in. 
thick, to the heavy hickory rim, which is 
2 in. in thickness. Every conceivable 
strength test has been applied to these 
wheels, and the results have proven a 
breakage to be almost an impossibility. 

One of the novel features of the car 
will be the mirror system, whereby the 
views, both ahead and behind, will be 
transmitted to the vision of the driver. 


Unique Racing Automobile Conceived and Constructed by George P. Blackiston, 
Canton, Ohio, Advertising Manager of the Neversplit Seat Co., Evansville, Ind. 


possible by his vehicle. With the 20th 
century craving for speed, beyond human 
imagination, this well known Canton man 
comes to the fore with a special designed 
racing car of such massive proportions 
and so powerful that, with its steel gray 
paint, it will loom up more as a battle- 
ship than a motor car. The chassis of the 
car formerly was a part of a powerful 
racer, but after a fatal wreck in which 
two were killed, Mr. Blackiston purchased 


Twin Installation of Winchester Boilers in Boston, Mass., by Braman, Dow é& Co., 


Heating Engineers 


A powerful electric search light, on the 
top of the radiator, will light the road for 
a quarter of a mile ahead, and a latest 
model electric horn, one foot in length, 
will foretell tourists of his approach. Mr. 
Blackiston will not use the car in speed 
events, at least at the present time, but 
will devote it entirely to long cross-coun- 
try runs. His friends have argued per- 
sistently against the construction of the 
car, as they fear it is too powerful for the 
purpose for which he will use it, but all 
protests have been of no avail, as he 
claims to feel more at ease in a high- 
powered automobile than when afoot. 


———_s- eo 


Utica Heater Co. Build Large Addition 
to Factory 


HE Utica Heater Company, of 
Utica, N. Y., are just completing a 
large addition to their plant, made 

necessary by the great demand for the 
company’s well-known line of “Superior” 
furnaces and “Imperial” boilers. The de- 
mand for these goods during the past 
year has been so great that it could with 
difficulty be supplied, and with an idea of 
taking care of a much larger business, the 
company are constructing this addition. 
The size of the foundry will be increased 
by about 50 per cent., the core room will 
be greatly enlarged, the shipping room 
space will be doubled and another build- 
ing will provide additional warehouse 
space. They have fine prospects for 1913. 


871 


Water For 
Country Homes 


Seige eS A: CR a Y. 


Suburban Pump 


is in a class by itself 


Water remains in the ground until 
the faucet is opened. 


Water storage tanks are not used. 
Air is stored in a tank. 


This enables you to obtain a drink 
of fresh water at uniform 
pressure and ground temper- 
ature direct from a spring or 
well just when you want it 
and Where you want it. 


There are no delicate moving 
parts—All mechanism 1s above 
ground and accessible. 


Also adapted to service in fac- 
tories, mills, railroads, schools, 
public institutions and farms. 


Send for suburban catalogue. 
Weber Subterranean 
Pump Company, 

90 West St. New York City 
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A Merry Christmas To Our Readers 

TRADE JouRNAL takes this opportunity to wish its friends and 
readers a very Merry Christmas. Our season’s offering to them will be The 
“HOLIDAY” edition which, as usual, will be published January first. We are 
using every endeavor to place before our trade equally as elaborate an issue 

as the “HOLIDAY” editions of this journal of the past. Seasonable articles by well 

known men in the trade will be presented in this issue. It will also contain the usual 

“FIOLIDAY” stories that are enjoyed by our readers. 


HE PLUMBERS’ 
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Apropos of National Association Work 
S an instance of the value of national conventions and as to what may be 
accomplished by business men who represent and labor in behalf of their 
trade, THrk PLUMBERS’ TRADE JOURNAL refers to the first annual convention of 
the National Federation of Retail Merchants, held in St. Louis last month. 
This convention brought together delegates from various sections of the country. They 
were men embarked in every line of trade, who considered themselves retail merchants. 
Master plumbers and master steam fitters were noted among these men who invest 
in merchandise for retail purposes. The object of this editorial is not to call particular 
attention to the members of the craft who were present, but to offer, in as few words 
as possible, an idea of how the business sessions of the convention were handled and 
what endeavor was made to make profitable and of best advantage conditions connected 

with the conduct of a retail merchant’s industry. 


The Retail Merchants Labor for Their Calling 

HE convention was called to order without unnecessary palaver or burst of 
rhetoric, by the president appointing two ushers and introducing a prominent 
St. Louis judge for the address of welcome. The judge, in a short address, 
stated that the merchant in the making of his livelihood diffused commercial 

activity, which meant prosperity to the community, that such prosperity made for the 

uplift of the neighborhood, the uplift of the state, and, in its last analysis, for the 

progress and power and prosperity of the nation at large. 

Then followed the president’s report. It is with regret that Taz PLUMBERS’ 
TRADE JOURNAL has not space to afford this magnificent effort. The address contained 
an intelligent survey of the duties of any man engaged in retailing merchandise, It 
spoke of his obligations. It covered matters which are of interest to the prosperity 
of every tradesman. A particular part of this delightful address, which deals with 
the record of the merchants organization’s appreciation of trade journalism in the 
United States, we publish for the consideration of the JourNAL’s readers. 
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Trade Journalism as Understood by the Retail Merchant 
RESIDENT M. J. MALONEY, of the National Federation of Retail] Merchants, 


P 


tain an organization of this kind. 


incorporated the following in his address, in regard to the trade press: 

We are deeply indebted to the trade press for the liberal support which they 
have extended, without which it would be almost impossible to build up and main- ~ 
The merchant of today who does not subscribe for and 


carefully read one or more of the trade papers devoted to his line, is indeed a poor business 
man and is withholding from himself a source of information that would prove invaluable — 


to him. 


Let us boost the cause of the trade journals whenever the opportunity presents itself, 


They are our friends. 


Closing his remarks, President Maloney conveyed the impression that the agso- — 
ciation was desirous of receiving suggestions from not alone the trade press, but from — 
any retail merchant of repute, which the suggestor might conceive to be of ultimate - 5 
or possible value to the organization or its members individually. 

Following the various officers’ reports, addresses were made by prominent rete 
merchants, one by Vice-President Barclay, of the well-known Simmons Hardware Co,, 


of St. Louis, being an infinitely important argument. 


Various discussions of such 


matters as the Parcels Post, the effect to the smaller interests of the Sherman Anti- 


Trust law, etc., were accorded every interest by the many delegates. 


i 


Printed Copies of the Proceedings Distributed 


HE printed proceedings of the first annual convention of the National Federa- 


i 


tion of Retail Merchants were published in full and ready for distribution to 
any man engaged in the retail business in the United States within one week’s 
time of the close of the convention. These proceedings illustrate without per- x 


adventure that the delegates had one idea in mind, which they lived up to every 


minute of their stay in the convention hall; 


that was, as THe PLUMBERS’ TRADE JouR- 


NAL stated at the outset of these editorials, the business prosperity of their calling, — 


What is the object of any man devoting his time, if it is worth anything to him, 
to attend for a week, a national convention of his trade? 


If not for the purpose of 


learning something that will enable him to conduct his own business at a profit upon a 


return to his home, or if not to advance in some way or the other, the calling in 
which he is engaged, the man is of peculiar construction. We live to learn, and if it 


is possible for an organization of any trade to discover new routines for their 
business sessions which will spell profit and glory to themselves and their trades, | 
should certainly be alive to such an adjustment of conditions to their advantage. — 


T thirteen minutes past three, there 
came thirteen soft raps on the 
outer door of the editorial sanctum of 
THE PLUMBERS’ TRADE JOURNAL. 
Thirteen raps, and nothing more, 
Rapping on our outer door, 
Up we bounced from off the floor, 
To greet a friend from Baltimore. 
Here’s where we make a mistake. He 
was from Philadelphia, but we had to say 
Baltimore to make it rhyme, showing that 


we are some pumpkins in the way of a 


poet. 

At any rate the thirteen raps were 
rapped, and in came George F. Uber, of 
the present magnificent corps of the 
Board of Directors of the National Asso- 
ciation of Master Plumbers. George 
rushed in from Philadelphia to get a little 
rest. The difference is that in New York 
we are supposed to go to Philadelphia to 
sleep, whereas, the Philadelphians are 
pretty energetic people who visit New 
York City for quiet and repose. Our 
friend George, who will be one of the big 
guns at the coming annual convention of 
the National Association of Master Plumb- 
ers, filled us full of his appreciation of the 
number thirteen. We may be wrong, but 
as far as we can remember, George was 
the thirteenth son of a thirteenth wife, 
born on a Friday, the thirteenth, and 
possessed of thirteen virtues and not a 
single vice, excepting that he goes fishing 
occasionally. However, we are going to 
tell more about George in a later issue, 
as we haven’t space to do him justice in 
this one. 


FEW days ago Tur PLUMBERS’ TRADE 
JoURNAL was honored with a visit 

by Geo. W. Patterson, president and treas- 
urer of the Geo. W. Patterson Co., Greens- 
boro, N. C., makers of the “Allright” closet 
seat. Although his stay was of brief dur- 
ation, Mr. Patterson found time to ex- 
press a most optimistic view of trade con- 


ditions. In fact, his trip was primarily 
to make arrangements for handling the 

growing “Allright” business in the North. < | 
En route Mr. Patterson dropped into : 

Washington, Philadelphia, Pittsburgh, — 
New York and Boston, and from the smile 
which is said to be a perpetual adorn- 
ment, it looks to us like Santa Claus — 
has been pretty liberal with this genial 
traveler. a 


HOMAS LOGAN BOYD, youngest son 
of Thos. C. Boyd, Chicago, Ill.; was 
married Nevember 20th in Seattle, Wash 
to Charlotte Madg 
Wright, daughter o 
Mrs. James Wright, © 
one of the wealthi- 
est women of that= 
city. The: wedding — 
was celebrated at 
the home of the 
bride’s mother, and _ 
following the cere-— 
mony and an elab- 
orate dinner, the 
young couple left on — 
a honeymoon trip — 
up Puget Sound. — 
They will visit Vic- 
toria, Vancouver — 
and take a trip 


Thomas L. Boyd, 
Seattle, Wash. 


through the Canadian Rockies to British — 
Columbia, going as far as Winnipeg. Tom 
Boyd, Jr., as he is known on the Pacifi a 
Coast, left Chicago eight years ago to i a 


his fortunes in the West, after studying — 
three years 
For several years he worked on a frui 
ranch at Walla Walla, and from the 
went to Seattle, where he was employed 
in the West Lake Market, one of the la - 
gest markets in the United States. Logan — 
or Tom, as he is known, through his per- _ 
severance and ability soon won recogni- 

tion in his chosen field. Just to add a 
touch of romance to the situation, he fel 
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in love with the daughter of the owner 
and won her. We are pleased to know 
that Tom, Jr., of whom his folks are 
justly proud, has made good in the West, 
and now seems tobe on the road to fame 
and fortune. 
NAL joins Mr. Boyd’s friends in wishing 
him long life and prosperity. 


NE of the energetic and promising 
young men in the manufacturing 
lines so closely identified with the plumb- 
ing industry, is Harold S. Maddock, Jr., 
of Thomas Maddock’s Sons’ Co., Trenton, 
N. J. Recently while in the editorial 
offices of THz PLUMBERS’ TRADE JOURNAL 
in New York City, he gave it as“his opin- 
ion, from a close study of the present bus- 
iness conditions, that the ensuing year is 
bound to be one of the most attractive in 
_ the history of the craft. He figures on a 
larger amount and a better quality of 
plumbing supplies than ever before. Very 
naturally will the vitreous chinaware 
sanitary goods receive their increase pro- 
portionately, and here is where the 
Thomas Maddock’s Sons’ Co. are inter- 
ested, as well as the other allied manu- 
facturing industries. 


NE of the most interesting events 
that has taken place in the Pacific 
Coast plumbing supply circles was the 
recent marriage of Miss Inness Keeney 
and Willard C. Chamberlin. The latter 
is manager of the Pacific Coast office of 
the Standard Sanitary Manufacturing 
Company, Pittsburgh, Pa., and has been 
there for the past two years, going from 
Boston. Mr. Morgan Chamberlin, brother 
of the groom, journeyed from Boston to 
San Francisco to act as best man at the 
wedding. Following the honeymoon trip 
Mr. and Mrs. Chamberlin will make their 
home in San Francisco. 


EORGE HE. PHILLIPS, the Boston 
representative of the Philip Lead 
& Supply Co., of. Providence, R. I., is mak- 
ing his last trip of the year through New 
Bengiand, calling on the trade. George re- 
ports a splendid business. He is loaded 
to the muzzle with enthusiasm and talks 
-“Philco Oil Regulated Flushing Valves” 
to every one he meets. George says that 
over in Boston they have a new cocktail, 
called “The Philco.” If it is as smooth as 
its namesake, it’s a dandy. 


OHN E. FITZGERALD, formerly sec- 
retary and manager of the Duquesne 
Sanitary Co., Pittsburgh, Pa., is now lo- 
cated in Erie, Pa., as manager of the Erie 
branch of the Standard Manufacturing Co. 


O be popular or not to be popular. 
That was the great and momentous 
question before the citizens of Green Bay, 
Wis., not long ago. And after months of 
voting and contest, and as a direct result 
thereof, one August Thomas, master 
plumber, and proud of it, is the happy 
possessor of a triple action, self-starting, 
umpty-ump horsepower Howard car. A 
brand new, glossy black, seven-passenger 
touring auto, with all the brass fixins’— 
all for being the most popular man in the 
thriving Badger town of Green Bay. 

It happened through an enterprising 
clothing’ merchant, who conceived the 
brilliant idea of handing out a real auto- 
‘Mobile with one of his nice new 1913 
"model fall overcoats, to whomsoever the 
good citizens of Green Bay should vote the 
most popular. The citizens entered into 

“this business of voting with a vim. Vote 


5 
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early and often was the slogan. The votes 
came pouring in for the 279 contestants, 
there being exactly one less than that 
number who foolishly thought they had a 
chance of winning with the popular 
Thomas in the field. 

Two hundred and seventy-seven of his 
rivals fell by the wayside. The two hun- 
dred and seventy-eighth—the Green Bay 
fire department, comprising the combined 
popularity of its entire force of fire 
fighters—ran second. Therefore, August 
is even now driving the prize, and bear- 
ing his popularity deuced modestly. 


HILADELPHIA has its customs at 
well as other cities. The push cart 

is commonly used by business men in 
many lines, and, of course, most master 
plumbers have one or more. We are 
pleased to present a photograph of Frank 
Kramer’s, which has served him faith- 
fully since he began business, fourteen 
years ago. The man behind the cart is 


Frank M. Brennan Touring the Quaker 
City with Kramer’s Pushmobile 


F. M. Brennan, Philadelphia representa- 
tive of the Wolverine Co., Grand Rapids, 
Mich., manufacturers of plumbers’ spe- 
cialties. He is touring the city in search 
of master plumbers, with his grip almost 
concealed. As you see, he has the thor- 
oughfare all to himself—everything scat- 
ters at the approach of this one-man 
power, anti-gasoline, tootless pushmobile. 


T six o’clock A. M., before the sun 
rose, on Wednesday morning, No- 
vember 20th, Lawrence F. Bannon, of 
Kingston, N. Y., quietly lead charming 
Miss Katherine Conwell, of the same 
town, to the altar, flashed a duly attested 
marriage permit fresh from the county 
clerk’s office, and submitted to the cus- 
tomary ceremony. Then—to New York 
City and aboard a southbound steamer— 
all done so quietly that not a word leaked 
out until several hours afterward. After 
a ten-days’ honeymoon at New Orleans 
the happy couple returned to Kingston, 
where they will make their home, Con- 
gratulations, “Larry.” 


K. Aitken, advertising manager of 

e the Trenton Potteries Co., Tren- 
ton, N. J., recently called upon THE 
PLUMBERS’ TRADE JOURNAL, and talked 
over prospects for 1913. This peer of the 
advertising fraternity has certainly map- 
ped out a campaign for his house that 


will, without doubt, “bring home the 
bacon.” A. K. spoke of the many im- 
provements in modern sanitary pottery 
manufacturing methods and the way in 
which the trade have unanimously hailed 
the advent of recent fixtures. 


RANK PRICE has severed his connec- 
tion with the McCrum-Howell Co., 
and is now with the Harris Pump & Sup- 
ply Co., of Pittsburgh, Pa. Mr. Price is 
well and favorably known to the trade in 
the Pittsburgh territory, having grown 
up in the supply business, and will look 
after the plumbing and heating depart- 
ments of his new firm. 


HE six odd, good, strong feet of Pres- 
ident William J. Woolley, of the 
Indiana Master Plumbers’ Association, 
gently ducked under our editorial portals 
and towered over our editor for a few 
minutes the other afternoon. Mr. Wool- 
ley, whose camping out stop is Evansville, 
when he is to hum, informed us that as- 
sociation matters were taking the prin- 
cipal part of his eastern trip. He is one 
of the energetic and well educated men of 
the craft that it is always a pleasure to 
meet. 


Annual Meeting of the National Associa- 
tion of Brass Manufacturers, New 


York, December 10-11 


HE National Association of Brass 
Manufacturers held their annual 
meeting at the Hotel Astor, Tues- 

day and Wednesday, December 10th and 
11th. A large attendance was on hand at 
the opening session, and the topics of the 
various speakers were well chosen and 
prepared. These elicited much favorable 
comment, One of the first matters to re- 
ceive attention was “The Standardization 
of Shanks for Faucets.” The subject of 
freights was also discussed. Wednesday 
evening the banquet was held in the spa- 
cious dining hall and an enjoyable time 
was spent during the closing hours. Cov- 
ers were laid for sixty. 


Annual Dinner of the Master Plumbers’ 
Association of Albany, N. Y. 
HE dinner and reception to the State 
President, held annually at Albany, 
N. Y., and given under the aus- 
pices of the Albany Master Plumbers’ 
Association, will be held at the Ten Eyck 
Hotel, Albany, N. Y., on Thursday even- 
ing, January 23, 1913. The honored guest 
this time will be Frank B. Lasette, of 
New York, President of the New York 
State Association of Master Plumbers. 
Frank F. Schimpf, who has acted as 
chairman of arrangements for these many 
years, will again have charge and will be 
assisted by an able committee, to be 
named later. These dinners have always 
been a pronounced success, as everyone 
knows who has been so fortunate as to 
be present, and we understand that the 
coming one will be equally enjoyable and 
successful. 
a er 


New York ‘Chapter American Society 
Heating and Ventilating Engineers ay 
Visit Plant of H. B. Smith Co. 


HE New York Chapter of the Ameri- 
can Society of Heating and Venti- 
lating Engineers, together with the 

members in the vicinity, were the guests 
of the H. B. Smith Co., manufacturers of 
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heating apparatus, Westfield, Mass. on 
Thursday, December 11th. The morning 
was devoted to witnessing tests conducted 
by the American Society Committee on 
Tests in the laboratories of the H. B. 
Smith Co. A report of the tests will be 
given our readers in the January Ist edi- 
tion of THz PLUMBERS’ TRADE JOURNAL, 


Philadelphia Plumbers Must Register 


Before December 31st 

LL plumbers now engaged in the 
plumbing business as master or 
journeyman plumbers must re-reg- 
ister before December 31st, in order to 
continue in the business for the ensuing 
year, otherwise they must present a cer- 
tificate from the Board of Examiners as 
to qualification. Applications will be re- 

ceived at the Examining Board’s office. 


—_——s?4+—. ——__—_____ 


Manhattan, New York City, Master 
Plumbers Hold Annual Ball, 


December 11th 

HE Manhattan Branch, New York 

City Association of Master Plumb- 

ers, held one of the most success- 

ful of their annual balls Wednesday, De- 

cember 11th, at the association’s head- 

quarters, Terrace Garden, 58th street and 

Lexington avenue. The hall had been 

transformed into a veritable bower of 

beauty, the decorations being artistically 

arranged and the hall brilliantly illumi- 
nated. 

Arrivals at the hall began appearing 
early in the evening, a continuous pro- 
cession of automobiles and taxis deposit- 
ing their burdens and whisking away to 
permit others to draw up. The strains of 
music greeted each party as they stepped 
into the spacious lobby of the Garden, 
just an intimation of the fine musical 
program to follow. 

A very pleasant and high-class vaude- 
ville entertainment was supplied, delight- 
ing the well filled hall. The boxes were 
held by prominent members of the local 
trade, in the visitors’ section there being 
noted many leading plumbers and asso- 
ciation members from out of town, among 
them: A. Seldon Walker, of Orange; Wil- 
liam McCoach and George Uber, of Phila- 
delphia, as well as a big delegation from 
Brooklyn headed by President Sands, 
with also a Bronx delegation in charge of 
President Joseph Theiss. 

Many handsomely gowned ladies in 
evening dress, accompanied by their well 
groomed escorts, were seen everywhere. 

A strong delegation from the Albany 
Association, headed by President Eckert 
and Messrs. Moran, Kerwin and Dugan, 
were among the visitors. They were all 
hospitably received and entertained by a 
committee of Manhattan master plumbers 
in charge of President Bart Donohoe. 

The guests participated in dancing until 
the wee sma’ hours, when the merrymak- 
ers dispersed with memories of a most 
delightful evening well spent. 

The energetic gentlemen composing the 
various committees in charge of the ar- 
rangements are indeed to be congratulated 
for the masterful way in which they per- 
formed their manifold and arduous duties. 

The New York supply houses as well as 
many manufacturing concerns in the East 
were also well represented by the travel- 
ing fraternity. 

As the ball was held as this issue of 
THE PLUMBERS’ TRADE JOURNAL went to 
press, this account is necessarily brief. 
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LOOK HERE 


Mr. Architect, Mr. Jobber, 
Mr. Plumber 


are you progressive and desirous of 
placing before your clients the latest 
and best in sanitary fixtures? Ifso 
you must not overlook the cone 
best bet. 


The Emery Self-Raising Seat 


You owe it to yourselves and the 
suffering public to investigate this 
most sanitary fixture. 


Write 
for 
Catalog 
and 


Prices 


Self-Raising 
Seat 


“3 You 
Pat. 1908-9 
Will be 


Inter: 


ested 


Here Are a Few Pointers. Do They 


Interest You? 


These hinges have automatic stop 
that prevents the seat from swingirg 
back too far and denting flush pipe 
or frout of Low Down Tank. | 

They can be adjusted to raise the 
seat to any desired angle. — 

They eliminate unsightly tron balls 
or weights, and the breaking of 
closets and denting of walls by them. 

You ean rough-in closer than with 
any other seat. : 

This seat and hinges are uncondi- 
tionally guaranteed by me. : 

‘Also inquire about the full line of 
Plumbers’ Woodwork manufactured 
by me, and for sale by all jobbers. 


Seamless Copper Tank Linings a Snecialty 


Wm. S. Emery, 
74-78 Cliff St, 45-49 Ferry Si. 
New York City 


SX ae 
SB Tile your Bathroom 
SSS and kitchen walls with the only PERFECT 
metallic imitation of PORCELAIN tile— 


CSB TILING 


Trade- Mark 


Cost only one-fifth. Lasts lifetime. Germ, 
i Fire, Waterproof. Ask dealer for booklet, 
or write the manufacturers, NORTHROP, 
COBURN, DODGECO., 3] Cherry St., N.Y. 


Something New 


EXTENSION END FERRULE 


Can be used as a clean- 
out screw. Can be cut off 
at any length. Used from 
soil pipe into sewer and 
conductor traps and foot 
of stacks. 

Made in the following sizes: 

2. in. 3 in. 4 in. 


C. P. Marshall 
Rochester, N.Y. __ 


MT uE BELL’? WASHERS 
All washers manufactured by 
Andrew Bell will be stamped 
(HE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Dises and Small Mould Work. 
ANDREW BELL, 


373-375 Market St. Newark, N. J 


Made of heavy russet 

grain leather, hot wax 

locked stitched, im- 

possible to rip. Dur- 

able and convenient. 

Shoulder Strap and Pad. 
Our Catalog? 


EXCELSIOR BAG & MFG, 
CO., Troy, N. Y. 


THE PLUMBERS’ TRADE JOURNAL, STHAM AND HOT WATER FITTERS’ REVIEW 


HE PLUMBERS’ TRADE JOURNAL repre- 
sentative, while up in the Bronx, 
found Mr. J. Dam, of 301 W. 133rd 

street, in a happy frame of mind. In an un- 
guarded moment the representative hap- 
pened to mention New Jersey, and Mr. Dam 
“went up in the air.” It seems he lately did 
a job over in New Jersey—but as Kipling 
says—‘That’s another story.” If any of the 
many friends of Mr. Dam are over in his 
neighborhood, just call in and have him tell 
you of his experience, in which he himself 
figures, also his hired man, a livery stable 
horse, a Jersey constable, a barn, and—Oh, 
yes !—a woman. 


THE PLUMBERS’ TRADE JOURNAL representa- 
tive called upon F. Nichols, of 173 W. 107th 
street, Manhattan, New York City, and in the 
course of conversation found him satisfied 
with the condition of the trade as it is today. 
Mr. Nichols is an old reader of THr PLUMB- 
ERS’ TRADE JOURNAL and, as such, has enjoyed 
many hours perusing its pages. Mr. Nichols 
has plenty of work ahead to Keep his force of 
men busy for some time to come. 


For a good many years L. Schmidt has 
been located at 406 W. 138th street, Man- 
hattan, New York City. In a recent conver- 
sation with THE PLUMBERS’ TRADE JOURNAL 
epresentative he said that thirteen is not 
n unlucky number for him. He has pros- 
sered from the very start, and his first 
customers are his customers today. This 
speaks well for his work, and bus®ness is 
2rowing rapidly. The basement he uses as a 
workshop, and it is indeed a workshop, as Mr. 
Schmidt can be found there almost any night, 
iustling to catch up with his orders. 


M. L. Rohman, of 134 E. Broadway, Man- 
hattan, New York City, is very much up-to- 
date. He handles plumbing, steam or hot 
water heating accessories. He reports that 
he is just completing the plumbing for a 
building at 141st street for the Berkman 
Construction Co., and has just landed a big 
job from the Schwartz Construction Co., on 
Webster avenue, north of 182nd street. 


ee ee eS 


Long Island Tips 


N this page appears a photograph of the 
O establishment of Martin Bros., a hus- 
tling firm of plumbers at 363 Nos- 

trand avenue, Brooklyn, N. Y. These “boys” 
have built up a large and lucrative business 


and enjoy quite a prestige in trade circles. 
Just now business seems very satisfactory. 


John B. Dollard, Babylon, Long Island, 
N. Y., has quite an up-to-date establishment, 
and finds plenty to do both summer and win- 
ter. There is no job too big or too small that 
will not receive the attention of this progres- 
sive sanitary engineer. 


The plumbing shops conducted by Messrs. 
Beverly & Castine, of 1845 Fulton street, and 
John Forman, of 1774 Fulton street, and 
James J. Lupton, of 1418 Nostrand avenue, 
have been consolidated, and will hereafter be 
known as The Fulton Plumbing & Heating 
Company, with offices at 127 Adams street 
and 1418 Nostrand avenue. It is the inten- 
tion of this company to further expand the 
business by opening shops in Coney Island 
and Rockaway Beach in the near future. 
They are general contractors for anything in 


the plumbing line, making a specialty of 
chemical plumbing, marine plumbing and 
lead burning. 

Doings of the Jobbers 


HE house of George I. Roberts & 
Brother, of 471 and 472 4th avenue, 
Manhattan, New York City, jobbers of 

plumbing, steam, electric, water goods and 
engineers’ supplies of every. description, are 
enjoying a prosperous season. They also 
carry malleable and cast iron fittings. They 
cut pipe to sketch. They also repair and 
construct steam and electric apparatus. 


H. Hurwitz &.Co., of 140 E. Broadway, 
Manhattan, New York City, are doing a land- 
office business at the present time. Mr. Hur- 
witz informed THE PLUMBERS’ TRADE JOUR- 
NAL representative that he could supply the 
plumbing trade “from a tack to a steam 
boiler.’ He has been established 12 years, 
and he and his father before him were both 
plumbers. The firm do a large export busi- 
ness in Cuba, Bermuda and Porto Rico, and 
also have a large trade up state and in New 
Jersey. 


The plumbing supply house of George P. 
Jacobs & Co., of 274 S. 9th street, Brooklyn, 
jobbers of all accessories for the plumbing 
line, have been kept busy meeting the de- 
mands of their customers. While this com- 
pany would confine themselves to their Brook- 
lyn trade, many times they have supplied the 


Shop and Team of Martin Bros., 363 


Nostrand Avenue, Brooklyn, N. Y. 


sundries for large operations in other bor- 
oughs. 
——~_-e_ 


New York State News 


RANK B. LASETTE and John J. Han- 
KF negan, of New York City, president 
and secretary of the New York State 
Association of Master Plumbers, have just 
concluded a tour of the state, visiting the 
local associations in their official capacity. 
Among some of the locals which were hon- 
ored with their presence were Utica, Syra- 
cuse, Rochester, Buffalo, Oswego, Elmira, 
Binghamton and Albany. We understand 
that the net result of their mission has 
proven most satisfactory, and that the locals 
were much benefited by the advice and in- 
formation imparted by their state officers. 
A cordial reception was accorded Messrs. 
Lasette and Hannegan everywhere, in thor- 
ough accord with their dignified stations 
within the craft. Both the state president 
and his secretary are able expounders of the 
objects and benefits of the association they 
have the honor to represent, and are as well 
successful practitioners in the business field 
of plumbing. 

H. M. Downing, 107 South 4th avenue, 
Mount Vernon, N. Y., is one of the oldest 
master plumbers in that city. He is still on 
the job. ¢ 

The Wilson Plumbing Co., 282 Grant street, 
Buffalo, N. Y., have just started on their 
contract for plumbing in a residence on 
Jewett avenue. 


Thos. F. Peck & Co., 71 E. Utica street, 
Buffalo, N. Y., have just closed the contract 
for steam heating in the store building at 
1131 Main street. - 


The steam heating contract in the store, 
loft and office building to be built on Main 
street, near Tupper street, Buffalo, N. Y., has 
been let to Barnd & Geiger, 11 E. Mohawk 
street. 

Our representative had quite a chat with 
his old friend, ‘“‘Alex’”? Magee, the genial man- 
ager of Peter Cunneen & Co., of 33 Rose 
street, New Rochelle, N. Y., and learned that 
among their many contracts is the new Court 
House at New Rochelle. This is a Durham 
system. 7 


Henry Ebling, Kenmore, N. Y., is doing the 
plumbing in the new bungalow being erected 
by Walter G. Lamphear on McKinley avenue. 


E. C. Ruchte, 2328 Main street, Buffalo, 
N. Y., is just completing the plumbing in the 
bungalow being erected by A. H. Lancton on 
Woodward avenue. 


The bids have been opened for the new 
Tuberculosis Pavilion to be erected in con- 
nection with the Buffalo State Hospital. 
Daniel Burgmaster, 85 Delaware avenue, 
Buffalo, N. Y., was low bidder on the steam 
heating. Geo. H. Drake, 220 Lexington ave- 
nue, Buffalo, N. Y., was low bidder on the 
plumbing. 


Harris & Merritt, architects, Erie County 
Bank Building, Buffalo, N. Y., have opened 
bids for construction work and material on 
Public School No. 28, Buffalo. Daniel Burg- 
master, 85 Delaware avenue, was low bidder 
on the steam heating. Geo. H. Drake, 220 
Lexington avenue, was low bidder on the 


plumbing. The general contractor was the 
Western Building Co., Builders’ Exchange, 
Buffalo. 

od 


Annual Reception of the Brooklyn, N. Y., 
Master Plumbers’ Association, January 14 


HE annual entertainment and recep- 
tion of the Association of Master 
Plumbers of Brooklyn, New York, 

will be held on Tuesday evening, January 
14, 1913, at Prospect Hall, Prospect ave- 
nue, near Fifth avenue, Brooklyn. 

Mindful of the attendance at the last 
reception, the committee anticipated the 
demand for tickets when they selected 
Prospect Hall, it being one of the largest 
and best in Greater New York. ] 

The nearness of the taxicab service and 
with the elevated and trolley lines, which 
pass the corner, makes it accessible from 
all the boroughs of the city. 

The committee, and especially Chair- 
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man Matthew J. Kennedy, are working 
hard to have this year’s ball surpass any 
that Brooklyn has ever held. 

As usual, an excellent vaudeville enter- 
tainment will be presented, as will other 
features for the delectation of the gath- 
ered members and their guests. All ar- 
rangements for the comfort of the mem- 
bers and their guests have been arranged, 
even to the minutest detail. As this is 
considered the night that belongs exclu- 
sively to the ladies, all are urged to bring 
their wives, daughters and sweethearts, 
and, above all, don’t forget the date, Jan- 
uary 14th. 

As in past years, prominent national, 
state and local association officials will be 
present, as well as many municipal 
authorities. 

Tickets are $1.00 per person, and may 
be obtained from Matthew J. Kennedy, 
173 Amity street, Brooklyn, N. Y. 

The Entertainment Committee is com- 
posed of the following gentlemen: Mat- 
thew J. Kennedy (chairman), Michael F. 
Gleason, Edward J. Belford, J. Louis 
Bosch, William A. Crane, Charles F. 
Mentzinger, Louis Frisse, James John- 
ston, Dennis J. Donovan, James T. Ken- 
nan, Robert H. Dingman, Patrick H. Glea- 
son, Martin J. Hayden, Joseph F. Corco- 


is no reason why this rule should not 
apply to dwellings in tenement houses 
and apartment houses as well as to single 
houses. 

“Whether the building be five stories or 
ten stories high should make no differ- 
ence. There is no more reason to meter 
the one than the other. I would not like 
to see the metering system extended to 
families during my administration or 
ever. In order to have the charge for 
water for family use uniform it will be 
necessary to have a new ordinance or 
charter amendment.” 


—_———_o-s + 
Trip of Mr. and Mrs. Isaac J. Brown, of 
New York City, to the Pacific 


Coast and Return 
CCOMPANIED by Mrs. Brown, Isaac 
J. Brown, past president of the 
New York State Association of 
Master Plumbers, left New York City 
early in July on a trip to the coast, to be 
gone about four months. 

Mr. Brown being a delegate to the Con- 
vention of the National Association of 
Master Plumbers at Salt Lake City, ar- 
ranged to stop over there and share the 
responsibilities that fall to the lot of the 
delegates that attend these conventions 


John B. Dollard and His Bookkeeper in Front of His Shop at Babylon, L. I. 


ran, Lewis A. Deiser, Jr., William Hier- 
man, Thomas E. O’Brien, James Jarcho, 
Frank J. Bryan, George F. Tracy, Michael 
J. McGrath, Samuel J. Corcoran and John 
J. Dixon, secretary and treasurer. 
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No Meters for Bathtubs in New York City 


AYOR GAYNOR, of New York City, 
in reply to a letter from Water 
Commissioner Thompson, asking 

the mayor for advice about metering 
apartment house water, wrote that he 
didn’t want any extension of the metering 
System because the people wouldn’t take 
baths. The mayor said: 

“I do not favor metering water to 
dwelling houses or apartments. It would 
lead to an economy of water which would 
be injurious to the health of the com- 
munity. Members of the family would 
refrain from taking baths, for instance, 
for the sake of economy or in fear of an- 
nhoying the head of the house by adding 
to his expenses. I do not think that 
water should be restricted for household 
use. Every one in the family should feel 
free to take a bath at any time. There 


in the interest of their local associations. 
Starting from New York on Thursday, 
July 4th, Mr. and Mrs. Brown visited in 


Philadelphia, Pa.; Washington, D. C.; 
Pittsburgh, Pa.; St. Louis, Mo.; Jefferson 
City, Mo.; Denver, Colorado Springs, 


Glenwood Springs, Colo.; Salt Lake City, 
Utah; Yellowstone Park, Wyo., where the 
magnificent secehery and natural wonders 
of this world-renowned park appealed to 
them even more than when last they be- 
held its wonderful charms. They jour- 
neyed next to Los Angeles, from where 
side trips were taken to Riverside, Red- 
lands, Coronado Beach, San Diego, Tia 
Juana, Santa Catilina Islands, where they 
saw many schools of walrus and witnessed 
the landing of many tarpon by the fisher- 
men there. 

They then journeyed to Santa Barbara, 
Del Monte, San Jose, Palo Alto, Los Satos, 
Santa Cruz, and thence to San Francisco. 

While in the Golden Gate City all points 
of interest were visited, and many side 
trips enjoyed. One of the most enjoyable 
side trips was the one to the Yosemite 
Valley. In the accompanying photos our 
readers may gaze upon Mr. and Mrs. 
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Made of Heavy Copper With 
Rubber Over the Bottom 
CANNOT SLUMP 


Seats Easily Fits any Valve 
Spud cannot pull « ut 


PRICE IS RIGHT 
If you are interested write 
“us a-personal letter and we 


will mall you one free of 
charge as a sample. 


ROME SANITARY CO., Rome, N.Y. 


ENERGY {a5 
ECONOMY = 
DESPATCH 


Our specialty is 
giving you just ex- 


actly what you want, PLUMBING AND HEATING SUPPLIES 


WALSH & HARTWIG, Woe 


just exactly when |e 
and where you want 


it. 7 MATERIALS 
Our Materials and caseir tens (cia 
Prices are Right 


Walsh & Hartwig 


“TINSMITHS 
ING. 


215-219 East 58th St, 
New York City 
Tel. Plaza 1656 


Pg 

i rire : 
FITTINGS 
§VALves 
OILS AND 
TOOLS 


rs, Steamfitters, Gittters & TieMithe Supplies 


BLUE & QUERIPEL COMPANY, INC., 


i ug & 121 East 124th Street, NEW voRK 


Telephone 1178-1779 Harlem 


DOHODDOPDDOPDOODODOODOOOGDOOODOE WDOHOODOOOQOOQOOQOODO®OOOQOOQOOQOQOOSE 


HEN in need of any stock article or spec- 

ialty connected with the gas business, 

your wauts will be satisfiéd immediately 
and at the proper price by 


EK. P. GLEASON MEG. CO. 


37 Murray Street, New York 


DOSQDODODOODOODODOODOODOODOODODOODOOOOWDHDODOODOODOODOGQOOOQOOOSe) 


The Bible And Its Story 


Taught by One Thousand Picture Lessons 
By 
Chas. F. Horne, M. S., Ph. D. Rev. Julius A. Bewer, Ph. D. 


The Story of the Greatest Nations 


By 
Chas. F. Horne, M. S., Ph. D. 


COOMOOOE 


DCOOOODOOOOQOOO) 
DOOODOOOOODQOOO 
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& 


Edward S. Ellis. A.M. 


Both books illustrated by 1,000 full page pic- 
tures, 2,000 pages of entertaining instruc- 
tive reading. 

Sold by subscription in pamphlet 

form or bound sets. 


For full particulars 
address publisher. 
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BUILDIN 


in the heart of the shipping 
and wholesale district of New 
York City, suitable for manu- 
facturer or jobber of 


: Plumbing or Heating 


Goods 


FOR SALE 


Six story and _ basement, 
thoroughly fireproof brick and 
concrete building, containing 
about 26,000 square ft, corner 
Canaland Greenwich Sts., New 
York City. Building 44x85 ft. 
In the midst of all shipping 
facilities both boat and rail. 

This building 


and location for manufacturer 


is an ideal 


or jobber in plumbing or heat- 
ing line 

Full particulars may be had 
by addressing 


Box ABC 


Care Plumbers Trade Journal 


Publishing Co. 
45 W. 34th St. 


ATTENTION! 


Plumbers and Architects 


Do you know that at last thereis on 
the market a Toilet Flange which 
Does Away With the use of Putty 
and makes an absolutely Gas Tight 
Connection? 


JAEGER’ 


“Eureka” 
Adjustable Flange 


fits any bowl, never requires reset- 
ting and costs but little more than the 
old style, always unsatisfactory, 
Putty Set Flange. 


Aljready more than a score of 
Municipalities in my vicinity have 
incorporated it in their Sanitary 
Codes, and no Board to which it has 
been presented has failed to ap- 
prove it. 


No Architect can afford to be in 
ignoraffce of this immense improve- 
ment, and every Plumber who has 
seen it endorses it enthusiastically. 


Descriptive circularsand fullinform- 
ation given on application to 


JULIUS JAEGER, 


PATENTEE 


Rutherford, N. J. 


New York City 


THE PLUMBERS’ TRADE JOURNAL, ST'HAM AND HOT WATER FITTERS’ REVIEW 


Brown mounted upon burros about to 
start upon the trip through the valley, 
seeing Morrow Lake, Vernal and Nevada 
Falls and Glacier Point. The big trees at 
Wa Wona were one of the many other 
interesting sights. 

From San Francisco they traveled to 
Portland, Ore., where they visited Mt. 
Shasta and the springs, and then contin- 
ued to Tacoma and Seattle, Wash., where 
they took the steamer to Victoria and 
Vancouver, B. C. Leaving Vancouver, 
they proceeded to Skagway, Alaska, by 
boat. This trip took about five days, dur- 
ing which time many stops were made, 
enabling them to leave the boat for short 
intervals. Many Totem poles were seen 
and schools of salmon, walrus and por- 
poise were passed. When in Alaska they 


visited Alert Bay, Swanson Bay, Prince 
Ruppert, Port Simpson, Ketchikan, Peter- 
son’s Glacier, Sun-drum Glacier, Juneau 
In the latter place the 


and Skagway. 
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was in order, and the daring Isaac made 
good by sitting upon the edge of the 
Illecillewalt Glacier, which we are told 
is a very dangerous procedure. Lake 
Louise Chalet was visited on the way to 
Banff, Canada. Leaving Calgary, they in 
turn visited St. Paul, Minneapolis, Mil- 
waukee, Chicago, Detroit, Niagara Falls, 


Buffalo, and then back to good old New. 


York, where they culminated a trip of 
14,000 miles, which had been both in- 
structive and interesting. 
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Ladies’ Night A Feature of the Knights 
of Galena’s Social, November 
20th, at Brooklyn 


MID the myriads of dazzling lights 
and in an atmosphere of delightful 
music and laughter, the Knights of 

Galena, an organization composed mostly 
of sanitarians of Brooklyn, New York 
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Mr. Isaac J. Brown, Master Plumber of Manhattan, New York City, Accompanied by 
Mrs. Brown, on a “Seeing America First” Trip Last Summer 


only plumber in town was invited to be- 
come a member of the National Associa- 
tion, -but up to this time has not re- 
sponded. They visited the town of Ben- 
nett, which once boasted a population of 
5,000, but now is inhabited by only 2. 
They also passed over the original Yukon 
Trail. 

Mrs. Brown is the authority for the 
statement that many beautiful flowers 
thrive in our northern possession and 
grow to enormous sizes. Returning from 
Alaska, they stopped at Inverness, a town 
known for its fisheries and canneries, 
where the population is made up of In- 
dians and Chinese. 

They say popularity always has its re- 
ward, and in this case Mr. Brown was the 
victim, for, by the influence of the cap- 
tain of the boat, he was elected a member 
of the Squawman’s Union No. 1. Arriv- 
ing at Glacier, B. C., a visit to the Glacier 


City, gave an entertainment and social on 
November 20th which was pronounced by 
all a distinct success. All former occa- 
sions have been brilliant, but this latter 
exceeded the wildest hopes of the com- 
mittee in charge. Following a program 
of sketches by some clever talent, danc- 
ing was enjoyed until the announcement 


of the banquet was the signal for an in- | 


termission. A bounteous feast, one that 
would have charmed any epicurean’s taste 
was further enhanced by the interspers- 
ing of talent and orators well known in 
our profession. 

The genial chairman of the Entertain- 
ment Committee, Sam Campbell, made a 
most dignified toastmaster and _ intro- 
duced as first speaker President Patrick 
H. Gleason, of the organization, and a 
prominent master plumber. Mr. Gleason 
addressed the gathering, welcoming the 
guests and bade all enjoy themselves, 


apologizing for what he called the hum- 
ble efforts of the Hntertainment Commit- 
tee. Mr. Gleason was heartily applauded. 

Those who participated in the carnival 
of vocal numbers and_ blues-dispelling 
anecdotes were John Fox, John Heaney, 


ee. 
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James Kelly, Joseph Linder and John 


Casey. 

The Knights of Galena number among 
their members prominent pioneers of the 
craft, the officers being: President, P. H. 
Gleason; Vice-President, John J. Gannon; 
Financial Secretary, Peter H. Woody; Re- 
cording Secretary, Daniel Mackin; Treas- 
urer, Geo. F. Tracey; Trustees, Geo. Me- 
Closkey, M. J. McGrath and Jas. Doody. 
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‘Bronx Branch, New York City, Master 


Plumbers’ Association to Hold 
Annual Ball, January 31st 


HE annual ball of the Bronx Branch 
of the New York City Association 
of Master Plumbers will be held 

on Friday evening, January 31st. The 
scene of this year’s festive occasion will 
be the New McKinley Square Casino, 
169th street and Boston Road, which is 
accessible by elevated, trolley and sub- 
way. The committee have planned many 
unique inovations which they are sure 


will meet with the approval of the mem- © 


bers and their guests—but one must go 
to the ball to enjoy the surprise. 
Tickets, admitting lady and gentleman, 


will be one dollar each, and may be 


obtained from Thomas J. Moffett, 1519 
Zerega avenue, Bronx. 

The committee in charge of this year’s 
entertainment is composed of the follow- 
ing gentlemen: John J. Foley, chairman; 
William J. Flynn, V. F. Bernesser, S. J. 


Welch, David Durie, Jr., and Thomas F. 


J. Moffett, secretary. 
ooo 


Installations of Weber Water Systems 


NUMBER of important installations 
of the Weber subterranean pumps 
in connection with water supply 

systems in the suburban estates of vari- 
ous well-known men have recently been 
reported by the Weber Subterranean 
Pump Co., 90 West sreet, New York City. 
Included in the list are the homes of Thos. 


N. McCarter, President of the Public Ser- © 


vice Corporation of New Jersey, Rumson 
Road, Red Bank, N. J., this intallation 
being advised by Richard Lamb, consult- 
ing engineer; Robert Illingsworth, mana- 
ger of the Atha Plant Crucible Steel Com- 
pany of America, at Denville, N. J.; R.S. 
Lovett, chairman of Executive Committee 
(Harriman Lines), Locust Valley, L. I, 
advised by Carrere and Hastings, archi- 
tects; Barker Gummere, President of 
Trenton Trust and Safe Deposit Co., 
Princeton, N. J., and Hotels Newell, Pitts- 
burgh, Pa., and Metropolitan, Asbury 
Park, N. J. 
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Brooklyn, N. Y., Master Plumbers in 
New Home 


EEMING it advisable, for many rea- 
sons, to secure more centrally 
located as well as commodious 

and easily reached quarters, the Brook- 
lyn, N. Y., Association of Master Plumb- 


tr, 


PGCE GS MONAHAN 


shee 
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ers have moved to splendid new rooms at 


4 Court Square. The close proximity of the 
new headquarters to Borough Hall makes 


this an ideal location for our friends. — 


The telephone number is Main 2433. 
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HERE are now over 1,000 plumbing 
shops in Chicago, Ill. According to 
statistics recently compiled, the actual 

number of master plumbers’ certificates is- 
sued this year by the Local Board of Exam- 
iners is 1,064. Those to whom certificates 
have been granted by the Chicago Board dur- 
ing the past two months are as follows: Wm. 
Blome, Jr., 344 N. State street; Henry Lott, 
355 St. John’s Court; J. J. Reedy, 4234 N. 
Lawndale avenue; Henry Niederauer, 2146 
W. Madison street; Solomon Halperin, 1436 
W. Polk street; Lawrence Barrett, 3001 
Emerald avenue; Wm. H. Jones, 145 S. 5th 
avenue; Paul Carmosino, 1642 W. 69th 
street; Sam Leavitt, 1326 S. Central Park 
avenue; Edward Pomex, 1829 Milwaukee 
avenue; Charles Kaplan, 1152 W. Taylor 
street; Charles M. Calmeyn, 3243 Ogden ave- 
nue; Ben Jacobson, 1301 W. 14th street; Sam 
Blumenthal, 1758 W. 12th street; D. E. 
Keefe, 2349 Upton street. 


Al. H. Huehl, formerly with the L. Wolff 
Mfg. Co., Chicago, Ill., has accepted a posi- 
tion with the plumbing supply firm of Weil 
Bros., for whom he will call on the architects 
in that city. 


Edward Hamman and John Reid, of the J. 
L. Mott Iron Works of New York, recently 
visited their Chicago branch. While in the 
city the gentlemen met a number of the local 
master plumbers. 


John Cepican, in the plumbing business at 
1913 W. 51st street, Chicago, Ill., has the 
sympathy of his business associates in the 
death of his father-in-law, which occurred 
several weeks ago. 


Estimates for the plumbing of the new 
Cook County Hospital were submitted No- 
vember 25th to the County Commissioners. 
The P. Nacey Company, 929 S. State street, 
Chicago, Ill., were the low bidders. 


H. P. Reger, of the American Plumbing 
and Heating Corporation, Chicago, Ill., has 
lately returned from a hunting and fishing 
trip. Mr. Reger is manager of the branch 
shop of the above concern, located at 5514 
Lake avenue. 


Daniel W. Durkin, of the Milwaukee Seat 
and Tank Company of Milwaukee, Wis., re- 
cently made a business trip to Chicago. In 
addition to plumbers’ wood work, Mr. Durkin 
states that his firm are going to handle por- 
celain tanks, as jobbers. 


Geo. Schuster, who is associated in the 
plumbing business with his father, Frank P. 
Schuster, 751 N. Clark street, Chicago, IIl., 
has recently returned from an eastern trip. 
He visited Buffalo, New York, Washington 
and Atlantic City, spending several days at 
each place. 


Wm. F. Bahn, Southport avenue, Chicago, 
TIll., has recently returned from his favorite 
stamping ground along the Illinois River, 
where he enjoyed several days duck hunting. 
“Bill’ says the birds were plentiful this year 
and managed to bring down the limit every 
day of his trip. 


Geo. H. Schey, a master plumber at 5536 
§S. Ashland avenue, Chicago, Ill., with a party 
of friends has recently returned from a duck- 
hunting trip to Bath, Ill. George brought 
back enough Mallards to last the family a 
week and also to supply his competitors, John 
Cepican and Frank Dillenburg. 


Nilson Bros., 3222 N. Halsted street, Chi- 
cago, Ill, have been awarded the contract 
for the heating of the new Cook County Hos- 
pital. The cost of installing the heating sys- 
tem will be considerably over $100,000. All 
branches of the work, with the exception of 
the plumbing, were figured separately. 


Mrs. B. Downs announces the marriage of 
her daughter to Mr. Thomas G. Burke. The 
wedding took place at the home of the bride’s 
mother on Wednesday, November 27th. Mr. 
and Mrs. Burke will make their home at 
5042 Champlain avenue. The young lady is 


a sister of Wm. Downs, the well-known and 
successful master plumber at 4031 State 
street. For a number of years she has been 
bookkeeper and office manager for her brother 
and has contributed in no small degree to his 
success in the plumbing business. In com- 
mon with her many friends in the trade, Tur 
PLUMBERS’ TRADE JOURNAL extends heartiest 
congratulations. 


John L. Corcoran, the Globe trotting Chi- 
cago, Ill., master plumber, has just returned 
from a flying trip to Los Angeles. He spent 
only one day in the western city, bringing 
back with him his sister, Mrs. John F. Hag- 
gerty and her baby, who will visit her rela- 
tives in Chicago during the Holiday season. 


Through the courtesy of one of his particu- 
lar friends, we are able to reproduce on this 
page the symmetrical lines and Adonis-like 
form of a well-known Chicago plumber, John 
W. Tumalty. As will be seen in the illustra- 
tion, John is not encumbered by anything but 
his bathing suit, and is ready for a plunge in 
the clear waters of Lake Michigan, where he 


John W. Tumalty, Chicago, Ill., Just After 
Making a Rescue at the Chicago Outing 


can hold his own with any of them. The pic- 
ture was taken on the occasion of the last 
outing of the Chicago Master Plumbers’ As- 
sociation to Michigan City. He is engaged in 
the plumbing business at 225 Cottage Grove 
avenue, and is a brother of Jos. F. Tumalty, 
of St. Louis, Mo. 


Joseph Weldon, of Pittsburgh, Pa., was re- 
cently a: visitor in Chicago, and during his 
stay here was the guest of his old-time 
friend, Charles T. Byrne. Mr. Weldon also 
met and renewed his acquaintance with a 
number of the men of the Chicago Local As- 
sociation, including J. J. Wade, Tom Boyd, 
Carl J. Stein, R. J. Powers and E. J. Ben- 
ning, president of the Chicago Association. 
Before returning home Mr. Weldon also made 
a hurried trip to Kansas City. 


Adam Harvey, 2349 W. North avenue, Chi- 
cago, Ill., has been awarded the contract by 
the Board of Education for the plumbing in 
the addition to the Wm. Penn Nixon School, 
42nd and Dickens avenues. The steam heat- 


ing was let to W. A. Pope; the ventilation to 
Hunter Clark, and the heat regulation to the 
Johnson Service Company. The plumbing of 
the Lloyd School Addition, at 49th and Dick- 
ens avenues, has been awarded to G. Albin 
Nilson; the ventilation to Hunter Clark, and 
the heat regulation to Klipfel Mfg. Co. 


Peter Feltman, 4053 N. Central Park ave- 
nue, Chicago, Ill., has been busy all season, 
having had considerable new work on hand. 
He has also recently constructed a $14,000 
building on Elston avenue, north of Irving 
Park boulevard. It is a modern structure, 
comprising two flats and two stores, and is 
situated in one of the growing sections of the 
northwest side. 


The contract for the plumbing and gas fit- 
ting of the Normal School, Arts and Gym- 
nasium building being erected by the Board 
of Education at 68th street and Stewart ave- 
nue, Chicago, Ill., has been awarded to the 
Hanley-Casey Company; the steam heating 
contract has been awarded to F. W. Lamb & 
Company; the ventilation to Mathis Bros., 
and the heat regulation to Klipfel Mfg. Co. 
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Thanksgiving Party of the Chicago Master 
Plumbers 


O* the occasion of its last regular 
meeting, which was held on Wed- 
nesday, November 27th, Thanks- 
giving Eve, the North and West Side 
Master Plumbers’ Pleasure Club celebrated 
the event with a hot turkey dinner, at the 
conclusion of its regular business session. 
Various refreshments were also served, 
together with clear Havana’s. At the con- 
clusion of the dinner the members engaged 
in an exciting bowling contest, which re- 
sulted in a score of 1085 for the North Side 
as against 1040 for the Northwest Side. 
Wm. F. Bahn, Paul Jacoby and Edw. 
Federle distinguished themselves with 
high scores, making, respectively, 167, 
162 and 161. On account of its next meet- 
ing falling on Christmas Day, it has been 
decided to hold the annual meeting of the 
club, at which the election of officers will 
take place, on Wednesday, December 18th. 
It was also decided on account of the 
State Convention taking place the latter 
part of January, to hold its installation 
of officers on the third instead of the 
fourth Wednesday of that month. In 
attendance at the meeting on November 
27th, at which everyone had a royal good 
time, were the following: Henry Breyer, 
Geo. Franklin, J. C. Berndt, C. Jespersen, 
BK. C. Wagner, Wm. F. Bahn, A. W. Bahn, 
Paul Jacoby, Geo. Leebody, Lewis Nelson, 
F. N. Kiesgen, J. A. Slater, J. A. Voltz, F. 
J. Ruh, Jos. Scheuer, L. J. Keefe, F. F. 
Pearson and Ed. Federle. 
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Peerless Selling Co. Enlarge Pacific Plant 


E reproduce herewith a circular 
letter being sent to the trade by 
the Peerless Selling Co., Evans- 

ville, Ind., in connection with the affairs 
of that company in the West: 


After a careful review of the business 
career of The Peerless Pacific Company, 
which is wholly owned by stockholders of 


The Peerless Selling Company, and after real- 
izing the rapid expansion of the business at 
Portland, which has been beyond our antici- 
pation, we have increased our holdings and 
enlarged the business, which necessitates to 
a certain extent, reorganization. 

We are pleased to advise that an interest 
has been sold to Mr. W. S. Babson, formerly 
connected with the management of The Tay 
Company of Los Angeles, a gentleman with a 
keen knowledge of the plumbing supply busi- 
ness in all details. Mr. Babson will become 
president, and personally direct the manage- 
ment of the business. This will enable our 
Mr. McQuade to devote more time to the 
sales end, which has in some territories been 
neglected. THE PEERLESS SELLING Co, 
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BUBBLING 
DRINKING FOUNTAINS 


are made in 82 different 
designs. They are all 
Self-closing and provided 
with Regulator. 

You can get astyle for 
any kind of lavatory, 
sink or pedestal. 


Catalog on request 
3s 


Western Plumbing 

% Supply Co. 

Mp, 117-119No. Desplaines St 
CHICAGO, ILL. \ 
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COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 


“Recognized Leader Among 
Typewriters” 


Leadership means 
superiority of pro- 
duct—a_ superi- 
ority which pro- 
duces’ leadership 
and is proved by 
leadership. 

It means’ more 
than this. It means 
every thing asso- 


ciated with the 
word First 
The Remington Typewriter is first in 


history, first in prestige, first in quality, 
first in recent improvement, first in size 
and completeness of organizatlon, first in 
distribution, and first in service to the 
customer. 

The word First in every department of 
leadership applies only to the 


REMINGTON 


Remington Typewriter Company 
(Incorporated) 
327 Broadway, New York City 


Engineering Directory 
For 1913, Ready Jan. 15th. 


For the Manufacturer 


Places at hand complete, dependable 
list of Jobbers of Plumbing and Heat- 
ing Supplies, Hardware, Water and 
Gas Companies, Architects, ete. 
classified by states and cities. 


For Jobbers and Contractors 


Gives complete lists of Manufacturers 
of Plumbing and Heating and allied 
goods, with over 50,000 trade names of 
specialties. Invaluable to the buyer. 


Price $5.00, Delivered 
For Sale By 


Plumbers’ Trade Journal Pub. Co., 
45 W. 34th St. New York City 
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Motor Driver House Pump 


Hot Air Pumps—Motor Driven Pumps— 
Gasoline Engines. Right Prices for Users. 
Good Profits to Dealers. 


Write nearest office for Catalog B 8 


RIDER-ERICSSON ENGINE CO. 


New York _ Boston __ Philadelphia 
ydney, Australia 


Montreal, P.Q., 
MOOOQDOOQOODOOOOOSOQODQOOGOOO 
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Economee 


The 


PARMELEE 


Successful candidate for first honors in 
the Plumbing Trade because of its unequaled 
record of— 


Time saving, labor saving, pipe saving, 
and saving of temper. 


Its grip cannot slip. 
It cannot chew or crush pipe. 


It can be used directly on threaded nipples 
withoutinjury to threads or nipples. 


It can be usedin places otherwise inacces- 
sible. 


Stays on pipe even when taking new hold. 


Sent on approval. Better write today for 


Bulletin 


Parmelee Wrench Co. 


2516 Monroe St., Chicago, Ill. 


Don't Waste 
Steam 


HOT WATER FREE 


Do not puta coilin your steam 
heater but use an X Heater con- 
nected to your range boiler and 
steam heating plant. 

Made of brass, no rust, no dirt 
in water. Good profit to trade. 
For prices and circulars write to 


j X Specialty 
Co. 
Taunton, Mass. 
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PHILADELPHIA 


OHN EB, ARTHUR, of 415 W. York street, 
J Philadelphia, Pa., at the recent elec- 
tion was selected to represent his dis- 
trict in the State House of Representatives 
of Pennsylvania. 
Geo. B. Wills & Co., of 1309 Master street, 
Philadelphia, Pa., are among the busy firms 
of the city. 


Jas. J. McCaffrey, 3110 “G” street, Phila- 
delphia, Pa., is fitting up plumbing in two 
new houses on Ontario street. 

Geo. E. McLaughlin, of Park and Colum- 
bia avenues, Philadelphia, Pa., manages to 
get his share of the plumbing business. 


Weideman Bros., 3013 Kensington avenue, 
Philadelphia, Pa., are installing plumbing in 
a number of new houses on Memphis street. 


Robert Steel, 6650 Germantown avenue, 
Philadelphia, Pa., is making additions to the 
plumbing in the premises 52 to 72 Springer 
street. 

Frank Kramer, of 959 N. 11th street, Phila- 
delphia, Pa., is always so busy that it is hard 
to catch him in. He is proud of the fact that 
he has graduated five journeyman, four of 
whom have since become successful master 
plumbers. He is a firm believer in a proper 
apprenticeship system, so that the boys en- 


Frank Kramer, Philadelphia, Pa., and 
Some of His Force 


joy every opportunity to learn the trade prop- 
erly. One of our representatives recently 
spent a very pleasant time with Mr. Kramer, 
and says that it would be difficult to find any 
better company. Mr. Kramer gives his per- 
sonal attention to all his work and has a lot 
of residential work, as well as an abundance 
of anti-freezing hopper closets to install. 


R. A. Needham, Church and Franklin 
streets, Philadelphia, Pa., was awarded the 
plumbing contracts for four new houses on 
Germantown avenue. 


The plumbing in twenty-six new dwelling 
houses at 500 to 524-501 to 525 W. Duncan- 
non avenue is being installed by P. J. 
Whelan, of 309 S. 5th street, Philadelphia, Pa. 


Jas. F. Hallinan, 52nd and Vine streets, 
one of the prominent West Philadelphia 
plumbers, has the contracts for plumbing 
twelve new houses at Castor Road and 
Toulkrod stréet, seven houses at 57th and 
Arch streets and seven houses at 59th and 
Appletree streets. 


The old established plumbing firm of H. 
Luty & Co., 210 N. 16th street, Philadelphia, 
Pa., are busy as usual. Among other things, 
they are at present making alterations and 
additions to the plumbing in five houses on 
Carlton street, seven on Wood street, and 
seven on Burr avenue. 


Former National President William H. 
Doyle was recently called upon by THE 
PLUMBERS’ TRADE JOURNAL representative at 


News of Che” Plumbing 
and Healing [rade 


From Here, There and Everywhere & 
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wn 
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his store, 1610 Spruce street, Philadelphia, 
Pa., and reports a most enjoyable and profit- 
able treat. Mr. Doyle has for years been an 
observant student of worldly affairs. As for 
plumbing, those who have regularly attended 
the conventions of the trade know too well 
of his activities and interest. Mr. Doyle 
dwelt at length on the great changes that 
have overtaken the business. 


Re 


MARYLAND 


J. BURKE was not in when THE 
KE. PLUMBERS’ TRADE JOURNAL represent- 
ative called, but his son, who was in 
charge of his attractive store at 1833 Penn- 
sylvania avenue, was cordial in his greeting, 
and announced that business was very good. 
Mr. Burke, senior, is a member and treasurer 
of the Maryland State Board of Commission- 
ers of Practical Plumbing. 


McAllister and Imbach, of 1101 Pennsyl- 
vania avenue, Baltimore, Md., were reported 
very busy by their man in charge of the store. 


C. M. Wright, of 1706 W. Lanvale street, 
Baltimore, Md., was absent when our repre- 
sentative called. His bookkeeper said that 
Mr. Wright was very busy. 


.Wm. H. Wilhelm, of 1050 Myrtle avenue, 
Baltimore, Md., said to our representative 
that he was more than busy. 


T. A. Swaun, of 1322 Pennsylvania avenue, 
Baltimore, Md., who has been in business 
many years, said he kept quite busy, mostly 
at jobbing and alteration work. 


Jos. P. Forster, of 244 Greene street, Bal- 
timore, Md., was out when our representa- 
tive called, but Mrs. Forster, who was in 
charge of the store, reported that business 
was very good. 

C. J. Zimmisch, of 325 Park avenue, Balti- 
more, Md., was absent when our representa- 
tive called, but the young man in attendance 
said that their business was quite good, and 
prospects equally favorable. 


Joseph W. Bennanzar, of 623 W. Saratoga 
street, Baltimore, Md., said that he had con- 
siderable plumbing and heating work under 
way, with some ahead. He also said he had 
some of the sewer connections under way. 


Our representative called on Wm. A. Keen 
and Co., of 602 W. Saratoga street, Balti- 
more, Md., but missed the members of the 
firm. The young man in charge of the office 
reported that his firm was very busy. 


James Graydon, of 643 Carey street, Balti- 
more, Md., was out when our representative 
ealled, but the courteous young lady in charge 
of the office said that Mr. Graydon had con- 
siderable new work, and especially factory 
work. 


The manager, who was in charge of the 
store of Wm. Dawson and Co., at 1028 Penn- 
sylvania avenue, Baltimore, Md., informed 
our representative that his firm was enjoy- 
ing a large patronage, having a goodly share 
of all kinds of work. 

B. H. Berry, of, 244 Pearl street, Balti- 
more, Md., was out when our representative 
called, but Mrs. Berry, who was in charge of 
the office, said that they were extremely 
busy; that among other work, they had 
considerable of the sewerage connections. 


Geo. W. Braziar & Bro., of 742% W. Sara- 
toga street, Baltimore, Md.; cordially received 
our representative. They say they are quite 
busy, like most of the trade in Baltimore. 
They believe the master plumbers too freely 
extend credit, and that this ought to be cor- 
rected. 


E. Mills, Jr., and Co., of 211 Richmond 
street, Baltimore, Md., are a very busy firm. 
Their manager, J. I. North, cordially received 
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Kennedy Valves 


have been made since 1880. ‘‘As 
Good as Any—Better Than Many.”’ 


All Kennedy Valves are of the same 
good quality and workmanship, the 
only difference being in weight and 
design. 


SEND FOR CATALOGUE 
THEKENNEDY VALVE MFG.CO. 


Main Office and Worker iets E. Water 
Street, ELMIRA N. Y 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY 

Agencies—66 Western Union Ridg., CHI- 
CAGO, ILL., Monster Bldg., SAN 
FRANCISCO, "CAL 


HOOKS and 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that can 
be had. 

Send for cata- 
log and prices. 


Berger Bros. Co. 


Manufacturers 
237 Arch St., Philadelphia, Pa. 


KITSON 
QUALITY 


BENNOR 
TRAPS 


One of Our Styles 


Cast from good material 
and properly machined. 


ASK YOUR JOBBER 


KITSON CO. 


Philadelphia Penna. 


DECEMBER, 15TH, 1912 


GORTON 


Wrought Steel 


BOILERS 


Besides the 
advantages 
of long life, 
and the 


highest 
economyin 
fuel con- 
sumption, 
the boilers 


have a self 

feedingcoal 

reservoir, 

which per- 

forms the 

2 duty of an 
experienced fireman in supplying 
coal to the fire, and will maintain 
a steady fire and a constant heat 
for twelve hours without attention. 


Send for Catalogue and investigate 
Jor yourself thetr superiority 


GORTON & LIDGERWOOD CO. 
96 Liberty St., NEW YORK 


CHICAGO: Fisher Bldg, BOSTON: 182 High St, 


Regulating Valves 


For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


Manufacturers 
Notice 


We are handling Plumbing 
Fixtures, such as 


CLOSET COMBINATIONS 
VITREOUS WARE 
ENAMELWARE 
AND SPECIALTIES 


We are looking for a good up- 


to-date specialty. If you are 
looking for a Live Wire to place 
any good specialty on the 
market, see us first. 


Thos. J. Berkstresser Co. 


(Thos. J. Berkstresser, Pres. and Treas.) 


1006 Filbert St., Philadelphia, Pa. 


THE PLUMBERS’ TRADE JOURNAL representa- 
tive, and stated that his firm had just com- 
pleted the hot water heating of twelve dwell- 
ings on Robert street for Thomas H. Disney, 
and had been awarded the contract for twelve 
additional dwellings for the same party, as 
well as for the steam heating of eighteen 
dwellings on Brown avenue for E. J. Galla- 
gher. Mr. North also stated that his firm 
had plenty of sewer construction work and 
other plumbing on hand and in view and that 
they always figure to make a profit. 


Howard A. Ritte, 413 N. Calvert street, 
Baltimore, Md., served his cub and journey- 
man days with Maryland’s ‘Grand Old Man,” 
William H. Rothrock, who has since retired 
from active business. Mr. Ritte at the time 
was superintendent for the firm and upon its 
dissolution took over quite a bit of its cus- 
tom. His reputation for high-grade work 
has been merited, during the several years 
he has been in business. 


McGuire & Ahern, 30 N. Gilmor street, 
Baltimore, Md., whose picture we show here- 
with, are very busy on a number of plumb- 
ing and heating installations. Both of these 
young masters are energetic workers in as- 
sociation doings, and were much in evidence 
at the splendid outing held by the Maryland 
State Association at Dundalk. A number 
of sewer connections are also receiving their 
attention. 

Richard Hughes, of R. Hughes & Son, 14 
W. 20th street, Baltimore, Md., probably the 
oldest active master plumbers in the city, 


gets «i eae 


with the Phoenix Building. In the 7-in. pipe 
are run four 2-in. brass tubes and in the 4-in. 
are three 1\4-in. brass tubes, the idea being 
to convey messages from one building to the 
other through these tubes and save the serv- 
ices of a number of messenger boys. This 
concern also are installing the plumbing and 
heating in the new building being built by 
M. J. Gill & Son at 1414 Laurel avenue. It 
is to be one of the finest undertaking estab- 
lishments in the Northwest, having a garage 
extending into the building and a magnifi- 
cently furnished chapel. Above this are flats 
and furnished rooms. 


F. J. Yost & Co., 409 20th avenue, Minne- 
apolis, Minn., were successful in securing the 


heating in the new residence of Mr. Blan- 
chette, Anoka, Minn. 
Bjorkman Bros., 712 10th street, Minne- 


apolis, Minn., secured the plumbing contract 
for the new Medical Science Building of the 
University of Minnesota. 


A. W. Scott & Co., 217 6th street, Minne- 
apolis, Minn., were the successful bidders on 
the plumbing in the new residence for Mr. 
Laramore at 4653 Fremont avenue. 


Ahern & Mullane, E. Lake street, Minne- 
apolis, Minn., were awarded the contract on 
the plumbing and heating for Engine House 
No. 27, 46th and Nicolette avenues. 


A. L. Potter, manager of the plumbing de- 
partment for the Central Supply Co., Minne- 
apolis, Minn., has returned from a _ week’s 
hunting trip, which was spent in company 
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A. J. Ahern and L. J. McGuire, Fwo Young But Progressive Master Plumbers in Front 
of Their Establishment at 30 N. Gilmor Street, Baltimore, Md. 


if not in the country, gave our representative 
a most hearty welcome. Mr. Hughes, who 
is 81 years young, is at his store every day, 
and has been at the business for nearly 60 
years. He has a nice, steady custom trade 
and is widely known and highly spoken of. 
He is a pleasant conversationalist, is posted 
right up-to-the-minute and a most interesting 
character. We might have had his picture 
were it not for his extreme modesty, but we 
hope to have this opportunity the next time 
we interview him. We hope to take advan- 
tage of Mr. Hughes’ invitation to call again, 
and trust that we shall find him as young as 
ever. We are pleased to note that Mr. 
Hughes is one of our old subscribers. 


Daniel N. Sullivan, of D. Sullivan and Son, 
211 W. Saratoga street, Baltimore, Md., treas- 
urer of the Maryland Master Plumbers’ Asso- 
ciation, was interviewed by THE PLUMBERS’ 
TRADE JOURNAL representative. Mr. Sullivan 
is one of the few original fathers of the 
master plumbers association, and is loaded 
up to the muzzle with facts of historical in- 
terest to the trade. Mr. Sullivan is really a 
young man, for one who has lived so long. 
This, possibly, accounts for his ability to at- 
tend to business every day regularly, and, as 
well, keep pace with the progress of the 
times in all things. 


MINNESOTA 


NE in the plumbing and heating busi- 
O ness is sometimes called upon to do 
some quaint jobs, such was the case 

with the Hughes Heating and Plumbing Co., 
1514 E. Franklin avenue, Minneapolis, Minn., 
who have installed a 7-in. and two 4-in. pipes 
in a tunnel connecting the Tribune Building 


with Lew Johnson, of Robt. Simpson & Co., 
near Litchfield, Minn. They report the shoot- 
ing as good and proved it by returning with 
a nice bunch of Mallards. 

The Western Heating Co., 13 E. 36th street, 
Minneapolis, Minn., were the successful bid- 
ders on the plumbing and heating in the 
Steckbaire Flats, 26th street and Emerson 
avenue. 

Harry Wallace, formerly chief plumbing 
inspector for the City of Minneapolis, and 
later° manager and owner of the Sanitary 
Roof Jacket Co., has been appointed State 
Plumbing Inspector, 


INDIANA 


MONG the busy Vincennes, Ind., plumb- 
A ing firms are Buck & Boyd Co., who 
have been awarded the following con- 
tracts: Steam heating and plumbing in the 
Second National Bank, remodeling in the 
residence of E. Scholtz, plumbing and heat- 
ing in the residence of A. Hogue, plumbing 
and heating on the J. Oliphant store building, 
plumbing and heating in three store build- 
ings for Noble Judah. This firm is also in- 
stalling two 12 ft.x 40 in. heating boilers and 
one 15 H. P. boiler in St. Vincent’s Orphan 
Asylum. 


John E. Woolley & Son, Evansville, Ind., 
are completing the overhauling of all plumb- 
ing in the factory of the Keller, Crescent Co., 
of Evansville, Ind., and are installing drink- 
ing fountains in numerous places about the 
plant. Through these a continuous flow of 
well water will be pumped by an electrical 
pumping outfit. This firm has recently closed 
contracts with W. A. Hepler, of Martin, Ind., 
and C. F. Hanning, of Ingle, Ind., for hot 
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water plants, pneumatic water systems and 
baths. They have also closed the contracts 
for hot water heating in a number of resi- 
dences, and the steam heating in the Cres- 
cent Coal Company’s office. The above firm 
has been awarded the contracts for the 
plumbing and heating in the factory build- 
ing of the Henderson Desk Co. 
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NEW ENGLAND 


URRAY & MAHER, 28 Main street, 
New London, Conn., are very busy 
with numerous contracts. 
A. E. Robers, 20 Crescent avenue, Bridge- 
port, Conn., reports business very good. 


John Troland, 23 W. Main street, Norwich, 
Conn., reports business as being very good. 
good. 


Newman Bros., 33 Main street, New Lon- 
don, Conn., are very busy installing a num- 
ber of heaters. 


L. H. Mills, 32 Middle street, Bridgeport, 
Conn., are still in the “Middle of the Road” 
and are very busy. 


W. D. Nichols, 1171 State street, Bridge- 
port, Conn., is so busy that he has no more 
time for any new work. 

The Hillian Co., 314 Bank street, New 
London, Conn., report that this has been one 
of their busiest years. 


Harry J. Kennedy, 395 Bank street, New 
London, Conn., is very busy installing a num- 
ber of hot water heaters. 

H. F. Stenstican, of N. B. Curtis & Co., 
356 Stratford avenue, Bridgeport, Conn., re- 
ports a very prosperous season. 

We are glad to hear that J. L. Woodworth, 
of 186 Main street, New London, Conn., has 
been elected Selectman of that city. 

N. Heigl is now running the business of 
Heigl & Zahn and is located at Boswell ave- 
nue and Hickory street, Norwich, Conn. 

Wheeler & Cook, 119 State street, Bridge- 
port, Conn., report that they have had their 
usual fall rush and are still on the jump. 

Frank C. Brady, 114 John street, Bridge- 
port, Conn., is one of the old school, and is 
very busy on a number of alterations. 

Joseph Williams, 380 Bank street, New 
London, Conn., has a number of private resi- 
dence and overhauling contracts to clear up. 
Co., 341 Point 
is now run by M. 


The Providence Plumbing 
street, Providence, R. I., 


Rotman, and he reports business as very 
good. 
M. Goldberg, 21 Thames street, Norwich, 


Conn., was caught on the job, and he was all 
smiles, as he explained that was why he was 
in the business—to work. 

Emil O. Zahn, formerly of Heigl & Zahn, 
is now conducting business at 120 Fourth 
street, Norwich, Conn., and would be pleased 
to receive catalogs and price lists. 

The Norwich Plumbing Supply House is 
the style of the new supply house that is lo- 
cated at 55-57 W. Main street, Norwich, 
Conn., and is run by Elkin Smith. 


J. F. Brady & Bro. are still at the old 
stand, 8 N. Washington avenue, Bridgeport, 
Conn., and gave a very cordial reception to 
THE PLUMBERS’ TRADE JOURNAL representa- 
tive upon his recent visit. 


John J. Shanley, 70 Richmond street, Prov- 
idence, R. I., is one of the old-timers whom 
the people of Providence will not let lead the 
quiet and simple life. They insist on his 
serving the public and have re-elected him to 
the city council. 

Schietinger & Ladwig, 1378 Main street, 
Bridgeport, Conn., while practically new, 
have made good. Among a few of their con- 
tracts are the Birdsey-Summer Corset fac- 
tory, Weise Theatre building, three private 
residences and one garage. Catalogs and 
price lists are solicited. 

T. J. Gast, the superintendent for the 
Opperman-Hennessey Co., 30 Pacific street, 
Stamford, Conn., has a warm spot in his 
heart for THE PLUMBERS’ TRADE JOURNAL, 
He reports the firm busy working on the fol- 
lowing contracts: Five stores on Atlantic 
street; private residence of Mr. Acyisgz, 
which contains 4 bathrooms. 

Another member of our trade visited in 
Waterbury, Conn., was Joseph Daly, of the 
firm of Daly Bros. Mr. Daly expressed the 
opinion that Waterbury is largely overbuilt 
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BRASS DRUM 
TRAPS 


With 
Adjustable Floor Flanges. 


Kokomo Brass Works, 
Kokomo, Ind. 


Saltscoumng Fig. 4 


The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
ments. Please give usa call and be convinced that we can 
save you both time and money. 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay 
Cash 
For All Our 


Purchases 


PLEASE 
DON'T IMITATE, 


THE BEST IS THE BADGER 
BADGER COPPER BOILERS 


ARE THE RESULT OF 


70 YEARS EXPERIENCE 


BADGER QUALITY 
is the standard by 
which others are 
judged. 


Copper only—no 
iron, no rust, inter- 
ior heavily tinned in- 
suring clean water 
at all times. 


Send for 
and prices. 


Made in all sizes 
from 5 to 1500 gal- 
lons. 


E.B. BADGER & SONS CO. 


63-75 PITT ST., BOSTON, MASS. 


catalogs 
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Steel Tanks for Compressed Air 
and Water Systems 


Every AIR-TIGHT ‘Tank is g ‘aranteed not 


to leak under pressure specified. 


IIHT HI 


The seams and heads are “brazed”, making 
the tank one solid piece of steel, 


We have been building AIR-TIGHT tanks 
for 20 YEARS with never one returned. 


Send for prices 


Air-tight Steel Tank Co., 


Pittsburgh, Pa. 
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and that it is only natural that a period of 
inactivity should follow an era of growth 
such as Waterbury has experienced of recent 
years. Such a period, he says, has been felt 
in the city, but adds the belief that the 
spring will see a renewal, to some extent, of 
new construction. 

Geo. Yardley, of 687 Chapel street, New 
Haven, Conn., was another member of the 
trade who declaimed business all that it 
should be. In fact, at the time the repre-. 
sentative of THE PLUMBERS’ TRADE JOURNAL 
called upon him he was complaining of too 
much of it. He explained that he made a 
practice of enjoying a half holiday on Satur- 
day afternoon, and was just locking up the 
safe when a customer came in with a job to 
be done at once. Mr. Yardley emphasized 
the fact that he would have told him to go 
to some other shop had it not been for the 
fact that the man was a good customer and 
he “couldn’t very well turn him down.” He 
stopped long enough from his labors, how- 
ever, to say that he had enjoyed reading 
THE PLUMBERS’ TRADE JOURNAL for twenty- 
three years, and invited the representative 
to stop in again sometime when he wasn’t so 
busy, and he’d be glad to tell a few stories 
of the old days. The representative surely 
will, because Mr. Yardley is first, a plumber, 
and secondly, a comedian. 
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ARIZONA 


A. PATTERSON bought out the old- 
(ee established shop of T. H. Brohant, at 
Kingman, Ariz., about a year ago. Mr. 
Patterson is a hustler and he has landed some 
very good contracts, among them being: 
Plumbing in J. B. Wright’s new residence, 
plumbing in Fred Lydaj’s residence, and vari- 
ous other smaller jobs too numerous to 
mention. 

The Gallup Tinning & Plumbing Co., Gal- 
lup, Ariz., landed contracts for plumbing in 
Paul Burd’s new hotel, a very good job; 
plumbing in Sneddon & Purdy’s new $4,000 
building, and hot water heating in E. Will- 
munder’s residence. There has been a great 
deal of work in this hustling town this year, 
and all indications point to an even more 
active season next year. 

R. C. Jerez, of Phoenix, Ariz., has been 
successful in working up a nice business in 
the last year. He is a thorough mechanic 
and is a credit to the profession. He just 
completed the plumbing in George Sisney’s 
new $10,000 building—5 bathtuws ana 6 toil- 
ets are installed, a very good contract; 
plumbing in J. H. Hancock’s new $3,000 
bungalow, besides some other smaller jobs. 


Axel Ericson, of Kingman, Ariz., has ex- 
perienced a very prosperous year. Among 
the many contracts he has captured were: 
Plumbing and hot air heating in John Ware’s 
$7,000 residence, plumbing in $120,000 new 
Citizens’ Bank building, plumbing In Mr. Mc- 
Kelvey’s $3,500 new residence and also the 
plumbing in Dr. Tilden’s new $3,500 home, 
besides other smaller jobs too numerous to 
mention. 


PITTSBURGH, PA. 


ie is announced that the partnership which 


existed between James Hay and John F. 

Provan, under the name of The Hay 
Plumbing Co., at 5621 Penn avenue, Pitts- 
burgh, Pa., was dissolved on October 22, 
1912. Mr. Provan purchased the interest of 
Mr. Hay and will continue the business under 
the name of John F. Provan & Co., succes- 
sors to the Hay Plumbing Co. 

Gregory Bros., Latrobe, Pa., have the heat- 
ing contract for the new Lohr residence at 
Latrobe. 

Tate and Jones, of Ebensburg, Pa., are 
doing the plumbing and heating in the new 
Exchange Hotel, Ebensburg. 

Weldon and Kelly Co., Pittsburgh, Pa., re- 
ceived the plumbing contract for the $20,000 
residence of W. A. Emmerich. : 

Geo. Armitage, New Kensington, Pa., re- 
ceived the plumbing contract for. the muni- 
cipal building addition at New Kensington. 

The heating contract for the $30,000 gym- 
nasium at Grove City College, Grove City, 
Pa., was secured by Anderson and Darragh, 
of Pittsburgh. 

Regan and Hormell, Charleroi, Pa., secured 
the plumbing contract for over 100 houses 
being erected by the Pittsburgh-Buffalo Com- 
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pany of Pittsburgh at Fredericktown, Pa. 
The dwellings will be occupied by the miners 
employed by the company, and the plumbing 
fixtures include bathtubs, closets, washstands 
and sinks. The plumbing contract for the 
new United States postoffice at Charleroi, Pa., 
has also been let to this concern. 


T. J. Norton, purchasing agent of the 
Bailey-Farrell Mfg. Co., Pittsburgh, Pa., is 
home from a two weeks’ trip to New York 
and Boston. 


Moritz Wolfe is one of the busiest plumb- 
ers in McKeesport, Pa., these days, Moritz 
having several very good plumbing and heat- 
ing contracts under way. 


A. C. Ellis, trustee in bankruptcy, sold the 
stock of the Duquesne Sanitary Co., Pitts- 
burgh, Pa., at public .auction on Tuesday, 
November 26th to H. Tuch, of Pittsburgh. 


Elwood Bros., New Kensington, Pa., have 
the plumbing and heating contracts for the 
$12,000 cottage being erected at Hararville, 
Pa., for the Farmington Society for Mothers 
and Babes. 

c. L. Woolridge, superintendent of Pitts- 
burgh’s public buildings, is the author of a 
recommendation, which, if adopted by the 
Board of Education, will improve the sani- 
tary and heating arrangements of the city’s 
schools. Over $700,000 would be expended in 
the improvements. 
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WISCONSIN 


HE village of Prairie du Sac, Wis., will 
be a good location for some enter- 
prising plumbing firm within a few 

months. Plans have been set under way for 


installing a municipal water works system in & 


that village, and all its residents are anxious 


to have the service in their homes. A mass 
meeting was held recently at which all pres- 
ent were in favor of the plan, and have asked 
the village board to take immediate steps to 
push the project. 

The plumbing in two dwellings at 884 Su- 


perior and 141 Austin streets, is, being in-— 


stalled by Robert P. Neugebauer, 169 Howell 
avenue, Milwaukee, Wis. 

A residence at 1585 26th street and a du- 
plex at 772 Cramer street are being equipped 


with plumbing by Lindemann & Schumann, ~ 


1045 3rd street, Milwaukee, Wis. 


The L. J. Droese Co., 2010 Fond du Lac 
avenue, Milwaukee, Wis., are installing the 
plumbing in the residences at 1515 Burleigh 
street, 1477 Louis avenue and in one on 5ist 
avenue. 

Louis R. Stollberg & Co., 451 8rd street, 
Milwaukee, Wis., have the contract for the 
plumbing to be installed in dwellings at 1104 
and 1106 Davis street, 1008 37th street, 1156 
26th street, 1160 Locust street and on 29th 
street between Grand avenue and Wells 
street. 

Albert Schlitz, 420 Mitchell street, is in- 
stalling the plumbing in the duplex at 599- 
601 17th avenue; Wenzel & Henock Co., 502 


27th street, have the plumbing contract fer a ; . 


dwelling at 409 48rd street, one at 774 48th 


street and a duplex at 1252-4 9th street. The © 


D. Stern Plumbing Co., 429 Chestnut street, 
will install plumbing in a residence at 501 
10th street. Eugene Habermehl, 702 38rd 
street, is installing the plumbing in the 
building at 1671 Teutonia avenue. All con- 
cerned are of Milwaukee, Wis. 


s 


OHIO 


OLEDO, Ohio, plumbers are looking for- 
ward to a fine job in the new twelve- 
story building to be erected in the 

near future by the Dime Savings Bank at 
the corner of Adams and Superior streets, 
Toledo. 
be oceupied by the bank, the remainder being 
used as Offices. 

“A few contracts on hand,” said W. J. 


Wood, 15 ‘West Thornton street, Akron, 
Ohio, “are the Burch Hotel, Dessau Block 


on S. Main street; Adolfson Block, Kent and — 


Arlington streets, and about seventy-five 


one-family houses.” 


Cc. W. Sauer, Barberton, Ohio, is mighty — 
whom he > 


pround of his 291%4-pound baby, 
claims is ‘a whopper.” Henry Franklin 
Sauer is the youthful plumber-to-be’s name, 
and he is already smiling. "With a prospect 


of frozen gas pipes and other plumber’s de- — 


The ground floor and basement will — 
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lights coming on and a bouncing baby boy to 
while away the long winter evenings, C. W.’s 
cup of joy seems to be at least brim-full. 


A new steam heating system has been 
installed in St. Joseph’s Church at Fremont, 
Ohio. The heating apparatus will consist of 
two boilers of 5,000 feet capacity each. 


While the Reiber Plumbing Co., of Dayton, 
“Ohio, were at work putting in the plumbing 
in a new house on Norma avenue, thieves en- 
tered the place and cut and carried off a lot 
of new lead pipe and other fixtures. 


Bids were recently received and contracts 
awarded in the office of Architect J. Milton 
Dyer for furnishing the material and labor 
for installing the plumbing and heating sys- 
tem in the buildings in the Infirmary Group, 
Cooley Farms, Warrensville, Ohio. The 
Chafer Co., Champlain avenue, Cleveland, 
Ohio, was awarded the heating contract and 
the Warden & Leese Co., Prospect avenue, 
the plumbing contract, work which will start 
at once. 


F. J. Wilhelm, of the F. J. Wilhelm Co., 
Toledo, Ohio, reports business unusually good 
this season. ‘“‘We have devoted our atten- 
tion more to jobbing and repair work than 
anything else this season,” said Mr. Wilhelm, 
“as I believe there is better money in this 
end of the business than in new contracts. 
We have had considerable new work and 
could have had much more had we been in a 
position to handle it. Good men are scarce, 
and we have recently added four to one of 
our departments.” 


MICHIGAN 


HE name of J. H. Mahoney in connec- 
tion with plumbing or heating in Jack- 
son, Mich., carries the same silent 

guarantee of efficiency and quality as the 
“Established in 1772” stamp, although Mr. 
Mahoney has been in business but fifteen 
years, five of which were spent in the estab- 
lishment he now occupies, and a view of 
which we reproduce herewith, He started 
early to lay the foundation for a reputation 
for quality in his line, and the superstructure 
of a business then anticipated is fully real- 
ized, and J. H. is now doing business on his 
enviable ‘‘rep.” 


A. W. Schultz & Co., 815 Gratiot ave- 
nue Detroit, Mich., will install the plumbing 
in the C. C. Green residence on Vinewood 
avenue. 

White & Fisher, 205 Michigan avenue, De- 
troit, Mich., have the plumbing contract for 


the John Kaiser residence on Chandler 
avenue. 
Otto Wurm, 48 Adams _ street, Detroit, 


Mich., will install the plumbing in the fac- 
tory building of Frank Bros. on East Grand 
Boulevard. 


The Chicago, Milwaukee & St. Paul Rail- 
road is erecting a new passenger station at 
Grand Rapids, Mich. Local business men 
were not to be outbid and got both the 
Plumbing and the heating contracts. The 
Nash Hardware Co. is now busy installing 


a modern heating plant in the structure, 
and the Grand Rapids Plumbing Co. is in- 
stalling the sanitary plumbing system. 


H. J. Young, of Kalamazoo, Mich., is 
completing the plumbing and heating in the 
Kelly apartment house. 


O’Connor Bros., 297 Grand River avenue, 
Detroit, Mich., are installing the plumbing 
and steam heating in the Parochial School 
at Adrian, Mich. 


When we last heard from George De Kam, 
of Kalamazoo, Mich., he had enough work 
before him to keep him busy until next Feb- 
ruary. 

H. Stroble engaged in business at 417 W. 
North street, Kalamazoo, Mich., last March, 
and as a starter his first year promises to be 
a hummer, 


C. A. Peterson, who has been at the helm 
of the old J. G. Peterson Company business, 
at Battle Creek, Mich., since November, 1911, 
reports that he had all the business he could 
handle during that time. 


At no far distant date, F. J. Hotop, of Kal- 
amazoo, Mich., with his stock and tools and 
“Lewis,” his expert motorcyclist and book- 
keeper, will move into his new two-story 
fireproof building now under erection. The 
new building will be of brick construction, 
covering an area of 66x 100 ft. and a won- 
der in architecture, and, according to Mr. 
Hotop’s plans, the interior appointments and 
equipment will be no less lavish. 


TENNESSEE 


in MOGAN, of Nashville, Tenn., has 


recently completed a nice contract for 

the plumbing and vacuum heating in the 
Hubbard Hospital at Meharry College. All 
Wolff enamel ware was put in. He has also 
just finished the plumbing on the residence of 
Capt. Geo. Reyer, superintendent of the City 
Water Works. 


J. F. Whittaker, of Whittaker and Schabel 
Co., Memphis, Tenn., is taking a vacation 
at Midway, Ark., where he is president of 
the Midway Fishing Club. Mr. Whittaker 
is an officer in the local association of mas- 
ter plumbers at Memphis. His partner, 
Fred Schabel, is touring the west, Salt Lake 
City and other points. 


H. B. Jordan, of Nashville, Tenn., has had ; 


the contract for the plumbing and gas fit- 
ting on the Tennessee Trust and Banking 
Co. building, a $400,000 structure; also has 
the contract for installing a “Kewanee” 
water pressure system for T. B. Wade, Jr. 
The same firm is completing the plumbing 
on an office building for the Marathon 
Motor Works. 


The Hast Side Plumbing Co. at Nashville, 
Tenn., have just completed the plumbing con- 
tract on the elegant new High School build- 
ing at Nashville, a $11,700 job. They also 
have the contract on the Warner School 
building, a $5,500 job. They are doing some 
work for the Bransford Realty Co.; also 


on the Edgar Jones residence; also extend- 
ing a pipe line to Peabody Normal College, 
this job coming to about $8,000. 


Interior aS Attractively Fitted Up Showroom of J. H. Mahoney, An Old Established 
Plumber of Jackson, Mich. 


- Permanent position for 


of two cents a word. 


WANTED—By a first-class plumber and 
A 


fitter, a steady job. C. Hinstein, 
Rincon Street, Corpus Christi, Texas. 


BROCKTON, MASS.—MY BUSINESS FOR 
sale. Hstablished 10 years. Ill heath cause 
of selling. V. R. Donovan, plumbing, heating 
and sheet metal. 


WANTED — SEVERAL HIGH - GRADE 
salesmen. Good territories open for 1913. 
Real salesmen only need apply. The Rick- 
ersberg Brass Co., Cleveland, Ohio. 


HORT Set nO ESTABLISHED, 
profitable plumbing, heating and _ tinning 
business. Good reason for selling. Apply 
to R. J. Baldwin & Son, Pottstown, Pa. 


PLUMBING SCHOOL-—-WE TEACH YOU 
the plumbing trade. Pays best wages, insures 
steady work, makes you independent. Write 
today. Stout Institute, Menomonee, Wis. 


FOR SALE—SEVERAL VALUABLE 
patents in connection with plumbers’ and 
steam fitters’ tools. Address in confidence 
233, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—PLUMBING SHOP, FULLY 
equipped for jobbing trade. Expenses $30.00 
to $50.00 per month. Doing good business. 
Will sell for invoice of stock and fixtures. 
Address 210, c/o THmr PLUMBERS’ TRADE 
JOURNAL. 


WANTED—TWO GOOD TRAVELING 
salesmen to cover New York, selling boilers 
and radiators, plumbing, heating, tinning and 
mill supplies. Excellent opportunity for right 
men. Address 258, c/o THE PLUMBERS’ TRADE 
JOURNAL, 


WANTED — POSITION 
or estimator for plumbing 
18 years’ experience, 


1515 


AS FOREMAN 
and heating firm ; 
10 years foreman and 


estimator. Sober. Can furnish reference. 
Address 231, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


YOUNG MAN WITH SALES EXPERI- 
ence in plumbing line, or in plumbing supply 
house, to call on the trade in Greater New 
York. One who can write a good letter pre- 
ferred. Address 177, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


AS SUPERINTENDENT IN STEAM FIT- 
ting establishment; over 20 years’ experi- 
ence; 10 years as estimator and superintend- 
ent of construction; can satisfy as to experi- 
ence and ability. Address 200, c/o THE 
PLUMBERS’ TRADE JOURNAL, 


FOR SALE—AT A BARGAIN, -OLD-ES- 
tablished plumbing shop in fine residence 
neighborhood on North Side, Chicago. Rea- 
son for selling, have shop in another city. 
For information and particulars, address P. 
M. Munn, 718 Schiller Bldg., Chicago, Ill. 


FOR SALE—A* WELL ESTABLISHED, 
paying plumbing shop in one of the best 
small cities in Eastern Oklahoma. Will in- 
voice about $1,500. Best of reason given for 
selling and a strict investigation invited. Ad- 
dress 252, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 


WANTED— PLUMBER AND FITTER. 
One who understands lead work. Sober, in- 


dustrious. Prefer a German or Scandinavian, 
married. Steady work for the right me- 
chanic. Send reference, wages, age, married 


or single. Adress 253, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


WANTED —Two clean-cut, experienced 
plumbing and heating salesmen for Central 
States. We want only live men, capable of 
approaching architects and the trade with 
productive results. Others need not apply. 
the right men. Ad- 
dress 256, c/o THr PLUMBERS’ TRADE JoUR- 
NAL. 


FOR SALE—ONE I. X. L. SAUNDERS 
pipe-threading and cutting machine, with 
countershaft up to 2”. All new dies. Price 
$50.00 f. 0. b. Nashua. Nearly new Richard- 
son and Boynton hot water boiler No. 283. 
Lot second-hand 3 col. Buffalo Standard water 
radiation. Fred T. Buxton, Nashua, N. H. 


MOTORCYCLE FOR SALE, $200.00; 7 
horsepower twin Indian 1912 Tourist model 
(no pedals). Large tires; lamp and genera- 
tor; horn, cyclometer, luggage carrier. Color, 
royal blue. Ridden 1,300 miles. Perfect con- 


dition. As good as new. Cost, $305.00. Ad- 
dress P. S. C., c/o THE PLUMBERS’ TRADE 
JOURNAL. 


FOR SALE—TOOLS, BUILDINGS, WAG- 
ons of plumber and tinner, 28 years in this 
location. Owner is going to devote entire time 
to manufacturing his patent. Centre of busi- 
ness district. City 1,500. Centre of largest 
orange district in world. Sunshine 340 days 
yearly. Address M. T. Cunniff, 953 Main St., 
Riverside, Calif. 

WANTED —TO CORRESPOND WITH 
parties understanding the manufacture of 
porcelain bathtubs and other ware, who have 
capital to invest and who would be interested 
in establishing a factory in the Pacific North- 
west to manufacture a combination bathtub, 
closet bowl and wash basin on which patent 
is pending. Address R. O. Mills, Gen. De- 
livery, Tacoma, Wash. 


less will be charged for insertions under these headings. 
Cash or stamps must accompany order. 


* for French or Irish 


Help Wanted, Business Opportunities, 
Situations Wanted, Salesmen Wanted, 
Exchanges and Miscellaneous Notices. 


A uniform Rate of 50 cents for 25 words or 
Additional words at the rate 


WANTED—SALESMAN FOR CENTRAL 
New York for boilers and furnaces. State 
experience fully and territory traveled. Ad- 
dress 254, c/o THE PLUMBERS’ TRADE JOUR- 


NAL. 
FOR SALE—i ACETYLENE GAS MA- 
chine, in Al condition. Has been in use 


about 20 months in a country home, and can 
be bought for a reasonable price. Apply Otto A. 
W urm & Co., 50 Adams Ave., Detroit, Mich. 

EXCEPTIONAL OPPORTUNITY—WELL 
established plumbing and heating business in 
New England city of 30,000. Good opening 
Catholic. Will sell for 
inventory and part can remain on mortgage to 
responsible parties. Satisfactory reasons given 
for selling. Address 255, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


SALESMEN — PROMINENT MANUFAC- 
turers of plumbers’ brass goods (bibbs, fau- 
cets, etc.) have vacancies for several first- 
class traveling salesmen thoroughly acquaint- 
ed with the line and the trade. Permanent 
and desirable positions for the right men with 
an old-established firm that has the goods 
and the prices. Only first-class men who are 
now making good need apply. State experi- 
ence selling to jobbers or plumbers, terri- 
tories covered, references and other details in 
confidence in first letter. Address 257, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


REPRESENT 
MANUFACTURERS 
1913 

I call on the jobbing trade 

supplies in New York City, vicinity and west- 

ern New England, which trade I have been 

associated with a number of years, and I am 

seeking to represent manufacturers of enam- 

eled iron, tanks and seats, and brass goods, 

or plumbing supply specialties. Correspond- 
ence solicited. 


of plumbers’ 


WM. A. MILLS, 
9 East 42nd St., 
New York City 


The Trained Man 


Has Money 


He Can Always Pay His Bills 


It is different with the untrained man. 
His wages at the best are small and un- 
certain. At the end of the month he often 
finds the pocketbook empty, with the land 
lord, grocer, butcher, baker, and other 
tradesmen clamoring for their money. 

The only difference between the man 
with ability to command a large salary 
and your ability is special training 
—I. C. S. Training. 

The International Correspondence Schools 
have had twenty years’ experience in 
qualifying men for larger salaries and more 
congenial occupations. It makes no differ- 
ence how long hours you have to work, or 
how little schooling you have had, the 

C. S. can train vou in your spare time, 
right.in your own home, at small cost. 

There is nothing remarkable about it. 
Simply write to the I. C. S. and you wil! 
receive free information how you, too, car 
earn enough money to enjoy every com 
fort of the man higher up. 


WRITE TODAY—NOW! 


International Correspondence Schools 
Box 972, Scranton, Pa. ( 
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Dunham Traps 


WILL BE USED IN THE 


Woolworth Building 


THE DUNHAM SYSTEM 
OF VACUUM HEATING 
is being adopted in some 
of the largest and most 
important buildings on this 
Continent. 


If you have any heating jobs on 
tap now, let us figure with you. 
The Dunham re- ’ 
putation and @ 
guaranteeis back — 
of every Dunham 
installation. You take no chances. 

Take time to drop us a line for more 
information. We will gladly give it 
to you. WRITE NOW. 


C. A. DUNHAM CO. 


MARSHALLTOWN, IA. 


NEW YORK CHICAGO —- SAN FRANCISCO 

Rochester Indianapolis Los Angeles 

Philadelphia Milwaukee Salt Lake City 

Cleveland Minneapolis Portland, Ore. 

Detroit Kansas City Spokane 

Fort Worth Davenport Denver 
Louisville 


Canadian Factory and Office, Toronto 


Answers All Heat- 
Ing Questions 


Treatise on Heating and Ventilation. 


Practical Steam and Hot Water 


Heating and Ventilation 
By ALFRED G. KING 


This book con- 
tains 400 pages 
of good, practical 
information on the 
subject of steam 
heating and ven- 
tilating, describing 
the various sys- 
tems in use today 
and offering valu- 
able suggestions. 


Profusely 
Illustrated 


Price $3.00 


The Plumbers’ Trade Journal 
Publishing Company 


45 West 34th Street New York City 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Chapter X. 


HEN Mrs. Asket came in to see Bill 

VW next time, she was all full of busi- 
“Bill,” she began, “dust off 
your chairs and get your shop all picked up 
tidy, because a lady I know was talking to 
me last night and said she was going to tear 
out her old zine bathtub and enclosed plumb- 
ing and put in something nice, new and clean. 
She is coming down to let you show her some 
tubs and wash bowls at 10 A. M. sharp. 
Get on your nicest manner, and don’t forget 
—she does all her winter heating with a 
couple of old-fashioned stoves—so don’t 
stand in front of the radiators to hide them 
from sight, and don’t think if she asks ques- 
tions about a steam boiler that it is all idle 
curiosity.” 

So Bill cleaned and polished up until five 
minutes to ten, and just two minutes ahead 
of time in walked the lady, accompanied by 
her dog. 

“Are you the plumber Mrs. Asket was tell- 
ing me about last night?” she inquired. 

“T guess I am, madam,” replied Bill. 
“Weon’t you have a seat?” 

“Well, I don’t know—you’re rather young 
to be entrusted with expensive work it seems 
to me.” 3ill didn’t feel quite so important 


ness. 


Ws 
wo 
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“T Might as Weil See What You're Got as 
Long as I Took the Trouble to Come 
All the Way Down Here” 


after this remark, but the old lady continued : 
“IT suppose you must be all right if Mrs. 
Asket says so—she is usually pretty reliable 
for a woman.” 

“Can I show you something in bath-room 
fixtures?” inquired Bill. 

“Oh, I suppose I might as well see what 
you’ve got as long as I took the trouble to 
come all the way down here. This is a very 
small place you have here, isn’t it?” 

Bill lost more of his importance and almost 
some of his temper, but he collected him- 
self in time, and replied: “Oh, there is all of 
the basement, too, where we do most of our 
pipe cutting and have our steam boiler.’’ 

“Well,” said the old lady, ‘‘for a plumbing 
place, I will say that this seems very clean 
and respectable.” 

“That,” said Bill, seeing his opportunity, 
“is one of the advantages of our steam heat; 
it leaves all the coal dust, ashes and other 
dirt in the cellar.” 

“T shall certainly have to look into that,” 
said the old lady, ‘after I get my bath-room 
fixed up.’’ 

So Bill went to work and exhibited all his 
finest fixtures, explaining the advantages of 


each kind. Finally a tub, a water closet and 
a lavatory which struck the old lady’s fancy 
were selected, and Bill was able to tell her 
at once how much the change over would 
cost her. 

“Well, I don’t know—another man told me 
he would do it for $10 less than that.” 

“Perhaps his fixtures were a little cheaper,” 
suggested Bill. 

“They looked just about the same,” argued 
the old lady. 

“Yes, but with Bill, you are getting a good, 
first-class piece of work,’ put forth Mrs. 
Asket ,who had come in just in time to hear 
the last part of the conversation. 

“Oh, how-do-you-do, Mrs. Asket?” inquired 
the old lady. “I have just been looking over 
all these fixtures, and things, but his price, I 
think, is a little too high.” 

“Well,’ said Mrs. Asket, “I don’t doubt 
but what he could drop his price, but you 
can rest assured that if he or anybody else 
does, you will get less value somewhere.” 

“Maybe that’s so,” said the old lady, “but 
I want to think it over.” 

“T tell you what to do,” said Mrs. Asket ; 
“you stop in and see Mr. What-his-name up 
the street here, where Bill put in his hot 


=) 


water heating, and see what he says about 
the way Bill does his work.” 

“That’s just what I’ll do!” exclaimed the 
old lady, and she bustled herself and her dog 
out before Bill or Mrs. Asket could say steam 
pipe. 

HEN Bill opened up a few mornings 

W later he found a note from the old 

lady, saying that his work had been 
so well recommended that she was willing to 
pay the extra $10.00 in order to feel sure it 
was being done properly. Bill felt so pros- 
perous over this that he took Sary and Mrs. 
Asket out for a buggy ride. 

At last one afternoon, while down town, 
Mrs. Asket ran into a crowd packed around 
a window where a man was giving an exhi- 
bition of a new chest weight exercise. The 
crowd was so dense she had to go out into 
the street and walk around them. This gave 
Mrs. Asket the idea she had been groping for 
a long time. 

When Bill came in he found Mrs. Asket 
and Sary. “Well,” he exclaimed, “I fixed up 
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By H. L. ALT 


Mr. Drew’s job fine! Besides several little 
things that I did extra, I painted all the coy- 
erings on the pipes in the cellar; I put black 
japan on the gas pipe to the gas stove; I 
silver-bronzed the bottom of the kitchen sink 
and the outside and legs of the wash trays, 
and put covering over the hot water pipe 
from the boiler to the fixtures and ran back 
a small pipe to the boiler, making a circulat- 
ing system out of it.” 

“What did Mr. Drew say about it?’ in- 
quired Mrs. Asket. 

“Say? Why, he said it was one of the 
best jobs for the money that he ever saw, 
and that he wanted to see me down at his 
office next week sometime, as he might have 
something else ready!” 

“Bill, come, tell me why you cover the hot 
water pipe?’ said Mrs. Asket. : ' 

“Well,” began Bill, “it is very hard to keep 
hot things hot and cold things cold when they 
are near together. Now, if you place your 
hand in a dish of cold water for a time the 
warmth from your hand will pass over to 
the water gradually until your hand and the 
water have both reached the same tempera- 
ture. This is proved by the fact that your 
hand grows gradually cold or loses its heat, 
and the water gradually becomes warmer or 
increases its heat, but it never gets warmer 
than your hand. If, on the contrary, you 
place your hand in hot water the heat of the 
water is absorbed by your hand, and your 
hand will grow warmer and the water cooler, 
until they both reach, in time, an equal tem- 
perature. But the hand never will get hot- 
ter than the water. 

“Tt is just the same between a water pipe 
and the air. If the pipe is filled with hot 
water, the heat of the water passes into the 
pipe and heats the pipe. Then it passes from 
the heated pipe into the cooler surrounding 
air. In time this results in all the heat con- 
tained in the hot water being absorbed by 
the surrounding air and the water being 
cooled off. In a cold water pipe the process 
is reversed—there the heat in the surround- 
ing air warms the pipe and the warmth of 
the pipe is absorbed by the cold water rais- 
ing the temperature of the water until it be- 
comes the same as that of the surrounding 
air. ; ; 
“Now, it has been discovered that stagnate 
or unmoving air offers great resistance to the 
passage of heat, so that to keep the water in- 
the pipe in its hot or cold condition as long 
as possible, coverings are put on. These cov- 
erings are made of various substances, but 
are all based on the principle that air con- 
fined in a great number of small cells will 
prevent the transmission cf heat across to a 
large extent. On hot water pipes, usually, 
the covering is composed of asbestos, which 
is fireproof, while on account of sweating the 
cold water pipes are often covered with cork, 
which is waterproof and contains much air.” 

“Why do you always talk about heat going 
in and coming out—don’t the cold have to do 
the same?” fe 

“No,” replied Bill, “that is a very common 
error to speak of cold creeping in. All sub- 
stances are naturally cold, and it is the heat 
from various sources which make them 
usable and in the condition we know them. 
Real zero or absolute cold is about 490 de- 
grees below our zero mark. Therefore, any- 
think which is warmer than 490 degrees be- 
low zero Fahr. has a certain amount of heat 
in its body. For instance, you may regard 
ice as cold, but it is a whole lot warmer than 
490 degrees below zero, so it contains a cer 
tain amount of heat. Still, it is cold by com- 
parison to other objects which have more 
heat than the ice. It is colder than water or 
the flame of a candle. Suppose we add more 
heat to the ice—then it melts and becomes 
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cold water; add more yet—then it becomes 
hot water; more yet—then it begins to boil; 
more yet—it becomes steam; more yet, and 
it is super-heated steam.” 

“Well, then,” said Sary, “what is hot and 
what is cold?” 

“Hot and cold are only comparisons,” went 
on Bill. “When you get home to-night take 
three pans and fill them with water. In thc 
first pan put water just as hot as you can 
stand, in the second as cold as you can draw, 
and in the third a mixture of half and hali 
of each, which will be lukewarm. Then pui 
one hand in the hot water and the other in 
the cold water, and let them stay there a 
minute or so. Then take the hand out of the 
hot water and put it into the pan with the 
luke warm water—it will feel very cold. 
Then put your other hand from the cold 
water into the luke warm and it will feel 
very hot. Then try to tell if the water in 
the third basin is really hot water or cold 
water.” (To be continued) 
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Alexander Milburn Co., Baltimore, Md., 
Move To Larger Factory 


HE Alexander Milburn Company, ot 
Baltimore, Md., have just moved to 
their new premises, 1420-22-24-26 

West Baltimore street. For some time 
past they have been operating under con- 
siderable difficulty on account of having 
insufficient space. Less than two years 
ago they increased their space materially 
by taking in an additional building at 
their former location, on Lombard street, 
at which time they anticipated having 
ample room to serve them several years, 
but owing to their increased require- 
ments it was necessary to seek new quar- 
ters. Their new premises were purchased 
in late summer and have been converted 
into a most modern building for their 
factory and offices. In addition to other 
modern appliances, they have equipped 
their plant with up-to-date lavatories, and 
are just completing the installation of a 
steam heating system. The Milburn com- 
pany are extensive manufacturers of vari- 
ous kinds of acetylene apparatus, includ- 
ing portable lights, house lighting ma- 
chines, oxy-acetylene welding and cutting 
plants and the steam acetylene system for 
locomotive headlights and railroad light- 
ing equipments. 
anaemic ance’ einem 
The Richmond Radiator Co. Incorporated 
at New York City 


HE Richmond Radiator Co. is the 
name of the new concern which 
have purchased the assets of the 

McCrum-Howell Co., and started in active 
business on December 2nd, to continue 
the manufacture and sale of the Rich- 
mond steam and water boilers, tank heat- 
ers, vacuum cleaners and enameled iron- 
ware. Factories are located at Norwich, 
Conn.; Uniontown, Pa.; Reading, Pa.; 
Philadelphia, Pa.; Chicago, Ill., and Ra- 
cine, Wis. The general offices will be 
located at 1480 Broadway, corner of 42nd 
street, New York City, and branches will 
be located at New York, Boston, Mass., 
and Philadelphia, Pa. 

The Cameron, Schroth Co., Chicago, 
Ill, a newly formed concern which will 
handle plumbing and _ heating supplies, 
vacuum cleaning apparatus, etc., will 
act as the western representatives, and 
will carry a complete stock of the 
“Richmond” products. The officers of the 
above company will consist of the follow- 
ing gentlemen, who are well and favor- 
ably known in heating and plumbing cir- 
cles, namely: F. H. Moore, president; P. 
H. Seward, vice-president, and W. 
Hoagland, secretary and treasurer. 


¢ ; 
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If we were not building high 
grade pipe machines—machines 
that made good, and brought 
in repeat orders, we would have 
to dig for a new customer for 
every machine we sold. We 
might get a cheap machine 
into a place once, but once only. 

We have 154 machines in one city. 
you think? 


BIGNALL & KEELER MFG. CO. 


Edwardsville, Ill. 


SHWAB BROS. CO. 


811 East 9th Street, NEW YORK 
Manufacturers of the “NEVER-BREAK” Seat 


Our seats are constructed of four pieces mitred, the joints heing held firmly together witha “in. 
dowel running into each end of joint and also two small dowels going through the large dowel 
making an absolute lock joint as you will notice by cut. 


The “NEVER-BREAK” Seat is made in all Styles, Shapes and all kinds of 
Wood. | FOR SALE BY ALL JOBBERS. 

Galvanized wash tub covers, Galvanized flush pipes and everything in Plumb- 
ers Woodwork, full line Medicine Cabinets. 


Some repeat orders, don’t 


“NEVER-BREAK” Pat. July 12, 1910 


The KEWANEE Garbage Burner and Water Heater 


Has been tried for years and been found more efficient than was claimed by even its designers. 
As a GARBAGE BURNER 
It has destroyed over twice the quantity—both wet and dry—claimed for it 
Flies, the most dangerous insect known to man, almost entirely disappeared, and at once. 
Health Officials report infectious diseases as decreasing. 
As a RUBBISH INCINERATOR 
It keeps Stores, Wholesale Houses and Apartment Houses clean, also free from fire risks. 
This lowers Fire Insurance rates. 
Fire Department Officials strongly favor its installation. 


As a WATER HEAIER 


It has far surpassed the most extravagant claims made for it. 
In Hospitals and Medical Colleges, this makes ““The Kewanee” indispensible. 


As a FUEL SAVER 


It regularly reduces bills from 30 to 40 per cent, and this while destroying the garbage right 


where it originates. i 
Itis always wise economy to use a large storage tank; a small one is expensive. 


WRITE FOR CATALOG 
KEWANEE BOILER COMPANY, KEWANEE, ILL. 


Chicago New York St.Louis Kansas City Salt Lake City Los Angeles 
Dominion Radiator Co, are sole representatives in Canada 
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Roserrsov’ on PLUMBING FIXTURES anp 
“STERLING” on SILVER Mean one and the same thing, 


QUALITY 


Srl 


THE James Robertson Manufacturing Co. 
106-108 Hopkins Place BALTIMORE, MD. 


STAN DARD PRACTICAL PLUM BING is indispensable to the Master Plumber, the Journeyman 


Plumber, andthe Apprentice Plumber. As the book is 
By R. M. STARBUCK 347 Specially Made Illustrations Price $3.00 Express Prepaid 


PLUMBERS’ TRADE JOURNAL PUBLISHING CO., 45 West 34th Street, New York 


SKILLED WORK OF THE PLUMBER, it commends itself 
at once to Every One Working in any Branch of the Plumbing Trade. 
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“SANDS” 
FIXTURES 


Lavatories for Special Places 


9 
PLATE S-1884 

Folding Lavatory combination, 
using our Plate S-153, size No. 1 fit- 
ted with copper waste receiver, 
white. enamel exterior, vitreous 
china pitcher and nickel-plated brass 
stationary ring bracket. The fold- 
ing lavatory is lined with nickel- 
plated copper, fitted with tooth- 
brush vase and soap dish. NICKEL- 
PLATED COPPER BASIN. 

Complete as described, quartered Oak 
case - - - $38.50 
Send for catalog “‘D’’ illustrating complete 

line of fixtures and specialties 


A. B. SANDS & SON CO. 
1489 prumaine speciatties 1912 
22-24 VESEY ST. NEW YORK, U. S. A. 


PURITY 


Self-Closing 
Bubbling Drinking 


Fountains 


Are installed in the Following 


Schools. 
Boston, Mass. 
Chelsea, Mass. 


Lawrence, 


Mass. 
Milton, Mass. 


Newburyport, 
Mass. 


Peabody, 
Mass. 


Saugus, Mass. 


Stoughton, 
Mass. 


Watertown, 
Mass. 


WebsterMass. 

Worcester, Mass. Portland, Me.. 

Hotchkiss School, Lakeville, Conn.; 

Phillips Andover Academy, Andover, 

Mass., and Mass. General Hospital. 
—SEND FOR CATALOG— 


JAMES BARRETT MFG. CO. 
48-50 Pearl St., BOSTON, MASS. 
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SThe Latest News from Utah utah J 


—_——"—_ Separate Bids Asked “2 
for Plaurabing for Contract Work. Some New Skyscrapers 
for Salt Lake City 


USINESS conditions in and around Salt 
Lake City are all that could be desired, 
that is, as far as volume of work is 

concerned, but as far as the volume of profits 
to the master plumber, it’s the same old 
story—they might have been better. Withal, 
the fall season has been in the main satisfac- 


I was going to say, our better halves. I am 


now reminded of a toast I was called upon to 
make at a gathering to celebrate the admis- 
sion of Utah as a state, the constitution of 
which provides for the suffrage of the fair 
sex. 
in which I am always 


The toast proposed to me was the one 
interested: ‘‘The 


The Imposing New State Capitol Building at Salt Lake City, the Construction of 
Which Has Just Recently Commenced 


tory, and a brief resume of the work done 
will show that all the boys have been busy. 

The state association had a very enthusias- 
tic meeting last month and a number of very 
important things were discussed. The state 
legislature will convene in the early part of 
January, and, as we will not be bothered this 
year with the election of a senator, some 
action on other important matters will be no 
doubt considered. This state will have in 
the legislature six members of the fair sex— 


“t 
ne 
2 
2 


ot at 


The New Walker Bank Building at Salt 
Lake City 


“but now our equal.” 


Women of Utah,’ and, by the way, at that 
time I was in the state of single blessedness. 
Here is the response: “‘Here’s to the women 
of Utah, God bless them, once our superior, 
It is needless to say 
what happened to me, as I was a candidate 
for an Office. i 

Stevens & Thompson, of Bingham, Utah, 
“the world’s greatest copper camp,” are re- 
cent members of the Utah state association 
of the master plumbers. This firm is one of 
the live ones and are hustlers and have a 
very nice place of business. 

Cooper Pyper Co., of Nephi, is another new 


At Ogden we have just added two more 
firms to our membership, and, like the others, 
they report a splendid season closing and the 
outlook for another one very encouraging. 

In Salt Lake City we have added to our 
local master plumbers’ association member- 
ship the firms of W. C. Grant Plumbing Co., 
The Anderson Plumbing & Heating Co. and 
Geo. A. Gritton, so the readers of Tur 
PLUMBERS’ TRADE JOURNAL will see that we 
are working to increase our membership and’ 
to better the conditions of the plumbing ane 
heating trade. 

The firms of J. C. Heesch and the Hue 
Bros. have moved to larger and more con- 
venient quarters, and are better prepared to 
take care of the wants of their customers. 
J. C. Heesch is the oldest plumbing firm in 
the city and one of the most progressive. 

The Wright Osborne Co. have been award- 
ed the contracts for the heating in the new 
million dollar high school. Daviason & Har- 
ris are doing the plumbing on the same build- 
ing. The general contract was awarded to 
P. J. Moran, and when completed will be one 
of the finest high school buildings to be found 
in any state. ; 

The new Walker Bank building, one of the 
most substantial skyscrapers in the West, is 
nearing completion. This has the distinction 
of being the tallest between Chicago and the 
Coast. Two other banks are going up, one 
on Main and the other on State streets, the 
former to be known as the Farmers’ and 
Stockgrowers’ Exchange and the other as the 
New City National Bank. Work on the mil- 
lion dollar hotel, ’the Newhouse,” has been — 
resumed and is being pushed to completion. — 

The contract is let for the Administration 
building at the State University, and will 
cost a half-million dollars. P. J. Moran, of 
Salt Lake City, is the general contractor, and 
the plumbing and heating has been awarded 
to the firm of Davidson & Harris Co. ad 

The New Orpheum Theatre is nearing com- 
pletion, and will be one of the most com- 
plete modern fireproof buildings in the coun- 
try and will be equipped with a cooling sys-— 
tem. W. A. Bywater Co. have the plumbing” 
and heating. ; 4 

The plans and specifications ‘for the new 
Utah State Capitol building are out and the 
bids were opened on the 6th of December. It 
is expected it will cost four million dollars. 
The foundations for the same wlll be com- 
menced this fall. A committee from the 
master plumbers’ association waited on the 
Capitol Commission and asked that the fig- 
ures to be submitted for the plumbing, heat-_ 
ing and electric work be recorded separately | 
from the general contract, and after much 
labor and persuasion the request was granted | 
and the bid for the building was let in this 
manner. We feel that a great victory has” 
been won for our trade, and that with the 
ice broken in this matter it will pave th 
way in the future for the letting of oth 
work on a similar basis. This is one step fo 
the betterment of the condition in the plum! 


Educational Institutions in the Country 


addition to our ranks and are located at 
Nephi, Utah, the county seat of Juab County, 
in the famous Tintic mining district, also in 
one of the best agricultural districts in the 
state. This firm has a splendid place of 
business. 

One new addition to the association has 
been received from Provo, the county seat of 
Utah County, a thriving town in the best 
fruit and agricultural districts in the state, 
a town of over 10,000 inhabitants. 


ing and heating business that may be cred- 
ited to the master plumbers of Utah. a 
We have just organized an association 
the Master Steam and Hot Water Fitters. ee 
number of our boys had been affiliated with 
this organization as members of the national 
association, but within the past few wee! 
have organized a local association in Sa 
Lake City, and hope in the near future ‘to 
take in some of those interested in the other 
parts of the state. As a matter of fact, qu 
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a number of the members of our association 
do but very little except in the plumbing line, 
while others are almost exclusively engaged 
in the heating line, so for the better protec- 
tion of this class the association referred to 
has been organized. 

Commencing with the month of October, a 
new agreeement was made and entered into 
between the master plumbers’ association 
and the journeymen’s association, by which 
the latter receive an addition of 40 cents a 
day, making the scale of wages paid to the 


Providence, R. 


journeymen $6.00 per day for eight hours’ 
work. The building trades council, embrac- 
ing all the combined affiliated trades, are try- 
ing to enforce what is known as the card 
system, and in this way they hope to do 
away with the master plumbers or otner mas- 
ter builders using the tools, except in the 
case of jobbing or emergency work, and if 
they are successful will make of the master 
plumber a business man, and not a combina- 
tion of the master and the journeyman as at 
the present in a great many cases. 


+3 


I., the Scene of 


Enjoyable Function 


HE New England Master Plumbers’ 
Association was well represented 
at the banquet given by the Rhode 

Island State Association November 20th, 
at the Hotel Dorrance, Providence, R. I. 


State Vice-President Thomas J. Manney, 
Providence, R. I. 
To make this occasion even more aus- 
Picious, members of the National Asso- 
ciation were invited to be present, and 
these orators rendered able addresses, 
which brought forth the applause of their 
hearers. Some of the important lights of 
our trade present were the National Presi- 
dent, National Secretary, National Di- 
rector R. J. Welch, Lowell; James Cas- 
sedy, Cambridge, Mass., of the Massachu- 
setts State Association; President P. J. 
Sullivan, Boston Association; President 


Past President C. P. Brennan, Provi- 
dence, R. I. 


T. J. Tierney, Providence Association; 
President A. Entwistle, Pawtucket Asso- 
ciation, and President Lincoln Hammett, 
Newport Association. 

The fact that the dinner was held only 
after a day’s notice, shows the efficiency of 
the local Committee of Arrangements in 
preparing such an inviting and bounteous 
dinner. Thomas J. Manney, State Vice- 
President of Rhode Island, served equit- 
ably in the role of toastmaster, and in- 
troduced each of the speakers of the 
evening, who were received with applause. 


Frederick G. Lees, Providence, R. I., Mem- 
ber of the Entertainment Committee 
Director Welch submitted a plan in 

which he pointed out the necessity of 
forming local associations in Maine, New 
Hampshire, Vermont, and with the asso- 
ciations of Massachusetts, Rhode Island 
and Connecticut organizing a body called 
the New England Master Plumbers’ Asso- 
ciation. C. P. Brennan, past president of 
the Providence Association, was favor- 
ably impressed, and in a masterful talk 
set forth his views on the subject. 

After the subsidence of the applause, 
the sixty members adjourned to the din-, 
ing room, where old-time recollections 
were discussed with other subjects, and 
the parting “good nights” did not sound 
until long after midnight. The Enter- 
tainment Committee was composed of P. 
J. Sullivan, C. P. Brennan, Thos. C. Tier- 
ney and F. G. Lees, who were ever alert 
looking after their guests comforts. 


Frank Davis, One of the Hustlers from 
Pawtucket, R. I. 
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Stop That Waste of Lead! 


‘Throw away your old-fash- 
ioned 


lead-wasting hemp 

snake, and line up with the 

rest of the progressive 
plumbers. 


They can pour a smooth, 
even lead joint without 
losing a drop of lead be- 


cause they use the modern 


LEAD JOINT RUNNER 


This device can be fitted to the pipe in one-quarter the time ordin- 
arily required. It is provided witha strong, simple clamp which in- 
stantly locks the runner in plac2 with a single twist. 
Made of pure Asbestos rope of square cross-section, with a ferrule at 
each end. Won’t char or burn. Lasts indefinitely. 
More than pays for itself in the saving of lead alone, not counting the 
saving in time and labor. Made to fit all diameters of pipe. 
Write our nearest branch for descriptive booklet 


H. W. JOHNS-MANVILLE CO., 
Manufacturers of Asbestos ASBESTOS: Asbestos Roofings, Packings, 


And Magnesia Products Electrical Supplies, Etc. 


Albany Baltimore - Boston Buffalo Chicago Cincinnati 
Cleveland Dallas Detroit Indianapolis Kansas City 
Los Angeles Louisville Milwaukee Minneapolis 
New Orleans New York Omaha Philadelphia 
Pittsburgh San Francisco Seattle 

St. Louis Syracuse 
For Canada:—THE CANADIAN H. W. 


JOHNS-MANVILLE CO, LIMITED 1899 
Toronto Montreal 
Winnipeg Vancouver 


Speakman and 
Showers 
Go together 


The wise plumber—wanting a 
be 7 
Shower—says Speakman. 


He knows that the Speakman 
Mixing Valve is tried and true—un- 
equalled for reliability; avoids water 
waste—can only be started from 
cold to hot—regulates temperature 


exactly. 


And the wise plumber knows 


that his customer insists upon these 


features. 


Be a Wise Plumber. 
Speakman, 


Ask your jobber about 


Write to us for a catalogue. 


Write—right now. 


The Speakman Mixing Valve 
All of our better Showers are 
fitted with this valve. Both 
hotand cold water are con- 
trolled by one handle, en- 
abling the user to instantly 
obtain any desired tempera- 
ture. Cold water always 
comes first. 


SPEAKMAN SUPPLY AND Pipe Co. 


Riverview Wks., Wilmington, Del. 


New York Office 
A. G. Weber 
Representative 
156 Fifth Avenue 


San Francisco Office 
W.E. Gilchrist 
Representative 

Monadnock Bldg. 


ay 
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POQOOOODOOQOOOS: 


HE Master Plumbers’ Association of 
Albany, N. Y., held its annual elec- 
tion and installation of officers on 

Tuesday evening, December 3rd, at its 
rooms in Van Vechten building. The oc- 
casion was graced with the presence of 
Frank B. Lasette and John J. Hannegan, 
of New York City, president and secre- 
tary, respectively, of the New York State 
Association. 

President Lasette addressed the mem- 


President Albion J. Eckert, of the Albany, 
N. Y. Master Plumbers’ Association 
bers on matters of vital importance to the 
trade, minutely covering his work 
throughout the state up to the present 
time, and for an hour and forty minutes 
held their close attention. He was fol- 
lowed by Secretary Hannegan, who gave 
a very instructive address on the accom- 
plishments of the New York City local 
and the great good which has thus far 
resulted to its members, because of the 
local’s activity. At the conclusion of the 
addresses a vote of thanks was extended 

the state officers. : 

Local President Thomas F. Nolan (the 
fourth-term president), having refused a 
fifth term, almost precipitated a revolu- 
tion. He declined to be looked upon by 
future generations of fathers’ sons as en- 
tertaining dictatorial aspirations, and be- 
lieved it an opportune time to retire, 
when he could do so with the lone and 


Chise Model M Express 
Capacity 500 pounds—Price $500 


Will Meet the lanedints Needs of Many 


Chase Model M > 


Price $500—500 Ibs. Capacity | 
The Little Fellow with the Big Pull 


Chase Model M will appeal to many plumbing and heating men who 
have daily use for a light capacity and extremely low priced motor truck — 
one which combines durability, efficiency and economy. 
new Model M which is offered at the hitherto unheard of price of $500. 


Write for full particulars and name of nearest Chase dealer. 


Chase Motor ‘Truck Co. 
100 West Street 
QCOCDOOGOOGCOOOOOOOOOOOOOOOOOOOOOOOQOOOOOOOOOOOOOOQOOOOOOOOOOOOOOOOOES POOOOQOOOOOOOOOOOOOOOOOOOOOQDOOS) 


Albany, N. Y., Master Plumbers Hold 
Annual Election and Installa- 
tion of Officers 


lonesome title “H.P.,” interpreted, Hon- 
est Plumber. The result was the unani- 
mous selection of the following new offi- 
cers for the ensuing year, Germany suc- 
ceeding Ireland, in so far as the head of 
the ticket is concerned: President, Albion 
J. Eckert; Vice-President, William H. 
Branion; Recording Secretary, James H. 
Doody; Financial Secretary, Frank F. 
Schimpf; treasurer, John E. Dugan, and 
Sergeant-at-Arms, Joseph O. Stapf. Trus- 
tees.—Jacob Noord, Thomas A. O’Malley 
and Hanford C. Whitbeck. 

At the conclusion of the meeting, the 
newly elected officers were installed by 
President Lasette, and all hands then 
adjourned to Keeler’s Hotel, where the 
annual election banquet was held. Pres- 
ident Albion J. Eckert acted as toast- 
master, and, at the conclusion of the feast, 
delivered a most pleasing address and 
thanked the local for the distinguished 


honor conferred upon him. He then 
called upon many of those present for 
impromptu remarks, and for several hours 
a feast of wit and wisdom flowed, until 
the city clock struck 1 A. M., when, with 
a parting “Auld Lang Syne,” the local 
members escorted the state president and 
his secretary to their hotel and bid them 
a cordial good-bye. 

In addition to the state officers, the fol- 
lowing addressed the diners; Former 
state presidents Horace F. Westcott, John 
E. Dugan and John H. Moran; former 
state secretaries, Frank F. Schimpf and 
James H. Doody; T. E. Kerwin, chairman 
of the State Legislative Committee, and 
Messrs. John J. Britt, Joseph O. Stapf, 
Jacob Noord, W. H. Branion, Past Local 
President John L. Fitzgerald, William H. 
Wareing and John Leikim. A letter of 
regret was read from Past State Presi- 
dent B. Jos. O'Donnell, of Syracuse. 


Recording Secretary James H. Doody, of 
the Albany Master Plumbers’ Association 


Frank F. Schimpf, Elected Financial Sec- 
retary by the Albany Association .- 


Such is the 


Syracuse, N. Y. 


OM 


One of the pleasant surprises of the. 
evening was when Frank F. Schimpf, on 
behalf of the local, and with a few pleas- _ 
ant remarks, presented former President — 
Nolan with a very handsome traveling 
bag, which inspired a most appropriate — 
response of thanks from the “Honest — 
Plumber.’ He was also presented with 
two neatly prepared boxes from his 
friends, Kerwin and Doody. We under- 
stand that one contained air-chocolat 


— 


William H. Branion, Newly Elected Vice-_ 
President of the Albany Local . 


and the other air-cigars, whatever they — 
are. It’s up to Thomas to explain. - 
The entire success of the arrangements _ 
for the meeting and banquet was due to 
a committee consisting of Frank F 
Schimpf, John H. Moran and T. B 
Kerwin. 
———— 0+ 0 ee ___ 


New Member for Harrisburg, Pa., 
Plumbing Board 


UCCEEDING Dr. J. C. Hutton, Dr. J. 
M. J. Raunick was appointed a mem 
ber of the Harrisburg, Pa., Board 

November 11th. Professional business — 
was given by Dr. Hutton as the reason for 
tendering his resignation, and in his suc- 4 
cessor will be found an able worker to 
carry out the splendid work inaugurate 
by this popular sanitarian. Quite a num- , 
ber of plumbers attended the examination © ‘ 
for master plumbers and journeymen held — 
at the board’s headquarters, Nov. 25th. 


STANDARD Water Supply Systems. 


Get our new Catalog No. 12 showing designs adapted to Shallow Wells, Cisterns, Lakes or 
Rivers—operating with Gas or Gasoline Engines, Electric Motor or Hand Power for Suburban 
Homes, Greenhouses, Hospitals, Truck Farms, Infirmaries, Institutions. : 


Send for Catalog No. 12 today 
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Factory Rebuilt Cars 


Afford you the highest possible automobile value and satisfaction for the amount invested. 


(MAMMOUTH PLANT OF THE KNOX AUTOMOBILE COMPANY AT SPRINGFIELD, MASS.) 


_ Knox cars were designed and perfected after years of painstaking experiment and have been changed but 
little in recent years, except in body lines and minor details. 

They have always been built of the best materials obtainable by an expert body of skilled New England 
mechanics. 

When you buy a Knox factory rebuilt car, you procure one which has been thoroughly overkauled in 
our own shops and refinished with the same quality of high-grade paint as used on our latest models. 


RELIABLE N monet ef POWERFUL 
he Reeneacac 
ECONOMICAL ae COMFORTABLE 


THE KNOX CHASSIS 
BUILT TO LAST 


A Knox factory rebuilt car is capable of giving you the utmost service and comfort and is 


one which you and your family will be proud to own and ride in. Best of all, you can buy 
it at a price that is absolutely free from all agency commissions or manufacturer’s profits. 


Write today and let us know what size and type of car you are interested in, upon receipt of which we 
will promptly forward you cut and lowest cash price. 


KNOX AUTOMOBILE CO. Springfield, Mass. 


“If you have never driven a Knox up a hill, you have missed half the sport of motoring.” 
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Obituary Fl 


WILLIAM C. SKULLEY, WAKEFIELD, 


MASS. 


TRICKEN in the prime of his manhood, 


William Cobb Skulley, vice-president 
and general manager of the Sanitas 
Mfg. Co., Wakefield, Mass., died November 


2nd, at his home, 10 Gould street. 

In his death a devoted family lose a good 
father, the town loses a good citizen and the 
Sanitas Company loses one of its ablest 
officers. 

Mr. Skulley underwent an operation about 
six months ago, from which he apparently 
recovered, returning to business and activity 
in other affairs. He suffered a relapse, but a 
fine courage and hope sustained him until 
the end. 

Mr. Skulley was a man who had worked 
his way up the ladder of business to a posi- 
tion of responsibility. He gained his first 
experience working as assistant shipper in 
the Smith & Anthony iron foundry and nat- 
ural ability and application to business 
brought him to the position of superintendent. 
Four years ago he became superintendent of 
the Sanitas Manufacturing Company, of 
which he was also vice-president. 

He was born in East Boston 40 years ago 
the 19th of last April. He married Miss Cora 
Duplin, of Stoneham, and she and five young 
children ranging in age from 8 to 12 years 


survive him. They are Dorothy, Gerald, 
Miriam, William C., Jr., and Cora. His 
father, Joseph M. -Skulley; two _ brothers, 


Frank J., of Springfield, Mass., and Walter 
E., now of Wyoming, and two sisters, Mrs. 
Edward J. Gihon and Miss Gertrude E. Skul- 
ley, of Wakefield, are also left to mourn his 
loss. 

In fraternal life, Wakefield Council, 
Knights of Columbus, and the new Wake- 
field Lodge of Elks had no more popular and 
beloved member. He had been a grand 
knight of the K. of C. and was esquire of the 
Elks lodge, where he had many friends. 


WILLIAM D. ECKERT, NEW YORK CITY 


William D. Eckert, one of the oldest Man- 
hattan master plumbers, died at the age of 
70 years at his home, Saturday, November 
16. Mr. Eckert was in business for a long 
time at 456 W. 38th street, and had quite a 
desirable patronage. The deceased is sur- 
vived by his widow and three children. 


ADAM ROOS, ALBANY, N. Y. 


Adam Roos, Sr., one of the old-time and 
leading master plumbers of Albany, N. Y., 
passed away at his home, 34 Catherine 
street, on Friday, November 22nd. Mr. Roos 
for a great many years conducted the busi- 
ness of plumbing and heating at 279 S. Pearl 
street and was well and widely known to the 
manufacturing and jobbing trade of the 
country. He was very prominent in fraternal 
circles, and a member of the Hintracht Sing- 
ing Society, and enjoyed the respect and 
friendship of his fellow townsmen. Mr. Roos 
was one of the old standbys of the Albany 
Master Plumbers Association, and during his 
earlier life participated quite actively in its 
many functions, but of recent years, owing 
to failing health, was compelled to deny 
himself to a considerable extent in this re- 
spect. The Albany local met and took suit- 
able action on his death, and attended his 
funeral in a body. Among the many beauti- 
ful floral tributes was a large wreath from 
the Albany Association. Mr. Roos is sur- 
vived by a son, Adam, who will very likely 
continue the business established by the de- 
ceased. 


WM. B. ARMSTRONG, ALBANY, N. Y. 


William. B. Armstrong, of Albany, N. Y., 
president of the W. B. Armstrong Heating 
and Contracting Co., of 6 Fulton street, 
was instantly killed in an automobile colli- 
sion which occurred at Glens Falls, N. Y., on 
Sunday evening, November 24th. As was 
previously reported in the December ist issue 
of THE PLUMBERS’ TRADE JOURNAL, Mr. Arm- 
strong was driving his machine, while going 
at the rate of twenty-five miles an hour, 
when the steering apparatus broke. Taking 
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a zig-zag course, it collided with another ma- 
chine coming from the opposite direction, 
causing his machine to turn over and pin 
him down, crushing him. Mr. Armstrong’s 
home was in Mumford, just outside of 
Rochester. He is survived by his father, 
mother and one sister. His funeral was held 
at his home in Mumford. 

During his residence in Albany he made a 
great many friends and built up a large 
trade. He was the president of the recently 
organized Master Steam and Hot Water Fit- 
ters’ Association of Albany, a member of the 
Albany Club, the Albany Automobile Club 
and many fraternal societies. A host of 
friends mourn the unfortunate passing of Mr. 
Armstrong, who was a general favorite with 
all who knew him. Mr. Armstrong, who was 
a graduate of Purdue University, at Lafay- 
ette, Ind., will be remembered by many con- 
tractors as at one time an inspector in the 
State Architect’s office, Albany, N. Y., pre- 
viously to his engaging im the heating and 
ventilating business a few years ago. 


EDWIN HOFFMAN, NEWARK, N. J. 


One of the oldest members of the Newark J] 


Master Plumbers’ Association, Edwin Hoff- 
man, 177 South Orange avenue, Newark, N. 
J., died Sunday, November 8rd, age 62. Mr. 
Hoffmann was the founder of the business 


bearing his name, E. Hoffmann & Son, and § 
He 
leaves a widow and four children, two boys 


was an active worker in his association. 


and two girls. 


HENRY BUTCHER, DALLAS, TEXAS 


It is with regret that we announce the 
death on November 11th of Henry Butcher, 
Dallas, Texas, one of the best known master 


plumbers in the Lone Star State. Mr. Butcher 

conducted his plumbing business for many 

years in that city and was known and liked 

by his colleagues, who were deeply moved by 

his early demise, being but 44 years old. Out 
of respect to the deceased, all of the plumb- 
ing shops remained closed during the day of 
the funeral, many of the proprietors being 
present at the services. 


The Milwaukee 


Heat Generator 


This shows a sectional view of the 
‘““Milwaukee”’ Heat Generator. One 
lance is. sufficient to convince the 
itter of its simplicity of construction. 


You can read- 
ily see that the — 
“Milwaukee”’ 
can be installed 
for the same 
cost as an or- 
dinary expan- 
sion tank, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 

sion tank. 

A trial order 
will convince 
you that the 
‘*Milwaukee”’ 
Heat Gene-— 
rator is the 
only device to 
use on a small 
plpe system 
and be sure 
that the system 
will give satis- 
faction. 

Write for descriptive catalogue. If 
your jobber does not handle the 
**Milwaukee”’ then write us aboutit, 


PATENTED 


Milwaukee Heat Generator Co., 
460 11th Ave. Milwaukee, Wis. 


Eastern Representatives 


Beard & Beard, Reading, Pa. 


Manufactured under Shanklin, Patent and 
ott and Edgar Patent- 


450 Pages 


Losses, Etc. 
All Kinds of Work. 


of Flues. 


STANDARD PRACTICAL PLUMBING 


“Standard Practical Plumbing”’ is indispensible to the Master Plumber, the Journeyman Plumber and the Apprentice Plumber. 
the book is Specially Strong in its Exhaustive Treatment of THE SKILLED WORK OF THE PLUMBER, it commends itself at once 
to Every One Working in Any Branch of the Plumbing Trade. 


347 Specially Made Illustrations 


Accurate Data and Tables. 
Vacuum Systems. 
ent Systems Covering both Installation and Use. 
Boiler Capacities and Consumption of Fuel. 
Systems for All Kinds of Work. 


268 Original Drawings 
STARBUCK’S QUESTIONS and ANSWERS 


Vol. I—Drainage and Venting, 160 Pages. 
Some idea of the field covered by the volume may be gathered from the following partial list of subjects: 
Venting; Loop Venting; Trap Siphonage; Soil Pipe; Drainage; Testing, Fixture Connections, Setting of Fixtures; Caulking; Main 
Traps; Fresh Air Inlet; Water Closets; Local Venting; Cesspools, Ete. 

Vol. IlI—Range Boiler-Work, Hot Water Supply and Circulation, 160 Pages, 215 Illustrations. 
This part is designed to supersede Hot Water Circulation. 
and faulty methods of doing the work. 
boilers or a problem in circulation work which is not treated. 


700 Examination Questions, 2 Volumes 


HOUSE HEATING by STEAM AND HOT WATER By CHAS. B. THOMPSON 


Two Hundred Sixty-eight Original Drawings showing Improved Methods, Short and Accurate Rules for Computing Radiation, Heat 

Heating Water for Public Baths and Swimming Pools. S 
Direct and Indirect Factory Work and City Block Systems. 
How to Correct Unsatisfactory Systems. 
Coke Burning Boilers. 


FOR SALE BY 


THE PLUMBERS’ TRADE JOURNAL PUB. CO. 


45 W. 34th ST.. NEW YORK CITY 


THE BEST HOLIDAY GIFTS 


For the Master Plumber to Make to the Men in the Shop 


BY R. M. STARBUCK 


on the Theory and Practice of Sanitary Plumbing 


y It contains many illustrations with clear and concise information on correct 
There is hardly a combination of range, gas heater or heater coil with one or more range 


Price $3.00 Prepaid 


Estimating Materials and Costs for 
Apartment House Work. 
How to Avoid Dangerous Installation. Sizes 
Green House Work. Foreign Systems. 


Traps; Venting; Circuit 


As 


Differ- 
All Kinds of 


Price $3.00 Prepaid 


Price $2.00 Prepaid 
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HE emperor wanted to make a prince 
out of him right there and then, but 
he begged off, and asked permission 

to learn the plumbing business, which was 
granted without fee. It seems that in 
those days a fellow had a pretty tough 
time if he either wanted to go as a 
helper and learn the business or get 
license as a boss after he had mastered 
the trade. In the first place his parents, 
if he had ’em, or his guardians, if he 
hadn’t, had to put up a bond of ever so 
many taels equal to about $3,500 Ameri- 
can money that the boy would faithfully 
learn the business, and stay apprenticed 
for seven years. Every day he was to 
go to the temple six times, three in the 
morning and three in the afternoon, and 
not only pray for the emperor and all 
his family, but for the army and all the 
officers in it.” 

He was to make a solemn vow or 
oath, before one of the idols, that when 
he worked in private residences he 
would not cast longing eyes on the wine 
cellars nor their contents, and after the 
third year on the verge of manhood, he 
would not, no matter what the provoca- 
tion, get gay with the help, but pay strict 
attention to the trade he had to learn. 

When he got to be a journeyman, 
there were none if any restrictions on 
him. He might or might not join the 
union, or in case of provocation he could 
throw one into the walking delegate, or 
two maybe for that matter, who might 
hold him up and try to compel him to 
join the boys. He could, if he liked, 
listen to the promises of the delegate, 
who, after threats had failed, would try 
to impress on him the fact that if he 
joined the union he would soon be 
elected to an important office, on the 
executive board maybe, and then be sent 
or elected to the national convention, 
Which was held every year, and have the 
time of his life, at the expense of the 
organization, and so on. 

But if he wanted to go in the plumb- 
ing business, and be a boss, why things 
Were different. He would have to put 
up a bond of Lord knows how many 
hundred thousand taels, about $2,500,000, 
that he would faithfully execute all con- 
tracts, and if his profits were over six 
hundred and fifty taels on the thousand, 
five hundred of those taels must at once 
be turned into the county treasury, to be 
Spent in building bridges, and other 
hecessary improvements. If he did re- 
pair work and was known to give in any 
manner, shape or form to the real estate 
agent, or janitor, that not only wound 
up his little ball of yarn, but his shop 
and outfit were confiscated, and given 
to some poor but deserving journeyman, 
union or non-union, as the whim suited 
the giver in the various cases. 
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Ling Soo is authority for the state- 
ment that in the far away province of 
Tsan Tsan there are over two hundred 
and fifty bridges, large and small, that 
were built by plumbers. Of course the 
poor plumber man made no such profit 
as six hundred and fifty taels on the 
thousand, but if the appraisor or as- 
sessor said he did, there was no use to 
kick. The money towards building the 
bridges had to be coughed up, just the 
same. Then an extra assessment would 
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CHAPTER 


XV 


Gus. The train was on time, after all. 

The first one to greet the Captain, Sin- 
clair, Ling Soo and Fleming was Fogarty, 
a fine-looking specimen of an Irishman, 
of about fifty-nine. His open countenance 
high forehead and clear-cut features de- 
noted him to be one good fellow. 

“Oh, be th’ tarnicks, gimme a hoult av 
yer porridge stealers,” was his first salu- 
tation, as he held out both hands. 

Before they got a chance to introduce 
me, along came the festive Gus, puffing 


He Was to Make a Solemn Vow or Oath Before One of the Idols That He Would Not 
Cast Longing Eyes on the Wine Cellars Nor Their Contents 


be levied twice a year to support the 
College of Sanitary Engineers. 

It was getting along well towards 
evening, and we had a luncheon, her 
Highness saying there would be lots of 
good things a-plenty later on. The 
luncheon, I might say, was fit for a 
king or any other person of royal blood. 
The darkey, at the request of her High- 
ness, gave the straight jig once more, 
and was rewarded not only with well- 
merited applause but a right smart 
“powahful hookah” as well, that I 
thought would sure shiver his timbers; 
but it didn’t even shake them, for the 
reason that he was copper fastened sure 
enough. 

E was sent down to the servants’ 
quarters to test up preparatory to 
the night’s entertainment, and at 

a quarter before eight we went to the 
depot to meet Bat Fogarty and his friend, 


and blowing like a porpoise. He was 
directly the opposite to Fogarty in build, 
as he was fat and chunky and a bit sawed 
off. I took a good look at him and failed 
to recognize in him anything like the 
green-horn boy I once knew in New York. 

“Hello, Fleming! Hello, Sinclair! Hello, 
Captain! Hello, Ling Soo, my old college 
chump, how you vas, ennehow? Say, vel- 
lers, you haf fool this here Dutchmans 
*boud a veller vat know me in dot New 
Yorrick. But I dond gare, now vat I vas 
her by Fin Chow. I yust need a vaca- 
shuns, und yust pet your oldt boots dot I 
shtay yust so long like Vogarty, dond id? 

They pointed to me as the one who 
claimed to have once known a man by his 
name, and he gave me one withering look. 
Then he said: “No siree, I don’d know 
dot veller. I nefer vork mit no Mott 
street Chiney washee mans in New Yor- 
rick. Himmel und dunner wetter! Dey 
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NIEDECKEN 
MIXER 


PATENTED 


The Only Perfect 
Shower Control 
No Cams 


No Springs 


For SHAMPOO 
SHOWER 
BA RHeSUPPLY 
CLINIC 


PAYA LORY 
ELC: 


Write for Bulletin P-5 


Hoffmann & Billings 
Mfg. Co. 
Milwaukee, - - Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LTD. 
Toronto, Canada 


IT WILL PAY YOU TO INVESTIGATE THE 


INCHAM SHOWER MIXER 


Maximum Comfort, Safety and Economy. 


Write for fey ineiraied descriptive booklet 


Good Mixer.” 
IMPERIAL BRASS MANUFACTURING COMPANY, 
Dept. 184 Chicago 


The Perfect 
Curb Box 


Different From 
the others 


BECAUSE~It affords cer- 
tain PROTECTION 


Write us or ask your Jobber 


S. E. T. Valve & 
Hydrant Co. Inc. 


50 Church Street, 
New York City 


890 


Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 


ERIE, PA. 


The Famous White PYRALIN Seat 


The Best Closet Seat in the 
World—Bar None 


The Seat with Many 
Imitators but no Equals 


Guaranteed not to split, chip, 
crack or flake, or lose color, 
or urine to affect in 
any way 


_ Strictly High Grade 
Sold by all First-Class Jobbers 


C. F. CHURCH MFG. CO. 
Holyoke, Mass. 


RELIABLE TANKS 


FOR STORAGE OF GASOLINE 


Pneumatic Water Supply Tanks, Hot Water Tanks, Smoke 
Stacks, Plate Steel and Sheet Iron Work of every description. 


L. O. KOVEN & BRO., 


50 CLIFF STREET, - ° NEW YORK 


Try Me Ball Cocks 


Have 


Compound leverage of the ball rod, Magazine of 
Packings, Revolving Plunger, Special Metals for 
Wearing Parts, Absence of Sand Pockets. 

Ease of adjustment to High or Low Pressure, 


Regulation of water in Tank. 
Renewal of bottom and top seats without disturb- 


ing the Plumbing, or the use of tools. Last but not 
least—the using of the same valve for Top, Bottom 
and End Connections. 


Universal Tool Co., 
Springfield, Mass. 


Notice the 


Compound Action 

of the 
Gears and Smooth PATENTED FEB. 3, 1903 
Action Nothing Specify Fabian top or bottom. 


Supply ball tanks in flush tanks, 
to Get Out of 


Use them in repair work. Send for circular 
Order. 


Ask for the FABIAN-HOWARD CO. 
Fabian Ball Cock 2(30 Germantown Ave., _—_ Philadelphia, Pa. 


dond got such a ploomber veller like dot 
in New Yorrick or Pennydelfy neider, py 
yimming. Ach!” 

“But,” said the Captain, “he has been 
at the pagoda nearly a week now, and is 
just wearing that suit to accommodate 
her Highness. He is wearing it also for 
good and sufficient business purposes.” 

Then Gus, as I will call him, took an- 
other look at my classical mug and said 
with a laugh: “By shingo, I tink sure you 
vas some nudder kind of a Chinymans 
dot yust blow in vrom no place in partic- 
lar, dond id.” 

Then came the introduction to him and 
Fogarty. Gus eyed me again and I eyed 
him. I started the ball, telling him about 
the Irish plumber and the Dutch plumber 
who met at the Seattle exposition, and 
thought they knew each other. Said the 
Irishman, “I thought it was you, an’ you 
thought it was me, an’ its nather wan av 
us, be jabbers.” Whether he managed to 
get it through his head, I don’t know. 

“Did you ever, when a boy, work at the 
plumbing business in New york for a 
man named John H. Schinnagle, who kept 
at No. 158 William street?” I asked him. 

He looked at me in astonishment, and 
then gulped out: “By yiminy, I sure did 
dat, and no misdake. For der Lord’s sake, 
who ter tuyfel vas you, ennehow. Vas 
you vorkin’ near py?” 

“Did you help a’plumber named Hetz- 
ler, Joe Hetzler, who lived on Oliver 
street, near Henry?” 

“Dunner vetter! Yo’ haf me yust py 
my hair vas short. Bleas dold me who 
you vas, so I dont got fits. I yust feel 
like I gid em poorty soon, by yingoes! 
Oud mit him! Herraus mid him, dond it, 
Vogarty ?” 

“Well, I’m the boy who used to come 
over from the Brooklyn shop, stay awhile, 
and then go back, because I lived on the 
other side. I was four or five years older 
than you, so had been at the business 
about two years when you came. I could 
do some jobbing, and was often sent out 
to do some small jobs in the neighbor- 
hood. You were sent sometimes to help 
me, and I was proud to have a helper, 
thinking I was a plumber. You couldn’t 
talk English, and I couldn’t speak Ger- 
man, but we got along, sure enough.” 

He kept his eyes transfixed on me, and 
I fancied he was a bit affected, and he 
was, for there was a quiver in his voice, 
as he said: “Now I know. Now I know. 
Ach yer.” 


(To be continued) 
—_———__3+-o— —___ 


Election of Officers and Directors of the 
National Committee of the Confederated 


Supply Association 
EREWITH are given the names of 
the officers and directors of the 
National Committee, Confederated 
Supply Association, unanimously elected 
at the annual meeting, Thursday, Novem- 
ber 21, 1912: 

Officers—President, J. J. Ryan, J. J. 
Ryan & Co., Chicago, Ill.; Vice-President, 
W. A. Myler, Standard Sanitary Mfg. Co., 
Pittsburgh, Pa.; Treasurer, L. O. Koven, 
L. O. Koven & Bro., New York, N. Y., and 
Secretary, Frank S. Hanley, 261 Broad- 
way, New York, N. Y. 

Board of Directors.—J. J. Ryan, W. A. 
Myler, L. O. Koven; D. L. Hamill, D. L. 
Hamill Company, Buffalo, N. Y.; F. W. 
Hubbard, W. B. Hubbard & Sons Co., Bos- 
ton, Mass., and F. D. Keeler, Rockford 
Brass Works, Rockford, III. 


The following manufacturers have 
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agreed to stencil on their standard and 
extra heavy weight galvanized range 
boilers the guaranteed maximum hydray- 
lic working pressure only (85 and 150 
lbs,, respectively), omitting entirely the 
test mark, which, it is agreed, is mislead- 
ing and actually means nothing: Detroi 

Range Boiler Company, Detroit, Mich.; 

Eastern Range Boiler & Welding Co., Con- 
shohocken, Pa.; L. O. Koven & Brothel 
New York, N. Y.; Riverside Boiler Works, | 
Cambridgeport, Mass.; Ronalds & John- 

son Company, New York, N. Y.; Wm. B. 
Scaife & Sons Company, Pittsburgh, Pa.; 

John Trageser Steam Copper Works, New 

York, N. Y.; L. Wolff Mfg. Company, Chi- 
cago, Ill., and John Wood Mfg. Company, 
Conshohocken, Pa. 2 

At the annual meeting on November 
21st it was ordered that the specifications 
on extra heavy soil pipe and fittings be 
made effective July 1, 1913, and that due 
notification of the action of the commit- 
tee be given all interested parties. 

eos ihe 

Lead and its Connection in the Plumbing 
Craft P 

By J. Harry Boyp, Chicago 

EAD was probably discovered by the 7 
accidental lighting of fire on the 
ground. Saturn was the ancient 
name given to this element, which has 
been known from the most distant time, 
probably long before any other metal, 
It was common at the time of the Exo- 
dus. We read of the Israelites taking 
leaden spoils from the Midianites and 
ordering the same to be melted up into 
leaden statues. We read of lead in the 
Bible as a very lasting material for let- 
ters. Tables of lead were anciently used 
to write upon. Pliny speaks of lead 
leaves for books. The triumphal song 
of Miram, 1491 B. C., says, “They sank 
as lead in the Mighty Waters.” % 

Lead is found in abundance in almos 
every part of the world. The use of lead 
by the ancients was much about the sam . 
as at present, except that awful messen- 
ger of death, the bullet. I would that we 
were, for this reason, still in the golden 
age, when Ovid says. : 
“No walls were yet, nor fence, nor mote, | 

nor mound, = 
Nor drum was heard, nor trumpets angry 
sound.” 

We read of leaden pipes from the very 
dawn of history. They were much used 
in the olden cities of Asia, Egypt, Greece 
and Syria. David used leaden pipes 
Archimedes used lead pipes to distribute 
water in Hiero’s ship. The terraces and 
gardens of Babylon were supplied with 
water through leaden pipes; Constanti- 
nople for many ages past has been sup- 
plied with water through leaden pipes. 

Lead is much used by the painter, glass 
maker and potter, also by the chemist for 
many purposes. Fusing point differs = 


eraliy about 562°; it always is between 
594 to 635°. If a very strong heat is a 
plied it boils and evaporates. Lead read- 
ily dissolves in nitric acid, especially it 
the lead is clean and the acid made hot. 
In joining lead pipes we use solder }, 
means of a wiped joint. Wiping solder 
is composed of 1 part block tin and 2 2 
parts lead; it melts at 441°. The histo 3 
of solder would be interesting, if we h 
time to go into it thoroughly, especially y 
when we know that the Chinese have re 
ords of its use as early as 2000 B. C. Bi 
sides this, we have very good authorit 
for the ancient use of solder by 
Egyptians in their marvelous works, 4 
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5 in the case of the “Trough” type of 
water closet, in recent years, the 
“Bowl” type of water closet has un- 

ne radical changes, particularly in re- 

to the means of flushing, as will be 
by a comparison of one of the earlier 

s of this type, shown in Figure 6, 

the modern type which is shown in 

re 5 in the preceding chapters. 

so far as the methods of trapping 

flushing and the depth of water in 

fixture are concerned, this type of 

r closet does not differ, materially, 
the type of “Trough” closet shown 

igure 8, and the local ventilation 

re is also optional with the pur- 
iT. 

at least one make of fixture of this 
the horizontal pipe to which the 

al bowls are connected is concealed 

ith a raised floor, thus giving the 

‘e an attractive appearance and re- 

ig the work of cleansing of the ex- 

r to the minimum. This, however, 


Latrines Defined 


By Thomas $. Ainge, Sanitary Engineer, Lansing, Mich. 
CHAPTER III—Concluded 


practically, devoid of working parts and 
joints, which would be likely to get out 
of order when subjected to rough usage. 
such as these fixtures would be exposed 
to in the places mentioned above, the 
cost of maintenance of water closets of 
this character is very small. 

HE writer wishes it to be distinctly 
-understood that there is not the 
slightest intention on his part to 

bolster up any fixture which does not 
measure up to the modern standard for a 
sanitary water closet, but, rather, to direct 
attention to statements which are unwar- 
ranted and misleading, and, therefore, 
manifestly unfair. 

As previously stated, one of the prin- 
cipal reasons for the opposition to water 
closets of the class under consideration 
may be traced back to the unsanitary 
character of the earlier forms of such 
fixtures—an apt illustration of the old 
adage, “Give a dog a bad name and you 
may as well hang him.” This would 


considerably to the cost of installa- 
and does not minimize the objec- 
| features in this type of fixture pre- 
ly mentioned. 
THE ‘‘MODIFIED” TYPE 

MODIFICATION of the “Trough” 

and “Bowl” types of water closets, 

in which the defects noted in the 
of fixture last named have been 
y eliminated, is shown in Figure 7. 
methods of trapping and flushing 
the normal depth of water in this 
are, practically, the same as in 
ypes of fixtures shown in Figures 3, 
| 5, and the local ventilation feature 
© optional with the purchaser. 
ter closets designed for the accom- 
tion of several persons at the same 
are intended for use and should 
be permitted in public places and 
ings where such fixtures would be 
‘to be subject to rough usage, and 
= they would be likely to receive due 
intelligent attention, as the public 
. rooms of school buildings, work- 
s, factories, asylums, railroad sta- 
_ barracks, state and county fairs, 
¢ comfort stations, halls of assem- 
ste.; but, even in these places, their 
should be limited to those types 
h measure up to the standard re- 
Ments for a sanitary water closet 
they should never be installed with- 
roper means of ventilation. Being, 
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CrossSection 


3.—One of the Earlier Forms of Latrines. Unsanitary Features Abound. Com- 
pare This Type of Fixture With That Shown in Fig. 5 (December Ist Issue) 


seem to be borne out by the statements 
of several of those who contributed the 
opinions under consideration. 

Inspector A. R. McGonegal, of Wash- 
ington, D. C., stated that the prohibition 
relative to the installation of “latrine 
water closets’ in that city has been in 
effect for approximately fifteen years, 
and that the investigation of existing 
“latrine systems” at the time the matter 
of their prohibition was being looked into 
showed they were anything but sanitary. 

Thos. M. Landers, of Richmond, Va., 
stated that there are yet a few “latrines” 
in the public schools of that city, which 
were installed some years ago; that a 
majority of the fixtures of this type have 
been taken out and installed in outside 
buildings, and that they have recently 
installed in one of the new public schools 
three ventilated “latrines,” of a new type, 
which have proved satisfactory. 

Dr. J. W. Clemmer, of Columbus, Ohio, 
stated that, prior to the advent of the 
“Jatrine closets” which are now in use in 
a number of school buildings in that city, 
he opposed all such devices, but has since 
written into the plumbing code of that 
city an amendment which permits the 
use of the new type of water closet. 

J. B. Clow & Sons, of Chicago, quote ex- 
tensively from a report, made in 1904 by 
the chairman of the Board of Health, 
upon the “latrine water closets” in the 
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The “ALLRIGHT”’ 


Every Seat Plainly Labelled 


“Guaranteed Not to Split 


By G. W. Patterson Co., Greenboro, N. C.’ 


The “ALLRIGHT”’ Seat is made unbreakable 
by an electrically welded steel hoop, forced 
into a groove onthe underside of seat, when 
hot and expanded. When it cools it econ- 
tracts and embeds itself into the wood on the 
old principle of putting a tire ona vehicle. A 
wooden spline, set in glue, is forced into the 
groove, over the hoop, under 1,000 pounds 
pressure, There are no joints and not the 
slightest crack or crevice in which germs or 
filth can accumulate. Absolutely waterproof. 


ype hae Complete line of shapesand finishes regularly 
able in stock to match your combination. 
and the ; 

Grain Factory Capacity 500 

Runs 


Straight Seats Per Day 


At your jobber or write us. Have you our 
two booklets, “How to Attract Trade” and 
Genius.’”’ Sent 0: request. 


G. W. Patterson Co. 
Greenboro, N. C. 


is UNBREAKABLE and STRAIGHT GRAIN 


REMEMBER: The “ALLRIGHT” 


Alton Engineering Company 
3 West 29th Street, New York City 
Expert Advice. on Heating Troubles at Nominal Figures 


No Success—No Charge 


Costs You Nothing to Inquire. 
Personal and Prompt Attention Guaranteed 


Save 309 in Your Packing Expense 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
iess time in packing. They cost you 
30 percent. less. These are facts 
Mae can’t allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork. 
brass goods, earthenware, tools, 
ete. 


Write for Particulars 


GLOBE PAPER COMPANY 


Evansville, Ind. 


Avoid the Smoke Nuisance 


If you want to burn soft coal and 
still abate the smoke nuisance, 
buy the 


HERBERT BOILER 


Rated right. Noexperiment. In 
practical operation all over the 


West for the past 15 years. Easily 


cleaned and kept clean. Price 
ore eae Sizes 500 feet to 20,000 
eet. 


Get the agency in your territory. 


HERBERT BOILER CO. 


Root and La Sa'le Streets 
Chicago, Ill. 


892 


en ee 


\ 


FALCON . 


Merry 
Christmas! 


“Falcon” Waste Plug Spanner 


Any tool which will increase your earning capacity is a safe 
gift to yourself. 

The “Falcon” will replace all sorts of TIME-WASTING MAKE- 
SHIFTS at small cost and is universally adaptable for use with all sorts 
of bath, basin, sink, etc., strainers—an every day necessity in your kit. 
The adjustable handle makes possible all the sorts of convenience which 
“snug-size” suggests. Get free pipe tools pamphlet No. 26. 

TRY YOUR DEALER, FIRST, FOR ‘‘FALCONS” 


J. H. WILLIAMS & CO. No. 75 Richards St., Brooklyn, N. Y. 


! 


THOMAS DEVLIN MFG. Co. 


OFFICE—Third and Lehigh Aves., Philadelphia, Pa. 
WORKS—Burlington, N. J., U. S. A. 


i — 


The World renowned D FITTINGS acknowledged Leader in 
design, quality of Material and Finish. 


Topeka, Kansas, schools; and the fact 
that the fixtures in question were of the 
early type is shown by the closing state- 
ment of the report, which sets forth that, 
in some of the school buildings, “the 
newer and improved types are installed.” 

M. T. Stevens, of Seattle, Wash., states 
that “latrines” are not permitted in that 
city, but adds “a few of the schools have 
them (installed some years ago), but they 
are being rapidly replaced by individual 
fixtures.” 

As “the world do move,” it is reason- 
able to infer that the “latrines” spoken 
of by the foregoing were very inferior to 
the more recent fixtures of this character. 

NE of the objections to the water 
closets of the character under con- 
sideration most frequently men- 

tioned in the opinions in question is the 
large fouling surface, which, in some in- 
stances, seems to have been intended to 
cover both the interior and exterior of 
the fixture, but which should, very prop- 
erly, include only those parts of the in- 
terior which can be fouled by the dis- 
charges of the persons using the fixtures. 
Owing to the shape and variability in the 
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An investigation, conducted by the w 
for the Michigan State Board of H 
nearly two years ago, revealed the 
that, in every case, where fixtures 0 
type shown in Fig. 2 in the Nove 
15th issue were properly ventilated, 
though the cleansing of the fixture 
been neglected, the toilet rooms wer 
tirely free from odors, neither could 
be detected at the seat openings. 

As the fouling surface of every y 
closet is alternately wet and dry, the 
son for criticism from this point ig 
apparent. The formation is such 
there is always more or less foul su; 
which is rarely, if ever, cleansed, 
would be true in the case of many o: 
earlier types of water closets of 
character and when applied to the - 
ern fixtures of the type shown in F 
in the November issue, but it is not 
when applied to the best modern fix 
of this character. 

As water wasters, as sometimes ap, 
to certain types of water closets of 
character, this objection would be 
sidered valid, but, in the case of ce 
other types, an actual saving of ¥ 


LONGITUDINAL SECTION 


Sy t 


Cross Sec 


. 
a 


Fic. 7.—A Modified Type of Trough Latrine in Which the Defects Have Practic 
Been Eliminated. Improved Over Fig. 6 ‘ 


size of water closets in general, and the 
fact that a loose condition of the bowels 
will effect a much more extensive foul- 
ing of the interior of such fixtures than 
is usual, it is not easy to make compari- 
son between the area of the fouling sur- 
face in a water closet having more than 
one seat opening and that of a like num- 
ber of individual fixtures. Applied to 
some of the earlier types of water closets 
designed for the accommodation of sev- 
eral persons at the same time, this objec- 
tion would be considered valid, but a care- 
ful examination of any of the best mod- 
ern types of such water closets will re- 
veal the fact that the interior fouling 
surface of the same is not relatively large 
and that the same is thoroughly cleansed 
at each time of flushing. 

Accumulations of excreta in the bowls 
of water closets of every type, due to a 
derangement of the flushing apparatus, 
are of frequent occurrence; and this con- 
dition is often met with in schoolhouses 
which are equipped with individually 
operated automatic water closets, particu- 
larly where the latter are used by chil- 
dren of tender years. 

Where the fixture is equipped with 
ventilation at each seat opening, the com- 
munication of odors to the adjoining 
seat is not possible, particularly in the 
case of fixtures provided with seat covers. 


can be shown. Thus, a seven-seat fix 
of the type of fixture shown in Fig. 
the November 15th issue will accor 
date 100 females in a schoolhouse 
other building, and will consume a 
14 gallons of water at each fiusl 
which should take place at interval 
not more than 10 minutes each. As 
ing that the flushing is kept up at 
rate for eight hours in each day, we 
a total daily consumption of 672 ga 
of water. It is fair to assume that 
fixture will be used by each female 0 
average of three times each day, ar 
we substitute for this fixture any 1 
ber of individually operated closets, 
most economical of which, with the 
nary pressure, will consume not less 
3% gallons of water at each flushing 
will then have a total consumption 
the day of 1,050 gallons—878 gallon 
excess of the amount used by the c 
type of fixture. , 
Again, a five-seat fixture of the 
shown in Fig. 2 will accommodate 
males in a schoolhouse, etc., and will 
sume about 7 gallons of water at 
flushing. Operating at 10-minute i 
vals for 8 hours, this fixture will 
sume 336 gallons of water daily, 
would be expected to be used by each 
son on an average of once each 
With individually operated closets, 
S 


i 
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ling 3% gallons of water at each 
hing, the water consumption in this 
> would be 350 gallons—an excess of 
yallons over the other type of fixture. 
, Should be borne in mind, however, 
t the average individually operated 
er closet will consume considerably 
ee than 31% gallons of water at each 
hing, and that 4 gallons would be a 
lest estimate. It should also be borne 
nind that, when installed in a school 
ding, water closets of any of the types 
igned for the acommodation of several 
sons at the same time can be flushed, 
ly or in part, by the waste water 
n the drinking fountains of the bub- 
' type which are now in use in all 
-governed buildings of this character, 
3s effecting a very considerable saving 
he water consumption. 

_is claimed that deposits adhering to 
sides of an unclean fixture of this 
racter can readily serve as a gather- 
place for flies, which may later cause 
mess and death to some unsuspecting 
on. This would be true in the case 
water closets of every type, urinals, 
jidors and all other receptacles for 
lan excretions which are not given 
ger attention. When they are foul 
1 inside and out it is high time to 
k up” the janitor or get a new one. 


VITH the exception of the seat 
action flushing closets, there is no 
type of water closet which can 

said to be automatically controlled; 

the type of fixture to which this 
icism applies is as nearly automatic 

vould reasonably be expected. It is a 

ple thing to open a valve to a given 

ance in the morning, and the auto- 
ic dumping tank, or siphon tank, will 
orm its duty without further atten- 
until the valve is closed. If the 

‘age janitor flushes the fixture only 

e times a day, which is not true, he 

ither incompetent or lazy, or is work- 

under instructions from some one 
ler up, and the blame should be placed 
re it belongs, and not on the fixture. 
is not an impossibility to clean the 
modern types of fixtures of this 
acter. 

utrines will not become a nuisance if 

Teceive proper care. In the course 

lis official investigations the writer 

frequently found individual siphon 

r closets, of the best types, so en- 

ted with filth that it was impossible 

2 any part of the inside enamel, even 

he flushing rim, but the responsibility 

such a condition could not be charged 
nst the fixture. 

1 objection has been interposed in 

the fecal matter does not drop into 

igh water to be submerged, resulting 
ad odors in the toilet room, notwith- 
ding the fact of the seat ventilation 
ugh the stack heater. As may be 
by reference to the cuts of these 
res on preceding pages, there is as 

h water for the reception of fecal 

er in any of the best types of water 

ts of this character as in the aver- 
individual closet, and, as previously 

d, where the fixture is properly ven- 

ed, bad odors in the toilet room are 

ssible, even when the fixture is foul 
eglected. 

6 ventilation of the fixture may often 

ccomplished without the aid of stack 

er or fan, or with little or occasional 

tance from the same. Urinals in a 

ie toilet room should be provided 

local ventilation, and proper atten- 


tion given to the same whenever neces- 
sary. A chimney which is used for the 
local ventilation of a plumbing fixture 
and which does not have a good upward 
draft at all times should be provided 
with some accelerating device. The run- 
ning of ventilating pipes into brick flues 
should also not be countenanced, as the 
bricks, lime and plaster will absorb the 
gas and moisture coming in contact with 
them. 

The vents from the traps run in chim- 
neys become clogged with soot. It is a 
cardinal principle in good plumbing prac- 
tice that the vents from traps should not 
be connected with smoke flues. 

The single waste opening from a lat- 
rine is said by some to resemble an en- 
larged funnel to a sewer, inviting the 
dumping of cast-off clothing, boots, shoes 
and rubbish into it. It is a striking com- 
mentary upon our civilization that there 
are very many individuals who will not 
hesitate to make improper use of any 
kind of plumbing fixture, and they don’t 
wait for invitation, either, but such is 
the fact, and a very large and interest- 
ing museum could be easily stocked with 
the ten thousand and one things which 
are removed from traps and house sewers 
in the course of a year. Make it soiled 
clothes, mop rags, wash rags, soap, 
matches, cigar stubs, apple cores, parings 
and peelings of fruit of various kinds, 
peanut shucks, floor sweepings, hard 
paper, small brushes, and, occasionally, 
false teeth. 

From the foregoing it will be seen that 
very many of the criticisms which have 
been considered are based upon a limited 
knowledge of and experience with water 
closets of the character under considera- 
tion, and relate to conditions which are 
due to a lack of proper care rather than 
to structural defects in the fixtures. 

In conclusion, the writer desires to 
state that, up to within a few years ago, 
and before he had an opportunity to 
make a careful examination and test of 
some of the best installations of modern 
water closets of the character under con- 
sideration, by reason of his experience, 
extending over a quarter of a century, 
with the earlier types of fixtures of this 
class, he was not at all backward in the 
matter of wholesale condemnation of all 
such fixtures. This is not, however, to 
be taken as an indication that he would, 
therefore, now recommend the opening of 
the doors to every water closet of this 
character, or the endorsement of even the 
best types of fixtures unless the same 
were installed in such a manner that 
they could be maintained in a sanitary 
manner at all times. As to which are the 
best fixtures, this can easily be deter- 
mined by a careful examination of the 
different types, preferably under actual 
working conditions; but, pending such 
examination, further wholesale and un- 
warranted condemnation of the same, 
without discrimination, should be _ sus- 
pended. 
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Evansville, Ind., Has Hustling Organization 


VANSVILLE boasts of having the 
best attended local in the State of 
Indiana. The meetings are held 

weekly and there has been an average of 
ninety-four and seven-twelfth per cent. in 
attendance at all meetings this year. By 
their close affiliations they have worked 
out plans that will be of much interest to 
the public at large in sanitary matters. 


Yes! It’ 
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s Different 


“THATCHER 


rogress Boiler 
in Form, Construction and Action 


But Every Difference is an 
added Value in 


Economy, Efficiency 
and Durability 


and so quick and easy to 
install. 


Send for Catalog and Investigate 


“THATCHER 


FURNACE COMPANY 


NEW YORK 


CHICAGO NEWARK 


Through the Trade only 


OUR customer depends upon 

your judgment in selecting the 
proper heating system for his needs. 
You can justify this confidence by 
recommending the 


Pierce Spence 
Water Boiler 


Pierce Spence Water Boiler fitted 
with new triangular bar 
grate and base 


a boiler which has stood the test for over a 
quarter of a century. A boiler which will 
not only furnish adequate heat, economi- 
cally, but owing to its design and construc- 
tion Is easy to operate and free from repairs. 


Added to this is the new triangular bar grate 
and base which entirely elim- 
inates the many shortcomings 
of the old style grate, and al- 
lows the boiler to carry fire 
continuously with little atten- 
tion. If you are not fully 
posted write today for copies 
of the Spence and Triangular 
Grate Booklet. 


Pierce, Butler & Pierce Mfg. Co. 


Syracuse, New York 


Pierce Mark 
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THE “QOANCO” BARBER SLAB COCK 


: : | The “Qoanco” Barber Slab Cock | 
Rapid Action For 2 Basins 


All valves oper to full 
capacity on quarter turn 


RR EE ON he EE 
The *‘Qoanco” Barber Slab 
Cock for 1 Basin 


Upper valves Fuller Pat- 
tern. Lower valves Com- 
pression with FULLER 
ACTION. Can be repaired 
by any one without taking 
from the slab. Note the 
Ground Joint Unions on 
this cock, making it easy 
to inserta new Fulle: ball 
when required. 


Write for prices. 


Street @ Hent Mfg. Co , 549 Fulton St., CHICAGO, ILL., U.S.A, 


Ask Your Supply House or 
Specialty Salesman for 


REDTFX or Blackrock 


TRADE MARK TRADE MARK 


Rubber Elbows 
Complete with Brass Nuts, Ferrules, Etc. 


1% in. Regular 1% in. Short 
1% in. Extra Long 
1% in. Pipe Con. x 1% in. Flush Fittings 
1240 ines eT Aino ease sé 
Diane. * x 1% in. 
eS OFS hat 


oe se 


“ “ee 


The Canfield Rubber Co. 


Railroad Ave. & Garden St. 


14%” Extra Long Elbow Bridgeport, Conn. 


For Plumbing and 
Heating Contractors 


LOEW VICTOR 
PIPE MACHINES 


Belt Driven, Motor and Gasoline 
Engine Driven, also Hand Operated. 


Sizes % to 8 inches 


The most improved and substan- 
tial pedestal type of pipe machine 
on the market. 


Write for complete catalog show- 
ing time and labor-saving features 


The Loew Manufacturing Co. 
9100 Madison Ave. Cleveland, O. 


The BEST is None 
Too Good for YOU 


GIVE YOUR PLUMBERS 


WARNOCK WRENCHES 


to use on that fine contract you have just taken, 
Let them PROVE at our expense that WARNOCKS 


<= never Slip and never Scratch. 
They are always BEST for 
NickKel-plated Piping 


ARNOCK MFG. CO. 


Worcester, Mass. 


The Nye Flange Wrench—A New 


Invention 


The Nye flange wrench is so constructed 
that it can be quickly used either to make or 
take off flanges. It has a ratchet with a re- 
versible pawl so that it operates in either 
direction. With this wrench one man can 
easily do five times as much work as two or 
three men can do in the old way. The 
wrench is simply bolted to the face of the 
flange through the slots provided in the 
wheel, and the operation is then continuous 


until the flange is made or taken off, as the 
case requires. It connot slip and does not 
burr the face of the flange. It can be used 
in any position—overhead, in a trench, or in 
contracted places. It is safe on a scaffold. 

It will pay for itself every time it is used. 
It is made of the finest casting and is very 
durable. This wrench is made in two sizes, 
taking pressure flanges from 6 in. down, and 
also from 10 in. down, but larges sizes may 
be furnished on order. Write The Nye Tool 
& Machine Works, 116 N. Jefferson street, 
Chicago, Ill., for literature and mention THE 
PLUMBERS’ TRADE JOURNAL. 


———— 


Loew Machines Said to be Time 
and Money Savers 


The Loew “Victor” pipe machines, capaci- 
ties 44 to 8 in., are designed for genuine serv- 
ice, and the great number of machines in use 
by the plumbing and heating trades in this 
and other countries is a standing testimonial 
to their unexcelled merits. Loew ‘Victors’”’ 


have combined all the valuable principles and 
improvements in such machinery, with a view 
to the saving of time and labor. Rough 
usage has little effect upon these tools, so 
well made are they. Another important fea- 
ture in connection with Loew “Victors” is 
that the cutting dies are interchangeable and 
can be removed and ground by the workmen. 
This saves the time required to return these 
parts to the factory or waiting for new ones, 
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and grinding does not change the shape 
the cutting teeth. These chasers algo — 
securely in the die head, and cannot slip 
we are told. Hand and power-driven 

chines, either electric motor or gas eng 
portable or stationary, are shown in a gp 
did booklet setting forth a number of jn 
esting facts on pipe threading. Copies 

be sent to those mentioning THE PLump 
TRADE JOURNAL who write to The Loew } 
Co., Cleveland, Ohio. 
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An Attractive Bath Cock 


We show herewith an attractive bath < 
which has made a reputation for its ma] 
that is very flattering and enviable. 
some years The Trenton Brass and Mac! 
Co., Trenton, N. J., have specialized part 
larly on this part of the bath tub equipm 
and are therefore well equipped to offer 
trade an article possessing real merit. T 
goods are heavy in weight, well made 
claimed to be fully able to deliver a tern 
service with which no house owner could 
sibly find fault. The design is graceful, y 

acai 


heavy nickel-plating and finish, and adds | 
the tone of refinement necessary in moc 
plumbing installations. These compres: 
cocks can also be supplied with threadec 
plain couplings and the extra nozzle for 
taching showers or other accessories ha 
good strong thread that will not leak. C 
log A-1 tells the whole story. Write foi 
and mention THE PLUMBERS’ TRADE JOUR! 
ore j < 


Graf Cabinets Sanitary and 
Pleasing in Appearance ~ 
A specialty that has met with the ap 
bation of the general trade is the metal t 
medicine cabinets made by Frank H. (¢ 
Mfg. Co., 323 7th ¢ 
nue, New York ( 
This accessory § 
itself when disple 
by the master plu 
ers in their showr 
and profitable rev 
is obtained ther 
Graf’s _ product 
claimed to be diffe: 
from any other cab 
now on the market, 
asmuch as the b ¢) 
of one piece, W 
rounded corners — 
leave no cracks to 
: with dirt. The fi 
of this specialty is also particularly pl 
ing, enameled inside with porcelain W 
enamel, with polished brass or nickel-pl 
door and frames, two adjustable plate-g 
shelves, finely beveled French plate mii 
and lock and key. Catalog illustrating 
describing this cabinet will be sent witt 
delay to those who request same, ment 
ing THE PLUMBERS’ TRADE JOURNAL. 
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McAuliffe Traps Proof Again: 
Evaporation or Siphonage 


McAuliffe traps are constructed in suc 
manner that the effective prevention of ey 
oration, siphonage and fouling has been 
complished. No interior partitions inter’ 
with the scouring action of these traps, 
is it possible to break the water seal thro 
siphonage. The seal is said to be deepe 
the McAuliffe trap than in any other of | 
portionately the same size. This has | 
proved in tests by experts, and the trad 
well give them the highest endorsement. 
possibility of sewer gas backing through 
trap is claimed to be entirely eliminated 
back venting is not necesary when § 
traps are used. They are readily access! 
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her through the large screw dome or 
ain plug. Lead and brass traps for lava- 
ries, wash trays, baths, sinks and urinals 
iy be had in a variety of styles and sizes 


MSAULIFFE’S 
PATENT 


‘every sort of installation. Write for ad- 
ional information to the McAuliffe Non- 
yhoning Trap Co., Chelsea, Mass., and men- 
n THE PLUMBERS’ TRADE JOURNAL. 


—_~--e— 
Device For Satisfactorily Reg- 
ulating Heating Apparatus 


The installation of regulating devices for 
ating systems of every character has devel- 
sd a new field wherein the plumber and 
ating man are netted a good profit with no 
me backs. We refer to the new model 
farvel” thermostat and the “Marvel” motor 
irketed by the American Thermostat Com- 


The “Marvels” are 


ny, Elmira, N. Y. 
imed by the makers to be the ideal auto- 


tie controlling devices, adaptable to any 
am, hot water and hot air plant, and are 
aranteed to be absolutely accurate in oper- 
ation. Unlike the ma- 
jority of thermostatic 
apparatus and motors 
now in use, the “Mar- 
vel” motor does away 
with all winding, and 
is said to be the per- 
fection of mechanical 
construction. The only 
adjustments necessary 
are set at the factory 
and the installation of 
the thermostat and 
motor is but the work 
of a couple of hours. 
More detailed ‘infor- 
mation is contained in 
Valuable handbook on heating, which will 
sent to our readers, without charge if the 
juest for same mentions THE PLUMBERS’ 
ADE JOURNAL. 
pe ee 


New Wrench For Pipe Laying 


[The experiments made by L. H. Johnson, 
ster mechanic and superintendent of the 
stern Gas & Electric Co., of Aurora, III, 
th the Parmelee pipe wrench have shown 


uta. 
Mags 
MEA 
SZ 


ults of great interest to the gas industry. 
Mr. Johnson tried the wrenches out on 
nm. pipe and on the 8-in. pipe lines. His 
orts from various foremen run as follows: 


Mr. Krauss, the foreman on the Oswego 
line, states that the work was done better 
and more quickly, and that the factor of 
leakage (which is caused by not having 
pipes screwed up tight enough) was consid- 
erably lessened. The reason for this, it was 
stated, is that when using ordinary chain 
wrenches, they cannot screw up tight enough, 
because there is always danger of crimping 
or splitting the pipe. 

Mr. Krauss states that the men thought 
much of the new wrench because it was 
nearly half the weight of the other wrenches 
and much easier to handle and work with 
than the chain tongs. 

This new wrench, it is stated, permits the 
use of threaded pipe where, owing to disad- 
vantages contingent upon the use of chain 
wrenches, flanged pipe is now used. 

The manufacturers of the wrench claim 
that the reasons for its success are that it 
grips the pipe with equal pressure all the 
way around, and that it cannot slip or lose 
its grip even when taking a new hold. 

The wrench is manufactured by the Par- 
melee Wrench Co., of 2515 West Monroe 
street, Chicago, Ill. Write for literature on 
this tool, and mention THE PLUMBERS’ TRADF 
JOURNAL, 


—__ +o 
A Non- Freezing 
Hydrant 


Daniel Hunsberger, Roy- 

ersford, Pa., tells us that his 
patented hydrant cannot 
possibly freeze. A glance 
at the reproduction of his 
specialty herewith shows how 
this is made possible. ‘The 
perfect simplicity of the 
Hunsberger hydrant is ap- 
parent in the entire absence 
of loose and delicate parts. 
No parts to get out of order, 
even if they did, they would 
be get-at-able with a com- 
mon monkey wrench. It is 
made with brass fittings and 
valves with wheel and lock 
shield. As soon as the water 
is turned off it drains from 


the inside, thus preventing 
freezing. Write for cata- 
log to the maker and men- 
tion THE PLUMBERS’ TRADE 
JOURNAL. 
a 
Roberts Filters For Every Re- 
quirement 


The Roberts Filter Co., Darby, Pa., are the 
makers of a superior line of filtering devices 
which, they tell us, are suitable for any size 
installation, household, hotel or town. A num- 
ber of valuable improvements have been em- 
braced in the design and development of 
Roberts apparatus, the actual experience 
gained from exhaustive tests and working out 
of meritorious principles. Roberts filters, on 
account of their simplicity, are free from 
troubles and adjustments incidental to the 


use of such devices by careless or unskilled 
hands. Durability has received utmost con- 
sideration from the builders, and Roberts fil- 
ters are claimed to be practically indestructi- 
ble. The strainer device, which prevents the 
filtering material from passing through with 
the filtered water, effectively performs its 
duties under all conditions of service. The 
scouring and washing arrangement compels 
every square inch of filtering material to 
undergo a complete cleansing. The filter cyl- 
inders are made of either cast or wrought 
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A “Cinch” To Sell—An 
All-round Money Maker 


Do you MAKE Heatinz Apparatus—or are you selling it— 
or are you a dealer in some line allied to house-building or 


house-furnishing trade? “Then should know 


about 


The Jewell Heat Controller 


you 


About the “kicks” and trouble it saves makers and dealers because it regu- 
lates the furnace and boiler so that it does perfect work. That’s all we need 
to say on this point. 


About the profit there is in selling it—write us for our prices and discounts 
and see for yourself. Probably nothing you handle makes you ag much 
money as the Jewell will. 


About the money it actually saves the user—saves coal—saves work, worry 
and bother—saves doctor’s bills. You’ve no idea how quickly people catch 
the advantage—how eagerly they buy when you “show them.”’ Yes, the 
Jewellis a ‘‘cinch’’ to sell. Write us for more about it—and sell it. Address 
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THE MURDOCK 


“BUBBLE-FONT” 


A Self - Draining Drinking Fountain 


Don’t getthe MURDOCK “BUBBLE-FONT” 
confused with the innumerable Fancy Drinking 
Fountains about which you are being flooded with 
literature, because it is altogether a different propo- 
sition. It is a rough and ready type of sanitary drink- 
ing device built to stand the wear and tear of school 
yards, public streets, parks, etc., and as it is anti- 
freezing, it is “on the job” winter and summer. It 
requires no attention after once installed and as it is 
self-closing no water is wasted. 


The Only Practical Outdoor Drinking Device 
Made by the Original Hydrant House 


The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 


JEWELL MFG. CO. 
28 Green St., Auburn, N. Y. 
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LUNT-MOSS 


Pneumatic Water 
Supply Systems 


enable you to supply your country cus- 
tomer with all the luxuries of modern 
plumbing. 


The LUNT-MOSS system is the correct solution of the water 
supply prcblem for country homes. Equipped with 


LUITWIELER DEEP WELL NON-PULSATING 
GASOLINE PUMPING ENGINES 


Capacity 315 to 
We send all inquiries direct to our agents. Send 
for our proposition and Catalog No. 45. 


LUNT-MOSS COMPANY - BOSTON, MASS. 
New York—372 Warren Street. 


or electric motor, or hand operating plants. 


16,000 gallons 
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Did You Ever Stop 


To consider the importance of having V Jaws between 
the regular jaws of a chain wrench? 


Would it not save time and trovble to be able to grip pipe, 
and beads on fittings, narrow or odd shaped castings of 
all kinds as easily as you could grip pipe? 


THE IDEAL CHAIN WRENCH grips everything. 
The Wide V Jaws grip where all others fail. 


A good tip—get the best—time ismoney 


Made in 
foursizes 


Buy Direct of Your Jobber 
or Dealer 
KROESCHELL BROS. CO. MFRS. 


444 W. Erie St., CHICAGO 


SI 


Operated 
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5 
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Pressure 


A \ ~~ PATENTED ~&S (ile hs 

It is the best; therefore the cheapest. It is usedin municipal and U. S. Government Depart- Patented BILGE 
ments, endorsed by leading sanitary experts and is guaranteed todo what is claimed for it, SYPHON Operated 
Write for circular by steam pressure 

= 


PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St. New York 
SALES AGENT—W.N. McKENNA CO., 


Poaoasagegese5eoeseoe 


79 Chestnut St., Boston, Mass. 


OW often the appearance of a high-priced Enameled 
Bath Tub is ruined by using a Bath Cock of inartistic de- 


sign. We have what is conceded to be one of the most 
attractive Compression Bath Cocks on the market. Made of 
High Grade Metal and of Perfect Workmanship and Finish. 
A credit to any tub. Give your Jobber a trial order. 


The Trenton Brass & 


Send for Machine Co. 


Catalog 
A-1 TRENTON, N. J. 


New York Office, 5 and 7 East 42nd Street 


I: 
NSCHARGE PIPE 


iron, according to the local requirements. The 
catalog of the manufacturers contains much 
data of use to our trade who are interested 
in filters. This will be forwarded without 
charge to those who ask for catalog, men- 
tioning THE PLUMBERS’ TRADE JOURNAL. 
Louis Wheelwright & Bro., Flatiron Building, 
New York City, are the Eastern representa- 
tives. 
ee ee 


A Handy Way to Carry Tools 


The tool bag which we show here is a 
handy means for carrying tools, and is in 
great demand by plumbers and electricians. 
The Excelsior Bag & Mfg. Co., Troy, N, Y, 
are the makers of this carry-all. Some of 
the products turned out at their plants are 
bags for plumbers, carpenters, masons, mes- 
sengers, electricians, gas-fitters, and lathers. 


The construction of the plumbers’ bag is of 
extraordinary strength, made of heavy Brus- 
sels carpet, with leather bottom and sides. 
A heavy 1%-in. belting strap runs around 
the entire bag. All seams are locked-stitched 
and riveted with tinned rivets. An all- 
leather tool bag, suitable for either plumbers 
or electricians, is also manufactured by this 
concern. Write them for catalog, showing 
the full line, and mention THr PLUMBERS’ 
TRADE JOURNAL. 
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Lead Bends Spun Closed Facili- 
tate Testing 


Testing of drainage systems when the 
roughing-in had been completed was formerly 
a task that was both arduous and annoying 
until the advent of the Dubois 
lead bends with ends spun 
closed. Now it is no longer 
necessary to solder each lead 
outlet preparatory to testing. 
Every practical man will re- 
member the number of times the 
water had to 
be lowered in 
the system 
during the 
water test, in 
order to sweat 
shut some minute hole caused by dirt in the 
solder. Then there were chances of burning 
the lead with too hot soldering irons or a poor 
joint from one too cool. Now all that is nec- 
essary is to install the bend, or ferrule, with 
closed end, test out and leave the job until the 
time when the fixtures are to be set in. Then 
it is only necessary to cut off the end of the 
bend. This can be melted into calking lead 
and saved, instead of throwing away on ac- 
count of the adhering solder. Write for list 
of sizes and other information to F. N. 
Dubois & Co., 248-247 9th avenue, New York 
City. Mention THE PLUMBERS’ TRADE JOUR- 
NAL. 
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Many Advantages of the Paul Non- 
Storage Water Supply System 


The pumping of water by compressed air 
is the principle followed in the Paul system 
of water supply, made by the Fort Wayne 
Engineering and Manufacturing Co., Fort 
Wayne, Ind., who have already achieved rep- 
utation in the ranks of water supply machin- 
ery in the “Paul’ pneumatic plants. The 
line of apparatus built by this concern in- 
cludes pumps for every purpose, deep or shal- 
low wells, compression and other types, but 
the makers wish to particularly call attention 
to the displacement pump used in the non- 
storage plant. The esential parts of this 
outfit are the air compressor, air tank, pipe 
and fittings and submerged pump with auto- 
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matic valve. It is claimed that this pum 
the simplest form of pumping appar: 
since it consists of a two-compartment er 
der properly valved, in wnich alternate 
ing and discharging takes place as lons 
air pressure is maintained. The sizes of 
air compressor and storage tank  shc 
therefore, be obtained from the volum 
water which will be needed. The Paul ; 
storage system is suitable for wells as , 
as 50 feet, but for deeper our trade will 
better satisfaction in the deep-well appar: 


* shown in this concern’s catalogs. Our rea 


can often obtain copies by asking for sg; 
mentioning THE PLUMBERS’ TRADE JOUR 
Comparison with other machinery of 
character is invited. 
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The “Gealy” Quick Releasing 
Wrench a Valuable Tool 


The quick releasing of the jaws of 
“Gealy’’ wrench when it is desirable to 
move or change the position, is accomplis 
without chewing the pipe or straining 
chain. The Gealy Wrench and Mfg. Co., 
Broad street, Grove City, Pa., tell us ~ 
this feature is not the only merit of t 
product, however, and call attention to 


powerful grip obtained without crushing 
The strain which is usually throwr 


pipe. 


the handle bolts of other pipe wrenche 
compensated by the cam-lever principle 
construction used in the “Gealy.” ‘This - 
places all force between the handle and 
jaws with little pressure on the bolt, 
purpose of the bolt being to simply fa 
jaws to handle, where they are free to m 
Tight places and corners require a tool 
takes a short bite. The “Gealy” does 
Write for descriptive literature and men 
THE PLUMBERS’ TRADE JOURNAL. 
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A Varied Line of Brass Fittin 


The Kinsey & Mahler Co., Peoria, Ill, } 
supplied the trade with high-grade b 
goods for years, and during this time | 
always striven to uphold the meritorious 
utation which it has been their pleasur 
enjoy. Master plumbers and heating 
realize that while cost influences many | 
ers, quality is generally considered first 
more discriminating buyers, and in selec 
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Kinsey & Mahler brass goods they need 
fear inferior goods. We show herewith 
of their globe valve, which gives the re 
an idea of its construction. Plenty of m 
in the right place, good, strong thre 
large and ample wrench hold hexes and 
packing glands are characteristics of 

line. The steam line of brass goods is 

worthy of special attention. Write for « 
plete catalog and mention THE PLUME 
TRADE JOURNAL in your request. 
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‘loset Seat and Tank Trimmings 
of Every Description 


Seldom have we seen so complete and 
xclusive a line of brass trimmings for 
loset tank manufacturers or for the trade 
in repair work as that 

m of the Morency-Van 

Buren Mfg. Co., Stur- 
gis, Mich. Every metal 
W fitting used in the 
construction of closet 
tanks, high and low, 
seats and woodwork, 
can be found by per- 
using the splendid 
catalog of this house. 
Here we note flush 
valve spuds, levers, 
cast and stamped 
hinges, locknuts, coup- 
lings, connected waste 


and overflows, trap 
covers, unions and 
ball cocks. No scrap 


or inferior metal goes 
into the manufacture 
of this line of goods, 
the makers taking 
extreme pains to 
produce only goods 
worthy of their 
reputation, which 
is founded and _ sus- 
tained on strictly 
high-grade specialties. 
Our trade who have 
used Morency - Van 
Buren goods on repair 
work can substantiate 
these claims as well 
as the makers of 
tanks and seats. A 
atalog illustrated and with dimensions and 
ther useful data will be mailed to those 
vho address the Morency-Van Buren Co., 
nentioning THE PLUMBERS’ TRADE JOURNAL. 
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lohnson Heating Specialties For 
Temperature Controll 


The Johnson system of heat regulation em- 
joys no delicate working parts and trappy 
nechanical devices subject to frequent in- 
spection and overhauling. The Johnson de- 
fices are extensively used in connection with 
he heating of such structures as_ schools, 
iotels, hospitals and the like. The method 
ollowed consists of automatically controlling 


yy thermostat, the volume of’cold and warm 
lir entering the room. This is accomplished 
yy an auxiliary valve thermostatically gov- 
rned by a special device similar to a pres- 


ure reducing valve. The makers will be 
slad to send complete literature on the John- 
ion Intermediate Action Thermostat and the 
Johnson Heat Regulating Valves. Address 
he Johnson Service Company, Milwaukee, 
Wis, and mention TH PLUMBERS’ TRADE 
JOURNAL. 
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the Omega Generator 
Offers the Plumbers 


Modern sanitary luxuries, such as water 
supply, fine bathroom and kitchen, in the iso- 
ated house are of little use after all if the 
ywher must put up with the old methods of 
ighting, the kerosene light. Acetylene is a 
iafe and cheaply produced gas which can be 


What 


installed by individual owners and will fur- 
nish light and heat at even lower cost than 
municipal or corporation owned plants. The 
Omega acetylene generator, made py the Sun- 
light Gas Machine Co., 41-43 Warren street, 
New York City, fulfills every single require- 
ment as regards durability, economy and 
safety; in fact, has the highest approval of 
the National Board of Fire Underwriters. 
Our trade have realized the neat profit from 
the sale and installation of the gas machine 
and appliances, and many availed themselves 
of the splendid opportunity offered by the 
makers to represent their line. The Omega 
generators are simple and efficient, giving 
most satisfactory service under all demands, 


and without adjustments. Acetylene, when 
used for lighting, gives a far more brilliant 
light than electricity or any other agent, and 
in heating an intensely hot and smokeless 
flame. A number of sizes permits the plumb- 
er to select just the capacity adapted for his 
needs, be it small bungalow or large hotel. 
The many exclusive and improved ideas in- 
corporated in the construction of these ma- 
chines are thoroughly explained and illus- 
trated in the handsome catalog of the makers. 
Write for your copy and for any other infor- 
mation, and mention THE PLUMBERS’ TRADE 
JOURNAL, 
eae See 


Berger Display Stands for Closets 
and Lavatories 


No more attractive way of displaying lav- 
atories or closet combinations may be had 
than by the steel, portable stands made by 
the Berger. Special- 
ty Co., 16-18 20th 
street, Richmond, 
Va. These stands 
are adjustable for 
various. sized  fix- 
tures, rigidly con- 
structed with cas- 
tors for moving 
about and are 
aluminum finished. 
Their use in show 
rooms saves disfig- 
uring the walls 
with fastenings, and 
in show windows 
and like places 
make it an easy 
matter to change the fixtures about. The 
neat and clean appearance of the show room 
can always be maintained, since it requires 
little effort to move the exhibits when sweep- 
ing, ete. Write for circulars and prices of 
the Berger steel brackets, hose reels and 
stands and mention THE PLUMBERS’ TRADE 
JOURNAL. 
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Packing Cases of Corrugated 
Paper 


Jobbers and makers of sanitary pottery, 
woodwork, brass specialties and other goods 
used by our trade, who are not familiar with 
the desirable features of Hinde & Dauch cor- 
rugated fibreboard packing cases, do not ap- 
preciate the immense saving made possible 
by this form of packing. Every article, be it 
highly glazed china, polished woodwork or 
nickel fittings, may be thoroughly protected 
in corrugated board, which possesses the 
requisite strength, combined with toughness 
and resiliency. Besides the space and weight 
saved in handling is far too important a de- 
tail to pass unnoticed. The Hinde & Dauch 
Co., Sandusky, Ohio, offer the trade a com- 


Interested in 
Making Money? 


@ There is money to be made on a 
score of jobs right under your fingers—jobs that are waiting 
for a little aggressive work—a little real salesmanship on 
your part. 


@ This money is profit arising from 


the sale and installation of 


@ Country, suburban and village homes 
all about you are being equipped with some sort of water 
supply — they are all live pros- 

pects for a pneumatic water 

system. 


@ Jobs such as county 
farms, country clubs, schools, hos- 
pitals and institutions that require 
water supply, are being sold by 
someone. 


Direct Connected Electric Driven 


Leader fate. System. Fig, 185-E 


@ In handling feeder Waite. Systems, you 


are selling complete outfits designed by the master minds of 
the craft---equipment that is not picked up here, there and 
everywhere, or shipped from a dozen places, but is the result 
of painstaking care to furnish you the highest quality in the 
different styles. Our big plant at Decatur insures prompt 
shipment. 


@ Will you add the Leder iter System, 


to your line? If the cooperation of our engineering, sales and 
advertising departments means anything to you, you will not 
fail to fall in line. 


@ Trade Catalog E---fresh from the 


printers---is ready for you. A request on your letter head 
will bring it. You will also be interested in “The Question of 
Water,” a book for your customers. 


Decatur, Ill. and Owego, N. Y. 
New York City Office, 15 William St. Chicago Office, Monadnock Block 


Outfit 
Fig. 151-E 
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Some of the Prominent Advertisers 
H. & D. 


in these Columns use 


CORRUGATED FIBRE BOXES 


For shipments of BATH ROOM FIX- 
TURES and BRASS GOODS, with 


handsome savings 


IN COST IN FREIGHT 
IN STORAGE ROOM 
IN HANDLING IN PACKING 


H. & D. Boxes please the cus- 
tomer by their Convenience and Clean- 
liness, and they are covered with 


FREE SPACE 


for advertising. Write us and let us. refer 


you to our SATISFIED CUSTOMERS 


THE HINDE & DAUCH PAPER CO. Sandusky, 0. 


Canadian Trade Address Toronto, Canada 


of our 

No.4%4 

Fuller 

Bath Cocks sold last year 


You know the reason. 


NORTHERN BRASS MFG. CO. 
_Waukegan, Ill 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seat and no 
outside’ oints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SANSEALO DRAINS are unequalled for Efficiency 


and Durability. Send for circular 


Kansas City, Mo. 


Crampton-Farley Brass Co. 
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36 Tong On Earth—“T ‘ 
3 Greatest long Un kart : 
@) 
8 IT’S NEW —IT’S DIFFERENT } 
8 Positive Grip— In- ® 
@ stant -self-Release— 8 
8 Will not crush Pipe. © 
8 For over head work O} 
i @) 
@) —in corners and 
s tight places, IT IS © 
© PERFECT. . : © 
8 Try “THE GEALY”’ THE GEALY © 
© and be convinced. PAT. OCT.17 1905. 
© Write for data and See the Slot 8 
8 trial proposition. Loosly Mounted 2 
O aws 
° ety Wrench News Sores © 
e : Co. rinciple ® 
2 20 arene STREET Bap ste S(O) 
GROVE CITY, PA. sabes tk 8 
© DOOOOOSOOOQOQOOQOOOOOOOQOOOOOE © 


plete line of boxes of all sizes. Packing in- 


dividually gives distinction to the manufac- 
turer and damage through careless packing 
Write for 


is almost impossible. interesting 


booklet ‘‘How to Pack It.” It will be sent to 
the trade who mention THE PLUMBERS’ TRADE 
JOURNAL. 
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Heiland’s Gasoline Furnaces and 
Torches 


Some important new features have been 
added to Heiland’s “Climax” gasoline fur- 
nace that no doubt interest the particular 
mechanic. By examining the cut shown here- 
with, you will notice that the reservoir is 
larger and of one piece, also with a large 
funnel filling cup which eliminates the old 
trouble of making a paper funnel, or spilling 
the oil all over the floor. The uprights and 
top plates are twice the regular thickness, 
and the hood is larger (8 in.), taking a large 
lead pct and allowing plenty of air to cir- 
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culate. All the fittings are extra heavy and 
each furnace is tested with gasoline before 
leaving the factory. 

The Heiland “Hot Test’‘ gasoline torch is 
made with the same mechanical _ skill. 
Prices and circulars will be sent upon appli- 
cation to Geo. W. Heiland, 149-151 W. 35th 
street, New York City. Mention THE PLUMB- 
ERS’ TRADE JOURNAL. 
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Wheeling Sanitary Fixtures a 


Distinctive Line 


The popularity of the Wheeling Sanitary 
Mfg. Co.’s high-grade vitreous china ware is 
so well known to the trade that there is little 
this article may do except to call the trade’s 
attention to the various new designs which 
are constantly being added from time to time, 
and which are advertised elsewhere in THE 
PLUMBERS’ TRADE JOURNAL. The products of 
this concern are classified under three heads 
—plumbers’ vitreous china ware, solid porce- 
lain and enameled iron ware. The vitreous 
china ware products are made at the River- 
side Bianch, Wheeling, W. Va.; the solid por- 
celain at the Avon Department, Tiltonville, 
Ohio, and the enameled iron at Elm Grove, 
W. Va. In vitreous china ware the Wheeling 
Sanitary Mfg. Co. make urinals, closet bowls, 
closet tanks, lavatories and basins; in solid 
porcelain, laundry trays, sinks, bathtubs, lav- 
atories and urinal stalls, and the enameled 
goods, bathtubs, lavatories, stinks and closet 
tanks. A complete corps of designers are 
constantly at work preparing new designs 
and every improved sanitary fixture may be 
found in these comprehensive lines. An un- 
usually hard-fired and carefully glazed finish 
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is given the closet bowls and the clear ring 
which is heard when the solid porcelain goods 
are struck indicates the highest quality of 
materials. These goods have been specified by 
discriminating architects and plumbers and 
have been used in such important buildings 
as the Seneca Hotel, Rochester, N. Y.; the 


Hermitage Hotel, Nashville, Tenn., and the 
Statler Hotels, Cleveland, Ohio, and Buffalo, 
N. Y.; also other large contracts too numer- 
ous to mention. Copies of this firm’s catalog 
will be mailed to our trade who address them 
mentioning THE PLUMBERS’ TRADE JOURNAL, 
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A Drinking Fountain that Doesn’t 
Freeze 7 


A non-freezible bubbling drinking fountain 
that can be used in most exposed places is 
the “Murdock Bubble-Font,’ manufactured 
by the Murdock Mfg. Company, Cincinnati, 
Ohio. This device is designed somewhat after 


SUPPLY 
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< TRAP 


N\. WASTE toSENER 


the famous genuine Murdock self-drainins 
hydrant that has become universally known 
within the past twenty-five years. The foot 
operating device controlls the valve and per- 
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mits same to flow only as long as the pres- 
sure of the foot is upon it. As soon as the 
font is out of use all water in the supply 
pipe drains to the sewer, the valve being be- 
low the frost-line. The makers claim freez- 
ing impossible. Three hundred and sixty-five 
days’ service is guaranteed users of Murdock 
Bubble-Fonts. The matter of repairs is an 
exceedingly simple operaticn, as parts sub- 
ject to wear are accessible without digging 
up the fountain. The waste outlet is trapped 
to prevent the backing of sewer gas, though 
the fixture and the whole apparatus is heavy 
and will withstand the abuse usually accord- 
ed such devices in public parks, streets, 
schools, etc. Write for catalog of the genu- 
ine Murdock fonts and hydrants, and men- 
tion THE PLUMBERS’ TRADE JOURNAL. 
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A Satisfactory Brass and Iron 
Union 


The compression disc union shown here- 
with is the product of the Illinois Malleable 
Iron Co., 1801-1825 Diversey Parkway, Chi- 
eago, Ill. Since this article appeared on the 
market some months ago the demand has 
gradually grown, until now this union has 
become known to every plumbing and heat- 
ing man. The compression dise union is 
made of best quality air furnace malleable 
iron with brass ring and is extra heavy, so 
that it can be used on high pressures. As 
will be noted from the accompanying cut, 


both faces of the union are beveled so that in 
compressing the two parts, the brass ring is 
squeezed so that a perfectly tight joint is ob- 
tained. The seating principle is exactly like 
that of a dise valve, hence the name, com- 
pression disc. In order that every union will 
be without defects each is given test under 
air pressure submerged in water. This firm 
also manufacturers hot water and steam 
heating boilers, auxiliary tank heaters, laun- 
dry heaters, malleable and cast iron fittings, 
and other specialties. Write for catalog and 
mention THE PLUMBERS’ TRADE JOURNAL. 
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“D” Fittings Generally Known 
and Used 


The Thomas Devlin Mfg. Co. are the man- 
ufacturers of the world renowned “D’’ fit- 
tings, at their factories in Philadelphia, Pa., 
and Burlington, N. J. The “D” fittings have 
a well deserved reputation, and as a result 
they are to be found in every market in the 
whole civilized world: America, North and 
South; Europe, Asia, Africa and Oceanica. 
The success of the “D” fittings is indeed grat- 
ifying and is proof that the untiring efforts 
of the president of the Thomas Devlin Mfg. 
Co., who has spent a life-time studying how 
to produce the best which would enable his 
company to compete with the manufacturers 
of the world, and that much desired result 
seems to have been accomplished. <A few 
facts are all that are necessary to point out 
why the ‘“D” fittings have attained such a 
pronounced advantage in securing a prefer- 
ence with the trade: 

Ist. They are made of the best materials 
obtainable, and treated in the annealing pro- 
_ cess by up-to-date, scientific methods, elimi- 
nating the carbon or brittle element in the 
iron, thus producing the toughest kind of iron 
castings known to science. 

2nd. The sizes are scientifically propor- 
tioned from the smallest to the largest fit- 
ting; a tee can replace an ell of the same size 
and vice-versa. 

3rd. The “D” fittings are second to none 
; for design, quality and finish. For the Amer- 
ican market they are threaded “Briggs” stan- 
dard taper threads, and are recessed on all 


outlets and are absolutely true and at right 
angles. The same applies to fittings for for- 
eign markets, except that they are threaded 
with “Whitworth’s” British standard threads 
where required. 

4th. The fact that they are properly an- 
nealed insures them to stand a much greater 
test than required. Sizes as small as % in. 
have stood hydraulic tests ranging from 500 
to 5,000 pounds. 

5th. Just a word about unions. The Per- 
fection ‘“D” copper seat union, female swivel 
union ell, male swivel union ell, female swivel 
union run tee, male swivel union run tee, cir- 
culating boiler ell and union boiler ell socket 
are made with the copper seats inserted, 
that are claimed to remain absolutely secure 


under all working conditions ; and what prac- 
tical man does not know the advantages of 
copper as a reliable joint for steam or any 
kind of water? A trial will convince you. 

6th. The “D” railing fittings have a sleeve- 
like projection extending beyond the thread 
which is cast on so as to cover the thread of 
the pipe, thus making a neat finish. 

7th. In addition to the full and complete 
line of ‘D” fittings for steam, water and gas, 
as well as railing fittings, this company alsc 
manufacturers grey iron, bronze and alumi- 
num castings and a great and varied assort- 
ment of specialties; all kinds of small fine 
special machine and pattern work finished in 


electric bronze, nickel, silver plating, japan- | 


ing, tinning and galvanizing. 

8th. Their machinery used for threading 
is of the latest and best designed; employ 
modern methods, and the entire workings of 
the company are at all times under the direct 
supervision of Thomas Devlin, who is one of 
the active leaders of modern progress. Cata- 
logs of the Thos. Devlin Mfg. Co., 3rd and 
Lehigh avenues, Philadelphia, Pa., will be 
mailed to our readers who mention THE 
PLUMBERS’ TRADE JOURNAL. 
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Installing a Closet Below Sewer 
Level 


Many installations of closets below the 
sewer level have been brought about by the 
introduction of the “Sands” pump closets, 
made by A. B. Sands & Co., 22-24 Vesey 
street, New York City. We show herewith a 
type of fixture which has won an enviable 
reputation in such work, raising and dis- 
charging its waste a distance of ten feet or 
more. The tremendous success which fol- 
lowed its use in marine work, encouraged its 


makers to adapt such improvements and 
changes as would fit it for ordinary domestic 
use, and now hundreds of plumbers are glac 
to testify to the absolute satisfaction given 
under varied and rigorous usage. Tor limited 
spaces where a lavatory may be installed, 
the Sands Co. have brought out a line of 
folding lavatories that are ingenious in de- 
sign, eccmpact and fulfill every purpose of the 
stationary basin, besides saving a great deal 
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VOGEL 


Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can be subjected to the hardest usage withont *o+ng put 
out of order. 


The valves are most durable and the bowls have our 
special design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cun ieathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


A)l Hoppers have enam- 
eled rims. 


SEND FOR BOOKLET 


For sale by all jobbers 
Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning 
Looks Good Is Good 
Drawn Lead, not Cast 
“THAT'S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer, 


100 Schermerhorn St. BROOKLYN, N. Y, 


66 . 99 Bathroom 
Wilwear Fittings 
EVERYTHING FORTHE BATHROOM 


Master Piumbers— Following is a list of a few “WILWEAR” Bath 
Room Fittings that you will find it profitable to handle. 
Towel Bars—glass and brass, Towel Racks, Towel Hooks, Towel Rings, Match 
Holders, Match Scratchers, Cigar Rests, Combination Plate Glass Shelves ai d 
Brackets, Toilet Paper Holders, Whisk Broom Holders, Soap Dishes, Tub Soap 
Dishes, Tub Soap and Brush Holders, Tub Sponge Holders, Combination ‘Tub 
Sponge and Soap and Brush Holders, Glass Holders, Tooth Brush Holders- 

Powder Box Holders, Bath Tub Seats, Mirrors. 


We fully guarantee all our goods and stand back of them. 
All designs are shown in our Catalog ‘“‘P.’’ Send for it. 


The Novelty Mfg. Co. 
Waterbury, Conn. 


CUMBERLAND 


NEW YORK 
Broadway at 54th Street 


Near 50th Street Subway Station and 53d Street Elevated 


“Broadway” Oars from Grand Central Depot pass the door 


NEW and FIREPROOF 


Best Hotel Accommodations in New York At Reasonable Rates 


$2.50 with bath, and up 


Special Rates for Permanent Guests. European Plan 
All Hardwood Floors and Oriental Rugs 


Ten minutes’ walk to 30 Theatres 


EXCELLENT RESTAURANT PRICES MODERATE 


Send for Booklet 
HARRY *. STIMSON, Formerly with Hotel Imperial 


Only New York Hotel window-screened throughout 
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TEST BY 
SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


Gis 
The Triplex Test Apparatus 


Tests old work or new 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and 
Leading Master Plumbers. 


Mechanic’s time saved soon pays 
for apparatus. 


So simple any one can use it. 


FOR SALE BY 
Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn.; 
M. Glauber & Co., New York. 


Your Experience Proves 


No.13 Trap That it does not pay to install 
cheap inferior grades of Con- 
nected Sere peat te 
and Traps. eA. D. M. Co.’s| 

Upseeiass line meets the requirements 

IRON PIPE ofthe particular purchaser. 

Cast from new metal,finished 

= in Beautiful Triple Nickel 

‘| Plate and endorsed by lead- 

ing Sanitary Engineers and 

Inspectors, you are assured 

= of perfect satisfaction. Job- 

bers supply at factory priceor 

we ship direct forcash. Book- 

let with Master Plumbers’ 

Discount will save you dol- 
lars. 


A. D. Manufacturing Co. 
Detroit, Mich. U.S, A. 


RUNNING WATER 
Clear Fresh Sparkling 


Put a Paul Non-Storage System of Water Supply in your home 
and have running water for the house, barn, garage and fire 
protection. Turn any faucet and compressed 
airinstantly forces the water from the well, 
spring or cistern. Everything simple, re- 
liable, economical. The trade mark ‘‘Paul’”’ 
guarantees this. Write for catalog No. 2024, 


FORT WAYNE ENGINEERING & MFG. CO., Fort Wayne, Ind., U.S. A, 


With a Forbes Pipe Cutting and Threading 
Machine One Man does the work of four. The 
Forbes is just four times as efficient as the 
old stock and die way. Run by either hand or 
power, it requires only one operator. 


New Catalogue free 


THE CURTIS & CURTIS CO. 
65 Garden St., Bridgeport, Conn. 


Pye 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


of valuable space. Catalogs of these fixtures 
will be sent to the trade who wish them, to- 
gether with literature showing a comprehen- 
sive line of supplies. Mention THE PLUMB- 
ERS’ TRADE JOURNAL in writing. 


SO 
Many Uses for the “Ingham” 
Mixers 


The many purposes to which the ‘‘Ingham” 
shower mixer can be adapted are embraced in 
the catalog of The Imperial Brass Mfg. Co., 
Centre avenue and Harrison street, Chicago, 
Ill., together with other information of partic- 
ular interest to owner, architect or master 
plumber. The luxury of the shower bath has 
been attained in the “Ingham” mixer, abso- 
lute safety to the bather against scalding, per- 
fectly noiseless, even temperature delivered, 
being a few of the meritorious features. An- 
other unique and important fact in connection 
with this mixer is that the steam and cold 
water can be incorporated without pounding 
or noise. The central control is obtained by 
an ingenious mechanism, the turning of the 


lever handle to any desired temperature, in- 
stantly regulating the flow. No alternate 
freezing and scalding flow or water. The con- 
struction of the “Ingham” mixer has received 
first consideration of the makers, only the 
best of materials and workmanship entering 
therein. “Ingham” mixers are made in sizes 
having capacities from 1 to 24 shower heads. 
Backed by an unconditional guarantee, the 
“Ingham” mixer is fulfilling most unusual 
requirements in all kinds of installations with 
credit to the plumber who installed same. 
Simple, perfect and easily installed. Write 
for booklet entitled “A Good Mixer,” and 
mention THE PLUMBERS’ TRADE JOURNAL, 


SERIE ones ce 


The I. X. L. Combination Guar- 


anteed Against Freezing 


The I. X. L. Pump & Mfg. Co., 957-61 N. 
9th street, Philadelphia, Pa., positively guar- 
antee their I. X. L. anti-freezing low-down 
combination closet, shown herewith, if in- 
stalled according to their directions. This 
fixture is now rendering unexcelled service in 
factories, stables, garages and other places 
where the closet must be located in exposed 
places. The combination includes porcelain 
lined tank with cover and valve, porcelain 
lined oval flush-rim hopper, finished oak 
closet seat with balance weight, self-closing 
hopper valve, ball valve rest and floor flange 
with bolts and nuts. The I. X. L. has many 
advantages which the practical man will rec- 


ognize without argument, namely, no flush 
pipes, no washers, no fittings inside tank, 
complete drainage of all water area and the 
easy manner of installing. Included in the 


list of specialties made by this concern we 
find sewage ejectors, 
systems, 


water 
beer 


cellar drainers, 


lifts, water air compressors, 


pumps, urinal flush sprays, air and water 
regulators, hopper valves, compound lever 
ball cocks, air chambers, ete. Every I. X. L. 
product bears the binding guaranteee of the 
makers. Write for catalog and mention THE 


PLUMBERS’ TRADE JOURNAL. 
ee ati es 


Tha Milwaukee Heat Generator 
Easily Installed 


The average owner of a hot water heating 
plant is open’ to arguments concerning his 
fuel bill, and the plumber who talks Mil- 
waukee Generators will 
find that this device 
is really all that the 
makers claim it to be. 
In the first place why 
bother with fitting up 
separate generators 
and’ extra expansion 
tanks when in the Mil- 
waukee is to be found 
the combination of 
both at no greater cost 
and far less trouble. 
Circulation can be pro- 
vided so that this tank 
cannot freeze, a fault 
sometimes encountered 
with other types, so 
the makers advise us. 
The simple operation 
of connecting up the 
Milwaukee is but the 
work of a few min- 
utes and is  under- 
stood by any helper. 
The mercury seal can- 
not stick as in me- 


PATENTED 

chanical devices is the claim of the makers. 
The pressure generated through the expan- 
sion of the water causes a slight pressure to 
be exerted upon the system, which results 
in a hastened circulation with greater econ- 


omy of fuel consumption. Then again, the 
material reduction in the sizes of piping and 
radiation places the accelerated hot water 
heating system where it can compete with 
steam, and even the hot air furnace, in heat- 
ing. An interesting booklet on heating will 
be sent to our readers explaining the merits 
of the Milwaukee on request to the Milwau- 
kee Heat Generator Co., 460 11th avenue, 
Milwaukee, Wis., or to Beard & Beard, Read- 
ing, Pa., mentioning THr PLUMBERS’ TRADE 
JOURNAL. 
aan ASaREUIETEEDeeeE 


The “Quin See” Service Box An- 


swers All Requirements 


The well-known firm, the Modern Iron 
Works, Quincy, Ill., has met with splendid 
success since introducing its “Quin-See’’ curb 
box in 1907. This device has been used with 
perfect results. by hundreds of plumbers, 
water and gas works. The ‘Quin-See’ has 
an unbreakable top that cannot be removed 


SMOOTH -ON 


Approved by the Philadelphia Board of Health ; 
The Improved “IXL” Anti-Freezing 
Low Down Combination made to be 


used with er without a pit under them. 
- SAME PRICE 


The “IXL” Anti-Freezing Closet can be in- 
stalled very quickly, it is simple, not compli- 
cated, nothing inside of tank but the stand- 
Pipe; gives no trouble, is cheaper, infringes 
no patents. Can as much be said for others? 
THAT’S ALL 
A Few of Our Specialties 
“IXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freezing 
Closets, Belt or Electric Driven Air Com- 
pressors, Beer Pumps, Factory or Mill Clos- 
ets, Seat Action Closets High and Low Down, 
Pull Combinations High and Low Down, 
Automatic Syphon Tanks 1% to 2% Syphon, 
Urinal Sprays, Compound Air and Water Re- 
gulators, High Tank Anti-Freezing Combin- 
ations Air and Water Regulators, Hopper 
Valves, (Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, Valve 
Rests, Air Chambers. | 
We guarantee them in every respect. 
Send for Catalogue 


“IXL” PUMP & MFG. CO 
PATENTEES anpb MAKERS - 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


Positively stop all leaks 
of steam, water, fire or oil; 
in iron, steel or concrete. 

They are easy to apply, 
harden quickly and make 
permanent repairs; proved 
by years in use. 


New 104 page illustrated instruction ae 
book No. 12 free > 


SMOOTH-ON 
Manufacturing Co. | 
JERSEY CITY, N. J. . J 


231 N. Jefferson St. 
CHiCAGO 


36 Sacramento St. 


SAN 
FRANCISCO 


8 White St. 
MOORFIELDS, 
E. C. 
LONDON 


BCEMBER, 15TH, 1912 


Always Trium phs 


Hundreds and hundreds of 


The McAuliffe 
Non -Siphoning 


Trap 
Ithas never been 
siphoned. 


Note the deep 
seal and very 
large water 
body. See how 
it is made? 
Reason it out 
for yourself. 
You can only 
get one con- 
elusion—the 
McAuliffe is IT. 
Send for par- 
ticulars. 


McAuliffe Non-Siphoning Trap Co. 


: 51-53 Pearl St,. Chelsea, Mass. 
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MSAULIFFE’S 
PATENT 


| FOR THE 
FREE iSkin 1 


STARBUCK’S 
1913” 


POCKET CATALOC 


OF PLUMBERS’ TOOLS 


Every Tool a Plumber Uses 
Lots of New Tools 


-STARBUCK’S 


"1913" 


PUBLICATION CATALOC 
24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
AND HEATING 
ESTIMATE BOOKS. TIME CARDS, 
CONTRACT FORMS, ETC. 
Both Catalogs Just Published 


R. M. Starbuck & Sons, 
Asylum St. Hartford, Conn. 


COMMONWEALTH HOTEL 


; CINC.) 
Opposite State House, Boston, Mass. 


Offers rooms with hot and cold water for 
$1.00 per day and up which includes free use 
of public shower baths. 


‘Nothing to Equal This in New 
England 


» ‘Rooms with private baths for $1.50 per day 
and up; suites of two rooms and bath for $4.00 
per day and up. 

Dining Room and Cafe First-Class European 


ABSOLUTELY FIREPROOF 


Stone floors, nothing wood but the doors. 

Equipped with its own Sanitary Vacuum 
Cleaning Plant. - 

Long distance telephone in every room. 


Strictly a Temperance Hotel 
: SEND FOR BOOKLET 


STORER E. CRAFTS, cen. Mgr. 


and allow the box to become filled with dirt, 
thus rendering the device out of service. The 
lower portion fits closely about the stop cock 
and prevents it from turning sideways. 

To turn on or off the supply the shut-off 
key can easily be inserted into the rod re- 
ceiver, which is attached to the stop cock. 
Another feature of the “Quin-See’” is that it 
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can be adjusted or extended at the surface 
without digging up. High-grade cast iron is 
the material from which the “Quin-See”’ curb 
box is made, excepting the upper section, 
which is of pipe, and all parts are strongly 
built to insure long life. Write the manufac- 
turers for literature, showing a complete line 
of cast iron specialties. Mention THE PLUMB- 
ERS’ TRADE JOURNAL. 
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Saving Fuel by Close Heat Resgu- 
lation 


So sensitive is the controlling mechanism 
of the “‘Crandon” automatic thermostat heat 
regulator that a variation in atmospheric 
conditions of even 
one degree is in- 
stantly effective 
upon the drafts 
and dampers of the 
heating apparatus 
through the medi- 
um of their im- 
proved and_ sensi- 
tive thermostat ar- 
rangement. Hot 
water, hot air and 
steam systems can 
be made self-regu- 
lating, except for 
the supply of fuel. 
The thermometer 
indicator of the 
“Crandon” appara- 
tus, illustrated here- 
with, is an attract- 
ive and inconspicu- 
ous device which is 
usually placed in 
the living room, and 
the indicator is set 
at the desired tem- 
perature. Hundreds 
of pleased customers 
testify to the satis- 
faction obtained by 
its use, as well as the actual saving in fuel, 
which, of course, is a natural consequence 
of uniformly regulated fires. A feature 
which appeals to all home owners is the fact 
that it absolutely maintains an even degree 
of temperature throughout the night, and 
requires no attention after being set. In the 
morning a simple turning of the indicator 
to the desired day temperature quickly 
brings the fire up without a trip to the base- 
ent. The clock attachment, which can also 
be supplied with the apparatus, is arranged 


to automatically set the indicator at the re- 
quired day heat at any desired hour in the 
morning. Be prepared to talk from _ the 
shoulder by reading the catalog and litera- 
ture, which every heating man may procure 
by addressing the Crandon Mfg. Company, 
Bellows Falls, Vt., and mentioning THE 
PLUMBERS’ TRADE JOURNAL. 
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The Minneapolis No. 60 Resulator 
Ornamental 


The perfection of such devices is said by 
the makers to be represented in the latest 
model Minneapolis thermostatic heat regula- 
tor shown here. To 
those who appreciate 
a faultless regulator 
adaptable to either 
steam, hot air or hot 
water heating appar- 
atus this device ap- 
peals most strongly. 
Nothing delicate . or 
likely to get out of 
order will be found in 
the Minneapolis. The 
square, 8-day clock at- 
tachment is the latest 
idea and has made an 
instant hit with both 
owners and plumbers 
alike. It is a high- 
grade timepiece, strik- 
ing half-hours,  re- 
peated alarm, jeweled 
bearings, solid brass 
case, porcelain dial 
with glass sides and 
front. To remove the 
elock it is only neces- 
sary to press a lever, 
when it can be carried to any of the rooms 
of the house and be replaced just as easily 
at night. At night time set the pointer at 
the desired temperature and press the bot- 
tom and a close control will be maintained 
on the system all night. There is profit and 
business in their installation, and they may 
be fitted to old or new jobs. Write the Min- 
neapolis Heat Regulator Co., Minneapolis, 
Minn., for latest catalog. It contains infor- 
mation of interest to every heating man. 
Mention THE PLUMBERS’ TRADE JOURNAL. 
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“Never-Split” Seats Shipped to 


Australia 


From present indications it appears that 
during the new administration an entirely 
different view of the tariff question will be 
taken than during the present administration. 
It appears that since the last reign of the 
Democrats great progress has been made by 
the American manufacturers in reducing 
their manufacturing costs, as well as increas- 
ing the quality of their products. This is 
evidenced by the numerous orders for closet 
seats which have recently been received from 
Australia by the Never-Split Seat Company, 


Evansville, Ind. During the last month this 
company has received some 30 odd individual 
orders from Australia,-amounting to practi- 
eally a full sized train load of seats. In in- 
quiring as to how the seats were first intro- 
duced in Australia, our reporter was advised 
that it was almost impossible to trace the 
source of the inquiries or the orders, but as 
the Never-Slip Seat Company are extensive 
PLUMBERS’ TRADE JOURNAL advertisers, it is 
evident that their success has been due part- 
ly to this medium. This merely illustrates 
what can be accomplished by American man- 
ufacturers when their attention is focused 
upon success. Write for literature and men- 
tion THE PLUMBERS’ TRADE JOURNAL. 
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ART DECORATIONS 
IN FULL COLORS 


FREE 


O every reader of this maga- 

zine who is interested in 
nature and animals and outdoor 
life we shall be pleased to send, 
without charge, 8 beautiful pic- 
tures of outdoor subjects, retailing 
at 50 cents each. They are 
printed on*heavy art paper with- 
out lettering, and are unusual 
examples of the modern art of 
wild-life photography. Framed 
at moderate cost, they will make 
excellent decorations for your 
home, or they can be used just as 


they are. Size 1034 x 734 inches. 
WHY WE MAKE THIS OFFER 


We send these pictures to adver- 
tise our STANDARD LI- 
BRARY OF NATURAL 
HISTORY which has just been 
completed after years of labor and 
at great expense. It contains over 
2,000 illustrations from 
photographs—secured in 


actual 
many 
cases by special expeditions to 
foreign lands. It gives in untech- 
nical language the salient facts 
about animals and is enlivened 
with many an anecdote and tale 


of adventure in the field. 


NO OBLIGATION WHATEVER 


Your application for the picture 
imposes no obligation to purchase 
the Library. We forward the 
pictures, with a description of the 
books, by mail postpaid. You 
will not be bothered by agents or 
canvassers. Mail the accompany- 


ing coupon promptly. 


THE UNIVERSITY SOCIETY 
44-60 East 23d St. New York City 


The University Society, New York 


PLEASE send me, postpaid, the 
8 pictures you offer, with a de- 
scription of the “Standard Library 


of Natural History.” It is under- 
stood that the sending of this cou- 


pon does not in any way obligate 
me. Po TJ. Y2el5-12 


Name 


Address 
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DURABLE RELIABLE 


Improved 


“CLIMAX” 
Automatic 


hang 


Smallest con- 
sumption of 
live water for 
dead water 
discharged 


Cc. M. KEMP MFG. CO. 


Baltimore, Md. 


SIMPLE EFFICIENT 


AMERICAN and NEW NIAGARA 
WATER METERS 


Jewel Bearing Intermediate Gears 
Self Cleaning and Sanitary 
Adjustment for Pressure 
Extra Thick, Strong Disc 
Fewest Parts 


BUFFALO METER CO. 
290 Terrace, Buffalo, N. Y. 


Established 1882 


Neptune Meter Co. 


Manufacturers of 


The Well-known Trident 
Frost-proof Water Meters 


E 


WRITE FOR CATALOG 


Main office 
90 West Street, New York City 


CHICAGO BOSTON ATLANTA LOS ANGELES 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


TRADE PAMPHLETS AND CATALOGS SENT 
UPON REQUEST BY MENTIONING THe 
PLUMBERS’ TRADE /OURNAL 


Our trade will be interested in ‘The Mod- 
ern Gasoline Automobile,’ just off the press, 
and ready for sale by The Plumbers’ Trade 

: Journal Publishing 

—— = Cos, 45: Wan 34th 
street, New York 
City. This book has 
more than 700 pages, 
500 illustrations and 
10 large folding 
plates. Everything is 
‘ explained so simply 
that anyone of aver- 
‘ age intelligence may 
\< gain a comprehen- 
sive knowledge. of 
the gasoline automo- 
bile. The information is up-to-date and in- 
cludes, in addition to an exposition of prin- 
ciples of construction and description of all 
types of automobiles and their components, 
valuable money-saving hints on the care and 
operation of motor cars propelled by iternal 
combustion engines. Among some of the 
subjects treated might be mentioned: Tor- 
pedo and other symmetrical body forms de- 
signed to reduce air resistance; sleeve valve, 
rotary valve and other types of silent mo- 
tors; increasing tendency to favor worm- 
gear power-transmission; universal applica- 


tion of magneto ignition; development of 
automobile electric-lighting systems; block 
motors; underslung chassis; application of 


practical self-starters; long stroke and offset 
cylinder motors; latest automobile lubrica- 
tion systems; silent chains for valve opera- 
tion and change-speed gearing; the use of 
front wheel brakes and many other detail re- 
finements. By a careful study of tne pages 
of this book one can gain practical knowl- 
edge of automobile construction that will 
save time, money and worry. The book tells 
you just what to do, how and when to do it. 
Nothing has been omitted, no detail has been 
slighted. Every part of the automobile, its 
equipment, accessories, tools, supplies, spare 
parts necessary, ete., have been discussed 
comprehensively. If you are or intend to be- 
come a motorist, or are in any way inter- 
ested in the modern gasoline automobile, this 
is a book you cannot afford to be without. 
Copies will be sent for $2.50 (prepaid), upon 
receipt of express or post office order. 


Our trade whose contact with gas and 
gasoline engines, in pumping plants, auto- 
mcbiles and motorcycles will find an interest- 
ing work in the volume, 
“Gasoline Engines, 
y Their Operation, Use 
|) and Care,” now for sale 
by The Plumbers’ Trade 
Journal Publishing Co., 
45 W. 34th street, New 
York City. This sim- 
ple and practical work 
will be appreciated by 
the amateur or profes- 
sional. The care, oper- 

ation, installation and 
repair of all types are carefully covered in 
this edition, having especially been prepared 
for the owner, operator or purchaser who is 
unfamiliar with the technicalities of inter- 
nal combustion engines. The price is $1.50 
per volume (prepaid), and remittance should 
be by post office or express money order. 
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Plumbers and other mechanics will find a 
useful and valuable assistant in the book 
entitled “Soft Soldering, Hard Soldering and 
Brazing.” Nearly 200 pages are devoted to 
a most comprehensive treatise on the fore- 
going subjects, and which should be read by 
every novice as well as expert. A number of 
receipts are given for soldering acids and 
solders. <A few of the subjects embraced are 
the care of soldering irons, solders and fluxes, 
soldering fluids, soldering operations, diffi- 
eult problems in soldering, wiping joints, 


electrical soldering and brazing. This book 
will be sent prepaid for $1.00 per volume, 
and remittances should be made to The 
Plumbers’ Trade Journal Publishing Co., 45 
W. 34th street, New York City. 


Our readers who have not received copies 
of the big catalog of the Illinois Malleable 
Iron Company, Diversay Driveway, Chicago, 
Ill., should write at once, inasmuch as the 
edition is necessarily limited. Seldom has 
THE PLUMBERS’ TRADE JOURNAL reviewed so 
complete a catalog. This book of nearly 500 
pages illustrates and describes an unusually 
complete line of steam and hot water boilers, 
malleable and grey air castings of every de- 
scription, pipe, steam-fitters, engineers, gas, 
water works and railroad _ supplies. The 
tables which are given are also of great value 
to plumbing and heating men. Kindly men- 
tion THE PLUMBERS’ TRADE JOURNAL in your 
request to the Illinois Malleable Iron Co. 


“Catalog A,” a 32-page publication of the 
Bangor Slate Mfg. Co., Bangor, Pa., shows 
almost every possibility where slate can be 
used in sanitary work. The edition is a 
spendidly printed and arranged work and 
shows a comprehensive line of metal goods 
also uséd in slate work. The recognized ad- 
vantages of slate in schools, public buildings, 
factories, ete., are interestingly and forcibly 
set forth, and we advise our readers to ob- 
tain copies of this catalog. In writing kindly 
mention THE PLUMBERS’ TRADE JOURNAL. 


An attractive three-page folder, showing a 
complete bathroom equipment—tub, lavatory 
and toilet—has been prepared by The Peck 
Bros. & Co., 219 W. 49th street, New York 
City, and New Haven, Conn. The “Sensible” 
shower is also illustrated. The opportunities 
of securing high-grade outfits at right prices 
are presented in this circular, and our trade 
should write to be placed on the mailing list. 
Mention THE PLUMBERS’ TRADE JOURNAL. 


Abendroth Bros., Port Chester, N. Y., 
well-known makers of cast iron heating 
boilers, both square and round, have recently 
distributed to the trade copies of their latest 
catalog containing 48 pages of interesting 
and worth-while information, the last pages 
being given to valuable data for the heating 
man. Both steam and hot water boilers are 
shown and _ sectional views illustrate the 
many advantages of Abendroth products. 
Our readers who are interested may have 
duplicates of this publication by writing the 
manufacturers, mentioning THE PLUMBERS’ 
TRADE JOURNAL. 


The vital importance of using only the best 
soil pipes and fittings in sanitary work is 
carefully discussed in the publication entitled 
“Does the Soil Pipe You Use Leak Sewer 
Gas?’ The booklet is being sent to the trade 
by the Central Foundry Co., 90 West street, 
New York City. Attention is called to the 
careful methods of manufacture carried on at 
their foundries in order to produce perfect 
goods. Out trade will find good reading in 
this literature, and in writing for copies 
should mention THL PLUMBERS’ TRADE JOUR- 
NAL. 


The general distribution of the catalogs of 
the Hamburg Boiler Works, Hamburg, Pa., 
has been begun, and our trade throughout 
the country are receiving copies. This con- 
cern show in their literature a large line of 
tanks for every use and also wrought steel 
steam and hot water boilers. Hamburg 
tanks are made of wrought steel plate and 
are tested from 100 to 300 lbs. pressure test. 
Pneumatic water systems, oil storage, water 
supply tanks, air receivers and special work 
are but a few of the products of this house. 
Any reader of THE PLUMBERS’ TRADE JOUR- 


i 


*, 


NAL who has not received this printed matter — 
may obtain same by addressing the concer Ne 
and mentioning THE PLUMBERS’ TRADE JouR- 
NAL. 


An idea of the usefulness of slate in cone 
nection with sanitary installations of today — 
will be obtained from a perusal of the Ban-_ 
gor Slate Mfg. Company’s Catalcg A, just off 
the press. The information contained in the — 
pages is of value to architect, owner or 
plumber alike. Drawings with all roughing- — 
in dimensions make this a handy book for — 
anyone. using sanitary slate goods, while 
some half-dozen pages show a _ high-grade 
line of nickel-plated brass fittings and ac- 
cessories, such as are used in the erection 
of slate. In writing this concern for catalog 
please mention THE PLUMBERS’ TRADE JOUR- © 
NAL. 
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A handsome catalog, addressed to patrons, 
architects, builders and dealers, has recently 
been compiled by Northrop, Coburn & Dodge 


Co, 40 Cherry 
street, New York 
City, expounding — 
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cern should b 
noted by 

5 plumber. This prod- 
uct is suitable for interiors of hospitals, in 
stitutions, churches, schools, theatres, lodge 
rooms, warehouses, stores and_ residences. 
Buildings of all shapes can be easily treatec 
with metal ceilings or sidewalls, this material 
proving very durable, decorative, incombusti 
ble and sanitary. Tllustrations showing uni- 
form scale and groups of patterns give th 
reader an exact idea of the combinations pro- 
curable. In writing for this catalog mention 
THE PLUMBERS’ TRADE JOURNAL. »} 


The merits of the Pierce triangular ba 
grate are clearly and concisely expounded in 
a brief little 16-page catalog. Printed in two 
colors, this well illustrated literature serves 
to acquaint our trade with the advantages of 
this type of construction. Interchangeability 
is another important item covered in this— 
edition. Those cf our trade who are un- 
familiar with the excellent features embodied 
in the Pierce, Butler & Pierce Mfg. Co.’s line — 
of heating boilers and accessories should © 
write for catalogs, mentioning THE PLUMB- — 
ERS’ TRADE JOURNAL. 


“A Fire Department in Your Building” is — 
the title of a snappy booklet just off the 
press and being distributed among the trade 

by H.W. Johns-Man- 
|| ville Co., 41st street — 
and Madison ave-— 
| nue, New York City. 
| This two-color cat- 
alog shows a num- 
ber of the J-M fire 
extinguishing appli- 
ances. Our readers 
who are intereste 
in fire’ protection 
systems and equip 
ment should by all 
means. read _ thi 
booklet. Write for 
copies and mentio 
| THe PLUMBERS” 
TRADE JOURNAL in your request. 


in Your Building 


A special circular has been prepared by 
the Smooth-On Mfg. Co., Jersey City, N. J., 
directed particularly to engineers, in response 
to numerous requests for directions in stop- 
ping screw pipe thread leaks. This little 
effort should be read by every plumber as 
well, for the information therein will doubt-— 
less prove of great value at some future time. 
Anyone sending his name and adress to the- 
Smooth-On Co., mentioning THe PLUMBERS’ 
TRADE JOURNAL, will receive a copy of this | 
printed matter. re 
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A good way to fasten a wood handle 
onto a tool is to fill the hole full of 
shellac; then heat the shank of the too! 
almost red and press it home. q 
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CREDIT FOR INTENTIONS 


Bap PAYING CUSTOMER—Why do you re- 
use to charge these repairs up as usual? 
‘ou know I have no wish to beat you out 
f your money. 

MASTER PLUMBER—My dear sir. I'll give 
ou credit for good intentions, but not for 
ny more porcelain bath tubs. 
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HOW DID SHE KNOW? 


JOURNEYMAN’S WIFE—Mrs. Jones has the 
orst habit. 

JOURNEYMAN—What is it, dear? 
JOURNEYMAN’S Wuire—She turns around 
nd looks back every time we pass on the 
treet ! 

JOURNEYMAN—How do you know she does? 
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RECOMMENDATION FOR FATHER 


“Were you glad when papa proposed to 
ou?” inquired the plumber’s little son. 

. “Why, of course I was, dear,’ replied his 
amma, 

“He’s such a nice man. It would have 
een a shame if you had let him marry out 
f our family.” 
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NOT HIS FAULT 
His Betrrrr HALF—Broke again! It seems 
) me you are always short of money. 
Sporty ButLper (a pinochle player)—It is 
ue to the way I was raised. 
Wirtre—That’s right; blame it on your 
oor father and mother. 
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MAKING THE BUSINESS PAY 

“I was going to give Wrench a little 
riendly advice this morning,’ said _ the 
lectrical contractor. 

“And didn’t you?” asked his friend. 

“No; he started to tell me how to run 
1y affairs, and that’s something I’ll tolerate 
rom no man.” 
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TAKING A BACK SEAT 


“So Jaggs still rides horseback. He’s 
way behind the times,’ said the collector. 
“T don’t see it that way,’ remarked the 
rder clerk. 
“Well, you’ll admit that he has to take a 
ack seat.” 
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BY THE PLUMBER-CARTOONIST 
DICK CLARKE 


HRISTMAS, the merriest, cheeriest time 
3 is keen and crisp, as well becomes the 
of the whole year, is upon us. The air 
estive season. The streets are crowded with 
hoppers, toy venders and sightseers. Even 
TANK, the great helper, is thoroughly sat- 
irated with the spirit that reigns rampant. 
nto THE PLUMBERS’ TRADE JOURNAL Offices, 
usier than ever on account of the forthcom- 
ng Holiday Issue, strode the graceful and 
etite young hero the other day. He looked 
ike a young Santa in overalls, as his pockets 
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were bursting with oranges, apples, nuts and 
bulging bags of candies. His countenance 
beamed with good humor and affability. 

“Gee, whiz,’ he remarked to a group of 
proofreaders; “say, they ain’t nothin’ like 
this here Christmas season. Why, on every 
job I have been the past two days they have 
loaded me down with nice things. They al- 
Ways gives me somethin’ I likes, too, except 
a lady up on Sixth avenue, who give me a 
bunch of mistletoe. Will give it to my wife 
to kiss me under on Christmas. She will ap- 
preciate it much better than them slippers I 
was goin’ to buy~ fer her at the Rummage 
Sale.” 

“Oh, ho!” said an assistant editor, “so 
you and your wife have made up and are 
friends again?” 

“That all fell through. My lawyer told 
me to try to git th’ divorce on the grounds 
of dessertion. So when the case came up th’ 
judge asked me why I wanted a separation, 
and I said because she desserted me so much 
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I got indigestion. Her pies and cakes were 
something awful on a man’s stomach. But 
th’ judge fired th’ case out. Anyway, I’m 
just as glad, as I had a vacation from work 
all last month.” 

“Why, HANK, you don’t mean to say that 
work was slack over at the shop?” 

“Oh, no. But my wife got about twenty 
washings to do durin’ th’ month, so what 
was th’ use of me doin’ anything?” 

“Then you are once more enjoying connu- 
bial bliss?” 

“No, sir, we don’t ever try any of them 
new-fangled breakfast foods. Say, guess 
what I’m goin’ to give her fer Christmas be- 
sides the mistletoe?” 

“We can’t guess, HANK. What is it, a 
pretty brooch or necklace?” 

“Naw. It’s a box of cigars.” 

“Good heavens, does she smoke, HANK?” 

“Oh, no, but she loves the smell of th’ 
smoke, so I will smoke them fer her to git th’ 
odor. Won’t that be nice?” 

Of course, we made no comment, but our 
candid opinion is that HANK is a peculiar 
fellow. What do you think about it? 

We extend to Brother Frank M. H., of 
New York City, our thanks for the above 
daffydil, and wish him and the thousands of 
our plumber friends a Merry, Merry Christ- 
mas, in which HANK sincerely joins. 
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FIRE: 
BNC U Sts 
Ro STAR! 
BOTTOH 


FIRE 


PROTECTION 


Approved by the National Board 

of Fire Underwriters and Fac- 

tory Mutual Fire Insurance 
Companies, 


SIMMONS Fire Apparatus 


Pays for itself. By properly in- 
stalling any article shown in 
this advertisement, you can rez 
duce your insurance rates, 


JOSICO Approved Fire 
Extinguisher 
Constructed of heavy cold rolled 
copper and tested by hydros- 
tatic pressure to 700 Ibs. to 
square inch. Safe, reliable and 

always ready for use. 


SIMMONS Safety Fire 
Bucket Tank 


You will not have to depend up- 
on employees to keep this tank 
filled. Once filled always filled. 
Will not foul, freeze or evapor- 
ate. The solution is deadly to 
fire. 


SIMMONS Cotton Rubber 
Lined Fire Hose 


For mill yard, factory or ware- 
house, has the approval of the 
National Board of Fire Under- 
writers and the Factory Mutual 
Fire Insurance Co’s. Can be 
furnished in either double or 
single jacket. Best made, and 
the price is right. 


Catalogues, information and 
prices cheerfully sent upon ap- 
plication. 


JOHN 
SIMMONS CO. 


110 CENTER ST. 


New York 


904 


BALL COCK CUPS 
BIBB WASHERS 


Packings of Every Description 
For the Plumbing Trade 


HYDRANT LEATHERS 


Send for Sample and Prices 
If your jobber cannot supply you, 
WE WILL. 


Auburn Leather Goods Co. 
Auburn, N. Y. 


The HOTTEST Blast in the 
QUICKEST Time From 


G. Barthel’s Famous 


Kerosene Furnace 


Gasoline. Kerosene and Al- 
cohol Blow Torches. with G. 
Barthel’s name on same 
Means the best in blow 
torches. You, Mr. Dealer, 
should carry them. 


Globe Gas Light Co. 
Distributors 
21-27 Union Street 


il 
Boston, Mass. 


Style A Plumbers” 


Roker Water Filters: 


- The filter 
with a re- 
putation. 
It does its 
work and < 
pleases the § 
customer. 
No come- 
backs. 


When you 
have a job 
requiring 
a filter of 
any size, 

remember 
the name 
ROBERTS 

and write 
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Roberts Filter Mfg.Co. 


DARBY, PHILADELPHIA, PA. 
Louis Wheelwright & Bro. 
Sales Agents 


Flatiron Bidg. 


New York 
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The Continental Filter 
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The New York Contiaental 


Jewell Filtration Company, 
15 Broad St., New York 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
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Among the Plumbers and 
e Gas Fitters 
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Fred Tost, Denver, Colo. “That's all.” 
Mail reaches Fred at and on all stages. 


W. W. Brown of Wichita, Kansas, reports 
that this is the best year he ever had. 

Cc. A. Baker, 210 South Lawrence avenue, 
Wichita, Kansas, reports business very brisk. 


M. H. Peterson Co., 
nue, Kansas City, Mo., 
being very brisk. 

We are pleased to hear that John R. Parry 


735 Minnesota ave- 
report business as 


of 1225 California street, Denver, Colo., 
escaped the great flood. 
Bryan Plumbing and Heating Co., 1500 


Market street, Denver, Colo., report busi- 
ness very good. 

Don’t forget there is always one master 
plumber who never misses a trick, and he 


is T. E. Hines, 1026 18th street, Denver, Colo. 


Maurice A. Hess, Washington, D. C., has 
just received contracts for the plumbing 
work in a dwelling at 2024 Hillyear Place, 
northwest. 

Ernst Bros., 35 Bagg street, Detroit, 
Mich., have the contract for plumbing and 
steam heating in the Walter Scotten resi- 
dence on Kirby avenue. 

J. L. Van Daniker of 3560 Lorimer street, 
Denver, Colo., is one of Denver’s most 
popular masters. He is always there with 
“the smile that won’t come off.” 

Dudgeon Bros, of 502 Braddocx, avenue, 
Braddock, Pa., have had a very busy season, 
both in the jobbing and repairing line. They 
recently installed a number of plumbing 
systems. 

A few words will have Peter Snow of 
1734 Curtis street, Denver, Colo., patentee 
of the “Snow” stop box cover, showing you 
and explaining the advantages of using his 
handy invention. 

Kiernan & O’Brien, 1754 Mission street, 
San Francisco, Cal., are to install the plumb- 
ing system in a building erected at Leaven- 
worth and Greenwich streets, by the Green- 
wich Terrace Householders’ Association. 

Work on the buildings for the enamel 
bathtub and sink plant of the Pacific Sani- 
tary Company at Richmond, Cal., is being 
rushed and word has been received that 
shipments of machinery are now on the way 
to the Coast. 

Neemes Bros., of 927 Walnut street, Mc- 
Keesport, Pa., assured the representative of 
THE PLUMBERS’ TRADE JOURNAL that busi-_ 
ness in the plumbing line in McKeesport was 
in a flourishing condition at the present time. 
Messrs. Neemes are at present busy on alter- 
ations, jobbing and repair work of all de- 
scriptions. 

Contracts have been awarded the Warden 
& Leese Co., Prospect avenue, Cleveland, 


Ohio, for installing the plumbing for a new 
residence under course of construction on 
Eaalls Point, Lakewood, for Kirk D. Bishop. 
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New Shops and Business 
Chang¢cs 
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Joseph §S. Lesko, Bridgeport, Conn., has 
moved next door to his former establishment 
at 241 Hallett street, and is now nicely situ- 
ated in his new quarters at 243. Late trade 
printed matter is desired. 


Hunter & Norton, Muskegon, Mich., are a 
new firm. Both of the mempers were for- 
merly connected with the J. J. Howden Co. 
for five years. Both are hustlers and can be 
depended upon to make good. 


R. C. Brenner Co., Kalamazoo, Mich., are 
a new firm just formed to engage in heating 
and sanitary plumbing. Trade literature is 
desired from manufacturers and jobbers of 
plumbing and heating goods. 


Clement Marchetti & Clement Marchetti, 
Kulpmont, Pa., have entered the heating field 
in connection with their plumbing business. 
They request catalogs of boilers, radiators 
and accessories, with price lists. 


The partnership existing between W. H. 
Paul and August Riddel, Johnstown, Pa., has 
been dissolved, August Riddel retiring. The 
business will be conducted in the future by 
W. H. Paul, under the name of Paul Plumb- 
ing & Heating Co. 


J. and T. Marfisi have opened an establish- 
ment at 285 HE. 22nd street, South Omaha, 
Neb., where they have developed quite a lot 
of high-grade custom. They wish catalogs 
and would be glad to see representatives who 
make that territory. 


Manufacturers and jobbers of plumbing 
and heating goods are asked to forward cata- 
logs and other matter to the. Pittsburgh 
Plumbing & Electric Co., of Little Rock, Ark. 
This concern was formerly known as the 
Independent Plumbing Co. 


The Standard Plumbing Co., of Cle Elum, 
Wash., have moved their business to Auburn, 
Wash. They now have considerable work 
on hand, with prospects for a busy year. 
Trade literature is desired from dealers in 
plumbing and heating materials. 


Eagle Grove, Iowa, has an energetic new 
plumber in R. E. Roper. Mr. Roper is a 
hustler and is fully able to handle the busi- 
ness formerly carried on by M. Armbruster. 
Manufacturers of plumbing and _ heating 
goods are asked to send literature. 


Nathan Smilowitz, who recently opened a 
plumbing and gas-fittting establishment at 
424 Christian street, Philadelphia, Pa., re- 
ports business as being good. Mr. Smilowitz 
makes a specialty of jobbing and new work. 
Manufacturers and jobbing houses are re- 
quested to send their latest circulars to the 
above address. 


Otto Goldberg, 527 Lenox avenue, New 
York City, has recently opened up a branch 
establishment at 863 Southern Boulevard. He 
will be grateful for latest catalogs and liter- 
ature of jobbers and manufacturers. Al- 
ready business is flourishing in the new shop. 


[1 Late Patents Issued to Our Trade E1 


1,033,565. ALUMINUM-SOLDER. CHARLES 
R. ErKENsS, New York, N. Y., assignor to 
Simplex Aluminum Solder Company, Inc., 
New York, N. Y., a Corporation of New 


York. Filed May 2, 1912. Serial No. 
694,595. (Cl. 75—1.) 
1,033,279. MACHINE FOR CALKING 


PIPE JOINTS. Coin C. SIMPSON, JR., 


Flushing, N. Y. Filed May 9, 1911. Serial 
No. 626,118. (Cl. 78—47.) 

1,033,108. WATER-HEATER. HERBERT S. 
HuMPpHREY, Kalamazoo, Mich. Filed Feb. 
8, 1912. Serial No. 676,239. (Cl. 126— 
351.) 

1,032,580. WRENCH. Epwarp H. ANDER- 
son, Durham, Me., assignor of one-half 
to Michael Brownstein, Lewiston, Me. 
Filed Mar. 6, 1912. Serial No. 681,914. 
(Cl. 81—145.) 

1,033,700. SAFETY GAS CUT-OFF. HALLA 
H. HustTEeap, Brown, W. Va. Filed Aug. 
9, 1910. Serial No. 576,378. (Cl. 67—115.) 


GAS-BURNER. WILLIAM WAL- 
LACE Kemp and WILLIAM H. VAN Horn, 


1,033,416. 


Baltimore, Md., 
land. Filed June 3, 
631,144. (Cl. 158—99.) 
1,033,358. WRENCH. 
Pinckneyville, Ill. Filed Dec. 9, 1911. 
Serial No. 664,854. (Cl. 81—63.) 
1,033,355. STEAM - BOILER FURNACE. 
JAMES B. STANWOOD, Cincinnati, Ohio, as- 
signor, by mesne assignments, to Clarence 


a Corporation of Mary- 
1911. Serial No. 


JOHN L. TURNER, 


E. Mehlope, trustee, Chicago, Ill. Filed 
Dec. 12, 1908. Serial No. 467,167. (Cl. 
—4.) 

1,033,814. GAS-COCK ATTACHMENT. Eb- 
WARD F. HALL, Minneapolis, Minn. Filed 
Aug. 28, 1911. Serial No. 645,505. (Cl. 
137—7.) 

1,033,364. ANTIFLUCTUATING SYSTEM 
FOR GAS DISTRIBUTION. CHARLES 
WIEBKE, Newark, N. J. Filed Oct. 19, 
1910. Serial No. 587,840. «Cl. 48—191.) 


OURS DO! 
DO YOURS? 
Do your customers 
boost for you? They 
should if you please 
them. It’s human 
nature. They do 

boost for 
GILT EDGE 
Dealers and they 
will for you, 
‘sale means more ad- 
vertising— advertis- 
ing of the highest 
kind: the kind you 
ean’t buy--the re- 
commendation of a 
pleased user. 

This_is the GILT 
EDGE way. Try it 
tbis year. Get our 


Each © 


catalogue and pro- | 
position. 
R. J. Schwab & Sons Co. 
Milwaukee, Wis. 


289 Clinton Street, - s 


Patent applied for 
Is uniqu? in construction, easy in 
adjustment and a sticker when 
rightly placed. 
For Sale by your Jobber 


Miller Foundry & Specialty Co. 


No. Tonawanda, N. Y. 


BOSTON 


ADJUSTABLE 


BRACKETS 


For sinks and trays | 
Send for ‘price list 
JOSEPH H. YOUNG CO., 
Boston, Mass. 


THE KELLY 


WATER-CLOSET. 


(With accessible valve over top of 
earthenware) 


Will Satisfy Your 
Customers’ Every 
Requirement 


It is absolute and efficient in action, - 

It is a water-saver. , 

It will prove a money-maker for you. 

Every closet guaranteed for ten years 
and will work from 15 to 20 years with- 
out repairs. 

Few concerns can conscien- 
tiously make a claim like this. 

Send for catalog of our 
original inventions. os 


& BROS. 


421 45th COURT 
CHICAGO 


MAKE BIG PAY DRILLING WATER WELLS 
iw Our Free Driller Book, 
= with catalog of Keystone 
Drills, tells how. Many 
@ sizes; traction and porta- 
ble: Easy terms. These ma- 
chines make good any- 
where. 
Keystone Artesian Drill Co. 
Beaver Falls, Pa. 


Send for circular. 
J. H. GRIFFIN 
506 W. 26th St.. New York City 


Full line of Plumbers’ Supplies } 


THOS. KELLY | 


ye 


‘ 
if 
Y 
' 
. 
' 
st 
‘ 
‘ 
| 
q 
ey) 
% 


it. a 
ryt 


vo 
mit 
ei 
iver an 
iit 


eee 
aiievey 


dir 
Kan hh 


Aaroeesquuape nr any ay 


Easy 


” 
raw nae 


Ne ae® fi 
Sy ent (HAL ails aay 
seed ere 
yee 


it 
gee 


peyeaie EX HMN CaN 
ae 


tr 
eae naitie 
: cura “ 
wna (te! 

eqiestsy ait ror 

meauewene Hone er 

reonatista 

w yest 

eauea ee 


ie syteds 


844 
a 
wee 
4 
ait, . } ii 
ayy 
Sat 
sate atin fone 
esiegeysnns th 
ay heey i 


rave yigit Ah 


: 

scam eit gata 
ih 

ret 


beth 
rae ‘ 


bieinieund 


The) 
a ¥ 
ay Acuesuree i 


ashe 
fey 


gee TRE ete est 
Fir ewe se 
\ 
enc 


ON! 


WORT ak hn oa HH teaver 


eyenteg eee eh it ae 
Pe aN Se euenences ely 
eae ar ypeaenr lle 
Te eeaucuspeuaied Al 
reareweme tic haus det 
neat aN ayy 
“ay id yr ihe b| 


mies nau wbypagtat 
hase eye ¥ 
ere 


\ 
ayeiyrney 

A Bea Hares Ue Ue asa EIN we 
las ies 

esa we tie veil 

street: 


seared 


mt 


ievkahsattg 


‘ nice? 


ie eh wir 


Ne i 


geyeds 


iad 


ja} 
cin flea 


Ritu bean 
reat Nepeueasithe 


Z icine Ye 
err wene(eien 
Woe easyer wetis tt 
rte ise 


Patil 


RUAN nt RY aie A it 


rjenr is 


Jey hoe 
Ni eukiie bs 
fehl xsi 

A eibyeated 


Mies 


in earns ied ysl 
at 


HUEY 


ie 
argnielient oe (is 


RH aN 


isan 


YH" 
ceasiiaante 


ye 


wees Bk 
in cueayeue tari teeanie 


i 

way eis 
Ts Rana 
aj EH Ne 


ei zi 


Pa 


gegyrhevaiee cir 


rhein mt 
Hebets 
fi veg tet 


i) 
ese vit Kn 


tye Wyss 
sunt 


lence (PHEW ENE 


a 
ah 


ty anu Art ie tied sr 3 


We ALE NAL ENU A 
(etry 


Hes 


‘ 
Weyeyeh) 


ey 
Hitieieieaeted 


it degtad bs 


sb etiey tis Uh 
eu aba 


irae i ive lingsnty 
ea ineoe 
Hepee 
ease Hie 
i Wie Ne 
DOMES i tl Id EUs Un 
ne egaratyeic ed 
et 


Tpdsneued NEL 


Jeo ieas bene 


Artes aire ae 


Went wb 


iV 
beweisie 
eae Sev Uh We 
i eae ia taa Sueybarbee 
48 retina ea 
jeleVewe sarge 
Hea sialbnnienveal irl 
ede qian Myfedirts eae ND a ete 
Veneutyr dy ea ckae wee OD 
ty bie tededh 
evr iu 
(uel 
Hiei 
peenvirae yi he 
FA Heidi eel 
Hevea 


st eee 
Fe hive 

MRI anaRY 

rile hehehe 


cunthiehe wit 


Arie ih 
vetee dele 


eijeileaitd 
Ayr sate 


brn 
Deiat rns 
" Vogue Once NT NCA 

Co Tae ushrasatisn 

ja ai 
ER ish 
rai i Hi Mr vee 


et 
Hat ta) Hell 


NUE 
Wis 


is Ht 
\ Hains , 
Ase hs OW he 
ib unarateee Hee Hit fa 
RS Wie tara 
its He ANd eale nuded yi nit 
tiie Wat eis UF eA iy 

praeb e 


MO aa a) 


wrgseeucae debe 


geabenel canbe 
Aaa 
Ta ba 

Wed ueneention 


bin 
Na 


Swelieye 
weer we raleib (U 


tutta) 


jeqedietcty WAN 


Havens tia 
Ap QUE E 
MUNDAS CA 

Ved vguetlentae UREN 
ellen Yenneane er etl 
decegh ord 


Ways 


Unie 


Nieyebent 


aT Ni 


(ek 


Winyal 


mie hut thetin 
t 


ip) ANTAL i! 


ies 


Wiel 


forse 


rhea cies 
ue arnt) 


Mann inn 
nha hy Am 
ariel 


Utah 


Hurt 


tit Menten We veya 
AA Ais Wes 
Fay 


f Wh 
eerie veuruaNhueh Nivavieiie 
' se 


Qty iy 


Kee tebe sa petit 


4 
PUNO eet a 
east W Weise 


Byeatieqedeiey ith 
priva igus AALS 


WV 
Aiea 


itll 
Wks Wie lied 


Dogri fede Pe 
HUA toa tah eal} 


WHEN 


nin 


\ 


by 
iy 
i 


Nie 


it 


EOE bellies: 
el 


egestas uth cbrte 
be pese pale i 


po 


qres ies 


Wa wey 


SAW UM @ 

Cac Cra anak 

Wahed ie Rel 
eat) 


eerie tin tli He 
yb 


Henator mn i iangeutye te AYA 
STEVE ECOL Na c 


y Ms sue bE 
Meme ede MRT COVE AE 
UW cea UeMibate feeb eth 
pa vieite UAvtyt GAAP 


Pilg iraledin Gertledd 
Aussi fallen 


t ci 
Hy 


i 
SeuPh vt cut 


Uniheines es 
Hiraat hier Wee 


i (eh Re 

} nat ie lita 
ate 
Meine t 


UCIT ONG ECLA 


We eue ey 
(edad UratAin 


npsalesiie 
1 


Weed suited 
CN 
VNU 
uA A Vebichedy | 
Wyeudsnenrti ihe veh 
iWeb Nhe 
ile veviaied Uh 
ON 
MWA 
I nies Gee UE VEAL 


el Wile 


NEC NPATHLoae Os we De eu ie pea Alten UH EB @ 
ON La 14 


cael 


may ie Gash 


ede 
Wd eh 
{yi 

Linessuriveeieactre 
Ps wevatiehe CEUr i UNE REL bg 

AAT bob yeheg siete 
ATA a 


bh On ay HM 4) 
Suisueub iets hauicinve gens hepryrh 

WMMiehewedeaemaleorte tis 

4 4 

y 


He Hes He be CED ‘ 
Sree ait ul ie me an AN i 
nda Wt UA Wine aig ait 
F i oh Adarsh wih 
ay y aH Mn) 


\ 
SUFI Aan UCR ABE be fa bE tre 


ie ede Gs te iegiribe dey Uc hie is 
HGH aa 
UNren evan 


Cha 


iY 
grasp Hill 
Ubud tied Gene Nite Wels uele 


Fede & 
edith, Waitt ftieielichele iff fart 


Sey atale wee 
Cea eG eS Te 


DRE BENCMENE 
wedgtanuryateat 
Hana Pee etl 

aA 


i i ii 
year eat 

Mi ehee 

Piet 


iy ‘i! i ; Heenan 
Me yerisdly na ORE Wet AVE WE ene HENIEANE 
linea pi ny Me set UTA wh nae Wendl 
Ue eyed htvets (y reer niet vee Nie CACTI OPM AAUP RU AEH H EE 
tee tie Meiemende ds Hite Hi ay aeuebey eh nh (Ae didebet ted: Ube 
as final aS ; Helide dreds yieante Gels ie (hate healt’ (UTIs GUTSY pe Mens Ue RYE 
rasa gel ' HEH GuAnn an ) fii febsisneue nes PS) WON eC a 

94) MUHA Wels We tic EG (LAWVE Me Hy Canal 
Hie oe te Wik eteytee da vs ey SW Nite My io 

age abanie fut VEY) Ae Ue tgiiekeg Wr begette 
Hewitt Ne ONY x8 
CHER 

Heed neve 

eee nea 
Piva Set ot oa 
(enya we ibe det 


M A 4 
WUE H EOE UCD Cin akties | 
We (idee iigeil peek tied 
\ \ ee ea ta 
GMD 
: ra) i 


ghee VAY 
niga 


‘ i Ae 

ry eye 
ie Feo We 
REE 


lat 


Tk 
CAA it 


eS 


igs wnyrne’ 
Aree 
WK Gr ieleth 


Mt 
is 
Hore 
wees Velie de 
suet yr Wey 
A te IEE v4 4 
A) Hil UCU der he Deis ie tend ee Ait 
Alessio. WAR ary ER W AE 
Warde u 
antye 


f 
40 tise Wantat aye on ee 
CNM HCH 


st 


Mae SNe 


1 
ides ths 
corner tie 


ye velt 
eure 
pene (ven 


ae 


‘i 
wey wy i ue 
Hoke Wei 
TART OE AE (ti 
{ RICCI At 
A Ch rsbolsuiheWe cbc wHisia 
(ene ae heer bells MWe Ul be nelbe y POMP Este UR 
nee MAM eG Pt (edepe ke i 1 i hi Hind HAAN A il Het 
Hea hes Medeie iene eR ROE fagnsttouattt Bre iasieal hits 
PINCH RA URC eisai nH) 
SAAR ra 
* Nair eee 
velba uve (US HEE ih 
i Sheacear urbe ue CH HS rAniGeNeN 
aut i) mtn Asp ile Stdbethe HGH 
Weed NT Ae pared bes G 
He et Mut 
WECM EHR ee Yeu 
ASME EN A Baie ek 
eit avaterie que Wee yes Ue 
be igenly Wwe he i 
Tor eed we | 


WN oe Hy 
Hier We i shai 
ete 

ce i 

ae 


Sih 
Hot BNE ee 
4s Oe ete dill 
il 
Ki a ih 
a cin efoveds veut 
une Ho iti ears ara ie PAR 


ye We WE haath iy gti 


it 
tL lips 
nou a a 
eden wi 
Haat Me 


vy Hn 
sie 


a 


(inne qed 

Phe qin aay \ 
He yel as te Yee hele g . 

sh tlet Na ii! Woy bebo i hele’ 4 i 

hat Kea Gea ypu deans Ut li WRNeUs by Me bssbed) Ht | 
RAnWegets Ae DE ake ye bet: (ee Wel Migr tie : Hl 
Hine be (AS beAD Coil (hots thie w 
MA Teint Dah Y, 


. NY 
oe 
Wy te ra rd ar 
aa insane 


ctietea ea 
Ais 


ta 


c(i 
ah 


Me Neve tebe een aie Gebel 

; Ueieue vv eid 
Nonna Wi USS CSA oa Te PA Tt 
ia (ris L 


tee 


See 
Ma iPucaeue “esi 
wewestiegat 

CCI a 
La 
Daun died Wa) AHERN 

RATT HME EL HPA Ow AeA A 
Har denswelcieliuitipic ei Arte USM MRA we 


Quen  aE WO CTL eve 
(ny rR) We AA Hy, ne {ibile Letts iV a ay si Uh 
TARA A iARapMnah Ot } Wie fi 


Weal ‘i 
spree ails Ue ‘ Kt Mth Asti Vani ts ide 
CVA i ) Qaberey UU ce Mney 

agen 


itt ais 


A 
atte 


eat ai i 


i 
ACs 


oan 
isieaeypy sushi 
MMe atta He 
a ata ste 
Weigel aett hy 
WiC tie 
nh id i tanahnsle 
nied Tuer 
Ale i Nines te 
by HN iy cra HH Caen { H DCN i) 
wieseil bat y eye : i He arerdbaieave ttt 
reh vie 8 Ai kuyene ant 
ie ee Hit et tai aeai ith 
sie, RY Anas AL egieg ie 
i aalacgsee Fi Ht 
fie br lvie(lele 
Fe geve di) 


eI 
see 
Nie 


ti 
sie eeny 
4 ae iy 
eit ae ON 
Saete 


ue 


ie ee ‘3 
etic \ i WK 
isa Weis ME WEAN Hebei Wee p.GedT dear 


Chun 


ciate 


hi} 
ye ANH 
a 
Ie ae 
eM 


fq 
pine 


ee 
unit 


tie Hit it 
Hees 

ut 

‘ita Neural 

ae WERE HRS uel 

Hal i Hi ie 

AMR hane lary iy i) i tg 

HN imeNs ef , +h Wet y A eda 
dy he A} y Baa | 


Te leerne yet 
We tO ay GNA GE Ae 
pis ee 


iby needy ei 
Saath ott 
Vracuedel 
Ayes 


hh 
eats 
twas 4 


ON 

ean is 

eet iene 
ie an fy ‘it it 


rays We the 9 ae 
eyienne nite 
if Hive ellis 
POOL Ay ey Gite | AA A, 
i didvedsgte del ' i 

Wii it ibe Wed alle aH Nh { bree a vi Way Wi i 
Ai eed pests aie elie Ue 
raat Nie WHOA 
ir 


we Werle 


Eade (aye MG 
NAA 


at 
eG ia 
Tee Haye sdeeten GAL ie Cagle UF irae 
eaten a i (fe a aaa 
Ane Ais eo ee Uf tata 
ain * Mihate 
acai “i ut five tnt ty 


SAMA 
Hae 
haa a i 
Aoi} 
a 


a 
Hite teat ai tiie th 
ft paid if Hethdae ttre 
Ht sie 
ea 


i 
ee st ene ante it sien Woeiean ai 
fei int i arveniny 
ae care ni at itt 
me (anit Wi 
Wh i Wf We te 


ih { 
iy Mua 
ei 


a i nuuseurabae (Hie) 
wis f WRU ny 
Heat tH Aan Ait 
AE UAE RUE He iy Bt ANA 
HH TeAELiE Ss Wei Hl tie eA) Nh 
+ vibe BENE COANE whl pe ieAh ee heh te 
jie it iy iP Phat 4 WA ee ee DUT Ep hells ei ayy i ly ral 
We ieee hind Hebe Ly rea} i Whee ye a tt i Y ty 
Bie \ aie ietbety l ‘ 
wy 


Ahi 
Pi year irie ie Geir |! 
crantynii a 


Ah WC 
Ltt (: i Wa iit 
va Ni 


a ati ie eh Chet 
ibe 


ut ie 


He rt ‘tii ae st 
‘" 


tn i 
nile 

veil Ht tia et 
a 4 ai 


wedi I i 
SNe cine seit fs as 
i) bi 
int eC i } \ 
i Hear sah iid 
Wisiea lt 
EHR DE 


+ 
AR UO vr 


fe 
oo 


Rata Xf 
ee ih Hie 
sie 
HAA te 
tinea 
iii it 


rate 

; 

a ri a Hate 
We Sitoed i 

ea ae 

Rr 

He te 


ay 4 iF 
Ney 
ist 
ut Wit le Gaye det Odie 
\, MUR atedn Werle 
ae i it 1m hy 


wa 
oe 
‘ti febe Mi iy 


cit he 
i in ei 


i ie 
eet 
ae ests Wei 

ie 


inet 1A At 
Ge oe 


ih aS th 
soa May egg ae 
i She me f ft 

CNG 
(y Hah ahaa ite (i 
itt sis ie es 


ae re sa 


Hi! 
Nitiea ity ca 


aS a i Hee ist 


Ka Hehe a 


ny fi 

y 
WA He aie, AF Ai} ied 

fils 


ly a 
ies Hy “ai 
ee fla Cn ddeain ia Wet i (i 
= as i aah ie fit i sini 
Rite he sida He it 4th ( 
st Wea Gn 
i nial 
yy 
cota ‘ 
FY he ets 


Adee 
ae ihe oH Mina 


sundae eae nits " a at iin 


WAR Ye 
sah ii Ky 
Pusat! ret ra) 


hit it i 
riled 

in ih 
} 


We evebe (ie hag ave ay we ee bel 
gaa ve Mi tenis fe Geshe WUE 
Heb oeuvumledcied ede analy 
He Gis Ge be Ga ibe We 
bat CCR TUE RIT A CO 
Aa tek EP Per Vel Wc iheSle (GE de 
i) eae Te Gewe ehe een lege ete i beh Gs a 
He ye Ue hie Ae Arde Ose LY yi i i) 
a Wei Keni VE IL ud by! i i 
At arta ite oie ne Hye et 
\ f 


Hy) Niet 
ie) a 
weeded 


ce 
: i 
v 
Britt 
ede ie dies we 
bath 
tit 1) On cab 


weigied 
edit a, aH Hite Hi 
i} wie Ur a Oiee il Ht 
iy i ‘a fh Ke sie {i it ie rr (peed if 
Wve Pie gesie Wi drab tite 
cae spit a ah wringett 
ieatatat hy He a 
ce ‘eh fiaia 
tvanbe i mn Tae a 
GOT 
He i S Wp ie tent cia 
on siti yh HAI 
ae avarinsi Wed g sO) Nh lab ig 
tovatie i 


i" 44" Ay 2} hi) 
a ne ae ts 


Wegeanps ce eeye hee 
Hie liebe sir Mehr 


evly 
Onmanes Lah isteye (lid 


ets 


ate ir 
Oh x 


Hats 7 rant! 
Ae 


Hein nde 


et i 
ie 
iF WASH 
i Wii A pene Shr ite unt lie it H 
UU PM bae ve they'd HN Giieue been vet WER Hi vel iaiaiti 
Leet oti Ay eas Hit i WANA Ae ul bit wi 1 4 \ i 
dant Rie danrnni 
aati 


bait an 
dine a 


wit fe 
ieee eine 
‘iia mires 


ee eae 
a iat 


ei" WEDS 
fi ate hess 
‘i mi ie KA 


i peatat 
mat aii ae ia (eat 


=e eG ite AR Ri 
ait 


a ek bare oh) 


ie 
ile 


HHA 
! 
SAAC TENN ah 
te ree “ha 
i tebe 
uy 


ee i 


nt 
mi i i i ie ae gh NG 


fiche 
tated 


et iv 
itt a 
a th 
i 
ih Hp) yr RMA tly 
ve Milley 
CORUNA oa 
OA a Ay Hh 
t Whe ini ny ih wi 


i 
Ph eae 
S cote 

oe 

eae ‘in caches 


ur At 


ae {nny 
iw 
f 
\ohe fi i Wyearie peur 
i 


PVE (tse 
Ww Fed ced Os al 


Bt 
ee th 
‘i caste 
nwedie Eraete ab hel 
reoeni Ho 
Ni 
Ait 


ee 
eee 
deanna sia tA 
ae 
enna 
ic it Catt () 


rt i 
it oe 
= 


ee 


in| 
34 Ws iy 


eas ita 
nies 4 rity 
ietieieo! HE 


cede Gedbe dedise 
CH it 
Hla al 
Me 
Hit ae uy fi 
ibid heat Mi Hiatal gh) a 
eee Me Ale Mek A Ly 4 
HANSA He ii aly ani yin (4) 
A Hit Hiei Wt Ne y 


he 

Ri sitar be fy 
Kiaweciaue tau 
at ie 


44 
ay he i 

} tegen 
ir) 


sae ie meet 
ae A a 


® 
ie ‘i =e itt rah 
an at ie He a 


cit He 


fait 


oe 
wt Huta in 


wt 


ms oy 
Rat He Web 

mt iin 
‘i 


he (it ci 
Fil sages ithe Hy 


Me shat cali fn on 
Fable a tunity 
ea fiidaraesti 
¥ Lr Se a HAS HN Weinieayic be 
Weil ir He ve vege dja ean a bw RNTANT dts WL i! ny 14 uy i} i 
4} ea dee Sh ye Wr ri Vii H it a my ee / R y i 
fae 


ted ‘uid 
Pe UL MEU Tg: MeyeHuCsee 
Hea eRe Catia atu i 
Heth Ab Hint 
ie | ives it eg 

MINAS ‘ 


HA! 
i ute 
wt He i 14 t fe iy 


Annee wien 
iticaa® 

st HG a 

La el Ae 


aH oe 


Hee 
i 
Ua 


te 
Ht 


ie ne Ry WH 
— ii oe 
iin 
ie thee ii 
a Misa 


istry ies 
il ioe ty 


Mi 
Nich ce na 
rds th rie 
ete Enea ey, we 
WAUME MEE ME Bebe dh 
fie CA 4 Wet 
ll i 


ie 

Gaal 
PE ah 
PW eth fale Peedi eats 
i idea Geet any 


sia 
ee 

(orn 

Sat 
ernest givrvel 
he i Ue ee ih Wit i ui 
Ue teheye deli Malis 
sian (eae et 
Hd lets aly 2 i 
Wy Hf fe Sea ae meat Wi 

Soe We be Shey ists ab pete lie Ge 
Werth ‘ Wh 0 it A 
oe ect 
Hii wed 
he He Ae Ay 


rec 
a heat A 


Ws Ws ews a 
eset if tie 


pee fea 


ienialy: Woae aie 
rt tr} 
th Hii ee Of tt tied 


TAA} Hi fj 

it ere 
ui me OEM 

i 


ri 
th: cay ay 
Oe WH DEOZON Gy 
fives eatia cath Hi 
ranitteitah Wr 
Neon 
Ate HAE ih 


seat 
sian iets 
ie beet 


peti 
iret 


HH 
sit 
Eine 


tae 


NHN Wee, 
idl ebenedeat let 
blaine 


ii Mh iG AND ih 
fed Ct) 


| ie se 
ro rene ie 
Meanie ded nie 
ti iaeiciia 
Hated 
if i Neen 


nk 
ae NeD e 
i Ki 


fis Ar Si it ny Ad 


a 
cited ee 
Me 

ay 


i 
‘te U 
PS i 
+ ‘in ay ie CTA 
ein a " if 
nai ii i ae 


s ie 


TY (te 


Wb Bete a age 


na A 

‘i Hh oy 
hy va A 
ii i ‘| wiht Bt iy! LH Rah 
eri ne 

ae i 


Ate 
ee 


We 5 
iitieut FUP ile dishes 


Hy Ged ek at Hf 

i ele gibi ae Cede tee We Didi fe Gl 
Spee Ge EEE i" 

nati Ve ene 


peeidsie Wo 
scales cin Sara 
safias inf weed 
pais ae ieheile ies 
ecu cose 
Hite He tiene boat 
| eal tiew 


att oo 
faesed 
ro ita ati f 
He 


iy ‘i 
if 


i 
a a ee 
Ceti hice Uiibenwe Cott ea ihe 


Hihaahanrnturit ta 
ii 


Hs 
eal leas Hea tet 
te hi ma ‘%, oie 
Tew oh Hee eb i bi! 
Brett Hg fi if it sie 
ae 


i Nis stake ts Woot 


au 
ae i 
ie a 


oe as 


sleet 


tt! 
ise eke 


be siti 


i ft 
Hit jenrie ree ie iil 
CORTE a 
Wee Pe ieee Wheto we fi 


ni 


ea ee 
he 
ate y 
i Hin nity Wwe ti 
Hien) 
4 ri ‘ ie ity 


ihe Ss iene 


real 


Laur 
a 


jie a 


hibit 
one isttaa 
ioe alate wey 
siren ngnactaei 
Asal ae 


eae a 
oe 
nisin 
feed 
i oe 
ee Het 
tie 


Ha 
feslb 


alle oon wet 


a 


pet 


ie 
i erg 
aaa 


Hee 
ie ie ac 
tide ie GEN ENe ME: 


Keune ta ree 
Seve le tee 


doalset Mle 
He qegpneye tet 
baasieued 


Abs ae hetied aaa 
edb ati edie tie ge dy 
ee bidrtchs 


TICE Wanted 


i as 
ie i 
A Hi 


\) ania, wa 


fie it 
ie Wie 

dg fief edule ety) iy 
edie Ua Hes edie Vay Med 
Aurea ye 


i 

ip (ei iedcied it, 

ig: pie Huby 
sagt ie 


fi 


egcanieail oir 
eur ate 


fee 
I 


i 
tr 
Bg ded Hate aie Leh 
Haine eG 
eA Guetie Ape the GP IY 
Ht He iad 
te bibs 


Pin diale 


die Ht 
efit 


aie Ww 


ie a 


Hite 
ditaarieateian 
eqn iit 
souene (ihr 
DAH 
i is (eit \ 
Hy AN nat 
i chants fans 
cee ie 
UE eae bk 


HWE 


Vidiuueast 
Ay) WEAN GH DA 
UGH ay ff 


tie eae 
Mieuice fui Aye a ei 
ros ane A Nene 

“ vt 


HW eerie 
Wee: hae 

i Sedu (th 

et Webi Bitty! Hie 


"4 
H yas \" 
Wer ty aie etic sie pediete PCC DPE YAIG 
HA way ‘i ant i it 1 vie 
i 
iM 


We wari My 
Heth Ca hy are HLA a (hk Min 

Savile Hep a al 
Nese 


{ 
Hl Aly 
in! He 


Sy) Al WASH: ie i hy 
y (ie 


wiv 


te sedi 


girs 
een Ge jedeaell 62 
ee Wit 


at 


desaeea 
Wve } 
tele (in UT TT an ON 
POM MLUE Oe Hedley enh fy 
ae Fe yal Wich HGiGi (| 
‘ 


eed he led i iy 


Net 


ae et 
et eh Arh 


eritrentnn thd ae 
5 oe ca i 


or 
nash aires 
a itt 
“i 


ft 
a faci eer in 


CH 


We 


OM 


cohen 
ue a 


sean thy eile 

fy ( 
Rutt ae 

TSA f 


seria it 
Ny 


ri 


ah tite 


crate: te ee ite 
vas we fe sit 
ft ¢ bape de ‘ Hal i whl f Wel dei 
" y fi ei Haga ie ii Meuse in i 
Rt a fi Roane ASN ty iat {i SNR i) a i fel inal i i i! 
Mi Maeueiis edie Welle eGo Ae eee eh WAN) 
ch a Saatigiattins ‘ ne PH AC ea } feieih ae sen Cae) At 
seta tnt paneer mses Feyehel Goi tid 
as eygtat ite ov ren beh CAF edie He die Be Wee fewe My AMT ae 
liege be ae econ I rn erretear a Me est shad wai rm baie 
itieatii ayaa ct ni ‘ filet i hvinacert DOU 
ee Orie 


i Wea 

wi "4 

Tem ace tea HA) iti fe 
‘ 


y ivi? Hien Wd 
on rE platted We eee 


aaah 
ciabatta 


He res yi q 
idol Coes f iat bl 
sa ade ha i 
id teat 
ge tr Ha 


ied i 
ie (ee He 
Uy) 


Ae eae 
aortic Warhead tisiane sshtasaeaahenic| eh map Pe 
ay jenn gme Neve He me ccucabie (\ 
sane i Fenton sha eine aa i ERA, Mi Boe iat eeehenniet Sci iit lig Weyl ie Aye 
Gs aL Weniel9 Y mi he Wott tes What iH ieee i ate mit Ah aie @ i Gy NetiAllbGe gent Pastel! 
hy Sire ewe nat Heal grQetane Wt 
WsHe tte ve (nd turn atest i { eat des 
ie Hea Gee eH OLAD nul Hii ist By ir iy He) pt i 
Mi Cn H 


a 
i Pataenee tinder Gelade 

ay Ree UG Wty ced Heh itase iiyrait 
Hive fafa Me 

He te ¢ 


ie 
neue ii 
ted ch ate 
eat ivan 
Au Absa en Wi 
le eh pidley 
i Sisto gata 


iatanien Gi 
Avie Nt 
iene 

Wet 


dea 
Lael ibihe 
Hee ny Ged 


Moa) ‘yeh 


1 
Haake hel ete HA de ibd Ge 
TA saat ny a 
tf 


no ais Wide 
Att Ha 
al reve 

one 


oe 
Hea 
Aitded ifedie 
je headed 


a 
SM aonine iret Neicnedene a ti 
fede segue netted Fa Heya kr beget it 
ric ti wen Of 
aan 
Mote ie se 


pia! i 


hile 

ir al Ale 

aint iene ple fea 

Menai) Me AER ete deed as et Ceti athy 
Hee Fin aie eat 

wit i | f fe neyieie i 

H 0 4 il; if 

i i , f , , y ( 


ie He gall 
ets aht 
eh da 
tiated He etinatve we icer april 
Nes iu ee eight ul 
QA Titeene see oar MTa Te 
a *4 Mie 


i 
siieietie Kesbeali Aint Qs fini 
dad poabaria@e leas cnt 
i vEdlete (8 gin ah 8 
gb eH te 


(Cee i 
eee eee taN Ut OUGE Be fhe L 
tates x Lion! UE 
ii (eve 
M3 


Pears fs 
an irhctt iat ae 
! 
tie sit UA bE { 
rere ia 
(ia Ua rd the dada 
bi «s ’ 
Ave f aieat 


en 
Hato gen 


we » 
Hi HU coe pe tee C8 OM 
ies A 
b 


dels at eg tal Me belegiie 
jade fi in ava Hn 
eratty fea tl vais 
Hele 

PEA at MN hele LCs 
MALE Atoldh do ghee eed 

Geile ADEE CMUCEID dt GPT WEL 
GA weeny tle Ht WH eM | 
SIE UR SMR St Met 


ve) ae ate 
indie ke vyir 
Bites 
iit da aude liniek 


a iielia es th 


¥ 

44 
By) i 
ant eu 
ch Hs pat ueaesiede 
eal 

Wy 


Kf 
y: Weep Hille 
bp leah al 
ay Vege 
yale Pi tte 
Ge itt 
Lid ocgye ie lh ee Kee Oe 
He Ub Ue (lene duane UEP 
bie dente (eth 
(eerie dtbesieibe 
eS We Units (anict 


es i 


rhein Me Gel 

aiae 
A 

nine rey 


eset 
feb elinde ier" 

i ny 
ith 


a disyednaiwe yer uel Wess Heh 
Seay anh 


rh 
bertneanatty 
Nien ieaeininatt i Wie i 
me fiedie wy (i 
nPaeannelenn gele 

Fydie ede nile (abs 


MAeas efi 


sits eo he 


tile 
PR ae te He Ue tia 


io isnt 
NY te edie ea 


aie wae tHe i) 
aad belt aaah i) 


ied Neda ne) 


f 4 
1 a (i Ni Jian 
Pim Me es fa as Np ely tay ih 
Idd finde reek hed 


i hes eH 


i delet ee adieu Gob 
f 


ctr viet eye Kee Wh 


eindanse 


wishes eae 
‘ e get ee 


ite fe ve fe oa hod 2 i i 
Pye hegle he 
dW bed 


AeHced fw edie th Wh ae We ty Bede 
aura i WF On OY Hy TeGeas Wee Le 
Hh uae A Mn HEA 
Hie a Hh COG ge ce ds ie EL 4 4g ih tf (i) 


(uae 
ue die oH Ue HE 
WW fineeehegeste 


mab ould ts 


Wetter 
ie 4 


ieibedgc de le Hoe de 
paingtne rivgqnaa eon 
i 


‘hie 


Hou sles 
Ks Hh 


( 
Wie Mis onan heme d. (peeled ge hates V6 ( 
Dede gees (i i Had tele Reheat chan Wye yrieg snes SALUT Mey 
Boat) pm Dyas i ocd Rega abet tatenctag Ail ge ake aa net an i i 
EW iehep pena } aly f 
Saisie isha ey Hdibdan ie doi iy ii faint rant 
Cs ene lahadwiadiediseyy te erdane nails SHO KCL ate t 
feartees els te eh eae Wye ll i Maren ROP HERNKe WROTE UF IDHE DEAN AK 
wobytendy teorbatias Maine qatene tea ate Loved elias Dad hae Wes ents AIN aC iet fk ‘i Aare eh Ween 
enw ley? hadenedie rm WP eile Welle Malet: ene wanes ub 
ili ane Wr aat Welianebati it: ide diel Ldemsieae deluge ty ‘see avn 
i! 


Dip Webern abs Case Hel 
fei Nie Ae Re elles 

fab Petinabidiiet le dene fg 

{egeqeneuees 

ele Gb ls Ab hale thi nuk shy 

Magtur eeu uean cette 

Hor BW dats an 


iT 
ea tevarare ite 
Pee 


te ht 


Ain 


Ayre Mal 4 
tte 
Weds Bene 


ijn ie bee de A We Me 
hate eu 
Te ists a bell 
pg apoya hier meee Get cms ey i 
WAU le ® MeL PAPC RUE WI beet Kcar ed 
HRCA Te (i 
4 Ne 


Mie pe eee eet 
pad aliede 4d be dete edi cn Goa Ce liet sh 


7 
dit he ene rah tale ee nines Weal Ae 4 


Ay 
soca icine iedicladed 
4 


Cee te tnaer 
eerie A 


Hee WM Be 
et 


‘S ieeeraaat tag 

ieneae we Caan casters 

pean Se Galt ene hy rnp ihe 
Mihi yeti ie Wed 


" 
Tithe tinyt ne Webs We Gere 
dict ie Hdl We 
rds ee 


